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ELECTRIC HEATING ON A LARGE SCALE. 

Electric heating, ideal from so many points of view, has 
seldom been employed on a large scale, if one except the electric 
furnace. There are several factors which have combined to 
prevent this, the two principal ones being the cost of the ap- 
paratus itself and the rates charged for electrical energy. It 
is generally overlooked that while the cost for a single thermal 
unit in the form of electrical energy may be high, the economy 
with which this is used brings the total cost much closer to that 
Strictly speaking, 
of course, it is rather the inefficiency of the fuel-using apparatus 


of an equivalent heating system using fuel. 


which brings the cost of operating them up nearer to that of 
the electric heater. But there are other factors which at times 
are even more important than an apparent,considerable dif- 
ference in the actual cost of the heating. 

At the recent convention of the American Institute of Elec- 
trical Engineers a paper of some interest was read by C. E. 
Waddell, which describes one of the largest electric-heating sys- 
This is installed at the Biltmore Estate, 
Biltmore, N. C., the reasons for its adoption being the cost of 
These ob- 


jections led to the introduction of electric heaters for the het- 


tems in this country. 
anthracite coal and the nuisance involved in its use. 


water system of the house and for performing all the laundry 
work of the household. The total rating of the installation as 
it stands is 167 kilowatts, 100 of which is represented by the 
hot-water heater and sixty-seven by the laundry equipment. 
The system consumes about 20,000 kilowatt-hours a month, a 
fairly respectable load. 

In the paper Mr. Waddell gave some interesting data respect- 
ing the performance of the apparatus installed. The hot-water 
heater, which is really a small horizontal tubular boiler having 
electrical heaters inserted in the tubes, was found to give a thermal 
efficiency of about eighty-five per cent. This seems low, for 
with complete lagging there should hardly be fifteen per cent 
loss in radiation. It probably, however, represents fairly well 
the average all-day efficiency of the heater. The performance 
of the laundry apparatus is indicated by the records of a number 
of washes, but seems to vary considerably according to the size 
of the wash, and a larger number of trials must be noted before 
one will be able to figure closely on the performance to be 
For instance, it was found that: on 


one day sixty-eight pounds of water were expelled for every 


expected of such devices. 


100 kilowatt-hours supplied to the electric heater. On another 
day, for a somewhat smaller wash, 115 pounds of water were 


expelled for each 100 kilowatt-hours. But while closer figures 


are desirable from the engineering standpoint, so that the actual 
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requirements of such apparatus may be known, it should be 
insisted upon that these are not the controlling factors for 
determining the selection of such devices. What might be 
called the “all-over economy” of the system is what should be 
borne in mind. Time and convenience are as valuable as fuel, 
and generally less available, and it is very easy to sce that in 
an installation of this kind, although the heating engineers 
might figure out an enormous difference between the costs of 
producing a given amount of heat by the two methods, this 
feature may really be of minor importance and the installation 
of the electric system be a true economy. Indeed, given cheap 
electrical energy, it might often be found that there would no 
longer be any need of providing chimneys in summer residences. 
PROGRESS IN WIRELESS TELEPHONY. 

In an interesting paper by Mr. R. A. Fessenden on 
“Wireless Telephony,” at the annual convention of the American 
Institute of Electrical Engineers, held at Atlantic City, N. J., 
this week, an excellent review of the history of this art was given. 
Certainly one of the most fascinating fields thrown open to the 
modern investigator has been the study of the principles under- 
lying wireless transmission of signals and the development of 
apparatus for reducing different scientific possibilities to an art. 
This art was divided by Mr. Fessenden into two periods, the 
distinguishing features of the two constituting what is really a 
radical change in the method of transmission. The first period 
of wireless signaling may be considered as starting from the 
discovery of electromagnetic induction; that is to say, the trans- 
mission of electrical energy from one body to another without 
any intervening conductor. No real progress was made in the 
art, however, until after Hertz’s work proved the existence of 
electric waves. A few years after this the discovery that an im- 
perfect contact was sensitive to such waves made possible their 
utilization for transmitting signals, and fairly satisfactory 
methods were developed for this purpose. The distinguishing 
feature of this development was the use of spark discharges 
for producing the signals, these giving rise to discontinuous, 
sharply damped waves. 

The second period is marked by the introduction of methods 
for continuous undamped signals which are much better for the 
purpose for a number of reasons, among which may be men- 
tioned the greater ease of tuning, the increase in the effectiveness 
of the transmitting and signaling apparatus when using signals 
of this type, and the improved conditions under which the ap- 
paratus is used; that is to say, there is less strain, and, therefore, 
the apparatus is easier to construct and less liable to break down. 

As a result of this development in wireless telegraphy wire- 
less telephony became possible, for, given a continuous un- 
damped signal, to transmit articulate speech it is only 
necessary to superimpose upon the signal variations correspond- 
ing to ordinary telephone currents. This has been done and 
Mr. Fessenden, among others, has produced a working wircless 
telephone system. Such a system of communication will for 
many purposes be far more satisfactory than a telegraph, since 
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the latter requires the services of an expert operator, while 
the wireless telephone is as simple to use as the ordinary in- 
strument. With such a gain, naturally some sacrifice must be 
expected, which in this case is that of range of operation. The 
harmonics rendering the human voice intelligible have ampli- 
tudes of varying length, but sometimes only about one per cent 
as great as that of the fundamental note. Hence, since the 
transmission of the voice by wireless waves is produced, not by 
the fundamental wave itself, but by the variations of this, it 
would seem that the distance of transmission of the voice would 
be only one-hundredth of that attainable by the wireless tele- 
graph. Fortunately this severe restriction may be considerably 
modified by increasing, in the transmitter, the ratio of the har- 
monics to the fundamental and because the ear seems to be more 
sensitive to spoken words that to mere clicks. The range of 
transmission of the telephone, however, is considerably less than 
that of the telegraph, Mr. Fessenden putting it at about 
one-tenth or more of the latter, but this distance is modified 
very greatly by atmospheric conditions. 

Regarding the possibilities of wireless telephony, it is evi- 
dent, as pointed out, that there is not much possibility of replac- 
ing the present local manual telephone systems, as it is out of 
the question for every subscriber to install and maintain his 
own wireless plant. For long-distance transmission, on the 
other hand, Mr. Fessenden thinks there is a good opening, an 
advantage of the system being the absence of interruption due 
to storms blowing down the transmission lines. The flexibility 
of the system is thought to be greater, as the “wireless circuits” 
connecting, say, New York and Chicago, and Boston and 
Chicago, could be used to connect Boston and New York when 
the regular Boston and New York “wireless circuit”? was in use. 
The most promising opening at present, however, is in con- 
nection with its use on shipboard for communication between 
ships or between ship and land. Here the position occupied 
by this system is unique. An expert operator is not necessary, 
as the engineer can take care of the generating apparatus and 
any one on the ship can use the telephone. There seems to be 
little doubt that for such purposes there will be rapid develop- 
ment, provided other influences do not interfere. 

In connection with studies of the absorption of wireless 
signals due to atmospheric conditions, Mr. Fessenden has com- 
pared his observations with the weather maps of the government 
and is inclined to think there is some connection between the 
deyree of absorption and the magnetic variation. This suggests 
that wireless signaling might offer to the Weather Bureau an 
If there 
is any connection between the absorption of wireless waves and 
the conditions of the upper layers of the atmosphere, which are 
no doubt controlling in important weather changes, careful 
comparison of the ease of transmission between suitably located 


entirely new means of making weather observations. 


stations should give valuable information regarding the atmos- 
pheric conditions; and to make this of practical value it would 


be only necessary to interpret it properly. If, as has been sug- 


gested, the absorption of the waves is due to large bodies or 
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clouds of air in a peculiar condition, this condition, it may be 
expected, will exert its effect upon the weather. The Weather 
Bureau has for some time past been experimenting in making 
long-time predictions, and it has really met with thoroughly 
creditable success. For this purpose kites and pilot balloons 
are used. Why not study the relation between weather changes 
and this electric wave absorption with a view to determining what 
relations, if any, exist and making use of them when known? 

The concluding portion of Mr. Fessenden’s paper is devoted 
to a discussion of the relations between the Government and 
the private systems. He feels, perhaps naturally, that the re- 
strictions which have been enforced, or are contemplated, have 
greatly retarded the commercial use of these two systems, and 
have made it impossible for any such system to be operated 
profitably to-day. This is an exceedingly important subject 
deserving the most careful study, not only of those directly 
interested in the two arts under discussion, but in those other 
branches of the electrical industry which may ultimately be 
affected by policies now followed. There are, of course, several 
sides to this question, and it is one which can not be decided 
offhand in an-arbitrary manner. It would be well if every 
engineer would make himself familiar with what has already 
been done in this matter. 
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THE RESISTANCE EQUIVALENT OF ELECTROMAG- 
NETIC RADIATION FROM A LINEAR OSCILLATOR. 

In another column we publish an article by Mr. Oscar C. 
Roos on a subject entirely novel, perhaps, to most of our readers, 
“The Resistance Equivalent of Electromagnetic Radiation from 
a Linear Oscillator.” 

The author first cites the reasons for the divergencies found 
among the results obtained by various workers in attempting to 
give engineering data upon high-frequency phenomena present 
in the “verticals” used in the wireless art. | 

On the basis of a new law derived by him, which shows that 
any “vertical” of linear type vibrating at its lowest natural 
period or fundamental has a radiation resistance, R’, of forty 
ohms, he criticizes Professor J. A. Fleming’s subsequent deriva- 
tion of a similar law, when assuming a linear oscillator and a 
Hertz oscillator to be electrically equivalent. 

The problem was attacked, as indicated, by Dr. John Stone 
Stone in a paper before the International Electrical Congress at 
St. Louis in 1904. The linear oscillator is decomposed into an 
infinite number of Hertz oscillators for all cases, and modifying 
sumptions pointed out for practical work. The practical 
formula for the present state of the art is given as a special case 
ofa general formula. This special case, it is interesting to note, 
has been used in wireless engineering for three years. 

The more general formula for R’ consists, when inspected, of 
an abbreviation for a series of discrete formule for definite re- 
gions of frequency, stated in units of the fundamental frequency 
of the vertical. It is evident that at all odd harmonics R’ = 40X 
ohms, where X = 1, 3, 5, .... etc. As the author points out, 
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it is at present impracticable to give‘an a priori treatment of 
the problem. . 
-It is clearly shown that since ideal or practically simple har- 
monic vibrations have only of late been successfully produced 
in verticals and have been found to confirm old measurements 
of R’, we may infer that in at least one American system the 
damped waves hitherto used have behaved like undamped waves, 
both in regard to effective resistance and reactances introduced 
by radiation. This signifies great persistency in the intensity 
of the successive waves radiated from the vertical and s:.ows that 
careful engineering methods have really a greater practical 
scope than the “cut-and-try” efforts which have made the de- 
velopment of radiotelegraphy spasmodically rapid, but to a great 
extent uncertain. | 

It is evident that in view of the importance of exact high- 
frequency measurements of voltage and current at the base of 
a vertical, to get empirical confirmation of calculations it is im- 
perative to have a criterion of the accuracy of these readings. 

Few clectrical engineers are required to allow for variations 
in capacity or inductance with change of frequency. The 
wireless engineer must, however, be provided with accurately 
calibrated voltmeters, ammeters, standards of inductance and 
capacity, eliminating these effects. Frequencies of 60,000 cycles 
and upward are used and necessitate special methods of checking © 
to avoid ever-present sources of error at these high-frequencies. 

It seems desirable that the Duddell arc, when giving nearly 
pure sinusoidal oscillations, be used for checking the calcula- 
tions on the vertical reactance and resistance. The high-fre- 
quency dynamo is not yet reliable for this work, and all final 
checks must be calorimetric. The voltage to ground and the 
current at the base of the antenna being known in two cases, 
there is obtained R’ and Z, the radiation resistance and the 
reactance of the vertical at the base, respectively. 

Independent resonance measurements give as a check the 
value of the reactance when the frequency is known. This is a 
means, as we understand the author, of checking the uniformity 
of the constants of the antenna per unit length. We infer that 
the empirical correction of these assumptions and of those made 
under the MacDonald theory are included in the method as com- 
mercially applied, but withheld for the present. 

The paper as a whole is timely and shows the present ten- 
dency to fusion of theory and practice in the more recent develop- 
ments of electrical science. The electrical art is indeed becoming 
more amenable to methods of physical research which a decade 
ago were looked upon as scientific recreations. With this paper 
as a starting point the radiotelegraphic engineer is now in a 
position to make definite engincering tests on a very obscure and 


difficult problem. 

The Society of Wireless Telegraph Engineers, founded in 
Boston, Mass., February 26, 1907, to which we have referred 
in our issue of June 13, has had this problem brought to its 
attention in a number of interesting papers during the past 
year. It is to be hoped that future papers of this character will 
receive more publicity through this society. 
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Annual Convention of the American Institute of Electrical 


Engineers. 


The Twenty-Fiith Convention Opened at Atlantic City, N. J., June 29, with Good Attendance and Beautiful 


Weather -The First Day’s Sessions. 


(Special to the TO REVIEW. ATLANTIC Gii, N. J., JUNE 30.) 


HE twenty-fifth annual convention 
of the American Institute of Elec- 
trical Engineers was called to order 

by President H. G. Stott at eleven o’clock, 
Monday morning, June 29, in the Sun 
parlor of the Hotel Traymore, at Atlantic 
City, N. J., under particularly promising 
conditions. The attendance was unusu- 
ally good for an opening session, the 
weather could not have been finer, and 
the fact that all the papers to be present- 
ed had been printed and distributed to 
the membership beforehand is likely to 
bring out good discussions. As the num- 
ber of papers to be read is large, it is 
probable that most of the sessions will be 
rather long. Indeed, the first session 
overran the allotted time by three-quar- 
ters of an hour; but, on the other hand, 
the afternoon sesion was half an hour 
late in getting under way, and was 
through half an hour before the time set. 

Among those present were A. H. Bab- 
cock, San Francisco; H. H. Barnes, Jr., 
New York; B. A. Behrend, Milwaukee; 
A. W. Berresford, Milwaukee; James G. 
Biddle, Philadelphia; Charles Blizard, 
Philadelphia; Louis E. Bogen, Milwau- 
kee; Morgan Brooks, Urbana, Ill.; George 
A. Damon, Chicago; F. E. Donohoe: New 
York; Thomas Duncan, Lafayette, Ind. ; 
W. ©. L. Eglin, Philadelphia; J. W. 
Fraser, Charlotte, N. C.; Albert F. Ganz, 
Hoboken, N. J.; C. M. Goddard, Boston ; 
A. W. Henshaw, Schenectady, N. Y.; Carl 
Hering, Philadelphia; Cary T. Hutchin- 
son, New York; Dugald C. Jackson, Bos- 
ton; Edwin B. Katte, New York; A. E. 


Kennelly, Cambridge, Mass.; H. B. Kirk- 
land, New York; A. A. Knudson, New 


York; John Langan, New York; R. D. 
Mershon, New York; Farley Osgood, 
Newark, N. J.; Ralph W. Pope, New 
York; Charles W. Price, New York; Cal- 
vin W. Rice, New York; Charles E. Speirs, 
New York; Calvert Townley, New Haven, 
Ct.; J. B. Whitehead, Baltimore. 

The first session was opened by the in- 
troduction of Mayor Franklin P. Stoy, of 
Atlantic City, who in a humorous address 
welcomed the Institute to the city, ex- 
tended the freedom of the town and guar- 
anteed a continuance of the present good 
weather during the convention. 

Stott, after thanking the 
his courteous welcome, deliv- 


President 
mayer. for 
ered the annual presidential address, the 


title being “The Evolution of Engincer- 
ing,” an abstract of which follows: 

Eighty years ago Thomas Tredgold de- 
fined engineering as “The art of direct- 
ing the great sources of power in nature 
for the use and convenience of man.” 
The question naturally arises: Does this 
definition hold good to-day? Is it broad 
enough? If not, how can we better define 
the engineer's sphere of activity? If we 
accept Tredgold’s definition as our stand- 
ard, will we reach the position in society 
which belongs to us by right of education, 
achievement. and highly developed power 
of logical deduction from facts observed 
and investigated ? 

Engineers may be divided into two 
classes: first, those who believe that the 
engineer should be restricted to a specifie 
vocation, such as electrical, steam, hydrau- 
lic, pneumatic, or sanitary engineering, 
ete.; second, those who wish to see him 
take lis place not only as an engineer 
but also as a public-spirited citizen and 
leader. 

The score or more of divisions of elec- 
trical engineering which. exist to-day are 
ihe necessary outcome of the consolida- 
tions of manufacturing and other inter- 
ests into a few large concerns: they are 
the natural economic results of competi- 
tion. As these consolidations have un- 
doubtedly resulted in greater efficiency 
and, therefore, in reduced cost of produc- 
tion, there is every reason to expect a 
continuance of this evolution from the 
simple factory manufacturing only one 
article, to the complex one which manu- 
factures many things. 
segregation is evidently one of infinite 
application in all pursuits, tending 
strongly to an ever-narrower development 
of the individual, but at the same time 
increasing his efficieney to a maximum in 
his own particular specialty. This in- 
crease in efficiency, however, will cease if 
the engineer becomes so highly specialized 
as to ignore the necessity of keeping in 
touch with the entire sphere covered by 
his company, as the evolution of each 
branch must be synchronized with that 


of all. 


This process of 


The other class, to which the term 
“second”? has heen arbitrarily assigned 


merely to indicate its numerical inferior- 
liv, embraces all those who have broad- 
ened their field) through self-education, 


experience, opportunity and natural adapt- 
ability for administrative work. The 
term self-education is used advisedly, as 
both classes are assumed to start with the 
same technical training, and as a matter 
of actual fact the second class almost in- 
variably evolves from the specialists. 

The second class is necessarily a rce- 
stricted one, as, while the legitimate field 
of work of the engineer is extremely broad 
and almost unlimited; yet as a rule he has 
apparently decided to keep in the back- 
ground and only come to the front when 
called. The result of this policy is that 
when the opportunity comes, the engineer 
is taken at his own valuation and passed 
over for others who, while not suffering 
from modesty, are lacking in engineering 
education and experience, and therefore 
are forced to call in engineers (to act in 
a subordinate position) to supply the in- 
cunbent’s deficiency in the qualifications 
necessary for the office. 

What is the cause of this anomalous 
situation? Has not the whole body of 
engineers some share in the blame? We 
have seen that there is to-day an inherent 
tendency to specialization in engineering, 
and that by far the greater number of 
our members are becoming experts in one 
or two subjects only, and that compara- 
tively few attempt to keep in touch with 
the more general aspects of engineering. 
This condition is caused not so much by 
a lack of willingness as by lack of time 


and opportunity, 


This centrifugal force acting on our 
profession has fortunately a nearly equal 
centripetal one which is found in such 
societies as the American Institute of 
Electrical Engineers, in which all can 
once more be brought back to a common, 
centre on the common ground so clearly 
described in its constitution, which says 
that the object of the American Institute 
of Electrical Engineers “shall be the ad- 
vancement of the theory and practice of 
electrical engineering and of the allied 
aris and sciences.” 

The conference held in Washington. 
D. C.. last month, which was called bv 
President Roosevelt to consider what 
steps should be taken to conserve our 
natural resources, was preceded by a series 
of conferences held by the presidents of 
the four national engineering societies, at 
which a series of broad resolutions were 
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drafted and afterward presented at the 
conference as representing the opinions 
of 20,000 American engineers, The com- 
mittee on resolutions presented a very able 
report to the conference, embodying prac- 
tically everything the engineers had recom- 
mended, with one exception, as that par- 

ticular item had already been covered in a 

Lill introduced into Congress. The reso- 

lutions were unanimously adopted. 

Several important deductions may be 
made from this incident. First, united 
recommendations after careful investiga- 
tions of facts by engineers, on any public 
question involving engineering problems, 
will be not only courteously received but 
welcomed and highly appreciated by our 
state and federal governments. Secondly, 
the facts presented at this conference were 
of such a far-reaching and important na- 
ture that every member of this Institute 
should feel it is his duty carefully to 
study the able papers presented, and to 
further in every way possible the policy 
of preserving our natural resources. 
Thirdly, co-operation on the part of the 
four national engineering societies is ab- 
solutely essential to success in any move- 
ment of this kind; and, as a corollary, 
success. is certain if we co-operate. 
Fourthly, if engineers are to take the 
place in society which belongs to them hy 
right of education and training, they must 
take an active part in matters of gencral 
policy or civic interest, no matter how 
remote these matters may seem from 
Tredgold’s definition of engineering. 

Is it not the engineers’ civic duty to 
take a more active part in public affairs, 
giving of their special knowledge freely, 
as may be required of them, at the same 
time insisting upon the same high ideals 
of faithful, honest and loyal performance 
of duties in public life as they have been 
accustomed to in their every-day work as 
engineers? 

These suggestions are clearly outside 
the scope of this Institute as set forth in 
its constitution, so that to carry them out 
it may become necessary to organize a 
new society in which membership would 
be limited to members of the four national 
engineering" societies, and whose object 
would frankly be to use all legitimate 
witical methods to influence legislation 
"n matters affecting engineering. Such 
a society could with propriety take up the 
consideration of many problems of which 
the publie now hears only one side, sim- 
ply because the engineer has maintained 
an attitude of reserve. Our large cor- 
porations and manufacturers are realizing 
as never before the benefit of publicity 
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departments, not only for advertising 
purposes, but for the purpose of disarm- 
ing adverse criticism by a calm statement 
of facts. 

In conclusion, let us remember that if 
we wish to progress and assume our 
proper place in the world, we must be 
aggressive and not passive in allegiance 
to our engineering societies; that the day 
is long past for hiding our light under a 
bushel, and that instead of Tredgold’s 
definition of engineering, the following 
more correctly expresses the position of 
the engineer to-day: 

Engineering—The art of organizing 
and directing men, and of controlling thie 
forces and materials of nature for the 
benefit of the human race. 

Following the presidential address the 
two papers assigned for the first session 
were presented, that presented by F. G. 
Baum being read, in his absence, by 
Perey H. Thomas. Abstracts of these 
papers follow: | 

A paper entitled “Electricity as Viewed 
by the Insurance Engineer. Should the 
American Institute of Electrical Engi- 
neers Interest Itself in Fire Protection?” 
was read bv C. M. Goddard, secretary of 
the Underwriters’ National Electrice As- 
sociation. In this a brief review is given 
of the annual fire loss in this country, 
which for the year 1907 was $180,000,000, 
while the average for the past thirty-two 
years has been $134,.000,000. Since 1860 
the insurance companies have paid out 
$2,500,000,000 in losses, while the total 
property loss by fire has been $1,250,000,- 
000 since 1875. There are approximately 
300 insurance companies doing business 
in the country with outstanding risks of 
$30,000,000,000. The annual per capita 
loss by fire in Austria, Denmark, France, 
Germany, Italy and Switzerland varies 
from twelve cents in Italy to forty-nine 
cents in Germany, with an average of 
thirty-three cents. This may be compared 
with the average per capita loss in the 
United States of $2.47. Fifty per cent 
of the fires are due to faults of manage- 
ment, which include all sorts of easily 
avoidable conditions likely to cause fire 
hazard. These figures indicate the im- 
portance of reducing the fire hazard in 


this country and justify the continuous 


efforts which the Underwriters’ associa- 
tion is making in this direction. Mr. 
Goddard explained the requisites of a 
good fire-protection engineer and insisted 
upon his honesty of purpose, and pleaded 
for co-operation of the electrical engineer 
with the former. Te said that electricity 
mav become a serious fire hazard, but die 


to the regulations which have been en- 
forced the insurance companies believe 
that any undue hazard from electricity has 
been and is being guarded against and 
that electric power gives us to-day the 
safest illuminant and the safest source of 
power we have. 

F. G. Baum presented a paper entitled 
“Water Power Development in the Na- 
tional Forests—A Suggested Government 
Policy.” Recently the government has 
given permits to companics proposing to 
make power developments on condition 
that the permits be revokable at the pleas- 
ure of the Secretary of the Interior and 
that there be a conserving water royalty 
charge by the government on the power 
output of the plant. ‘Temporary permits 
are objected to by power companies, and 
objection has also been raised to the con- 
servation charge when it is based on the 
output of the plant. The author, after 
discussing the importance to the country 
of proper development of the water 
powers, suggests that a proper conserva- 
tion charge can be made only on the basis 
of the cost to the government of that 
which is furnished by the government. 
He thinks that the proceeds from any 
particular privilege shall not be devoted 
to any other watershed or section nor to 
any purpose except the particular privi- 
lege asked for. The conservation charge 
would have a maximum limit at any 
given time, which could be determined by 
calculating the yearly cost of the con- 
servation to the government. This charge 
can be fixed for a period of, say, ten 
years, when a new adjustment may be 
made and a new charge made yearly to 
meet the changing cost of maintenance. 
The question of the proper conservation 
charge is entirely a separate matter from 
the charge to be made for lands and rights 
of way for development, and the two 
matters should be kept distinct. Rights 
of way and lands necessary for the de- 
velopment should be charged for on a 
fair basis of value as would be deter- 
mined if the lands belonged to private 
parties and a value had to be set on them 
for power purposes by a court or a com- 
mission. Such lands should be deeded 
outright by the government to the power 
company, and the only changing condi- 
tion then, as time goes on, would be the 
yearly conservation charge. 

President Stott then introduced Presi- 
dent-elect L. A. Ferguson, who asked for 
a continuation of the support which had 
heen given his predecessors and outlined 
eertain phases of work which he thought 
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the Institute might take up with profit. 
It should endeavor to instruct the younger 
members in engineering matters. It 
should bring into closer touch with its 
active work those engineers who have 
taken up executive duties and who are 
now generally only associates and not 
members. It should endeavor to interest 
the leading members of other engincering 
societies. At the present time there is 
much duplication of work in many local. 
ities because of the different electrical so- 
cieties there. These should be brought 
together under the Institute leadership. 
In conclusion Mr. Ferguson emphasized 
the degree to which the success of the In- 
stitute, as a whole, depends upon its mem- 
bers individually. | 

The discussion on the papers which had 
been read was then opened by J. H. Fin- 
ney, who took up Mr. Baum’s paper some- 
what in detail and disagreed with all the 
latter’s important conclusions. Mr. Fin- 
ney believes that the resources of the 
country belong to the country as a whole 
and the benefits derived from each of 
them must not be confined to its section. 
He quoted, with approval, from Presi- 
dent Roosevelt’s opening address before 
the recent conservation conference, in 
which the same stand was taken, and in 
which it was asserted that we should con- 
sider ourselves as the trustees of resources 
upon which future generations will de- 
pend, and we should so manage as to har- 
monize the work of private capital, of the 
state and of federal governments. Taking 
up in detail Mr. Baum’s proposals for 
government conservation charges, Mr. 
Finney contended that they were not in 
accordance with practice in other lines of 
business and that practical conditions 
make a fixed rate desirable. The policy 
of the government mav be summed up in 
the phrase “Equal justice to all.” 

E. R. Taylor also dissented from Mr. 
Baum’s views, holding. that the whole 
country should profit from the resources 
of any favored section. 

Professor J. P. Jackson, referring to 
President Stott’s address, said that while 
the engineer alone might be backward in 
asserting himself, as a body, engineers 
carry weight. Turning then to Mr. God- 
dard’s paper, he said this was most timely. 
He suggested it might be advisable to 
have a committee of engineers to consider 
means of reducing the tremendous eco- 
nomic waste which now takes place from 
fires. 

P. V. Wells, of the Forest Service, out- 
lined the general policy of that service 
with respect to the protection of water 
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powers. He took issue with Mr. Baum, 
saying the latter confused the policy of 
the service with the desires of Congress. 
The Forest Service does not like the pres- 
ent system of revocable permits and would 
like to make them irrevocable, if not vio- 
lated, for a period of, say, fifty years. 
This Congress will not allow. The service 
now specifies the charges which will be 
made, so far as it can, and it requires that 
the permits be used, setting times for the 
beginning and completion of the work. 
Uniform charges are best, for many rea- 
sons. Mr. Baum’s analogies do not hold, 
for land is free to settlers and irrigation 
is furnished them at cost, while companies 
seeking a profit from irrigation are re- 
quired to pay for it. The service recog- 
nizes the value of storage and does not 
charge for the water stored, but it does 
charge for the head developed by such 
storage. The charges of the service are 
too low to obstruct any development, but 
give the developers of the most favorable 
sites the best chances of making a profit. 

A. H. Babcock said the various speakers 
seemed to misapprehend Mr. Baum, who 
merely took the stand that when the peo- 
ple of a district develop its resources they 
should enjoy the benefits thereby secured. 
Taking up Mr. Goddard’s paper, he said 
that he had watched the fires started by 
the San Francisco earthquake, and it was 
a remarkable fact that these had all start- 
ed in the section of the city fed hy the 
large storage battery of the United Gas 
and Electric Company through its under- 
ground wires. In the outlving districts 
the power was cut off by the breaking of 
the pole lines and there were no fires. 

Dr. C. P. Steinmetz said he agreed with 
Mr. Baum that the present method of 
making conservation charges is not just, 
but he did not, therefore, admit the jus- 
tice of the latter’s proposed method. The 
argument which he makes is the very one 
now being used with much effect against 
the setting aside of forest reservations. 
The people in distant sections are told 
that thev will not he benefited. But the 
reverse is the truth. A water develop- 
ment in Maine saves fuel there and helps 
to keep the price of coal down; and the 
price of iron in San Francisco is de- 
pendent upon the cost of coal. If local 
interests only are conserved there can be 
no excuse for governmental aid! There 
are two features to he considered: the de- 
velopment of our resources as completely 
as possible and the encouragement of pri- 
vate capital in the work. 

Regarding Mr. Goddard’s paper, Dr. 
Steinmetz said the question is really 
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broader than a mere fire risk. There is 
the risk to life and the risk to capital. It 
would be proper for the Institute to take 
the matter up in its broadest aspects. 
There might be a committee for consider- 
ing the safeguarding of all interests, or 
it might be better to secure and publish 
papers on such topics, as it is exceedingly 
difficult to lay down rules applicable to 
all situations. What is not good practice 
in cities may be good practice in small 
towns. 

L. A. Ferguson said Mr. Babcock’s 
statement regarding the San Francisco 
fires was remarkable, to say the least. 
The Commonwealth Edison Company, of 
Chicago, had tried overhead high-tension 
wires in the outlying districts and had 
abandoned them as bad practice. He 
thoroughly agreed with Dr. Steinmetz. 

Mr. Babcock replied that he had not 
attributed the fires to the underground 
wires, but had merely called attention to 
a remarkable coincidence. 

William McClellan said that the de- 
struction of our forests has ruined many 
good water powers, and those which have 
escaped should help to rehabilitate the 
ones damaged. 

C. F. Scott commented upon Presi- 
dent Stott’s address, saying the Institute 
should endeavor to co-operate with other 
engineering societies and thus secure a 
greater influence. 

The first session was then adjourned. 

MONDAY AFTERNOON’S SESSION. 

The second session was called to order 
at 2.30 Monday afternoon, and the four 
papers on the programme were read and 
discussed. 

In a paper entitled “A Study of Multi- 
Office Automatic Switchboard Telephone 
Systems,” W. Lee Campbell discussed the 
enormous economic waste which the wire, 
cable and conduit equipment of the tele- 
phone system involves, the reasons which 
make this waste expedient in manually 
operated systems, and how it can be re- 
duced in systems employing automatic 
switchboards. Of the three items of cost 
—that of apparatus, that of office and 
buildings, and that of wire, cable and 
conduit—the last is the largest. Under 
usual circumstances this part of the sys- 
tem costs more than the other two parts 
combined, and not infrequently it repre- 
sents two-thirds of the entire first cost. 
The author states that in the average 
telephone system, containing but one 
central office, nine-tenths of the cable and 
wire plant is idle during the peak of the 
load and ninety-eight per cent is not in 
use under average conditions. Party-line 
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service is but a partial remedy for this 
condition, and the only method known of 
materially reducing the great economic 
waste thus represented is to divide the 
central office up into a number of smaller 
offices. The saving which may be effected 
in this way depends upon local conditions. 
It is evident that with a number of central 
affices well distributed the subscribers’ 
lines will be considerably shorter, so that 
it will only be necessary to have a suf- 
ficient number of trunks between offices 
to handle the maximum busines. On the 
other hand, a single large central office 
usually costs less to operate. The author 
then constructs an arbitrary curve show- 
ing the probable number of calls per day 
per line on systems of different sizes, and 
on this basis he constructs other curves 
representing various items in first cost 
and operating expense for systems varying 
from 1,000 to 14,000 lines. In this way 
he compares the manual system with the 
automatic. It was found that the cost 
per line of manual equipment increascs 
rapidly with the size of the office. With 
the automatic system this increase is rela- 
tively slow. If the equipment is for 5,000 
lines or more, the space occupied by the 
automatic system is only about half that 
of the manual, and with a station of 
14,000 lines, the total cost of the office 
equipment of the automatic system is 
about equal to that of the manual. 
Curves are given showing the various 
items in the cost of operation of the two 
systems for central offices of different 
sizes. From these curves it is found that 
when the ultimate number of subscribers 
which may be expected in onee office dis- 
trict in fifteen years does not exceed the 
capacity of a single multiple board—that 
18, 10,000 lines—and there is no concen- 
trated group of subscribers at a consider- 
able distance from the best location of the 
single office, a one-office system will be the 
most economical when manual equipment 
is used. However, there are conditions 
under which it ig profitable to divide such 
systems, as the saving and annual charges 
on the wire and conduit will more than 
offset the increase in the central office ex- 
penses. Roughly speaking, an economical 
“rangement of the average manual sys- 
‘em will include offices not much less than 
two miles apart. There is an objection, 
however, to the multi-office manual Sys- 
tem on account of the slower service given 
and greater liability of mistakes, but 
there are no such objections to the divi- 
sions of the automatic systems; and, on 
oo hand, thig division can be carried 

urther than in the manual system 
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with a much greater saving in wire and 
conduit. Several assumed cases are then 
considered and the most satisfactory ar- 
rangement for each is found. For ex- 
ample, a particular 50,000-line system is 
divided into five main offices, one of which 
is subdivided into eight branch ‘offices, and 
the other four into five branches each. 
This gives a system with an ultimate 
capacity of 100,000 lines, which can be 
handled with instruments having five 
numbers. The author then dwells upon 
the advantages of the multi-office system, 
such as the facility with which this is 
expanded or can follow the shifting of 
the population. Such a system is easily 
adapted to meet any unexpected demand. 

The discussion was opened by the read- 
ing by P. H. Thomas of two communica- 
tions’ dealing with the subject of the 
paper. The first, from A. B. Smith, said’ 
the writer had long hoped that the auto- 
matic telephone would solve the city tele- 
phone problem. It now scemed to have 
reached that stage, as the multi-office sys- 
tem described offered many advantages. 
However, it seemed to involve a disad- 
vantage in requiring a system of heavy 
trunks. Would not an automatic trunk- 
ing switch solve the whole problem ? 

The second letter was from John Wicks, 
and it agreed, in general, with Mr. Camp- 
bell’s views. Now that the automatic 
system offered party line service—that is 
to say, inexpensive service—it had re- 
moved one of the serious obstacles to its 
wide use. What is wanted is an inexpen- 
sive trunking system, and this, too, is now 
available in the two-way trunks, which 
are good for service both in calling and 
answering. 

Professor Morgan Brooks said that it 
is wrong to plan for a system which will 
keep the wires in use the greater part of 
the time. What is wanted is a system 
which will always have the wires free 
when a call is to be made. To this end 
the automatic assists, as it saves time in 
disconnecting. 

L. E. Hurtz emphasized the great sav- 
ing due to the switching units which make 
small exchanges possible. 

R. A. Fessenden, in a paper entitled 
“Wireless Telephony,” gave a brief his- 
torical review of the development of wire- 
less signaling. The first period began 
with the work of Henry in 1838 and 
ended with 1902. The second period, be- 
ginning with 1902 and continuing up to 
the present time, has been marked by the 
gradual abandonment of the damped-wave 
coherer system and the substitution of the 
elements of the sustained-wave non- 
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michrophonic contact type. A good deal ' 
of the new apparatus devised in this work 
is described. Regarding the possibilities 
of this system, Mr. Fessenden thinks there 
is no immediate prospect of its taking the 
place of local exchanges, but there is a 
good field for it for long-distance lines. 
For transmarine work and communicat- 
ing between ships it is exceptionally well 
suited. Regarding thę range of transmis- 
sion, there is little difficulty governing 
distances of 100 miles. Beyond this at- 
mospheric absorption begins to make itself 
felt. The author also explains his views 
of the retarding effect which the various 
governments of the world have exerted on 
the development of this important new art. 
There was no discussion on this paper. 

A paper by Dr. A. E. Kennelly and S. 
E. Whiting on “The Measurement of Ro- 
tary Speeds of Dynamo Machines of the 
Stroboscopic Fork” was read. This calls 
attention to the use of the stroboscopic 
fork by Dr. C. V. Drysdale and describes 
the authors’ work in developing this in- 
strument to meet their own particular 
needs. An electrically operated fork is . 
used, upon the sides of which are two 
movable weights shifted by means of cords 
and wheels and with a pointer indicating 
the change in the pitch of the fork with 
the position of the weights. ‘The slit 
screens are carried on the ends of the 
fork and through the slits a peculiar 
target is viewed. This contains, first, a 
square, then a pentagon, a hexagon, a ring 
of fourteen marks, and a similar outer 
ring of eighteen marks. By viewing this 
screen through the slits the speed can 
be easily read within one part in 1,800. 
Attention is called to the fact that there 
is no patent on the stroboscopic method 
of measuring speeds, and it is free to any 
one who wishes to use it. 

The discussion on this paper was 
opened by J. B. Taylor, who said that the 
engineer is often not so much concerned 
with actual speeds as with differences in 
speed, and he described the stroboscopic 
method used at Schenectady for this pur- 
pose. 

Professor H. A. Perkins said that he 
used three forks of different pitch, and 
by counting the number of coincidences 
which occurred when any one was in use 
the range could be extended 150 revolu- 
tions each way. This, taken with the 
subdivisions of the frequency into one- 
half, one-quarter, etc., gave practically the 
entire range from nothing to the highest 
frequency. : 

Dr. C. H. Sharp said the instrument 
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exhibited by Dr. Kennelly was not only 
very accurate, but portable, and hence 
would be most useful in practice. 

C. E. Waddell, in a paper entitled 
“Notes on the Electric Heating Plant of 
the Biltmore Estate,” described the elec- 
tric heating systems which have taken 
the place of various other devices in the 
Biltmore house. ‘The reasons for the 
change were, first, the objection to burn- 
ing soft coal and the high price of anthra- 
cite coal, and the desire to do away with 
the hauling of fuel and ashes, with the 
incident noise and dirt. Electrical energy 
was available at eight and one-half mills 
per kivwatt-hour, so that this made pos- 


sible a comparison of the economic fea- 


tures of the coal and electric systems. 
Due to the somewhat irregular character 
of the loads, the electric system is not 
under such a great disadvantage as would 
at first be assumed. The hot water for 
the house is heated in a boiler three feet 
in diameter, five feet long, containing 
twenty flues, each of which encloses a 
five-kilowatt heating element. The laun- 
dry has been completely fitted up with 
ironing, dry and washing apparatus, with 
a total rating of sixty-seven kilowatts. 
The author concludes that electric heat- 
ing has suffered from the fact that its 
economic possibilities have usually been 
considered from its thermal-unit value, 
and that the lesson to be drawn from the 
Biltmore installation is that a careful 
analysis of all the conditions may disclose 
the fact that while theoretically a dis- 
parity exists, nevertheless, economy may 
accrue due to the better operating condi- 
tions. He also takes occasion to state that 
certain of the auxiliary appliances ac- 
cepted as standards in lighting work will 
have to be abandoned or remodeled for 
heating purposes. Fireproof or asbestos- 
covered wire is to be preferred to rubber, 
even in conduit installations. 

he discussion was opened by P. H. 
Thomas, who said that a large heating 
equipment, such as described, became a 
real engineering problem and should be 
treated as such. 

A number of questions were asked, 
such as the cost of electric heating as 
compared with fuel, details of the electric 
steam boiler and other uses of electricity. 
Mr. Waddell replied to these, but nothing 
new was brought out. 

The second session was then adjourned. 

In the evening a reception was held al 
the Casino, a large attendance being pres- 


ent. W. H. B., Jr. 
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The First Year’s Work of the 
New York State Public 
Service Commission. 


On July 1 the Publie Service Commis- 
sion for the First District of New York 
state, created under the Publie Service 
Commissions Law, was one year old. It 
has done noteworthy work in two fields 
during the year—those of lighting and 
transportation, substantiating Governor 
Hughes’ belief in recommending its crea- 
tion to succeed the old Rapid Transit 
Commission and the State Commission of 
Gas and Electricity. | 

William R. Willcox, chairman of the 
commission for the First District, has 
stated that. in spite of great difficulties, he 
is satisfied with the results of the work 
done by the commission. A few of the 
most notable results accomplished through 
the work of the commission are better ex- 
press and local service in the New York 
subway, and more frequent service on all 
the elevated roads and greatly increased 
service on all the more important surface 
lines. The car movement over the Brook- 
lyn Bridge has been materially accelerated. 

Evils of financial mismanagement and 
consequent deterioration in operating 
service have been disclosed, and the ex- 
perience gained by the investigations has 
resulted in action looking toward the pre- 
vention in the future of the abuses of the 
past. 

The commission proposes to reform the 
system of accounting, and will make such 
changes as will compel companies to make 
monthly allowances for depreciation and 
to set aside funds for the replacement of 
worn-out rolling stock. 

After much study the commission has 
decided that where a field is monopolistic 
—that is, where a monopoly, properly 
regulated, can best serve the necds of the 
community—it is inadvisable to encourage 
the entrance of competitors. It is be- 
lieved that the soundness of this principle 
will be indicated in the future by the im- 
provement in service of the public service 
corporations. 

The commission has perfected plans ‘for 
the Fourth avenue subway in Brooklyn, 
and has taken definite steps toward the 
building of new subways and elevated 
Hnes. 

In the field of gas and electricity the 
commission has done effective work in the 
testing of gas and electric meters. The 
electric light companies, at the solicitation 
of the commission, have resumed the giv- 
ing of breakdown service to periodical 
consumers. 
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The ‘New Holland-American 
Liner Rotterdam. 

On Wednesday evening, June 24, a 
large company of representative business 
men and prominent citizens were the 
guests of the Holland-American Steam- 
ship Company at a dinner on the new 
steamship Rotterdam, which has just been 
placed in service. This is the third largest 
transatlantic liner, and its appointments 
are exceptionally complete. It is electric- 
ally lighted throughout, provided with a 
remarkable system of ventilation and 
heating, and electric elevators, telephones, 
heating and cooking devices render a trip 
very luxurious. 

This vessel is the fourth of the same 
name to have been built and employed in 
transatlantic service by the Holland- 
America line. The first Rotterdam ap- 
peared in 1872 and was a steamer of 2,000 
tons. ‘The second was a four-masted 
steamer of 4,500 tons, and appeared in 
1885. The third was brought out in 1897, 
was of 8,300 tons, and was the first twin- 
serew steamer of the line. The new Rot- 
terdam of 1908, with a tonnage of 24,170 
and a displacement of 37,190 tons, eclipses 
all her earlier namesakes not only sep- 
arately but also collectively, the single ton- 
nage exceeding the total of the three pre- 
decessors. 

In point of luxurious appointment and 
accommodations the Holland-American 
company considers this craft “the last 
word” in ocean liners. 

—__<@—-____- 
Disagreement in Insurance 
Companies’ Suit Against 
Denver Lighting Company. 

During 1907, in Denver, Col., a low- 
potential wire was crossed by a high-ten- 
sion conductor and a series of fires, alleged 
to be on the circuit of the low-potential 
wire, were started. A number of dwell- 
ings and a church were burned, and it 


was held that in each case the flames had 
started around the electric light fixtures. 
The insurance companies settled the 
claims, took the subrogation, and brought 
suit against the lighting company for the 
recovery of $30,000, the amount of in- 
surance paid upon the church loss. 

The principal point involved was 
whether the clectrie light company had 
protected its wires by properly grounding 
them to carry off any accidental high-ten- 
sion currents. The insurance companics 
had experts from Chicago and Cleveland 
to testify that if the low-tension wires had 
been properly grounded no fire could have 
resulted, but the company had experts to 
testify that the ground was of little value 
except for protection to life, and the jury 
disagreed, the voting being four to eight 
against the insurance companies. Barger 
& Hicks, of Chicago, and Sylvester Will- 
iams, of Denver, represented the insurance 
companies. Another trial will be held. 
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AMERICAN RAILWAY MASTER 
.: MECHANICS’ ASSOCIATION. 


roRTY-FIRST CONVENTION, HELD AT 
ATLANTIC CITY, N. J., JUNE 22 TO 25. 


“The first session of the forty-first an- 
qual convention of the American Railway 
Master Mechanics’ Association was called 
to order at 9.30 A. M., Monday, June 22, 
by the president, William McIntosh, 
superintendent of motive power of the 
Contral Railroad of New Jersey, at At- 
lantic City, N. J. Prayer was offered by 
the Rev. J. H. Setchell. The association 
was welcomed to Atlantic City by Mayor 
Stay. and response was made on behalf of 
the association by J. F. Deems. 

In his presidential address Mr. McIn- 
tosh emphasized the importance of careful 
lection in the membership of the asso- 
ciation, and indicated the necessity ulti- 
mately of the Master Mechanics’ and 
Master Car Builders’ Associations being 
consolidated into one powerful, united, 
representative organization. ‘The progress 
of the times, the conditions of the work 
and the character of the problems demand 
this step. 

The report of the secretary, Joseph W. 
Taylor, showed that there were 862 
active members, nineteen associate mem- 
hers and thirty-seven honorary members, a 
total of 918. The receipts of the secre- 
tarv’s office for the year had been 
$5,200.33, and the expenses $5,200.33, 
with unpaid dues amounting to $1,440. 
The report of the treasurer showed a bal- 
ance on hand of $1,912.72. The secretary 
announced that the executive committce 
recommended that the annual dues for the 


present year should be fixed at $5, the- 


same as last year, which recommendation 
was approved. 

The report of the committee on “Me- 
chanical Stokers” was presented by J. F. 
Walsh, This was the subject of consider- 
able discussion, and on motion the present 
committee was continued and made a 
standing committee. 

The report of the committee on 
“Blanks for Reporting Work on Engines 
Undergoing Repairs” was presented by 
Theodore H. Curtis, chairman. 

The report of the committee on “The 
Proper Width of Track on Curves to 
Secure the Best Results with Engines of 
Different Lengths of Rigid Wheel Base” 
was presented by F. M. Whyte. This re- 
prt was received and the subject con- 


tinned ag recommended by the committee. 


The paper entitled “Fuel Economy” 
Was submitted by W. E. Squire, and a 
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topical discussion held on the subject 
“The Smoke Nuisance.” | 

This was followed by a topical discus- 
sion on “Alloy Steel.” 

The report on “Washing Out Locomo- 
tive Boilers” was then presented by H. T. 
Bentley. 

The second session was called to order 
at 9.30 a. M. on June 23. 

J. F. DeVoy presented the report of the 
committee on “Castle Nuts.” 

The report on “Apprenticeship System” 
was presented by C. W. Cross. On mo- 
tion it was resolved that the report of the 
committee be adopted and that principles 
recommended by the committee be en- 
dorsed by the association as recommended 
practice, and substituted for the “Code of 
Apprenticeship Rules” adopted in 1898. 

The report of the committee on “Su- 
perheating” was presented by H. H. 
Vaughan. This report was accepted and 
the committee continued. 

The report of the committee on “Mallet 
Articulated Compound Steam Locomo- 
tives” was presented by J. E. Muhlfeld. 

The paper by A. W. Gibbs, entitled 
“Tests of Briquetted Coal,” was pre- 
sented. 

The third session was called to order 
at 9.40 aA. M., June 24, The first report 
presented was that of the committee on 
“Size and Capacity of Safety Valves,” by 
F. M. Gilbert, chairman. | 

The report on “Revision of Standards” 
was read by W. H. V. Rosing. 

The topic, “Standardization of Loco- 
motive Parts” was discussed, the discus- 
sion being opened by G. R. Henderson. 

This was followed by the report on 
“Various Designs of Four-Cylinder Com- 
pound Locomotives in Service.” 

After the report of the committee on 
nominations was adopted the election of 
officers for the ensuing year was held. 
The following officers were elected : 
President, H. H. Vaughan, assistant to 
vice-president Canadian Pacific Railroad; 
first-vice president, G. W. Wildin, me- 
chanical superintendent New York, New 
Haven & Hartford Railroad; second vice- 
president, ©. E. Fuller, assistant superin- 
tendent motive and machinery 
Union Pacific Railway; third vice-presi- 
dent, J. E. Muhlfeld, superintendent mo- 
tive power and machinery Baltimore & 
Ohio Railroad; treasurer, Angus Sinclair, 
New York city; executive members, H. T. 
Bentley, Chicago & Northwestern; T. 
Rumney, Erie; T. H. Curtis, Louisville 
& Nashville. 
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Westinghouse Reorgani- 

zation Plan. 

The United States Court at Pittsburg, 
Pa., on petition by receivers of the West- 
inghouse Electric and Manufacturing 
Company, has entered an order directing 
the payment of interest due July 1 upon 
the funded debt and floating debt of the 
company, and also interest due August 1 
on collateral notes of the company. This 


amounts to $500,000 interest due on 


bonds and notes, due on July 1, and $180,- 
000 interest on a $6,000,000 loan, due, on 
August 1. The receivers stated that they 
had sufficient funds to meet these obliga- 
tions. 

At the meeting of the readjustment 
committee on June 26 it was stated that 
the details of the circular to be issued to 
stockholders and bondholders were prac- 
tically worked out and that the circular 
would be issued during this week. It was 
also stated that the merchandise credit- 
ors’ plan, after a necessary delay to com- 
plete details and secure the small remain- 
ing amount of subscribers to new stock, 
would be put into effect about Septem- 
ber 1. The two months’ extension will 
enable the committees to perfect the reor- 
ganization plan proposed, and it is believed 
that before September 1 announcement 
will be made regarding the changes in the 
personnel of the company. 

Great satisfaction is expressed over the 
completion of the important contract re- 
cently announced with the Bergmann 
Electric Company, of Germany, whereby 
that company will construct a large plant 
for the manufacture of Westinghouse 
single-phase apparatus. The company 
will install the Westinghouse electric 
traction system in Germany, and the com- 
bination has been formed for the purpose 
of furnishing the requirements of the 
Prussian state railway administration, 
which has decided to electrify the steam 
railways, $12,500,000 having been appro- 
priated to begin the work. 


——_—___«@<—____ 


American Electrochemical 
Society. | 


The fall meeting of the American Elec- 
trochemical Society will be held in New 
York city, probably in October. The 
dates contemplated are October 30, with 
a session at the College of the City of New 
York, and October 31, with a session at 
the Chemists’ Club, 108 West Fifty-fifth 
street. 
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International Congress on 
Electrical Units and 
Standards. 

The following memorandum as to the 
proposals to be laid before the Congress 
on Electrical Units and Standards to be 
held in London in October next has been 
prepared. The congress will assemble on 
October 12. | 

The general object of the International 
Congress on Electrical Units and Stand- 
ards, which is to meet on the invitation of 
His Majesty’s government in London in 
October, 1908, is to consider and advise as 
to the steps which should be taken to 
bring about agreement in the definition 
of electrical units which form the basis 
of legislation in different countries, and 
in the methods of constructing and em- 
ploying the electrical standards necessary 
to give effect to these definitions. 

It is hoped that the delegates to the 
congress may find themselves able to em- 
body their conclusions in draft articles 
which might be commended to the several 
governments represented as a basis for 
uniform legislation and administration in 
relation to electrical units and standards. 

The fundamental units of electrical 
measurement are the ohm, the ampere and 
the volt. Of these two are primary units, 
being independent, and the other second- 
ary or derived. It is generally agreed that 
the ohm should be accepted as one of the 
primary units. There is some difference 
of opinion as to whether the ampere or 
volt should be the second. This point will 
be one for the conference to consider. 

Again, the ohin is realized by means of 
the resistance of a column of mercury of 
definite dimensions, the ampere by means 
of the electrolytic deposition of silver, and 
the volt by aid of a standard cell. 

If this method of realizing the units be 
accepted by the congress, specifications for 
the ohm and ampere will call for con- 
sideration, while the standard cell must 
be selected and the method of setting it up 
prescribed. 

In view of the scientific questions raised 
in connection with each of these matters, 
including also the choice of the two pri- 
mary units, it will be suggested at an 
early meeting of the congress, should such 
a course appear to be desirable, that the 
congress should appoint a small technical 
commission of experts to discuss the ques- 
tion, and report thereon to the congress. 

The congress will also be asked to con- 
sider the best methods of securing uniform- 
ity of administration in the future, and 
for arriving at a decision on any questions 
left undecided at the close of the congress. 
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It is desirable to have some definite 
questions before the congress, and with 
this object the following propositions em- 
bodying conclusions arrived at by the 
representatives of the various Nationa! 
Standardizing Laboratories which met at 
the Reichsanstalt in 1906, and which are 
also generally in accordance with the de- 
cisions of the Chicago congress held in 
1893, will be brought forward as a basis 
for discussion: — 

1. That the ohm shall be the first 
primary unit. 

2. That the ampere shall be the second 
primary unit. 

3. That in consequence the volt shail 
be treated as a secondary or derived unit. 

4. That the international ohm be de- 
fined as the resistance at the temperature 
of melting ice of a column of mercury of 
uniform cross-section terminated by planes 
at right angles to its length 106.3 centi- 
metres in length and 14.4521 grammes in 
mass. 

5. That the international ampere be 
defined as the unvarying electrical current 
which, when passed through a solution of 
nitrate of silver in water, deposits silver 
at the rate of 0.001118 gramme per 
second. 

6. That the international volt be de- 
fined as that electromotive force which, 
when applied steadily between the ends of 
a conductor of resistance one international 
ohm, produces a current of one interna- 
tional ampere. 

7. That the Weston cadmium cell be 
adopted as a convenient standard of elec- 
tromotive force, having, at a temparture 
of seventeen degrees centigrade, an electro- 
motive force of .... infernational volts, 
but that it is undesirable that the number 
representing the electromotive force of 
this cell should be the subject of legisla- 
tion in any country. 

8. That specifications dealing with the 
methods of setting up mercury standards 
of resistance, of realizing the ampere by 
the deposition of silver and of preparing 
standard cells, be issued with the author- 


ity of the congress, and that for this pur- 
pose a technical commission be appointed 
to prepare these specifications. 

9. That the congress consider and ad- 
vise as to the best method of securing uni- 
formity with regard to the fundamental 
electrical standards for the future. 

———— 


Exports of copper for the first five 
months of 1907 were 66,044 tons; for the 
first five months of 1908, 133,872 tons. 
Imports of copper for the first five months 
of 1907 were 56,250 tons; for the first 
five months of 1908, 36,600 tons.—Copper 
Gossip. 
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FINANCIAL REPORTS OF ELECTRICAL 
COMPANIES. 


TOLEDO RAILWAYS AND LIGHT COMPANY. 

The report of the Toledo (Ohio) Rail- 
ways and Light Company for the month 
of May and five months ended May 31 
shows May gross of $198,973; expenses, 
$109,444; May net, $89,529; other in- 
come, $81; total income, $89,610; charges 
and taxes, $71,719; May surplus, $17,891. 
Five months’ gross, $1,028,607; expenses, 
$574,930; five months’ net, $453,677; 
other income, $2,774; total income, $456,- 
451; charges and taxes, $348,373; five 
months’ surplus, $108,078.’ | 


DETROIT UNITED RAILWAY COMPANY. 

The report of the Detroit United Rail- 
way Company, Detroit, Mich., for the. 
month of May and five months ended 
May 31 shows May gross of $599,643; 
expenses, $365,875; May net, $233,768 ; 
other income, $4,464; total income, $238,- 
232: charges, $135,661; May surplus, 
$120,571. Five months’ gross, $2,649,- 
635; expenses, $1,726,116; five months’ 
net, $923,519; other income, $23,944; 
total income, $949,463; charges, $675,- 
79-4; five months’ surplus, $271,669. 


ELECTRIC STORAGE BATTERY COMPANY.. 

The preferred and common dividends 
on the stock of the Electric Storage Bat- 
tery Company have been cut from one per 
cent quarterly to three-quarters of one per 
cent. This is the second cut in six months. 
Three months ago the rate was reduced 
from one and one-quarter per cent to one 
per cent. 

While business has fallen off very 
greatly since last October, an improve- 
ment has been manifested within the last 
few weeks. A number of inquiries have 
been received from large customers, and 
several orders have been taken. While 
the company’s shipments are not as great 
as those of a year ago, the amount of 
orders on its books for future delivery is 
as large as last year’s. 


MONTREAL STREET RAILWAY COMPANY. 

The report of the Montreal Street Rail- 
way Company, of Montreal, Quebec, for 
the month of May and eight months (Oc- 
tober 1 to May 31) shows May gross of 
$313,678; expenses, $169,723; May net. 
$143,955; charges, etc., $61,801; May 
surplus, $82,154, compared with a May 
surplus of $75,823 in 1907. Eight 
months’ gross, $2,341,551; expenses, $1,- 
485,623; eight months’ net, $855,928; 
charges, $385,788; eight months’ surplus, 
$470,140. 
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NEW WEST EXCHANGE AT 
CINCINNATI, OHIO. 


BY J. E. PEAVEY. 


The iclephone system of Cincinnati, 
Ohio, scores another improvement in the 
ner West Exchange, located at 930 York 
street. Early in 1907 the Cincinnati & 
Suburban Bell Telephone Company de- 
vided to further improve its telephone 
system in that city and provide for the 
rapidly increasing business by building an 
entirely new exchange to take the place of 
the old West office, located at Eighth and 
Freeman avenues. Consequently a new 
exchange centre for the district was ob- 
tained, and without delay an exchange 
building erected with sufficient capac- 
ity to accommodate the largest type of 
multiple relay switchboard with auxil- 
iarv apparatus and ample district offices. 

The new building has three stories and 
a deep, well-lighted and ventilated base- 
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Fia. 1.—New West EXCHANGE OF THE CINCIN- 
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NATI È XUBURBAN BELL TELEPHOXE Com- 


PANY, CINCINNATI, OHIO. 


ment. As shown in Fig. 1, the building 
$ very substantially constructed of blue 
granite and Shawnee speckled brick, and 
Is fireproof throughout. The interior 
framing is of steel and all partitions are 
of tile and the floors concrete, with stair- 
cases constructed of steel and white 
Italian marble. Corridors and vestibules 
are also of white Italian marble, with 
en ofa neat mosaic design. The only 
o into the construction is 
ni = on the concrete to soften 
: bait k en a few minor details. 
ining a > vig walls exposed to 
asia rae ave metal casings and 
from ca... ereby insuring against fire 
m external sources. The entire third 

Sor of the building ; . 
§ 18 used for the 
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switchboards and as an operating room. 
The second floor contains the apparatus 
room and operators’ quarters. The ground 
floor is used entirely for district offices 
and the hasement contains the heating 
system and exchange power plant, cable 
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shows this cable rack or runway in the 
basement. 

Standard Western Ilectrie equipment 
is used throughout. The switchboard has 
an ultimate capacity of 9,600 subscribers’ 
lines and a present equipment of 5,000. 


Fig, 2.—CaBLE RUNS IN SUBWAY— WEST EXCHANGE OF THE CINCINNATI & SUBURBAN 
BELL TELEPHONE COMPANY. 


runway and various accessories belonging 


to a first-class building of this character. 
All wires enter the building through a 


Fig. 3 is a view of one corner of the 
operating room, showing a portion of the 
front of switchboard. Fig. 4 is a rear 
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Fie. 3.— West EXCHANGE OF THE CINCINNATI & SUBURBAN BELL TELEPHONE 
CoOMPANY—FRONT OF SWITCHBOARD. 


tunnel from the exchange manhole in the 
street. After the cables enter the base- 
ment they are supported on a unique 
runway or rack to a point directly be- 
neath the main frame, where they rise 
into the main frame terminals. Fig. 2 


view of the power switchboard, and gives 
some idea of the generally substantial 
character of the construction and assembly 
throughout this exchange installation. 

The exchange possesses several distinct 
features of importance, the principal of 
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which is the use of forty-eight volts on all 
cords for transmission purposes—both 
local and toll. This is the second office 
80 equipped by this company, forty-eight 
volts having been adopted as a standard 
for all offices having a comparatively long 
substation loop. Machine or automatic 
ringing from the trunk or “B” operator 
position is also used, which materially re- 
duces the “don’t answer” reports and 
otherwise aids in economical operation. 
The interior arrangement of the exchange, 
both from an artistic and operating stand- 
point, is very complete, every facility for 
operating and maintaining the plant 
having been carefully worked out and pro- 
vided for. 

This being the eighth large exchange 
built by the Cincinnati & Suburban Bell 


Fia. 4.—ReEaAR OF Power BoarD AT WEST 
$ EXCHANGE. 


Company in the past five years, as a con- 
sequence a large fund of practical infor- 
mation on modern exchange design. and 
construction was at the company’s dis- 
posal. The transfer or cutting-over from 
the old to the new exchange was accom- 
plished at 2 P. M. on Saturday, February 
15, 1908, and required just 100 seconds. 
So successful was the cut-over that not 
one of the eleven other exchanges in the 
city was aware when the transfer was 
made. Considering the hour of the day, 
with its operating load, this is considered 
quite a feat. : 

All credit for this handsome exchange 
and its successful completion must be 
given to B. L. Kilgour, general manager 
of the company, who gave considerable 
personal attention to the engineering 
work; also to T. C. Reed, superintendent 
of the cable department, for the thorough 
workmanship that permitted the exchange 
to be transferred from the old to the new 
building without a single case of trouble 
or complaint. 
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THE TUNGSTEN LAMP.' 


BY E. F. TWEEDY. 


In considering the commercial effects 
of the introduction of the tungsten lamp 
the present, together with the possible 
users of electric light, may be divided into 
three classes according to their probable 
relations to this new illuminant. The 
first class consists of existing customers 
who are now using electric light at what 
might be termed the “point of saturation,” 
based on the present standard of illumi- 
nation, thereby reducing their watt capac- 
ity and consequently decreasing the reve- 
nue of the central station. To illustrate 
this a concrete example of this class will 
be cited. The United Cigar Stores Com- 
pany has consistently recognized the ad- 
vertising value of brilliantly lighted stores. 
To carry out this idea effectively they 
have been large consumers of electricity, 
their total outlay for electric lighting on 
Manhattan Island alone during the year 
1907 being about $80,000. By means of 
the tungsten lamp they now expect to 
reduce this expense by nearly one-half, 
without sacrificing in the slightest degree 
their present high standard of illumina- 
tion. 

The second class is likewise composed of 
present consumers, but in their case the 
illumination is below the “point of satu- 
ration” above referred to, for the present 
standard of illumination. This class has 
limited its quantity of illumination, the 
reason for this being largely one of dol- 
lars and cents. The question now arises 
as to whether this class will utilize the 
tungsten lamp for the purpose of securing 
the same illumination for less money, or 


to secure a greater amount of illumina- 


tion for the same money. The latter al- 
ternative seems more probable, but central 
stations can not wait passively for such a 
result. It is time for active work among 
such a class of customers, in order to 
point out to them the advantages which 
they will derive from a greater amount 
of illumination, now that a cheaper source 
of light is at hand. Unless this is done 
central-station income from this class will 
probably be diminished, at least tempo- 
rarily. For the present, while the tung- 
sten lamp is made only in sizes of com- 
paratively high candle-power, it does not 
seem likely that it will replace the carbon 
lamp in domestic lighting. It is very 
probable that multiple lamps of smaller 
candle-power will soon be upon the mar- 
ket; in fact, a 110-volt tungsten lamp of 
twenty candle-power, consuming twenty- 

1 Abstract of a paper read before a meeting of the 


Contract and Inspection Department of the New York 
Edison Company, New York city, June 11. 
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five watts, was exhibited at the recent 
Chicago convention, and appeared to be 
a complete success. A lamp of this and 
smaller size will find an extensive field 
in the lighting of the home. In using 
this lamp for domestic lighting, however, 
considerable care must be used in the man- 
ner in which it is installed. The carbon 
lamp with clear glass bulb and without a 
diffusing shade is frequently placed di- 
rectly in the line of vision. With the 
tungsten lamp, the intrinsic brilliancy of 
which is over twice that of the carbon 
lamp, the practice above described must 
be discontinued, or else the money saved 
in light bills will soon reach the pocket 
of the oculist. The tungsten lamp must 
be installed well above the line of vision, 
or else be so shaded that its intrinsic 
brilliancy will be largely reduced, and this 
fact should be thoroughly impressed upon 
all customers who are about to install this 
lamp. It is evident that such a course is 
desirable from the central station stand- 
point. By installing tungsten lamps in 
the manner described, the lessened effi- 
ciency of the installation, aside from the 
lamps, will offset in some measure the 
high efficiency of the light sources: them- 
selves. | 

The third class consists of those who 
are at the present time employing some 
other means for securing iHumination 
than by electricity, in the interest of econ- 
omy solely. (It is assumed that this js 
the only reason a person could have for 
using any other illuminant in preference 
to the electric light.) It is from this 
class that the lost revenue from classes 
one and two must be regained, and there 
is every reason to believe that not only 
will any possible loss be thus recovered. 
but that the electric lighting industry will 
experience a tremendous growth as a re- 
sult of its being able to secure a class of 
customers which has heretofore been unob- 
tainable. 

In order to secure these possible cus- 
tomers described under class three above, 
this company has decided upon a cam- 
paign directed, at the start, against the 
gas arc. A proposition will be made to 
the users of this type of illuminant where- 
by the company will arrange for the wir- 
ing and for the installing of a tungsten 
fixture to replace the gas lamp. The cus- 
tomer will be allowed to select his own 
fixture from a number of designs cover- 
ing a considerable range in price, and fhe 
installation will be made under the cus- 
tomer’s direction. The total cost of the 
wiring, the fixture and the tungsten lamps 
will be assumed by the company, but this 
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amount will be repaid by the customer, 
without interest, in twelve consecutive 
monthly payments, which will be added 
to the monthly bills for current. After 
the final payment has been made the cr 
tire equipment, excepting the lamps, 
which are to be returned at the end of 
their life, will become the property of the 
customer. If the customer should vacate 
the premises before the last instalment is 
paid, or if the contract should be termi- 
nated before the final payment, it is un- 
derstood that the installation may be 
transferred to the successor under a sim- 
ilar arrangement, to continue until all 
payments have been made. If such a 
transfer should be impossible, the original 
customer must pay the full amount neces- 
sary for a complete liquidation. 

There are a vast number of gas arcs in 
use in this city at the present time, but 
the policy outlined above should result 
in their nearly complete elimination. A 
few figures comparing the cost of opera- 
tion of a gas are to that of a tungsten 
fixture, giving approximately equal illu- 
mination, may be of interest. The ma- 


jority of gas arcs, particularly those in- 


stalled in small stores, are in service on 
a rental basis. The Municipal Lighting 
Company has a large number of arcs so 
installed. Their charges are seventy cent~ 
a month for the four-mantle lamp and 
a dollar a month for the one having six 
mantles. These prices include main- 
tenance, so, adding the cost of the gas 
consumed by the lamp, the total operating 
cost is secured. Some figures recently 
obtained under actual working conditions 
were as follows: Cost of gas consumed 
by a four-mantle lamp burning four hours 
a day (excluding Sundays) for one month, 
was $1.62; adding to this the rental charge 
of seventy cents makes a total monthly 
cost of $2.32. For equal illumination a 
tungsten fixture would be required having 
lour forty-watt or possibly three sixty- 
watt lamps. Assuming the latter combi- 
nation, with a life of 1,000 hours for the 
tungsten lamps and current at ten cents 
rer kilowatt-hour, a total monthly cost of 
$2.35 would result. To this might be 
added an interest charge upon the cost of 
the equipment, which would reach its full 
value only at the end of the first year, 
when all payments had been made, and is 
really too insignificant to be included, as 
the total cost of the equipment, excluding 
lamps, will rarely exceed $15. Compare 
the above figures and then take into con- 
sideration the many advantages possessed 
by the tungsten lamp not shared by the 
Be arc, namely, the color of the light. 
Which is nearly a pure white, as compared 
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with the greenish-yellow color of the gas 
lamp; a comparative absence of heat, the 
presence of which makes the gas arc de- 
cidedly objectionable during the greater 
part of the year; and lastly, the fact that 
the atmosphere is not vitiated. It is 
stated that a four-mantle gas arc consumes 
as much oxygen as a dozen people, and 
the truth of this statement is evident to 
one who has entered a certain class of 
small stores on a winters day. Even if 
the cost of a given amount of illumina- 
tion is slightly greater with the tungsten 
lamp than with a gas arc—which is prob- 
ably true in the case of certain inverted 
mantle arcs—the advantages enumerated 
above should outweigh any such slight 
difference in cost. , 

The use of the tungsten lamp for show- 
window lighting will be touched upon. 
The fundamental requirements for effect- 
ive window lighting are: (1) That the 
sources of light be concealed from the 
eyes of the passerby, or, if this is imprac- 


-ticable, that they. be surrounded by dif- 


fusing globes or shades, so that their in- 
trinsic brilliancy will be largely reduced ; 
(2) that a sufficient quantity of light be 
thrown upon the goods to be displayed so 
that the portion of this light which is 
reflected to the eyes of the observer will 
produce the desired effect, namely, a vivid 
visual perception of the goods which are 
on display. 
l E ee 
A Single-Phase Locomotive for 
the Prussian State Rallways. 


A brief description is given in Electrical 
Engineering (London), for June 11, of 
the new single-phase locomotive which has 
been built for experiment on the single- 
phase line of the Prussian State Rail- 
ways, at Oranienburg. The locomo- 
tive consists of two two-axle units 
coupled together. Three of the four 
motors are driven by single-phase motors 
of the Winter-Eichberg compensated re- 
pulsion type, and a fourth motor may oe 
mounted on the remaining axle if found 
necessary. Each motor is rated at 350 
horse-power on the one-hour-and-seventy- 
five-degrees-centigrade basis. With this 
load the speed of the motor is 450 revolu- 
tions a minute. Using forced draft, the 


continuous capacity of the motors is 250 


horse-power, the speed then being 500 
revolutions a minute. These motors are 
said to differ but little from the 350-horse- 


= power motor experimented with two years 


ago. The latter weighed five and one- 
half tons, had six noles, and was designed 
for twenty-five cycles. The motors are 
geared to the locomotive axles with a 
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ratio of 1 to 4.21, and the driving 
wheels have a diameter of 4.6 feet, so that 
the speed at the one-hour rating is seven- 
teen and one-half miles an hour with a 
total draw-bar pull of 22,000 pounds. At 
the continuous output rating the speed 
is nineteen and one-half miles an hour 
with a draw-bar pull of 14,300 pounds. 
The maximum speed of the locomotive is 
thirty-five miles an hour. The total 
weight of the two units is fifty-nine and ° 
one-half tons. The locomotive is supplied 
with current at 6,000 volts, twenty-five 
cycles, by means of two bow collectors, one 
on.each unit. The pressure on the wire is 
nine pounds, which is controlled by com- 
pressed air. ‘Tne main transformer re- 
duces the pressure from 6,000 to 1,000 
volts. It is air-cooled by forced draft sup- 
plied from a fan driven by a thirty-horse- 
power Winter-Eichberg motor, which is 
started by means of a series choking-coil 
which is automatically short-circuited 
when a speed of 700 revolutions a minute 
is attained. The air for the transformers 
and motors is drawn through choke filters 
to free it from dust. Compressed air for 
the brakes, bow collectors and other de- 


vices is supplied from a compressor driven 
by a seven-horse-power motor which is 
automatically started when the pressure 
falls below six atmospheres. The main 
controller has four starting positions and 
four running positions, and a simplified 
controller for operating at the lowest volt- 
age only is supplied for use in switching 
operations. By means of a choking-coil, 
the centre of which is connected to the 
motor lead and the ends to transformer 
tappings, the connections are changed 
from point to point without short-circuit- 
ing the transformer. The contactors con- 
trolling the connections are operated by 
current from the main transformer at 
a pressure of 300 volts. 


—___~@-—____. 
American Street and Inter- 
urban Railway Associa- 
tion. 

The annual convention of the American 
Street and Interurban Railway Associa- 
tion and the affiliated associations of the 
Accountants, Engineers, Claim Agents, 
Transportation and Traffic Managers, and 
Manufacturers, will be held at Atlantic 
City, N. J., on Monday, Tuesday, Wednes- 
day, Thursday and Friday, October 12 to 
16. The days upon which the different 
associations will hold their meetings have 
not been definitely decided upon, but 
these will be announced in the near future. 

The exhibit of the Manufacturers’ As- 
sociation will be located on Young’s “Mil- 
lion-Dollar” Pier, and it is expected that 
a display even more attractive than that 
of last year will be giver. 
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THE RESISTANCE EQUIVALENT OF 
ELECTROMAGNETIC RADIATION 
FROM A LINEAR OSCILLATOR. 


BY OSCAR C. ROOS. 


In presenting this article the writer 
first wishes to call attention to one or two 
preliminary considerations. which have 
given rise to some obscurity in the treat- 
ment of such problems as the wireless 
telegraph engineer is called upon to solve. 
It is then purposed to indicate the method 
- of an engineering attack upon the prob- 
lem of the number of watts expended in 
the ether as electromagnetic radiation 
with a given harmonic current at the base 
of the vertical used in wireless telegraphy. 
There follows the resulting solution of the 
equally important question of the current 
intensity at the base of the vertical with a 
given harmonic electromotive foree. 

On examination of several papers which 
have appeared to aecount for the radia- 
tion from a vertical, it becomes increas- 
ingly evident that a tendency exists to 
ignore the inkerent differences in the 
physical behavior of Hertz oscillators and 
the large oscillators of the vertical, in- 
verted “1 “T-shaped and other types 
used as verticals in wireless teleg- 
raphy. Three serious consequences have 
immediately ensued to mar the accuracy 
of all analyses based on the assumed sim- 
ilarity: (1) Deductions made as to the 
resistance equivalent of radiation from 
hot-wire measurements have not led to 
consistent results when the frequency was 
changed, (2) reactances measured at the 
“driving point” of a vertical wire have 
not furnished consistent values of current, 
and (3) the expected resistance equiva- 
lents and the observed have not, in anal- 
vses hitherto presented, agreed within en- 
gineering limitis of accuracy. 

The subject of the linear oscillator as a 
whole is an extremely intricate one if a rig- 
orous method of analysis (such as is given 
in MacDonald's “Electric Waves”) is used. 
Abraham and Tack have given a treat- 
ment of the Linear oscillator which, while 
elegant from a mathematical standpoint, 
is not as accurate in practice as MacDon- 
ald’s, and whose artificial assumptions 
allow no simple conception of the dissipa- 
tive agencies in action. These, however, 
are easily grasped from a study of the 
engineering theory of radiation de- 
veloped by an American physicist and en- 
gineer, J. ©. Stone, and presented before 
the International Electrical. Congress at 
St. Louis in 1903 and subsequently repub- 
lished in these columns (October 15, 
1904). Although this theory has been 
before the technical and scientific world 


ELECTRICAL REVIEW 


for more than three years, no practical 
application seems to have been made of 
it, as far as the writer is aware, in any 
phase of the wireless telegraph industry, 
except as undertaken by one or two 
personally interested mathematicians and 
members of his technical staff. Hence, 
as was to be expected, the errors men- 
tioned above as the result of applying 
cumbersome analyses directly to the prob- 
lem have crept into the work even of 
wrilers of some considerable authority-on 
electrical matters. 

Professor J. A. Fleming, author of 
“The Principles of Electric Wave Teleg- 
raphy,” in a paper on the Poulsen are and 
continuous electric oscillations, published 
in these columns on November 9, 1907, 
identifies himself with those who have 
fallen into the error of basing their work 
on the assumption that ILertz’s treatment 
of the electric doublet shows it equiva- 
lent to a linear oscillator, and has, in 
addition, “grafted” on these assumptions 
a physical condition taken from MacDon- 
‘ad's analysis above referred to, which 


analysis is based on an entirely different 


treatment from that of Hertz. I shall 
not go into details as regaras this forcible 
“hybridization” of formule sas ina future 
paper I expect to present MacDonald’s 


results made practical for wireless tele-- 


graph engineers with the aid of Stone’s 
engineering method. 

In indicating a more accurate treatment 
of the problem of the resistance equiva- 
lent of radiation (a term first used by 
Stone) I must state that after all is said 
and done the acceptance of this theory is 
really based on facts rather than analysis, 
since no published analysis that is likely 
to be put to use for several years yet, is 
complete enough to take all the factors 
of the problem into consideration, espe- 
cially that of the variability of the resist- 
ance equivalent of radiation with leakage, 
ete. : 

In Professor Flemings article above 
mentioned there occurs a formula giving 
the power in watts of a Hertz oscillator 
vibrating at its fundamental 


W = 407° K A 

As an expression of ihe power of a 
Hertz oscillator or celeetrice doublet the 
above is correct, since we may take the 
current to be practically uniform along 
the axis. When applied by Professor 
Fleming to a lincar oscillator or wireless 
telegraph vertical, however, whose height 
is not negligible in comparison with the 
wave-length of the emitted radiation, it 
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is seriously in error, since the current is 
not uniform along the axis, but is distrib- 
uted according to a “cosine law” with a 
maximum at the base and nodes at the 
free ends of the vertical wire and its 
carth “image,” if we assume uniform con- 
stants per unit length of the vertical. 

In the summer of 1905 I was led, in 
the pursuit of a mathematical research 
on the inductance per unit length of a 
vertical, to a formula for the energy of 
radiation, whose accuracy has since been 
shown by the increased accuracy of pre- 
dictions as to resistance of radiation ; some 
have been verified, experimentally, by ob- 
servers Ina different field of electric wave 
engineering. 

This practical engineering formula is a 
special case of a more general result, 
which includes all frequencies of vibra- 
tion from zero to infinity, and to which I 
shall refer later on, but which in the pres- 
ent state of the ait would not be called 
upon for accurate quantitative results. 

Returning to Professor Fleming's arti- 
cle, we find the formula given by him 
would be correct for a wireless telegraph 
antenna if his /, or length of complete 
oscillator, were replaced bv a smaller 
length Ja equal in vame to the ler gth of 
the equivalent Hertz oscillator acting at 
a distance. This quantity /, is found by 
using Stone’s method of decomposiag the 
linear oscillator vibrating at its funda- 
mental frequency into an infinite number 
of Heriz oscillators of length varying ac- 
cording to an inverse cosine law, between 
zero and the length of the vertical. This 
law follows from the general differential 
equations of the problem as solved for 
current, which in all cases varies as a 
circular function along the complete 
linear oscillator, and in the case of the 
fundamental frequency of vibration gives 
the cosine curve with antinode of current 
at the equatorial plane. 

The linear oscillator may, accordingly, be 


looked upon, as regards its resultant field 
pon, H , 


at a distance, the criterion of radiation 
by Poynting’s theorem, as being composed 
of an infinite number of elementary Hertz 
oscillators, each of whose lengths is ex- 


pressible by the formula ly = ‘cos a 
and the average or effective length ley = 
H e nx dnr 
n v v 

—a 
where za<+a>—a 
nad _ vrt 
and eoa 
In the above a is the length of vertical 
or air wire; v = 3 X 10% centimetres 
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per second, the velocity of light; n (= 
2z f where f = frequency) is the “vec- 
tangular velocity” and is variously called 
“periodicity,” “oscillation number,” ete., 
which are misnomers; as it has the di- 
mensions of an angular velocity and in 
fact is the angular velocity of the vector 
whose projection on a plane would show 
the harmonic time relations of the current 
in question, 

The above quantity len is the effective 
or average length of a Hertz oscillator 
giving the same field and energy flow 
at a distant point, as our linear oscillator. 
A physically more direct procedure is to 
decompose the linear. oscillator into an 
infinite number of elementary current 
filaments of different charges, but equal 
lengths, in accordance with Hertz’s own 
expressions, The results of the two meth- 
ods are in this instance, however, iden- 
tical. 

In the multiple antennæ used by the 


Stone Telegraph and Telephone Company 


it has been found that the assumption 


that 7 = z at fundamental frequency, 


where 7 = 2a, or twice the height of the 
vertical and A = wave length emitted, is 
very approximately true: The uniformity 
of the vertical wire constants along its 
length is quite sufficiently accurate for 
engineering practice. Now, the effective 


length len may be taken as len = i l when 
T 


we have the fundamental vibration, and 


Professor Fleming’s formula then be- 
comes 


W = 40 x ( i 1) > = 160 


U 


aa 
a. 


for the complete linear oscillator where 


A is the maximum current, or W = 
10 A? watts. 

The hot-wire ammeter, however, reads 
effective values, hence W = 80 A? 
where A. = effective amperes for the 
complete oscillator and R!, the “re- 
sistance equivalent of radiation,” equals 
forty ohms for the air wire alone. 
This result has been the basis of recular 
engineering treatment of transmitting 
and receiving problems of all kinds since 
it was discovered and has been incorpo- 
rated in patents now pending for radio- 
telegraphy, suitable constants being ap- 
plied where the. conditions are not. those 
assumed in this cage. 

Tf we “hybridize” MacDonald’s result 
with the above conditions by assumine 


l À 
for a vertical 7 = x5 and an approxi- 


mate . ; è : 
Ha cosine Jaw of current distribution 
0ng the vertical, we find that R! comes 
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out as about twenty-five ohms instead of 
sixty-four, as given by Fleming. 

Passing now to the more general meth- 
od of viewing the problem, we will first 
take the region of frequencies below the 
fundamental, since most verticals in use 
are loaded with inductances. Such ver- 
ticals can vibrate effectively, solely at fre- 
quencies below the fundamental on ac- 
count of the increase of R' as the square 
of the frequency, although there are thie- 
oretically an infinite number of frequen- 
cies at definite periods apart in the fre- 
quency scale where such natural vibrations 
are possible. As we approach zero fre- 
quency the current distrilbittion curve 
flattens until in the limit with zero fre- 
quency it approaches a straight line. This 
range of frequencies, while not as inter- 
esting from an analytical standpoint as 
that above the fundamental, is, however, 
the practical one for wireless telegraph 
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Fic. 1.—CURRENT DISTRIBUTION IN A LINKAR 
OSCILLATOR. 


engineers in the present published state 
of the art. The formula covering it is 


2 
R! = 40 cse k (1 — cos Å i ) ohms 


where & is the fraction of the fundamental 
frequency at which the vertical is to vi- 
brate, assuming unit current at base of ver- 
tical, and maximum current therefore as 


Na 
CSC --- =m C80 kh: 
t 


This, of course, is 


a special case of the more general formula 
for R! covering all frequencies previously 
referred to. 

For frequencies just above the funda- 
mental we find by reference to Fig. 1 
that the current distribution in a linear 
oscillator is equivalent to two complete 
systems of Hertz oscillators, which over- 
lap by almost a quarter wave-length, and 
whose radiative tendencies may be con- 
sidered absent where each passes through 
the equatorial plane; in other words, the 
current laop or antinede is shifted 
foward the free end of the wire and equals 
the current at the base multiphed by 


( ee 
exe" where a is the length of air wire in 
ki 


em., n = vectangular velocity 
v = 3 X 10'° em. per see. == veloc- 


ity of light. 
To illustrate: In Fig. 1 we have a 
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complete linear oscillator represented with 
the current distribution along its length 
due to a “forced” oscillation above the 
fundamental of the vertical, and having 
an inductive reactance requiring, there- 
fore, a condenser c at the equatorial plane 
to neutralize said inductance reactance at 
the ‘‘driving points” P, and Pn 

Since the current throughout the con- 
denser C is constant and equals Io, the 

. ; na 
maximum current I, or I,, is h cse > 
This distribution of current holds within 
engineering limits in a helix of wire hav- 
ing uniformly distributed electrical con- 
stants, as in the case of the linear oscil- 
lator assumed. It is interesting to note 
a substantial empirical confirmation of 
the above theoretical distribution by C. J. 
Watson in the London Electrician of Jan- 
uary 3, 1908. He found that with capac- 
ity added to a helix as an exciting con- 
nection for stationary waves that the node 
of pressure, and therefore current anti- 
node, was shifted toward the open end 
of the vertical. 

We may assume the effect of radiation 
at the driving point of the antenna. or 
linear oscillator to be that of a purely 
non-inductive resistance. Assuming the 
distribution of current and potential 
to the left of the equatorial plane 
OO to be due to the image of the 
right-hand distribution. The distance 
of. the antinodes of current from 


the equatorial plane = where + 


ak 
1+k 
is the fractional part of the fundamental 
3) by which the im- 


frequency (say 
pressed frequency exceeds it, therefore 


OM, = OM, = i and I, = 1, = I, 


cse 60°. Fig. 1 incidentally shows the 
danger of drawing conclusions from hot- 
wire readings at the “base” of a linear 
oscillator vibrating above its natural or 
free period. If we re-draw Fig. 1 to show 
solely the variable part of the current 
distribution curve, as in Fig. 2, we have 
the basis of an engineering method of 
attack on the problem of all higher fre- 
quencies. 

If we conceive a series of Hertz oscil- 
Jators which have infinitesimal uniform 
currents and which vary in length from 
+ a to—a (or 2a) to h o, hat o, and 
zcro at I., according to the inverse cur- 
rent distribution law, we shall obtain a 
mathematical “current sheet” if these ele- 
mentary oscillators are laid side by side, 
as it were. It is readily seen that the 
dotted parts of the distribution curves 
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on opposite sides of the equatorial plane 
contribute nothing to the radiation; in 
fact, the only questionable point of this 
analysis to be checked by practice is raised 
by the tacit assumption made that all the 
elementary Hertzian oscillators from 2a 
to zero have the same radiative power, 
when it is quite evident by an application 
of MacDonald’s analysis that more radia- 
tion takes place from the outer halves of 
the oscillator than the inner: as a cor- 
= rective tendency, however, the relatively 
stronger equatorial fields seem to restore 
the uniformity of action between the 
above parts. Wemay now represent Fig. 2 
by a series of Hertz oscillators as in 
Fig. 3. Four elementary oscillators are 
shown, a, a, and a, a, are treated as one 
oscillator of length a, a, + a, Ųų = 
QA, Oey bi be + bi bs = 2 b, band ci e + 
Co Cz = 2 C, Cy, etc.; hence the averaging 
is simply a problem of quadrature ap- 
plied to the current sheet “‘ urea,” + a L I, 
I,— a+ a. 

The fractional overlapping of the cen- 
tral “current distribution sheets” becomes 
less and less aa we pass to frequencies 
above the fundamental and is zero at the 
octave—an impossible case, however, since 
the reactance at the driving point is 
infinite for the octave and for all even 
harmonics including zero frequency, ac- 
cording to Stone’s formula (which has 
been amply verified by engineering rce- 
sults). 

LZL=—Leretn as 

v 

where Z == reactance L, = inductance 

per cm. (c. g. s.) 2 a = length of com- 
plete linear oscillator. 

Proceeding to frequencies above the 
octave, we have a supplementary over- 
lapping of the middle “current sheet” 
units, and on each side of this region- two 
complete “current sheets?” in opposite 
phases from the joined middle sheets, and 
each of length = $ ; 

To illustrate: In Fig. 4 we have a 
current distribution curve giving us a 
sheet of elementary Hertz oscillators 
for a frequency (say) two and one- 
third times that at the fundamental 
—our frequency unit in this analysis— 
t. e. above the octave. Since for the 


na 7 
octave e 2 ee ), for this fre- 
\ s 


T 


na Ts ! 
quency = „> radians. However,as 
“v 2 
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the maximum current at the octave with 
unity current at equatorial plane is csc m 
= w, we have a discontinuity to take ac- 
count of in our formula. It will be noticed 
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that since our equivalent length Hertzian 
oscillator is derived by calculating the 
average “height” of the Hertzian oscil- 
lators in the oscillator current-sheet, by 
taking the “area” of same, we can ignore 


Fic. 2.—VARIABLE PART OF THE CURRENT Dis- 
TRIBUTION CURVE OF A LINEAR OSCILLATOR. 


the symmetrical image of either side in 
obtaining this result and hence only one 
set of oscillators is indicated in Fig. 4. 

In Fig. 5 we have the current distribu- 
tion curve giving the Hertzian oscillator 
“sheet” or “area” for a frequency about 
3.5 times fundamental frequency. In 


Fie. 3.—LINEAR OSCILLATOR REPRESENTED AS 
A SERIES OF HERTZ OSCILLATORS. 


both Figs. 4 and 5 we notice a partial or 
“basal sheet” and a complete “sheet,” the 
latter corresponding to a complete linear 
oscillator of length equal to length of 
“sheet base” C, C,. This linear oscillator 
is, of course, equivalent to a radiation 
resistance of eighty ohms, since its cur- 
rent distribution is sinusoidal and it may 
therefore be considered to be a separate 
added linear oscillator vibrating at its 
fundamental. By taking the “area” of 
the basal segment oc,I, and getting its 
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Fic. 4.—CurRENT DISTRIBUTION CURVE FOR A 
SHEET OF HERTZ OSCILLATORS. 


ratio to the half area of the above com- 
plete added ‘“‘oscillator-sheet,” we obtain 
a ratio which gives us the “effective 
length “ lea of the Hertzian oscillator cor- 
responding to the above basal segment: 
this ratio, squared and multiplied by 
forty ohms, gives us the resistance equiv- 
alent of the basal sheet to be added to the 
complete or eighty-ohm “sheet.” Thus 
the problem for all higher frequencies re- 
solves itself into the determination of the 
above “basal area” effect in any case and 
the addition to it of a number of equal 
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linear oscillators vibrating at their com- 
mon fundamental. 

We have accordingly: 
Below the fundamental 


na 1 
=k „ and R'= 
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; 2 
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Between fundamental and octave 
na r 
-— = ) -- R! = 
: (L+ &) 9 and 
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40 ese? *Z (1 tsink) œ) 
v 2 | 
Between octave and first harmonic 
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Between first harmonic and double octave 
na 
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The general formula becomes by in- 
duction, 
40 


pi en cee ig F T 
. a NA (1 — } sin m y + 
sin? > ~ 
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R' = 


| \2 ee T 
cos m Z . cos ie ) +n. — sin’? m j | (5) 
7 v 


where ve = (r +h) 3 „m being an integer 
t ~ 
and k a fraction. 

The locus of R! as a function of the 
fundamental vibration as a frequency unit 
is roughly shown in Fig. 6. 

For all even harmonics we are con- 
fronted with the very significant limita- 
tion of a theoretically infinite value for l 
R! considered as a resistance operating at 
the driving point or base of the vertical. 
The physical reason for this becomes clear 
if we recollect, (1) that every linear uni- 
form current element contained in the 
“oscillator sheet,” being as regards radia- 
tion a separate elementary Hertz doublet 
of given length, offers an elementary dis- 
sipative (or radiative) resistance, accord- 
ing to the strength of its field at a dis- 
tance, and (2) that the filaments which 
may be considered to end on the “base” 
or earthed part of the fictitious “current 
shect,” are, when the limiting cases of 
the even fundamental frequencies are ap- 
proached, but a small and even vanishing 
percentage of the total sum or “area” of 
the current filaments composing said 
“sheet”; hence the rise of R! with the 
increase in the ratio of maximum current 
to hasal current of antenna. It is well 
{o remember that since the reactance and 
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R! of the linear oscillator are assumed, 
of course, in series, that the high react- 
ances, approaching infinity at the even 
multiple harmonics, are, in addition to 
the reactance of the vertical per se, a 
separate means of limiting the current 
at the base. 

In the above treatment it has been 
tacitly assumed that the series of synchro- 
nously vibrating segments on & vertical, 
under the conditions for stationary waves 
permits practically uniform maximum 
amplitudes of current in each segment, 
and that the radiation from any segment, 
according to Hack’s amplification of 
Abraham’s work on the linear oscillator, 
does not seriously modify the radiation 
from any other, and thirdly, that the field 
at a distance, due to a uniform current 
flament, is proportional to length of said 
linear elementary current. When mutual 
influences between current “segments” 
are appreciable they can be replaced by 
equivalent reactances and resistances, 
after attack by a modification of Heavi- 
side’s operational methods of analysis for 
this class of problems, and Stone’s engi- 
neering treatment may then be applied 
to get the new form of R?. However, the 
complexity of the results is not always 
compensated for by the gain in accuracy. 


____ __Fundamental _____——— 
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== IR’. Therefore the vector sum or total 
drop gives us 
PR + PAX = E 

which gives us a cubic for I in the known 
quantities R?, X and E. 

In conclusion it may be stated that, as 
a matter of fact, the preceding general 
formula for R! has been amply verified 
both at and below the fundamental fre- 
quency by using substitution experimental 
methods of tuning to the vertical and 


Fic. 5 —CuRRENT DISTRIBUTION CURVE FOR A 
SHEET OF HERTZ OSCILLATORS FOR A DIF- 
FERENT FREQUENCY. 

thus reproducing the “contained R+,” 

e. g., it is common practice to find at a 

frequency approximately one-half that of 

the fundamental a substitution value for 

R! of nine to ten ohms as required by 

this analysis, and not sixteen ohms, ac- 

cording to Fleming’s formula. We have 
in the field of wireless telephone experi- 


lst Natural 
Harmonie 
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“Vectangular Velocity” or so-called ‘‘Oscillation Number” 
in Terms of the Fundamental Value taken as Unity. 


Fie. 6—Rovguty DRAWN GRAPH oF FUNCTION R, ‘THE RESISTANCE EQUIVALENT OF 
RADIATION” AT DIFFERENT FREQUENCIES. 


The final problem of the actual basal 
fective current I in a linear oscillator 
with an electromotive force E may be at- 
tacked in the usual manner of alternating- 
current problems as follows: 

We know that the reactance “drop” to 
le accounted for in the vertical at the 
_ living point is IX where X = — IL, v 


na 
eli ' ` 3 be 
p ind the resistance * drop 


ments further external evidence to cor- 
roborate the above analysis, these experi- 
ments indicating a value for R* of nine 
ohms at approximately the half funda- 
mental frequency. ‘hese are cases taken 
at random from many to illustrate the 
importance of engineering instead of rule- 
of-thumb in wireless telegraphy—a field 
which already bids fair, by the use of 
precision methods aided by analysis, to 
outrank in accuracy of performance pre- 
diction some of the older branches of elec- 
trical engineering. 
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“Die Elecktrizititswerkbetriebe in Lichte 
der Statistik.” Fritz Hoppe. Leipzig. Johann 
Ambrosius Barth. Cloth. 325 pages. 116 
curve sheets and 197 tables. 7% inches by 
11 inches. Price, paper bound, 12 marks; 
cloth, 13 marks 20 pfgs. 


This is the second edition of a similar 
treatise on statistics of power-plant opera- 
tion, to which much material has been 
added, thus bringing it up to date. The 
book is divided into nine chapters and 
one appendix. The first chapter covers 
the development of electric power plants 
in Germany, discussing the number of 
plants, capacity of same, the system of 
power distribution employed, ete. Chap- 
ter ii, besides other material, gives the 
power consumption per section of the 
country, per inhabitant and the cost of 
same. Chapters ili, iv and v describe the 
kind of plant, viz., steam, hydraulic or 
gas, and the type of machinery installed 
in each case. In these chapters the actual 
cost of operation is treated in detail. 
Chapter vi discusses the financial end of 
power-plant design and construction. 
Chapter vii discusses the rates to con- 
sumers, viz., flat, maximum and mini- 
mum demand, sliding scale, ete. Chap- 
ter viii gives prices paid by railroads and 
factories, and the generating cost and the 
selling price. The last chapter treats of ` 
other Continental power plants as well as 
Great Britain and South’ Africa. The ap- 
pendix gives different systems of book- 
keeping used in power-plant operation. 

It is evident that the compiling of the 
data mentioned, which are a fractional part 
of the whole, is tedious work. To facili- 
tate matters, an exhaustive index is ap- 
pended. The book is of great value to 
consulting and operating engineers and 
capitalists, particularly those of European 
countries. 


“How to Become a Motorman.” Second 


Edition. V. B. Livermore and J. R. Williams. 
New York. D. Van Nostrand Company. 
Cloth. 248 pages. ‘Tllustrated. 5 by 61% 
inches. Furnished by the ELecrricat Re- 
view for $1. 

This is intended to be a thoroughly 
practical book for the motorman. The 
fundamental: principles of the electric 
motor are briefly explained and then the 
different sizes and appliances are taken 
up separately, each being described with 
much detail, the methods of operation ex- 
plained at length, and wire diagrams be- 
ing given. All the systems of car and 
train contro] in use in this country are 
explained. The last portion of the book 
is devoted to study of air-brake systems 
for electric cars, the controlling apparatus 
heing explained fully. The final chapter 
contains general rules for the guidance of 
motormen and conductors. 
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THE SMALL STATION AND ITS 
ECONOMICAL OPERATION. ' 


BY J. I. WHITTLESEY AND PAUL SPENCER, 


The manager of the small plant gen- 
erally has to be his own designing as 
well as his own operating engineer. He 
seldom, if ever, can afford to call in a 
consulting engineer to guide him in his 
work. There is undoubtedly a tendency 
in electrical engineering as in all other 
matters to follow the prevailing fad, and 
many small plants throughout the country 
have, in order to keep’ in the fashion, 
adopted complicated and costly improve- 
ments entirely unsuited to their condi- 
tions. 

It should be a cardinal principle in all 
station design that no piece of apparatus 
or any appliance should be installed that 
can not justify itself, not only on the 
basis of the economy promised by the 
manufacturer of the appliance, but also 
on the most conservative basis; full con- 
sideration being given to its first cost, its 
depreciation, the additional labor that its 
use may entail, and the question of ex- 
tensive repairs, which can be made in a 
small plant only with difficulty. 

Every additional piece of apparatus in 
the station is an additional source of pos- 
sible trouble and cost. It will be found 
that many of the so-called labor-saving 
devices and other promised adjuncts to 
economy are applicable only to stations of 
comparatively large size and have no place 
in such stations as this paper is consider- 
ing. 

The simple design is always the safer 
one to adopt for the manager of a small 
station. If he will be content with fol- 
lowing out the lines suggested in this 
paper for the design of his plant, he will 
save himself a great deal of time and usce- 
less worry in attempting to decide the 
question of economy to be obtained from 
the refinements recommended, and he will 
certainly not run the risk of making the 
serious and costly mistakes into which 
some managers have been drawn. 

While it is important that the design 
of the station should be simple, simplicity 
of design docs not mean Jack of design, 
and it is probably of even more impor- 
tance in the cost of the small plant than 
of the large plant that it should be ar- 
ranged at the start so that it ean be de- 
veloped along definite Jines. 

Everv station manager should forecast 
for himself the development of his load 
so that he may have some idea of the eon- 
ditions it will be necessary for him te 


1 Abstract of n paper read before the National Elec- 
tric Light Assoviation, Chicago. NI. May 233. 
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meet from vear to year in the future. It 
is an excellent plan to assume some rea- 
sonable percentage of growth in order to 
ascertain what point at the end of a period, 
say ten vears, the expected load on the 
station may reach, and to draw up some 
tentative plan, at least, to meet such an 
estimated load, working backward on the 
problem to see when the additional appa- 
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First of all, the plant will undoubtedly 
supply alternating-current service, gener- 
ating and distributing at 32,300 volts, 
multiphase, sixty cveles. One class of ap- 


paratus only should be installed, and the 
entire business, whether commercial light- 
ing, street lighting or power, should be 
supplied at sixty cycles, alternating cur- 
rent. 


Fic. 1.—-SECTIONAL VIEW OF PROPOSED PLANT. 


ratus will have to le installed, in order 
that the capacity mav keep pace with the 
growing load. 

With sueh a more or less definite plan 
in mind the extensions can be made from 
year to vear in the most economical man- 
ner, so far as first cost is required, and 
with a uniformity in the design and size 


In choosing a site one should be 
selected that will have railroad facilities 
and, if possible, a supply for condensing 
water, as a condensing plant will be de- 
sirable when the load has grown to a 
certain point. The site should be of suit- 
able shape and sufficiently large to pro- 
vide ample facilities for future extensions. 
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Fig, 2.— PLAN View oF PROPoOsED PLANT. 


of apparatus that will help toward efficient 
operation. Such a definite plan will also 
enable the station manager to avoid the 
costly rearrangement of buildings and of 
apparatus, which have so frequently been 
necessary in the past and have swelled so 
much the station’s scrap pile. 

Assuming that a new station is to be 
built. certain broad features of the de- 
stem can be laid down as essential. 


It is also desirable that there should be 
room on this property for stable or store 
room, as economy in the entire operation 
of the company will be gained by having 
all such buildings located at one point. 
The site chosen should, if it can be ob- 
tained without sacrificing other advan- 
tages, be close to the centre of the town. 
Iu this way distribution will become 
simpler and the plant itself and other 
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huildings will be more convenient for the 
employés and more directly under the. 
supervision of the manager. 

The design of the engine and boiler 
room should, of course, provide for in- 
definite extension. This means a parallel 
engine and boiler room. | 

The station itself should be fireproof, 
with brick walls, concrete floors and steel 
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Consideration should also be given to 
the fact that in such a station, with only 
a small number of men employed, it is 
impossible to obtain, for the wages paid, 
very expert men and that, therefore, the 
best results will be obtained by keeping 
all the apparatus as simple as possible. 

The generating unit should be direct- 
connected with engines, preferably of the 


aor 


Fig, 3.—AssuMED LOAD CURVE FOR AN AVERAGE MAximMumM Day. 


roof, A crane in the engine room is de- 
sirable but not necessary. The gutters 
and flashings should be of copper, and 
window frames, doors, hardware and other 
details should be substantial, so as to keep 
down the cost of building repairs. 

The stack should be of brick, as steel 
stacks will in every case be found to be 


Corliss type, of moderate speed. The 
boilers may either be fire-tube or water- 
tube, but should be hand-fired, with no 
elaborate machinery for handling fuel or 
ashes. The station auxiliaries should be 
reduced to a minimum. 

The exciters will be belt-driven from 
the engines, and the only steam auxiliaries 


TABLE 1. 
TABLE OF LOADS AND APPARATUS. 


p Maxim - z 
Year. or Ontont. 

1908 600 1,320,000 
1909 660 1,452,000 
1910 726 1,597,200 
1911 799 1,757,800 
1912 879 1,933,800 
1913 967 2,127,400 
1914 1,064 2,340,800 
1915 1,170 2,574,000 
1916 L287 2,831,400 
1917 1,416 3,115,200 
1918 1,558 3,426,700 


Available . 


J a Capacity! 
SAN Kilowatis. : oa. 
3 300-kw 900 750 
ie aetna 900 750 
i api Se 900 750 
1 500-kw 1,400 1,125 
ee ere 1,400 1,125 
lense aia caer 1,400 1,125 
PR F Y 1,400 1,125 
aca, S 1,400 1,125 
1 500-kw 1,900 1,750 
a re 1,900 1,750 
sip Medeski 1.¢00 1,750 


! Available capacity is largest unit down with 25 per cent overload on remaining 


apparatus. 


the most expensive in the end, both be- 
cause they require a constant maintenance 
charge for painting and because sooner or 
later they must be replaced, 

For a small load, say under 1,000 horse- 
power, we believe that a simple non-con- 
lensing station will show the greatest 
total economy, including not only economy 
in operation hut interest and depreciation 
on the apparatus installed. 


will be a feed-water heater and the boiler- 
feed pumps. 

The switchboard design should provide 
for exciter panels, located in the middle 
of the board, with sufficient space left for 
all future extensions. A Tirrill regulator 
will be found most desirable. Its first cost 
is low, and in a station where labor is to 
be reduced to a minimum it will be neces- 
sary to have such a voltage regulation if 
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good service is to be given. With the 
exciter panels located in the middle of the 
switchboard, the generator panels will ex- 
tend as may be needed on one end and the 
feeder panels on the other. All connec- 
tions from the generators to the switch- 
board should be carried in cable under the 
floor, and the outgoing feeders should also 
be carried under the floor to a wire tower 
at the corner of the building. 

Fuel should be delivered to the plant on 
a railroad siding extending the length of 
the boiler room and parallel to it. If 
possible a trestle should be installed, so 
as to provide headroom for dumping the 
coal from the cars, which can be stored 
under the trestle and wheeled to the boiler 
room as needed. 

A general plan of the station embody- 
ing the above general ideas is shown in 
Fig. 1 and Fig. 2. 

It will be noted upon examination of 
these drawings that the building suggested 
is extremely simple in design, and con- 
tains no basement, either under engine or 
boiler room. The steam piping is over- 
head with the exception of the free ex- 
haust lines from the engines, and the ar- 
rangement is such as to give the shortest 
possible length of connections from boiler 
to engines, 

While an ash hopper and basement 
under the boilers keeps the boiler room 
clean and enables more rapid and easier 
cleaning of fires, it increases the cost of 
getting out ashes and gives additional 
space to be kept clean. The additional 
cost is practically prohibitive. 

The solid portion of the drawing indi- 
cates the building as it would be con- 
structed for immediate needs: namely, a 
maximum load of 600 kilowatts, donta ii- 
ing three 300-kilowatt units. The future 
extension to take care of the growth in 
load for ten vears is indicated by dotted 
lines. 

It is assumed that this station is to be 
built to meet a present maximum load of 
600 kilowatts and that this load will be 
increased at the rate of ten per cent per 
annum compounded, and that the load- 
factor will be equivalent to 2,200 hours 
per year for each kilowatt of the maxi- 
mum demand. This station can be built 
at a cost of from $125 to $150 per kilo- 
watt. 

Table I shows the growth in maximum 
load and output, and the station capacity 
installed to meet this load, for a period 
of ten vears. 

It will be noted that the original in- 
stallation of three 300-kilowatt units 
would carry the load safely through three 
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years with one ‘unit out of service, at 
which time a 500-kilowatt would be in- 
stalled, which would carry it five years; 
a second 500 would then have to be pur- 
chased, which would give an available 
capacity more than sufficient to carry the 
load through the remaining three years. 
The complete plans of the station, in- 
¢luding the dotted portion, show all of 
these units installed, with necessary boiler 
capacity. Such a station would have a 
total capacity, with the largest engine out 
of service, of 1,750 kilowatts, allowing a 
twenty-five-per cent overload on the units 
available for service. 

There is also given in Fig. 3 an as- 
sumed load-curve for an average maxi- 
mum day. On this sheet is also shown the 
capacity of generators running to meet 
the load, from which it will be seen that 
the 300-kilowatt unit will be running at 
only approximately half load during the 
light portions of the day and night. This 
would, of course, increase the fuel con- 
sumption during these hours over what it 
might be with a small unit of exactly the 
necessary size to meet the present load. It 
is expected, however, that in a very short 
time the day load would be increased so 
that the 300-kilowatt unit would be oper- 
ating under more economical conditions. 
Should the territory in which the station 
is operating be of such character that it 
is impossible to obtain any great amount 
_ of day load, it would be desirable, perhaps, 
to install a somewhat smaller unit than 
that shown on the plan. 

The operation of such a plant would 
require a minimum of labor and repairs. 
From experiences with similar plants, a 
total of six men is amply sufficient, includ- 
ing one chief engineer, two running en- 
yineers, two firemen and one fireroom 
helper. The hours which these men 
should work are shown in diagram on the 
load-curve sheet. By lapping the chief 
engineer and the helper, we should have 
four men in the plant over the peak of the 
load. 

The overlap covers the afternoon hours, 
giving the chief engineer the best oppor- 
tunity to overhaul apparatus and provid- 
ing him with the necessary help to carry 
on his minor station repairs. 

With the plant as described there will 
be practically no continuous repair work, 
with the exception of that required to 
keep the boilers in first-class condition. 
There will be but two single-cylinder slow- 
speed engines and one boiler-feed pump 
running at a time during the peak, and 
only one engine and one feed-pump for 
twenty hours of the day. | 
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As this is a non-condensing plant, the 


steam pressure will be low, not over 120 . 


pounds, which will make it possible, with 
a small amount of labor and attention, to 
keep the piping, valves, packings and so 
forth, in perfect condition, so that there 
should be no excuse for their not being 
maintained always at initial efficiency, 
even with the limited station force em- 
ployed. When the engineer of a station 
is relieved of the care and annoyance 
ordinarily caused by condensing appa- 
ratus, mechanical stokers, forced draft 
and other complications, his whole at- 
tention may be given to maintaining the 
efficiency of his boilers and engines and 
seeing that they are operated to the best 
advantage under the load conditions. 

The following particular points are 
brought up as essential to the economical 
operation of the station: 

In the engine room it will be impor- 
tant for the chief engineer to see that the 
capacity in apparatus running follows 
closely the load curve. All units should 
be run at their highest possible point of 
efficiency. It is always desirable to run 
them overloaded rather than underloaded, 
and the engineer should not be afraid of 
carrying his units up to their full overload 
point. 

The chief engineer should certainly 
have an indicator and take frequent cards 
so that he may know at all times the con- 
dition of his valves and cylinders and 
remedy any defects that may show up. 

But it is in the boiler room that the 
greatest possibility lies of wasting or sav- 
ing fuel and improving the station 
economy. No positive rules for firing can 
be laid down in general, on account of 
the differences found between fuels, and 
also on account of the various methods of 
firing adopted by different men, which if 
properly carried out may result equally 
well, 

The cutting in and out of boilers and 
banking of fires must be watched as 
closely as the running of the engine room 
to make the boiler capacity meet the 
loads most economically. With most 
boilers of good design it is found more 
economical to overload them twenty-five 
per cent above builder’s rating and in 
order to carry a short peak to go to fifty 
per cent or more rather than cut in an 
additional boiler. The slight falling off 
in efficiency of a boiler at these high 
ratings does not consume as much fuel as 
that required to keep one boiler banked, 
which can onlv be used for a few hours a 
dav. 

With a non-condensing plant there is 
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no difficulty in getting hot feed-water 
always above 200 degrees, so that this 
point will not trouble the engineer. 

The combined boiler efficiency, includ- 
ing the grate and heating surface, can be 
kept up to the highest point only by 
constant attention to the condition of 
the boiler setting and the tubes. Draft 
gauges and thermometers, which cost but 
little and are very simple to use, will give 


the engineer exact information wìth re- 


gard to the condition of the boiler and 
help the firemen to get the best out of the 
boiler and the coal. A thermometer 
should be installed on the feed line into 
the boiler and draft gauges on uptakes 
and immediately over the fire. A high- 
reading thermometer for getting flue 
gases should be used by the engineer oc- 
casionally to tell him the temperature of 
his flue gases, which will be a guide on 
the efficiency of the boiler. Periodical 
readings of the draft at different points 
through the boiler should be made to de- 
termine the loss of draft and see if the 
air leaks are excessive. 

One great source of loss of boiler effi- 
ciency is the bad condition of boiler setting, 
cracks around drums and other points in 
the setting which admit cold air, decreas- 
ing the draft and lowering the tempera- 
ture. Most plants have an excess draft 
available from the stack, so that even with 
a very bad condition in this respect ample 
draft is still obtainable for burning the 
coal as fast as is required. This results 
in a continuous loss unknown to the engi- 
neer, unless investigation with draft gauge 
or by torches is made, as suggested. 

Every one is perfectly familiar with 
the necessity of keeping the boiler clean, 
both inside and out, to maintain its eff- 
ciency. The frequency of such cleaning 
will depend entirely upon the quality of 
fuel and water used. An increase of ten 
per cent in boiler efficiency can easily be 
made, even where conditions are not very 
bad, by repairing, setting and cleaning 
boilers. 

An automatic damper regulator is es- 
sential, especially in a small plant where 
natural draft is used. 

It is hardly practicable in a small plant 
for the engineer to make elaborate fests, 
flue-gas analyses, engine-efficiency or 
evaporation tests, but the total running 
results of the plant can be kept very ac- 
curately by a proper method of records, 
and it is very essential for the chief him- 
self to keep such records or station log. 
He is not responsible for two factors 
greatly affecting his cost: namely, the 
nature of the load on the plant and the 
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fuel furnished him. He can, however, by 
keeping accurate records, furnish the man- 
agement with the information necessary 
for them to determine whether or not the 
fuel purchased is the best for the price 
and how the cost of production can be 
decreased by improving the load-factor. 
Yo scientific test is as good as a compara- 
tive run of several months under similar 
conditions. 

In many plants of this size the output 
and the shape of the load curve are very 
similar from day to day and from month 
to month, so that, by obtaining the 
amount of coal burned and the output, a 
verv accurate comparison can be made 
with different fuels, methods of firing and 
handling of the units. 

It is essential, then, for the economical 
operation of a small plant that integrat- 
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The engineer of the plant should not 
hesitate to try experiments in operating, 
provided, of course, the service is not en- 
dangered; such as different hours of cut- 
ting in and out boilers, overloading and 
underloading boilers, cutting engines in 
and out on the load at different hours. 
But these experiments will be of no value 
unless they follow out a definite pro- 
gramme to its final results and unless 
records are kept accurately and analyzed 
intelligently to compare the results ob- 
tained. Conclusions are often jumped at 
in station operating which at sight seem 
apparently correct but upon analysis prove 
to be entirely wrong. Good records and a 
careful analysis are the only proofs that 
can be accepted. 

In taking hold of an old plant which 
is not operating at good efficiency it is 


TABLE II, 
OPERATING COST. 


Present. Output. 


Item. Amount. 
Superintendent ..............6- $1,000 
Ea e E E E cua E 5,040 
A E E T EEE ER 9,723 
Water cst reve vias ar neat sca wed 634 
Oil and waste............ececee. 600 
Miscellaneous supplies and 
EXPENSE ....... eee reece 500 
Repairs, buildings.............. 100 
Repairs, ste€Mm.........ceceeeees 700 
Repairs, electrical.............. 75 
Total orina r a $18,372 


Double Output. 


-operative condition. 


Per Kw-Hour. Amount. Per Kw-Hour. 
0.0757 cent $1,000 0.0379 cent 
0.3819 “ 6,480 0.2454 “ 
0.7366 “ 19,446 0.7366 “ 
0.0480 “ 1,268 0.0480 “ 
0.0454 “ 800 0.0303 “ 
0.0378 “ 600 0.0227 “ 
0.0076 “ 100 0.0038 “ 
0.0530 “ 1,000 0.0379 “ 
0.0057 “ 100 0.0038 “ 
1.3917 cents $30,794 1.1664 cents 


Nores—Coal based upon Pennsylvania bituminous at $3.00 per ton, 5.5 pounds per 


kilowatt-hour. 


hour. 


Water based upon cost at 10 cents per thousand gallons, 40 pounds per kilowatt- 


Superintendent’s salary at $3,000, one-third charged to production. 
Labor: Chief engineer at $1,200 per year. 
Two engineers at $900 per year. 


Two firemen at $720 per year. 


One helper at $600 per year. 


ing wattmeters be installed on each gener- 
ator and the daily output kept on the log 
sheet. The indicating instruments should 
also be read at sufficiently frequent inter- 
vals to enable a daily load curve to be 
plotted. Every pound of coal and ash 
should be weighed and the record turned 
in for each shift or period of load. 

The engineer will have his pay-rolls 
and bills for material, so that with a very 
small amount of bookkeeping he can get 
the actual cost of labor, fuel, oil and 
waste, repairs to buildings, repairs to en- 
gines, repairs to boilers and repairs to 
electrical apparatus. 

It is hardly possible in such a plant to 
subdivide the labor, as the ordinary re- 
pair work and maintenance of apparatus 
i done by the regular station help, part 
of whose time is also put into operating. 
Any extraordinary repairs requiring out- 
de help or machine work will be entered 
Up separately. 


difficult sometimes to locate the trouble 
and correct it. It is, of course, necessary 
to first secure accurate records as al- 
ready described. This, however, will only 
show the total pounds of coal per kilowatt- 
hour and will not tell where the losses are. 

The easiest point to be attacked first is 
the engine economy, which can be very 
readily brought up to its highest possible 
point with the engines in use. 
records will then show if any gain in 
efficiency has been made. 

After having brought the engines up 
to their best efficiency for the type, the 
boilers should then be carefully inspected 
and cleaned up. Boilers that have been 
neglected will require heavy expenditures 
to bring them up to a good standard of 
efficiency. This, however, must be done if 
the manager is determined to get good re- 
sults from his plant in the end. No 
patching or partial cleaning of a boiler 
should be made unless it is absolutely 
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necessary at the time to keep them in 
Thorough repairs 
only will pay, but they will pay well in 
fuel saved, as the records will show jf 
they are properly kept. 

The operating costs of such a plant are 
given in Table II. The figures are con- 
servative for a new plant, well built along 
the design suggested, and have been bet- 
tered in actual experience. Two columns 
of cost are given: First for a station 
having a load of 600 kilowatts and an out- 
put of 1,320,000 kilowatt-hours per year, 
and the other for the same station with 
twice the output and additional capacity 
necessary. 

The figures for labor and fuel will vary 
considerably in different localities and 
under different conditions of the labor and 
fuel markets. 

—_____-@<—__—_- 


Electrical Action of Sodium. 

Some additional information is given 
by C. E. S. Phillips in Nature (Lon- 
don), for June 11, regarding the power 
of sodium to dissipate electrical charges. 
This was referred to in the ELec- 
TRICAL Review for June 20. He now 
thinks that the greater or less effect 
due to different portions of the same rol 
was caused merely by inequalities in the 
temperature of the sections examined. By 
lowering the temperature so as to reduce 
the oxidation of the surface, a more com- 
plete diselectrification was produced. This 
result seemed at first sight to point to a 
cause other than chemical action. A 
slight current of air and even a soap 
film were sufficient to stop the discharging 
effect, also supporting the view that an 
electrified gas was emanating from the 
metal. A bright surface of potassium 
gave no appreciable discharging effect 
when cooled with a mixture of ice and 
salt. In all cases the surfaces could he 
scen in the dark to be glowing strongly. 
Further experiment has shown that no 
active gas can be driven from sodium by 
heat, and that the true explanation of the 
action lies in the positive electrification of 
the air surrounding the freshly cut sur- 
face. With warm sodium it is seen that 
the gold-leaf falls rapidly for a very short 
distance, while after cooling the action 
is more prolonged. It is clear, therefore 
that the action in the first case, although 
violent, is so transient, owing to the whole 
surface being rapidly oxidized, as to ap- 
pear of small amount. A far larger dis- 
charging action was obtained with reduced 


oxidation owing to the effect heing more 
prolonged, 
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An Electrical Pendulum Without 
Mechanical Connections. 

The precise measure of time is a prob- 
lem presenting a number of difficulties, 
since the oscillation of a pendulum is af- 
fected by temperature variations, baro- 
metric changes, variations in the friction 
of the escapement, and changes in the 
viscosity of the oil used for lubricating 
the movement. It has heen estimated that 
fifty per cent of the driving power is lost 
in friction of the movement, and the latter 
is affected greatly by atmospheric condi- 
tions. When electrical or magnetic means 
are employed for driving the pendulum, 
instead of gearing, irregularities in the 
contact device may affect the swinging of 
the pendulum. To avoid all of these dis- 
turbing actions a pendulum has been de- 
signed by C. Fery in which an impulse is 
imparted to the pendulum without it being 
necessary for the latter to come into con- 
tact with any other body. For this pur- 
pose a horseshoe magnet is attached to 
the lower part of the pendulum, one end 
of which, as the pendulum swings, enters 
a small solenoid which gives it the re- 
quired impulse to keep a swing of constant 
amplitude. The use of a horseshoe mag- 
net is advantageous, as it renders the 
pendulum astatic and makes the magnet 
more permanent and more effective. The 
current flowing through the small coil is 
made and reversed by means of two con- 
tacts attached to a supplemental pendu- 
lum having the same period as the master 
pendulum and kept in oscillation by 
means of a copper ring at its lower ex- 
tremity into which one end of the horse- 
shoe magnet enters at one end of the 
swing. The eddy currents thus set up in 
this ring first move it along with the 
magnet in one direction, closing the cir- 
cuit through the actuating coil, so as to 
vive the master pendulum a pull. When 
the latter reaches the end of its swing 
and starts back, it drags the supple- 
mentary pendulum with it, due to the 
eddy currents set up, reversing the cur- 
rent through the driving solenoid and thus 
imparting a push to the master pendulum. 
In this way there is no mechanical contact 
and all the influence exerted upon the 
pendulum can be brought under perfect 
control. The entire apparatus mav be 
enclosed within a sealed case protected 


from atmospheric changes and maintained 
at a constant temperature. This is made 
easier by the fact that the pendulum may 
he started from a distance by passing a 
current through the driving coil—Trans- 
lated and abstracted from D'Industrie 
Electrique (Paris), June 10. 
< 


Eleetric Iron and Steel Furnaces. 

In this concluding section of a study of 
electric iron and steel furnaces some of 
the latest induction furnaces constructed 
are described. The Kjellin furnace of 
the latest type has a magnetic core with 
three legs—two outside the circular an- 
nular crucible and one within. Furnaces 
of this type, with capacities of eight tons, 
are now being built. With the bulk of 
the charge the ohmic resistance decreases, 
while the self-induction increases, thus re- 
ducing the power-factor. To compensate 
for this the frequency of the current may 
be lowered. A 750-kilowatt furnace being 
constructed for the Volklingen works is 
to be fed with currents at 5,000 volts, five 
cycles, per second. The core length is 
cight and one-quarter feet in this case. 
Such low frequencies are not desirable, as 
they necessitate special generators. The 
Electro Metal Company, of Ludvika, 
Sweden, improves the power-factor by 
raising the bath resistance, which is ac- 
complished by means of a bifilar trough, 
which follows the outlines of a figure U 
in a closed curve. A furnace for 5,000 
volts, at fifteen eveles a second, is being 
installed in the Volklingen works, where 
the five-evele furnace is in use. In the 
new furnace the trough is elliptic, having 
the general shape of the figure cight with 
the central bridge much broader than the 
outer limbs. Both cores of the trans- 
former are thus surrounded by the trough, 
while the bridge portion affords a spacious 
hearth. The transformer primary is 
cooled by filtered air, and a secondary of 
a few turns, also air-cooled, is placed about 
each primary. The currents from the two 
secondaries are led to electrodes placed so 
that the ciremt is completed through the 
bridge portion of the hearth, thus bring- 
ing the current density at that point up 
fo what it is in the narrower sections. 
The greater part of the heating is, how- 
The 


whole furnace has a semt-evlindrical Dol- 


ever, by means of induced currents. 


tom to enable it to be rocked for pouring 
purposes. In lining the furnace hoops 
of iron are set in, which are utilized for 
heating and drying out the lining. In 
use this furnace is never completely 
emptied, about 1,600 pounds of steel being 
left in the hearth to keep it hot. A com- 
plete heat lasts from two to three hours. 
The power-factor of the furnace is said 
to be 0.87. The thermal efficiency is from 
fifty to eighty per cent. The furnace 
operates steadily, and the temperature is 
easily controlled by varying the applied 
voltage. Another type of induction fur- 
nace has been constructed by Schneider 
& Company, of Creusot, France, in which 
the desired high resistance of the bath is 
secured by contracting the hearth in two 
parts. This furnace consists of two 
chambers connected by L-shaped channels 
having relatively small cross-sections, each 
of which is spanned by a transformer core. 
The furnace is charged in the larger of 
the two chamhers, about 1,000 pounds of 
molten iron being poured in first to act 
as conductor. It is mounted on three 
pedestals, two of which may be raised and 
lowered to cause the metal to flow through 
the channels. Usually, however, the dif- 
ference in temperature is sufficient to 
maintain the circulation. In this furnace 
ahout three tons of steel can be refined 
in twenty-four hours, about 1,600 pounds 
being drawn off after each treatment. 
From 800 to 900 kilowatt-hours are said 
to he necessarv to refine one ton of steel, 
and the efficiency is estimated at fifty-five 
per cent. Tf liquid charges were used en- 
tirely, the output of the furnace would 
he increased to fifteen tons. Although in 
the pure induction furnaces there is not 
supposed to be any electrolytic action, 
purification being due entirely to chemical 
action brought about by heat. the manner 
in which phosphorus and sulphur are re- 
moved suggests that the alternating cur- 
rent must have some additional action.-— 
Abstracted from Engineering (London), 


June 12. 
@ 
The Cadmium Cell at a Low 
Temperature. 


Although a great deal of research work 
has been carried out on the cadmium cell, 
it is surprising, says Henry Tinsley, that 
more attention has not been given to its 


July 4, 1908 


hehavior with varying temperature, espe- 
cially at low temperatures. A cold snap in 
last April enabled him to carry out some 
experiments on a batch of cadmium cells 
which he had made up according to the 
London National Physical Laboratory's 
specification. On completion these were 
found to be correct within three or four 
parts in 100,000 when compared with a 
standard cell which had been checked. 
During the cold spell the temperature of 
the mom in which these cells had been 
placed fell as low as three degrees centi- 
vrade, When it was found that the cells of 
the batch showed a difference of 190 parts 
in 100,000 as compared with the standard, 
and were thus near two millivolts off. AN 
of the cells showed good agreement among 
themselves. It was not thought that this 
variation was due to careless manipula- 
tion, otherwise greater variation among 
the thirty-six cells of the batch would 
have been expected, while this was found 
to he only ten parts in 100,000, A typical 
cell was taken from this bateh and obser- 
vations made upon it as the temperature 
of the room changed, readings being 
taken every half hour, and the test cell 
with a checked standard being placed in 
an oil hath. The lowest temperature ob- 
erved was 3.2 degrees centigrade. As 
the temperature rose from this, the master 
cell showed a uniform decrease in poten- 
tial from about 1.0199 volts at 3.2 degrees 
t 1.0192 at twenty-two degrees. The new 
vell taken from the batch, however, showed 
1 potential of only 1.0181 at 3.2 degrees 
ind the electromotive force rose rapidly 
with the temperature, being about 1.0195 
at ten degrees, and crossed the check-ccll 
curve at twelve degrees, the electromotive 
force then being 1.0196. The curve then 
turned over, reaching its maximum value 
at fifteen degrees, when the potential was 
1.0197. At seventeen degrees the curve 
had become parallel to the check-cell curve 
and from there on apparently was a 
‘traizht line, about 0.0002 volt above the 
line for the latter cell, From this curve 
it is seen that below fifteen degrees the 
wst cell had a positive temperature co- 
“ficient and above this the coefficient had 
the normal sign, It seems evident from 
lhis that this change in the temperature 
wethcient ean hardly be due to chemical 
"fect, as there is no such alteration in 
the solubility of the cadmium-sulphate 
‘lution, Some other explanation must 
he sought, The new cells had been con- 
‘tructed with cadmium amalgam contain- 
ing twelve and one-half per cent of cad- 
mum. The amalgam in the check cell 
“ntained but ten per cent of cadmium, 
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and it was noticed that the latter re- 
mained bright and liquid throughout the 
experiments, while the twelve and a half 
per cent amalgam apparently became solid 
and the surface took on a frosty or crystal- 
line appearance. Above fifteen degrees 
the latter again appeared to be fluid and 
the surface was bright. Early experi- 
ments with the new cells showed that 
above fourteen degrees centigrade they are 
in excellent agreement withthe master 
cell, not varying more than two or three 
parts in 100,000 from their mean. Mr. 
Tinsley suggests that this investigation 
scems to indicate, although it has not yet 
heen proved, that the twelve and one-half 
per cent cadmium amalgam becomes solid 
at temperatures below about ten degrees 
centigrade, and thus departs from its two- 
phase system of cadmium and mercury. 
It is probable that a similar curve would 
he obtained for the ten per cent amalgam 
cell if the temperature were carried low 
enough. The twelve and one-half per 
cent amalgam cell is in favor in Germany, 
although F. I. Smith, of the National 
Physical Laboratory, has pointed out the 
necessity of paving attention to the per- 
centage of the amount of cadmium used 
in preparing the amalgam.—Abstracted 
from the Electrician (London), June 12. 
< 

Electricity or Gas? -The Problem 

of the Small Consumer. 

Many years ago electricity was known 
popularly in England as “the poor man’s 
light,” but progress in gas lighting 
brought this expression into disuse. Now 
the development of high-efficiency incan- 
descent lamps has turned the tables so 
that electricity should be able to live up 
to its former title. This is the view taken 
by J. D. McKenzie, who analyzes the 
problem presented in the supplying of 
electricity to the small consumer. When 
electrie lighting was but little used the 
supply company could pick and choose its 


clients, and it generally completely 
ignored the small consumer. This policy 
can not be followed to-day. The elec- 


tricity supply company must find some 
means of supplying light to the small 
home if it is to extend its field. In all 
large cities, and in many small ones, there 
are tens of thousands of homes requiring 
a maximum installation of from three to 
ten lamps, with a maximum demand of 
from one to five lamps at a time. Al- 
though the individual consumption may be 
very small, the aggregate would make a 
wide difference in the output of the central 
station. These small consumers are to a 
great extent grouped together closely, so 
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that the supplying of them is a compara- 
tively easy matter. The objections to the 
use of electricity by the small consumer 
are: First, the high cost of installation, 
and, second, the cost of using the supply. 
In other words, it is said that electrical 
apparatus is too expensive to install and 
the price for electrical energy is prohibit- 
ive. The author does not accept this view, 
for although the present price of metallic 
filaments is high, they are fragile, the 
price must come down, and improvements 
will surely be made mechanically. These 
objections, however, do not obtain for low- 
voltage supply, and hence need not be con- 
sidered in the plan which he suggests. 
Regarding the cost of installation, it 


is cheaper to run a gas pipe than to lay 
underground cables meeting all the re- 
quirements of the Board of Trade; but 
many of these rules are unnecessary and 
there is no reason why a simpler method 
should not be adopted in which some re- 
laxation of rules and regulations could be 
secured. Although it may be cheaper to 
lay gas pipe than underground cables, this 
should not deter the electric company 
from putting in its wires if it can see a 
profit in so doing; and if an overhead 
distributing system be provided for groups 
of houses, the electrical connection wili 
probably be cheaper than the gas pipes. 
Moreover, in the majority of cases, the 
supply cables are actually passing the 
poor men’s houses, many times merely to 
supply a light, short load. In such cases 
a short run of cable would be all that is 
necessary. Another item in the cost of 
installation is that of the meter. The 
average meter in use to-day is too ex- 
pensive for this purpose. What is needed 
is one costing about $5 for a five-ampere 
load. The cost of electrical energy is then 
considered. This is found to be 5.2 cents 
per kilowatt-hour delivered to the con- 
sumer, not including any profit. This 
could probably be sold at six cents a kilo- 
watt-hour and pay well. The cost of 
electric service is compared with that of 
gas, and the author says that from recent 
figures which he has obtained the cost for 
similar periods and identical conditions 
was 71 to 100 in favor of electric 
lighting where the price of energy was 
six cents a kilowatt-hour and that of gas 
sixty-six cents a thousand cubic feet. At 
this ratio electricity might be sold for ten 
cents a kilowatt-hour, which would be 
equivalent to gas at seventy-eight cents a 
thousand feet. The scheme of distribu- 
tion proposed is to use a working potential 
of 200 volts alternating and to install a 
balancing autotransformer for each group 
of eight houses. From each branch of the 
transformer a supply is taken off to each 
house, giving twenty-five volts there. For 
a low-potential system of this kind elabo- 
rate precautions for the safety of the users 
are not necessary, and a much cheaper 
and simpler method of utilization may be 
adopted.—A bstracted from the Electrical 
Review (London), June 12. 
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The Westinghouse New 
Model Roney Mechanical 
Stoker. 


One of the problems most prominently 
before engineers at the present time is 
that of obtaining large evaporative capac- 
ity with sustained efficiency and smoke- 
less operation. This subject came up 
before the Smoke Convention held in 
Cleveland last week. 

Owing to the extreme difficulty of get- 
ting firemen to stoke in the manner re- 
quired to secure the desired results, it 
has been quite generally agreed upon by 
engineers that the mechanical stoker fur- 
nishes the simplest and the cheapest 
means of maintaining the conditions 
necessary for smokeless combustion, 
especially of long-flaming bituminous 
fuels. These conditions are especially dif- 
ficult to realize, except by mechanical 
means, under the heavy demands encoun- 
tered in the modern boiler plant—which 
often require steaming rates of fifty to 
100 per cent above rating for long periods. 
The essential requirements for perfect 
smokeless combustion are: 

(1) That the fuel be fed continuously 
to the furnace in small quantities in order 
that the volatile gases may be driven off 
at a uniform rate. 

(2) That these volatile gases shall be 
mixed with sufficient air and maintained 
at a high temperature. 

(3) A sufficient distance must be pro- 
vided between the fuel bed and the heat- 
ing surface of the boiler in order that the 
volatile gases will have time to be com- 
pletely consumed before being chilled by 
contact with the comparatively cool sur- 
faces of the boiler. 

(4) A suitable grate with liberal air 
passages for consuming the fixed carbon 
remaining after the coking process. 

(5) Some means of continuously agi- 
tating the fuel so as to bring all the 
particles of carbon into intimate contact 
with the air supply. 


(6) From a mechanical standpoint the — 


grate bar should have a large ratio of 
cooling to heating surface to permit higher 
rates of combustion, at the same time in- 
suring a long life. 

In addition to the above, to permit high 
rates of combustion with moderate draft 
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pressures, the following are also neces- 
sary: 

(7) An automatic means of agitating 
and advancing the fuel bed at the proper 
rate of combustion to suit the load carried. 

(8) Adjustable area for admission of 
air through the grate, increasing with the 
rate of combustion, so as to avoid exces- 
sive pressure drop through the grates and 
the fuel bed. 

These conditions have been carefully 
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ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


(4) No lost motion in grate movement 
due to wear, as grates return to inclined 
position by their own weight. 

(5) Cooling surface of grate-bar tops 
7.4 times the heating surface. 

(6) Low cost of repairs, owing to small 
number of moving parts and long life of 
tops. 

(7) Redistribution of. grate-bar tops 
possible so as to equalize wear over all 
parts of the furnace. 


SECTIONAL VIEW OF New Mops. WEsTINGHOUSE RONEY MECHANICAL STOKER. 


considered in the design of the improved 
stoker herein described, and the improve- 
ments embodied therein represent the 
gradual development from experience 
gained in the equipment of over a million 
and a quarter horse-power in boiler ca- 
pacity. The following is a summary of 
the most important features of the New 
Model stoker later discussed in detail. 


FEATURES OF WESTINGHOUSE NEW MODEL 
MECHANICAL STOKER. 

(1) Number of complete grate bars re- 
duced one-half. 

(2) Interchangeable parts (tops, webs, 
guards and dumping grates). 

(3) Grate bars automatically centre 
themselves in side bearers by their own 
weight. 


(8) No threaded bolts inside of fur- 
nace. 

(9) Non-sifting tops provided for first 
four rows of upper grates. 

(10) Guards and dumping grates inter- 
changeable without disturbing side or 
centre bearers. 

(11) Improved leverage for operating 
guard and dumping grate, minimizing 
labor of handling. 

(12) Thrust of connecting rod on 
rocker arm, direct—-not sidewise—thus 
avoiding twisting forces. 

(13) One hand adjustment for both 
grate movements. 

(14) Stop provided on each connecting 
rod to hold grates open for dislodging 
clinker. 

(15) Improved air distribution over 
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arch, which coola. the. arch and heats. the 
incoming air, thus preventing smoke. 

(16) Baffles over arch direct air supply 
so as to obtain uniform air distribution 
over fire. 

(17) Constant draft area through 
grate-bar tops practically two-thirds of 
total draft area. 


-portion of the, furnace. 


ELECTRICAL REVIEW 


cokes the fuel and drives off all the vola- 
tile gases, leaving the coke, or fixed car- 
bon, which is then gradually worked down 
the inclined surface by the rocking motion 
of the grate bars, imparted to them from 
the eccentric on the rock shaft. 

The oscillation of the grate bars not 


Upper Grate Bars, New MopEL WEstTINGHOUSE Roney MECHANICAL STOKER. 


(18) Moderate fluctuation in draft be- 

tween limiting movements of grate bars. 
GENERAL DESCRIPTION. 

Reviewing briefly the general type, it 
will be seen that the coal is fed into a 
hopper extending across the boiler front, 
usually by gravity from an overhead bin. 
From this hopper the fuel is automatically 


only works the fuel slowly down the fur- 
nace, but also keeps it constantly agitated, 
thus preventing to a large extent the for- 
mation of clinker, and bringing the fuel 
into intimate contact with the incoming 
air. After the solid combustibles have 
been totally consumed the remaining ash 
is discharged on to the dumping grate at 


LOWER GRATE Bars, New MopeEL WEsTINGHOUSE RONEY MECHANICAL STOKER. 


supplied to the furnace by a reciprocating 
pusher operated from the rock shaft by 
an eccentric. The fuel descends through 
the throat of the arch on to the upper 
grate bars, where it is subjected to an 
intense heat radiated from the incandes- 
cent fire-brick arch spanning the upper 


the bottom of the furnace. The opera- 
tions necessary to clean the fire are very 
simple. First the guard is raised to a 
position which prevents the fuel bed from 
sliding. Next, the dumping grate is 
dropped, permitting the ashes to fall into 


the ash pit. 


This entirely _ 
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From the foregoing brief description 
it will be evident that all the essential 
conditions necessary for high rates of com- 
bustion and smokeless operation have been 
fully realized, vz.. 

(1) Fuel is fed to the furnace at a 
uniform rate, depending upon the load. 

(2) Fuel is coked in the pea: a a 
preheated air supply. : 

(3) Combustible is brought into inti- 
mate contact with the required quantity of 
air for complete combustion. 

SECTIONAL GRATE BARS. 

One of the most important features of 
the New Model Roney stoker is the sec- 
tional grate bar, or fire top, illustrated 
herewith. For the upper four grates a 
non-sifting type top is used, provided 
with abutting horizontal ledges to pre- 
vent the fine fuel from sifting through the 
bars and at the same time permit a free 
entrance of the air. As only the thin 
edge of the fire top is exposed to the direct 
heat of the fire, while both sides and the 
bottom edge are cooled by the incoming 
air, it is evident that these tops are 
well protected from overheating, thus in- 
suring long life. As previously men- 
tioned, for each square foot exposed to 
the fire, 7.4 square feet of surface is 
cooled by the air, giving 7.4 times the 
cooling effect of the flat-top grate bar. 

As will be seen from the illustration, 
the grate proper consists of a number of 
thin plates set on edge in V-grooves. 
These hook over a trussed web and are 
held in place by a key-rod slipped in from 
the end. They are, therefore, easily re- 
moved. The webs have conical bearing 
surfaces at the end. which makes them 
self-centering in the side bearers and pre- 
vents any uneven wear. By lifting the 
webs out of the bearers and removing the 
key-rods, the tops may be. redistributed 


‘if desired, so as to equalize the wear in 


various parts of the furnace. 

Eight samples selected from different 
parts of the furnace below the arch line 
after seven months’ wear showed a maxi- 
mum and annual depreciation of about 
sixty-six per cent, indicating a minimum 
life of one and a half years. 

An average annual depreciation of about 
seventeen per cent was shown by these 
eight samples, indicating a probable life 
of about six years if the bars are redis- 
tributed from time to time. In the upper 
part of the furnace, however, the wear 
was practically nil. It should be noted 
that the boiler from which the samples 
were taken was subjected to unusually 
severe conditions, having been operated 
above rating practically continuously and 


at times forced to 100 per cent above its 
rated capacity. 

One of the principal advantages of the 
sectional grate-bar tops is that it reduces 
the amount of scrap when they have been 
sufficiently worn to be discarded. In this 
stoker, all internal parts are made inter- 
changeable. No bolts are used and any 
part can be removed without disturbing 
the other. 

GUARDS AND DUMPING GRATES. ® 

The new type of guard prevents the fire 
from sliding into the ash pit when the 
dumping grate is operated. As the lower 
end of the guard is now raised, instead of 
cutting through the fire, as formerly, it 
not only makes it possible to dislodge from 
the fire all clinker formed at the bottom, 
but also provides an unobstructed descent 
for the ash and clinker separately. When 
dropped to its normal position it permits 
the lower edge of the fire to settle quietly 
without tendency to slide. 

The new dumping grate is hinged about 
one-third forward, dumping both front 
and rear. Being nearly balanced, it is 
very easily operated. The upward motion 
of the dumping grate breaks up any 
clinker bridge tending to form between 
the grates and bridge wall. Both the 
dumping guard and grates rest in U- 
shaped trunions in the side bearers, the 
guard being simply hooked over the bear- 
ing rods. The latter can, therefore, be 
easily removed without dismantling any 
portion of the stoker. 

ROCKER MOTION. 

The rocking motion is transmitted to 
the grate bars by means of a connecting 
rod from the eccentric “agitator.” As the 
grate-bar tops are unbalanced, they return 
to the inclined position by their own 
weight, and, therefore, only one feed ad- 
justment is necessary, made by the sheath 


nut on the end of the connecting rod. As: 


motion has to be transmitted to the con- 
necting rod in one direction only by the 
agitator, a simple-looking device, or dog, 
is used for holding the grates open to 
permit rapid trimming of the fires. 

AIR DISTRIBUTION. 


As previously outlined, the most essen- 
tial requirements for smokeless com- 
bustion are a gradual coking of the green 
fuel and an adequate supply of preheated 
air admitted above the coking bed. These 
conditions have received special attention 
in the design of the New Model Roney 
stoker. The air supply to effect the com- 
bustion of volatile hydrocarbons is ad- 
mitted through two windgates located on 
either side of the stoker. It first passes 
to the rear of the fire-brick arch, extend- 
ing across the front of the furnace, and is 
then directed by baffles to the crown of 
the arch, at which point it enters the 
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front air spaces. From the latter it 
enters the furnace through the spaces be- 
tween the stoker front and the first ring 
of arch brick.- Passing the air over the 
furnace in this manner not only preheats 
the air, but assists materially in cooling 
the arch. 

The fire-brick arch is of such extent 
and so designed that it completely cokes 
the green fuel and directs the gases down- 
ward over the hottest part of the fire, 
therefore permitting the volatile gases to 
be completely consumed bce- 
fore coming in contact with 
any of the boiler heating 
surfaces. 

COMBUSTION. 

With the grates open 
maximum width the effecz- 
ive admission area of the 
entire grate is 36.8 per cent 
of the project area of the 
furnace. At maximum open- 
ing—i. e., in their lower 
position—the effective open- 
ing is 24.3; taking actual 
time of opening and closing., 
the average effective draft 
area of this type af stoker 
is 27.4 per cent of the total 
projected area, as compared 
with an average of 17.9 per 
cent with flat horizontal fire tops. This 
increased admission area makes it possible 
to maintain a higher rate of combustion. 
This has been very effectively brought out 
by a series of capacity tests conducted 
upon a 475-horse-power Babcock & Wil- 
cox stoker-fired boiler at East Pittsburg. 
During these tests an output of over 
double rating, 224.7 per cent, was main- 
tained for six hours, with but 0.42 inch 
furnace draft. This corresponds to a rate 
of combustion of forty-cight pounds per 
square foot per hour, with a very reason- 
able over-all efficiency of 63.5 per cent at 
this load. A test of twenty-five per cent 
above rating was maintained for six hours 
with 0.18 inch draft, with seventy-four 
per cent efficiency and _ twenty-three 
pounds of coal per square foot of grate 
per hour. The fact that the boiler and 
grate passed through this severe test with- 
out damage, while the brick setting was 
melted down. illustrates the effectiveness 
of the improved air distribution through- 
out the grates. and also the fact that a 
somewhat higher rate of combustion may 
be normally maintained with the same 
eficiency. In other words, a higher out- 
put per boiler unit. 

: APPLICATION. 

The Westinghouse New Model Roney 
stoker has been adopted in about fifty 
plants for lighting, railway, railroad and 
industrial service, with such good results 
that many equipped with the older type 
are voluntarily changing over to the new. 
The extent of application of this new type 
requires but brief reference. Suffice it to 
say that its labor-saving ability has heen 
appreciated to such an extent that in New 
York, for example, some of the large 
power stations are now being equipped 
with them. 
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A Novel and Improved Indi- 
cator Reducing Motion. 

A new and novel improved indicator 
reducing motion, on which patent has been 
lately applied for by F. H. and F. O. Ball, 
of the American Engine Company, Bound 
Brook, N. J., is seen for the first time as 
one of many novel details of the new 
American-Ball “Angle Compound” en- 
gme. Tt may be stated in the beginning, 


fe Indicator | 


Kia. 1.—INDICATOR ATTACHED TO ENGINE. 


however, that there exists no physical rea- 
son why this indicator rig should not be 
applied to other engines, inasmuch as its 
design and construction involve no fea- 
tures which should forbid its use on Cor- 
liss type engines, or any other type of 
reciprocating engine. 

The illustration, Fig. 1, A and B, shows 
the elevation and end view of the com- 
plete rig in connection with the crosg- 


Fra. 2.—TRANSLATING LEVER. 


head. lt will be seen that the device 
consists essentially in a slotted plate 
through which moves an L-shaped lever. 
At the elbow this lever is pivoted through 
a bolt, at the apex of a triangular slotted 
plate cast as one with the outer plate of 
the device, and at right angles to it. The 
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jshort arm of the L-shaped lever is forked. 
In the fork is set, by means of a pin, a 
small wheel or roller. Also connected with 
this arm is a pin which works through 
and at right angles to the outer plate. A 


helical spring, pressing against the outer - 


plate and a disc resting on the shoulder 
of the pin, constantly tends to maintain 
the L arm at the extreme end of the slot. 
The device is fastened by bolts to the 
frame of the engine. 

On the cross-head is secured, by means 


of bolts, a cast-iron cam plate or slide 


set at an angle in the vertical plane with 
the Jower end directed away from the 
cylinder and at such an angle that the 
lower or front end is in the neighborhood 
of two inches below the rear cnd. The 
angle of this cam plate is determined by 
the length of the stroke of the engine, so 
that the same difference in height between 
the front and rear ends of the plate will 
be preserved in all cases. It will be seen 
that when the cross-head is in position 
nearest the cylinder the lower end of the 
cam plate or slide attached to the cross- 
head is in contact with the wheel or roller 
at the lower end of the L arm, and as the 
cross-head travels forward this wheel or 
roller with its arm is raised in exact pro- 
portion to the piston travel against the 
pressure of the spring; the reverse taking 
place as the cross-head returns. The 
strength of the coiled spring is sufficient 
to prevent any lost motion with this de- 
Vice, even in a high-speed engine. It will 
furthermore appear that the adjustment 
of the cam plate can always be so ar- 
ranged that the travel of the upper end 
of the L arm is exactly that desired to 
turn the indicator cylinder the required 
distance without further reduction. 
Referring to Fig. 2, it will be seen that 
on top of the exterior plate is a small flat 
trigger or lock which engages with a slot 
milled into the spindle or pin working in 
and out through the plate. Thus when 
the pin is pushed to its extreme top posi- 
tion, the trigger can be slipped into the 
slot and the rig instantly thrown out of 
engagement, It is but the work of an 
instant to release the trigger and to throw 
the indicator rig into service. 
As far as the exterior appearance of this 
ng is concerned, the only visible portion 
8 a highly polished oblong metal plate on 
the engine frame with a slot through 
which projects a six or seven-inch lever 
with a hole in the top. The indicator 
cord may be kept constantly attached to 


the lever and cards taken continually, 
if s0 desired, on the rig thrown in and out 
>`% Service as many times as desired by 
the simple turn of a wrist. 
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A New Ward Leonard Battery- 
Charging Rheostat. 

Based upon a clear understanding of the 
work of a battery-charging rheostat and 
the requirements of an apparatus for this 
service, the Ward Leonard Electric Com- 
pany, Bronxville, N. Y., has made a new 
departure in storage-battery rheostat de- 
sign. A given minimum number of cells 
has a fixed minimum voltage, which in 
charging are opposed to the line-charging 


Fic. 1.—Tyree MC BattTery-CHARGING 
RHEOSTAT. 


volts; the difference between the battery 
volts and the line-charging volts is the 
maximum volts applied to the rheostat. 
In the Ward Leonard MC type rheostat, 
illustrated herewith, there are several 
switches in parallel, each switch control- 
ling its respective resistance. Each resist- 


“ance is designed to carry the maximum 


amperes that can be made to pass by the 
maximum volts that can be applied as 
stated above. To secure any charging 
amperes within the rating of the rheo- 
stat it is merely necessary to close the 
proper switches. There are five switches 
giving thirty-one steps of control. Each 
switch is marked with the approximate 
amperes that will pass when it is closed 


Fic. 2.—Type MC Rueosrat with LINE 
SWITCH AND FUSES. 


and all the other switches are open. By 
reading the switch markings the approxi- 
mate charging amperes are gotten at a 
glance. It is impossible to cause an over- 
load through the circuit, the cells being 
thoroughly protected from abuse. 

The resistance elements are the stand- 
ard Ward Leonard enameled resistance 
units. They are fireproof, strong and 
light, and are protected against chemical, 
electrical and mechanical depreciation. 
Any rheostat of the MC type, designed 
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for a minimum number of cells, can be 
used to charge a greater number of cells 
but at a slightly decreased charging rate. 

Twelve is the minimum number of 
cells used in clectric carriages. There- 
fore the minimum batterv volts are ap- 
proximately twenty-four. Twenty-four 
volts opposed to a 120-volt line circuit 
leaves ninety-six volts to be used up in 
the rheostat. For pleasure carriages forty 
amperes are the maximum charging am- 
peres. An MC rheostat as described, for 
twelve cells and forty amperes charging 
rate, has each switch and its resistance 
designed to be connected across ninety- 
six volts, and when all the switches are 
closed forty amperes will pass through 
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Fic. 3.—BANK OF Type MC SWITCHES FOR 
GARAGE SERVICE. 


the circuit. Such a rheostat can be used 
to charge the following number of cells at 
the following charging rates: 


With 12 cells in circuit a maximum charging 
rate of 49 amperes is obtained. 


With 24 cells in circuit a maximum charging 
rate of 38 amperes is obtained. 


With 30 cells in circuit a maximum charging 
rate of 28 amperes is obtained. 


With 36 cells in circuit a maximum charging 
rate of 22 amperes is obtained. 


With 40 cells in circuit a maximum charging 
rate of 18 amperes is obtained. 


With 44 cells in circuit a maximum charg} 
s e J 
rate of 15 ampercs is obtained. oe 


Such a rheostat designed for any fixed 
number of cells is stated to be absolutely 
“fool-proof.” The greater the number 
of cells the smaller the rheostat and the 
less the cost. 

Fig. 1 shows the MC type rheostat as 
described ; Fig. 2 shows this rheostat with 
a line switch and fuses added, making a 
complete installation, and Fig. 3 shows a 
bank of these rheostats for garage service. 
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Educational Plans of Boston 
Edison Company. 

The Edison Illuminating Company of 
Boston have completed arrangements with 
Professor Sydney Whitmore Ashe to 
carry on next winter a comprehensive 
scheme of educational work for its em- 
ployés. The course which will be given 
beginning January 1 will be along lines 
somewhat similar to the educational 
courses carried on in the past two years 
by the New York Edison Company and 
the Brooklyn Edison Company. The 
number of lectures to be given will be 
limited to twenty, sessions being held both 
afternoon and evening, thus affording all 
employés an equal opportunity to attend. 
The course will be given directly under 
the supervision of the Edison Club, a 
special lecture committee being appointed 
for the purpose. Herbert W. Moses, 
president of the club, will be chairman 
of the committee. The lectures will be 
one and one-half hours in length, and 
will be both theoretical and practical, 
everything being demonstrated in an ex- 
perimental manner. 
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Changes in Electrical Engi- 
neering Course at Cornell. 
At the fortieth commencement of Cor- 

nell University, occurring on Thursday, 

June 18, ninety-nine students completed 

the course in electrical engineering, a 

number somewhat smaller than that of 

last year, when 107 completed the course. 

The curriculum in electrical engineer- 
ing for next year has been modified some- 
what. In accordance with the plan which 
has been followed for several years, more 
time and attention will be devoted to the 
theory of the characteristic performance 
of electrical circuits and machines. To 
provide this time in part the mechanical 
laboratory practice will cease at the mid- 
dle of the senior year. The complete elec- 
trical course will then consist as follows: 

(1) Two recitations per week and one 
laboratory period per week throughout the 
junior year. 

(2) Two lectures, two recitations, two 
three-hour computing periods, and two 
laboratory periods with one recitation per 
week throughout the senior year. 

The instruction in electrical engineer- 
ing in the junior year is intended to ac- 
quaint the students with engineering prac- 
tice, and to indicate the main divisions of 
the field. The theoretical elements are re- 
viewed to prepare the way for more 
thorough work in the senior year. During 
the senior year the purpose is to lay a 
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theoretical foundation for future practice, 
by studying the performance of circuits 
and machines experimentally, and by pre- 
dicting their performance from their di- 
mensions and physical constants. During 
the second half of the senior year the 
students are provided with optional 
courses of a more practical nature, with 
a view to showing them how the theory 
is applied in particular lines of work, such 
as electric railways, transmission of intel- 
ligence, design of electrical machines, and 
power generation and transmission. 
= l 
A Fine Edison Tungsten 
Exhibit. 

The New York Edison Company has 
established, at one of its branch offices in 
West Forty-second street, New York city, 
a very effective display of tungsten lamps. 
Across the front of the store are two win- 
dows abont sixteen feet high by ten feet 


THE Epison DisPpLAY WINDOW ON WEST Forty- 
SECOND STREET, NEW YORK CITY. 


wide and about six feet deep. A reflector, 
made up of small squares of prism glass, 
extends for a distance of about five and 
one-half feet down from the top of the 
window. The ceiling of each window is 
studded with twenty-eight 100-watt tung- 
sten lamps, each lamp being equipped with 
a Holophane concentrating reflector. The 
sides and floor of the window are painted 
a dead white, and the angle at which the 
light strikes the window glass also in- 
creases the reflected light. Luminometer 
measurements in these windows gave read- 
ings ranging from ninety-three to 100 
foot-candles. This, of course, is an ex- 
treme in window lighting to which few 
merchants would care to go. As a demon- 
stration which attracts the attention of the 
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passersby, however, it has been a complete | 


success. Forty-second street, around this 
point, is very well illuminated, and the 
storekeepers are disposed to keep their 
windows well lighted. In spite of this 
generally good illumination, however, the 
windows of the Edison company form a 
remarkable contrast to the illumination all 
about them. 

—— oM 
President Whiteside Notes 
Marked Improvement 
in Business. 

While in New York city last week, 
Walter H. Whiteside, president of the 
Allis-Chalmers Company, made the fol- 
lowing statement to a correspondent of 
the Wall Street Journal: 

“There is a marked improvement in 
general business. Within the last ninety 
days the bookings of machinery orders 
have increased from thirty per cent to fifty 
per cent of normal. The business for 
June to date indicates that at least sixty- 
five per cent of normal will be reached. 
New inquiries received are constantly in- 
creasing in number and volume. They 
are of a much more substantial character 
than at any time since the depression be- 
gan. Their general tone denoted exten- 


. sive plans in contemplation and for early 


development ; the question of prompt ship- 


ment being already regarded an important 
consideration. < Rie - 


“The immediate requirements for a 
larger volume of new machinery for neces- 
sary extensions and improvements to exist- 
ing plants are greater than for four years. 
This for the reason that with many op- 
erating companies purchases which under 
ordinary circumstances would have been 
made a year or eighteen months ago were 
put off, due to the monetary and other 
conditions, until to-day the factor of 
safety in these plants is becoming a serious 
matter and new equipment must be added. 

“Unlike previous depressions, following 
which collections for comparatively long 
periods continued very unsatisfactory, 
there was a substantial improvement 
within a short time after the recent flurry, 
and at the present time collections are 
exceptionally good. 

“While some difficulty may still be ex- 
perienced in the way of financing entirely 
new undertakings, yet the financial con- 
dition of the relatively small buyer is on 
a sound basis and credits are about normal. 
In fact, the improvement in new orders 
placed is from the smaller class of pur- 
chasers, who are, commercially, an impor- 
tant factor. Of course, this class of busi- 
ness is widely diffused, but in the aggre- 
gate it is greatly stimulating improved 
trade conditions. 

“The business outlook is distinctly en- 
couraging.” 


\\ 
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DOMESTIC AND EXPORT. 


NEW YORK APPELLATE DIVISION DECIDES THAT TELE- 
PHONE SHARES ARE TAXABLE—The Appellate Division at Al- 
bany, N. Y., decided on June 19, in the case of Martin H. Glynn, 
comptroller, against Henry W. Conklin, as referee, and the Security 
Trust Company, of Rochester, that shares of stock sold on a public 
judicial sale by a referee who appeared by the court in an action 
to foreclose a mortgage are taxable under the stock transfer act of 
1905. Conklin, as referee, sold at auction in Rochester 322,726 
shares of Rochester Telephone Company for $250,000. The court 
orders judgment for the comptroller for $8,454. 


HUDSON RIVER ELECTRIC POWER COMPANY’S PLANS 
RESTRICTED—The Public Service Commission of the Second (up- 
state) District of New York has abrogated the order of the com- 
mission of last December giving authority to the Hudson River 
Electric Power Company to issue $3,232,000 bonds under a con- 
solidated and refunding mortgage for $30,000,000 executed by the 
company. This closes, for the present at least, the efforts of that 
company to develop on its own behalf the water power of the 
Sacandaga River. The State Water Supply Commission is now de- 
veloping plans which will be submitted to the next legislature as 
to the water power of the Sacandaga River. 


UNFAVORABLE REPORT ON LOUISIANA TELEPHONE 
BILL—The senate corporations committee, by a vote of five to 
four, on June 16 decided to report unfavorably on Senator Stafford’s 
bill authorizing the people of all cities over 10,000 inhabitants to 
nullify the action of the city councils rejecting applications for 
telephone franchises, by a referendum election ordered for that 
purpose. The bill was opposed by Mayor Behrman, Senator Voegtle, 
C. H. Ellis and S. Locke Breaux, who reviewed the history of tele- 
phone agitation for the past year, and explained the present modus 
vivendi under which Cumberland Telephone Company is given a 
year's time to improve its service and lower rates, if it be found 
by the board of trade committee that such reduction be justified by 
its revenues. 


NEW ORLEANS RAILWAY AND LIGHT COMPANY’S PLANS 
TO RETIRE FLOATING DEBT—The New Orleans Railway and 
Light Company has sold to George H. Burr & Company, $1,300,000 
one-year six per cent collateral notes, the proceeds of which will be 
used to retire the floating debt of the company. The notes are 
secured by the deposit of $2,400,000 of the company’s general mort- 
gage thirty-year, four and one-half per cent bonds, which have been 
held in the treasury. The July, 1908, and January, 1909, coupons 
are to remain attached to these bonds, giving them an actual 
face value of $2,500,000. The bonds are now selling at between 
seventy-two and seventy-three. The company reserves the right 
to retire the notes at 101 on any interest date by giving fifteen days’ 
notice. The Whitney Central National Bank, the Hibernia Bank and 
Trust Company, the Canal Louisiana Bank and Trust Company and 
the Interstate Trust and Bank Company, all of New Orleans, have 
agreed to loan the company an additional $700,000 to be secured by 
certain real estate which the company owns not covered by the 
general mortgage, of a value of about $300,000, and the equity in 
the bonds deposited to secure the $1,300,000 loan made by Burr & 
Company. It is understood that about $1,000,000 of the six per cent 


notes have already been sold. The balance is being offered at 
par and interest, 


THIRD RECEIVER FOR NEW YORK CITY RAILWAYS—If 
plans now Proposed are perfected, application for a third receiver 
Will soon be made on behalf of the protective committee of the 
$12,500,000 collateral trust five per cent bonds of the Metropolitan 
atari and the $16,604,000 refunding mortgage four per 
AE aa Whether or not application will be made and receiver 
i depends upon whether the two committees can come to 

Understanding in the matter or not. Since the receivers took 


charge the Third avenue has been cut out of the system and a 
separate receiver for it appointed. Separate receivers have also 
been appointed for the Union Railway Company and for its subsid- 
iaries and for other subsidiaries of the Third avenue. The 
Fulton street line has been abandoned and a receiver for the com- 
pany asked. The company has outstanding $500,000 of bonds. The 
receivers have petitioned the court for permission to default on the 
rental of the Central Park, North & East River Railroad Company, 
and the Twenty-eighth & Twenty-ninth Streets Railroad Company, 
and if permission is granted separate receivers for each company 
are likely. The abandonment of the line of the latter company, and 
part, or perhaps all, of that of the former company, may also follow. 
Up to the present time the defaults of the receivers amount to 
$7,751,308. This amount does not include the seven per cent divi- 
dend on Metropolitan’s $52,000,000 stock or the rentals on the 
Central Park, North & East River Railroad and the Twenty-eighth 
& Twenty-ninth Streets Crosstown Railroad. In the face of these 
heavy defaults it has been necessary for the receivers to sell $3,500,- 
000 receivers’ certificates in order to get funds with which to put 
the lines in shape for operation. 


FIRST DISTRICT PUBLIC SERVICE COMMISSION, NEW 
YORK, DENIES APPLICATION OF LONG ACRE LIGHT AND 
POWER COMPANY—Denying the application of the Long Acre 
Light and Power Company for permission to issue $10,000,000 of 
preferred stock and $50,000,000 of bonds, the Public Service Com- 
mission, on June 26, took the position that practically all the ad- 
vantages of competition claimed by the applicant could be secured 
through the powers of the commission, while actual competition 
would cause inconvenience and expense to the public, and would 
ultimately be urged as a reason why rates should not be reduced 
to consumers. The Long Acre company was incorporated in 1903 
for the purpose of manufacturing and distributing electricity for 
light, heat and power. The area to be supplied was at first defined 
as bounded by Fifty-ninth street, Fifth avenue, Thirty-third street 
and the Hudson River, but in 1907 it was extended to include all 
of the boroughs of Manhattan and The Bronx. The intent was to 
enter the field as a competitor of the New York Edison Company. 
The Long Acre company has $50,000 in capital stock and $500,000 
in bonds outstanding. The proposed new issue of preferred stock 
was to be non-voting. Of the $50,000,000 of bonds it was proposed to — 
issue at the present time only $12,000,000. They were to pay 
interest at the rate of six per cent and run for fifty years. The 
company also applied for permission to execute a mortgage on 
all its property, present and future, to secure the bonds. The 
company’s application, when received by the commission, wag re- 
ferred to Commissioner Maltbie, who held numerous hearings, at 
which arguments for and against the application were made. Mr. 
Maltbie’s report, which was unfavorable to the application of the 
company, was made on June 26 and adopted by the commission, and 
on his recommendation an order denying the application was issued. 


OBITUARY NOTES, 


MR. M. C. MILLS, assistant superintendent of the Mead- 
ville & Cambridge Springs Street Railway Company, Meadville, Pa., 
died on Saturday, June 20, from injuries received in a collision on 
the morning before. 


MR. WILLIAM HAMILTON YOUNG, manager of the Washing- 
ton (D. C.) office of the Western Union Telegraph Company, and 
familiarly known throughout the United States as Colonel “Ham” 
Young, died on June 19 at the home of his son, Frank M. Young 
in Chicago, Ill. Mr. Young was on duty connected with the Repub. 
lican national convention, and was taken ill on the Thursday before 
his death at the Coliseum. He was one of the first telegraph oper- 
ators of the country, and was the retiring president of the Old 
Time Telegraphers’ Association. He entered the telegraph service 
in 1850, and during the Civil War served in the War Department. 
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ELECTRIC LIGHTING. 


WATERVLIET, MICH.—The electric light plant at Manton is 
to be operated by power from Cedar Creek. 


DETROIT, MICH.—Tekonsha has voted down a proposition to 
bond the town for $12,000 for the purpose of installing a municipal 
electric light plant. 


MILFORD, N. H.—Extensive improvements are being made at 
the electric light plant, including the addition of new machinery 
and a new chimney. 


MARLBORO, MASS.—The Marlboro Electric Company will fur- 
nish current to the new municipal electric light plant which is to 
be erected at Shrewsbury at a cost of $15,000. 


FALL RIVER, MASS.—The contract for installing an electric 
lighting plant in the Nos. 1 and 2 Granite mills has been awarded 
to Potter & Earle. About 3,000 lights will be required. 


HAILEY, IDA—The Idaho Consolidated Mines Company, 
Limited, has completed a hydroelectric plant at a cost of over 
$50,000. The power used. is derived from Wood River, and will 
develop 1,200 horse-power. 


ROSALIA, WASH.—Work has been begun on the lighting sys- 
tem here. Practically every business house in Rosalia will be sup- 
plied and numerous residences are being wired. The work will be 
pushed as rapidly as possible. 


BINGHAMTON, *N. Y.—The board of contract and supply has 
awarded a three-year contract to the Binghamton Light, Heat and 
Power Company. This will effect a saving of $13,000 as compared 
with the present cost of lighting. 


CARROLLTON, KY.—The city council of Carrollton has let the 
contract for a new electric light plant. The contract includes a 
new 250-horse-power engine, a 250-kilowatt dynamo, and the erection 
of a new building, amounting to $19,200. 


HARTFORD, CT.—The following directors of the Farmington 
River Power Company were elected at the annual meeting: E. B. 
Bennett, Henry Roberts, Atwood Collins, A. C. Dunham, John S. 
Hunter, H. C. Judd, W. W. Smith, James Terry. 


BRISTOW, OKLA.—An election has been called for July 6 at 
which time the electors will vote on the proposition of a $35,000 
bond issue for the purpose of installing a water system. It is 
planned to install a municipal light plant also. 


TOPPENISH, WASH.—At a meeting of the city council A. H. 
Campbell and M. Kramer, of Seattle, were given a franchise to 
furnish electric lights and power for the city of Toppenish. The 
work is to begin on the plant within sixty days and to be completed 
within six months from date. 


PATCHOGUE, L. I.—The village trustees have concluded 2 
contract with the Patchogue Electric Light Company for lighting 
the village streets for five years. Under the contract the light 
company is to furnish 125 or more twenty-five-candle-power, metal- 
lized-filament lamps for $18 per year per lamp. 


ATCHISON, KAN.—A contract for rebuilding the electric light 
ing system of the Atchison Railway, Light and Power Company 
has been let to the General Electric Company, of Schenectady, N. Y., 
at its bid of $23,640. The changes include new generators in the 
power-house, new arc lights in business houses and for street 
lighting, etc. The work will be in charge of Leonard Schaeffer. 


SPEARFISH, S. D.—The success of the electric power and 
lighting plant, recently installed eight miles below this city by a 
syndicate of Spearfish men, has led the company to seek a location 
for another plant. One of the largest canal systems in the Black 
Hills will be built. The canal will furnish power to rup an electric 
power plant at Beulah, Wyo., developing 1,800 horse-power. The 
power will be used in the mines of the Black Hills. 


SALT LAKE CITY, UTAH—Engineers of the Utah Light and 
Railway Company are busily engaged preparing plans for the power 
plant to be built in Weber Cañon by the Harriman system. Actual 
construction work will begin within a few weeks, and the plant 
will be completed and ready for use this fall. The plant will 
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generate 3,000 horse-power, which will be distributed in Salt Lake 
and Ogden. A dam for the conservation of water will be built 
on the Weber River, just above Devil’s Gate. 


DENVER, COL.—George Pullman Sanger, J. M. Blincoe and 
C. W. Lathrop have secured a franchise to furnish Arvada with 
electric light, and filed incorporation papers with the secretary 
of state for the Arvada Electric Company. They will spend 
$32,000 on a transformer plant in the town, to be furnished with 
power by the Denver Gas and Electric Company. The plant will 
provide electricity for light and fuel purposes and for commercial 
service. Later the company will operate in other parts of Jefferson 
County. 


PUEBLO, COL.—The directors of the Colorado & Kansas Power 
and Transmission Company at a recent meeting elected the following 
officers: President, S. H. Atwater, of Cafion City; vice-president, 
Henry Warner, of Garden City, Kan.; treasurer, W. O. Bourne, of 
Dodge City, Kan.; secretary, E. W. Palmer, of Pueblo, and assist- 
ant secretary, L. M. Markham, of Garden City, Kan. Andrew Mc- 
Clelland, of Pueblo, tendered his resignation as a director. Sur- 
veyors are in the field and it is thought that work on the Cafion 
City-Pueblo branch of the project will be started within the next 
few weeks. 


LANCASTER, N. H.—The electric light company formerly. 


owned by Jones & Linscott has passed to a stock company in 
which the former owners are heavy stockholders. The new com- 
pany will be Known as the Jones & Linscott Electric Company, and 
is incorporated under the general laws of the state. The new 
company has among its stockholders a number of business men of 
the town. Officers have been chosen as follows: President, Harry 
H. Jones; treasurer, Fred S. Linscott; clerk, Merrill Shurtleff. 
Directors: Mr. Jones, Mr. Linscott, Mr. Shurtleff, C. W. Sleeper 
and W. H. McCarten. 


DOVER, N. J.—The common council has entered into a ten-year 
contract with the Dover Electric Light Company for lighting the 
streets of the town at a rate slightly in excess of the rate of the 
old contract which expired July 1. The new contract allows $85 
a year for each arc lamp, the same as heretofore, and $17 a year 
for each incandescent lamp, an increase of $1 per lamp. As a 
partial offset to the increased rate, the lighting company is re- 
quired to light the police station, fire-engine house and other 
municipal buildings free of cost. Heretofore the company has been 
charging meter rates for this service. 


BOULDER, COL.—The announcement is made by Curtis & Hine, 
of Colorado Springs, that the Eastern Colorado Power Company 
will at once resume work with a full force on its power project in 
this county. The project contemplates the expenditure of over 
$2,000,000 and will ultimately furnish something like 30,000 horse- 
power from the waters of Middle Boulder Creek, supplemented by 


` great reservoirs for the storage of flood waters. For about a month 


the force has been increased gradually, and 150 to 200 men are 
employed. The force will be increased as fast as room can be 
made for the men until the full force of 600 to 700 men is at work. 


DATES AHEAD. 


National Electrical Contractors’ Association. 
Chicago, 111l., July 15-17. 

Michigan Electric Association. Annual meeting, Grand Rapids, 
Mich., August 18-21. 

International Association of Municipal Electricians. Annual 
convention, Detroit, Mich., August 19-21. 

American Society of Municipal Improvements. Annual meeting. 
Atlantic City, N. J., October. 

Illuminating Engineering Society. Annual convention, Philadel- 
phia, Pa., October 6-7. 

American Street and Interurban Railway Association. Annual 
convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Accountants’ Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Claim Agents’ Asso- 
ciation. Annual convention, Atlantic City, N. J.. October 12-16. 

American Street and Interurban Railway Engineering Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Manufacturers’ Asgo- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 

American Electrochemical Society. Fall meeting, New York 
city, October 30-31. 


Next meeting, 
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PERSONAL MENTION. 


MR. C. E. CORRIGAN, vice-president of the’ National Metal 
Molding Company, Pittsburg, Pa., was a New York visitor last week. 


MR. T. F. SALTER, well known as an engineer in the field of 
hoisting and conveying apparatus, has been appointed to a new 
position as chief engineer of the Standard Roller Bearing Company, 
of Philadelphia, Pa. 


MR. C. C. ADAMS, vice-president of the Postal Telegraph-Cable 
Company, has been receiving congratulations for the masterly and 
able manner in which he handled the telegraph facilities at the re- 
cent Chicago Republican convention. 


MR. C. J. H. WOODBURY was the recipient of the degree of 
Doctor of Science, conferred by Dartmouth College, at its com- 
mencement, June 24, this being the second time he has received the 
same degree, the first being from Union College, New York, in 1906. 


MR. AND MRS. WILLIAM J. DENVER, of Roxbury, Mass., an- 
nounce the engagement of their daughter, Julia, to Mr. John W. De 
Crow, Yale, class of 1900. Mr. Denver is well known throughout 
telephone circles as the assistant general manager of the New 
England Telephone and Telegraph Company. 


MR. W. N. RYERSON, whose election to the presidency of the 
Canadian Electrical Association was announced last week, was born 
in New York city in 1874. He was educated in the public schools 
and graduated in 1896 from the electrical engineering course of 
the School of Mines, Columbia University. After graduation he 
served for one year with the 
Sprague Electric Elevator Com- 
pany in the testing and drafting 
departments. He then worked for 
six months with the Western Elec- 
tric Company, in the switchboard 
designing department. For three 
years he worked with the Metro- 
politan Street Railway Company, 
New York city, in the construction 
and operating departments, and for 
three and one-half years was with 
the Manhattan Railway Company, 
New York city, and later with the 
Interborough Rapid Transit Com- 
pany, first as chief operator of the 
generating station, and for the last 
two and one-half years as super- 
intendent of substations for the 
Manhattan Elevated system and the 
New York city subway. Since April 1, 1905, Mr. Ryerson has been 
superintendent of the Ontario Power Company, of Niagara Falls,’ 
Ontario, in charge of construction, operation and local business 
management, including supervision of the sale of power. He is an 
associate member of the American Institute of Electrical Engineers, 
a member of the American Society of Mechanical Engineers, and 
a member of the Canadian Society of Civil Engineers. 


NEW INCORPORATIONS. 
LANSING, MICH.—Home Telephone Company, Mulford. $15,000. 


HARRISBURG, PA.—Mount Bethel & Mount Aetna Telephone 
and Telegraph Company, Myerstown. $10,000. 


AUSTIN, TEX.—Postal Telegraph and Cable Company, of Texas. 
Capital decreased from $2,000.000 to $120,000. 


MADISON, WIS.—Amacoy Telephone Company, Bruce. $1,000. 
Incorporators: E. C. Campbell, Burt Stevens and others. 
COLUMBUS, OHIO—The Falls Heat, Light and Power Company, 


Cuyahoga Falls. $10,000. Incorporators: W. A. Scarl, S. D. Tifft, 
W. B. Middleton, C. A. Davis and C. K. Fowler. 


LITTLE ROCK, ARK.—People’s Light, Water and Power Com- 
pany, of Newport. $25,000. Incorporators: F. R. Suits, president; 
George 0. Beebe, secretary-treasurer, and Henry Baldus. 

SPRINGFIELD, ILL.—McHenry Electric Service Company. To 
operate an electric light and power plant. $25,000. Incorporators: 
G. K. Paige, L. Howell, P. J. Boonstra, Chicago. 


Ter N. C.—The Green River Telephone Company, of 
eo To construct and operate a telephone line from 

rdton to Green River, Polk County. $10,000 capital. In- 
corporators: John C. Mill, Poe W. Eskridge. 


Mr. W. N. RYERSON. 
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ELECTRICAL SECURITIES. 

In many quarters there is a well-defined impression that the 
stock market is due some time during the summer for another 
advance in prices, and this of substantial proportions. The reasons 
for this are not just now apparent, although reports are not dis- 
quieting, so far as business in general for this time of year is 
concerned. In fact the electrical field is feeling the impulse of a 
greater confidence in the near future, and, although business has 
fallen off very materially, orders in hand indicate a greater activity 
than was expected a month or two ago. 

Dividends have been declared upon the following electrical 
securities: New England Investment and Security Company; regu- 
lar semiannual dividend of 2 per cent on the preferred stock, 
payable July 1 to stock of record June 20. Washington Water Power 
Company, of Spokane, Wash.; regular quarterly dividend of 1% 
per cent, payable July 1 to stockholders of record June 20. Manila 
Electric Railroad and Lighting Company; regular quarterly divi- 
dend of 1 per cent, payable July 1 to stockholders of record June 20. 
Rochester (N. Y.) Street Railway Company; regular quarterly divi- 
dend of 14% per cent on the preferred stock, payable July 1 to 
stock of record June 23. Radio Telephone Company; regular 
quarterly dividend of 1 per cent and an extra dividend of 2 per cent, 
payable July 15 on stock for which full cash payment has been 
made prior to July 1, 1908. New York & New Jersey Telephone 
Company; regular quarterly dividend of 1% per cent, payable July 
15 to stock of record July 6. Electric Storage Battery Company, 
Philadelphia Pa.; quarterly dividends of 3%, of 1 per cent on both 
common and preferred stocks. This compares with 1 per cent on 
each stock three rhonths ago, and six months go 114 per cent on 
each stock. The dividends were payable July 1. Mexican Tele- 
graph Company; regular quarterly dividend of 2% per cent, payable 
July 16. Bell Telephone Company of Pennsylvania; regular quarter- 
ly dividend of 114 per cent, payable July 15 to stock of record 


July 3. Massachusetts Lighting Company; regular quarterly divi- 


dend of 114 per cent, payable July 15 to stock of record July 1. 
Commonwealth Edison Company; quarterly dividend of 11⁄4 per 
cent, payable August 1. Philadelphia Company; regular quarterly 
dividend of 1%, per cent on the common stock, payable July 1. 
West India Electric Company; quarterly dividend of 1 per cent, 
placing the stock on a 4 per cent basis. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED JUNE 27. 


New York: Closing. 
Allis-Chalmers common..................... 10%, 
Allis-Chalmers preferred.................... 34%, 
Brooklyn Rapid Transit.................... 46% 
Consolidated Gas.............. ccc cece eee 123% 
General Electric........ 0.0... 0.0... cece eee 130 
Interborough-Metropolitan common.......... 1014 
Interborough-Metropolitan preferred......... 28 
Kings County Electric....................... 115 
Mackay Companies (Postal Telegraph and 

Cables) common................cccceeee 631, 
Mackay Companies (Postal Telegraph and j 

Cables) preferred....................... 63 
Manhattan Elevated........................ 132 
Metropolitan Street Railway................ 23 
New York & New Jersey Telephone.......... 100 
Western Union (ex dividend)............... 53 
Westinghouse Manufacturing Company...... 55 

Boston: Closing. 
American Telephone and Telegraph.......... 117% 
Edison Electric []luminating................ — 
Massachusetts Hlectric...................... 46 
New England Telephone.................... 111 
Western Telephone and Telegraph preferred. 65 

Philadelphia: Closing. 
Electric Company of America.............., 10% 
Electric Storage Battery common........... 29 ` 
Electric Storage Battery preferred.......... 29 
Philadelphia Electric.................0.00., 9 
Philadelphia Rapid Transit................. 15 
United Gas Improvement.................... 86 

Chicago: Closing. 
Chicago Telephone........................., 130% 
Commonwealth Edison..................... 971, 
Metropolitan Elevated preferred............. 49% 
National Carbon common................... 69 
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ELECTRIC RAILWAYS. 
MARION, IND.—Surveys have been begun for the new Marion- 


Logansport traction line, under the direction of Henry F. Coleman, 
of Logansport. 


DOVER, N. J.—Salmon Brothers, of Ledgewood, have the con- 
tract to build the trolley line from Silver Spring Park to Bertrand 
Island, on the east side of Lake Hopatcong. 


SHERMAN, TEX.—The longest interurban electric railway in 


the Southwest was finished on June 16. 
and runs between Sherman and Dallas. 


It is sixty-seven miles long 


PORTLAND, ORE.—The power plant of the Portland Railway, 
Light and Power Company at Cazadero was partially destroyed on 
June 21. The plant is valued at $750,000. 


PHILADELPHIA, PA.—The Northern Cambria Street Railway 
Company, operating out of Johnstown, Pa., and connecting impor- 
tant towns, has decided to issue $100,000 bonds to build to the 
town of Hastings. 


JANESVILLE, ILL.—Judge Grimm, in the Circuit Court, having 
decided that the franchise granted the Rockford & Interurban Rail- 
way Company was not properly granted, a new franchise will be 
prepared and submitted to the town council. 


NEW YORK, N. Y.—At a meeting of the board of estimate and 
apportionment a resolution was adopted granting the petition of the 
New York & Queens County Railway for a franchise to extend its 
road to Eleventh avenue and Thirty-sixth street, in the old village 
of Whitestone. è 


LA JUNTA, COL.—The articles of incorporation of the Kansas- 
Colorado Electric Railway and Power Company have been for- 
warded to the secretary of state at Denver for filing. This is the 
company which proposes building an electric line from Dodge City, 
Kan., to Cañon City. 


BALLSTON, N. Y.—Frederick H. Beach was appointed receiver, 
on June 23, of the Eastern New York Railroad Company, an electric 
line twelve miles long. The industrial depression and financial 
panic, together with the failure of the Philadelphia banking house 
which carried the railroad’s bonds, caused the receivership. 


DENVER, COL.—O. F. Olson, who has been completing arrange- 
ments for the construction of the new electric line from Fort 
Collins, Col., to Hudson, has signed a contract with the Burlington 
Railroad for the delivery of the rails and ties at Hudson to build 
the line from Hudson to Kersey. He also signed a contract with a 
construction party. 


GREELEY, COL.—D. A. Camfield proposes to build an electric 
railway from Greeley to Pleasant Valley. To do this it is said he 
will interest the Home Electric Light Company and secure power 
from its plant. If the road is built, it will be completed in six 
months and may be the forerunner of other lines to operate 
with Greeley capital. 


MONTREAL, CANADA—The Montreal & Southern Counties 
Railway Company has opened offices at 605 and 606 Canadian Ex- 
press Building, McGill street, Montreal. W. B. Powell is manager, 
and J. A. Burnett, superintendent and electrical engineer. Work 
is now proceeding on the Montreal-St. Lambert section of this road, 
and entry into the city of Montreal has been arranged for. 

TACOMA, WASH.—The construction crew on the Tacoma-Seattle 
short line has been increased and the building of the line will pro- 
gress rapidly all summer. Grading crews have been at work south 
of Young’s cove on the north end of the line since the middle of 
May. Merle J. Wightman, one of the promoters of the road, is 
authority for the statement that the right of way has been secured 
and the location between Seattle and Des Moines decided on. 


BELLEFONTAINE, OHIO—Citizens of Degraff and Bellefontaine 
are planning to build an electric line between the two towns. The 
management of Silver Lake Park, which lies between the two 
places, is also interested in the enterprise, and the Schoepf syn- 
dicate, controlling the Ohio Electric Railway system, which has a 
trunk line through Bellefontaine, has agreed to sell the power to 
this proposed new line, believing it would prove a valuable feeder. 

FLINT, MICH.—In accordance with an order by Circuit Judge 
Wisner, the Detroit, Flint & Saginaw Electric Railroad. which has 
fourteen miles of road in operation, has been sold at public auction. 
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Isaac Applebaum, of Detroit, who holds the bonds of the road to 
the amount of $250,000, was awarded the property on his bid of 
$50,000. The Detroit Trust Company, of Detroit, has been acting 


as receiver for the property. It is said that Mr. Applebaum will 
complete the construction of the line to Flint. 


PITTSBURG, PA.—After two years’ labor and the expenditure 
of more than one million dollars, the Ardmore Street Railway Com- 
pany has completed its road between Wilkinsburg and East Pitts- 
burg. The initial trip was made on June 19. The officers of the 
Ardmore Street Railway Company are: William Flinn, president, 
and George H. Flinn, treasurer. The directors are: William and 
George Flinn, John S. Weller, H. P. Haas and M. K. McMullin. The 
cars will be run on a ten-minute schedule until midnight. 


STUART, IOWA—The first annual meeting of the stockholders 
of the Red Oak & Northwestern Interurban Railway Company was 
held recently at Red Oak. Twenty directors were elected. They 
are: B. B. Clark, A. R. Tracy, H. E. Dermer, Thomas Griffith, 
Gordon Hayes, O. J. Gibson, George C. Boileau, of Red Oak; L. D. 
Foote, S. E. Smith, of Grant; F. D. Martin, W. L. Battin, of Green- 
field; F. O. Hinkson, J. R. Smull, A. C. Curtis, of Stuart; D. A. 
Field, G. W. Curtis, of Redfield; George W. Clarke, J. W. Russell, 
of Adel; N. C. Wragg, Nathan Nish, of Waukee. An executive com- 
mittee was elected consisting of F. O. Hinkson, Stuart; W. L. 
Battin, Greenfield; George C. Boileau, O. J. Gibson and Gordon 
Hayes, of Red Oak. B. B. Clark was elected president, George W. 
Curtis, vice-president; M. N. Spencer, secretary, and Thomas Griffith, 
treasurer. The company is formed for the purpose of building an 
interurban railway from Red Oak through Grant, Greenfield, Stuart, 
Redfield, Adel, Waukee and to Des Moines. Much interest is mani- 
fested along the proposed route. 


NEW MANUFACTURING COMPANIES. 

BROOKLYN, N. Y.—The Gore Arc Lamp Company has been in- 
corporated with a capital of $50,000 to manufacture arc lamps. 
The incorporators are: G. I. Woolley, H. T. Berry and H. T. 
Asbury, Brooklyn. 

JERSEY CITY, N. J.—The National Ignition Company has been 
incorporated to manufacture electrical devices and appliances, with 
a capital of $150,000. The incorporators are: F. C. Eberlin, A. 
Williams and G. W. Flaacke, of Jersey City. 


INDUSTRIAL ITEMS. 


THE H. KRANTZ MANUFACTURING COMPANY, 160 Seventh 
street, Brooklyn, N. Y., is distributing a series of advertising 
folders devoted to its water-tight floor boxes and switchboards. 


THE CUTLER-HAMMER MANUFACTURING COMPANY, Mil- 


- waukee, Wis., is preparing to manufacture snap switches and lamp 


sockets in addition to the circuit-breakers and controlling devices 
of which it now makes a specialty. 


THE F. BISSELL COMPANY, 226 Huron street, Toledo, Ohio, 
is celebrating the month of July with a calendar card to which is 
attached an imitation fire-cracker. The inference is that “it can’t 
possibly hurt you” to give the company an order. 


THE BROWN HOISTING MACHINERY COMPANY, Cleveland, 
Ohio, will be pleased to send to any one interested upon request 
its “O” catalogue, describing and illustrating “Brownhoist” ma- 
chinery as adapted to the use of artificial gas, coke and electric 
light companies for the rapid and economical handling of coal, 
coke and other materials. 


THE H. W. JOHNS-MANVILLE COMPANY, 100 William street, 
New York city, has ready for distribution a circular describing its 
“Ferro” compound. This compound is a chemical iron. cement for 
smoothing over and filling up blow holes, sand holes, etc., in fron 
and steel castings. Literature is also ready for distribution de- 
scribing the company’s “Anti-Sweat” pipe covering. 

THE EDISON MANUFACTURING COMPANY, Orange, N. J., 
announces that, in the oil fields, gas engines are running twenty- 
four hours a day, seven days in the week, using Edison primary 
batteries, which do not have to be looked after, as far as their 
ignition is concerned, more than once or twice a year. At such 
times a few minutes are required to renew the cells. 


THE ACHESON OILDAG COMPANY, Niagara Falls, N. Y., manu- 
facturer of “Oildag’ and ‘‘Aquadag,” has elected the following 
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officers: President, Edward G. Acheson, Jr.; secretary, W. H. 
Arison; treasurer, A. M. Williamson. The president is a son of the 
well-known inventor and electric furnace expert, Edward Good- 
rich Acheson, who discovered the “Oildag” and “Aquadag” processes. 
The company’s offices and works are at Niagara Falls. 


THE TRIUMPH ELECTRIC COMPANY, Cincinnati, Ohio, has 
ready for distribution a new bulletin entitled “Some Illustrations 
of the Triumph Motor Drives.” This bulletin does not go into the 
details of construction, but shows particularly by means of illus- 
trations the application of motors to the various types of machines, 
such as lathes, planers, printing presses, boring mills, hoists, etc, 
Copies of this bulletin will be furnished upon request. 


W. N. MATTHEWS & BROTHER, 227 North Sixth street, St. 
Louis, Mo., are the selling agents for the Stombaugh guy anchors, 
which are in very wide use throughout the country. This anchor 
is operated on the corkscrew principle, going into the ground 
without digging a hole. Enormous strains can be put upon the 
anchor because it is set in the solid, undisturbed earth. Full in- 
formation will be sent to those interested upon request. 


THE SIMPLEX ELECTRIC HEATING COMPANY, Cambridge, 
Mass., has published catalogue No. 15, giving a very excellent pres- 
entation of its extensive line of heating and cooking apparatus. 
In addition to the descriptive matter and the large number of 
illustrations there is some valuable information given concerning 
the consumption of current and the cost of use. Copies of this 
catalogue will be furnished to those interested upon request. 

THE GENERAL FIREPROOFING COMPANY, Youngstown, 
Ohio, announces the erection of an additional factory building 
60 by 200 feet, which will be devoted to the manufacture of steel 
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office furniture and office devices, including steel sections or “units,” 
desks and tables. This furniture is finished to closely resemble oak 
or mahogany, and the difference can not be detected by sight 


alone. The steel furniture possesses advantages over wood in that 
it is fire-resisting, space-saving, durable and not affected by 
moisture. 


THE CENTRAL ELECTRIC COMPANY, Chicago, Ill., is distrib- 
uting a circular containing some valuable engineering data on 
the economy of the new “silico-vanadium” steel used in Pittsburg 
transformers. This comprehensive article is in the form of a six- 
page bulletin showing the difference between “high-efficiency” and 
“gtandard-efficiency” transformers, and is reduced to a dollars-and- 
cents basis. In computing core-loss costs the author has adopted 
one cent per kilowatt-hour as a basis, and a comparison is made 
between the actual cost of the two types of transformers. 


THE SUNBEAM INGANDESCENT LAMP COMPANY, West and 
Bethune streets, New York city, has been meeting with great suc- 
cess in its exportation of American-made tungsten lamps. One 
of its correspondents in South Africa has recently sent the fol- 
lowing communication to the company: “I have just heard from 
one of my customers, for whom you furnished the only lot of 
tungsten lamps for me, that those lamps which you sent are 
the best lamps in the market, and that in spite of the higher price 
he is ordering some more. This I am extremely glad to hear, and 
I hope that as a result of the trial he has given them a good 
market for the lamps out here may result. The lot which you 
furnished me came out with very slight breakage; in fact, there 
were only six lamps out of 150 which were broken in transit or in 


any way defective.” 


Record of Electrical Patents. 


Week of 


891,232. LIQUID RHEOSTAT. Herbert W. Cheney, Norwood, Ohio, 
assignor to Allis-Chalmers Company. The resistance is varied 
by raising one of the plates out of the electrolyte. 


891,236. ELECTRIC-MOTOR CONTROLLER. John Dillon, Milwau- 
kee, Wis., assignor to the Barth Elevator Company, Milwaukee, 
Wis. A relay switch is provided in the main circuit on each side 
of the motor, these being controlled by a derived circuit which 
includes the switches cutting out the starting resistance. 

891,241. METHOD OF AND MEANS FOR STARTING DYNAMO- 
ELECTRIC MACHINES. Budd Frankenfield, Norwood, Ohio, 
assignor to AllisChalmers Company. The motor being driven 
above synchronism by an auxiliary motor. 

891,248. SMELTING FURNACE. Eugen A. A. Grönwall, Ludvika, 


Sweden. The combination of a smelting furnace and an elec- 
trically heated refining furnace. 
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PURIFICATION OF METALS. 
T aa A device for volatilizing a metal 
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891,273. CLAMPING MEANS FOR CORE-PLATES OF DYNAMO- 
ELECTRIC MACHINES. Charles E. Lord and William H. 
Powell, Norwood, Ohio, assignors to the Bullock Electric Manu- 
facturing Company. The core support is provided with an abut- 
ment and a circumferential groove in which a locking ring is 
seated. 


891,303. SIGNALING SYSTEM FOR RAILWAYS. Louis H. 
Thullen, Edgewood Park, Pa., assignor to the Union Switch and 
Signal Company, Swissvale, Pa. A block-signaling system for 
ulternating-current railways, one rail of which serves as the 
return for the power current. 


891,306. ROTARY OIL-SWITCH. Hermon L. Van Valkenburg, Nor- 
wood, Ohio, assignor to the Bullock Electric Manufacturing 
Company. The contact fingers and drum are placed within a 
tank of oil. 


891,316. DYNAMOELECTRIC MACHINE. Robert B. Williamson, 
Norwood, Ohio, assignor to Allis-Chalmers Company. The com- 
mutator segments are supported throughout almost their en- 
tire length and held in position by four locking rings. 


891,320. INDUCTION COIL. Donald H. Yost, York, Pa., assignor 
of one-half to Frederick R. Yost, York, Pa. An electromagnet 
for bridging openings in an electric circuit. 


891,323. FUSE. Bert A. Brown, Churchville, N. Y. A signal is 
set by the burning of the fuse. 


891,389. RAILWAY SIGNAL. Franz Hirt, Berlin, Germany, as- 
signor to General Electric Company. A railway signal re- 
sponsive to polarized light only. 


891,343. FLEXIBLE ELECTRICAL CONNECTION DEVICE AND 
THE LIKE. Charles A. Keller, Paris, France. A connection 
comprising a pair of laminated strips. 


891,350. GENERATION AND TRANSMISSION OF MOTIVE 
POWER. George W. Mascord, London, England. A supple- 
mentary engine is automatically thrown in service when the 
load on the main engine exceeds a predetermined value. 


891,352. TOWING SYSTEM. Wilbur L. Merrill, Schenectady, N. Y., 
assignor to General Electric Company. The barges are towed 
by a cable wound on a drum, the unwinding of which, due to 
increased pull on the cable increases the torque of the winding 
motor attached to the drum. 


891,361. MEANS FOR ELECTROPLATING RODS, PIPES, ETC. 
Daniel H. Murphy, New Castle, Pa. Means are provided for 
rotating the pipe while plating. 
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891,395. TREATING SLIMES FROM ELECTROLYTIC REFINING 
OF LEAD. Anson G. Betts, Troy, N. Y. The slime is oxidized 
and then melted with a reducing agent to remove antimony. 


891,400. ELECTRIC HEATER AND MEANS FOR CONTROLLING 
THE SAME. Peabody A. Brown, Denver, Col. The resistance 
elements are wound on a series of cores. 


891,410. TROLLEY FOR ELECTRIC CARS AND THE LIKE. 
Edward J. Dacey, Prescottville, Pa. The wheel is mounted on 
a spring-supported swiveling cylinder. 


891,414. THERMAL CUTOUT. Charles A. Ernst, Schenectady, 
N. Y., assignor to General Electric Company. An indicating 


fuse is carried on the outside of the case enclosing the main 
fuse, 
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891,264.— DEVICE FOR THE PURIFICATION OF METALS, 


$91,425. LIMIT-SWITCH DEVICE. Sam H. Kanmacher, Schenec- 
tady, N. Y., assignor to General Electric Company. A revers- 
ing controller with overload relays. 

891,455. HOT-WATER HEATER. George L. Bennett, Trenton, 
N. J. A combined water heater, faucet and valve. 


891,463. ELECTROTHERMAL PROTECTOR. Frank B. Cook, 
Chicago, IlI. A combined thermostat and lightning arrester. 


ji 


891,389.— RAILWAY SIGNAL. 


891,496. ELECTRICAL TRANSFORMER. August R. Luschka, 
River Forest, Ill., assignor to Western Electric Company, 
Chicago, IH. An induction coil with the primary and secondary 
windings arranged in the form of two hollow truncated cones. 


891,556. AUTOMATIC TRAIN-STOP. Joseph H. Lynch, Red Bank, 
N. J. A magnetically controlled pneumatically operated device 
for cutting off power and applying the brakes. 


891,561. COMBINED ELECTRIC SERVICE CUTOUT AND 
METER BOARD. Henry E. McGowan and Edwin R. Ellsworth, 


New York, N. Y. Space is provided on the service board for 
the meter. 


891,589. AUTOMATIC ELECTRIC REGULATOR. William L. 
Bliss, New York, N. Y. A regulator for controlling the voltage 
of a distributing system utilizing a storage battery. 


891,617. ELECTRIC SWITCH-OPERATING MACHINE. Leslie A. 
Hedger, Mill Valley, Cal. The switch is operated by a coil and 
plunger magnet. 
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891,632. ELECTRIC BRAKE MECHANISM FOR CARS, ELE- 
VATORS, "CRANES AND OTHER PURPOSES. Michael BE. 
Neenan, New York, N. Y., assignor to Otis Elevator Company, 
Jersey City, N. J. The spring-applied brake is retracted by 
an electromagnet, a supplemental magnet applying additional 
pressure on the brake-shoes when seated. 


891,657. APPARATUS FOR THE ELECTRICAL PRODUCTION OF 
HEAT FOR COOKING AND OTHER PURPOSES. Arthur F. 
Berry, Ealing, England. The heating currents are induced in 
the heating element. 


891,712. TROLLEY. Abel Molinar, Pittsburg, Pa. Spring-con- 
trolled wire guards are attached to the wheel. 


891,496.—ELECTRICAL TRANSFORMER. 


891,720. MOTOR-CONTROLLING DEVICE. William C. O’Brien, 
Baltimore, Md., assignor to Monitor Manufacturing Company of 
Baltimore City, Baltimore, Md. A switch shunting the start- 
ing resistance is controlled by two solenoids, so that the resist- 
ance is cut out when the armature current has fallen to a 
certain value. 


891,721. STARTER FOR ELECTRIC MOTORS. William C. 
O’Brien, Baltimore, Md., assignor to Monitor Manufacturing 
Company of Baltimore City, Baltimore, Md. A rocking switch 
controlled by two solenoids in the motor circuit which cuts 
out the starting resistance. 


891,722. STARTER FOR ELECTRIC MOTORS. William C. 
O’Brien, Baltimore, Md., assignor to Monitor Manufacturing 
Company of Baltimore City, Baltimore, Md. A series of 
switches for cutting the starting resistance out of the motor 
circuit in steps, the action being controlled by two solenoids. 


891,779. ELECTRICALLY GOVERNED AUTOMATICALLY OPER- 
ABLE TRAIN CONTROLLING SYSTEM. Harvey B. Miller, 
Staunton, Va., assignor of one-half to James A. Belli, Staunton, 
Va. An electromagnetic means for disconnecting the current 
collector. 


891,784.—SINGLE-PHAsE COMMUTATOR MOTOR. 


891,780. AIR-BRAKE APPARATUS. Harvey B. Miller, Staunton, 
Va., assignor of one-half to James A. Bell, Staunton, Va. An 
electromagnetically controlled air-brake valve. 


891,784. SINGLE-PHASE COMMUTATOR MOTOR. Stanley S. 
Seyfert, South Bethlehem, Pa., assignor of one-half to William 
S. Franklin, South Bethlehem, Pa. The commutator is attached 
to the outer stationary element of the motor. 


891,786. TELEPHONE SYSTEM. Nathan H. Suren, Highlandville, 
Mass., assignor to the Gamewell Fire Alarm Telegraph Com- 
pany, New York, N. Y. A combined signaling system and tele- 
phone. 


891,797. METHOD OF AUTOMATIC REGULATION OF. REC- 
TIFIERS AND ROTARY CONVERTERS. Francis B. Crocker, 
New York, N. Y. The rectifier is regulated by introducing in 
the circuit inductance due to the combined effect of the or 
nating and direct currents. 
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IMPROVED CONDITIONS IN THE ELECTRICAL 
INDUSTRY. 

Careful inquiry among the leading manufacturers of elec- 
trical apparatus indicates that there is an increasing feeling 
of confidence due to the encouraging prospect of a revival in 
the demand for this material. The leading houses are receiv- 
ing a number of inquiries’ through their branch offices in all 
sections of the country, and the business thus indicated should 
aggregate a considerable volume, the stimulus thus effected 
having a very beneficial influence upon the trade in general. 
Manufacturers at the present time are keenly alive to every 
possibility of new business, and we find in every direction a 
disposition to develop new lines and to meet the demands of 
the user of electrical apparatus more than half way in the 
extension of credit and in co-operation with him in the handling 
of orders of every magnitude. 

Just as soon as the danger signals were hoisted last October 
retrenchment set in. To-day it is a matter of fact that there 
are not in hand any large accumulations of retail supplies. 
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AN EXAMPLE OF UNECONOMICAL POWER-PLANT 
| CONSTRUCTION. 

Some engineers believe that power-plant design is a matter 
of opinion. It is, in fact, a matter of experience. Owing to a 
lack of experience in this particular line such engineers adhere 
to the unproved opinions of themselves and others, particularly 
those of the engineer-salesman. To what such “opinions” may 
lead may be seen from the following: 

The design and construction of a .somewhat prominent 
central plant for supplying heat, light and power for manu- 
facturing purposes has recently heen closely followed. Before 
the plans of the substructure and superstructure were com- 
pleted two tall chimneys had been erected resembling obelisks 
in a desert. As the buildings were of later design much of the 
arrangement had to be accommodated to the chimneys already 
in place. It was the opinion of the engineers in charge that the 
chimneys rested on hard-pan. However, in this case the settle- 


ment of the chimneys was enough to crack the basement walls 


(one crack being seventeen feet long) and it was later dis- -> 


covered that one of the chimneys was fully a foot out of plumb. 

The whole layout of the plant was practically made without 
any consideration of the scheme of piping. The location of the 
foundations, one of the most important features in the layout 
of power plants, was determined from unchecked pencil drawings 
on cheap sketch paper. The floors were made of concrete, re- 
inforced by rods, which in itself is not good design for power- 
plant work, and especially as the location of the auxiliary ma- 
chinery to be carried on the engine-room floor was not de- 
termined at this time. 
that for manufacturing purposes, is located on this floor and 


Much of the machinery, particularly 


consequently many holes had to be cut for the necessary pipes. 
In fact there were so many of these holes, several of which 
were eighteen inches in diameter, that a pneumatic drill was 
brought into service to cut them. A seven-and-one-half-foot 
octagon hole had been provided. However, when the size of the 
accumulator was later determined this hole had to be enlarged 
to nine and one-half feet square. Cutting such holes, it will be 
readily understood, necessitated the cutting of the reinforcement 
rods. 

Probably one of the worst blunders made was in the erecting 
of the concrete basement walls. Openings were left in the con- 
crete division wall for the piping leading from the boiler room 
into the generating room before the piping layout was made. 
Bolts were fixed in the concrete floors for pipe-hangers, and 
consequently when the piping layout was made the main steam 
pipe, which is fifteen inches in outside diameter, and the exhaust 
pipe had to be arranged to suit these hangers. 

The boiler units installed, which are of 500 horse-power, are 
provided with eight-inch steam connections giving a velocity of 
steam of about 1,800 feet per minute, while the common practice 
calls for 6,000 feet, so that six-inch pipes would have been 
ample. The ring system is employed, the pipe being fifteen 
inches outside diameter, although a twelve-inch pipe, according 
to common practice, would serve the purpose with much better 
results, reducing the amount of condensation, occupying less 
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space and being more flexible. Furthermore, the first cost would 
have been reduced, and at least $2,000 could have been saved on 
the main steam piping alone if experience had prevailed in the 
The 
The 
engineers in charge, probably not feeling sufficiently competent, 


matter of determining the sizes instead of “opinion.” 
Same is true as to all the other piping in the system. 


gave out to a contractor the work of designing the layout of the 
piping with the above result. And there is no uniformity of de- 
sign in the laying out of the piping system, as there are fourteen- 
inch high-pressure valves provided with by-passes which in other 
cases are omitted, whereas the six-inch valves are all so pro- 
vided. It is common practice to provide all high-pressure valves 
above ten-inch with by-passes. R 

While an unusually large amount of time was spent on 
drawings and specifications for the piping system, many impor- 
tant features were lost sight of and much time was wasted on 
small details. It is safe to say that there could have been saved 
in first cost of the complete piping system between three and 
four thousand dollars out of a total cost of the piping of almost 
$20,000, and at the same time a better and more economical 
system would have been secured. 

The boiler room is provided with plenty of louvres which, 
however, are not properly placed. The ventilation in the firing 
aisle is poor, as the coal bunkers, designed for eighteen-ton 
capacity per running foot, are carried on girders seven feet 
nine inches deep. These girders have a span of thirty-two feet 
and extend down a little below the top of the boilers, cutting 
off the passage for light and ventilation which is considered so 
necessary in power-plant practice. 

The engine room has two large monitors situated directly 
above the turbo-generators; in case of sudden rain this 
might readily be the cause of short-circuits. Since in this case 
plenty of light is secured from the windows in three sides of 
the engine room, these monitor windows could have been dis- 
pensed with and less expensive and more efficient means for 
ventilation been provided. | 

By adopting practically the same type of cooling tower, but 
set several feet lower, the water of condensation from the con- 
densers could have circulated by gravity and the expensive 
hot-well tank and additional centrifugal pump for lifting the 
water to the cooling tower could have been dispensed with. 

A very expensive reinforced concrete track scale pit, for 
weighing and receiving the coal, was built, the design having 
been complicated to an extreme in order to save a few yards of 
If calculation had been made it would have been 
found that by the use of a few yards more of concrete the de- 


concrete. 


sign might have been simplified and seven to eight hundred 


dollars easily saved. 
The above are a few of the gross errors made by opinionated 


designers who, in this case, consumed more than a whole year’s 
time, with a staff of draftsmen, to accomplish what expert 
power-plant designers would have done more effectually in 
three to four months, and who would have saved the company 
some twenty-five to thirty thousand dollars in first cost as well 
as a yery respectable sum in the annual operating expense. 
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THE INSTITUTE CONVENTION. 

The annual convention of the American Institute of Elec- 

rical Engineers, which was held at Atlantic City, N. J., last 
week, was fully as enjoyable and profitable to those attending 
as had been expected. The weather conditions could hardly 
have been improved upon, as the sun shone brightly during the 
entire four days of the convention, yet the temperature was not 
uncomfortably high. In many ways Atlantic City is an ideal 
place for such conventions, as the accommodations for visitors 
are unsurpassed and there are innumerable opportunities for 
enjoyment besides the main attraction—sea bathing. Under 
these conditions it was only natural that those who were for- 
tunate enough to be able to go to Atlantic City should have 
thoroughly enjoyed the four days spent there. 
The only criticism which can be made of the convention, 
and it can hardly be called a criticism, is the amount of work 
expected of the attending members. It seems to be forgotten 
that the main object of the convention is the discussion of papers 
rather than their mere presentation, but this end is always 
defeated when the programme is crowded; and the better and 
more interesting the papers, the more disappointing is the 
result. Another unfortunate result of the plan which crowds 
the convention days with business sessions is the little time 
left to the members to become personally acquainted. To many 
Institute members the annual convention is the only time during 
the year when they can mingle with many old friends and make 
more new ones, but when the mornings and afternoons are both 
taker up with long sessions, leaving hardly time enough in 
between for lunch, one is more inclined in the evening to drift 
off into some simple amusement rather than talk shop with his 
hrother engineers. 

Various remedies can be suggested for this evil, though not 
any one of them is itself free from objections. The simplest 
plan would be to cut down the number of papers, but when 
there is such a large number of good papers sent in, the selection 
becomes a difficult and delicate task. No one side must be given 
preference over any other, and all the different branches of the 
profession expect recognition. Naturally, with these require- 
ments before it, the Papers Committee is only too likely to err 
in preparing too full a programme, and the result is the worse, 
the better the papers. One good paper at the beginning of a 
three hours’ session can easily provoke discussion enough to fill 
profitably the entire time; consequently the following papers 
provoke little or no discussion, as those to whom the topic is 
interesting are either tired and indifferent or hesitate to pro- 
long the session, not only by the time which they themselves 
would use, but frequently because the man who has something 
worth saying hesitates to say it lest he start the discussion in a 
new direction. It is true the time allowed for discussion is 
largely in the hands of the presiding officer, but when the latter 
asserts his authority in order to give each of the papers, or 
topics, its proper portion of the time, the discussions naturally 
become perfunctory and lacking in value and interest. 

Another plan would be to hold parallel sessions which would 


ELECTRICAL REVIEW 2 


be devoted to subjects but little related. To those who are 
specialists or who are interested in but one or two branches of 
the electrical industry this scheme would be quite satisfactory. 
On the other hand, there are a great many members, besides 
those who are teaching, who are interested in various and un- 
related topics and who would necessarily feel that they had lost 
something if two important papers should be taken up by two 
sessions at the same time. 

Still a third plan would be to hold at least two general 
meetings of the Institute during the year. Each of these might 
be limited to the consideration of certain topics, so that the 


member who could attend but one meeting during the year 


would be able to select that most profitable to him. This plan 
also has its objections, as it is probable that there would be fewer 
attending each meeting than now attend the annual convention, 
although one of the main objects of a convention is to bring all 
the members of the Institute together irrespective of their 
special lines of work, and any plan that would interfere with 
this object should have very marked advantages in other ways 
to lead to its consideration. 

The sessions of the second day of the convention, which are 
reported in this issue, illustrated very well the objections to the 
present system. The morning session had three papers dealing 
with transmission line troubles, while it is well known that a 
single paper touching upon the topic generally classified as 
“lightning” in Doctor Steinmetz’s use of the term, is sufficient 
to provoke three or four hours of discussion. There was in 
addition a most interesting engineering paper dealing with an 
important transmission system which would have called for a 
much more general expression of views had there been suff- 
cient time; and there was still a fifth paper which, for the 
same reason, received but slight attention. Naturally, with 
this programme before it, the morning session considerably 
overran the allotted time. The programme for the evening 
session contained but three papers, all of them, however, of 
unusual interest and importance. The first to be presented dealt 
with some interesting high-voltage experiments and would alone 
have proved sufficient for the session, since its discussion took 
up the greater part of the evening, but the other two papers 
were not less important, as one dealt with the design of trans- 
mission lines and the other was a tentative specification for test- 
ing high-voltage line insulators. Under the conditions, however, 
they could not be given the time which they deserved. It is 
greatly to be hoped that some plan for alleviating the conditions 
will be arranged. Matters were much improved at the present 
convention by having all of the papers printed and distributed 
in advance, and in many cases the author had carefully pre- 
pared abstracts, thus insuring a brief but satisfactory presenta- 
tion of his paper in the time allotted to him. It would be 
well for those who intend to take part in the discussions to 
prepare their remarks in the same way. They would then be 


sure of saying what they intend to say, which is not always 


the case when they speak without notes; and much time would 
be saved. 
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Report of the Discussion on Papers Dealing with Transmission Problems. 


HE twenty-fifth annual convention 
of the American Institute of Elec- 
trical Engineers was opened at At- 

lantic City, N. J., on Monday morning, 
June 29, at 9.30 o’clock by President H. 
G. Stott. The report of the first day’s 
sessions was given in the issue of the 
ELEcTRICAL REviEw for July 4. 

The third session was opened at 9.30 
A. M., Tuesday, June 30, at the Hotel 
Traymore, by President Stott, and threc 
papers dealing with transmission line 
troubles were taken up. 

E. E. F. Creighton, in a paper on 
“Measurements of Lightning, Alumi- 
num Lightning Arresters, Earth Resist- 
ances, Cement Resistances and Kindred 
Tests,” gives the results of the past year’s 
investigations of lightning and the opera- 
tion of lightning arresters. For this pur- 
pose two lines were chosen, well up in the 
Rocky Mountains of Colorado, and new 
types of apparatus for measuring the 
various quantities involved in lightning 
discharge were developed and installed. 
These are described in the paper, and 
the methods in which they were used are 
discussed and a good deal of data collected 
during the two years of study given. The 
paper is divided into six parts. The 
first discusses the duration of lightning 
and describes the apparatus devised for 
measuring this. The records were made 
on a rotating sensitive film. In this sec- 


tion, also, the methods employed for de- 


termining the flow of current are de- 
scribed. By placing a group of graded 
fuses in the discharging circuit limiting 
values may be determined, and when the 
frequency and duration and other con- 
stants of the circuit are known the quan- 
tity of discharge may be estimated. The 
second division of the paper discusses the 
frequency of the discharge. For measur- 
ing this resonators were employed consist- 
ing of coils of German silver wire such 
as are used for the same purpose in wire- 
less telegraphy. The third section of the 
paper discusses the experience on the two 
transmission lines under observation. 
Records were kept by means of a moving 
tape placed in the discharge gaps. It is 
suggested that since the aluminum ar- 
rester is designed to operate continuously 
for half an hour or more, it is feasible to 
attach an alarm to these arresters which 
will signal to the operator at the station 


when a discharge is taking place so that 
he may take precautions to clear the line 
should the trouble continue. On two oc- 
casions it was found that choke-coils were 
beneficial. On several occasions one 
phase of a system became grounded and 
in each case gave rise to vicious surges 
on the lines. To prevent such surges 
from causing damage is the most difficult 
problem in lightning protection. The 
various factors influencing the general de- 
sign of the aluminum-cell arrester are dis- 
cussed in the next section of the paper. 
One feature is the disappearance of re- 
sistance in the arrester when a discharge 
takes place. Another is the continual dis- 
solution of the metal in the electrolyte. 
This is controlled by the choice of the elec- 
trolyte. A third feature is the ability to 
endure continual discharges. A properly 
designed arrester should have a life of 
several years. The design is, of course, 
largely influenced by the cost of the ar- 
rester. The results of an investigation of 
the resistance of earth connections is given 
in the fifth section of the paper. It was 
found that these could be considerably 
improved by saturating the ground with 
brine. The concluding part of this paper 
is a report on cement as a resister, pre- 
pared by R. H. Marvin. The specific re- 
sistance of different mixtures is from one 
to 3,000 ohms when wet; when dry, it is 
over a megohm; when again wet, the re- 
sistance falls to approximately its original 
value. 

Ernest J. Berg presented a paper en- 
titled “Tests with Arcing Grounds and 
Connections.” This described a number 
of tests made on a twenty-five-cycle, 
33,000-volt system supplied from a three- 
phase turbo-generator. The effects of 
grounding the system in various ways 
were examined, but no mathematical ex- 
pressions for these were deduced. In one 
of these tests the high-potential side of 
a step-down transformer was grounded at 
both terminals and coupled with the high- 
potential side of a step-up transformer 
through a ground connection on one side 
and a spark-gap on the other. It was 
found that with this arrangement, when 
a discharge was taking place, the strains 
on the end coils of the step-down trans- 
former were ten times normal at one end 
while apparently normal at the other. 
When the ground connection on the step- 


teen times normal. 


up transformer was removed, the strains 
were very much reduced. In another test 
an arcing ground was made at the ter- 
minal of the step-down transformer. It 
was found that the strains on the end 
turns at the grounded terminal were fif- 
No abnormal strains 
were noticed at the other terminal of this 
transformer. Three transformers were 
then connected up in delta and an arcing 
ground established at one apex. It was 
found that the striking distance across 
the two transformers nearest to the 
ground was nearly double the normal, 
while that across the transformer opposed 
to the ground was twenty per cent above 
normal. Renewing one of the trans- 
formers so as to give an open delta 
grounded at one end produced very high 
stresses in the two transformers. In one 
it was fifty-five per cent above the nor- 
mal; in the other, 2.2 times the normal. 
Grounding the middle line of the two 
transformers developed a stress in them 
of over two times the normal, and in each 
case the striking distance across the end 
coils was from fifteen to twenty times 
the normal. Placing an inductance in the 
grounding connection did not seem to 
affect the results, even though the re- 
actance was twenty-five per cent of that 
of the transformer. Various methods of 
relieving these strains were investigated. 
One consisted in connecting condensers 
across the end turns, resistances being in- 
troduced in these shunts. This simply 
transferred the stress from the end coil 
to the next one. Loading the transformers 
did not materially affect the results. The 
author concludes that with increasing line 
voltages it will probably become desirable 
to resort to some new methods of protect- 
ing the windings of transformers and other 
apparatus connecting the high-potential 
lines. It is suggested that this might be 
accomplished by connecting a series of 
electrolytic cells in shunt with the end 
turns. He points out that in his experi- 
ments there were no transmission lines 
between the transformers, so that the re- 
sults do not represent what would actually 
occur in a transmission system. 

Percy H. Thomas, in a paper entitled 
“Critical Study of Lightning Rods on 
Taylor’s Falls Transmission Line,” dis- 
cussed the two papers read by J. F. 
Vaughan and N. J. Neall at the May 
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meeting of the American Institute of 
Electrical Engineers. These records are 
gone into in some detail and the lessons 
taught by them are summarized. They 
show that the extent of a lightning dis- 
turbance is readily extended over more 
than a mile or two and that it may charge 
up the line and send waves of static in 
both directions which are able to pass 
many miles and still cause arresters to 
discharge. It is thought that little pro- 
tection is obtained from lightning rods 
located beside the line, and whether the 
protection is obtained from overhead or 
grounded wires or not depends entirely 
upon the arrangement of the wires and 
the frequency of grounding. Station ar- 
resters of the best types should, in the 
absence of severe discharges close to the 
station, protect adequately the station ap- 
paratus if they be properly insulated. 
Horn arresters, as installed, are not non- 
arcing without adequate series resistance, 
and can be relied upon occasionally to shut 
down the plant. Both the electrolytic and 
the low-equivalent arresters showed them- 
selves properly non-arcing and caused no 
trouble on this score. 

The discussion was opened by the read- 
ing, by P. H. Thomas, of a communica- 
tion from J. F. Vaughan discussing Mr. 
Thomas’s paper. Mr. Vaughan said there 
was little evidence of there being much 
energy in a lightning discharge, provided 
the successive discharges succeeded one 
another frequently. If one accepted the 
release of the bound-charge explanation 
offered by Mr. Thomas it would be neces- 
sary to modify our ideas concerning the ef- 
fects of lightning. As indicating the value 
of the grounded wire, the experience with 
a three-phase system arranged in the usual 
triangular manner offered some evidence. 
It was found that with such an arrange- 
ment the wire facing the direction in 
which a storm was coming was the one 
to suffer first; while, as the storm passed 
over the transmission line, the wire at the 
top showed the greatest activity. In his 
investigations he had not noticed any 
direct strokes, 

Dr. C. P. Steinmetz expressed his ap- 
Preciation of the value of these pains- 
taking investigations of lightning troubles. 
The study of transient phenomena such 
as lightning is exceedingly valuable, and 
it seems likely that before long we will be 
as familiar with such phenomena and be 
as able to predetermine their effects as we 
“an now for ordinary alternating currents. 
Coming to the ground wire as a means of 
protection, with the exception of a few 
Wouhting Thomases” this is now gener- 


between the two. 
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ally admitted to be the most efficacious 
protection. Dr. Steinmetz does not agree 
with Mr. Thomas’s explanation of the 
Taylor’s Falls trouble. The latter says the 
cause of the trouble is not a direct stroke, 
but the releasing of a bound charge, and 
Dr. Steinmetz can not see the difference 
Regarding the use of 
tell-tale papers, it would be well to fire- 
proof these by the use of some such ma- 
terial as tungstate of sodium, which would 
prevent combustion after a discharge. 
This treatment in no way affects the paper 
nor changes its behavior with regard to 
the discharge through it. It simply pre- 
vents its continuing to burn. : 

P. M. Lincoln agreed with Dr. Stein- 
metz concerning the value of the grounded 
wire, and took issue with Mr. Thomas in 
his interpretation of the records given in 
Mr. Vaughan’s previous Institute paper 
on the Taylor’s Falls experiments. 

Dr. A. E. Kennelly said the construc- 
tion of an overhead line was important on 
account of the change in construction in- 
volved when such is used. As to its bene- 
fits, the experience of half a century in 
telegraph operation seemed to be of value. 
Although the conditions of operation and 
the troubles resulting from lightning on 
telegraph systems were different from 
those on transmission lines, it still was 
significant that the lower telegraph wires 
always escaped during thunder-storms. 
This had led to the use of a short 
grounded wire run up each pole as a 
means of protection. Nevertheless, it is 
not safe to hope for perfect freedom from 
trouble, nor is it time yet to form a 
definite opinion of the cause of the dis- 
turbances. There are several possible 
causes, and our minds should be held 
open until more definite and complete 
knowledge is obtained. There is one cause 
not usually recognized. This is the elec- 
tromagnetic waves set up by a distant 
lightning discharge. 

J. B. Taylor objected to the use of the 
term “lightning” in a broad sense, a use 
attributed to Dr. Steinmetz. There 
seemed to him no reason why the old 
meaning of the term should be changed. 
Regarding the frequency of the discharges 
as found in Mr. Creighton’s investigation, 
he wished to know whether the lower fre- 
quency was not merely the natural dis- 
charge frequency of the line. Mr. Berg’s 
experiments were valuable, but, unfor- 
tunately, no explanations of the effects 
there described were attempted. 

Mr. Taylor also asked what authority 
Mr. Thomas had for his use of the term 
“static? in a new sense, particularly since 
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the electrical charge referred to was one 
in motion. 

R. H. Marriott described some experi- 
ences which he had had with electrical dis- 
turbances on a wireless telegraph antenna. 
Three kinds of disturbances were noticed 
—electromagnetic waves, such as referred 
to by Dr. Kennelly, produced by a dis- 
tant lightning discharge; a direct dis- 
charge to the antenna, and disturbances 
produced by wind friction on the wires. 

D. B. Rushmore cautioned the Institute 
against drawing conclusions from insuff- 
cient knowledge. More complete investi- 
gations must be made. In his opinion the 
application of the oscillograph to the study 
of lightning phenomena was the first real 
step which had been made in this direc- 
tion. He did not think that a burned 
hole in a piece of paper could be taken 
as real evidence. It is only a “may be.” 
The ground wire is generally accepted as 
good protection, but it is hard to prove 
directly its value. He thought the proper 
method of protecting a system is to install 
lightning arresters to protect the station 
apparatus, but not the line. To protect 
the latter an overhead ground wire or 
lightning rods should be used, and better 
line insulators. We are now at the point 
where we are able to protect the station 
apparatus against lightning troubles, so 
that the problem is being transferred from 
the station to the line, and here the study 
of line insulation is the most important 
question. 

J. W. Fraser explained briefly the ex- 
periences of the Southern Power Com- 
pany in the use of lightning arresters for 
protecting its transmission lines. Both 
multigap arresters and low-equivalent ar- 
resters are employed. Last fall a number 
of aluminum arresters were put in. Since 
then several severe storms have occurred, 
and the latter arresters seem certainly to 
be doing good work. They handled three 
severe grounds without damage. During 
last season the Southern Power Company 
lost but one transformer, and that one had 
been damaged somewhat during erection. 
There were a few broken bushings, indicat- 
ing that a better passage to ground was 
necessary at certain points. 

L. W. Waters took up Mr. Berg’s paper, 
saying that if the potential at the end 
turns of a transformer increased toward 
the end, the excess potential of the last 
turn might easily be 100 times the norma] 
at times of lightning troubles, If taps 
are introduced these simply add danger 
points. The only solution of the problem 
thus confronted is extra insulation of the 
end turns or the use of choke-coils. On 
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account of the expense of the former 
method the latter is the only one com- 
mercial. He thought that probably the 
conditions are not quite so serious as Mr. 
Berg’s paper makes out, as records of per- 
formance do not indicate that the end 
turns are more liable to trouble than inter- 
mediate turns. 

William McClellan said that the tell- 
tale paper records should be taken merely 
as corroborative evidence. The method 
employed by Mr. Creighton is good as 
giving direct evidence. ‘There are two 
parts to this problem—the protection of 
the station and the protection of the line. 
We are able now to protect the former, 
and the question is merely the amount and 
kind of protection to be adopted. The 
great problem, therefore, is to protect the 
line. It is impossible to do this with the 
station arresters, and the best solution 
seems to be the grounded wire. 

F. Osgood asked what the limits of the 
disturbing influences during lightning 
troubles are. He also wished to know 
what is the value of serving the wire at 
the insulators so as to prevent breakage 
due to arcing. 

D. C. Jackson thought that not enough 
work had yet been done in investigating 
lightning troubles to lead to entirely satis- 
factory conclusions. To-day it is merely 
a question of how much money a system 
_ can afford to spend to protect its lines. 
He is looking forward to better results in 
the future. 

Dr. Steinmetz, replying to the question 
asked by Mr. Osgood, prompted by a con- 
clusion drawn in Mr. Thomas’s paper, said 
that that conclusion must not be accepted 
too literally. The statement that the ef- 
fect of discharge is limited to only half 
a mile is not quite true, since even though 


the direct discharge does escape to ground. 


within this distance, the secondary effects, 
such as surges, may extend over the entire 
line. He did not agree with Mr. Waters’: 
statement that there was no evidence of 
abnormal stress on the end turns of trans- 
formers, because the continued breakdown 
of the end turns had forced the manu- 
facturers to increase the insulation of 
these turns. Now the fact that there is 
no more trouble there than at other turns 
is merely an indication of the proper dis- 
tribution of insulation and of correct de- 
sign. Very high-potential transformers, 
however, still give trouble there. 

In closing the discussion on his paper 
Mr. Creighton said that there were no 
dynamice currents on the line when his 
records were taken. He did not think 
that overhead grounded wires afforded 
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complete protection, but they bring the 
potential of the system during the dis- 
turbance to a value which the line can 
stand. Storms vary considerably, but are 
largely influenced by the country. Re- 
garding the broad use of the term “light- 
ning” he placed the responsibility on Dr. 
Steinmetz, but thought this use good. As 
to the frequency of lightning discharges, 
it is hard to say. These may have almost 
any frequency, as high even as a million 
cycles per second, or no frequency at all, 
being simply a single discharge. He 
agreed with Mr. Berg that the greatest 
problem is to protect the system against 
internal surges. One important question 
is how many stations must be fitted with 
arresters to protect them all against these 
troubles. 

Mr. Berg, replying to Mr. Taylor’s 
criticism, said that no theory of the arcing 
ground can yet be given because the 
knowledge is incomplete. He found that 
during these troubles the end turns of the 
transformers are heated, indicating the 
flow of a heavy current there. Choking- 
coils are not completely effective for pro- 
tecting transformers, and the General Elec- 
tric Company insulates the end turns of its 
transformers for from 100 to 200 times 
the normal voltage. 

P. H. Thomas said that caution should 
be. used in studying Mr. Berg’s results. 
His records are given in the distances 
jumped by the sparks, and not in the 
actual potential of the discharge. He 
himself objects to the wide use of the 
term “lightning,” but thinks the term 
“static,” as used by himself, fits the case 
exactly. His views on the value of the 
grounded wire seem to be misunderstood. 
He thinks that this does give the best 
protection, but his criticism of Mr. 
Vaughan’s conclusions was that the evi- 
dence which the latter gave does not show 
that the grounded wires installed on the 
Taylor’s Falls transmission lines gave the 
protection attributed to them. In his 
opinion there is a difference between a 
direct stroke and the release of a bound 
charge, and the means for handling the 
two disturbances should be different. 
The thing is to determine which of all the 
troubles is the damaging one. That can 
then be taken care of and the others let 
go. Replying to Mr. Osgood’s question, 
he said that the effect of the direct dis- 
charge is limited to a comparatively short 
part of the line, but there may be a series 
of discharges taking place within one 
neighborhood. He differed with those who 
objected to the drawing of inferences 
from experiments, even when incomplete. 
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In his opinion this is the only way in 
which to advance rapidly. 

J. W. Fraser read a paper on “Some 
Engineering Features of the Southern 
Power Company’s System.” This calls at- 
tention to the large number of cotton 
mills situated in North and South Caro- 
lina within transmitting distance of cer- 
tain large water powers. The opportunity 
thus offered has been seized by the 
Southern Power Company, which has se- 
cured ten water powers aggregating not 
less than 150,000 horse-power. It is esti- 
mated than the mills lying within the 
district of this company use approximately 
200,000 horse-power, which costs them to 
produce on an average about $34 a year. 
In one or two cases the cost had been re- 
duced to $30. Mr. Fraser then discusses 
the system selected by the Southern Power 
Company. The original plant on the 
Catawba River, with an output of 10,000 
horse-power, was operating at sixty cycles, 
and a large number of the motors in use in 
the mills were, of course, for the same fre- 
quency. While a certain economy might 
have resulted from the selection of a dif- 
ferent frequency, it was thought that, on 
the whole, the most economical solution 
would be to retain the old frequency. 
The voltage selected was 44,000, which 
was sufficiently high for the district 
covered, and was less expensive to install 
than a higher potential. The line con- 
struction, station and substation equip- 
ments are described and the reasons for 
installing a reserve steam station are ex- 
plained. It was found at one of the plants 
that the minimum power was 16,000 kilo- 
watts and that there was an increase of 
2,000 kilowatts. If secondary power were 
to be developed for eight months, the total 
output could be 24,000 kilowatts. It is 
a question how much of this secondary 
power can be developed economically in 
a steam plant. By charging this power 
with the entire cost of the steam equip- 
ment, it was found that the maximum 
profit would be made when 2,200 kilowatts 
in secondary power were developed, but 
since the steam plant really serves as a 
reserve for the hydraulic system, it seems 
only fair to charge the latter with the cost 
of this reserve and to charge against the 
secondary power only the actual cost of 
producing it. On this basis it would be 
profitable to install a secondary station 
with an output of 5,500 kilowatts. For 
these reasons it has been decided to install 
an auxiliary plant to develop fifty per cent 
of the primary power. 

The discussion was opened by J. H. 
Finnev. who directed attention to the ex- 
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ellent constructive work being done by 
he Southern Power Company. The 
character of the load there makes re- 
liability very important, and for this rea- 
«on only conservative construction is 
adopted. A high character of work has 
teen followed throughout the entire in- 
tallation, and he believes that the sys- 
iem as a whole is as creditable as any in 
the country. 

D. B. Rushmore also praised the char- 
acter of the work being done by the 
Southern Power Company, which, he said, 
was unusually creditable. The 44,000 
volts adopted as a maximum there was 
conservative when first selected, and the 
importance of the system did not permit 
any risk to be taken. He thinks that at 
present there is no justification for a good 
many of the high potentials which are be- 
ing adopted. He suggested that multiples 
of 1,100 volts should be taken as stand- 
ards, and gave the following list of suit- 
able values: 6,600, 11,000, 22,000, 33,000, 
14,000, 66,000, 88,000, 110,000 and pos- 
sibly 165,000. He believed, however, that 
io-day there is no reason for anything less 
than 110,000, except for very conservative 
systems. The 88,000 might be left out. 
The Southern Power Company’s system 
has been designed for at least 66,000 volts, 
o that for a 44,000-volt system the factor 
of safety is unusually high. There is to- 
lay no reason for using a high-tension 
lelta-connected system, because such a 
system can not operate with one wire down 
nor with one transformer cut out. , 

P. M. Lincoln said that while standard 
ization before adoption is advisable, it 
would hardly be wise at this time to drop 
88.000 volts as a proper transmission po- 
tential, because there are now a number 
of systems going into operation which 
have adopted this voltage. The selection 
of a delta or Y-connected system depends 
upon whether it is intended to operate 
with a grounded neutral or not. 

W. S. Lee, Jr., said that another condi- 
tion had arisen which might alter the 
Southern Power Company’s decision re- 
garding the development of secondary 
power. There are a number of cotton 
mills having highly efficient steam plants, 
but which would use electric power for six 
months if they could thereby effect a sav- 
mg. Hence the company is planning to 
fe sufficient equipment to supply this 
pee during the months of high water. 
nee that in the selection of the 
he oms enS Power Company 
of 88 aloes ad in anticipation the nse 
son the i - ater on, and for this rea- 

Msulation of the lines had heen 
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particularly cared for. Replying to a 
question regarding the simplicity of the 
wiring of one of the generating stations, 
Mr. Lee said that there were to be three 
plants in that immediate neighborhood for 
which there would be but one large com- 
plete switching station. 

Dr. Steinmetz commended the conserv- 
ative selection of potential and of line 
construction adopted by the Southern 
Power Company. He said that the great 
results in electrical development which 
had been accomplished in the South were 
remarkable. It is noteworthy that the 
conditions existing there are very different 
from those in the West. On the Pacific 
Coast cheap power is very important. In 
the South there are many efficient steam 
plants with which the transmission plants 
must compete, and the character of the 
load, which is mainly cotton factories, 1s 
such that reliabilitv is absclutely essential. 

Austin Burt read a paper on “Three- 
Phase Power Factor.” According to the 
commonly accepted definition of power- 
factor as the ratio of true power to volt- 
amperes, there is no‘single factor which 
will exactly express such a physical rela- 
tion in a delta-connected unsymmetrical 
three-phase system. It is possible, how- 
ever, to determine by practical methods 


the weighted mean of the three power- 


factors of the single-phase pairs of such 
a three-phase system and to express that 
value by a single factor. The power- 
factor of a system may be taken as the 
cosine of the angle whose tangent is the 
ratio between the wattless ampere-volts 
and the energy ampere-volts. The ratio 
of the total energy-ampere volts and the 
total wattless ampere-volts in a three- 
phase system gives a value which is the 
weighted mean of the similar ratios of the 
several single-phase pairs. The cosine of 
the angle whose tangent is this mean ratio 
may be taken as the mean power-factor 
of the system. The author then derives 
the expressions referred to and shows how 
a polyphase wattmeter may be utilized for 
measuring the quantities necessary to give 
the desired ratio by disconnecting first 
one of the pressure wires and then the 
other. 

C. A. Adams gave a simple non-analyt- 
ical method of proving that two watt- 
meters may be employed for measuring 
the true power of a three-phase system. 
This conclusion is reached by treating one 
of the wires as a common return for the 
other two, considering the whole system 
as a two-phase system without respect to 
the difference in phase displacement. He 
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asked whether his solution were not rigor- 
ously true. 

Dr. F. Bedell said that the proof was 
rigorous, and had been given by A. Blon- 
del in his paper read before the Inter- 
national Electrical Congress at Chicago, 
in 1893. 

This completed the morning session, 
which was then adjourned. 

TUESDAY EVENING SESSION. 

The Tuesday evening session was called 
to order by President Stott at 8 o’clock, 
and three papers dealing with high-po- 
tential problems were taken up. 

Ralph D. Mershon, in a paper entitled 
“High-Voltage Measurements at Niagara,” 
described the results of tests on an ex- 
perimental line which had been carried 
out more or less continually from 1903 
to 1907. An experimental line having a 
total length of 2,000 feet was erected, sup- 
ported on wooden poles 140 feet apart. 
The wires were supported first on insu- 
lators and later on paraffin cords attached 
to the insulators in order to eliminate ef- 
fects of insulator leakage. In addition to 
the longer line, a short line, a few feet 
in length only, built up of cross-arms, 
pins and insulators, was constructed 80 as 
to enable the insulator lossés to be studied 
without bringing in losses through the 
air. Aluminum conductors of various 
sizes and one copper conductor were 
tested. The apparatus and methods of 
measuring the losses are described, the 
usual method being to balance the two 
transformer losses against each other, 
thus enabling the loss taking place, due to 
the line only, to be measured directly. 
The general conclusions deduced from this 
investigation are: With a given conductor 
at a given spacing, under given atmos- 
pheric conditions, there is a certain voli- 
age or critical point at which a very ap- 
preciable loss begins to occur through the 
atmosphere. There may or may not be a 
loss below this critical point, depending 
upon the atmospheric conditions. Float- 
ing particles in the atmosphere, whether 
of moisture or solid, promote such loss, 
and also increase the loss above the critical 
point. This critical point corresponds to 
a partial breakdown of the dielectric and 
coincides with the voltage at which lumi- 
nosity or hissing of the conductors begins. 
It depends upon the maximum value of 
the electromotive-force wave and the dis- 
tance between conductors. It is really 
fixed by the potential gradient at some 
point in the atmosphere. There is a loss 
over insulators which is affected by the 
moisture conditions of the atmosphere. 
The variations in the atmospheric and the 
insulator loss, due to atmospheric condi- 
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tions, bear a definite relation to the prod- 
uct obtained by multiplying the vapor 
pressure by the relative humidity. So far 
as is at present known, this relation is 
empiric. The loss over insulators during 
a fog is higher than in dry air or during 
a heavy rain. The smoother the surface 
of the conductor the less the loss, while 
stranding conductors decreases the loss, 
due to the increased equivalent diameter 
of the conductor. Weathering of con- 
ductors does not apparently. affect the 
critical point. This point is the same for 
copper and for aluminum. Anything 
which increases the charging current of 
an insulator increases the loss of an in- 
sulator, and this loss is greater when 
wooden pins are used than when the pins 
are of metal because of the greater resist- 
ance of the wooden pin. These losses de- 
crease with the frequency, but the law of 
decrease is not yet known. Neither the 
critical point nor the loss between cables 
is affected by variation in the distance of 
the cables from the ground. — 

Following the presentation of this 
paper, Dr. Samuel Sheldon, in en appre- 
ciative address, presented, on behalf of the 
board of directors of the Institute, en- 
grossed resolutions to Charles F. Scott in 
acknowledgment of the work which Mr. 
Scott had done in securing Mr. Carnegie’s 
gift of the Engineering Societies Build- 
ing and also for Mr. Scott’s valuable work 
as one of the Institute’s trustees of the 
United Engineering Society. 

Mr. Scott was deeply touched by this 
tribute and appreciation, and expressed 
his feelings warmly. 

The discussion on Mr. Mershon’s paper 
was opened by the reading by P. H. 
Thomas of a communication from H. L. 
Doherty which discussed the great value 
of such high-voltage studies. 

Dr. Elihu Thomson then took up Mr. 
Mershon’s conclusions seriatim. The first 
conclusion that there is a certain critical 
voltage is well known. The second is 
somewhat remarkable, as this states that 
there may be a loss below the critical 
voltage depending upon the weather, 
though there is no visible indication of 
such loss. The third conclusion, which 
states that particles in the atmosphere 
may produce such a loss, is perfectly 
logical. The effect of water vapor in 
producing a loss below the critical point 
may be explained by the fact that water 
vapor just above the condensation point 
is not a true gas. There are then some 
particles of water in the liquid condition. 
This view brings conclusions 3 and 4 to- 
gether, and from this conclusion 5, which 
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states that the presence of moisture affects 
the amount of loss above the critical 
voltage, follows logically. That the pres- 
ence of moisture and other particles in 
the atmosphere affects the position of the 
critical point is explained by the fact that 
such particles extend the influence of the 
conductor. 

The next five conclusions, which state 
that the critical point corresponds to a 
partial breakdown of the dielectric and 
coincides with the voltage at which lumi- 
nosity begins; that this point depends upon 
the maximum value of the electromotive 
force; that it depends upon the distance 
between the conductors and their diam- 
eter, and that there is a loss at the in- 
sulators which is affected bv the atmos- 
phere, are all admitted. Mr. Mershon 
had apparently found a law connecting at- 
mospheric loss with the product of the 
vapor pressure by the relative humiditv. 
This is natural, since the quantitv of 
moisture and its condition are both con- 
cerned. The greater loss due to fog, as 
compared with rain, mav be because in the 
former case the entire insulator is covered 
with water. The conclusion that the 
smoother the surface of the conductor the 
less the loss seems logical, but it does not 
agree with the next two conclusions, which 
state that the use of a standard conductor 
of equivalent diameter reduces the loss. 
The weathering of aluminum conductors 
would not be exnected to increase the loss, 
and it is also to he expected that this loss 
would be independent of the material of 
which the conductor is made. That the 
increase in the charging current of the 
insulator increases the loss is natural. 
The same is true of the conclusion that 
this loss decreases with the frequency. 
The fact that the distance from the 
ground does not seem to affect the loss 
may be because this distance is relatively 
very much greater than the distance be- 
tween the wires. ` 

Dr. Samuel Sheldon called attention to 
the study of the atmosphere which has 
been made by Professor Carl Barus, of 
Brown University. Investigations have 
been made at Providence, R. I., and at 
Block Island. He has always found that 
ions are present in the atmosphere at both 
places. Dr. Sheldon explained Professor 
C. T. R. Wilson’s idea of how ionization 
takes place. It is due to the collision of 
a rapidly moving ion with a molecule. 
This collision splits another ion off the 
molecule, which, in its turn, may cause 
ionization of a second molecule. The 
effect, when once started, spreads rapidly 
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like a conflagration. Hence the compara- 
tively sharply defined critical voltage. 

Henry Floy discussed the early experi- 
ments of Professor H. J. Ryan, on atmos- 
pheric losses, and said it is probable that 
the different values of the critical voltages 
as found by Ralph D. Mershon and Pro- 
fessor Ryan were due to the different 
methods of determination. Professor 
Ryan had depended upon visual observa- 
tions, while Mr. Mershon had used in- 
struments. 

Dr. Steinmetz does not admit that the 
critical potential indicates a sudden 
change. The change must be gradual. 
The discharge would probably be started 
at the kinks in the wire, where brush dis- 
charges will arise. They do not represent 
the true critical potential of the wire. It 
is hard to get accurate results. He sug- 
gested that if Mr. Mershon would plot his 
results on logarithmic co-ordinates, thus 
getting straight lines, instead of the 
logarithmic curves he apparently obtains, 
that it would be much easier to extend 
these lines, and thus obtain the critical 
value accurately. The results given in the 
paper show that there is a loss, but more 
work must be done before its value can 
be known accurately. 

P. H. Thomas said that at the present 
time these atmospheric losses are neg- 
ligible from a commercial point of view. 
He suggested also that a quadrant elec- 
trometer might be used advantageously 
for measuring the energy of these losses, 
since but little energy is consumed in this 
device. He asked for data indicating the 
actual atmospheric loss during rain. 

P. M. Lincoln pointed out the fact that 
the experiments had been conducted on a 
single-phase line, and since the relative 
potential of the line to ground of a three- 
phase system would be different, the re- 
sults might not be directly applicable to 
the latter. 

C. F. Scott said that laboratory experi- 
ments frequently failed to give results ap- 
plicable to outside conditions. This at- 
mospheric loss determines the limit of 
potential which may be employed for 
power transmission, and he asked how the 
limits as found by Mr. Mershon in his 
recent investigation agreed with those 
which the latter had assumed in an 
earlier Institute paper, in which the state- 
ment was made that the economical size 
of conductor for any length of transmis- 
sion and any possible potential would 
bring the system below the critical poten- 
tial. 

P. N. Nunn thought that the subject 


was more of scientific interest in its pres- 
ent form than of practical value. What 
is needed on a transmission system before 
all else is reliability. The insulation of a 
system must be considered as a whole, and 
the loss as due to its weakest links. He 
gave briefly an account of a number of 
systems with which he had been con- 
nected, which had given various degrees 
of satisfaction, and not always in propor- 
tion to the amount of protection or the 
expensiveness of the installation employed. 
The best lines have frequently given 
trouble, and the cheapest ones have been 
immune from it. Why, he could not say. 

Dr. Elihu Thomson questioned the ac- 
curacy of the statement that the increase 
of loss due to vapor in the atmosphere ig 
the same for the same vapor product, no 
matter what the size of conductor or what 
the spacing between conductors. 

In closing the discussion Mr. Mershon 
said that undoubtedly Professor Ryan’s 
high values for the critical potential were 
due to his method of determination. The 
latter depended upon the appearance of 
luminosity. Referring to Dr. Steinmetz’s 
criticism, he said that even though the 
wire might have been kinked, the condi- 


tions obtaining were those of actual con- — 


struction. He questioned whether Mr. 
Thomas’s suggestion that a quadrant elec- 
trometer be used could be adopted, be- 
cause of the loss taking place in the wire 
employed for splitting the potential. 
Readings of atmospheric loss during rain 
had been taken, but no consistent values 
had been obtained. The behavior then re- 
sembled that during a snow-storm. Mr. 
Lincoln’s point regarding the difference 
between a single-phase and a three-phase 
system with respect to the ground was 
good, but this point had not been taken 
up, and nothing had been done as yet to 
determine the losses of a three-phase sys- 
tem. e 

D. R. Scholes presented a paper entitled 
“Fundamental Considerations Governing 
the Design of Transmission Line Struc- 
tures.” Before a tower or pole for a given 
transmission line can be designed, some 
conclusion regarding the loads to be borne 
must be reached. Since the towers now 
m use for transmission lines resemble 
closely windmill towers, it seems that the 
best guide in selecting figures to represent 
the problem of extreme load conditions 
may be gathered from a study of such 
etructures, as they are the result of many 
years’ experience. The various factors 
then affecting the strains on the towers, 
Such as wind, sleet, low temperature and 
accidents due to breaking cables, ete., are 
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considered. The author suggests that 
towers be designed to resist a wind press- 
ure of forty pounds per square foot, with 
a factor of safety from one and one-half 
to two. The actual value of this factor is 
to be determined by experiment, and the 


method suggested is the erection of an- 


experimental span as near as possible to 
a weather bureau station, provision being 
made to measure the stress. The figure 
of thirty pounds per square foot is com- 
monly used in bridge calculations, but it 
is unsafe to assume this in localities where 
high winds prevail, and when it is used 
a factor of safety of two should be 
adopted. It is suggested that the struc- 
ture should provide for a coating of sleet 
at least half an inch thick, a factor of 
safety of two being employed in calcu- 
lating the ultimate strength of the con- 
ductor to carry this load. To insure the 
cross-arms against breaking, should a cable 
give way, it is suggested that the arms 
should be tested to loads equal to one and 
one-quarter times the elastic limit of the 
conductor if on pin insulators, and one 
and one-half times the elastic limit of the 
conductor if on suspension insulators. In 
developing the design of the foundation 
for a given line, tests should always be 
made to determine the holding power, 
density, etc., of the soil so that the 
strength of the foundation will be known 
as accurately as the strengths of the other 
parts of the line. 

A communication from N. J. Neall was 
read by Mr. Thomas, which criticized some 
of the suggestions made by Mr. Scholes, 
and suggested that more conservative fig- 
ures would be better, and that a factor of 
safety of two should be the least employed 
at any point. 

C. E. Skinner presented a paper on 
“The Testing of High-Voltage Line Insu- 
lators,” in which a specification is proposed 
as standard for the testing of high-voltage 
line insulators. This specification was 
prepared by request of the High-Tension 
Transmission Committee of the Institute 
and it represents, as far as possible, the 
harmonized information obtained from 
different- sources, and not Mr. Skinner’s 
personal opinion. The specification is 
divided into three parts: Routine tests, 
such as inspection, dielectric tests; de- 
sign tests, for determining the mechanical 
strength, whether the insulator will be 
able to withstand its full potential, rain 
tests and dew tests, ete., and, finally, in- 
structions for carrying out the various 
required tests. Some of the requirements 
of these tests, such as the rain test, are 
more severe than would ever be experi- 


43 


enced in practice except under the most 
unusual conditions. 

A communication by N. J. Neall, dis- 
cussing this paper, was read, in which 
more severe tests are urged. At least 
three times the normal potential should 
be applied to every insulator. Objection 
is also raised to the suggested method of 
making the rain test. Mr. Skinner pro- 
poses placing the insulator at an angle of 
forty-five degrees and allowing the water 
spray to fall vertically. Mr. Neall con- 
tends this will not represent the actual 
conditions on account of electrostatic and 
gravitational forces. 

P. H. Thomas said that insulators 
should be tested by means of a spark-gap 
so as to produce a high frequency, and 
asked what provision has been made for 
testing at different frequencies. 

Mr. Mershon approved the use of the 
vertical spray with inclined insulator be- 
cause of the difficulty of accurately ob- 
taining a specified spray at an angle. 
There is also a good deal of trouble in 
finding exactly what the spray shall be. 
He thought that the amount of pretipita- 
tion recommended was too small. That 
usually required is one inch per minute, 
and the records of the Weather Bureau 
show that occasionally 0.8 inch falls dur- 
ing an actual rainstorm. 

Dr. C. H. Sharp described a spray 
which is used abroad, and which he pur- 
poses using in this country for testing 
insulators. This consists of a cylindrical 
tank, in the bottom of which are a number 
of small tubes, each plugged with asbestos 
wool or some similar material. By apply- 
ing air pressure to this tank any rate of 
precipitation desired may be obtained, 


while this may easily be measured by 
means of the gauge glass on the tank. 

E. M. Hewlett suggested that a steam 
test might be better than a rain test. 

Dr. Steinmetz suggested that all insu- 
lators should be submerged for one week 
before applying the test. This would 
allow anv absorption of moisture due to 
the appearance of hair cracks in the glaze 
to take place. Such absorption will, of 
course, take place after the insulator has 
been installed. He did not think it was 
advisable to test any insulator at less than 
twice the normal potential. 

In closing the discussion Mr. Skinner 
said that in his opinion a dew test will 
be more severe than a rain test, and much 
easier to reproduce. He did not think 
that accurate results could be obtained by 
blowing the spray against the insulator. 
The specifications which he had proposed 
were intended to indicate what a perform- 
ance test should be and to draw out fur- 
ther information. 

The session was then adjourned. 

(To be concluded.) 
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Street Railway Association of the State of New York. 


Twenty-sixth Annual Meeting, Held at Niagara Falls, Ontario, June 30 and July 1. 


HE twenty-sixth annual meeting of 
T the Street Railway Association of 
the State of New York was held 
at the Clifton Hotel, Niagara Falls, On- 
tario, June 30 and July 1. President 
T. W. Wilson, general manager of the 
International Railway Company, Buffalo, 
N. Y., called the meeting to order at 
10.30- a. M., June 30, in the assembly 
room of the hotel, and introduced the 
Hon. R. F. Carter, mayor of the city of 
Niagara Falls, Ontario, who welcomed the 
railroad men to the city and voiced the 
appreciation of the city officials upon the 
selection of Niagara Falls as their con- 
vention place. 

The secretary made several announce- 
ments, and, on motion, the reading of the 
minutes of the last meeting was dispensed 
with. 

President Wilson then delivered his an- 
nual address, saying that while the begin- 
ning of the year pointed to a most pros- 
perous era, since last October there has 
been a struggle to reduce operating ex- 
penses commensurately with the falling 
off in gross earnings. Ninety-eight per 
cent of the total earnings of electric rail- 
ways is derived from receipts from pas- 
‘sengers and consequently the electric rail- 
ways had not suffered as heavily as the 
steam roads. He reviewed the work of 
the association during the year and com- 
mented particularly upon the work of the 
Committee on Standard Classification of 
Accounts. 

The secretary, J. H. Pardee, reported 
that the number of active members had re- 
mained the same during the year. Three 
allied members had resigned and twenty- 
two new allied members had joined, mak- 
ing a total of 100 allied members. Will- 
iam Sharpe and J. C. Calisch, who were 
elected at the last convention as members 
of the executive committee, were com- 
pelled to resign on account of business en- 
gagements. E. J. Cook, of Rochester, and 
R. J. Dver, Jr., of Auburn, were elected 
to fill the vacancies. 

The next item of business was the re- 
port of the treasurer. H. M. Beardsley, 
secretary and treasurer of the Elmira 
Water, Light and Railroad Company, pre- 
sented his report, showing total receipts 
for the vear amounting to $10,875.23; 
expenses, $6,897.05; balance, $3,978.18. 

C. Loomis Allen, of the Svracuse Rapid 
Transit Company, presented the report of 
the Committee on Classification of Ac- 


counts. This report indicated that it was 
unsatisfactory for the street railway com- 
panies and the steam railroads to make up 
their accounts on the same classification. 
Another objection was the incorporation 
of a theoretical depreciation account in the 
classification. Still another was the keep- 
ing of such a large number of primary 
accounts as were called for for the elec- 
tric railways. After the committee had 
worked with the Interstate Commerce 
Commission and the Public Service Com- 
mission, a final classification of accounts 
was submitted which had been approved 
by the Interstate Commerce Commis- 
sion, and will be promulgated on October 
1. The resulting classifications were three 
in number, known as A, B and C. 
Classification A is kept by all roads hav- 
ing gross receipts of more than $250,000; 
classification B is kept by all roads having 
gross receipts between $50,000 and $250,- 
000; classification C is kept by roads hav- 
ing receipts of $50,000 and less. The 
electric railways succeeded in convincing 
the regulating commissions that it would 
not be to the best advantage for electric 
railways or commissions to insist that 
steam and electric railways should ac- 
count upon an identical classification. 

Concerning the question of depreciation 
it is stated that the Interstate Commerce 
Commission in its classification will not 
promulgate depreciation, but will depend 
upon the second year upon what a ma- 
jority of the state commissions will do 
with the classification as to whether they 
shall incorporate it in the order for the 
second year’s operation. 

In presenting the report of the Com- 
mittee on Electric Express and Freight 
Service Mr. Allen stated that W. C. 
Collins had carried on most of the work in 
connection with this report. The com- 
mittee had held four meetings. At the 
first meeting Mr. Collins was elected sec- 
retary, and since that time the bulk of 
the work had devolved upon him. There 
had developed, however, several matters 
which he would call upon the members of 
the committee to talk about. These were 
the question of rates and the question of 
blanks. He asked A. Eastman to deliver 
the report upon the question of rates. 

Mr. Eastman stated that possibly no 
uniform or standard form should be 
adopted in compiling express and freight 
rates. He believed, however, that it would 
be to the interest of all electric railway 
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companies to adopt a uniform tariff sheet, 
if for no other purpose than to make the 
filing with the Public Service Commission 
more uniform and standard. Any com- 
parison of figures concerning the freight 
rates established by different companies 
would be very misleading, and would indi- 
cate that the company having a few miles 
of track was getting a much higher rate 
per ton-mile than a company with con- 
This results from the 
fact that a five-mile haul at a rate of 
ten cents per hundred gives a rate of 
forty cents per ton-mile, when possibly 
the same commodity would be hauled 
fifty miles at a rate of twenty cents per 
hundred, giving a rate per ton-mile of 
eight cents; while if the five-mile rate 
were taken as a basis, the fifty-mile haul 
would amount to ten times as much as 
a five-mile haul, or $4 per ton-mile. It 
can therefore be clearly seen that the 
length of haul controls the rate per ton- 
mile. A number of the electric railway 
companies have adopted a minimum 
charge of ten cents per shipment, but 
unless competition is such that it is abso- 
lutely necessary to do so, the author did 
not think that the minimum charge 
should be less than fifteen cents per ship- 
ment, and it should be twenty-five cents 
when possible. 

There was no discussion upon this sec- 
tion of the report and W. C. Collins was 
called upon for his comments. 

Mr. Collins suggested that the best 
results could be accomplished if a con- 
siderable amount of standardization 
should be done in order to evolve a sys- 
tem that should be sufficiently elastic to 
cover all roads and all conditions. An 
important point to be taken into consider- 
ation is the difference in operation. A 
city company operating with an express 
messenger on a car would not need such 
an elaborate system as a large interurban 
road operating through towns with agents. 
It is just such cases as these that it is 
necessary to harmonize. The primary 
blanks would be the same, however, for 
all companies. He then described the 
blanks which would be needed to carry 
out the different functions necessary under 
different regulations of service. 

Edgar S. Fassett, general manager of 
the United Traction Company, of Albany, 
N. Y., stated that there were several 
points which should be taken into con- 
sideration concerning the Interstate Com- 


merce Commission. He said that, judg- 
ing from the most recent decision of the 
wuts, any freight or express which is 
vonsigned to points outside of the state 
or which comes from points outside of the 
state and is consigned to a freight or ex- 
press company, brings the electric railway 
~ompany under the Interstate Commerce 
act, with all its conditions. He has re- 
cently issued an order making it impos- 
sible for his company to accept freight 
and express consigned to points outside 
of the state or to receive from any steam 
railroad any freight or express coming 
from outside of the state. 

The next report was by A. R. Walsh. 
of the Schenectady Railway Company, on 
the question of freight and express de- 
partments. Mr. Walsh considered that 
the total operating expenses per car-mile 
for carrying freight varied from twenty 
cents per car-mile to $1.021 per car-mile. 
In averaging these costs it was discovered 
that the company that operated for twenty 
cents per car-mile earned a gross of forty- 
four and one-half cents per car-mile, while 
the company that operated for $1.0214 per 
cat-mile earned in gross a fraction over 
$1.28 per car-mile. The company with 
the operating expenses of $1.0214 per 
cat-mile earned one and one-half cents net 
more per car-mile than the company 
which operated for twenty cents per car- 
mile. | 

There was a large variation in the 
mileage—196,602 miles for one company, 
against 30,515 for the other. The one 
company in ten months earned almost 
$90,000 gross more than the other, while 
the expenses were only about $8,000 more. 
What makes the cost of operation varv 
s% in this particular case is the vast 
difference in mileage. 
ne company operated for thirty-three 
‘ents per car-mile, and earned net about 
#venteen and one-quarter cents per car- 
mile. Another company operated for 
“venty-three and three-quarters cents per 
"ar-mile and while it earned gross eighty- 
me cents per car-mile, it only earned net 
about six and one-half cents per car-mile. 
are of these companies did any de- 

mg by wagon, both of them handling 
Pi but freight; consequently, they 
no stable expenses to figure in. 
a is no doubt that the express and 
ei: Service on electric lines is a great 
ie to the merchants, as it is 
itis es 2 to get quick service at 
ae n they find themselves short 
particular article. It enables 


t 
em to carry a smaller stock, and the - 
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result is that the electric roads get a 
large number of shipments. 

High charges against the freight de- 
partment are not right. Taking a freight 
car and a passenger car of equal weights 
and equipment, on a twenty-mile run the 
consumption of power by the freight car 
will be considerably less than that of a 
passenger car. 

It has been said that an arbitrary 
charge per mile should be assessed against 
the freight and express cars. This might 
be all right if the freight and express 
privileges were leased to another company, 
but where the railway company is doing 
the work itself or where it has a separate 
department, it would seem that a propor- 
tion of the operating expenses should be 
charged. 

Where the companies carry freight in 
combination cars the costs, of course, de- 
crease. 

The author considers that where freight 
and express is given a proper chance it 
will be found to be a profitable business. 

Mr. Allen moved that the incoming 
president should appoint a new committee 
upon freight and express to continue the 
work for another vear. This motion was 
carried. 

The report of the Committee on Height 
of Car Steps was presented by E. F. 
Peck, chairman. 

The report stated that the committee 
had held several meetings and that, in so 
far as the question immediately related to 
cars now in use, it had been unable, on 
account of the greatly varving conditions 
found on many roads, to come to any de- 
cision which would be of practical value, 
as it was very evident that at least the 
roads which have been represented at the 
meetings had individually given the mat- 
ter careful consideration, and had not 
heen able to arrive at anv definite con- 
clusion. 

The report rehearsed the evolution of 
the electric street railway from the days 
of the horse-car, and indicated how the 
problem was involved by the matter of the 
spacing of the centres of the tracks. 

In the case of closed cars it had been 
possible to keep within limits which 
seemed to be reasonably convenient for 
passengers generally. The committee felt 
warranted in making the recommendation 
that in the design of cars to be built in 
the future for use in cities, the height 
and rise of steps be, measuring from the 
top of rail, not more than seventeen 
inches; from step to platform, fourteen 
inches, and from platform to floor of car 
not more than ten inches. In no case 
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did it consider the use of two steps from 
the street to the platform advisable. 

In the case of double-truck, the width 
of track centres is the controlling condi- 
tion. This limits the width of the car 
hody, making it necessary to so design 
the steps that the truck frame, as well as 
the wheels, in swinging at curves, will 
have clearance under the step. 

In the case of open cars so much de- 
pends upon the size of the motors, condi- 
tion of roadway over which the cars run, 
as affecting the clearance above rails, 
and maximum allowable width of car, that 
the committee feels that perhaps the only 
reasonable recommendation which can be 
made is that in all cases the distance from 
the rail to the step be made as small as 
possible and the height from the step to 
the car floor be not more than seventeen 
inches. 

In reply to an inquiry H. A. Benedict 
suggested that eight inches would be:a 
proper width for a car step. 

The report of the Committee on Model 
Car Repair Shop was presented by H. A. 
Benedict, chairman. This report gave 
elaborate details for a model car repair 
shop accommodating 100 cars. It is as- 
sumed that the site is a fairly level 
stretch of ground having a frontage of 
570 feet and a depth of not less than 450 
feet. Unprotected structural steel is at 
the mercy of a conflagration where 
wooden car bodies below or adjacent to it 
furnish fuel to distort and weaken the 
vital parts of the building. If reinforced 
concrete is used these risks are mini- 
mized, if not entirely eliminated. Brick 
is used for curtain walls which support 
only their own weight. A unit bay thirty- 
two feet wide from centre to centre of 
columns transversely and fourteen feet 
centre to centre of colums longitudinally 
is adopted. With the width of thirty-two 
feet the tracks may be placed on fourteen- 
foot centres, allowing nine feet from the 
centre of the outside track to the centre 
of the adjacent wall. This arrangement 
gives ample room between and alongside 
tracks. To secure proper lighting in the 
bays, which are entirely dependent upon 
overhead light, and to supplement such ` 
side light as may be secured from win- 
dows in the exterior walls, a uniform. 
continuous skylight ten feet wide is placed 
in the roof of each bay on its axis. A 
car sent to the shop for repairs is switched 
to certain of the tracks and brought in 
over the repair pit. This pit is served bv 
pit jacks and by two ten-ton electric 
traveling cranes in each bay. Each crane 
is equipped with two five-ton electric 
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traveling hoists. If the car body needs 
either carpenter repairs or painting it is 
moved to an adjacent track in the bay 
and is lowered to a pair of shop trucks. 
It is then hauled to the carpenter or paint 
shop. For ordinary repairs the trucks are 
left over the pit where the car body was 
removed, and are placed in condition to 
receive the body after it has been returned 
from the paint or carpenter shop or an- 
other car body of the same type. Oil 
storage is provided in a separate building 
adjacent to the stock room. A brass 
foundry and foundry shop are provided 
adjacent to the forge shop. To afford 
ficient fire protection for the contents of 
the shops, a thorough system of hydrants, 
both inside and outside of the building, 
is provided. All hydrants are connected 
to a 25,000-gallon pressure tank at the 
rear of the property, as well as to the 
city water supply. As the buildings 
themselves are non-inflammable, no 
sprinkler system is recommended. 

W. W. Cole thought that the location 
of the repair shop should be given very 
careful consideration. He has found that 
where repair shops are located at some 
point considerably out of town, it creates 
a very large non-revenue mileage in shift- 
ing cars to the shop. There is also a 
tendency to hold the cars too long before 
sending them to the repair shop, or a 
tendency to increase the amount of re- 
pairs done at the car-barns. 

R. E. Danforth, general manager of the 
Public Service Corporation of New 
Jersey, said that in providing shops for 
scattered systems it is an open question 
whether a central repair shop is of ma- 
terial value. In New Jersey his company 
has to shift cars forty miles to a central 
repair shop. Where a well-designed 
division repair shop is provided it is 
often the case that the operating expense 
is less than on a division where a central 
repair shop is located. Each division 
master mechanic is particularly interested 
in the cost of operation of his particular 
cars, and never spends an unnecessary 
dollar upon a car when he gets it in his 
division shop. When he sends the car to 
the general shop for the annual overhaul- 
ing he leaves as little as possible to be 
done at the gencral shop. 

TUFSDAY AFTERNOON SESSION. 

The Tuesday afternoon session was 
called to order at 2.45 o’clock by Edgar 
S. Fassett, first vice-president. 

The first paper was entitled “Commu- 
tating-Pole Railway Motors,” and was 
read by E. A. Anderson, of the General 
Electric Company, This paper deseribed 
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the characteristics of the commutating- 
pole motor and indicated the advisability 
of adapting this type of motor tc ssilway 
work. Replying to a question concern- 
ing the comparative cost of the commu- 
tating-pole motor, Mr. Anderson said that 
the extra cost of manufacture would 
probably be about twenty-five per cent. 
It was a question of increasing the re- 
liability and buying that reliability as 
cheaply as possible. 

There was no further discussion on 
this paper, and the session adjourned to 
make a trip over the gorge route and visit 
points of interest on the Canadian side 
of Niagara Falls. 

WEDNESDAY MORNING SESSION. 

The Wednesday morning session was 
called to order at 10.40 o’clock. The first 
paper was entitled “Observations on the 
Pay-as-You-Enter Car by the Mechanical 
Man,” br W. H. Evans, master mechanic, 
International Railway Company, Buffalo, 
N. Y. This paper cescribed the several 
forms of pay-as-you-enter cars which had 
been installed. In making an effort to 
reduce the, weight of the cars and to 
simplify the operation of the equipment, 
particularly in connection with the pay- 
as-you-enter system, it is perhaps a very 
opportune time for railway companies to 
inaugurate equipment arranged for 
single-end service. With comparatively 
slight expenditure for necessary track ar- 
rangement which will facilitate the oper- 
ation of cars on the single-end plan, a 
very decided improvement can be made 
in the reduction of the weight of the cars 
and in designing a stronger, more com- 
fortable and a generally more satisfactory 
car than can be arranged for in double- 
end operation. The saving in the con- 
struction per car will easily offset the ex- 
pense for the rearrangement of the tracks 
to permit single-end operation. 

Attention was called to the Buffalo 
plan of fare collection. This arrange- 
ment consists of a fare box, or car safe, 
as it is called, with a suitable receptacle 
for receiving fares at the top, with a 
tripping device from which they are 


. dropped into an inner cash box, where the 


fare is securely deposited until it is con- 
veved directly to the counting table in 
the treasurers office. The small cash 
boxes are received from the treasurer’s 
office unlocked, and in that position are 
placed on the inside of the car safe and 
receive all of the fares collected on the 
car from the time it goes into service 
until it is returned to the car barn. 
Following the reading of this paper 
the meeting was addressed by Acton Bur- 
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rows, secretary-treasurer of the Canadian 
Street Railway Association. 

The next paper was entitled “The Pay- 
as-You-Enter Car from an Operative 
Standpoint,”” and was presented by C. A. 
Coons, superintendent of transportation, 
International Railway Company, Buffalo, 
N. Y. This paper described the method 
of instructing the trainman for handling 
passengers on the pay-as-you-enter car. 
The company has found that the car has 
become highly popular with both patrons 
and employés. Among the various ad- 
vantages and merits of this type of car 
from an operating standpoint the follow- 
ing mav be mentioned: Increase in 
revenues due to fares previously missed 
and otherwise appropriated, which are 
now dropped into the receiver and fare 
box; increase in speed due to cars being 
able to take on and discharge passengers 
simultaneously; decrease in regular cars 
operated, which necessarily decreases 
mileage as well as the number of car- 
hours; decrease in the number of acci- 
dents due to the presence of the conductor 
on the rear platform at all times; allevia- 
tion of conditions leading to jostling, 
crowding and other discomfort to pas- 
sengers formerly caused bv conductor 
pushing through to collect fares. 

Duncan McDonald, general manager of 
the Montreal Street Railway Company, 
was introduced as the father of the pay- 
as-you-enter car. Mr. McDonald ad- 
dressed the meeting very briefly upon the 
advantages of this tvpe of car and said 
that his company was very well satisfied 
with its operation. 

Mr. Danforth described the operation 
of the pay-as-you-enter car on the system 
of the Public Service Corporation of New 
Jersey. This type of car appears to suit 
the patrons very well, and in spite of the 
fact that it is of the single-end, cross-seat 
type, with a large rear platform, it has 
won the approbation of the people on 
the company’s lines and eliminated all 
trouble and annoyance formerly caused 
by the conductor after the passenger had 
once entered and taken his seat. The 
company finds that it can carry almost as 
many passengers per car with some degree 
of comfort, and can satisfy a greater 
number of passengers on each car. There 
has also been an improvement in the col- 
lection of fares. After the company had 
installed the first fiftv pay-as-you-enter 
cars it investigated the possibility of re- 
huilding some of its old equipment, and 
it has been found that some 250 or 300 
cars were so nearly of the pay-as-vou-enter 
type that an expenditure of about $200 
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per car will put them in shape for that 
method of operation. Other cars were 
found well adapted for double-end con- 
struction, and the company is now putting 
through its shops about 300 cars, some 
for singleend operation and some for 
double-end operation. 

C. R. Barnes, of the Public Service 
Commission for the Second District of the 
State of New York, was introduced and 
asked for a discussion on the subject, 
‘The Use of Curtains on Front End of 
Suburban Cars During the Daytime.” 

W. R. W. Griffin, of the Rochester & 
Fastern Railway, stated that his com- 
pany always operated with the front end 
closed, one of the reasons for this being 
that it is often possible to carry express 
that the traveling public would not like 
to ride with. In this way the company 
increased its revenue. Another reason 
was that passengers on a high-speed car, 
especially in a hilly country, eaw too 
many “near accidents,” 

Mr. Pardee stated that where cars were 
operated at a very high speed it was well 
to keep the curtains down, as the possi- 
bility and imminence of danger always 
impress the passenger when looking 
straight ahead of the car. 

E. F. Peck, general manager of the 
Schenectady Railway Company, stated 
that on the Schenectady system the cur- 
tains were always up in the daytime. No 
trouble had ever been experienced. He 
thought that it made a much pleasanter 
trip for the passenger, and that in case 
the motorman was subjected to an acci- 
dent or overcome in any way it gave the 
passenger and conductor a chance to see 
what wag happening on the front plat- 
form, and in that way resulted in pre- 
venting a serious accident. Of course, at 
night the feature of the interference of 
the light is a serious thing, and it is then 
necessary to darken the front end of the 
car, 

; The next subject for discussion was 

Some Practical Means to Enable Pas- 
“sets Desiring to Board Trains to 
Stop Them at Flag Stations,” 

H. 8. Williams, of the Utica & Mo- 
hawk Valley Railway, stated that his com- 
Pny provided a system of flag-stop sig- 
us consisting simply of a cast-iron 
mitch operating five lights. This is 
e the passenger by means 
na 5 W S is pulled at the time the 
ia es. There is very little 
The lamn e maintenance of this signal. 
Ha a l cas for only a small 
see e time, and burnouts amount 

y nothing. The box is made 
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of wood, because the experience of the 
company has been that this stands up 
better than iron. The signal costs ap- 
proximately $2.95 to build. This in- 
cludes the entire cost of lamps, switches, 
sockets and everything else connected 
with the signal. The maintenance does 
not amount to over twenty-five cents a 
year for each signal. 

Upon the suggestion of Mr. Barnes, 
a motion was carried requiring the in- 
coming president to appoint a committee 
of five to investigate this subject and re- 
port. 

The next topic was entitled “The 
Equipping of City Cars with Red Flags 
and Lanterns on Lines which Cross Steam 
Tracks at Grade.” 

Mr. Coons did not thing that it was 
a good plan to carry either red flags or 
lanterns on electric cars. If there was 


time enough to get out a red flag or a 


lantern to flag a train, there was time to 
get the passengers off. 

Mr. Barnes did not think that the flag- 
man employed at a steam-road crossing 
by the steam road affected the operation 
of the electric car in any way. He did 
not think that he was of any benefit in 
safeguarding the operation of the electric 
system, 

Mr. Fassett was of the opinion that it 
would pay any electric railway company 
to have its own flagman at all places 
where a steam road crosses the electric 
road at grade. 

Upon motion it was decided to refer 
this topic to the Rules Committee to re- 
port at the next quarterly meeting, if pos- 
sible. 

The next topic, “The Practice of Car- 
rying Musical Instruments on City Cars,” 
referred to the annoyance which is some- 
times caused by the carrying of large in- 
struments such as horns or drums upon 
crowded cars. The consensus of opinion 
appeared to be that it was the proper plan 
to issue either single permits or yearly 
permits, subject to cancellation if the 
carrying of the instrument proved an an- 
noyance. 

The paper entitled “Signals for Inter- 
urban and Local Traffic’ was read by 
title. 

Mr. Cole suggested that in view of the 
important work of the Committee on the 
Classification of Accounts, it would be 
well for the incoming president to appoint 
a committee of three to carry on this work 
during the next year. A motion to this 
effect was carried. 

Mr. Cole extended a vote of thanks on 
behalf of the association to the retiring 
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president for the very able manner in 
which he had conducted the work during 
the ` past year. President Wilson re- 
sponded very briefly. He then called the 
attention of the meeting to the fact that 
Mr. Cole, who had been an active mem- 
ber of the association for many years, 
serving on its committees and as an 
officer, was retiring from the active man- 
agement of an electric railway property 
which was a member of the association. 
It seemed fitting that a resolution should 
be spread upon the minutes electing Mr. 
Cole an honorary member of the associa- 
tion. ‘This resolution was adopted unan- 
Imously. 

The report of the nominating commit- 
tee was presented as follows: 

For president, E. S. Fassett, Albany. 

For first vice-president, E. F. Peck, 
Schenectady. 

For second vice-president, C. Gordon 
Reel, Kingston. 

For secretary, J. H. Pardee, New York. 


For treasurer, H. M. Beardsley, Elmira. 

Executive committee: E. J. Cook, 
Rochester; R. A. Dyer, Jr., Auburn; J. 
W. Hinkley, Jr., Poughkeepsie; T. W. — 
Wilson, Buffalo. 

This report was adopted and the sec- 
retary instructed to cast a ballot for the 
ticket. 

President-elect Fassett was escorted to 
the chair by Messrs. Cole and Cook. He 
addressed the meeting very briefly, stat- 
ing his appreciation of the honor con- 
ferred upon him in his elevation to this 
position. 

The convention was then adjourned. 

— e 


Meeting of Lamp Testers. 

A meeting of all the lamp inspectors in 
the employ of the Electrical Testing 
Laboratories was held in New York on 
July 6, 7 and 8. The following papers 
were presented and discussed: 

“Visual Inspections of Electric Lamps,” 
by C. E. Currier, 

“The Best Procedure in Lamp Inspec- 
tion,” by C. H. Stephens. 

“The Selection of Life Test Samples,” 
by H. E. Allen. 

“The Effect of Varying Test Quantity 
Upon Rejections,” by W. F. Ten Eyck. 

“ ‘Bugs’ in Photometry,” by E. L. Peck. 

“Lamp Inspections at Purchasing Com- 
panies’ Storehouses,” by W. J. Bray. 

“The Criterion of Lamp Value,” by A. 
W. Minty. 

“The Value of Laboratory Tests,” by 
W. H. Rolinson. 

“The Functions of a Lamp Inspector,” 
by George H. St. John. 

“The Responsibilities of a Lamp In- 
spector,” by L. J. Lewinson. 
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THE CONTRACTOR AND ILLUMINA- 
TION. 


BY VAN RENSSELAER LANSINGH. 


Ten years ago when a merchant con- 
tracted with a central station for electric 
light, he figured the installation purely 
from the standpoint of cost; so many 
lamps would be required of so much 
candle-power, and his monthly bill was 
forecast at approximately so much. 

He bargained with the contractor in the 
same way and the question was: How 
much will it cost to wire my store for ten 
lights? The contractor gave his price on 
a molding job and on open cleat work and 
the customer took his choice. No men- 
tion was made of illumination and if plain 
drop lights were not used, fixtures and 
glassware were selected for price and not 
for efficiency. The central station repre- 
sentative suggested that the lights be 
placed so many in each window, so many 
along the counters, etc., and the con- 
tractor, when his figures were quoted, met 
the cry of “too much” with such advice 
as to rearrangement of outlets as he cal- 
culated would secure him the job, And 
so throughout the transaction the instal- 
lation was considered merely so many elec- 
tric lamps—not light, not illumination. 

With the increasing popularity of elec- 
tric light for residence, store and factory 
lighting, came a gradual and growing en- 
lightenment on the subject; and the mat- 
ter of efficiencies and economies in the 
various systems of artificial illumination 
became of general interest to the public. 
_As an outgrowth of and correlative with 
this development and the introduction of 
the various lamps of higher efficiency and 
scientifically designed globes and re- 
flectors, has arisen a popular demand for 
accurate knowledge on the subject of il- 
lumination, resulting in the evolution of 
the profession of illuminating engineer- 
ing. Also, the central station itself is 
giving more and more consideration to the 
subject, realizing that after all what the 
customer is buying is illumination, not 
simply current, and that it is incumbent 
on the lighting company to see that he 
receives full value for his money. So 
to-day we find a number of the larger com- 
panies with illuminating engineers regu- 
larly attached to their commercial staffs; 
working out efficient lighting schemes for 
new customers, and rearranging old in- 
tallations to reduce cost. 

The contractor, however, has not yet 
taken up this phase of his work to the 
extent which might be expected. The 
prosperity of the contractor and the vol- 
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ume of his business depend largely on the 
demand for electric current for lighting 
and the satisfaction of his customer in the 
results obtained from each installation. 
It is just as important to the contractor 
that every lighting system he installs 
should give the greatest amount of useful 
light, and be as economical as possible in 
consumption of current, as it is to the 
central station who reads the meter. 

Many contractors have the idea that 
illuminating engineering is too complex 
and too large a problem for them to 
handle, taking the stand that the study of 
scientific lighting is outside their province 
and that they can not give the time neces- 
sary to mastering the subject. They sell 
motors, however, advising their customers 
without hesitation on matters of speed 
and drive, and the details of friction load 
and power-factor. Also when they give an 
estimate on a large generator set they 
do not hesitate to call on the manufac- 
turer for assistance and the job is figured 
for them when necessary. 

Just so, the more advanced problems in 
illuminating engineering may be handled 
on the advice of an experienced illuminat- 
ing engineer; but the simple daily prob- 
lems which the contractor encounters in 
the wiring of small stores, residences and 
factories require only a small amount of 
study, if it is backed up with a large 
amount of observation and plenty of good 
common sense. No highly developed tech- 
nical education is necessary, but simply a 
thorough understanding of the funda- 
mental principles of good illumination. 

No contractor, nowadays, can succeed 
who considers his work to be limited to 
the mere screwing up of cleats and the 
stringing of wires. He must be part of 
the wave of development which is as broad 
as the country, embracing all who work in 
the field. He must be a co-operator. He 
must consider his work not “wiring for 
lights,” but “wiring for illumination” and 
efficient economical results must be the 
end in view. 

There are, of course, numerous in- 
stances where contractors large and small 
have already taken the broader view of 
the matter and are striving for efficiency. 
We cite only random cases, but they serve 
to illustrate the fact that those contractors 
who are to-day studying illumination and 
applying its laws in their work, are the 
farsighted forerunners of this inevitable 
devclopment. 

Frederick C. Ross, of 255 Greenwich 
street, New York city, for example, is 
constantly working among his old cus- 
tomers figuring with them the economies 
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which can be realized by the installation 
of tungsten and other high-efficiency 
lamps with proper reflectors. Mr. Ross 
says he realized some time ago that the 
most prolific field for the contractor lay 
in the line of redesigning present instal- 
lations and reducing current consumption, 
and he has made a special study of the 
results which may be obtained in this 
work, | 

J. Francis Southgate, of Worcester, 
Mass., is another contractor who has made 
a number of installations of Holophane 
arcs and gem lamps, and materially re- 
duced his customers’ current costs, 

Walter Kidde, of the West Street Build- 
ing, New York city, though primarily a 
mechanical engineer engaged principally 
in the construction of large manufactur- 
ing plants, has considered the matter of 
illumination of the greatest importance, 
and in the plant of the Brunswick-Balke- 
Collender Company, in Long Island City, 
and their New York city show rooms has 
produced some exceptionally fine results. 
The efficiency and tone of the show-room 
lighting has called forth much favorable 
comment and attained considerable pub- 
licity. 

Contractors must look the situation fair 
in the face and realize that the rapid 
strides of the last few years in this field 
have affected them quite as much as the 
lighting company itself. 

Electric lights in future will be in- 
stalled, not as lights, but “for illumina- 
tion,” and it rests with the contractor in 
large measure to facilitate this progres- 


sion. 
—o0 


The Chicago Sanitary District 
Hydroelectric Develop- 
ment, 

The investigating committee of the Citi- 
zens’ Association, of Chicago, Ill., ap- 
pointed to study conditions surrounding 
the Chicago Sanitary District hydroelec- 
tric development, has reported that if the 
district is not hampered in the future in 
its efforts to sell electricity its net income 
should amount to at least $500,000 a year. 
This capacity should be reached in six 
months. Ultimately the capacity may be 
increased to 80,000 horse-power, with a 
net annual revenue of $1,500,000. Since 
January the Sanitary District has in- 
stalled three generators capable of pro- 
ducing continuously 16,500 horse-power, 
and for peak service 20,600 horse-power. 
In six months the plant should be capable 


of producing continuously 27,500 horse- 
power. This will be increased to 30,000 
horse-power within two years, when the 
flow is increased by widening the river. 
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rs’ Association. 


Eighth Annual Convention, Chicago, Ill., July 15, 16 and 17. 


HE eighth annual convention of the 
National Electrical Contractors’ 
Association will be held at Chicago, 

Ill., July 15, 16 and 17. Headquarters 
will be at the Auditorium Hotel, the 


Both the open and business sessions will 
be held in the Assembly Room, on the 
sixth floor of the Auditorium Hotel. 

There are a great many matters of im- 
portance to come before the business ses- 


nities in the Illuminating Field,” George 
Loring. 

“The Relations Between the Under- 
writers and the Contractor,” W. H. Mer- 
rill, Jr. 


James R. STRONG, 
President National Electrical Contractors’ Association. 


registration department and directors’ 
room being located on the parlor floor, the 
banquet room on the sixth floor being used 
for the business sessions, The registra- 
tion department will be opened at 6 P. M., 
July 14. All badges and tickets for en- 
tertainment will be issued from the Tegis- 
tration department and no badges will be 
issued until payment by party registering 
of the fee for tickets. The programme 
insures 8 pleasant and profitable meeting, 
and indications point to a large attend- 
ance. The general programme of the con- 
vention is announced as follows: 
JULY 15. 
Open session, 10 a. m. 
Business session, 2 P. M. 
Men’s banquet, 7 P, M., in large banquet 
ball of the Auditorium Annex. 
ladies’ banquet, 7 p. M., in small ban- 
quet hall of the Auditorium Annex. 
JULY 16. 
Open session, 10 A. M. 
Business session, 2 P, M. 
Business session, 7 P. M. 
Ladies’ theatre party, 7 P. m. 
Rejuvenation of the Sons of Jove, time 
‘nd place to be announced later. 
JULY 17, 
All-day outing at Michigan City, boat 


ming Chicago at 9 4. xf. and returning 
at 6 ry 


W. H. Morton, 
Secretary National Electrical Contractors’ Association. 


sions and all of the members are requested 
to convene promptly and remain through 
the entire meeting. 

The open sessions will be interesting 
and instructive, addresses being made by 
the following well-known men: 


G. M. SANBORN, 


First Vice-President, National Electrical Contractors’ 
Association. 


WEDNESDAY, JULY 15. 


Address of welcome, president of the 
Electrical Contractors’ Association of Il- 
linois. 

Opening address, James R. Strong, 
president of the National Electrical Con- 
tractors’ Association. 

“The Electrical Contractors Opportu- 


Joan R. GALLOWAY, 
Treasurer National Electrical Contractors’ Association. 


THURSDAY, JULY 16. 


“Illuminating Engineering,” J. R. 
Cravath. 

“The Relations Between the Lighting 
Company and the Contractor,” Alex Dow. 

“The National Electrical Contractors’ 
Association,” Seth B. Witherbee. 

The local committee hag practically 
completed all arrangements, and the fol- 
lowing have been placed in charge of the 
different features of the entertainments: 
Registration, badges and tickets, C. R. 
Kreider; banquets, Ernest Freeman; en- 
tertainment and vaudeville, Arthur 
Frantzen; outing boat, Henry N ewgard ; 
outing grounds, Warren Orne. 

The officers of the National Electrical 
Contractors’ Association are as follows: 

President—James R. Strong, New 
York, N. Y. 

First vice-president—G. M. Sanborn, 
Indianapolis, Ind. 

Second vice-presidents — Charles R. 
Kreider, Chicago, Ill; F. C. Werk, 
Cleveland, Ohio. 

Treasurer—John R. Galloway, Wash- 
ington, D. C. 

Secretary—W. H. Morton, Utica, N. Y. 

Sergeant-at-arms—J. C. Sterns, Buf- 
falo, N. Y. 
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IMPROVED CONDITIONS IN THE 
ELECTRICAL INDUSTRY. 


SATISFACTORY RETURNS FROM ALL PARTS 
OF THE COUNTRY—INDICATIONS OF A 
RETURN TO NORMAL CONDITIONS. 


That there is a well-defined improve- 
ment coming about in the electrical manu- 
facturing industry is attested bv the in- 
creasing volume of orders and inquiries 
for new material. Last week we published 
an interview with Walter H. Whiteside, 
president of the Allis-Chalmers Company, 
in which he spoke very encouragingly con- 
cerning the revival of business and the 
renewed activity in all branches of the 
industry. Supplementing his statement 
of last week, Mr. Whiteside says: “There 
is a continuation of the progressive con- 
ditions stated in my interview of last 
week, At the present rate of improvement 
normal conditions will again be realized 
within a very short time.” 

For the year ended June 30, 1907, the 
Allis-Chalmers Company showed an oper- 
ating deficit of $387,298. The earnings 
for the year ended June 30, 1908, will 
show a substantial profit available for 
dividends on the preferred stock. The 
strength of the stock and bonds of the 
company is attributed to the better show- 
ing, not only in earnings, but in new 
business as well. 

The business of the General Electric 
Company continues to show steady im- 
provement. Gross sales of new appara- 
tus are running now at the rate of fully 
$40,000,000 per annum, as against a rate 
of $35,000,000 per annum in February 
and April. The total of new orders for 
the three months was $10,033,172. Dur- 
ing March several large orders were re- 
celved. During the last two months there 
has been a steady accumulation of orders, 
and in the last month the company has 
been able to show gross sales of $3,500,- 
000. 

It is stated that there is no truth in 
the report that directors of the National 
Carbon Company are contemplating an 
issue of five per cent bonds to be used in 
retiring the $4,500,000 preferred stock 
and placing the common on a seven per 
cent basis. As a matter of fact, an in- 
crease in the National Carbon common 
dividend rate is an assured development 
for the future. Directors will not make 
any move, however, until the situation is 
more settled. Since the beginning of the 
current fiscal year, on February 1, Na- 
tional Carbon earnings have been running 
at the rate of about $900,000 net per 
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annum, which compares with $924,801 for 
the fiscal year ended January 31. 

The business of the Westinghouse Elec- 
tric and Manufacturing Company is show- 
ing a gradual improvement. Recently the 
company received $400,000 in new orders 
within the course of two or three days. 
The orders this month are expected to 
show a substantial increase over the pre- 
ceding month. 

The hearty co-operation of the read- 
justment committee with the various other 
committees and the work performed by 
the former committee in making the plan 
successful are subjects of favorable com- 
ment on the part of the creditors and 
Westinghouse interests. 

That the requests of the readjustment 
committee will be met before September 
1 there is little room for doubt. The re- 
cent advance in the notes and bonds of the 
company indicates as much. 

The Crocker-Wheeler Company reports 
a large increase in inquiries for motors, 
generators and other electrical apparatus 
which it is receiving through its branch 
offices all over the country. The company 
feels confident that when the great vol- 
ume of business indicated by all these 
inquiries is under way normal conditions 
will again prevail. 

— 0 
Westinghouse Electric and 
Manufacturing Company 
Readjustment. 

The readjustment committee of the 
Westinghouse Electric and Manufacturing 
Company in its report gives subscriptions 
to the merchandise creditors’ plan as fol- 
lows: By merchandise creditors, $4,135,- 
912; by company’s employés, $596,650; by 
stockholders, $2,214,300; by security in- 
vestment company, $1,325,000; by George 
Westinghouse, $1,500,000. Total, $9,- 

770,862. 

Of this amount the subscriptions pay- 
able in cash as distinguished from those 
payable from the surrender of claims ag- 
gregate $5,634,950. 

Upon the strength of these figures the 
reorganization committee announces its 
willingness to co-operate and to accept 
until September 1 the merchandise 
creditors’ plan upon condition that the 
full conditions of the merchandise 
creditors be met. 

The committee further recommends and 
requests the bank creditors to agree to 
accept in exchange for their claims one- 
half of the par value thereof in convertible 
sinking fund bonds of the company at par 
and for the other one-half either five per 
cent notes of the company in three equal 
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amounts maturing respectively in four, 
five and six years from that date to the 
extent of thirty per cent of the face value 
of their claims and for the balance of 
their claims assenting stock of the com- 
pany at par or at the option of the creditor 
in respect of the one-half of the claim 
not covered by the convertible bonds, five 
per cent notes of the company maturing 
fifteen years from that date. 
ee 
Ohio Electric Light Associa- 
tion. 

The fourteenth annual convention of 
the Ohio Electric Light Association will 
be held at the Hotel Victory, Put-in-Bay 
Island, Lake Erie, Tuesday, Wednesday 
and Thursday, August 25, 26 and 27. 
The following topics will be presented in 
the form of papers at the meeting: 

“Should Central Stations Do Wiring >” 

“Why Municipal Ownership of Lighting 
Stations Has Not Been a Success.” 

“How Can We Best Increase Our Busi- 
ness ?” 

“Experience 
Lamps.” 

“Electric Signs and Other Special Uses 


of Electricity as an Adjunct to Profitable 
Station Work.” 


“Gas and Gasolene Competition, and 
Best Ways to Meet It.” 

“Illuminating Engineering.” 

“Best Ways and Means of Keeping Out 
and Getting Out Private Plants in 
Central Station Territory.” 

“The Gas Engine in Central Station 
Work.” 


“Gas-Producer Plants and Oil Engines 
and Their Results.” 

Report upon the experience of a large 
number of central station men on the 
tungsten lamp. 

——__-@—-—_—_—__ 
DeForest Wireless Telephone 
Tests. 


Lee de Forest, the well-known wireless 
telegraph and wireless telephone inventor, 
returned to New York recently after a 
long trip abroad. Mr. de Forest installed 
wireless telephone apparatus on several 
naval vessels for the Italian Government. 


During his stay in Paris he was afforded 
an opportunity by the French authorities 
of using the long antenna on the Eiffel 
Tower. It is stated that messages and 
songs by wireless telephone were picked up 
by warships near Marseilles, 300 miles 
distant. Mr. de Forest says that he heard 
very plainly the messages sent out from 
Glace Bay, on this side of the Atlantic, 
by the Marconi company. He believes 
that the Eiffel Tower tests prove that it 
is feasible to send messages from New 
York to Paris if the new tower of the 
Metropolitan Life Building, which is now 
nearing completion in New York city, can 
be used. 
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New Hydraulic Plant of Brillanne, France. 


the Mediterranean region of France 
a hydroelectric plant which has a 
considerable interest from the fact that it 
is one of the largest to be erected in the 
south of France, and again, it uses the 
highest voltage, 52,000 volts, which has 
as vet been employed on the Continent. 
The new plant is located on the Dur- 
ance River, at Brillanne, and it forms 
part of the extensive system of hydraulic 
plants and pole-lines which are under the 
control of the Energie Electrique Com- 
pany. Several of the already-existing 
power plants of this region have been de- 
scribed in previous issues of the ELrc- 
TricaL Review. Of late the enterprise 
has taken a considerable development, as 
it was desired to extend the system of pole- 


| has been recently opened in 
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By C. L. Durand. 


largest of these is the Verdon plant, on 
the river of the same name, which is de- 
signed to give 15,000 horse-power. Other 
plants are the Timeé, Fontan and Sorge, 
ete. 

Referring to the stations of Brillanne 
and Ventavon, located on the Durance 
River, these two hydraulic plants, the first 
of which has been in regular service for 
some months past, and the seeond in 
course of construction, are designed to be 
operated in parallel. At present they are 
counected together by two high-tension 
pole-lines. The total amount of power 


. will be transported from the station of 


Brillanne by means of three high-voltage 
pole-lines on the one hand, which are con- 
structed as far as Marseilles and are to 
end in a transformer station of large size. 


Exterior VIEW OF THE BRILLANNE HYDROELECTRIC PLANT AND TRANSFORMER HOUSE. 


lines as far as the important centres of 
Marseilles and Arles. In Marseilles espe- 
Cally, a large amount of current is to 
he used, both for the lighting and motor 
circuits and also for the city tramways. 
In view of this fact the company has been 
engaged in constructing a number of new 
plants, of which the present station is the 
first to be finished. 

Having a capacity of some 12,000 horse- 
power, the Brillanne plant is designed to 
work m connection with a second plant 
which 18 now being erected on the same 
ver at Ventavon, about forty miles to 
the north, to furnish 15,000 horse-power. 
Following this there will be a number of 
other hydraulic plants finished in the near 
future in the same region. One of the 


This latter station, which is one of the 
largest substations which has as yet been 
erected on the Continent, is located at the 
Village of Allauch, a few miles’ distance 
from Marseilles. An illustrated account 
of the Allauch plant has already appeared. 
Another part of the current from the hy- 
draulic plant will be carried upon two 
high-tension lines which proceed in the 
direction of Arles and end at another sub- 
station which is to be erected in the 
neighborhood of that locality. 

The long distances which separate these 
hydraulic stations from the points of 
utilizing the current have resulted in the 
use of an unusually high voltage upon 
the pole-lines of the present system, the 


highest which has been reached as yet on — 


the Continent. Tt is from 55,000 to 57,- 
000 at the start of the pole-lines from the 
Ventavon plant, and 52,000 on the lines 
from the Brillanne station. The use of 
such a high voltage made it necessary to 
design a series of new machines and the 


INTERIOR VIEW OF BRILLANNE HYDROELECTRIC 
PLANT. 


accompanying apparatus for this tension. 
On account of the large amount of power 
which comes into play in the present case, 
there must be a distinct separation be- 


A BANK oF THREE Hicu-TEension TRANSFORM. 
ERS OF BRILLANNE HyDROELECTRIC PLANT. 


tween the medium-tension machines and 
the high-tension transformers of the plant. 

The present account of the Brillanne 
hydraulic plant has been obtained from 
information on the subject which A. Gar- 
ficld, one of the chief engineers of the 
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French Thomson-Houston Company, has 
kindly furnished the writer, and the illus- 
trations will bring out the leading details 
of its construction. In general the plant 
is made up of two separate buildings, the 
first of which is designed to contain tne 
main part of the running machinery, such 
as turbines and alternators, together with 
all their accessories for operation and 
regulation. The second building, which 
lies near the former, contains the main 
transformer room and here are installed 
the static transformers and the high-ten- 
sion apparatus for regulating the lines at 
the point where they leave the station. 
The buildings are of a considerable size, 
and the turbine house covers an area of 
1,000 square metres, while the transformer 
room covers 11,000 square metres. 

As to the hydraulic work which was 
carried out for the Brillanne station, it 
differs somewhat from the usual practice 
in the fact that there is no dam erected 
across the river at this point. The river 
bed is much too wide to allow of carrying 
this out in the present case. The water 
is accordingly taken off by a simple side 
canal, and as the current is rapid at this 
point, a sufficient amount of water is given 
by the canal for operating the station, 
the average flow being fifty cubic metres 
per second, and the minimum flow forty- 
five metres. The total length of the canal 
from the off-take point to the station is 
about eight kilometres, and the difference 
of level is thirty-eight metres. At a point 
midway in the canal it is enlarged con- 
siderably so as to form a vast settling 
basin, and here the width is forty-three 
metres. A dredge crane is arranged so 
as to take out the gravel which deposits 
here. Near the station the canal ends 
in a main basin built of masonry which 
has 8,000 square metres surface and is 
divided into two parts by a masonry wall. 
From here there are five penstocks of 2.7 
metres inside diameter which lead to the 
turbine house, and a smaller one of 1.2 
metres for the exciter turbines. After 
passing through the wheels, the water 
flows in an off-take canal of 1,030 metres 
length to the Durance River. This canal 
is taken across the railroad and the roads 
in two parallel flumes of fifty metres 
length. 

The mechanical and electrical outfit of 
the plant, which was installed entirely by 
the present company, comprises five 
groups of turbine-alternators. The tur- 
bines are of the Francis pattern and are 
furnished by the Escher-Wyss firm, of 
Zurich, having two main wheels, each of 
which is mounted in a separate water- 
chamber. The two wheels have a common 
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outlet for the water into the off-take canal. 
About 3,500 horse-power is the capacity 
of each of the present wheels, and they 
are designed for use upon a twenty-two- 
metre, net, head of water, including the 
height of aspiration, which varies between 
six and seven metres. A centrifugal 
governor of an improved type is provided 
for these machines, and it acts upon the 
crown containing the directing vanes by 
means of a relay motor. The latter is of 
the hydraulic type and works under oil 
pressure. The normal speed of the tur- 
bines is 250 revolutions per minute, but 
this speed can easily be raised or lowered 
so as to vary from 235 to 265 revolutions, 
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machines installed in the station, one of 
them acting as a standby. Both the gener- 
ators are driven direct bv Escher-Wyss 
turbines of the Francis type, of the 250- 
horse-power size. They are placed at one 
end of the dynamo room, along with a 
number of other groups which are used for 
various purposes throughout the station, 
including a set of motor-driven pumps for 
supplying the oil under pressure which is 
needed for operating the hydraulic motors 
of the governors. 

Coming to the second part of the plant, 
the transformer post, this building is 
located at a hundred feet from the 
former. Here are installed the single- 
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TRANSVERSE SECTION, BRILLANNE HYDROELECTRIC PLANT, SHOWING PENSTOCK AND 
DRAFT TUBES. 


either by simply working a hand-wheel or 
by the use of a small electric motor which 
can be operated from the main switch- 
board. This arrangement is indispensable 


for connecting the different machines in 


parallel in a rapid and efficient manner. 

Each of the turbines is coupled directly 
and rigidly to the corresponding alter- 
nator. The latter machines have been de- 
signed specially for the present plant, and 
will produce three-phase current at 
twenty-five cycles, working at 7,500 volts 
normally. In this case the system of re- 
volving field and fixed armature is used, 
and the field coils are formed of copper 
strip laid in slots in the laminated-iron 
field, while the armature winding is made 
up of lath-wound coils which are placed 
in the slots in the usual way. Each of the 
alternators has a capacity of 3,000 kilo- 
watts. 

For the exciting current of the five 
alternators of the plant there is provided 
a direct-current generator of 200 kilo- 
watts, which delivers 110 to 125 volts to 
the exciter bars. There are two of these 


phase transformers of the plant, which 
are lodged in a series of cells or niches so 
as to be entirely enclosed when in normal 
service. These transformers are connected 
so as to deliver three-phase current, and 
as usual they receive the current from the 
alternators and are connected at the other 
side upon the pole-line. Each of the alter- 
nators of the plant has a three-phase, 
paper-insulated and lead-covered cable, 
which runs underground to the trans- 
former room and is connected to a group 
of three of the transformers. The trans- 
formers are very well designed with re- 
spect to the high voltage employed. Each 
has a capacity of 900 kilowatts and a ratio 
of windings of 1 to 4, so that when they 
are connected in a set of three on the delta 
system on the low-tension side and on the 
star method on the high-tension side, they 
will raise the machine voltage of 7,200 to 
52,000 volts between phases. 

The present type of transformer required 
a very careful construction, and special at- 
tention was given to the insulation and to 
the cooling of the mass. The windings 
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are entirely immersed in oil, and the latter 
is cooled in a constant manner by means 
of a cold-water circulation which takes 
place in a worm piping surrounding the 
body of the apparatus. A set of auto- 
matic signals has been provided for use 
with the transformers, and in case of an 
undue rise of temperature in any of the 
apparatus a corresponding signal is given 
to the attendants. | 

From each of the five groups of trans- 
formers corresponding to the alternators, 
current can be sent into the bus-bars of 
the switchboard. The bars are laid out in 
two series working at 50,000 volts, and the 
transformers can be switched on either 
set of bars. The latter are of bare copper 
wire of ten millimetres diameter. Each 
of the bars is mounted horizontally on 
triple-bell porcelain insulators of a special 
type, and is separated from the neighbor- 
ing bar by a long slab of cement upon 
which are placed the insulators. Upon 
the bars are connected the starting wires 
for the three-phase pole-lines at 50,000 
volts, The different circuits for the lines 
are also in bare copper. The method of 
mounting the transformers in the cells is 
seen in one of the illustrations. The over- 
head lines leave the station through a 
series of openings, and below these points 
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double break in oil, and are operated each 
by a separate direct-current motor by 
means of suitable gearing and a set of 
jointed levers, which transform the rotary 


AUTOMATIC HIGH-TENSION OIL SWITCHES IN 
THE BRILLANNE HYDROELECTRIC PLANT. 


movement of the motor into a straight 
movement. This causes the operation of 
the switches by means of a set of rods, so 
as to open the three-phase high-voltage 
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View or MATN SwitcHBOARD AND DISTRIBUTION PANELS, BRILLANNE HYDROELECTRIC PLANT. 


18 installed a series of lightning arresters 
of the Wunt pattern. 

The different high-tension circuits (al- 
ternators, transformers and lines) are 
operated by special forms of high-tension 
switches of the company’s design. These 
three-pole witches, whose phases are 
“patated by brick partitions, have a 


circuits, Strong springs give a quick 
break for the switches, preventing any 
arcing at the contacts. In this way it is 
easy to break a fully loaded line of 10,000 
kilowatts working at 50,000 volts. The 
electric motor is started up by closing a 
small two-way switch which is mounted 
on the main switchboard and can be 
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placed at any distance from the corre- 
sponding switch. Colored lamps on the 
switchboard are used to show at each in- 
stant the opening or closing position of 
the main switches in the other building. 
A set of automatic relays, which can be 
adjusted as desired, is used to open the 
main switches when the current rises too 
high. One of the illustrations shows the 
method of mounting the three-phase 
switches. Above will be seen part of the 
mechanism and the small electric motor. 
A set of iron covers closes the cells com- 
pletely. Hach set of three cells for a 
single switch is mounted separately, thus 
placing the switches a suitable distance 
apart. The constant value of the voltage 
is assured automatically at the ends of 
the pole-line at the substations of Arles 
and Allauch, that is, at a distance of about 
sixty miles from the hydraulic plant. 
This is carried out by an apparatus which 
is installed at Brillanne on the platform 
of the main switchboard. Switchboard 
transformers and a compensating appa- 
ratus are used in order to operate a low- 
tension circuit which serves as usual in- 
stead of a pilot wire. In the present case 
the apparatus is designed so that all the 
points concerning the line voltage and 
phases are reproduced in the indicator. 
The voltage of the low-tension circuit is 
used to operate the relay of the current- 
regulator, and its value corresponds at all 
times with that of the voltage at the dis- 
tant ends of the line. The current regu- 
lator which is used in the present case is 
of the Thury pattern and is of double 
form; that is, it allows of a simultaneous 
and independent regulation of the voltage 
on each of the 50,000-volt bus-bars 
used for the start of the pole-lines. This 
takes place by the automatic working of a 
rheostat which is mounted in series on 
the exciting circuit of the alternator. 

The security of the personnel is carried 
out in a simple and effective manner. All 
the apparatus for the operation, regulation 
or measurement for the two buildings are, 
without exception, supplied at 110 to 125 
volts. For the direct-current circuits this 
is done by the use of electric relay motors, 
and for the alternating-current by means 
of transformers of voltage and current 
which are connected upon the high-tension 
circuits for the measuring instruments. Al] 
the operations for the different machines 
and circuits, both direct and alternating, 
are carried out from the main switchboard, 
which carries all the needed indicatorg for 
working the station. 

The Brillanne plant is now able to fur- 
nish regularly a total of 10,000 kilowatts, 
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using a voltage of 50,000 volts between 
phases. At present there are four of the 
above-mentioned alternator groups in 
operation, and they have been deliver- 
ing current in a regular way upon 
the line which passes to Marseilles 
at sixty miles distance. Current is 
used in the latter city for a num- 
ber of mains, and this latter system, which 
is-only in its first stages, will, no doubt, 
be increased rapidly in the near future. 
The first two groups and the pole-line 
have been working at 50,000 volts for 
some months past without any mishaps 
of any kind occurring upon the system 
during that time. At present the amount 
of power which is sent upon the line is 
estimated at 120,000 kilowatt-hours per 
day. A large part of the current is used 
in Marseilles by the gas and electric com- 
pany of that city and also by the tram- 
way company, which operates one of the 
largest systems on the Continent. 

The overhead line is mounted in general 
upon iron trellis-work poles, which are 
made to take a comparatively straight 
course across the country and do not fol- 
low the roads. The poles are ten to 
twelve metres in height and are spaced 
seventy-five metres apart. On the poles 


are mounted three cables for the high-ten- ` 


sion lines. One cable is placed at the 
top of the pole and the two others at the 
ends of a short cross-arm. Triple-bell por- 
celain insulators, tested at 120,000 volts, 
are employed. 


EESE 
BOOK REVIEW. 


“Agenda de l'’Electro.” L’Electro. Brussels. 
Cloth. 280 pages. Illustrated. 4 by 6 inches. 
Price, 5 francs. 


This is a useful little French hand- 
hook for engineers. It contains the usua! 
information generally found in such 
works, such as the fundamental laws of 
electrical science, the principles of elec- 
trical applications, and practical informa- 
tion on electrical, steam and hydraulic 
machinery. Some interesting statistics of 
the electrical industries in Belgium are 
given and lists of technical societies and 
schools 

— ee 

Wireiess Telegraph Com- 

panies Unite. 

It is announced that the United Wire- 
less Telegraph Company has obtained con- 
trol of the International Telegraph Con- 
struction Company, one of its recent com- 
petitors. The International Telegraph 
Construction Company has built a number 
of stations in the United States and in 
several foreign countries. It is also stated 
that the United company has secured the 
services of Harry. Shoemaker, the well- 
known wireless telegraph apparatus in- 
ventor. 
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FINANCIAL REPORTS OF ELECTRICAL 
COMPANIES. 


KANSAS CITY RAILWAY AND LIGHT COM- 
PANY. 

The Kansas City (Mo.) Ratlway and 
Light Company’s earnings for the year 
ended May 31, 1908, are officially reported 
as follows: Gross, $6,144,549; expenses 
and taxes, $3,684,457; net, $2,460,092; 
deductions, $1,380,254; surplus, $1,079,- 
838. 


ASSOCIATED BELL TELEPHONE OPERATING 
COMPANIES. 

The report of all the associated Bell 
Telephone operating companies, not in- 
cluding the long-distance lines of the 
American Telephone and Telegraph Com- 
pany, for the month of April and four 
months ended April 30, shows an April 
gross telephone revenue of $9,882,200; 
general operating and maintenance ex- 
pense, $7,143,500; net, $2,738,000; sun- 
dry earnings, net, $399,800; total net, 
$3,138,500, an increase of $216,400 over 
the same period in 1907; interest, $641,- 
800; balance for dividends, $2,496,700. 
From January 1 to April 30 telephone 
revenue amounted to $38,924,400; general 
operating and maintenance expense, $28,- 
771,500; net, $10,152,900; sundry earn- 
ings, net, $1,636,000; total net earnings, 
$11,788,900, an increase of $1,142,600 
over the same period in 1907; interest, 
$2,615,400; balance available for divi- 
dends, $9,173,500. 


UNITED RAILWAYS OF ST. LOUIS. 

The report of the United Railways Com- 
pany, of St. Louis, Mo., for the month of 
May and five months ended May 31 shows 
May gross of $920,765; expenses, $591,- 
543; May net, $329,222; charges, $232,- 
278; May surplus, $96,944. Five months’ 
gross, $4,248,216; expenses, $2,795,250; 
five months’ net, $1,452,966; charges, 
$1,154,714; five months’ surplus, $298,- 
252. 


MEXICAN AND CENTRAL & SOUTIT AMERI- 
CAN TELEGRAPH COMPANIES. 

A resumé of the operations since or- 
ganization of the Mexican Telegraph Com- 
pany and of the Central & South Ameri- 
can Telegraph Company has been issued 
as a joint statement by James Scrymser, 
president of both companies. Many in- 
quirics have been made concerning the 
value of these properties, as the shares of 
the company have been traded in very 
little on the Stock Exchange. During 1907 
235 shares of the Mexican Telegraph Com- 
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pany changed hands at prices ranging be- 
tween $235 and $250 per share. In 190% 
5,945 shares of the Central & South 
American Telegraph Company were sold 
at prices ranging from $105 to $110 per 
share. | 

The first cable of the Mexican Tele- 
graph Company was laid in 1881, the 
second in 1889, the third in 1905, all in 
the Gulf of Mexico. The 1881 cable 
has been occasionally interrupted by abra- 
sion on reefs, but in every instance the 
cable, bevond the point of interruption, 
has been found to be in excellent condi- 
tion, The 1889 and 1905 cables have.not 
heen interrupted and are in good electrical 
condition. The company owns 738 miles 
of the New York-Colon cable laid in 190%. 

From March, 1881, to December 31, 
1907, the receipts of the Mexican Tele- 
graph Company were as follows: Gross, 
$10,782,182; expenses, $2,717,972; net 
profit, $8,064,210 ; dividends, $4,629,264 ; 
surplus, $3,434,946; invested in plant, 
$1,053,051; surplus, December 31, 1907, 
$2,381,895. There have been issued to 
shareholders as dividends full-paid shares 
amounting to $1,734,500. The operating 
expenses, repairs and renewals of the com- 
pany for twenty-seven years have averaged 
about twenty-five per cent of the gross 
receipts. Dividends at the rate of ten per 
cent have been paid for the past twenty- 
one years. 

The cables of the Central & South 
American Telegraph Company are 10,617 
miles in extent. Three thousand three 
hundred and eighty-two miles were laid in 
1882; 1.544 in 1891; 2,524 in 1893; 1,659 
in 1906 and 1,508 miles in 1907. The 
receipts of the company from 1882 to De- 
cember 31, 1907, were as follows: Gross, 
$21,247,405; expenses, $8,108,047; net, 
$13,139,358; dividends, $9,536,180; sur- 
plus, $3,603,178; invested in plant, $2,- 
583,359; surplus December 31, 150%, 
$1,019,819. There have been issued to 
shareholders as dividends full-paid shares 
amounting to $2,732,800. Since 1897 
dividends have been paid to shareholders 
at the rate of six per cent per annum. 

The estimated report of the Central & 
South American Telegraph Company for 


the quarter ended June 30, 1908, gives 


gross of $408,000; expenses, $162,000; 
net $246,000; other income, $5,500; 
total income, $251,500; dividends, $143,- 
565; surplus for quarter, $107,935; pre- 
vious surplus, $1,172,712; total surplus, 
$1,280,647. The directors of the company 
have declared the regular quarterly divi- 
dend of one and one-half per cent, pay- 
able July 9 to stock of record June 30. 
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London Physical Society. 

At the meeting of the London Physical 
Society, held at the Royal College of 
Science on May 8, Dr. C. Chree, president, 
in the chair, a paper on “A Modified 
Theory of Gravitation” was read by Dr. 
C. V. Burton. If we are to regard gravita- 
tional attraction as exerted through the 
medium of the ether, it appears to the 
author difficult to avoid the conclusion 
that the very great (or possibly infinite) 
velocity with which such attractions are 
propagated is due to the very great (or 
complete) incompressibility of the ether. 
This conception is embodied in the pulsa- 
tory theories of Hicks and of subsequent 
writers; the chief outstanding difficulty 
has lain in providing for that agreement 
of phase which must be assumed to sub- 
sist among the centres of pulsatory dis- 
turbance associated with the mutually at- 
tracting masses. This difficulty is avoided 
if we suppose that primary waves of com- 
pressional-rarefactional type are being 
propagated through the ether with a 
velocity enormously transcending that of 
light. These primary waves may be 
traveling in directions indifferently dis- 
tributed, or predominantly or exclusively 
in one direction; but an essential point is 
that all effective wave-lengths should be 
very great, measured even by astronomical 
standards. Thus the pressure changes will 
be sensibly in the same phase over con- 
siderable regions, and if the ethereal com- 
pressibility is locally increased (or dimin- 
ished) hy the presence of electrically neu- 
tral matter, every particle of such matter 
will act as a centre of pulsatory motion. 

For the electron, so far as concerns this 
modification of ethereal compressibility, a 
specification is assumed which involves no 
restraint on the free mobility of the elec- 
tron through the ether. Incidentally the 
dynamics of the problem assumes. a rela- 
tively simple form, and a value which 
could he quite insignificant attaches to a 
“gravitational (or non-electromagnetic ) 
term” appearing in the expression for the 
total inertia of an electron. It has to be 
shown that, in its primary aspect, the as- 
sumed wave motion would give rise to no 
observable effects. This, in fact, follows 
from the assumptions made, and it is only 
through the feeble secondary effect of 
gravitation that any evidence of the wave 
motion could be obtained. In attempting 
to work out the theory on a numerical 
hasis, values have to be found for a con- 
siderable number of physical quantities, 
veral of these requiring to be independ- 
ently conjectured, before the remaining 
quantities can be determined. But the 
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range of the values which could be rea- 
sonably assumed is a good deal more re- 
stricted than might be supposed. The 
author gives a plausible set of values for 
these physical constants. 

C. S. Whitehead asked if the amount of 
energy stored in the ether was greater or 
less than it was in the past. 

Professor C. H. Lees asked if the ether 
considered was the old one or a new one. 
He referred to an interesting point in the 
author’s representation of gravitation— 
namely, that matter was produced by the 
absence of something from the ether. In 
the theory advocated by Osborne Reynolds 
matter was produced by a deficiency in 
the normal piling, and recent theories seek 
to explain matter and gravitation by the 
absence of something which is present in 
free ether. 

Dr. C. V. Burton, in reply to Mr. 
Whitehead, said he was not aware whether 
the amount of energy in the ether varied 
with time or not. 

A paper on “An Examination of the 
Formule for the Grading of Cables” was 
read by Mr. C. S. Whitehead. In the 
Journal of the Institution of Electrical 
Engineers, of Great Britain, both M. 
O'Gorman and Dr. A. Russell have shown 
that it would be advantageous if cables for 
electric lighting were constructed so that 
the component of the electric intensity 
along a radius (in cylindrical co-ordi- 
nates) was kept constant for all points in 
the diclectrie in the same plane perpen- 
dicular to the axis. They both find that 
to attain this object Ar ought to be kept 
constant if the current is alternating, and 
o/r constant if the current is steady, where 
A. is the specific inductive capacity, ø the 
specific resistance and r the distance from 


‘the axis. In this paper the question is re- 


garded from a much more general point 
of view. Maxwell’s two curl relations are 
taken in cylindrical co-ordinates, and it 
is supposed, as is quite legitimate, that 
the electrical and magnetic quantities are 
symmetrical round the axis, and that they 
vary as ci(mz+pt), We can then solve the 
equation, and from the continuity of the 
tangential components of the electrice and 
macnetic forces obtain an equation to 
find m. If P is the component of the 
electric intensity along a radius, B the 
component of the magnetic force perpen- 
dicular to a radius in a plane perpendicu- 
lar to the axis. we find 


g C 


where e ìs the ratio of the electrostatie to 
the electromagnetic unit of electrical 


5d 


quantity. Also if I be the total current 
in the wire parallel to the axis, and we 
neglect the displacement-current in the 
wire in comparison with I, we have 8 = 
2 I/r. Putting m = — a + ib, it is 


found that V a? + b? = V‘d.-A, where 


h involves no quantities which have refer- 
ence to the dielectric. Taking the real 
parts and putting P, and I, for the factors 
of P and I which are independent of the 
trigonometrical factor, we obtain 


e+e 


Vi ee as 
P, = 2 I, e — 4x c\? 
0 I, Ar p+ (2) 


If we suppose I,, a, b to be constants of 
the cable which do not vary as we vary 
A or a, we get the rules given by O’Gorman 
and Dr. Russell. Thus let o be very great, 
then to keep P, constant we must make 
Ar constant, but if p = 0, that is for 
steadv currents, we must make a/r con- 
stant. We have seen, however, that 
V a? + b? varies as V A, so that in 
case ø be very great this process suggests 
the rule make r VA constant. When p = 
0 it is shown that a = 0 and that b varies 
inversely as V ø, so that this case suggests 


„the rule make V o/r constant. The equa- 


tion for P, is, however, strictly true. 

Dr. A. Russell complimented the author 
on his interesting paper and on the skill 
with which he had handled the mathe- 
matical equations. The question of the 
grading of cables was one of great impor- 
tance to the electrical engineer, and it was 
necessary to attack it both from the mathe- 
matical and the experimental side. The 
author took the case of an infinitely long 
concentric main and assumed that the am- 
plitude of the current remained constant. 
In the practical problem the main is of 
finite length and the amplitude of the ap- 
plied voltage is constant. The mathe- 
matical difficulties in the way of getting 
a complete solution were great, and so he 
hoped the author would continue his in- 
vestigations further. Dr. Russell ex- 
hihited a portion of a Jona graded cable 
which had successfully withstood a tost- 
ing pressure of 150-kilovolts applied be- 
tween the core and the lead sheath. If 
the dielectric bad been air a disruptive 
discharge would have ensued at twenty- 
three kilovolts. | 

— o0 


The Cplorado Electric Light, 
Power and Railway 
Association. 

The next annual convention of the 
Colorado Electric Light, Power and Rail- 
way Association will be held at Glenwood 
Springs, Col., September 16, 17 and 18. 
J. E. Dostal, 405 Seventeenth street, Don- 
ver, Col, is secretary and {treasurer of the 

assochation, 
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Electrical Notes trom Great Britain. 


N the Kuecrrica, Review for Janu- 
ary 4, 1908, the writer gave an ac- 
count of the progress that had been 

made with the Transcontinental Tele- 
graph system of Africa. The length of 
telegraph line remains unchanged, being 
still 1,584 miles, and the deficiency be- 
tween the cost of working and revenue 
continues to be advanced to the telegraph 
company by the British South Africa 
Company. There is, however, now a pros- 
pect that wireless telegraphy is going to 
render an important extension of the sys- 
tem possible. The German authorities 
are considering a scheme for installing 
wireless telegraphy in German East 
Africa. The telegraph company’s north- 
ern terminus is at Udjidji, on the east 
coast of Lake Tanganyika, and if the 
German scheme makes co-operation pos- 
sible, the company proposes to erect two 
wireless stations connecting Udjidji with 
Gondokouro, the southernmost point of 
the Soudanese telegraph, some 700 miles 
away. This would complete the Cape to 
Cairo system. 


The Irish power scheme, the outstand- 
ing feature of which was the proposal to 
utilize peat as fuel, and to which refer- 
ence was made in these notes a couple of 
months ago, when a parliamentary com- 
mittee threw out the bill, has been again 
receiving attention. After its rejection it 
was ordered, in the House of Commons, 
that the bill be recommitted to the com- 
mittee, and in a very much altered form 
it has now been reconsidered. As it now 
stands it is a far less ambitious proposal. 
The city of Dublin and important urban 
districts are excluded from its provisions. 
the capital powers are reduced by two- 
thirds to onlv $750,000, and the new 
designation is the Central Ireland Elec- 
tric Power Bill. The peat-fuel proposi- 
tion stands unaltered. The committee 
has passed the preamble and the revised 
scheme looks like going through. 


The annual statement of our Controller 
of Patents shows that 29,040 applications 
for patents were received during 1907, and 
16,272 were granted, and paid fees 
amounting to, roughly, $1,326,000, as com- 
pared with 30,030 applications in 1907, 
with only 14,700 granted, producing in 
fees $1,279.000, As to the trend of in- 
vention, there were signs that the great 


’ activity of the last few years in motor-car _ 


(From Our British Correspondent.) 


lines is falling off. If titles are a true 
guide there is a falling off of thirty-five 
per cent in motor road-vehicle patents. 
It appears that the occurrence of several 
serious railway accidents, owing to the 
failure of signals, turned attention largely 
to automatic electrical systems of signal- 
ing in which the services of signalmen 
are entirely dispensed with and the sig- 
nals are given on the engine itself. Sev- 
eral applications were made for stopping 
trains automatically when the signals are 
against them. Further, owing to a num- 
ber of lift accidents, inventors have been 
busy improving devices for preventing 
mine or other lift cages from falling 
should the hoisting cable break. In wire- 
less telegraphy and the telegraphic trans- 


‘mission of portraits and designs there was 


also noteworthy inventive activity. 


For Manchester Corporation electricity 
works extensions there have just been or- 
dered a 6,000-kilowatt Zoelly turbine with 
Siemens three-phase alternator and a 
Contraflo condensing plant. The turbine 
will be built at the works of James How- 
den & Company, of Glasgow. The larg- 
est turbine of this type at present at work 
in this country is one of 2,000 kilowatts 
at Powell-Duffrvn Collieries, at Aberaman, 
in South Wales. The _last-completed 
turbo-alternator ‘at Manchester was de- 
scribed in the ELECTRICAL REVIEW several 
weeks ago. 


The electric-sign business in England 
is a small affair at present, but it is a 
direction in which there has been decided 
advance during the last winter or two. 
The best thing yet announced is the de- 
cision of all the principal tube and under- 
ground railways of London to place out- 
side their stations large electric signs with 
the word “Underground.” Altogether 
there will be some 700 signs of Hawkes’ 
manufacture, the cost being more than 
$60,000. Each station is to have the 
“Underground” sign down the outside of 
the building. and outside either stations 
or booking offices there will be maps en- 
graved on glass showing the routes fol- 
lowed bv the different electric lines. 


Lord Vaux of Harrowden, addressing 
shareholders the other day, told them that 
the Brush Electrical Enginecring Com- 
pany had had a record output during the 
year, but, owing to low prices, the profits 


were not commensurate with the business 
done. He added, however, that manufac- 
turers were now beginning to hold out for 
better prices, which would at least give a 
reasonable prospect of a living profit 
being earned. Lack of working capital, 
the stoppage of the demand for tram- 
cars, the unremunerativeness of motor- 
bus building, and other like misfortunes, 
formed chapters in his lordship’s tale of 
woe. Tramcar inquiries for two years 
past had been so small that the company, 
had been compelled to cultivate foreign 
markets, though they preferred home 
orders if they could be obtained at fair 
prices. At the same meeting Lord Vaux 
resigned his chairmanship, and E. Garcke 
takes his place. It is stated that a scheme 
for the reconstruction of Bruce, Peebles & 
Company, now in liquidation as already 
reported, has been prepared and has re- 
ceived the approval of committees of 
creditors and shareholders. 


Arthur Wright, of demand-indicator 
fame, has, in his capacity as consulting 
electrical engineer to the Marylebone 
Borough Council, reported on the question 
of revising the present charges for elec- 
trical energy and the practicability of 
framing a tariff which could be applied 
universally throughout the borough. His 
observations are of special interest as 
bearing upon the present position of af- 
fairs. He concludes that it is “commer- 
cially inexpedient” to raise the average 
price per unit or to interfere during the 
present year with the option which the 
old “Metropolitan” consumers have of re- 
maining on their original scale of charges. 
The whole question of electric lighting 
revenue is in a very critical state owing 
to the rapid introduction of metallic-fila- 
ment lamps, and he says that the only 
chance of obtaining a revenue sufficiently 
large to meet the expenses of the under- 
taking is to encourage in every possible 
way the increase of the lighting business. 
The revenue this year will not warrant 
the council in running too great risks of 
the loss of business which might follow 
the compulsory change of tariff to 4,000 
consumers, that being the number of those 
at present on the old “Metropolitan” 
seale. 


The president of the Municipal Elec- 
trical Association, H. Talbot, the city elec- 
trical engineer of Nottingham (in which 
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place the four days’ convention, concluded 
on July 3, was held), referred in his open- 
ing address to the continued apathy of 
assistant engineers, who do not take suffi- 
cient interest in the association to become 
associates or to compete for traveling stu- 
dentships. There are more than 800 as- 
sistant engineers in the United Kingdom 
and only sixty-one have joined. This 
year no associate has contributed a paper 
and there is a decrease in their numbers. 
The reason is that they are unable to at- 
tend the conventions and they can read 
the papers in the press. Mr. Talbot 
thinks that it ought to be made possible 
for many of them to attend if they de- 
sired, seeing that the conventions are held 
in the summer when stations are working 
at their minimum output. Concerning 
metal-filament-lamp progress he says that 
any improvement in the “present extrava- 
gant methods of producing light must 
eventually prove beneficial to everyone.” 
“For the time being it may go hard with 
contractors for electrical plants, as exten- 
sions will not be required so soon.” 
Speaking of the city of Birmingham’s 
announced intention to register wiring 
contractors who are authorized to carry 
out installations there, he said that regis- 
tration would be a means of minimizing, 
though not preventing, bad and scam ped 
work; it would tend to guard against “the 
deplorable ignorance of some of the elec- 
trical workmen of to-day.” He advocated 
an entirely national scheme of registra- 
tion carried out by the Electrical Con- 
tractors’ or similar association. He sug- 
gested that it should be conditional 
on the gaining of a certificate for 
the passing of a fairly elementary ex- 
amination on somewhat similar lines to 
that instituted by the Worshipful Com- 
pany of Plumbers. Referring next to the 
subject of town’s refuse as fuel for gen- 
erating stations, Mr, Talbot said that in- 
ineration was an effectual and cheap way 
nf getting rid of refuse, but “It is a cer- 
tain fact, notwithstanding, that the han- 
dling and burning of the refuse alone 
costs more than the same output could be 
obtained for at the coal-fired generating 
tation,” The necessity for placing elec- 
trical undertakings in a sound financial 
position by establishing reserve and de- 
Preciation funds, the question of pur- 
chasing meters out of revenue, and the 
desirability of having uniformity of plant 
1 station, if it can be secured without 
‘acrificing efficiency, were other matters 
briefly touched in the address. 

The members then proceeded to con- 
sider a paper written from the councillor’s 
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point of view. The following day was 
given up to an excursion to Dovedale. 
Next day, July 2, and also July 3, the fol- 
lowing papers received attention: ‘“(Con- 
siderations on the Design of a Generating 
Station,” by H. Richardson, city elec- 
trical engineer, Dundee; “Reconstruction 
of an Electric Lighting Scheme with Ob- 
servations on the Working of a Combined 
Steam and Water-Power Plant,” by C. M. 
Shaw, chief electrical engineer at Wor- 
cester, where both types are at work; 
“<A.C? Accumulator Substations, and the 
Use of Accumulators for Peak Loads,” by 
A. M. Taylor, assistant electrical engineer 
at Birmingham; “The Work and Equip- 
ment of a Testing and Standardizing De- 
partment.” by H. A. Ratcliff, of Man- 
chester Electricity Works. 


Toward the end of May an electric loco- 
motive which was standing at Clapham 
Common Station of the City & South 
London Railway was found to be on fire, 
but it seemed at the time most unlikely 
that the cause was electrical. The matter 
was promptly investigated by A. P. 
Trotter, the electrical adviser to, the Board 
of Trade, and his report is now issued. 
He says that there seems to be no evi- 
dence to show that the occurrence was due 
either directly or indirectly to the electric 
current, and that it is impossible to con- 
nect it with any electrical cause. He gives 
three possible causes, which are: (1) a 
lighted match thrown down by a man just 
before leaving; (2) the emergency oil 
lamp which may not have been extin- 
guished; (3) spontaneous firing of oily 
waste in the cupboard. The fire seems 
to have burned most fiercely at the corner 
where the cupboard stands, and at the op- 
posite corner where there was a consider- 
able collection of insulated cables. The 
locomotive contents, including the con- 
trollers and other machinery above the 
floor level, were destroved. The inside of 
the carriage next to the locomotive was 
uninjured, which circumstance leads Mr. 
Trotter to refer to it as a point in favor 
of separate locomotives. 


The proceedings of the committee which 
is dealing with the London Electric 
Power bills continue to drag along. The 
case for the London District scheme has 
been most patiently heard. Perhaps the 
most important, or at any rate the most 
interesting, witness against the scheme 
was J. D. Faleoner, a financial authority, 
who was, with Mr. Merz, practically the 
leader of the administrative schemes of 
1905 and later, which failed. The chief 
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point in his evidence was that showing 
why there had not been another Merz ad- 
ministrative scheme brought forward this 
vear. He said that he and some others 
had come to the conclusion that while his 
1905 scheme gave good promise of being 
profitable at that date, because of the 
backwardness of the existing authorities 
in catering for the power-user’s require- 
ments, the case was different to-day, for 
the companies had had several years in 
which to make up for their previous 
shortcomings. The case for the District 
bill was finished before the Whitsun vaca- 
tion. On June 16, when the proceedings 
were resumed, the particulars of, and ar- 
guments for, the joint linking-up scheme 
of the eight existing companies were re- 
ceiving consideration. 


The report of the British Electric Trac- 
tion Company, which has been awaited 
with some interest owing to the directors’ 
announcement some months ago deferring 
the payment of preference dividend until 
the year’s accounts were completed, has 
been published. The company has hold- 
ings to the tune of close upon $25,000,000 
in electric tramway, lighting and power 
companies, of most of which it is the 
parent. On $10,000,000 of this (four and 
one-half per cent and five per cent de- 
benture stock) interest is paid as usual. 
There next rank for dividend $8,100,000 
six per cent cumulative preference shares 
—on these only three per cent can be paid 
this year; and all the ordinary shares, 
$6,600,000, again receive nothing, as was 
the case for 1906. The importance of 
making further provision for deprecia- 
tion and of keeping ample funds in hand 
with which to “start upon new enterprises 
when opportunity offers” are the reasons 
for the position. Last year’s bad weather 
was a hindrance to all tramway com- 
panies, and efforts to raise fares to more 
reasonable figures did not show effect 
early enough. Sixtv of the British Elec- 
tric Traction associated undertakings have 
federated for co-operative purposes under 
the British Electrical Federation. A 
building is now erecting in London where 
they will all have their head offices; thev 
are purchasing stores collectively, have a 
mutual tramway insurance svstem, and in 
other ways secure co-operative economy. 
The report refers to the manifold difficul- 
ties placed in the way of conductors of 
electrical enterprises in Great Britain, 
and says that the directors are giving con- 
sideration to proposals for electrical enter- 
prise submitted to them “from countries 
where the conditions for the investment 
of capital are more favorable than in this 
country.” 

ALBERT TT. Breiner, 

London, June 27, 
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REVIEWS 


On First-Aid Work in Central Stations. 

The author of this article, S. Lees, criti- 
cizes the arrangements ordinarily provided 
in manufacturing and engineering con- 
cerns for rendering first aid in cases of 
injury to limb or where an employé is 
suddenly taken ill. During many years’ 
experience in central stations the writer 
has observed that almost utter indiffer- 
ence is paid to the most important ques- 
tion of ambulance equipment. In any 
works where there is running machinery 
accidents to employés are of frequent oc- 
currence. Although these are mostly of 
a trifling nature if attended to at once, 
vet needless suffering is frequently caused 
by ignorance of unskilled persons and lack 
of proper appliances. It is not only in 
the matter of lack of provision of ordi- 
nary requirements for properly taking care 
of injured employés that central stations 
are at fault, but very often the safeguards 
are really added menaces to life and limb. 
It is the duty of managing authorities to 
see that a complete ambulance outfit is 
provided, and it is equally important that 
they insist on their workers being cffi- 
ciently trained in first-aid work. Ambu- 
lance material should be carefully han- 
died, and the materials employed should 
he kept isolated from any possible con- 
tamination. A first-aid box is described, 
together with the materials which should 
he secured for properly carrying out first 
vid.—Abstracted from the Electrical: En- 
gincer (London), June 19. 

< 


Distant Electric Vision. 

In a communication A. A. Campbell- 
Swinton makes objection to Shelford Bid- 
wells communication on the subject of 
distant eleetric vision which was published 
in the issue of June 4. He points out that 
though, as stated by Mr. Bidwell, it is 
wildly impracticable to effect even 160,000 
synchronous operations per second by or- 
dinary mechanical means, this part of the 
problem distant electric 
vision ean probably be solved by the em- 
ployment of two beams of cathode rays 
(one at the transmitting and one at the 
receiving station), svnehronously deflected 
by the varving fields of two electromagnets 
placed at right angles to one another and 
energized by two alternating electric cur- 


of obtaining 


rents of widely different frequencies, so 


OF CURRENT ENGINEERING 
AND SCIENTIFIC LITERATURE 


that the moving extremities of the two 
beams are caused to sweep synchronously 
over the whole of the required surfaces 
within the one-tenth of the second neces- 
sary to take advantage of visual persist- 
ence, So far as the receiving apparatus 
is concerned, the moving cathode beam 
has only to be arranged to impinge on a 
sufficiently sensitive fluorescent screen and 
vive suitable variations in its intensity to 
obtain the desired result. The real diffi- 
culties lie in devising an efficient trans- 
mitter, which, under the influence of light 
and shade, shall sufficiently vary the 
transmitted electric current so as to pro- 
duce the necessary alterations in the in- 
tensity of the cathode beam of the 
receiver. Possibly no photoelectric phe- 
nomenon at present known will provide 
what is required in this respect.—Ab- 
stracted from Nature (London), June 18. 
< 

The Kearney High-Speed Railway. 

On June 13 a public demonstration was 
made of the model high-speed railway de- 
signed by E. W. C. Kearney, at Aldwych, 
England. This is a system in which the 
ears are run on a monorail laid on the 
ground, and are steadied by wheels run- 
ning under an overhead rail. The centre 
of gravity of the car is kept low by the 
motors, and the pressure on the top guide 
rail is therefore not very considerable. On 
curves the position of this rail is altered 
to suit the speed at which the train is in- 


tended to travel, and is more strongly sup- - 


ported. The inventor claims that derail- 
ment is impossible, It is in tube rail- 
ways that he hopes first to apply the prin- 
ciple. In such cases a rigid support for 
the top guide rails is provided by the roof. 
It is also proposed to do away with the 
necessity of elevators by bringing the 
trains to a platform just below the street 
level, from whence the train will run 
down a gradient of one in seven, so that 
within twenty seconds of leaving the plat- 
form a speed of fifty miles an hour will 
have been reached. During this time it 
is stated that passengers will be uneon- 
scious of sitting on an inclined plane, 
owing to the forces due to acceleration 
exactly counterbalancing the effeet of the 
gradient. For bringing the train to rest 
it is to ascend a similar gradient of one 
in seven to cach station, so that braking is 
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apparently done away with. Mr. Kearney 
claims that the cost of tubes built on his 
system will not exceed £250,000 per mile, 
as compared with £500,000 per mile for 
ordinary tubes. A scheme has also been 
sketched for applying the system to ele- 
vated street railways. The scheme mects 
with little encouragement, and it is not 
expected that much will develop as the 
result of these experiments and tests.— 
Abstracted from the Electrician (Lon- 
don), June 19. 
< 
The Electrie Lighting of the Rother- 
hithe Tunnel. 

On Friday, June 12, the Rotherhithe 
tunnel was formally opened by the Prince 
and Princess of Wales. The new tunnel, 
undertaken in 1904 by the London County 
Council, links up the districts on the north 
and south of the Thames between the 
Tower bridge and the Blackwall tunnel. 
The work was carried out to the designs 
and under the supervision of Maurice 
Fitzmaurice, chief engineer to the London 
County Council. The tunnel under the 
river is 1,571 feet long, and the approach 
tunnels, cut-and-cover work, and open ap- 
proaches, make a total length from en- 
trance to entrance of 1.3 miles. The tun- 
nel is thirty feet in diameter outside the 
lining, the gradients at the end portions 
being one in 36.5. The central under- 
river length has a grade of one in 800. 
Four shafts, sixty feet in diameter, are pro- 
vided, two on each side of the river, and 
in two of them are spiral staircases lead- 
ing to the surface. The electric lighting 
is on a generous scale. Three rows of 
metallic-filament lamps run all through 
the covered portion of the works, the 
lamps being of thirty candle-power placed 
thirty feet apart. The candle-power pro- 
vided works out at one-eighth candle per 
square foot. There are altogether 631 
thirty-candle-power lamps and 108 fifty- 
candle-power lamps, the latter being used 
mostly in the approaches, domed shafts, 
ete. The London Electricity Supply Com- 
pany and the Bermondsey Corporation 
furnish the supply. The former is alter- 
nating current at 110 volts, and is used 
for lighting, and the latter is direct cur- 
rent at 480 volts, and is used for the 
pumping machinery. Both supplies are 
made available for both purposes by the 
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use of motor-generators. In the event of 
failure of the lighting supply two thirty- 
kilowatt motor-generators are automatic- 
ally started up on the direct-current sup- 
ply, and within twenty seconds of failure 
the lamps will be lighted by the current 
wnerated by using the Bermondsey sup- 
ply. In a similar manner, the failure of 
the supply for the pumps is guarded 
against, a twelve-kilowatt set being pro- 
vided in this case, working with current 
from the London Electricity Supply Com- 
pany and generating current for the pump 
motors. For handling storm water flow- 
ing down the approaches and the drainage 
from the washing down of the roadway, 
three electrically driven pumps are in- 
stalled, each of 200 gallons per minute 
capacity against a head of seventy feet. 
One of these pumps is held in reserve.— 
Abstracted from Engineering (London), 


June 19. 
© 


The Centre of Gravity of Steam and 
Electric Locomotives. 

W. H. Booth, the author of this article, 
holds that in their studies of electric loco- 
motives electrical engineers have paid too 
little attention to what has already been 
accomplished or thought out in the past 
or forced upon the notice of engineers by 
the immutable laws of mechanics. In 
actual practice, the centre of gravity being 
about sixty inches above the rail, the angle 
of pressure of the resultant of any sway- 
ing movement of the centre of gravity is 
almost exactly sixty degrees. The tend- 
ency to force outward the rails is much 
reduced as compared with the tendency 
of the low-centre-of-gravity engine to do 
so. It has been argued that with a high 
centre of gravity an engine tends more 
easily to overturn, but while this may be 
the case it should not be forgotten that 
in rounding a curve the lateral tendency 
of the centre of gravity is to press the 
outer wheel more firmly down upon the 
rail, whereby its flange is restrained from 
mounting the rail. Were it not for this 
increased pressure the wheel would more 
easily mount the rail and run off. When 
an excessive speed is run around a curve 
either the engine will run off the rail or it 
will turn over, To check one tendency is 
to increase the other. Designers would do 
well to abandon the low centre of gravity. 
Much help would be given by raising the 
whole of the motor. Direct-connection, it 
is true, ig much valued, but it may well 
he wondered if too big a price has not been 
paid for the abolition of the gears. This 
price has been the use of very small wheels, 
5 necessity for very large motors, and 
she fixing of the centre of gravity very 


ELECTRICAL REVIEW 


low, a lowness that has been accentuated 
by the absence of the boiler. In the steam 
locomotive all the moving parts and the 
evlinders and valves are practically at the 
level of the axle centre, and only the boiler 


remains to produce even a height of five 


feet. A first-class geared electric locomo- 
tive constructed in a steam-locomotive 
shop would prove that the geared electric 
locomotive is not, after all, of necessity a 
poor contrivance. It would enable radical 
differences of design to be introduced and 
put a stop to the necessity which at pres- 
ent seems to be paramount of the small 
wheel. Even with the best of design, as- 
suming that the geared system proves all 
that can be desired or anticipated, it is 
not likely that the centre of gravity of the 
whole machine can be raised as high as it 
is in the steam engine, unless special 
highly placed weights are added for the 
purpose, and this is undesirable, as, in- 
deed is all redundant weight. The weight 
of the motor parts should not come upon 
the wheels except through the interme- 
diary of springs. This complicates the 
problem of gearing, but a solution seems 
possible in the direction in which it has 
been solved by the makers of traction en- 
gines, wherein a form of Oldham’s coup- 
ling seems to give satisfaction in solving 
the difficulty of the gear centres.—Ab- 
stracted from the Tramway and Railway 
World (London), June 4. 
< 
The Electrical installation at the New 
Public Offices, Whitehall, 
England. 


The new block of publie offices at the 


southern end of Whitehall, England, 
which will be the home of the local 


government board and the board of edu- 
cation, and later of the board of trade, 
has been practically completed. The 
lighting installation includes over 6,000 
lamps. The building is supplied jointly 
by the Westminster and the London Elec- 
tricity Supply corporations. The former 
supplies current for power and lighting 
and the latter for lighting only. The in- 
stallation scheme provides for two pairs of 
service cables from each company’s mains 
at different parts of the building, and 
there will be four separate main switch- 
boards at these intake points. The West- 
minster supply is three-wire, direct cur- 
rent, 400 volts across the outers, and cach 
main switchboard is divided into two 
halves, the 200-volt lighting cireuits being 
balanced on each side of the three-wire 
The London company’s supply is 
Two feeders supply two sets, 
forty-kilowatt. 


system, 
alternating. 
each oof three 
phase transformers in parallel, these sets 


sinele- 
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being in different parts of the building. 
These transformers step down the voltage 
from 2,500 to the lighting pressure of 200. 
Transformers are in a fireproof chamber 
adjoining the room containing the main 
switchboard. The handle of the high- 
tension, oil-break switch projects through 
a slit in the wall, so that the transformers 
can be isolated from the high-tension 
mains or changed over from one pair of 
cables to the other without entering the 
transformer chamber. The transformer 
chamber and main switchboards are situ- 
ated in the basement proper, and from the 
four main boards 1,000-ampere flexible 
rubber cables lead down through openings 
in the floor of the subbasement. The 
cables are lead-covered, paper-insulated, 
and the joints between these and the short 
lengths of rubber cable are enclosed in 
specially designed ceiling hoxes, one for 
each cable. From the 1,000-ampere cables 
250-ampere cables run up to the submain 
hoards in the basement. The iron trough- 
ing widens out where the cables enter the 
junction boxes, to the sides of which the 
troughing is bolted. There are about a 
dozen of these submain boards, each con- 
taining a double-pole switch and eight 
double-pole porcelain enclosed fuses. The 
boards are set into the eighteen-inch wall, 
and the backs of the boards are accessible 
from the other side of the wall. From 
this point the wiring is entirely in three- 
quarter -inch galvanized - steel seamless 
conduit. The fittings in the corridors 
and rooms are all hung on gimbals from 
the ceiling. Ceiling rose blocks are ar- 
ranged in the centre of the rooms, so that 
a single electrolier or five separate flexible 
leads can be brought through ceiling eyes 
to separate counterweight lamps. AN 
rooms are well provided with wall plug 
sockets, which are flush with the wain- 
scoting and are not screwed onto the wood 
blocks sunk in the wall, but are sprung 
Into brass rings attached to the blocks. 
Four handsome standards supported on 
marble pillars illuminate the grand stair- 
case. The lamps are all 200-volt carbon- 
filament lamps, mostly of sixteen candle- 
power, a few cight-candle-power lamps 
being used in the corridors. Four thou- 


sand of the lamps are counterweight 
lamps, and there are over 1.000 wal] plugs 
for table lights, ete. For the telephone 
service there will be two exchange rooms, 
and night telephones in several rooms on 
each floor will admit of direct communica- 
tion to the hall porter. The elevators for 
the lifting of paper are electrically driven 
with push-button control. These can hoist 
one hundredweight at the rate of 120 fect 
per minute.—.tbstracted from Electrical 
Iinginecring (London), June 18. 
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INDUSTRIAL SECTION 


ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


MECHANICAL APPARATUS 


N THE following pages there will be 
l found descriptions and illustrations 
of a large variety of apparatus which 
enters very extensively into the work of the 
electrical contractor. There has been a 
gool deal of inquiry concerning the atti- 
tude of manufacturers with regard to the 
introduction of new appliances and the 
improvement of appliances for vears well 
known in the electrical field. A great 
many of these devices are shown for the 
first time. It may be well, in passing, 
to state that no such cagerness to come 
strongly before the contracting fraternity 
as is evident at this time has been indi- 
cated for several years. Subsequent issues 
will contain further descriptions of ap- 


paratus used in this field. 


The “Security ” Automatic 
Time Switch. 

In connection with the prevailing idea 
of increasing the hours of store lighting, 
contractors have frequently, within the 
last few vears, been called upon to supply 
some means of arranging for the switching 


‘t SECURITY” Automatic Time SwitcH 
WITH COVER REMOVED. 


off of the lights in a store window or, in 
fact, in the store equipment proper, at a 
predetermined time. In manv of the 
larger cities this is accomplished by patrol- 
men, and it is part of the central station’s 
work to see to it that the lights are not 
burned longer than the hour for which the 
contract is executed. Tn isolated cases. 
where the services of a watchman are not 
available, or where this periodic attention 


would cost too much, the automatic time 
switch fills the bill very nicely. In many 
cases, however, where the time switch is 
of elaborate construction, employing a 
multiplicity of contacts and an expensive 
clock movement, even the cost of this 
equipment makes it prohibitive. Where a 
cheap, simple, reliable and durable time 
switch can be secured, there is a consider- 
able margin of profit for the contractor in 
handling and installing such a device. 
The F. Bissell Company, 226 Huron 


“t SECURITY” AUTOMATIC TIME SWITCH 
WITH COVER. 


street, Toledo, Ohio, has placed on the 
market the “Security” automatic time 
switch, illustrations of which are shown 
herewith. This is an automatic circuit- 
breaker switch with an auxiliary carbon 
break. It operates by gravity and has no 
spring construction. It is impossible for 
the blades to*stick. The back is flush, 
and all mechanism is on the face in plain 
sight. The switch is furnished for either 
on or off use, or for a combination of hoth. 
ge ele ar 
Western Electric Company 
Direct-Current and Aiternat- 
ing-Current Motors. 

Of particular interest to contractors are 
the direct-current motors of the “E” and 
“I” design, and the alternating-current 
motors of the “CP” design, manufactured 
by the Western Electric Company, Chi- 
cago, IN. The “E” design comprises a 
line of motors ranging in size from one 
and one-quarter to seventy-five horse- 
power. These motors are furnished either 
open, closed with grids, or completely en- 


cased, depending on the conditions under 
which they must operate. The field-poles 
are made up of laminated steel securely 
bolted in place. The armature core is of 


Two Horse-PowER Motor, “I” DESIGN. 


a special grade of steel laminations which 
are carefully annealed after punching and 
treated with a coat of japan, insuring the 
lowest possible core loss. 

The machines are furnished for either 
horizontal or vertical operation, and the 
bearing brackets of the horizontal ma- 
chines may be shifted so that the motors 
can be suspended from the ceiling or walls 
wherever this is desirable. Especial care 
has been taken in the design of the brush 
rigging so as to insure the best brush 
contact and adjustment. The bearings 
are made especially large and strong, in- 
suring cool operation and economical 
wear. : 

The line of small direct-current motors 


OPEN TyPE Moron, “E” Desien. 


of the “I” design range in size from one- 
half to two horse-power. In the design 
of these motors special attention has been 
given to produce a motor that will be ab- 
solutely reliable in operating under the 
adverse conditions to which small motors 
are commonly subjected. 

The frame and field-poles are made of 
a single casting of high permeability. By 
this construction all air-gaps, except those 
between the armature core and pole-faces, 
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have been eliminated. The commutating 
feld is made especially stiff, insuring 
sparkless operation for wide variations of 
load and speed. The bipolar type is used 
to prevent flashing under sudden and wide 
variations of load to which these motors 


Inpuction Motor, ‘‘CP” DESIGN. 


are commonly subjected. The field coils 
are placed in an inclined position, so that 
the air currents set up by the rotation of 
the armature are met at all points by sur- 
faces inclined to the direction of their 
motion. This feature accelerates the cir- 
culation and aids in the rapid distribution 
of heat generated under overloads. 

The alternating-current motors are fur- 
nished either with squirrel-cage or phase- 
wound rotors, depending on the nature of 
the work they are to perform. The stator 
frames are of cast iron in one piece, and 
the section is such as to obtain the most 
rigid support for the laminations, The 
feet are broad, and the entire frame is so 
constructed that there can be no spring- 
ing or vibration. Exceptionally high effi- 
clencies and power-factors have been oh- 
tained for these motors by a special form 
of winding, liberal design, and by using 
the best grade of material throughout. All 
bearings are self-aligning and of the oil- 
nng type, and are housed in brackets of 
ample size to withstand the maximum ca- 
pacities of the machines. 


— 0 


Some G & W Electrical Spe- 
cialties. 

The G & W Electric Specialty Com- 
pany, 128 West Jackson Boulevard, Chi- 
ago, Il., is calling attention to a number 
of time-saving, money-saving and trouble- 
anng specialties for central stations. 
Several of these specialties are illustrated 
herewith, 

The type “MO” porcelain pothead is 
made up with single conductor tubes 
mounted in an iron case and with caps 
having one-inch holes. The lower casting 
' slipped over the cable and the lid and 
cape over the conductors, The conductors 
of the cable are separated, the joint is 
made, and the lower casting brought up 
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in place, filled with compound to one and 
one-half inches from the top, and the lid 
set in place with the separated con- 
ductors passing through the tubes. The 
bottoms of the tubes are closed around 
the conductor by tape, and the tubes filled 
with compound to within one-half inch 
from the top. The caps are then drawn 
down into place and the conductors well 
taped down on the cap and several inches 
along the conductor. A few inches of 
braid on the wire is removed where it 
enters the cap, so that it will not act as 
a wick to lead water into the pothead. 
The type “TS” porcelain pothead is a 
single-conductor, detachable pothead for 
high-tension and high-current duty. There 
are three porcelain members. The inter- 
mediate member provides a means of 
turning a threaded taper collar which 


Tyre MO” 
PORCELAIN POTHEAD 


MULTIPLE-CONDUCTOR 
STATION TYPE Por- 
HEAD. 


Tyree “TS” 
PORCELAIN POTHEAD. 


Type ‘‘S” PORCELAIN 
POTHEAD FOR 
HicH VOLTAGE. 


draws the two metal members together 
through the medium of the taper-headed 
plug and an externally threaded socket, 
thus insuring a tight-fitting joint. The 
standard size is designed to carry 650 am- 
peres. This type of 
head is recommended 
when the disconnect- 
ing feature is required 
for loads above 150 
amperes, 

This type of pot- 
head is well adapted 
to street railway work, 
as it will carry heavy 
currents, can be 
mounted on a pole 
without any protection 
from the weather, and can be discon- 
nected under load by using ordinary pre- 
caution. 


G & W Grounp.- 
Pipe Cap. 
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The multiple-conductor stationary type 
of pothead has been developed to meet the 
demands for a station bell which is easy 
to install, low in first cost, and reliable. 
This head consists of a porcelain bowl and 
cover. The bow! is approximately seven 
inches in diameter at the top and four 
inches at the bottom. The hottom of the 
bowl is fitted with a metal plate provided 
with a collar drilled and tapped to size 
to screw upon the cable. The lid fits into 
the top of the bowl and is provided with 
the required number of holes and short 
tubes through which to pass the con- 
ductors. Owing to the manner in which 
the inside top edge of the bowl is cut 
away, the lid can be sealed into the bowl, 
thus excluding dust and moisture from in- 
side the bell. 

The G & W ground-pipe cap consists 
of a hollow galvanized malleable casting 
internally grooved along one side and so 
shaped at the mouth that the end of the 
ground wire can be introduced into the 
casting along the groove. The cap, with 
the wire in place, is put upon the top of 
the pipe and the pipe driven. In driving 
the pipe the cap is driven on and the 
copper wire wedged in securely between 
the inside wall of the cap and the out- 
side of the pipe. The cap protects the 
top of the pipe from being battered out 
of shape, and saves the time required to 
cut off the battered end, as is often neces- 
sary in driving pipe in hard soils, and 
makes a joint of good conductivity be- 
tween the ground wire and the pipe. 

— 0 
Oneida Galvanized Chain for 
Arc-Lamp Suspension. 

One of the most important products 
turned out by the hardware department of 
the Oneida Community, Limited, Oneida. 
N. Y., is the Oneida galvanized chain, 
This is made in two sizes: No. 1, for 
suspending arc lamps, and No. ð, for sus- 
pending incandescent lamps. These 
chains can be used for any standard mast- 
arm. The chain is heavily galvanized and 
rust-proof. The fact that ice or sleet does 
not interfere with its ease of operation 
has been strikingly demonstrated at Ni- 
agara Falls, where a certain lamp was 
close to the cataract and the chain sub- 
jected not only to all conditions of 
weather, but to a continuous deposit of 
mist arising from the falls. The Buffalo 
& Niagara Falls Electric Company re- 
ported that the chains on this system 
worked perfectly throughout the entire 
winter in spite of the severe conditions. 
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The Wakefield Standard Uni- 
versal Lighting Fixtures. 
The F. W. Wakefield Brass Company, 

Vermilion, Ohio, has placed on the market 

one of the greatest boons to electrical con- 

tractors in the Wakefield standard uni- 


WAKEFIELD PaTENT BODY. 


versal lighting fixtures. Recent develop- 
ments in the art of electric lighting have 
made necessary the design of special fix- 


W AKEFIELD STRAIGHT 
ARM. 


WAKEFIELD CURVED 
ARY, 


tures, requiring large investments in order 
to carry a necessarily extensive line of 
designs. The adaptability of the Wake- 
field universal fixtures eliminates the 
necessity of carrying a large number of 


CLUSTER MADE WITH WAKEFIELD 
ADJUSTABLE FIXTURES. 


assembled fixtures, as it is possible by 
proper selection of stems and arms to 
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adapt ihe Wakefield “body” to fit any re- 
quirement. 

Not only is it true that Wakefield fix- 
tures are peculiarly adaptable to nearly 
all of the special needs of the trade, but 
it is also true that the principles of con- 


struction that are followed in building 


up these fixtures are such as will save the 
dealer and contractor much time and labor 
in assembling and installation. 

As may be seen from the accompanying 
illustrations, the solid body contains no 
nipples whatever, and there are no inner 
iron bodies. A special feature which 
characterizes the arms and stems is that 
they all have a steel fish wire drawn 
through them, which allows the fitter to 
wire the arm in a very short time. 

Hexagon arm backs on each arm permit 
the use of a wrench, removing the possi- 
bility of unsightly marks which are often 
left on the arms by the use of pipe plicrs. 

The body can be used for either two, 
three or four-light arm fixtures with a 
special provision that a light may be added 
to the bottom of any one of the fixtures. 
This feature, with the universal arms 
manufactured by the company, permits 
any style of arm on any style of stem 
with the various styles of plain, scroll and 
straight arms. l 

For each body either short or long 
stems are made for the construction of 
cciling lights. 

The arms and stems are made of heavy 
gauge stock finished in rich gilt, brushed 
brass or oxidized copper. 

The cluster canopies are particularly 
important in making up special designs. 
These canopies are constructed of a heavy 
plain shell which is reinforced on the 
inner side by a casting, being fastened to 
the inner surface of the shell. The shell 
and castings are then drilled and tapped 
for either a one, two, three, four or five- 
light fixture. These outlets are fitted 


with small brass plugs which, when the 


shell is finished up, are left in the holes. 
The accompanying illustrations show a 
few of the many forms in which these 
fixtures may be assembled. 
OENES C 
The Pettingell-Andrews Type 
D-2 Remote-Control 

Switch. 

The Pettingell-Andrews type D-2 re- 
mote-control switch for either direct or 
alternating current has been designed 
along the Hnes of modern circuit-breaker 
construction, with laminated copper 
brushes and locking parts that are not 
called upon to carry current, and the en- 
tire mechanism is built up on a onc-piece 
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iron frame, so that neither rough handling 
in shipment nor constant pounding of 
operation will cause the fixed and mov- 
ing parts to get out of alignment. The 
meritorious features of this device are well 
shown in the accompanying illustration. 

The design of this switch precludes the 
possibility of the mechanism not complet- 
ing its intended movement, either through 
a fall in the potential of the actuating 
circuit or due to too short a duration of 
the opening impulse or a careless 
manipulation of the control button. The 
switch is so assembled that it will fall 


PETrTriINGELL-ANDREWs TYPE D-2 REMOTE- 
CoNTROL SWITCH, OPEN. 


open by gravity unless it is locked closed. 
There is no half-way point for it to hang. 
It is either locked closed by a steel-jointed 
toggle, hanging wide open, or traveling 
very fast toward one or the other of these 
positions. 

Some years of experience with arc-lamp 
cutouts enter into the design of the aux- 
iliary break, and the operating current 
is broken with absolute certainty as the 
switch completes its closing movement. 

These switches are made in the follow- 
ing capacities: Type D-2 are made with 
two, three or four poles up to 2,500. am- 
peres, 250 volt, air-break, and 250 am- 
peres, 2,500 volt, oil-break. Type D-3 and 
type D-4 are made for twenty-five am- 
peres, 250 volts only. 

This switch is made by the Pettingell- 
Andrews Company, Boston, Mass. 
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The Trumbull Electric Manu- 
facturing Company. 

Upon several occasions, so rapid has 
been the growth of the Trumbull Electric 
Manufacturing Company, of Plainville, 
Ct, ag a switch specialist, it has been our 
pleasure to illustrate and describe in these 
columns the development of the company 


SWITCHBOARD DEPARTMENT OF THE TRUM- 
BULL ELECTRIC MANUFACTURING COMPANY. 


b text and with illustrations. At the 
present time this exploitation will suffice 
as far as the company’s progress in the 
knifeswitch field is concerned. There is 
another department, however, which is not 
w Well known because it is of more recent 
evelopment, namely, the panel-hoard and 
‘witchboard department. During the last 
vear the growth of this department has 
ajualed or even surpassed the record made 


SLATE Storage D 
BULL ELEctRe 


EPARTMENT OF THE TRUM- 
MANUFACTURING CoMPANY. 


m the development of knife switches. 
last summer, when the company’s new 
actory wag erected, it was intended to 
lum ver about one-half of the four-story 
building, with about 22,000 square feet of 
tt ‘Pace, to the panel-board and switch- 
naig department. During the vear, in 
‘pile of the market depression, this de- 
oe grown to such an extent 
at Within a short time practically the 
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entire building will be necessary for panel 
and switchboard work. 

Familiar as the field is with the com- 
pany’s line of panel-boards, it is doubtful 
whether the great majority is acquainted 
with the extent to which these boards are 
used. A year ago the company’s panels 
were ordered by the dozen; to-day they 
are sent out by the hundred, and cover 
every imaginable specification. 

Last fall the department was entirely 
reorganized, and electrical engineers and 
assistants and other employés were re- 
cruited from the factories of some of the 
largest switchboard builders in the 
country, and a large number of successful 
bids were made for both government work 
and isolated plants. 

In entering this field the company real- 
ized the necessity of a thorough equipment 
to cover the most difficult specifications, 
and thousands of dollars have been spent 
in preparing to meet these requirements. 

The company will shortly publish a list 
covering standard direct-current and 
alternating-current switchboard panels. 
There will be five distinct lines, covering 
specifications with and without circuit- 
breakers, with and without motors, and 
including complete economic arrange- 
ments for both central stations and iso- 
lated plants. With the line which the 
company wil] develop it will be possible 
for engineers to effect combinations to 
cover any kind of gencral requirements 
found in engineering practice. These 
boards will be kept in stock and can be 
shipped immediately. 

= _ —__ 

Three Important Line-Con- 

struction Specialties. 

The Belden Manufacturing Company, 
194 Michigan street, Chicago, Ill., has for 
a long time been favorably known as the 
manufacturer of a line of magnet wire 
and telephone cords. Recently the com- 
pany has commenced the manufacture of 


several new patented devices for line con- 


struction work. 

The Belden steel gain is a comparatively 
new device, although the construction de- 
partments of electric light, telephone, tele- 
graph and power-transmission companies 
have seen the need of such a device for 
some time. The Belden wire test clamp 
or test connector has many advantages 
over the older forms of test clamps. The 
third device is known as the Belden 
ground clamp. This clamp possesses three 
features which particularly appeal to the 
user, namely, maximum strength, mini- 
mum price and great adaptability. One 
size fits all sizes of pipes. The steel gain 
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is a steel support for the cross-arm which . 
saves cutting gains in the pole and ob- 
viates the necessity of cross-arm braces 
except on longer than six-pin cross-arms. 
Referring to the illustrations herewith, 


COMPONENT Parts oF BELDEN STEEL (JAIN. 


two tongues, B B, are cut from the back 
of the steel gain and these tongues in- 
serted in the slots, A A. These are 
forced into the pole when the bolt is set 
up. The bolt passes through the cross- 
arm, the steel gain, and the holes, © C, 
and through the pole. This squares the 
cross-arm with the pole, fastening it se- 
curely in place. For power-transmission 


BELDEN STEEL GALIN. 


construction work extra heavy steel gains ` 
are made, 

The use of the Belden wire test clamp 
Is easily seen from the accompanying illus- 
tration. Essentially the device consists 


BELDEN Tast CONNECTOR. 


of a flat plate fitted with a slotted brass 
screw. The wire is placed in the slot 
in the brass screw and held in place by 
copper plate or leaves, one wire being 
placed between each pair of leaves and 
secured by a nut. The slot in the brass 
screw is large enough to receive 


any 
ordinary telephone or telegraph w 


ire, 
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The “H. & H” Automatic Door 
Switch. 

The accompanying illustrations show 

the automatic door switch and contain- 


H. & H. Automatic Door Switca AND RECEPTACLE. 


ing receptacle which has been placed on 
the market by the Hart & Hegeman Manu- 
facturing Company, Hartford, Ct. This 
door switch will not only automatically 
operate the light, but is is so arranged 
that it automatically adjusts itself during 
the different seasons of the year to ac- 
commodate its action to the swelling or 
shrinking of the door. 
—_—_-@=———_—_ 


Ward Leonard Motor-Starters. 


The apparatus made by the Ward 
Leonard Electric Company, Bronxville, 
N. Y., have always been of great interest 


- to contractors. This company manufac- 


tures so many devices which enter into in- 


TANK SWITCH FOR 
OPEN TANK 
SYSTEM. 


WARD LEONARD “AS” 
Moror STARTER. 


<tallations of every character and size that 
its name has long been familiar to the 
contracting fraternity. 

The company announces recent ad- 
vances in the design of automatic motor- 
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starters and devices for regulating them, 
namely: Push-buttons, pressure regu- 
lators, tank switches, etc. Among the de- 
vices to which particular attention is 
called at the present time 
is the “AS” type motor- 
starter. This is a self- 
starting rheostat with a 
no-voltage release. This 
starter is for use in small 
sizes with main-line tank 
switches, and in any size 
with start and stop push- 
buttons. One of the il- 
lustrations herewith 
shows a self-closing 
switch operated by push- 
buttons. The combina- 
tion of this switch and 
the “AS”, starter, when 
mounted on one panel, 
forms a “CS” type self- 
starting rheostat with no-voltage re- 
lease, equipped with a self-closing 
switch and a protective interlock, pre- 
venting the closure of the self-closing 
switch except when the resistance-con- 
trolling element is in the “all resistance 
in” position. 

The “CS” type starter, when used with 
the pressure regulator, an illustration of 
which is shown herewith, is adapted to 
motor-driven pumps, etc. 


SELF-CLOSING SWITCH OPERATED BY PueęgH- 
BUTTON. 


The special feature in the design of 
this special line of apparatus is that the 
resistance units consist of Ward Leonard 
enameled units, the resistance element be- 
ing thoroughly protected from any me- 
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chanical, electrical or chemical deprecia- 
tion. 

The self-starter is truly aligned, all the 
machine work being done at one time, 


PRESSURE REGULATOR. 


positively assuring that the dash-pot, 
plunger and. magnet core are in perfect 
alignment. The company is giving the 
utmost attention to these details, and 
maintains an enviable position in the 
market by the honesty of the claims which 
it makes for its apparatus. 

— o 
Minerallac Condnit and Cable 
Hangers or Cleats. 

The accompanying illustration shows a 
cable and conduit hanger which has been 
placed on the market by the Minerallac 
Company, Monadnock Block, Chicago, 
Ill. These hangers are made of the best 
spring steel, and are easily and quickly 
put in place. Open wiring conduit and 
cable may be run with great rapidity and 
very compactly arranged. The hangers 
have heen approved by the Underwriters’ 
association for use on circuits up to 300 
volts, when mounted direct on the surface 


MINERALLAC CONDUIT AND CABLE HANGER. 


wired over. For voltages from 300 to 550 


‘ the hangers must he installed with spacers 


under the base of the hanger or mounted 
on metal racks or brackets so as to hold 
the conductors at least one inch from the 
surface wired over. For voltages above 
550 the hangers should be used with an 
appropriate insulating bushing having 
necessary insulation and dielectric 
strength, the hangers being mounted on 
metal racks or brackets to hold the con- 
ductors far enough from the surface wired 
over to preserve the required electrical 
clearance. 

The company is prepared to furnish all 
styles of these bushings for high-tension 
work, properly designed to afford the 
Necessary insulation and mechanical 


strength. 


ij 
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Fort Wayne Multi-Phase 
Belted Alternators. 

The Fort Wayne Electric Works, Fort 
Wayne, Ind., has placed on the market a 
new line of multi-phase, sixty-cycle, re- 
volving-field alternators of the belted type. 
These are styled TRB three-phase and 
QRB two-phase. 


Fort Wayne Tyre TRB Taree-Paask BELTED ALTERNATOR. 


These alternators are cheap, not through 
lack of material or through poor workman- 
ship, but because of the reduced number 
of poles and the resultant speed, which 
permits the use of the minimum amount 
of material needed for the given output. 
The material is all of the highest quality, 


Fray 
R e Fort Wayne Form B ALTERNATOR 
ITH ARMATURE WINDING. 


ind is handled 
methods, The 
ol-running, pr 
reservoirg of 
Supported by 


by the most approved 
bearings are ample and 
ovided with oil-rings and 
ample capacity. They are 
tripod brackets cast upon the 
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end shields, giving great rigidity, with 
free access to the collector rings. The 
general appearance of this machine is well 
shown in the accompanying illustrations. 

The alternator frame is of cast iron, in 
two parts, accurately machined and bolted 
together through the laminations of the 
armature core. The laminations are in 


sections and of special 
shape, having inwardly pro- 
Jecting teeth and projections 
extending out from the 
usual symmetrical outside 
circumference. In these pro- 
jections are punched the 
holes through which the 
bolts pass, clamping the 
core and the two halves of 
the field frame firmly to- 
gether. Air spdces are pro- 
vided at the ends of the core and between 
laminations at regular intervals, to take 
advantage of forced ventilation produced 
by the fanning effect of the revolving field 
when the machine is in operation. An 
additonal advantage is taken by having 
the entire outer surface of the core ex- 
posed to the air. 

The coils are carefully wound with 
highest-grade copper and insulated by su- 
perior methods of insulation. ‘They are 


. held in place by wooden wedges driven 


into grooves in the slots. 

The revolving field of the form B alter- 
nator is made up of a number of poles 
fitted into a central laminated spider with 
a dovetailed joint and taper keys to hold 
them firmly in position. After the poles 
are inserted in the special spider, end 
plates are bolted to each end of the core, 
closing up the joints. The poles are built 
up of laminations punched accurately 
from high-grade material and assembled 
under pressure. 

The collector rings are made of cast 
iron and have ample carrying capacity. 
Carbon brushes are used, held by the most 
improved type of brush-holder. 

The form B multi-phase belted alter- 
nators are made with either two-phase or 
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three-phase windings, for 2,300, 1,150, 
600, 480 and 240 volts. 

Belted exciters are furnished for all 
form B alternators. These exciters are 


known as the Fort Wayne type ML, and 
are belted to a small pulley mounted on 
an extension of the alternator shaft on the 
collector end. 


REVOLVING Fiep or Fort Wayne Form B ALTERNATOR. 


Ground-Connection Clamps. 

The Novelty Electrice Company, 50-54 
North Fourth street, Philadelphia, Pa., is 
calling attention to its “Griptite?” and 
“Flexclamp” 
ground - connection 
clamps. The “Grip- 
tite” ground - con- 
nection clamps are 
for rigid conduit, 
and are made of 
rolled copper tubing 
in sizes to conform 
to the exaot diam- 


eter of standard 

“ FLEXCLAMP ” pipe from one-half 

GROUND-CONNECTION to four inches. 
CLAMP. f 


Being made of one 
picce of copper, the tightening of the 
bolt insures a perfect electrical contact 
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‘¢QRIPTITE” GROUND-CONNECTION CLAMP. 


at all points on the pipe. The clamps 
have rounded edges, so that no possible 
injury can result to the lead casing of the 
cables when used for grounding these. 
The hollow tube to which the ground wire 
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is soldered takes any size of copper wire 
up to and including No. 4 Brown & 
Sharpe gauge. 


The “Flexclamp” is used for ground- . 


ing Sprague flexible conduit and BX 
conductors. These clamps are made to fit 
perfectly the helical construction of the 
conduit. They are made of one piece of 
copper, and the tightening of the bolts 
insures a perfect electrical contact. There 
are five sizes—Size A, for No. 14 and 
No. 12 BX-2 conductors, No. 14 BX-3 
and threc-eighth-inch flexible conduit; 
size B, for No. 10 BX-2 and 3 con- 
ductors, No. 12 BX-3, No. 12 and No. 14 
BXL, and No. 12 and No. 14 BM con- 
ductors: size C, for one-half-inch flexible 
conduit; size D, for three-quarters-inch 
flexible conduit, and No. 4 BX-2 con- 
ductor; size E; for one-inch flexible con- 


duit. 
——_- oa 


The Safety Armorite Conduit 
Company. 

The Safety Armorite Conduit Com- 
pany, Pittsburg, Pa., is the sole manu- 
facturer under United States patents of 
“Loricated” and “Galvaduct” iron- 
armored conduits for interior construc- 
tion. ‘These conduits have found a very 
wide use in construction work of every 
character in all parts of the country. 
Among the important buildings in which 
these conduits have been exclusively in- 
stalled are the following: Marshall Field 
Building, Commercial National Bank 
Building, Chicago, Ill.; Washington Ter- 
minal, Baltimore & Ohio and Pennsyl- 
vania Lines, Washington, D. C.; City In- 
vesting Building, Trinity Corporation and 
Annex, Hudson Terminal Buildings, Hotel 
Plaza, New York city; Carnegie Institute 
and Library, Pittsburg, Pa.; H. H. Rogers 
Memorial Church, parsonage, parish house 
and high-school group, Fair Haven, 
Mass.; Naval Academy buildings, An- 
napolis, Md.; Salt Lake Security and 
Trust Company Building, Salt Lake City, 
Utah; Denver Dry Goods Company, Den- 
ver, Col.; United States Military Hospital, 
Presidio, Cal.: Singer company’s factories, 
Klizabethport, N. J. 

In addition to the widespread use of 
these conduits in this country they have 
been exported for use in England, Canada, 
Australia, New Zealand, West Indies, the 
Philippine Tslands, Hawaiian Islands, 
Mexico and the South American republics. 
These conduits are also installed in the 
majority of the warships of the United 
States built in recent years and in a large 
number of pleasure and merchant ocean- 
going vessels. 
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The Diehl Electric Coffee Mill. 


The Dichl Manufacturing Company, 
Elizabethport, N. J., to meet a general 
demand for an electric coffee mill adapted 
to the needs of grocers, hotels, boarding 
houses and other users of coffee in large 
quantity, and which could be sold at a low 
price, has produced a low-priced electric 
coffee mill which at the same time is 
reliable, efficient and economical. As a 
maker of first-class electrical apparatus 
the company needs no introduction. Its 


large experience in the manufacture of | 


thousands of small motors for driving 

fans, sewing-machines and other appa- 
fant 

tatus, places it in a umique position to 


DrepL ELECTRIC COFFEE MILL. 


supply a motor the qualities of which are 
unquestioned. 

The general appearance of the mill as 
well as the arrangement of details is 
shown in the accompanying illustration. 
The grinder, gear case and back cover 
are combined in one unit, giving rigidity 
and compactness. The hopper is of spun 
brass, provided with a spun-brass cover, 
and both are heavily plated with nickel 
highly polished. The motor base is ex- 
tended to hold the receiver, making the 
entire combination entirely self-contained. 
The mill may be readily adjusted to- give 
any desired degree of fineness by means 


of a thumb-screw regulating the distance 
between grinders. The motor is provided 
with a switch for starting and stopping, 
and has ten fect of flexible cable attached. 
When the mill is put in service all that 
is necessary is to connect the plug to a 
convenient light socket and turn the 
switch. 
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The Doubleday - Hill Electric 


Company. 

The Doubleday-Hill Electric Company, 
at 919 Liberty street, Pittsburg, Pa., is 
one of the largest electrical supply ‘houses 
in the world. This company began busi- 
ness in one room in the Lewis Block ten 
vears ago. ‘lhe present business home of 
the concern is in a handsome building 
with eight floors, aggregating more than 
50,000 square feet of space. In addition 
to the home office the company has two 
large auxiliary warehouses for the storage 
of surplus stock, and maintains a large 
branch supply house at Charlotte, N. C. 
The most interesting feature of this com- 
pany’s business is its large repair 
and winding shop, one of the 
busiest and most thoroughly 
equipped in point ot labor and 
machinery to be found in the 
country. The company makes a 
specialty of the rewinding and re- 
pairing of all makes of both ma- 
chine and hand-wound armatures. 
In its repair shop the company 
also refills, reinsulates and as- 
sembles all makes of commutators, 
and is prepared to furnish all 
necessary new parts for any of 
this apparatus, as well as are 
lamps and, in fact, anything elec- 
trical that requires repairing. The 
company manufactures commu- 
tators, field and armature coils, 
switchboards, trolley wheels, and 
in the past has made quite a 
variety of special electrical equip- 
ment. In addition to the manu- 
facturing and general distrib- 
uting features of the business 
the company is sole agent for the Ex- 
cello flaming arc lamp, A.-B. are lamps, 
and includes among its exclusive special- 
ties “O. K.” weatherproof wire and cables, 
Triumph dynamos and motors, Emerson 
alternating fans and motors, Adams elec- 
tric roek drills, Packard transformers, 
G. E. dynamos and motors. 

The company is incorporated under the 
laws of the state of Pennsvlvania with an 
authorized capital of $300,000. The 
president is C. Phillips Hill; the vice- 
president and treasurer, G. B. Hill, and 
the secretary, H. G. Shaler. 

In addition to its comprehensive repair 


shops, factory and storehouses, the com- 
pany has developed a business and office 
system which minimizes delays and facili- 
tates the selection of material, and insures 
prompt shipping and tracing of all orders. 
The company maintains a large corps of 
traveling representatives and handles the 
largest orders placed in this field. 
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_ The Waterbury Company... 


The Waterbury Company, with offices ` 


at 80 South street, New York city, and 
factories in Brooklyn, N. Y., is one of the 
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or combination conduit and molding in- 
stallation. 

The illustrations which are shown here- 
with represent a type “A” and “C” fit- 
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Tue BrRookLyx, N. Y., WiRE AND RoPe MILLS OF THE WATERBURY CuMPARKY. 


largest manufacturers of seamless rubber- 
insulated wire and cables; paper-insulated, 
lead-encased cables; railroad signal wires, 
lamp cord, and flexible cords, as well as 
manila and sisal rope, oil-well cordage, 
wire rope, and music wire. The company 
was established in 1816, and commenced 
the manufacture of rubber-covered wire, 
telephone wires and special cables three 
years ago. Since the opening of this plant 
business has steadily increased until the 
company is now counted as one of the 
foremost manufacturers of this product. 
The accompanying illustration shows 
the rubber-covered wire mill and the other 
mills operated by the company. Branch 
offices are established in Chicago, Pitts- 
burg, New Orleans and San Francisco. 
—_—_<-@<——_—_ 
The Crouse-Hinds Condulets. 
The development of condulets by the 
Crouse-Hinds Company, of Syracuse, 
N. Y., is being watched with much in- 
terest by all who are concerned with wir- 
ing propositions. The simple device, in 
most types, consisting of but two pieces, 
a cast shell and a cover, has simplified the 
conduit construction in such a marked 
degree that it is fast gaining the title 
of the “Key to Conduit Construction.” 
The fittings are very simple in design, 


which point, together with the general 


neat appearance, occasions many conduit 
installations that would not have been 
undertaken in time past. 

Condulets are made in many styles; in 
fact, it can be truthfully said there is a 
style for practically each and every re- 
quirement that may occur in any conduit 


ting. The castings are provided with one 
or more threaded hubs, according to the 
type, into which the conduit is screwed. 
This form of construction insures con- 


TYPR ‘‘A” CrovusEe-HINDs COoNDULET. 


tinuity of conduit system, an important 
feature, and at the same time requires no 
more time to install than that involved in 
running a nut on a bolt or a nipple on 
a pipe. . 

It is not necessary to run the wires 
until the system is completed, as they can 
be drawn through the conduit to the con- 
dulets whose function is the same as that 


Type “C” Crovegg-HINDS CONDULET. 


of a manhole in a large conduit system. 
The covers are fastened to the castings 
and wires are drawn through, taps having 
been made, if branch wires are desired at 
this point. Blank metal covers are gen- 
erally used where no branches are taken 
off. There are numerous styles of covers 
provided with standard nipples ; also some 
types are provided with adjustable plates, 
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so that fixtures, switches and various fit- 
tings ean be mounted thereon. 

The type and location of condulets in 
any system are determined by the require- 
ments of the wiring plan. 

— 0 
The Aurora Miniature Arc 
Lamp. 

The Aurora Electric Company, Aurora, 
Ind., has placed on the market a minia- 
ture direct-current arc lamp. This lamp 
is simple in construction, substantial and 
neat in design. The resistance coil is 
mounted within the case, and the inner 
globe and guard are held in position by 
compression springs and permit of easy 
removal without the use of tools. The 
carbon feed works automatically, prevent- 
ing burning out of the lower carbon 
holder. The maintenance costs are low, 
and an ordinary workman can easily trim 
the lamp. 

The lamp has a consumption of two am- 
peres at 125 volts, one and one-half am- 
peres at 250 volts, and the carbons have 
a life of thirty hours. 

A steady, pure-white light equaling 
fifty ordinary incandescent lamps is given, 
the current consumption being the equiva- 
lent of four incandescent lamps. The lamp 


AURORA MINIATURE ARC LAMP. 


is fifteen and one-half inches long by four 
and one-half inches in diameter. The 
weight complete, including porcelain 
shade, is seven pounds. The case is made 
of polished brass, or is given an oxidized 
metal finish. The lamp is especially 
adaptable for store windows, stores, halls, 
theatres, factories, etc. 

The Aurora Electric Company is the | 
manufacturer of an_ electromagnetic 
socket, which, by means of magnetic at- 
traction to iron or steel, will hold an in- 
candescent lamp in any position, allow- 
ing the light to be applied directly where 
desired. It can be used in any place or 
position where there is an iron or steel 
surface. It holds the lamp firmly and can 
be applied instantaneously. 
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Galvanized Stamped-Steel 
Outlet Boxes and 
Covers. 

The Pratt Chuck Company, Frankfort, 
N. Y., is the manufacturer of a fine line 
of galvanized stamped-steel outlet boxes 
and covers. Included in this line is a box 
for combination gas and electric fixtures, 
shown in the accompanying illustrations. 
This box is four inches square and one and 


Pratt GALVANIZED SEAMLESS CONDUIT 
Box 


five-eigliths inches deep. It has eight con- 
duit outlets in the sides and five in the 
bottom. There are two gas outlets, one 
in two opposite sides, for one-half-inch 
gas pipe only. The other side outlets 
are for one-half-inch or three-quarters-inch 
conduit only. The boxes are also arranged 
for gas elbows. 

Other boxes which this company manu- 
factures are the BA switch outlet or junc- 
tion box, the CA outlet and junction box, 


Pratt Rounp Conpoit Box COVER. 


which is a round box four inches in diam- 
eter and one and five-eighths inches deep. 
The DA deep outlet and junction box 
for lath and plaster is four inches in 
diameter and two and one-quarter inches 
deep. This is equipped for four outlets 
in the sides and five in the bottom. The 
side outlets are for one-half-inch, three- 
quarters-inch and one-inch conduits. The 
boxes are drilled for fixture stems, and the 
flat steel cover is drilled for standard ten- 
ampere rotary snap switch. Other boxes 
are the EA box for G. E. receptacle No. 
50,746 and for Bryant receptacle No. 
5.050; the GA box, equipped for Nor- 
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bitt, Trumbull, “P. & S.” and G. E, re- 
ceptacles. The company furnishes: steel 
or polished-brass covers for Federal sockets 
and rotary snap switches in connection 
with its FA and CA boxes. 

The HA, IA and KA boxes for ceiling 
outlets in terra-cotta are four inches or 
five and one-half inches in diameter, one- 
half inch or three-quarters inch deep. 

—e 0M 
Adjustable Fixtures for ln- 
candescent Lamps. 

The O. C. White Company, Worcester, 
Mass., is the manufacturer of'a very ex- 
tensive line of standard adjastable fix- 
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har@warg and fittings generally used. The, 
plain black finish is best adapted for shop 
fixtures. The plated finishes are frequent- 
ly used where fixtures of rugged construc- 
tion are required for offices, libraries, 
banks and well-appointed drafting rooms. 
The fixtures have been revised and ap- 


proved, and can be wired easily and quick- ~ 


ly with New Code wire. The arms are 
all straight and true and slide and turn 
freely to any adjustment. 

The ceiling fixtures are fitted with ball 
and socket base joint, swiveling and slid- 
ing cone joint and wrist joint. This ad- 
justability permits of turning the lamp 


WHIIE STRAP-CLAMP Desk LIGHTING FIXTURE. 


tures for incandescent lamps for shops, 


mills and factories, drafting rooms, offices 
and banks, for residences, libraries and 
dressing rooms. These are made in plain 


WHITE ADJUSTABLE LIGHTING FIXTURE. 


forms and in combination with gas fix- 
tures. These fixtures are strongly con- 
structed and designed to withstand hard 
usage. They are constructed of iron 
and gun metal, and are listed in a 
variety of finishes to harmonize with the 


instantly into any desired position, and 
gives perfect protection to the cords and 
lamps among moving and shifting belts 
in shops and factories. , 

One of the latest designs is the strap- 
clamp desk fixture. This is made for 
direct attachment to a roll-top desk. The 
main joint embodies entirely new mechan- 
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WHITE ADJUSTABLE LIGHTING FIXTURE. 


ical principles and permits turning, tip- 
ping and sliding adjustments to any posi- 
tion or angle by frictional tension secured 
at one point or fastening. The standard 
wrist joint at the end of the lamp gives 
free angular adjustment to the lamp. 
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Fullman Water-Tight Outlets. 

One of the popular specialties manu- 
factured by the Steel City Electric Com- 
pany, of Pittsburg, Pa., is the Fullman 
water-tight floor outlets. The accompany- 
ing illustrations will indicate better than 


SecrionaL View OF FULLMAN FLOOR OUTLET, 
with BELL NOZZLE. 


a lengthy description the adaptability and 
utility of these devices. The apparatus 
is moisture-proof, and the universal tilt- 
ing adjustment water-tight feature is pe- 
culiar to the Fullman designs. The floor 
plate is always flush and even with the 
floor, and alignment of receptacles is al- 
ways correct, regardless of the crooked 
setting of the box body. One of the illus- 


FoLtwan Box with HUBBELL ATTACHMENT. 


trations herewith shows a sectional view 
of the four-and-three-quarters-inch box 
with a bell nozzle and standard flush 
plug receptacle. Another illustration 
. shows the same box with a Hubbell plug 
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and a two-inch flush brass plug closing 
the opening in the ftoor plate. Still an- 


other illustration shows a sectional view 
of a rectangular gang box of three sec- 
tions, showing a “drip” nozzle in use, a 
bell nozzle in use, and a two-inch flush 


SECTIONAL VIEW OF FULLMAN RECTANGULAR 


Gano Box. 


brass plug closing one opening. These 
gang boxes are furnished in two, three, 
four, five and six sections. The minimum 
height to the top of the cover is four and 
one-quarter inches. | 
— 0 
Some New “Fancleve” Spe- 
cialties. 

John L. Gleason, of Jamaica Plain, 
Mass., patentee and manufacturer of 
“Fancleve” specialties, has recently placed 
on the market two new fittings for use 


ow 


- 
. 
Pro 
oe 
oe” 
°. 


New “ FANCLEVE” CUTOUT CABINET. 


with Greenfield BX armored cables in 
old buildings. One of these fittings is a 
switch box which is made in sizes from 
one to four gangs and will fit any stand- 
ard switch or receptacle. The cable 
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pockets have a shoulder at the inside end 
to check the armor of the cable, and the 
surfaces through which the conductors 
project are rounded to prevent abrasion 
or chafing of the braid. A suitable plug 
is supplied in every pocket but one in each 


New ‘“‘FanctEVE” Switcu Box. 


box, so as to seal it if the pocket is not 
used. | 

The other fitting is a cutout cabinet. 
with a capacity of eight circuits. Four 
circuits enter at the top and four at the 
bottom. There are two entrances for the 
mains, opposite cach other; and desig- 
nated by the letter “M.” The pockets are 
reamed to confine No. 8 or No. 10 cable, 
and the branches are reamed to take No. 
12 or No. 14 cable. It is intended that 
the cables be brought up or down parti- 
tions between the studs, and the cabinet is 
of such a size that it is only necessary to 


cut away five or six laths between the 
studs to set the cabinet in position on the 
wall. On old buildings the flange, which 
is three-quarters of an inch thick, shows: 
but in new buildings, when the cabinet is 
screwed to the studs, the lath and plaster 
come out flush with the edge of the cabi- 
net. The fitting is of iron, excepting a 
beading of half-inch hardwood to which 
the cutouts are fastened. The door raises 
upward, so that it tends to stay closed 
through the action of gravity. The fitting 
weighs about twenty-four pounds. 
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“M. & M.” Panel-Boards. 

The Machen & Mayer Electrical Manu- 
facturing Company, Twelfth and Button- 
wood streets, Philadelphia, Pa., has placed 
on the market a new type of panel-board 
known as the “M. & M.” panel-boards of 
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F.osa Tyre or “M. & M.” PANEL wiru Prsy- 


BUTTON SWITCHER. 


the push-button switch type. These panel- 
boards are very handsome in appearance, 
and are adapted to the highest class of 
installations. They are made in several 
different types. The cabinet type is 
adapted to use in any ordinary panel 
cabinet of the proper size. This type is 
divided into two classes, one operated by 


6 ewe 
18) CE S ig Ja 
18 |° 4 ga 
zo e a ma 
et) — a3 ga 

| ag pi, a Ja 
et @ i a ga 
g | @ I e.. ga 
ag Ha 3 ga 
an 25 a m 
zg © ZB ga 

E 

8 


As 


(>= 


CABINET Type '' M. & M.” PANEL. 


push-button switches and the other oper- 
ated by lock switches. The flush type of 
panel-board is furnished with door and 
trim. The difference between this type 
and the cabinet type is in the door and 
trim, the door having openings in it, al- 
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lowing the switch face-plate to extend 
through, so that the switches can be oper- 
ated from the outside without opening the 
door. This type of panel is also divided 
into two types, one using push-button 
switches, and the other lock switches. 


Fuvsn Type or “M. & M.” PANEL. 
WITH LOCK SWITCHES. 


There is no danger of the operator com- 
ing in contact with any live parts. The 
brass face-plate over the switches serves 
as a convenient directory of the various 
circuits. 

To replace a defective switch it is not 
necessary to disturb the panel-board or 
other switches, as any switch can be re- 
placed from the front of the panel. 

Where panel-boards are located in hall- 
ways, in public buildings, or in places 
where it is desirable to have the lighting 
circuits under the control of either the 
superintendent of the building or some 
special attendant, the lock-switch type of 
panel-board offers the advantage that the 
lights can not be turned on or off except 
by the attendant with a key specially de- 
signed to operate the switches. 

The flush type of panel is two and 
one-half inches deep, while the cabinet 
type is three and one-half inches deep. 
Either of these types of panel can be made 
with meter loops and with four bus-bars 
for use on two-phase circuits; also with 
knife switches in the mains if desired. The 
Underwriters’ specifications are followed 
in every respect in the construction of 
these panel-boards, and the “M. & M.” 
shallowest flush push-button switches used 
in their construction have been tested and 
approved by the Underwriters. 
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The Prometheus Electric 
Plate-Warmer. 


The electric plate-warmer is not, 
strictly speaking, a new device. Plate- 
warmers have been made for several years, 
and hundreds of them are in use, par- 
ticularly in the large cities. Contractors 
outside of New York city, however, are 
probably not sufficiently alive to the pos- 
sibilities for profitable orders represented 
in this branch of the business. The argu- 
ments in favor of electric heating are too 
well known, and have been repeated often 
enough, to be omitted. It will suffice to 
say that the electric plate-warmer is emi- 
nently convenient, no matter where used, 
and is a necessity wherever meals are 
served and electric current is available. 

The accompanying illustration shows 
an electric plate-warmer made by the Prce- 
metheus Electric Company, 236-238 East 
Forty-third street, New York city. These 
plate-warmers are heated by means of in- 
dividual electric resistances attached to 
the sides on the inside of the plate- 
warmer, and covered with flues which pro- 
ject but one inch into the interior of the 
apparatus. The electric equipment, there- 
fore, takes hardly any room and econo- 
mizes greatly in space over those plate- 
warmers which use gas or steam pipes for 
producing the heating element. This 
apparatus has been pronounced a very 
practical equipment. The arrangement of 
the resistance units insures a continuous 


Tne PROMETHEUS ELECTRIC PLATE 
WARMER. 


circulation of heated air, and the entire 
inner space is heated to a uniformly high 
temperature. 

These plate-warmers, as a rule, are made 
to architects’ specifications, and for this 
reason are built to order only. Russia 
iron is used in the construction, and the 
double walls are mounted on an angle-iron 
frame. The intervening space is lagged 
with mineral wool or asbestos. 
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Bishop Gutta-Percha Com- 
pany. 
During the past year the factory of the 
Bishop Gutta-Percha Company, 420-430 
East Twenty-fifth street, New York city, 


has been entirely remodeled and consider- 


ably enlarged. A new building, five 
stories in height and covering a plot fifty 
by 100 feet, has been erected adjacent to 
the old factory building. Special atten- 
tion has been given to lighting and ven- 
tilating, it having windows on all sides. 
Pains have been taken in the matter of fire 
protection, the first two stories and: base- 
ment being of up-to-date fireproof con- 
struction and the building equipped with 
automatic-sprinkler system, having both 
gravity and pressure tanks. 

The power plant for the entire factcry 
is located in the basement of the new 
building and all machines are now driven 
electrically, using a two-phase alternating 
current with a potential of 220 volts. 

The buildings are well lighted with 
Nernst lamps, so that in case of necessity 
work can be done at night as well as day. 
New insulating and braiding machines of 
the latest type, as well as a modern lead 
press, have been installed. With new ma- 
chinery and increased floor space, the 
facilities for manufacturing both rubber- 
covered wire and gutta-percha goods have 
been increased from sixty to seventy-five 
per cent. 

The business of this company was estab- 
lished for the manufacture of gutta-percha 
goods in 1847, which has been carried on 
continuously ever since. 

The plant for rubber-covered wire was 
installed early in the eighties, and the 
company has ever since made a specialty 
of high-grade insulated wires and cables, 
furnishing a considerable number of sub- 
marine cables for telegraph, telephone and 
power service, as well as gutta-percha in- 
slated cables for submarine use. 

The Bishop standard high-grade wire, 
elevator control or traveling cables, an- 
nunciator and lighting cables and the 
ashestos-covered car cables of this com- 
pany’s make are well known thronghout 
the country, 

In the new building is installed an up- 
to-date testing laboratory with clectrical 
‘esting set for high voltages and insula- 
ton resistance. The company is continu- 
ing to manufacture, as it has since 1847, 
all kinds of gutta-percha goods. 

The president of the company, Henry 
A Reed, who entered the telegraph field 
n 1849, has been nearly thirty years en- 
“aged in the Bishop factory, during which 
time he has been considered a leading au- 
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thority on electrical insulation, is still 
active in the business, having associated 
with him in its management two of his 
sons, Henry D. Reed, M.E., Stevens, 
1892, who has been engaged in the busi- 
ness for the past fifteen years, and W. 
Boardman Reed, C.E., Union, 1882, 
treasurer of the company, who was for 
many years connected with electrical rail- 


way work. 
—_—_-@e——_——_ 


Economy Electric Heating 
Apparatus. 
The Economy Electric Company, 217 
Fulton street, Brooklyn, N. Y., is placing 
on the market a number of useful elec- 


Economy ELECTRIC FLAT-IRON. 


trical heating and cooking devices, includ- 
ing soldering and branding irons, flat- 
irons and other heating specialties. The 
Economy electric soldering and branding 
irons are made for all standard voltages. 


COMPONENT Parts OF Economy ELECTRIC 
FLAT-IRON. 


The irons are constructed to meet the neces- 
sary requirements of the Board of Fire 
Underwriters, being made of the best ap- 
proved material. The principle and con- 
struction of these irons are such that all 
the heat is concentrated in the copper, 
preventing the wasting of electrical energy 
due to the heating of shells and casings. 

One of the illustrations herewith shows 
an clectric soldering iron for medium 
work. This size and style is best adapted 
for work in shops, buildings, garages, 
vachts, and is serviceable for soldering 
connections and for making up string 
lights for stage lighting. This iron con- 
sumes 150 watts. 

The branding iron shown herewith con- 
sumes 350 watts and is designed to meet 
all the necessary requirements for brand- 
ing provisions in packing houses under the 
new inspection laws. Other forms of iron 
are made for soldering telephone and tele- 
graph connections and for work in ob- 


scure places. This form of iron consumes 


ral 


seventy-five watts. Another iron consum- 
ing sixty watts, and still another con- 
suming 100 watts, are made for light 
work. Other irons consuming 200 watts 
and 300 watts, and a heavy iron consum- 
ing 400 watts, are also available. 

The Economy electric flat-iron, shown 
herewith, is equipped with a flat mica 
dise wound with a heating element of ex- 
ceptionally long life. The company 
guarantees that its goods, in addition to 
having a long life, are very economical in 
the consumption of current. The internal 


ECONOMY ELECTRIC SOLDERING IRON FOR 
MEDIUM WORK. 


electric heater covers the entire bottom of 
the iron, thus heating the entire surface 
of the iron. 

The iron is equipped with a removable 
handle. This is an important feature, as 
no current is consumed in heating the 
handle and no protecting pad is needed. 


Economy ELECTRIC BRANDING IRON. 


The handle is always cold because it can 
be removed when the iron is not being 


used. 
— 0 


Weber Fuse Plugs. 
Henry D. Sears, 131 State street, Bos- 
ton, Mass., general sales agent for Weber 
electric wiring specialties, announces the 
new Weber fuse plugs for 125 volts, with 
mica caps, illustrations of which are 


New WEBER Frstk PLras, 


shown herewith. When the fuse blows 
there is no possibility of the escape of 
molten fuse metal; the large vent holes 
provide for the proper escape of gas, and 
there is no outside lump of solder to pre- 
vent proper bottoming of the plug in the 
cutout. These plugs are made in capaci- 
ties from three amperes to thirty amperes. 
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The Electric Storage Battery 
- Company. 

The Electric Storage Battery Com- 

pany, Philadelphia, Pa., is the manufac- 

turer of three general forms of storage 


TYPE “G” NINETEEN PLATES IN LEAD-LINED Woop TANK. 


batteries bearing the trade-marks respec- 
tively of the “Chloride Accumulator,” the 
“Tudor Accumulator” and the “Exide 
Accumulator.” 


Type “© B” THREE PLATES IN GLASS JAR. 


This product represents the highest de- 
velopment of this branch of the elec- 
trical industry. Installations of these 
batteries are not only found in general 
use throughout the United States but also 
in South America, Mexico and Canada. 
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The smaller cells of the “Chloride Ac- 
cumulator,” embracing the two-plate types 
and types B, C and D, are used where a 
small current capacity is required, thou- 
sands of these cells being operated for 
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police and fire-alarm 
systems, telegraph, 
railway signals, labora- 
tory service and for small 
isolated lighting plants. 

The larger cells, em- 
bracing types E, F, G, R 
and H, are employed for 
lighting and power sta- 
tions, street and inter- 
urban railway service, 
electrification of steam 
railroads, residential and 
isolated lighting, ete. 

The “Tudor Accumu- 
lator” and the “Chloride 
Accumulator” are used 
in the special forms, de- 
signed by the company, 
for the electric lighting 
of railway cars. A com- 
plete description of these 
types is contained in a 
catalogue recently issued 
under the title of “Car 
Lighting Cells,’ Cata- 
logue C. 

The “Exide” battery 
is used principally for 
electric - vehicle propul- 
sion and for the ignition 
of gas or gasolene en- 


gines in automobiles, power boats. station- 


ary service, etc. 


Type “E” TAIRTEEN PLATES tx GLABS JAR. 


The extensive use of the “Exide” battery 
necessitated the opening of “Exide battery 
depots” in different cities, and about 400 
“Exide distributors” throughout the coun- 
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try- are prepared to supply and maintain 
“Exide” batteries and -parts. 

It has always been the policy of this 
company not only to produce the best bat- 
teries, but to devise instruments and fur- 
nish the required instructions for main- 
taining their cells in the best possible con- 
dition. To this end a force of operat- 
ing engineers is employed in constantly 
superintending the working of batteries 
installed by this company, thus insuring 
their economical operation and efficiency. 

The auxiliary apparatus and accessories 
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Type “F” FIFTsEN PLATES GLASS JAR. 


for use with storage batteries designed 
and constructed by this company are the 
result of twenty years’ experience and the 
labors of an engineering force specially 
trained in battery work. , 
The company does a large business 
through electrical contractors in the in- 


PORTABLE ‘‘ ExiDE” BATTERY. 


stallation of batteries in residential, mill, 
factory and similar isolated plants, and 
has issued bulletins especially covering 
these applications. 
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The LeValley Vitae Carbon 
Brush with Pigtail 
Connection. 

The accompanying illustration shows 
the new form of carbon brush which has 
been placed on the market by the LeValley 
Vitae Carbon Brush Company, 405 East 
Tremont avenue, New York city. The ad- 
vantageous feature of this new connection 
is that it is indestructible. The copper 
plates to which the lead is attached are 
firmly clamped to the ‘carbon on each side 
by expanded copper rivets, making a per- 
fect contact. Solder does not enter in 
any way into its construction, and it can 


LeVaLLEY VITAE CARBON 
PROVED PIGTAIL CONNECTION 


not therefore melt off or become detached 
from the carbon. The brush maintains 
its even proportion throughout, fitting 
snugly in the brush-holder until the brush 
is worn out. This insures a perfect con- 
tact, and the brush can not tilt over. 
This invention is owned by M. W. Robert- 
son, sales manager of the company. 
——— 0 


Westinghouse Small Power 
Motors. 

The small power motors supplied by 
the Westinghouse Electric and Manpfac- 
turing Company for either direct current 
or single-phase alternating current, are 
particularly compact and durable under 
all sorts of operating conditions. They 
are all automatic in their starting char- 


WESTINGHOC8SE SMALL POWER MOTORS. 


acteristics, as in starting it is only neces- 
sary to close the main switch. The 
motors will in all cases start full load 
and will stand considerable overloads. 

l The motors are manufactured regularly 
in aizes from one-twentieth to one-quarter 
horse-power, for either 110 or 220 volts 
m standard speeds. The illustrations 


BRUSH WITH IM- 
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show both the direct and alternating- 
eurrent motors in the one-sixth-horse- 
power size. The motors are given a horse- 
power rating on an intermittent basis of 
full load for one-half of the time, with 
no period at full load longer than one-half 


hour. These motors are regularly manu- 


factured for sixty and twenty-five cycles, 
although in some cases they are supplied 
for 133 cycles. | 
i 0 
Annual Summer Conference of 
the Fostoria Incandescent 
Lamp Company. 

The annual summer conference of the 
salesmen of the Fostoria Incandescent 
Lamp Company, Fostoria, Ohio, was held 
during the week of June 22 at Ballast 
Island, in Lake Erie, near Put-in-Bay. 
It was attended by about twenty-five rep- 
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being installed, and when this work is 
finished the factory will not only be prac- 
tically as good as new, but have a con- 
siderably larger production and a corre- 


‘spondingly better equipment. 


—_—__—_<-@————_ 
Meeting of the New York State 
Electrical Contractors. 

The semiannual mecting of the Elec- 
trical Contractors’ Association of New 


York State was held at Buffalo, N. Y., 


on June 22, 23 and 24. The programme 
included a meeting of the board of di- 
rectors on June 22, a meeting of the 
general association, luncheon and banquet | 
on June 23, and a private trip to Niagara 
Falls and inspection of the plants of the 
Niagara Falls Power Company, Hydraulic 
Power and Manufacturing Company, 
Canadian Niagara Falls Power Company, 


ANNUAL SUMMER CONFERENCE OF THE FOSTORIA INCANDESCENT LAMP COMPANY'S 
SALESMEN, BALI.asT ISLAND, LAKE ERIE. 


resentatives from all parts of the United 
States, and an extensive programme of 
technical sessions and entertainment fea- 
tures was carried through. The meeting 
was pronounced a marked success, and it 
was especially important on account of the 
fact that this has been the first meeting 
held since all of the high-efficiency incan- 
descent units have been commercially per- 
fected. 

' The company’s factory at Fostoria is 
now undergoing extensive alterations and 
enlargement. In addition to this, the 
construction is being . strengthened 
throughout on account of the manufac- 
ture of tungsten lamps. Heavier material, 
including heavy maple flooring, etc., is 


Ontario Power Company, Electrical De- 
velopment Company of Ontario, with din- 
ner at the Clifton Hotel, Niagara Falls, 
Ontario, on June 24. — 

For this semiannual meeting each of 
the various local contractors’ associations 
send delegates or representatives. About 
thirty of these representatives were pres- 
ent. The total attendance was 110, and 
eighty members were present at the ban- 
quet. 

The present officers of the association 
are: James Hilton, president, Syracuse, 
N. Y.; Edmond D. McCarthy, vice-presi- 
dent, Buffalo, N. Y.; George W. Russell, 


Jr., secretary, New York city; James F., 


Burns, treasurer, Schenectady, N. Y. 
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Civil Service Examinations 
for New York State and 
County Service. 

The New York State Civil Service 
Commission will hold examinations on 
July 25 for the following positions: As- 
sistant in economic geology, State 
Museum, $1,200; engineering examiner, 
Civil Service Commission, $1,000 to 
$1,200; leveler, $4.50 to $5 a day; struc- 
tural engineer, state architect’s office, 
$2,000. 

The last day for filing applications for 
these positions is July 18. Full informa- 
tion and application forms may be ob- 
tained from Charles S. Fowler, chief ex- 
aminer, Albany, N. Y. 


— 0 


The Soclety for the Promotion 
of Engineering Educatlon. 
The sixteenth annual meeting of the 

Society for the Promotion of Engineering 

Education was held at Detroit, Mich., 

June 24, 25 and 27. The address of wel- 

come was delivered by Mayor Thompson. 

In the absence of President Howe the 

chair was occupied by Vice-President W. 

G. Raymond, of the University of Iowa. 
Professor Dugald C. Jackson presented 

the report of the joint committee on en- 

gineering education. This committee is 
formed of representatives of the national 
engineering societies. 

A paper was read by Professor J. Mar- 
tin Telleen, of the Case School of Applied 
Science, on “The Course in English in 
Technical Schools.” Another paper of the 
same nature was presented by Dr. William 
Kent, entitled “Results of an Experiment 
in Teaching Freshman English.” How- 
ard Frost presented a paper entitled “A 
Proposed Course in General Engineering.” 
Professor W. T. Magruder presented a 
paper entitled “Present Curricula of the 
Mechanical Engineering Courses.” 

On Wednesday evening there was a 
joint session with the American Society 
of Mechanical Engineers, when a lecture 
was delivered by Professor Brashear on 
“Contributions of Photography to our 
Knowledge of Stellar Evolution.” 

The second session of the society was 
held on Thursday afternoon. The annual 
address of President Charles S. Howe was 
entitled “The Function of the Engineer 
in the Conservation of Natural Resources 
of the Country.” A. L. Rice read a paper 
on adapting means to the end in technical 
education. A paper taking up the ques- 
tion of the place of foreign languages in 
the curriculum in schools of engineering 
was presented by Professor A. L. Wright. 
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Professor W. F. M. Goss read a paper on 
second degrees for graduates of engineer- 
ing courses. The subject of scholasticisms 
in engineering education was presented by 
John Price Jackson. l 

The Saturday morning session was de- 
voted to a discussion of papers by Dr. 
Schneider, of the University of Cincinnati, 
and Professor Furman, of Stevens Insti- 
tute of Technology. 

DEEPER” EEE ; 
Monument to John A. Roebling. 

The entire city of Trenton, N. J., 
joined in paying tribute to the memory of 
John A. Roebling, founder of the John 
A. Roebling’s Sons Company, Trenton’s 
greatest industrial corporation, upon the 
occasion of the unveiling of a monument 
to Mr. Roebling at Cadwalader Park, on 
Tuesday, June 30. This magnificent trib- 
ute was the occasion of the dedication of 
the monument erected by the Roebling 
Memorial Association. During the after- 
noon practically all mercantile business in 
the city was at a standstill because of the 
gathering of thousands of people to wit- 
ness the ceremonies. Preceding the 
formal dedicatory programme at Cad- 
walader Park there was a parade of 5,000 
employés from the Trenton plant of the 
John A. Roebling’s Sons Company and 
1,000 from Roebling, N. J., the industrial 
town on the Delaware River which has 
been built up to carry on the overflow of 
the Roebling industry from the Trenton 
mills. 

Colonel Mahlon R. Margerum was 
master of ceremonies. The first number 
of the set programme was the American 
overture by Winkler’s Second Regiment 
Band. Prayer was offered byv the Rev. 
Dr. W. Strother Jones, rector of St. 
Michael’s Episcopal Church. The United 
Singing Societies of Trenton, under the 
direction of Dr. Carl Hoffman, sang “Der 
Tag Des Herrn.” Miss Emily M. Roeb- 
ling, daughter of Charles G. Roebling, and 
granddaughter of John A. Roebling, 
pulled the silken cord which released the 
United States flags which covered the 
bronze statue, created by William Couper, 
of New York. The hand then plaved the 
bridal chorus from “Lohengrin.” Colonel 
Margerum introduced former Governor 
Edward Casper Stokes, who, after a brief 
eulogistic address, introduced Henry D. 
Estabrook, general counsel of the Western 
Union Telegraph Company and father of 
Mrs. Karl G. Roebling, who delivered the 
oration. 

At the close of Mr. Estabrook’s address 
the United Singing Societies sang “The 
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Star-Spangled Banner,” which was fol- 
lowed by an address by former state 
Senator Jonathan H. Blackwell, who in- 
troduced the sculptor, William Couper, of 
New York. The set programme was 
closed with the rendition of the coronation 
march from “The Prophet.” 

During the ceremonies: a cablegram 
from the mayor of Muhlhausen, Germany, 
the birthplace of Mr. Roebling, was read. 
A brass wreath sent by the citizens of 
Muhlhausen was placed on the monument. 

The monument is fifteen feet seven 
inches high, exclusive of the four and 
one-half feet of concrete base, which is 
entirely underground. The stonework 
supporting the statue is nine feet high, 
and the statue measures six feet seven 
inches. The figure is modeled in a sitting 
position. The statue is made of bronze, 
and was cast in the plant of the Gorham 
Manufacturing Company, Providence, 
R. I. The cast was made from a clay 
model designed by Mr. Couper at his 
studio in New York city. The pedestal 
is built entirely of Bonacord red Swedish 
granite, which was quarried in Sweden 
and polished in Aberdeen, Scotland. On 
the right side of the granite pedestal is a 
bronze panel bearing a reproduction in 
relief of the first railroad suspension 
bridge ever built, over the Niagara. On 
the left side is another panel containing 
a replica in relief of the Brooklyn Bridge. 
The front of the pedestal is occupied by 
the following inscription : 

John A. Roebling, Civil Engineer, 
Designer and Builder of Many Suspension 
Bridges. 

Founder of Trenton’s Greatest Industry, 

An Energetic won Inventor and Man of 

airs, 
Devoted to His Adopted Country, 
In Whose Progress He Had Unswerving Faith: 
A Patron of Art and Sciences, 
A Benefactor of Mankind. 
This Monument Is Erected by the Citizens of 
Trenton and His Sons in the 
Year 1907. 

The monument in its entirety repre- 
sents a cost of $14.000, of which $10,000 
was expended for the statue. The greater 
part of this money was obtained by popu- 
lar subscription, and the remainder was 
contributed bv the sons of the distin- 
guished bridge bnilder. The committee in 
charge of the subscription movement fol- 
lows: Harry S. Maddock, president; Louis 
Fisher, secretary: Philip Freudenmacher, 
treasurer; Christian Guenther, Jonathan 
H. Blackwell, Samuel Walker, John C. 
Schweizer, General C. Edward Murrav 
and Mahlon R. Margerum. 

In connection with the dedicatorv cere- 
monies, former Mavor Daniel J. Bechtel 
presented handsome souvenir medals of 
the Roebling monument dedication to 
Charles G. Roebling, Ferdinand W. Roeb- 
ling and Colonel Washington A. Roebling. 
Thev are made of copper and porcelain, 


symbolic of two of Trenton’s greatest in- 
dustries. | 


International Congress of 
Inventors. 
To THE EDITOR OF THE ELECTRICAL REVIEW : 

A discussion having arisen in various 
parts of the country regarding the status 
of the inventor with relation to the United 
States Patent Office and expressive of the 
opinion that inventors of the country 
should form a national organization for 
the protection and advancement of their 
interests, permit us to state that just such 
an organization exists in the International 
Congress of Inventors, established in 1906, 
incorporated in 1907, and having members 
in several states of the Union, with 
branches formed or forming in ‘Texas, 
Missouri, Ilinois and California. 

This organization was established to 
benefit inventors as a class by seeking to 
secure legislation which shall insure to 
the inventor the services at the Patent 
Office which his application fees should 
provide, and the protection for his in- 
vention which a government guaranty 
should give. 

Largely through the efforts of the In- 
ternational Congress of Inventors the 
Federal congress has this year provided 
for an increased force of examiners in the 
Patent Office and for an advance in the 
salaries of Patent Office employés which 
will tend to retain in government employ 
those who have become expert in the treat- 
ment of applications. A patent fund of 
$7,000,000 has been accumulated from the 
sums paid to the government by inventors, 
and the Patent Office is the only self-sus- 
taming Federal department. Surely the 
inventors of the country are entitled to the 
consideration which these facts warrant. 

An important matter under considera- 
tion by the International Congress of 
Inventors is the establishment of a stand- 
ard for a United States patent. The 
patent system purports to be a method of 
rewarding inventors and thereby stimulat- 
ing the production of inventions of value 
to the public. But patentees and holders 
of patents find that a United States patent 
in order to attain a definite standing must 
be tried out in court. Yet a guaranty of 
protection issued by the government ought 
to be something more than a license for 
a law suit. The International Congress 
of Inventors is giving this matter careful 


consideration and it will seek such action 
y the government as will make a patent 
conform to its purport. This is one of 
the many subjects now before this organi- 
vation. Suggestions in the interest of in- 
ventors and all who hold patents are 
Solicited by thig organization. 
Rater T. Oncor, 

Secretary. 


Rochester, N, Y., July 2. 
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Relation of Government Fuel 
Investigation to the Solution 
of the Smoke Problem. 

At the annual convention of Smoke In- 
spectors, held at Cleveland, Ohio, June 
24, an address entitled “The Relation of 
the Government Fuel Investigation to the 
Solution of the Smoke Problem” was de- 
livered by D. T. Randall, engineer in 
charge of tests, United States Geological 
Survey, Fuel Testing Plant. Mr. Randall 
indicated the great economic waste in the 
present methods of handling coal as a 
fuel, and pointed out the savings which 
were being developed due to the proper 
utilization of the waste gases in producer 
plants. He descrihed the work of the 
Geological Survey. which was begun at 
St. Louis during the exposition in 1904, 
and which has since heen continued at 
St. Louis and at Norfolk, Va. 

The possible henefits to the government 
and to the public resulting from such 
experiments led President Roosevelt to 
appoint a numher of prominent engineers, 
some in the emplov of the government 
and some members of the great national 
engineering societies, to act as an advisory 
board on fuel and structural materials 
investigations. 

A atudv of the fuel values of coals 
burned while conducting some 540 boiler 
tests has shown that the value of the coal 
depends almost entirelv on the number of 
heat units which it contains. For the 
coming vear a large part of the coal pur- 
chased for the government will he paid 
for according fo its heat value as de- 
termined in the government chemical 
lahoratories. One of the largest purchases 
under this form of contract is for use 
on the Isthmus of Panama, and calls for 
the delivery of 400,000 tons within the 
vear. 

Investigations alang other lines have in- 
dicated the possibilities of utilizing poorer 
grades of coal than are now commonly 
used. Experiments on the briqnetting of 
coal have shown that the slack coal, which 
is otherwise difficult to utilize. mav he 
made into artificial umps and used with 
hich efficiency. 

Tests upon various furnaces have shown 
the influence of different methods of bhurn- 
ing coal with relation to the reduction of 
smoke. These tests have pointed to pos- 
sibilities of modifving furnaces so that 
practically all fuels mav be burned with- 
out smoke under favorahle conditions. 

The fuel-testing department is now at 
work upon bulletins which deal directly 
with the smoke problem. 
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Association of iron and Steel 
_ Electrical Engineers. 

The first annual convention of the As- 
sociation of Iron and Steel Electrical En- 
gineers was held at Philadelphia, Pa., in 
the rooms of the Engineers’ Club, on June 
24, 25 and 26. The association has a 
membership of thirty-three, notwithstand- 
ing the fact that onlv the electrical engi- 
neer or the electrical superintendent of the 
larger iron and stcel-producing plants is 
eligible. Addresses were made by the 
president, James Farrington, of the La 
Belle Iron Works, Steubenville, Ohio, and 
by the secretary, G. H. Winslow, of the 
National Tube Company, Pittsburg, Pa. 
During the meeting there were several 
very interesting discussions on the topics 
of standardization of mill motors, the 
Stoeckel induction clutch and drive, elec- 
tric drilling and reaming, electric motors 
for heavy torque and rapid reversal, and 
electric motor drives. 

On Thursday, June 25, representatives 
of manufacturers presented brief discus- 
sions concerning apparatus used in con- 
nection with mill work. H. D. James, 
of the Westinghouse Electric and Manu- 
facturing Company, spoke on “Control of 
Motor-Operated Auxiliary Apparatus for 
Steel Mills.” B. Wiley, of the same com- 
pany, spoke on “Electrical Equipment of 
Rolling Mills.” 

The convention was the guest of the 
Westinghouse company on Thursdav even- 
nig at Willow Grove. C. T. Henderson, 
of the Cutler-Hammer Manufacturing 
Company, spoke on “New Resistance Grid 
Interlocking Systems,” describing the con- 
trolling apparatus installed by this com- 
pany at Garv. Ind. 

On Thursdav afternoon the association 
was entertained at luncheon bv Gano S. 
Dunn, vice-president and chief engineer of 
the Crocker-Wheeler Company. Tater in 
the afternoon H. F. Stratton, of the Elec- 
tric Controller and Supply Company, 
Cleveland, Ohion. described the combina- 
tion manual and magnetic switch con- 
trollers of that company. R. C. Hull, of 
the Electrie Storage Battery Companv. 
spoke on “The Storage Ratterv in Steel 
Mills.” and on “Storage Batterv Recula- 
tion of Alternating-Current Circnite.” 
David R. Rushmore, J. QG. Callahan. 
James M. Andrews and K. A. Hawley 
represented the General Electric Com- 
panv, and descrihed a number of devices 
which have recently heen broucht ont hy 
that company, . ) 
—— > o-—_—___ 

Trouble for the Mexico City 
Tramways Company. 

The minority stockholders of the Mexico 
City Tramwavs Company, Limited. have 
begun proceedings in the High Court of 
Justice of England. in London, for an 
accounting and for the appointment of a 
receiver for the company. The suit jn- 


volves property valued at about $10.000 
000 in gold. | 
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DOMESTIC AND EXPORT. 

A $700,000 POWER PLANT PLANNED FOR NEVADA—A move- 
ment is on foot to establish at Chalk Mountain, between Wonder and 
Fairview, Nev., a large power station for the distribution of elec- 
tricity throughout the mining district. The originators of the plan 
are P. H. McLaughlin, of Fairview, and Roy Ridge, of Reno, Nev. 
The electricity will be transmitted a distance of 140 miles to the 
Chalk Mountain station. The complete plant will cost about $700,000. 


PROPOSED SOUTH DAKOTA ELECTRIC ROAD—Articles of in- 
corporation have been filed with the secretary of state for the Aber- 
deen & Huron Railway Company, with headquarters at Huron, S. D., 
* and a capital of $2,500,000. The company proposes to construct an 
electric line from Huron to Aberdeen, a distance of eighty miles, to 
cross the counties of Beadle, Spink and Brown. The incorporators 
are all Huron men: John A. Cleaver, R. W. Clarke, L. Lapier, J. P. 
Stahl, G. W. Longstaff, Oscar A. Ricker, R. D. Whorton, R. C. Gibbs 
and H. J. Rice, . 


TO BUILD BLECTRIC LINE—The Mesa Valley & El Paso Rail- 
way Company, with a capital stock of $1,000,000, has been organized 
in El Paso, Tex., for the purpose of constructing an electric line 
between El Paso and Las Cruces, N. M. The incorporators of the 
concern are El Paso and Las Cruces business men, thirty in all. 
Each of the thirty has signed for $500 worth of stock in the new 
company. Papers of incorporation are being drawn up, and it is 
expected to begin work on the line within thirty days and complete 
the line within one year. The line will be forty-four miles in length 
and will traverse some of the richest country in the Rio Grande 
Valley. 

PHILADELPHIA RAPID TRANSIT LOAN—Both branches of 
the Philadelphia (Pa.) City Councils have approved the plan of the 
Philadelphia Rapid Transit Company to negotiate a loan of $5,000,- 
000 for extensions and improvements. The conditions of the ordi- 
nance provide for the borrowing of $5,000,000, with leaseholds and 
franchises to be used as pledges. Not more than one-half the 
total sum is to be raised at the present time, the balance to be se- 
cured as needed. New trackage, additional equipment and repairs 
are the principal uses to be made of the loan money. A number 
of pay-as-you-enter curs are now being built by the company, and if 
their use proves successful a part of the money may be used for the 
purchase of additional cars of this type. 


NEW OREGON ELECTRIC RAILWAY ORGANIZED—Articles 
of incorporation of the Astoria, Seaside & Tillamook Railway Com- 
pany have been filed in the county clerk’s office at Astoria, Ore., by 
F. L. Evans, E. Z. Ferguson, H. G. Van Dusen and W. E. Buffum, as 
incorporators. The capital stock is $2,000,000, divided into 200,000 
shares of $10 each. The principal office of the company is to be in 
Astoria, and, according to the articles, its object is to construct and 
operate an electric railroad and telegraph and telephone lines from 
Astoria to Tillamook via Warrenton, Hammond and Seaside. It is 
also authorized to erect and maintain elevators, docks and ware- 
houses and to operate steamers on the Columbia and Willamette 
rivers, Tillamook Bay and the Pacific Ocean. 


MONTANA POWER DEAL—James J. Hill and associates have 
sold the property of thé Great Falls (Mont.) Water Power and Town 
Site Company to John D. Ryan and others for $1,500,000. John D. 
Ryan, managing director of the Amalgamated Copper Company, and 
John G. Marony, president of the Daly Bank and Trust Company 
of Butte, and of the First National Bank of Great Falls, are the 
heaviest stockholders. The purchasers deny that the Amalgamated 
Copper Company has any interest in the deal. The property em- 
braces all of the holdings of the Great Falls Water Power and Town 
Site Company, a large water-power plant at Black Eagle dam, and 
the entire generating power of the Missouri River for a distance of 
twelve miles from the city of Great Falls,.east of the “Big” Falls. 
It is probable that a large electric generating plant will be con- 
structed at the “Big” Falls. 
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ELECTRIC LIGHTING. 
RICHMOND, VA.—The council of Richmond has voted to direct 
the finance committee to issue bonds not to exceed $350,000 for the 


purpose of erecting an electric light plant and for improving the 
city’s water system, 


PEKIN, ILL.—G. C. Barrett, Milton Seibert and H. G. Herget, 
managers of the Havana Electric Company, of Pekin, have completed 
arrangements for the rebuilding of the local plant and the installa- 
tion of more powerful machinery. 


PLYMOUTH, IND.—On Monday, August 10, the city council of 
Plymouth will receive bids for street lighting for a term of years 
beginning on the first of February, 1910, according to the proposi- 
tion on file in the office of the city clerk. 


MITCHELL, S. D.—The Mitchell Power Company has bought a 
block of ground a short distance southeast of the city, upon which 
it will erect a new electric power-house and a gas plant at a cost of 
$50,000. Mitchell men are behind the enterprise. 


LOGANSPORT, IND.—The board of public works has contracted 
with Professor Walter Esterline, of Purdue University, to supervise 
the purchase and putting in of the machinery for the electric light 
plant, for which the City Council has appropriated $30,000. 


OKEMAH, OKLA.—At a mass meeting Okemah citizens approved 
the plan of voting bonds for the improvement of streets and the 
installation of a water and electric light plant. For the first 
proposition $7,000 will be required, and for the latter $8,000. 


FORT SCOTT, KAN.—Superintendent F. D. Martin, of the Fort 
Scott Gas and Electric Company, states that his company is prepar- 


‘ing to spend the sum of $50,000 to improve its plant and equipment 


at this point. It is expected that the work will begin some time 
this summer or early in the fall. 


SALTILLO, MEX.—The new electric light and power plant of 
this city will be ready, it is stated, in August next. The plant will 
be a model in every respect and fitted up with new machinery, re- 
cently imported from Germany. The machinery represents an ex- 
penditure of $150,000, the company being capitalized at $200,000. 


NORFOLK, VA.—In the Federal Court an order signed by 
Judge Waddill has been recorded authorizing the receivers of the 
Public Service Corporation of Virginia, at Hampton, to contract 
with the town officials of Phebus to furnish twenty-one lights at 
a price of $30 per annum each. The contract will be for two years, 
subject to renewal for three years additional at the same price. 


WASHINGTON, D. C.—The Potomac Electric Power Company 


has sold to Brown Brothers & Company, of New York, $650,000 


consolidated mortgage 5 per cent bonds. The authorized amount of 
this issue is $7,000,000, of which $2,700,000 is now outstanding, $1,- 
700,000 is held to retire a like amount of first mortgage bonds due 
in June, 1921, and the remainder, $2,600,000, is in the treasury of the 


company to be issued from time to time to pay for extension, better- 
ments and improvements. 


CHICAGO, ILL.—The Commonwealth Edison Company will make 
a general reduction in its rates for electricity August 1. The com- 
pany has shown a large increase in business since the first of the 
year. Its contracts with the street-car companies, while the largest 
individual transactions, are not larger in the aggregate than the 
volume of smaller ones that have been obtained in the last six 
months. The company has more ready money on hand than at any 
previous time. No fresh funds will be required for new construc- 
tion or further improvements this year. Sometime early in 1909, 
however, new securities probably will be sold. These will undoubt- 
edly be the five per cent general mortgage bonds of the Common- 
wealth Electric Company. At the same time it is likely that the 
directors may arrange a new mortgage, and all of the underlying 
bonds will be refunded. 
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PERSONAL MENTION. 
MR. ABNER COLEMAN has been reappointed manager of the 
municipal electric light plant of Taunton, Mass., for a period of 
three years from July 1. Mr. Coleman has held this position since 


1891. 


MR. FRANK HEDLEY, general manager of the Interborough 
Rapid Transit Company, has been elected a vice-president of the 
company. His title hereafter will be vice-president and general 


manager. e 


MR. GEORGE LORING, who has been connected for some time 
with the engineering depariment of the National Electric Associa- 
tion, became identified, on July 1, with the sales department of the 
Shelby Electric Company, of Shelby, Ohio. Mr. Loring was con 
nected with this company in various sales capacities for eight years 
previous to going with the National Electric Lamp Association. 
Mr. Loring will devote a great deal of his time to pushing tungsten 
lamp sales, as the Shelby Company will be very active in the pro- 
duction of this type of incandescent lamp. For several years Mr. 
Loring has besn a prominent figure at state and national electrical 
conventions and has contributed a number of important papers on 
the subject of incandescent lamps and illumination. His extensive 
experience, wide acquaintance and demonstrated ability make him a 
strong factor in the Shelby sales organization. 


MR. LOUIS A. FERGUSON, who now takes up the duties of presi- 
dent of the American Institute of Electrical Engineers, was born in 
Dorchester, Mass., August 19, 1867. He was educated in the Boston 
public schools and graduated from the Dorchester High School in 
1884. Entering the Massachusetts Institute of Technology he gradu- 
ated in 1888 with the degree of bachelor of science in the electrical 

engineering department. Shortly 

after his graduation he began his 
association with the Chicago Edi- 
son Company in the underground 
department. In 1889 he was made 
assistant electrical engineer of the 
construction department, and in 
1890 was appointed electrical en- 
gineer. So successful was his work 
in the engineering and operating 
departments, and so excellent his 
` carrying out of those problems 
which involved commercial con- 
siderations, that in 1893 his duties 
were enlarged to cover the entire 
supervision of the company’s con- 
tract business, in addition to his 
engineering work. In this field he 
was particularly successful, nego- 
tiating a number of valuable long- 
term contracts with some of the 
largest mercantile institutions in Chicago. On June 1, 1897, he was 
appointed general superintendent of the company, in charge of 
operating and electrical engineering departments as well as the 
central station and isolated-plant business. A year later he was ap- 
pointed general superintendent of the Commonwealth Electric Com- 
pany. On July 9, 1902, the directors of the Chicago Edison Com- 
pany and of the Commonwealth Electric Company clected him second 
Vice-president of both companies. This position he holds at the 
Present time. He was elected president of the Association of Edison 
Illuminating Companies for the year 1901-1902, and re-elected to the 
same position for the year 1902-1903. He was elected president of 
the National Electric Light Association for the year 1902-1903, and 
he is now a member of the executive committees of both associations. 
Mr. Ferguson is credited with being the first engineer in this country 
to recommend a central station system generating three-phase al- 
ternating current with transmission lines to substations operating 
rotaries converting from alternating to direct current for general 
distribution. He has been prominently before the American Institute 
of Electrical Engineers, the Association of Edison Illuminating Com- 
panies and the National Electric Light Association as an exponent 
of the most progressive ideas in electrical development. His literary 
Contributions form some of the most classical reading which 1s 
available in the electrical field. He is a member of the Commercial 
Club of Chicago, the University Club, the Union League Club, Chi- 
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cago Athletic Club, Mid-Day Club, Evanston Country Club, and the 
Onwentsia and Glen View Golf clubs. He has always been interested 
in public-spirited work in Chicago, and, in connection with this, 
served three years on the executive committee of the Merchants’ 
Club. 


ELECTRICAL SECURITIES. 

So far as the stock market is concerned, there is little to 
chronicle of the doings of the short week ended Friday, July 3. 
The apathy which set in several weeks ago continued with the dul- 
ness intensified. Notwithstanding this, the indications still hold 
good that each day brings a brightening prospect. Idle freight cars 
are decreasing, and reports come in of new life in repair shops and 
rolling mills. The crop outlook is very encouraging, and labor more 
efficient than for many a day. It appears that there are few large 
accumulations of commodities to be disposed of, and that of neces- 
sity the recovery will be rapid and well sustained. 

Dividends have been declared upon the following electrical se- 
curities: National Light, Heat and Power Company, regular quar- 
terly dividend of 114 per cent on the preferred stock, payable July 1. 
Manchester Traction, Light and Power Company; regular quarterly 
dividend of 2 per cent, payable July 15 to stock of record July 1. 
Scranton Electric Company; quarterly dividend of 11% per cent on 
the preferred stock, payable July 1. Philadelphia City Passenger 
Company; a semi-annual dividend of $3.75 per share, payable July 10 
to stock of record June 29. Butte Electric and Power Company; a 
dividend of 1% per cent on the common stock, payable July 6 to 
stock of record June 30. The common dividend was passed last 
December, previous to which time the rate was 114 per cent. The 
directors of the Electric Company of America have declared the 
regular semi-annual dividend of 3% per cent to stock of record 
July 10. Books close July 10 and reopen August 4. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED JULY 4. 


New York: Closing. 
Allis-Chalmers comnion.............0e0cee00. 113 
Allis-Chalmers preferred..........ssenaesee. 351% 
Brooklyn Rapid Transit.................00% 48 
Consolidated Gas.......... ccc cece cence ces 125% 
General Electric... ........ ccc cee cece c cease — 
Interborough-Metropolitan common......... 11% 
Interborough-Metropolitan preferred........ 3056 


Kings County Electric................00ceee 115 

Mackay Companies (Postal Telegraph and 
Cables) COMMON.......... ccc eee cee eae 

Mackay Companies (Postal Telegraph and 


Cables) preferred.............00..0c0ue 64% 
Manhattan Elevated............ ccc cece eee 134 
Metropolitan Street Railway................ 23 
New York & New Jersey Telephone.......... 100 
Western Uniod........ ccc cc ccc etc ene 55 
Westinghouse Manufacturing Company...... 533 

Boston: Closing 
American Telephone and Telegraph......... 115 
Edison Electric I]]luminating................ 208 
Massachusetts Electric...................0.. 46% 
New England Telephone.................... 112 
Western Telephone and Telegraph preferred. 65 

Philadelphia: Closing. 
Electric Company of America............... 10% 
Electric Storage Battery common........... 30 
Electric Storage Battery preferred.......... 30 
Philadelphia Electric...................0.5, 9% 
Philadelphia Rapid Transit................. 171% 
United Gas Improvement..................., 8514 


It is estimated that the gross earnings of the Philadelphia Rapid 
Transit Company, in the fiscal year ended June 30, 1908, were $18,- 
400,000, an increase of about $200,000. 


Chicago. Closing. 
Chicago Telephone......................... 135 
Commonwealth Edison...................... 1004 
Metropolitan Elevated preferred............. 49%, 
National Carbon common.............. ve... 69 
National Carbon preferred................., 111 


The daily average number of passengers carried on the elevated 
railroads during June was as follows: Metropolitan Elevated, 144.- 
361; decrease, 4,167. South Side Elevated, 125,876; increase, 10 190 
Northwestern Elevated, 109,107; increase, 10.056. a 
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OBITUARY NOTE. 


MR. GEORGE H. DANIELS, for many years prominently identi- 
fed with the New York Central & Hudson River Railroad, died at 
Lake Placid, N. Y., on July 1. Mr. Daniels had been ill for some 
time, and his death was expected for several days. He was suffer- 
ing from hardening of the arteries, with other complications. Mr. 
Daniels was born on a farm at Hampshire, Ill., in 1842. Like many 
other railroad men, he began at the 
foot of the ladder, starting in at 
the age of fifteen as a rodman in 
the engineering corps of the North 
Missouri Railroad. His advance 
was rapid, and in 1872 he was made 
general freight and passenger agent 
of the Chicago & Pacific Railroad. 
He served in various offices, nota- 
bly as commissioner of the Central 
Traffic Association, and in 1889 was 
made general passenger agent of 
the New York Central & Hudson 
River Railroad. He became con- 
spicuous in this position for his ad- 
vertising ability, the name “Empire 
State Express” being one of his in- 
ventions. It is said that during Mr. 
Daniels’ service as general passen- 
ger agent the New York Central 
lines were the best and most widely 
advertised in the world. In 1905 Mr. Daniels was appointed inter- 
national advertising manager of the New York Central lines, serv- 
ing in that office until his retirement. The death of Mr. Daniels 
comes as a personal loss to a host of men prominent in every walk 
of life. No one could come in contact with him without being im- 
pressed with his great personality, and the regard in which he was 
held amounted in many instances to the sincerest affection. Not 
only did he endear himself to many, but he served the country in a 
noteworthy manner. The Adirondacks, the Hudson River, the 
Thousand Islands, Niagara Falls and other beauty spots of the 
United States became familiar points of interest and were impressed 
upon the public mind in such indelible fashion through his efforts 
that it might truly be said that, having done his work so well, the 
necessity does not remain for any one to take his place. 


Mr. Georce H. Daniezs. 


NEW INCORPORATIONS. 


COLUMBUS, OHIO—Cadiz Electric Company, Cadiz. Capital 
stock increased from $12,000 to $60,000. 


SALEM, ORE.—Mollalla Power Company, Canby. $10,000. In- 
corporators: John B. Hurst, W. S. Hurst and Fred P. Hurst. 


AUSTIN, TEX.—Cisco Light and Power Company, of Cisco. $16,- 
000. Incorporators: G. W. Troxwell, W. C. Bedford and C. H. Free. 


AUSTIN, TEX.—Luzon Telephone Company, of Clairemont, 
Kent County. $25,000. Incorporators: S. A. McCombs, T. G. 
Harkey and J. M. Kelley. 


RALEIGH, N. C.—Suburban Land and Power Company. To 
operate railways and electric power plants, distribute electricity 
and gas, and engage in other business. $40,000. Incorporators: 
E. J. Parrish, J. M. Gregory, John Sprunt Hill, W. W. White, R. W. 
Winston. 


SALT LAKE CITY, UTAH.—Electric Supply and Fixture Com- 
pany. $20,000. Officers and directors: R. W. Nichol, president; 
A. T. Wright, vice-president; D. C. Eccles, treasurer; C. J. Hum- 
phris, secretary; A. E. Lawrence, director. To generate electricity 
and establish electric distributing systems. 


JERSEY CITY, N. J.—Charlotte Power Company. Formed to 
manufacture and operate street and railway cars, evidently in Char- 
lotte, N. C. $300,000 in $100 shares. Incorporators: Oscar L. Wold, 
Wade M. Adams and T. C. Raine. Southern Construction Company, 
allied with the above with $190,000 in $100 shares. 
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ELECTRIC RAILWAYS. 


DANVILLE, PA.—The Sunbury & Selinsgrove Electric Railway 
has been completed and placed in operation. 


DAYTON, OHIO~—The Circuit Court has upheld the validity of 
the fifty-year franchise of the Oakwood Street Railway Company, 
which had been attacked by the municipality. 


STEUBENVILLE, OHIO—The new $7,000,000 Ohio River Pas- 
senger Electric Railway Company's “Ohio River Scenic Route” from 


Vanport to Steubenville, Ohio, was thrown open to the public on 
June 28. 


GRAND JUNCTION, COL.—The city council has granted to 
H. E. Devereaux, of Colorado Springs, a franchise to build a street 
railway in Grand Junction. Work will begin July 15 and cars must 
be operated on three miles of track within one year. 


KANSAS CITY, MO.—The contract for the Oregon interurban 
railway to be built from the Burlington tracks to Oregon, Mo., 
has been let. The contract calls for the road to be completed with 
all equipments, switches and bridges, less terminal and rolling 
stock, within 100 days. 


BISMARCK, MO.—A party of St. Louis capitalists and the 
Business Men’s Club of Irondale have completed the preliminary 
arrangements for an electric railroad to extend from Belgrade, in 
Washington County, to Perryville, in Perry County. A dam across 
Big River, near Irondale, will furnish the motive power. 


McoKINNEY, TEX.—At a meeting of the citizens of this place, 


Bonham, Blue Ridge and other points, W. S. Cole, of Detroit, Mich., 


representing Eastern capitalists, presented a proposition for the 
construction of an electric railway between Fort Worth and Bonham. 
The proposition was accepted and an organization of the stock- 
holders effected, with J. L. Lovejoy as chairman. 


UTICA, N. Y¥.—The Public Service Commission has authorized 
the Dolgeville & Salisbury Railway Company to increase its capital 
stock from $100,000 to $150,000 and to issue $150,000 common capital 
stock. The capital stock is to be issued at not less than the par 
value, the proceeds to be used for building the railway between 
Dolgeville and the Salisbury Steel and Iron’ Company’s plant, a 
distance of about four miles. | | 


BUFFALO, N. Y.—E. H. Rogers, a wealthy Tonawanda con- 
tractor, and a number of other capitalists are understood to be or- 
ganizing a company to build an eight-mile trolley line over private 
right of way from O’Neill street down the river front to Tonawanda, 
passing close to the new Wickwire Steel Plant and being partially 
designed to give transportation facilities to and from that plant, 
which is to employ upward of 500 men. 


MANSFIELD, OHIO—The stockholders of the Mansfield Street 
Railway, Light and Power Company at their annual meeting elected 
the following board of directors: S. N. Ford, Mansfield; F. E. Myers, 
Ashland; J. A. Rutherford, F. L. Fuller and E. F. Snyder, Cleve- 
land; T. H. Creden, Chicago; Charles W. Dupuis, Cincinnati. The 
board organized by electing S. N. Ford, of Mansfield, president; 
F. L. Fuller, of Cleveland, vice-president, and Sidney A. Foltz, of 
Mansfield, secretary and treasurer. Mr. Foltz was also chosen 
manager. 


ROCHESTER, N. Y.—The Rochester, Scottsville & Caledonia 
Electric Railway Company, which was incorporated to build a line 
from Rochester to Caledonia, has decided to branch out in several 
directions as well as carrying the line on through to Portage, a 
distance of fifty-five miles, following the Genesee Valley and skirting 
the shores of Silver Lake. The line will cross the river between 
West Henrietta and Scottsville, thence will run southwesterly to 
Garbutt, Wheatland, Mumford and the State Fish Hatchery, thence 
to Caledonia, to the salt mines of Retsof and Greigsville, touching 
at Le Roy and passing through the Oatka Valley to Pavilion; then 
across Pear Creek, through La Grange and Perry Center to Perry, 
Silver Lake, Castile and Portage. The president of the company 
is David C. Salyerds, and the local incorporators:' are Henry C. 
Brewster, George C. Buell, Charles P. Ford, Charles T. Chapin, 
Andrew H. Brown, Isaac W. Salyerds and Edmund Lyon. The line 
will be known as the Scenic Route. The total cost of its construc- 
tion from Rochester to Portage is estimated at $2,135,000. 
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TELEPHONE AND TELEGRAPH. Ed 
MARSHALL, MICH.—Improvements costing about $1,000 have 
been made to the local exchange of the Citizens’ Telephone Company. 


READING, PA.—The American Union Telephone Company has 
increased to a considerable extent its trunk line facilities in this 


section of the state. 


WILMINGTON, DEL.—The Delaware & Atlantic Telegraph and 
Telephone Company will remove all poles within the city where 
possible and place its wires underground. 


JOPLIN, MO.—Work has been begun on the foundation for the 
new Bell Telephone building, which is estimated to cost $250,000. 
it will be forty-six by seventy-five feet in area and three stories 
in height, and is expected to be completed in October. 


STEPHENS, ARK.—A new telephone company composed of 
local citizens has been organized here and application has been 
made to the city council for a franchise. There are nearly 200 
members of the new company and they propose to begin work early 
in July. 

SAN MARCIAL, N. M.—T. J. Mathews is authority for the 
statement that the Socorro County Telephone Company, of which 
he is manager, will extend its system as far as the Elephant Butte 
dam this year, and as soon as possible connections will be made to 
El Paso. 

NEW YORK, N. Y.—The New York & New Jersey Telephone 
Company announces a change of rate affecting telephone subscrib- 
ers in the Coney Island, Bath Beach, Astoria and Long Island City 
sections. Brooklyn Borough, Astoria and Long Island City, in the 
Borough of Queens, are considered one local service area. The com- 
pany also announces that rates for messages from public telephones 
in Bath Beach and Coney Island are reduced to five cents to Brook- 
lyn, and ten cents, instead of fifteen cents, to Manhattan. The 
change isg in effect. 


INDUSTRIAL ITEMS. 

THE LINCOLN MOTOR WORKS COMPANY, Caxton Building, 
Cleveland, Ohio, has ready for distribution a new bulletin devoted to 
type A Lincoln variable-speed motors. 

THR NORTON COMPANY, Worcester, Mass., has published a 
very interesting booklet giving a great deal of information con- 
cerning the use of grinding and abrading wheels. 

THE BRISTOL COMPANY, Waterbury, Ct., has issued bulletin 
No. 92, devoted to Bristol’s recording thermometer, Class II, for 
temperatures between forty degrees and 500 degrees Fahrenheit. 

THE NORTHERN ELECTRICAL MANUFACTURING COM- 
PANY, Madison, Wis., will be pleased to send to any one interested 
upon request, a new bulletin descriptive of type B direct-current 
motors and generators. i 

THE AMERICAN STEEL AND WIRE COMPANY, The Rookery, 
Chicago, 111., has published a great deal of information of value and 
Interest concerning steel wires anid ropes in the “American Wire 
Rope News” for May. 

THE HOLTZER-CABOT ELECTRIC COMPANY, Brookline, Bos- 
ton, Mass., has ready for distribution bulletins Nos. 307B, 314A and 
316, descriptive, respectively, of buffing and grinding motors for 
direct and alternating current, type “C” motors and dynamos for 
direct current, and type “LM” motors for direct current. 

THE FOSTORIA GLASS SPECIALTY COMPANY, Fostoria, Ohio, 
his Issued a blotter enclosed in a folder representing a giant fire- 
racker. In connection with the July holiday spirit the company 
“tates that the central station manager can announce a declaration 
of Independence and celebrate this day of days by declaring for 
“Noblac” inner globes. 

THE TRUMBULL ELECTRIC MANUFACTURING COM- 
PANY, Plainville, Ct., in the July issue of “Trumbull Cheer” calls 
attention to its type C switches. These are made with and without 
fuses in all capacities for 250 and 600 volts. A supplement to this 
issue of “Trumbull Cheer” shows a sixty-foot switchboard made up 
a panels, built by the Trumbull Electric Manufacturing Com- 
5 THE WARD LEONARD ELECTRIC COMPANY, Bronxville, 

-Y., has issued a new catalogue, No. Hia, devoted to battery charg- 


ing rheostats for-electric automobiles, for private plants and garage 
duty; also rheostats to take care of the discharge of storage cells. 
and a complete line of charging rheostats for ignition cells and port- 
able batteries. Copies of the catalogue will be furnished to those 
interested upon request. 

W. N. MATTHEWS & BROTHER, 227 North Sixth street, St. 
Louis, Mo., are the exclusive sales agents of an improved form of 
incandescent lamp changer. By means of this apparatus the oper- 
ator can replace incandescent lamps in lofty or almost inaccessible 
places. The company suggests the advantage of central station 
companies making use of this lamp changer in facilitating the re- 
placing of burned-out lamps by their customers. 

THE GENERAL ELECTRIC COMPANY, Schenectady, N. Y., has 
issued a comprehensive bulletin, No. 4,593, devoted to the subject of 
“Railway Converter Substations.” This publication gives a general 
description of the various pieces of substation apparatus and in- 
cludes illustrations of converter stations operated by well-known 
railway companies. Another bulletin, No. 4,590, is devoted to auto- 
matic compensating devices for alternating-current motors. 


THE PRATT & WHITNEY COMPANY, Hartford, Ct., has issued 
a handsome catalogue devoted to the Spline milling machine. This 
is an absolutely new tool embodying new principles and taking care 
of work for which heretofore there has been no suitable machinery. 
By its use the designer is enabled to take advantage of the use of 
slots, which many times simplify the design, but: which, heretofore, 
have been avoided owing to the high manufacturing cost. The aim 
in bringing out the new tool has been to produce a machine specially 
built for slot milling, particularly slots with closed ends. 


THE F. BISSELL COMPANY, 226-230 Huron street, Toledo, Ohio, 
has ready for distribution a list of second-hand machinery. This is 
entitled “The Little Book of Real Bargains.” While this department 
of the Bissell Company’s business has been in existence for a good 
many years, it was not until the last year that it entered into the 
second-hand machinery business on a large scale. A good deal of 
the success of this department can be attributed to the fact that the 
company buys or trades as well as sells apparatus. The Bissell 
Company will be pleased to place the name of any one interested on 
its mailing list for this booklet of bargains. 

THE CENTRAL ELECTRIC COMPANY, Chicago, 111., is dis- 
tributing new catalogues on malleable-fron specialties, such as 
anchors, feeder arms, pins, cross-arms, bolts, wall brackets, spreader 
brackets, strain plates, strain insulators, corner brackets, catenary 
hangers, etc. The catalogue includes the report of tests made by 
Columbia University, New York city, on the malleable-iron cross- 
arm bolt, these tests being made to ascertain the load required to 
strip or destroy the bolt threads. The catalogue contains about 
forty pages, and will be found of interest to consulting engineers 
and station managers. Copies will be furnished upon request. 


THE CUTLER-HAMMER MANUFACTURING COMPANY, Mil- 
waukee, Wis., makers of electric controlling devices, has completed 
arrangements whereby it will be represented on the Pacific Coast by 
Otis & Squires, of 111 New Montgomery street, San Francisco, Cal. 
A large stock of standard Cutler-Hammer controllers will be carried 
by Otis & Squires, enabling them to make prompt delivery of ap- 
paratus. A. W. Vinson, who has for several years been connected 
with the engineering department of the Cutler-Hammer Manufac- 
turing Company, has been transferred to the office of Otis & Squires, 
where his services will be available to those confronted with 
problems of electrical control which can not be met by the use of 
standard apparatus. 

W. R. BRIXEY, manufacturer of the well-known “Kerite” wires 
and cables, has moved to larger and more commodious offices on the 
nineteenth floor of the Cortlandt Building of the Hudson Terminal, 
30 Church street, New York city. Probably no pleasanter officeg in 
this line are to be found in the city, as they overlook the Hudson 
River and are airy and large. R. D. Brixey, son of W. R. Brixey, is 
in charge of the affairs of the company. A large branch office has 
been established in the Railway Exchange Building, Chicago, Ill., 
under the direction of the company’s representative, the Watson 
Insulated Wire Company. One of the conspicuous features of the 
New York office is a large and very perfect rubber biscuit, said to 
be the finest ever imported to this country, which came from Brazil 
and is on exhibition in the ante-room, containing probably $1.000 
worth of pure Para rubber. 
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(Published in the Second Issue of Each Month.) 


AMERICAN ASSOCIATION FOR THE ADVANCEMENT OF SCI- 


DoT Secretary, L. O. Howard, Cosmos Club, Washington, 


AMERICAN ELECTROTHERAPEUTIC ASSOCIATION. Secre- 
tary, Dr. Albert C. Geyser, 352 Willis avenue, New York city. 


AMERICAN ELECTROCHEMICAL SOCIETY. Secretary, Dr. J. W. 
a Bethlehem, Pa. Fall meeting, New York city, October 


AMERICAN FOUNDRYMEN’S ASSOCIATION. Secretary, Dr. 
Richard Moldenke, Watchung, N. J. 


AMERICAN INSTITUTE OF ELECTRICAL ENGINEERS. Secre- 
tary, Ralph W. Pope. Engineering Societies Building, 29 West 
Thirty-ninth street, New York City. Meetings, second Friday of 
each month. 


AMERICAN MATHEMATICAL SOCIETY. Secretary, F. N. Cole, 
50 West 116th street, New York city. 


AMERICAN RAILWAY MASTER MECHANICS’ ASSOCIATION. 
Secretary, J. W. Taylor, Old Colony Building, Chicago, Ill. 


AMERICAN ROENTGEN RAY SOCIETY. Secretary, Dr. G. C. 
Johnson, 514 Bijou Building, Pittsburg, Pa. 


AMERICAN SOCIETY FOR TESTING MATERIALS. Secretary, 
Professor Edgar Marburg, University of Pennsylvania, Phila- 
delphia, Pa. 


AMERICAN SOCIETY OF CIVIL ENGINEERS, Secretary, Charles 
Warren Hunt, 220 West Fifty-seventh street, New York city. 


AMERICAN SOCIETY OF MECHANICAL ENGINEERS. Secre- 
tary, Calvin W. Rice, 29 West Thirty-ninth street, New York 
city. 


AMERICAN SOCIETY OF MUNICIPAL IMPROVEMENTS. Secre- 
tary, G. W. Tillson, Park Row Building, New York city. An- 
nual meeting, Atlantic City, N. J., October. 


AMERICAN STREET AND INTERURBAN RAILWAY ASSOCIA- 
TION. Secretary, B. V. Swenson, Engineering Societies Build- 
ing, 29 West Thirty-ninth street. New York city. Annual con- 
vention, Atlantic City, N. J., October 12-16. 


AMERICAN STREET AND INTERURBAN RAILWAY ACCOUNT- 
ANTS’ ASSOCIATION. Secretary, Elmer M. White, treasurer 
Birmingham Railway, Light and Power Company, Birmingham, 
Ala. Annual convention, Atlantic City, N. J., October 12-16. 


AMERICAN STREET AND INTERURBAN RAILWAY CLAIM 
AGENTS’ ASSOCIATION. Secretary, B. B. Davis, claim agent 
Columbus Railway and Light Company, Columbus, Ohio. An- 
nual convention, Atlantic City, N. J., October 12-16. 


AMERICAN STREET AND INTERURBAN RAILWAY ENGINEER- 
ING ASSOCIATION. Secretary, J. W. Corning, electrical engi- 
neer Boston Elevated Railway Company, Boston, Mass. Annual 
convention, Atlantic City, N. J, October 12-16. 


AMERICAN STREET AND INTERURBAN RAILWAY MANU- 
FACTURERS’ ASSOCIATION. Secretary, George B. Keegan, 
9321 Park Row Building, New York city. Annual convention, 
Atlantic City, N. J., October 12-16. 


ARKANSAS INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, Charles F. Speed, Texarkana, Ark. 


ASSOCIATION OF EDISON ILLUMINATING COMPANIES. Sec- 
retary, W. W. Freeman, vice-president and genera] manager 
Edison Electric Illuminating Company, Brooklyn, N. Y. 


ASSOCIATION OF ELECTRIC LIGHTING ENGINEERS OF NEW 
ENGLAND. Secretary, Welles E. Holmes, 308 Washington 
street, Newton, Mass. 


ASSOCIATION OF RAILWAY TELEGRAPH SUPERINTENDENTS. 
Secretary, P. W. Drew, Wisconsin Central Railway, Milwaukee, 
Wis. 

CALIFORNIA ELECTRIC RAILWAY ASSOCIATION. Secretary, 
L. E. W. Pioda, Oak and Broderick streets, San Francisco, Cal. 

CALIFORNIA INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, P. T. Whittier, Spencer, Cal. 

CANADIAN ELECTRICAL ASSOCIATION. Secretary, T. S. Young, 
Toronto, Canada. 

CANADIAN STREET RAILWAY ASSOCIATION. Secretary, Acton 
Burrows, 33 Melinda street, Toronto, Ontario. i 

CENTRAL ELECTRIC RAILWAY ASSOCIATION. Secretary, W. 
F. Milholland, secretary and treasurer Indianapolis Traction 
and Terminal Company, Indianapolis, Ind. 

COLORADO ELECTRIC LIGHT, POWER AND RAILWAY ASSO- 
CIATION. Secretary, J. F. Dostal, Denver, Col. Annual con: 
yention, Glenwood Springs, Col., September 16-18, 


CONNECTICUT STATE STREET RAILWAY ASSOCIATION. Sec- 
retary, F. W. Poole, Bridgeport, Ct. 


ELECTRIC CLUB OF CLEVELAND. Secretary, George L. Crosby, 
1200 Schofield Building, Cleveland, Ohio. 


ELECTRICAL CONTRACTORS’ ASSOCIATION OF NEW YORK 
SE Secretary, John P. Faure, 77 Water street, Ossining, 


ELECTRICAL CONTRACTORS’ ASSOCIATION OF STATE OF 
MISSOURI. Secretary, Charles J. Sutter, 1220 Pine street, 
St. Louis, Mo. 


ELECTRICAL TRADES ASSOCIATION OF CHICAGO. Secretary, 
Frederic P. Vose, Marquette Building, Chicago. 


ELECTRICAL TRADES ASSOCIATION OF PHILADELPHIA. 
Secretary, E. A. Symmes, 810 Drexel Building, Philadelphia, Pa. 
Meetings, second and foyrth Thursdays of each month. 


ELECTRICAL TRADES ASSOCIATION OF CANADA. LIMITED. 
Secretary, William R. Stanley, Royal Insurance Building, Mon- 
treal, Canada. , - 


ELECTRICAL TRADES ASSOCIATION OF THE PACIFIC COAST. 
Secretary, Albert H. Elliott, Claus Spreckels Building, San 
Francisco, Cal. Monthly meetings, San Francisco, first. Thurs- 
day of each month. 


ELECTRICAL TRADES SOCIETY OF NEW YORK (Member 
National Electrical Trades Association). Secretary, Franz 
Neilson, 80 Wall street, New York city. Board of directors 
meets second Friday of each month. 


EMPIRE STATE GAS AND ELECTRIC ASSOCIATION. Secre- 
tary, Charles H. B. Chapin, 154 Nassau street, New York city. 


ENGINEERS’ CLUB OF PHILADELPHIA. Secretary, H. G. Per- 
ring, 1317 Spruce street, Philadelphia, Pa. 


ENGINE BUILDERS’ ASSOCIATION OF THE UNITED STATES. 
Secretary, J. I. Lyle, 39 Cortlandt street, New York city. 


ILLINOIS INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, C. A. Camp, Henry, Ill. . 


ILLINOIS STATE ELECTRICAL ASSOCIATION. Secretary, H. E. 
Chubbuck, La Salle, Il. 


ILLUMINATING ENGINEERING SOCIETY. Secretary, Van Rens- 
selaer Lansingh, Engineering Societies Building, 33 West 
Thirtv-ninth street, New York city. Annual convention, Phila- 
delphia, Pa., October 6-7. 


INDEPENDENT TELEPHONE ASSOCIATION OF TEXAS AND 
LOUISIANA. Secretary. C. A. Shock, Sherman, Tex. 


INDIANA ELECTRIC RAILWAY ASSOCIATION. Secretary, P. H. 
White. Indianapolis, Ind. Monthly meetings, second Tuesday 
of each month. 


INDIANA INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, C. S. Norton, Indianapolis, Ind. 


INTERNATIONAL ASSOCIATION OF MUNICIPAL ELECTRI- 
_CIANS. Secretary. Frank P. Foster, Corning, N. Y. Annual 
meeting, Detroit, Mich., August 19-21. 


INTERNATIONAL INDEPENDENT TELEPHONE ASSOCIATION. 
Secretary, J. B. Ward. Grand Rapids. Mich.; assistant secretary, 
J. A. Harney, Monadnock Building, Chicago, Ill. 


IOWA ELECTRICAL ASSOCIATION. Secretary, W. N. Keiser, 
Des Moines, Iowa. 


IOWA INDEPENDENT TELEPHONE ASSOCIATION. Secretary 
C. C. Deering, Boone, Iowa. 


IOWA STREET AND INTERURBAN RAILWAY ASSOCIATION. 
Secretary, L. D. Mathes, Dubuque, Iowa. 


KANSAS GAS. WATER. ELECTRIC LIGHT AND STREET RAIL- 
WAY ASSOCIATION. Secretary, James D. Nicholson, Newton, 
Kan. 


KENTUCKY INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, W. G. Turpine, Henderson, Ky. 


MAINE INDEPENDENT TELEPHONE ASSOCIATION. Secretary, 
M. E. Crow, Houlton, Me. 


MAINE STREET RAILWAY ASSOCIATION. Secretary, E. A. 
Newman. 471 Congress street, Portland, Me. 


MASSACHUSETTS STREET RAILWAY ASSOCIATION. Secre- 
tary. Charles S. Clark, 70 Kilbv street, Boston, Mass. Meets 
second Wednesday of each month, except July and August. 


MASTER CAR BUILDERS’ ASSOCIATION. Secretary, J. W. Tay: 
lor, 890 Old Colony Building, Chicago, Ill, l 


July 11, 1908 


MICHIGAN ELECTRIC ASSOCIATION. Secretary, A. C. Marshal, 
Port Huron, Mich. Annual meeting, Grand Rapids, Mich., 


August 18-21. 


MICHIGAN INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, A. A. Burch, Battle Creek, Mich. 


MISSOURI ELECTRIC LIGHT, GAS AND STREET RAILWAY 
ASSOCIATION. Secretary, Claude L. Clary, Sikeston Electric 
Light and Power Company, Sikeston, Mo. 


MISSOURI INDEPENDENT TELEPHONE ASSOCIATION.  Secre-: 


tary, George W. Schweer, Windsor, Mo. 


NATIONAL ARM, PIN AND BRACKET ASSOCIATION. Secre- 
tary, J. B. Magers, Madison, Ind. _ 
NATIONAL ELECTRICAL CONTRACTORS’ ASSOCIATION OF 


THE UNITED STATES. Secretary. W. H. Morton, 94 Genesee 
street, Utica, N. Y. Next meeting, Chicago, Ill., July 15-17. 


NATIONAL ELECTRICAL TRADES ASSOCIATION. Secretary, 
Frederic P. Vose, 1843 Marquette Building, Chicago. 


NATIONAL ELECTRIC LIGHT ASSOCIATION. Secretary, John 
F. Gilchrist, Commonwealth Edison Company, Chicago, Ill. 


NEBRASKA ELECTRICAL ASSOCIATION. William 
Bradford, Lincoln. 


NEBRASKA INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, R. E. Mattison, Lincoln, Neb. 


NEW ENGLAND ELECTRICAL TRADES ASSOCIATION. Secre- 
tary, Alton F. Tupper, 60 State street, Boston, Mass. 


NEW ENGLAND STREET RAILWAY CLUB. Secretary, John J. 
Lane, 12 Pearl street, Boston, Mass. Meetings held on fourth 
Thursday of every month. 


NEW YORK ELECTRICAL SOCIETY. Secretary, G. H. Guy, Engi- 
neering Societies Building, 29 West Thirty-ninth street, New 
York city. ` 


NEW YORK STATE INDEPENDENT TELEPHONE ASSOCIA- 
TION. Secretary, R. Max Eaton, Niagara Falls, N. Y. 


NORTHWESTERN ELECTRICAL ASSOCIATION. Secretary, R. 
N. Kimball, Kenosha, Wis. 


OHIO ELECTRIC LIGHT ASSOCIATION. 


Secretary, 


Secretary, D. L. Gas- 


kill, Greenville, Ohio. Annual convention. Put-in-Bay, Ohio, 
August 25-27. 
OHIO INDEPENDENT TELEPHONE ASSOCIATION. Secretary, 


0. 0. Welsheimer, Columbus, Ohio. 


OHIO SOCIETY OF MECHANICAL, ELECTRICAL AND STEAM 
ENGINEERS. Secretary. F. W. Ballard, Cleveland, Ohio. 


OHIO STREET RAILWAY ASSOCIATION. Charles 
Currie, Akron, Ohio. 


OKLAHOMA ELECTRIC LIGHT, RAILWAY AND GAS ASSOCIA- 
TION. Secretary, Galen Crow, Guthrie, Okla. 


OLD TIME TELEGRAPHERS’ AND HISTORICAL ASSOCIATION. 
Secretary, John Brant, 195 Broadway, New York city. 


ORDER OF THE REJUVENATED SONS OF JOVE. C. B. Roulet, 
Mercury, Dallas, Tex. 


PACIFIC COAST ELECTRIC TRANSMISSION ASSOCIATION. 
Secretary, Samuel G. Reed, Portland, Ore. 


PENNSYLVANIA STATE INDEPENDENT TELEPHONE ASSO- 
CIATION. Secretary, H. E. Bradley, 135 South Second street, 
Philadelphia. 


PENNSYLVANIA STATE STREET RAILWAY ASSOCIATION. 
Secretary, Charles H. Smith, Lebanon, Pa. 


PIKES PEAK POLYTECHNIC SOCIETY. Secretary, E. A. Saw- 
yer, Colorado Springs, Col. Meetings. second Saturday of each 


Secretary, 


‘WESTERN SOCIETY OF ENGINEERS (Electrical Section). 
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RAILWAY SIGNAL ASSOCIATION. Secretary, C. C. Rosenberg, 
Bethlehem, Pa, = 3 i l 


SOCIETY FOR THE PROMOTION OF ENGINEERING EDUCA- 
Rea Secretary, Arthur L. Williston, Pratt Institute, Brook- 
yn, N. Y. 


SOUTH DAKOTA INDEPENDENT TELEPHONE ASSOCIATION. 
Secretary-treasurer, E. R. Buck, Hudson, S. D. 


SOUTHWESTERN ELECTRICAL AND GAS ASSOCIATION. Sec- 
retary, J. A. Myler. 


STREET RAILWAY ASSOCIATION OF THE STATE OF NEW 
YORK. Secretary, J. H. Pardee, J. G. White & Company, New 


York, N. Y. 


TEXAS INDEPENDENT TELEPHONE ASSOCIATION. Secretary, 
Charles F. Speed, Texarkana, Tex. 


UNDERWRITERS’ NATIONAL ELECTRIC ASSOCIATION. Sec- 
retary Electrical Committee, C. M. Goddard, 55 Kilby street, 
Boston, Mass. 


VERMONT AND NEW HAMPSHIRE INDEPENDENT TELE- 
PHONE ASSOCIATION. Secretary-treasurer, G. W. Buzzell, 
St. Johnsbury, Vt. 


VERMONT ELECTRICAL ASSOCIATION. Secretary, C. C. Wells, 
Middlebury Electric Light Company, Middlebury, Vt. 


VIRGINIA STATE INDEPENDENT TELEPHONE ASSOCIATION. 
Secretary, B. L. Fisher, Rocky Mount, Va. 


WESTERN ASSOCIATION OF ELECTRICAL INSPECTORS. Sec- 
retary, W S. Boyd, 382 Ohio street, Chicago, Ill. 

Sec- 

retary, J. H. Warder, 1737 Monadnock Block, Chicago, [I]. 


WISCONSIN ELECTRIC AND INTERURBAN RAILWAY ASSO- 
CIATION. Secretary, Clement C. Smith, president Columbia 
Construction Company, Milwaukee, Wis. 


WISCONSIN INDEPENDENT TELEPHONE ASSOCIATION. 
retary, J. C. Crowley, Jr., Superior, Wis. 


Sec- 


DATES AHEAD. 


National Electrical Contractors’ Association. Next meeting, 


Chicago, Ill., July 15-17. 

Michigan Electric Association. 
Mich., August 18-21. 

International Association of Municipal Electricians. 
convention, Detroit, Mich., August 19-21. 

Ohio Electric Light Association. Annual convention, Put-in-Bay, 
Ohio, August 25-27. 

Colorado Electric Light, Power and Railway Association, Glen- 
wood Springs, Col., September 16-18. 


American Society of Municipal Improvements. 
Atlantic City, N. J., October. 

Illuminating Engineering Socfety. 
phia, Pa., October 6-7. 

American Street and Interurban Railway Association. 
convention, Atlantic City, N. J., October 12-16. 


American Street and Interurban Railway Accountants’ Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 


American Street and Interurban Railway Claim Agents’ Asso- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 


American Street and Interurban Railway Engineering Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 


American Street and Interurban Railway Manufacturers’ Asgo- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 


American Electrochemical Society. Fall meeting, Ne 
city, October 30-31. 8, w York 


Annual] meeting, Grand Rapids, 


Annual 


Annual meeting, 
Annual convention, Philadel- 


Annual 


Record of Electrical Patents. 


Week of June 30. 


ers ELECTRIC-WIRE SPLICER. Conrad J. Dorff. Chicago, 
Sor artigos formed of a strip of metal with beveled edges 
191 433 OIL. bent to form four parallel tubes. 
to the B SWITCH. Edward M. Gerry, Norwood, Ohio, assignor 
units ullock Electric Manufacturing Company. The resistance 
and contact segments are submerged in a tank of oll, 


891.847. DYNAMO-ELECTRIC MACHINE. Emil Mattman, Nor- 
wood, Ohio, assignor to Allis-Chalmers Company and the Bullock 
Electric Manufacturing Company. Means are provided for sup- 
porting the cross-connectors between the brush-holders, and 
independent means for locking the brush-holders. 
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891,906. ARMATURE CORE. John F. Card, Three Rivers, Mich., 
assignor to the Sheffield Car Company, Three Rivers, Mich. ‘The 
core discs have registering openings arranged in series and with 


radial projections forming channels to receive the armature 
coils. 


891,948. ELECTRIC FIRE ALARM AND THERMO-INDICATOR. 


Alfred H. McNeil, Highams Park, England. The thermostat '` 


arms move plungers and close the alarm circuit. 


891 ,955.— INSULATOR. 


891,955. INSULATOR. William C. Sandlin, Andrews, N. C., assignor 
of one-third to Arthur Moulton and one-third to C. W. Savage. 
A dovetailed insulator for slipping over a cross-arm. 


$91,961. TELEPHONE-CONTROLLING DEVICE. Nathan Silver- 


son, New York, N. Y. The contact lever is released by the 
swinging movement of a second arm. 


$91,982. ELECTROLYTIC PROCESS FOR THE PRODUCTION OF 
METALLIC DARK COATINGS UPON METALS. Alexander 
Classen, Aachen, Germany. After a deposit of sufficient thick- 
ness has been obtained the applied potential is lowered. 


391,995. ELECTROLYTIC CELL. Ralph B. Ingram, Wilkinsburg, 
Pa., assignor to Westinghouse Electric and Manufacturing Com- 


pany. A cell built up of a plurality of similar frustro conical 
plates. 


§92,016. TROLLEY WHEEL. Robert P. Stark and Charles R, Kling- 
ensmith, Creighton, Pa. A wheel with a rectangular bushing. 
892,065. ELECTROMAGNET. David L. Lindquist, Yonkers, N. Y. 


An alternating-current magnet with means for absorbing vibra- 
tion. 


§92,167. MOUNTING FOR ELECTRICAL APPARATUS. Malcolm 
E. Launbranch, Chicago, Ill., assignor to Western Electric Com- 
pany, Chicago, Ill. A case for holding a telephone set. 


$92,177. ELECTRIC ILLUMINATOR. Henry J. Mullen, Burling- 
ton, Vt. A distributor for electric signs. 


891.995.—ELECTROLYIEC CELL. 


$92,188. PROCESS FOR SEPARATING AND SIMULTANEOUSLY 
EXTRACTING WATER FROM MINERAL, VEGETABLE AND 
ANIMAL SUBSTANCES. Botho Schwerin, Frankfort-on-the- 
Main, Germany, assignor to Farbwerke vorm. Meister Lucius 
& Brüning, Hichst-on-the-Main, Germany. An electric current 
is passed through the cells so as to set up electro-osmosis. 


892,203. SIGNALING SYSTEM FOR RAILROADS. Max W. Zabel, 
Chicago, Ill. A system employing currents of different electrical 
character for the different signals. 


892,204. RAILWAY SIGNALING APPARATUS. Max W. Zabel, 


Chicago, Ill. The signals are responsive to electric currents of 
different character. 
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$92,211. PROCESS OF PRODUCING LOW-CARBON ALLOYS. 
Frederick M. Becket, Niagara Falls, N. Y., assignor to Electro 
Metallurgical Company. A mixture of a refractory metal and a 
reducing agent is smelted in an electric furnace. 


892,212. ELECTRIC-FURNACE METHOD. Frederick M. Becket, 
Niagara Falls, N. Y., assignor to Electro Metallurgical Company. 


A heat-retaining crust of the solidified constituents of the bath 
is maintained over the surface. 


892,272. TROLLEY GUARD AND GUIDE. Charles Latsch, Cleve- 
- land, Ohio, assiguor of twenty-four one-hundredths to C. A. Mucl- 
ler and twenty-four one-hundredths to Jos. H. Wenneman, Cleve- 


land, Ohio. Spring-mounted wire guards project above the 
wheel. 


892,188.—P ROCESS FOR SEPARATING AND SIMULTANEOURLY EXTKACTING 
W ATER FROM MINERAL, VEGETABLE AND ANIMAL SUBSTANCES. 


892,311. APPARATUS FOR PLOTTING RESONANCE CURVES. 
Otto Scheller, Steglitz, near Berlin, Germany. A variable 


inductance and a variable capacity are mounted so as to he 
simultaneously adjustable. 


892,312. SYSTEM FOR RECEIVING UNDAMPED ELECTRIC 
OSCILLATIONS. Otto Scheller, Steglitz, near Berlin, Germany. 


A system utilizing the combination of a high-frequency and a 
low-frequency circuit. 


892, 212.—ELEcTRIC-FURNACE METHOD. 


§92,319. BINDING POST. Nicholas Sohl, New York, N. Y., assignor 
to W. R. Ostrander & Company. A spring clip. 


892,332. ELECTRICAL INCANDESCENT LAMP. Orlando M. 
Thowless, Newark, N. J. A non-refractory core is coated with a 


thin shell of ductile metallic tantalum, producing a filament of 
high resistance. 


892,355. TROLLEY WHEEL. George C. Bourdereaux, Peoria Ill., 
assignor, by direct and mesne assignments, to Melvin W. Swartz, 
Peoria, IJ]. A wheel with recessed sides. 


892 311.—APPARATUS FOR PLOTTING RESONANCE CURVES. 


$92,359. ELECTRICRAILWAY SIGNALING SYSTEM. Yorke 
Burgess, Washington, D. C., assignor, by mesne assignments, to 
American Signal Company, Kansas City, Mo. An electromag: 
netic system for producing signals on trains. 


$92,371. TROLLEY EAR. Charles W. Eliot, Tampa, Fla., assignor 
of one-half to William H. Caldwell, Tampa, Fla. A pin is pro- 
vided for locking the ear boss and the shank. 


$92,375. ELECTRIC SOCKET SWITCH. Harvey Hubbell, Bridge- 
port, Ct., assignor to Harvey Hubbell, Incorporated, Bridgeport, 
Ct. A switch formed of a contact bar and a contact plate, one 
of the parts being provided with alternate projections and 
depressions. 
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THE STEINMETZ STANDARD OF LIGHT. 


The science of photometry and the art of illumination have 
becn considerably handicapped by the lack of a really scientific 
standard of light. The problem of providing a perfectly satis- 
factory standard is one of the most troublesome that has been 
encountered by science in recent years. Lord Kelvin said that 
we know but little about any science until we can measure the 
factors involved in satisfactory units; and if there be no reliable 
standard available, the rating of quantities in terms of unsatis- 
factory standards, while better than no rating at all, still leaves 
that science in a position where progress is difficult. 

In the science of photometry this condition has prevailed 
for several reasons, the principal one being the difficulty, if not 
the impossibility, of obtaining a satisfactory physical measure 
of a physiological effect. This difficulty has been overcome, or 
minimized, by accepting the situation and agreeing to take as 
the unit a quantity measurable by its physical effects or proper- 
ties. Up to this time we have been compelled to be satisfied 
with light standards not defined by the physiological effect which 
they produce, but by their physical constants. In other words, 
we simply say that the light produced by such and such a lamp 
or candle is to be considered the unit. Such an arbitrary 
definition can hardly be considered satisfactory and is only 
acceptable so long as there is none better. 

The next step was the suggestion to define the unit of light 
in terms of the energy radiated by some particular source under 
specified conditions. This is a decided step forward, yet it 
does not eliminate all of the disadvantages of the older method. 
Each source of light has its own peculiarities and gives light of 
a special quality, and since the eve is more sensitive to certain 
light rays than to others, a scientific definition on this basis 
requires that the quality of the radiation as well as its intensity 
be defined. In other words, the definition of the unit of light 
on this basis must state not only the amount of luminous energy 
radiated, but also the relative proportions of the rays of different 
color. Various suggestions for doing this have been made, the 
most recent of which, and the one which seems to offer the 
most promise of success, is that described in the paper read by 
Dr. C. P. Steinmetz at the recent convention of the Aene 
This method endeavors {o 
define clearly the amount of luminous radiation which is to be 
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the unit and its quality, and suggests a means by which the 
unit of light thus built up may be obtained. 

Dr. Steinmetz’s paper is given elsewhere in this issue. His 
plan is to combine in suitable proportions red, green and blue 
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lights of specified wave-lengths, the rays selected being about 
equally distant in the spectrum and having ratios in geometrical 
proportion. These lights are to be mixed in specified propor- 
tions so as to produce a white light, though, of course, the 
exact quality of the light thus produced will be under control 
and a light differing somewhat from pure white may seem 
desirable. 

To produce the three components, Dr. Steinmetz suggests 
the use of three mercury lamps, each operated so as to give 
one of the desired colors. Such a source can, without much 
difficulty, be brought under the control of the observer and 
should be much less liable to disturbing influences than any of 
the arbitrary standards now employed. 

Whether such a standard of light is feasible remains to be 
seen. It would not be simple to use, but if it can be used 
satisfactorily under the best.conditions and in the best-equipped 
laboratories, its complexity is not a serious objection. Such a 
source could only be adopted as a primary standard, which would 
be used at the most but a very few times a year, and for this 
purpose reproducibility is the most important consideration and 
outweighs all others. It is certainly to be hoped that the sug- 
gestion will be tried at those laboratories where the necessary 
skill and facilities exist. Its investigation will not be easy, but, 
on the other hand, there is no apparent reason why the plan 
should not be successful, and success would mark a big advance 
in photometric science. 


THE DISCUSSION ON EDUCATION. 

The discussion on engineering education which took place at 
the recent convention of the American Institute of Electrical 
Engineers brought out a good number of interesting ideas on 
this important subject. It also showed the wide divergence of 
opinion among the manufacturers, as well as among the 
teachers. These ideas scem to result from the different views 
held of the object of such training. There were, on the one 
hand, those who, it appeared, looked upon the engineering school 
as a bureau for supplying factory workers; while, on the other 
hand, there were those who seemed to think that the develop- 
ment of the student, the turning out of men well prepared to 
become engineers, was the chief end of the technical school. 

These two ideas of the aim of the college training explain 
the different views expressed regarding the value of the scheme 
produced in Mr. M. W. Alexander’s paper. Those who approved 
of the plan of oscillating the students between the college and 
the factory approved of it apparently because it seemed to them 
likely to give a training of the kind which would enable the 
student more quickly to fall into place in a factory. It should 
be said that those taking this side of the question do not expect 
the man thus trained to remain always in subordinate positions, 
but they argued that the more intimately acquainted the voung 
man becomes with manufacturing methods, and the more he 
knows of subjects which would be of value to him when con- 
nected with a factory, the more likely is he to rise to a position 


of responsibility and trust. There is, of course, some justice in 
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the position thus taken. The method, no doubt, would, in some 
cases at least, quickly produce men useful to manufacturing 
companies—men who would probably quickly become proficient 


‘in commercial methods. 


On the other hand, is it the main object of the technical 
school to supply skilled labor for the factory? Is not the pur- 
pose of the school to produce trained minds, men fitted to 
develop into engineers whose work is just as likely to be in some 
other field as in the factory; and, moreover, since no technical 
school to-day pretends to turn out skilled engineers, is it not 
more important to produce a thoroughly trained, logically work- 
ing brain than one so congested with the details of any special 
line of work that it finds it impossible to grasp clearly the great 
problems with which other divisions of engineering have to do, 
so that its owner would find himself helpless should he not 
happen to find a berth in some factory? It is not because such 
practical information is not valuable, but because it could only 
be acquired by a young man at considerable sacrifice, that the 
co-operative plan seems undesirable for general adoption. 
Should not the school direct its efforts toward giving the young 
man first of all a thorough training in those branches of science 
which are essential, and should it not, in doing this, guard 
against such narrow training as will prevent the student from 
seeing the larger side of his profession? If this part of his 
education is provided for, then whatever else may be added is 
so much gained. And it must be remembered that in teaching 
the applications of science, a certain amount of practice must 
itself be taught. Nevertheless, the main object of such instruc- 
tion is to teach principles and develop a capacity for thinking. 
Practice should be taught to illustrate the application of prin- 
ciples, but principles should not be taught merely to explain 
the operation of machines. The latter method may produce 
good followers; the first method only will produce the leaders. 

Given time enough, well-trained men could doubtless be pro- 
duced by any method, but, unfortunately, the time which the 
young man can devote to his college work is limited. Hence, 
as Dr. Steinmetz said, he must get at his college what he can 
not get elsewhere; and, as Professor Morgan Brooks and Mr. 
C. F. Scott said, in giving him this training care should be 
taken that the object of the school, which is primarily to train 
the man, should not be forgotten. No method of cramming 
him with science, or other subjects, will suffice, and if he can 
not be taught to think logically and clearly he should be advised 
to change his study. When dealing with natural forces and 
engineering material, a false deduction is fatal. 

On the other hand, in the endeavor to do as much as possible 
for the young man in his four short years at college, there is 
danger that in spreading his attention over too many related 
lines of work, training in thoroughness and accuracy, so essen- 
tial for the engineer, will not be given. This point was taken 
by Mr. B. A. Behrend in the short paper which he read at the con- 
vention. It is unfortunately true that too many instructors 
prefer to have the student stride over a fairly wide field in their 
work. rather than to cover painstakingly a smaller part of the 
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ground. This is principally true in laboratory instruction, in 
which the student is expected to become familiar with typical 
characteristics of certain machines rather than to be able to 
trace these characteristics with accuracy and certainty. Yet the 
former knowledge he may obtain in many ways, and he must 
adjust his knowledge from time to time as the types of machines 
change, but skill in laboratory work or in computation can only 
be secured through practice, and if not gained at the school the 
man is very seriously handicapped until he makes up his defi- 
ciencies in these respects, which can usually be done only under 
considerable difficulty. 

In conclusion, it must be said that on the whole the elna 
schools are really doing excellent work. There is no question 
that the results might be better, but the schools are improving 
every year, and if there is such wholesale dissatisfaction as some 
would have us think, the dissatisfaction is probably because too 
much is expected. Not every man who is given a degree upon 
the completion of an engineering course is destined to become 
a great engineer, and perhaps there would be some economy in 
sifting out the students more vigorously. On the other hand, 
there are large numbers of men who wish to obtain training in 
certain professions, and if these men are earnest and do really 
learn the essentials of engineering, may they not with some 
justice demand a degree, the usual recognition for such work? 
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THE AUTOMATIC PROTECTION OF HIGH-TENSION 
FEEDERS. 


There are a number of protective systems for high-tension 
feeders and other high-potential apparatus depending for their 
operation upon different principles. Many years ago, when the 
alternating system was introduced, a ground indicator was in- 
stalled showing when the insulation of one side of a circuit 
was defective. This was generally merely a static voltmeter 
connected to the two wires and to the ground, and its indications 
showed simply when the difference in potential between one 
side of the circuit and the ground was considerably less than 
that of the other. As the transmission systems increased in size 
and importance, the necessity of protecting the apparatus from 
the consequences of heavy grounds or short-circuits became more 
important, and various other methods have been employed, de- 
pending upon the character of trouble to be protected against. 
Thus, the reverse-current relays are used to prevent damage from 
the forcing of a current in the wrong direction through the 
apparatus, while the various types of overload and underload 
relays are used generally to disconnect feeders or other apparatus 
when the load exceeds or falls below certain values. 

Another system of protection is attracting a good deal of 
interest in England at this time, as the principle it operates 
upon is different from those which have been mentioned. This 
is known as the Merz-Price system. It was referred to briefly 
in the ELECTRICAL Review of June 20 and at greater length 
in the issue for June 13. The principle depended upon is 
the unbalancing of the load at the two ends of a single feeder. 
A diferentia] relay is installed, the current through one coil, 
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or set of coils, depending upon the load at one end of the feeder, 
while the current through the other coil or set depends upon the 
load at the far end of the feeder. For this purpose it is 
necessary to run a pilot wire the length of the feeder. The 
objection to this is not.very serious, since such wires are often 
installed anyhow. The advantages obtained by this system are 
that it insures the disconnecting of a feeder whenever it becomes 
short-circuited or grounded, while it renders the same feeder 
capable of carrying considerable overloads without being discon- 
nected. The system is thus selective in the sense that it picks 
out trouble on the feeder and ignores all troubles beyond it. 


SINGLE-PHASE RAILWAY IN ENGLAND. 

The single-phase railroad has made very creditable progress 
both in this country and on the continent of Europe. A number 
of different systems have been installed, the differences generally 
consisting of the method adopted for compensating for armature 
reactions and improving commutation. So far the reports of 
the operation have been encouraging, but it is yet too soon to 


say whether any one type of motor is better than all the others 


or whether some further modification may be found desirable. 
One thing is evident, the system is to be given a thorough 
trial and will stand or fall on its own merits. 

For these reasons it is interesting to notice the putting into 
service of the first single-phase railway system in England. 
This was described briefly in the ELECTRICAL Review for June 
27, the Siemens system being employed there, utilizing West- 
inghouse motors. 

The selection of a single-phase system for this important 
railroad work is somewhat significant, since the polyphase system 
was introduced into London many years ago in what was at 
that time one of the most important electric railway under- 
takings, and this system has not lacked supporters in England. 
What it will do in city work should be pretty well known by this 
time, and the performance of the new equipment will enable 
British engineers to compare the two systems. 
the direct-current system is used in England for a good deal of 


Moreover, since 


heavy work, the outcome of the contest for supremacy will he 
watched with interest. 


A HOME FOR THE INSTITUTION OF ELECTRICAL 
ENGINEERS. 

We extend our sincere congratulations to our British brethren 
of the Institution of Electrical Engineers upon securing a suit- 
able society home. A building, in many ways well adapted to 
the needs of the institution, has been obtained, and before many 
days have passed there will, we hope, no longer be necd to 
trespass upon the hospitality of a sister society. The building 
is one owned by the Royal College of Physicians and Surgeons, 
It is excellently situated on the Victoria Embankment, and with 
We trust that 
the impetus given to the institution by this step will make the 
financial burden thus assumed lighter than anticipated and that 


some remodeling will meet every requirement. 


it may move with quickened strides to an even stronger and 
more influential position than the enviable one it now holds 
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OHIO ELECTRIC LIGHT ASSOCIATION. 


FOURTEENTH ANNUAL CONVENTION, HOTEL 
VICTORY, PUT-IN-BAY, LAKE ERIE, 
AUGUST 25, 26, 27. 


The following programme has been an- 
nounced for the fourteenth annual con- 
vention of the Ohio Electric Light Asso- 
ciation, which will be held at the Hotel 
Victory, Put-in-Bay, Lake Erie. 

Tuesday, August 25, 10 a. M.—Meeting 
of all committees for organization and 
work. | 

TUESDAY AFTERNOON, 

First session, 1.30 o’clock. 

President's address. 

Announcements. 

Paper, “Gas Engines in Central Station 
Work.” William M. Adams, Citizens’ Gas 
and Electric Company, Elyria, Ohio. 

Paper, “Report on Gas-Producer and 
Oil-Engine Plants.” B. H. Smith, Lexing- 
ton Electric Plant, Lexington, Ohio; B. 
H. Gardner, Dayton Lighting Company, 
Dayton, Ohio. 

Question Box. 

ENTERTAINMENT FOR TUESDAY. 

For the ladies—Afternoon, card party. 
For all—4 P. Įm., Bathing Beach; evening, 
ball, reception, singing. 

WEDNESDAY, AUGUST 26, 9 A. M. 

Appointment of committees. . 

Paper, “How Can We Best Increase 
Our Business?” F. H. Plaice, Hastings, 
Mich. 

Paper, “Best Ways and Means of Get- 
ting Out and Keeping Out Private Plants 
in Central Station Territory.” B. H. 
Gardner, Dayton Lighting Company, 
Davton, Ohio. | 

Paper, “Electric Signs, Outlining and 
Other Special Uses of Electricity, as an 
Adjunct to Profitable Central Station 
Work.” J. C. Rothery, East Liverpool 
Traction and Light Company, Kast Liver- 
pool, Ohio; C. A. Elliott, Dayton Light- 
ing Company, Dayton, Ohio; Mr. Engle, 
Youngstown Consolidated Gas and Elec- 
trie Company, Youngstown, Ohio. 

Question Box. 

12.30 r. M.—Serving of light luncheon 
in convention hall, programme to be taken 
up immediately after. 

Paper, “Should Central Stations do 
Wiring?” Edward F. Gwynn, Delaware 
Electric Tight and Power Company, 
Delaware, Ohio; Œ. C. Custer, Miami 
Light, Heat and Power Company, Piqua, 
Ohio. 

Paper, ‘“Tluminating Engineering.” 
J. S. Codman. Boston, Mass. 

Paper, “Report on 


Experience of 
Central Stations with Tungsten Lamps.” 
Question Box. 
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Entertainment for Wednesday, for the 
ladies, 10 a. M., visit to the caves and 
other points of interest. 12.30 P. M., 
special luncheon for the ladies in the main 
dining room. Afternoon, for all, Bathing 
Beach, 3 o’clock. Evening, medley of fun, 
bridge whist, music, impromptu vaude- 
ville. 

TILURSDAY, AUGUST 27, 9 A. M. 

Reports of committees. 

Election of officers. . 

Paper, “Some of the Causes of Failure 
in Municipal Lighting Stations.” D. L. 
Gaskill, Greenville Electric Light and 
Power Company, Greenville, Ohio. 

Paper, “Grounding Alternating-Current 
Secondaries.” L. Clifford Anderson, 
Franklin Electric Light Company, Frank- 
lin, Ohio. 

Question Box. 

AFTERNOON SESSION, 2 O'CLOCK. 

Paper, “Gas and Gasolene Competition. 
and Best Wavs to Meet It.” Fred Leslie, 
Muncie Electric Light Company, Muncie, 
Ind. 

Paper, “Experience with Luminous 
Arc Lamps.” ©. H. McKay, Toledo 
Railway and Light Company, Toledo, 
Ohio. 

Question Box. 

Entertainment for Thursday, for ladies, 
morning, band concert; afternoon, euchre 
party, bowling. Evening, grand banquet 
for all as the guests of the Association 
with electric vaudeville between courses. 

— 0 

Demands Return of Fees. 

The Indiana & Michigan Electric Com- 
pany has filed a suit against the state of 
Indiana for the recovery of $5,760 col- 
lected from the plaintiff company as or- 
ganization fees. The suit is to be a 
friendly one to test part of the corporation 
law. The plaintiff company was incor- 
porated Mav 11, 1907, with a capital stock 
of $1,915,500. On June 21 and 22 of 
that vear it was merged with the Elkhart 
Electric Company, capitalized at $150,- 
000; the South Bend Electrie Company, 
capitalized at $150,000, and the St. 
Joseph & Elkhart Power Company, capi- 
talized at $250,000. F. A. Sims, secretary 
of state, refused to file the merger agree- 
ments until the company paid separate 
fees for each merger. The company con- 
tended that only one merger fee could 
be collected, as the mergers were made at 
the same time. Tt is to be alleged by the 
plaintiff in the suit that the action of the 
secretary was not legal. The fees were 
paid hy the company under protest. The 
case will probably come up for hearing in 
September. 


several eastern companies, 


Vol. 53—No. 3 


Side-Door Cars to Be Tried 

Out in New York Subway. 

A final order providing for side doors in 
New York city subway cars was issued 
July 10 by the Public Service Commis- 
sion for the First District. As a begin- 
ning, it was ordered that sixteen cars be 
so equipped. These will make up two ex- 
press trains, and afford an opportunity to 
study the advisability of the change, which 
was recommended by Bion J. Arnold. 

The terms of the order provide that the 
cars shall have four doors on each side. 
Two of the doors shall be in the position 
of the doors now in use, and two addi- 
tional doors on each side shall be placed 
not less than one nor more than two 
doors’ width from the doors now in use. 
The company, says the order, shall equip 
these cars with pneumatic or other me- 
chanical or electrical devices, so arranged 
as to open and close the doors quickly and 
automatically to signal the motorman 
when the doors are closed. 

Continuing, the order says that the six- 
teen cars shall be completed and ready for 
operation not later than October 15. The 
reconstructed cars are to have conspicuous 
signs, informing passengers that the doors 
near the end of each car are entrance 


doors, and the doors near the middle are 
exit doors. 

In closing, the order states that the cars 
shall be operated daily on the express serv- 


ice during the morning and evening rush 
hours. 


Mr. Arnold has estimated the cost of 
transforming the present cars at $1,500 
for each of the 500 composite cars, or 
$750,000; and $2,000 for each of the 350 
steel cars, or $700,000, a total of $1,450,- 
000. General manager Hedley of the In- 
terborough Rapid Transit Company put 
the cost at not less than $1,800,000. 

The order was adopted on the report of 
Commissioner Eustis, who had indicated 
its nature at the argument before the com- 
missioner on June 29. 

— 0M 
Independent Telephone 
Merger. 

According to the Cleveland Plain 
Dealer a merger of independent telephone 
properties extending from the Mississippi 
River to the Atlantic seaboard and em- 
bracing properties worth over $100,000,- 
000 is again under way. Options have 
been secured, it is claimed, on the Frontier 
Telephone Company of Buffalo and on 
forming a 
through chain of long-distance lines and 
local exchanges to New Jersey. Agents of 
the promoters have been endeavoring to 
secure an option on the independent plant 
at Detroit. St. Louis capitalists, it is 
thought, are represented in the new merger 
and will contribute the Kinloch system of 
that city. 


ee 
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regulations for Street Cars in 
Washington, D. C. 

Widespread interest will doubtless at- 
io the regulations for the street rail- 
wavs of Washington, D. C., which were 
syed on July 10 by the Interstate Com- 
merce Commission. By act of the last 
wssion of Congress these railways were 
put under the control of the commission, 
which has had a special committee en- 
gaged lately in making inquiry into what 
regulations were necessary. The regula- 
tions issued will, in all likelihood, be 
«iven close attention in all municipalities 
in the country where street-railway regu- 
lation is a problem. The principal fea- 
tures of the commission’s order are: 

l. Every street-railway car operated in 
the District of Columbia shall be fully 
equipped with front pick-up fenders of 
the Blackistone, Claude, Tobe, Preusser or 
Parmenter pattern, and with wheel-guard 
fenders of the Brightwood automatic, the 
Blackistone, the Eldridge Smith, the Tobe 
or the Parmenter improved pattern; pro- 
vided, that any street-railway company 
may substitute for the above any other 
fender or wheel guard which may here- 
after be approved by the Interstate Com- 
meree Commission. 

*. Every street-railway car operated in 
the District of Columbia must be so con- 
structed or altered that a clear space of 
fifteen inches in height above the rails is 
provided between the wheel guard and the 
adjacent end of the car, in order to allow 
the effective action of the wheel guard. 

3. Platforms of street cars shall be 
marded by gates of a construction and 
oration approved by the Interstate 
Commerce Commission. 

t. The fenders must be kept in 
thorough working order and in good repair 
when in use, l 


tach 


No street car shall move at a greater 
rae of speed than fifteen miles an hour 
in the city of Washington, nor at a greater 
rate of speed than twenty miles an hour in 
the suburbs of the city. Street cars shall 
no 
“x miles an hour at street crossings. No 
motorman or conductor shall refuse to 
‘op to take up a passenger unless all the 
‘ats in the car or train are occupied. 

^. Whenever street railroads cross each 
ther all cars or trains bound north or 
“uth shall have the right of way over trains 
"Tats hound east or west, and all motor- 
men shall, on approaching intersecting 
“osings, stop their cars or trains and see 
hal the way is clear before crossing; 
povided, that the provisions as to the 


t exceed a rate of speed greater than . 
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right of way shall not apply where 
branches of the same street railway cross 
each other. 

7. Flagmen shall be stationed at the 
crossings of all street-car lines when in the 
judgment of the Interstate Commerce 
Commission the public safety requires the 
same. And from and after the direction 
of the commission to any street-railway 
company to station a flagman at any such 
crossing it shall be unlawful for any 
motorman to run or operate any motor-car 
over such crossing in the absence of a 
flagman. No street car shall stand upon 
a street or avenue for a longer period than 
five minutes unless the way be obstructed, 
nor stop so as to obstruct a street crossing 
or intersecting street; and no street car 
shall follow a preceding car moving in the 
same direction at a less interval than 100 
feet, unless coupled thereto. Every street 
car in motion after sundown shall have 
two lights, one displayed at each end 


thereof. 
—_—_—_«@<—__ 


Public Service Commission 
Directs Rehabilifation 
of Plant. 

The Public Service Commission of the 
Second District of New York has just 
issued a decision which is of great interest 
as indicating its attitude with regard to 
the protection of properties of existing 
companies and the conditions upon which 
competing companies will be permitted to 
operate in small communities. 

Complaint had been made at hearings 
of alleged poor service given by the Albion 
Power Company in that village, and only 
recently a receiver was appointed for the 
company. The Swett Electric Light and 
Power Company, of Medina, has asked 
the commission for permission to furnish 
electric lights in Albion, as a result of 
the troubles of the local concern, 

After investigation and upon the earnest 
request of the receiver and bondholders 
of the existing company, the commission 
has given the receiver of the Albion Power 
Company an opportunity to begin at once 
and complete, within thirty days, certain 
improvements which must be installed 
within sixty davs. The application of the 
competitive company is held open for 
thirty days. If at the expiration of that 
time the improvements required have not 
been undertaken to the satisfaction of the 
commission, the application of the Swett 
company will again be taken up. 

The Albion company is required to re- 
habilitate its water power plant, make 


- necessary repairs to boilers and purchase 


and install a 900-kilowatt belt-driven 
generator, with other necessary appliances, 
and to purchase and put up the additional 
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distribution copper necessary to furnish 
proper service in Albion. The company is 
also required to install the following ap- 
paratus: Three fifty-kilowatt 6,600-13,- 
200-volt transformers with necessary con- 
nections; new arc light system, proper 
switchboard devices on its entire system, 
exciter regulators, single-phase feeder 
regulators, to conserve its water power and 
increase its availability so that the maxi- 
mum water power will be available during 
the evening hours of greatest consumption. 

If this work is completed within sixty 
days and the commission is satisfied that 
the village is receiving proper service, the 
application of the petitioner will be de- 
nied. Otherwise the pending application 
will be brought up for further action. 

sa See 

Bombay Electrical Devel- 

opment. 

In September, 1905, the Bombay Elec- 
tric Supply and Tramwav Company 
started business in Bombay, India, with 
about seven miles of mains in the Euro- 
pean section of the city. The advantages 
of electricity were speedily appreciated, 
and by the end of the year, installations 
amounting to the equivalent of nearly 
20,000 eight-candle-power lamps had been ~ 
coupled to the mains, including over 1,000 
electric fans. During the past two years, 
although very busy with the electrification 
of the horse tramway system, the company 
has developed its general electrical supply 
at a rapid rate, as may be seen in the 
following table: 


3 Bag ’ 
wD. 4 Bt. 
oka | S@B.| Ood Pe o 
og 2 Og we oP | © On Zz 
pue Ws Siap fag ari 
aip | gees | 282 gema 
a jos Š 
January 1, 1906.. 7} 19,778 1,060 
January 1, 1907.. 8 58,849 2,110 219 
April 1, 19086..... ! 11} 1100,009 | 4,000 474 
‘Approximate. 


The increase in the consumption of 
energy is also shown by the fact that in 
1907 there were sold 1,233,671 electrical 
units, as against 488,477 in 1906. Ar- 
rangements have been made for providing 
supply in other districts of the city. The 
following retail rates are now in force: 

(a) For general purposes, eight annas 
(anna = two cents) per unit for the 
number of units equivalent to one hour’s 
use per day throughout the month of the 
maximum demand as shown by indicator 
and two annas per unit for all units in 
excess of this quantity as shown by dif- 
ference between meter and indicator read- 
ings for the month. 

m ; ae elevators, four annas per unit 

(c) For bona fide industrial motive 
power installations of five brake horse- 


bow and upward, two annas per unit flat 
rate. 
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PRIMARY STANDARD OF LIGHT.’ 


BY CHARLES P. STEIN METZ. 


Light is not a physical quantity, but a 
physiological effect, that of certain wave- 
lengths of radiation, and therefore can not 
be expressed in absolute physical units; 
it must be measured by comparison with 
an arbitrarily chosen standard of physio- 
logical effect. As a result thereof even 
with the best existing primary standard of 
light, the amylacetate lamp, the difficulties 
of reproduction, and maintenance of its 
constancy, are such as to involve errors 
very far beyond those considered permis- 
sible in physical measurements. A radical 
increase in the accuracy of reproduction 
and maintenance of a primary standard of 
light appears possible only by relating the 
standard of light in such manner to 
physical quantities, that it can be de- 
termined by energy measurements. 

This led to the recommendation of de- 
fining the primary standard of light by 
the energy of radiation. It requires, how- 
ever, a definition of the quality of radia- 
tion, since the physiological effect of 
radiation has no direct relation to the 
energy of radiation: One watt of radia- 
tion of a wave-length from the centre of 
the visible range gives a far higher physio- 
logical effect, that is, more light, than 
one watt of a wave-length near the ends of 
the visible spectrum. This is not merely 
a function of the quality or color of the 
light, as light of the same intensity and 
same color, identical physiologically, may 
be entirely different physically, and there- 
fore represent a different amount of 
power. For instance, the physiological 
effect of white light is produced bv the 
combination of all colors of the spectrum, 
but also by an infinite number of com- 
hinations of two, three, or more spectrum 
colors; and these physically different 
forms of white light, while indistinguish- 
able on the photometer screen, and thus 
physiologically identical, represent differ- 
ent amounts of radiation power per unit 
of physiological effect, or per candle- 
power. The same reasoning applies to 
colored light. The power of the visible 
radiation is, therefore, not a measure of 
light. 

The definition of the absolute unit of 
light as the physiological effect of one 
watt of power of visible radiation, re- 
quires, therefore, an arbitrary definition 
of the distribution of power throughout 
the visible range. As such distribution of 
parer through the visible range, may be 


1A paper presented at the twenty- Afth annual con- 
vention of the American Institute a pane En- 
giucers, at Atlantic City, N. J., July 2 
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chosen that of the black-body radiation at 
a definite temperature, and the tempera- 
ture measurement may be eliminated by 
specifying the energy-ratio between two 
definite regions of the spectrum. For in- 
stance, such a definition would be: 

The unit of light is that given by a 
black body radiating one watt of power be- 
tween the wave-lengths of thirty-nine and 
seventy-two, under the condition (that 


- is, at the temperature) where the power 


of radiation from wave-length thirty-nine 
to fifty-five bears to that from fifty-five 
to seventy-two the ratio a. 

It does not appear to me that such a 
standard would be very satisfactory, and 
for the following reasons: 

1. Though the intensity of radiation 
at the red end of the spectrum is very 
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high intensity, as the spectrum lines of 
a luminous gas or vapor. Then define 
the unit of light as that given by one watt 
of power radiated at these three wave- 
lengths, in definite proportions, chosen so 
as to give white, or yellowish-white, light. 
That is, the primary unit of light is the 
physiological effect, as observed on the 
white photometer screen, of one watt of 
power, radiated in the three definite wave- 
lengths A, B, C, in the proportion 
a ~ b -- c. 

The adoption of this standard of light 
would eliminate the sources of error which 
now affect the primary flame-standard. 
The radiation density or light flux in- 
tensity of the three primary colors is 
measured separately before they are com- 
bined on the same photometer screen, and 


i 
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Fic. 1.—CERTAIN OF THE BRIGHTER LINES OF THE SPECTRUM SHOWN IN GEOMETRIC SCALE. 


high, the physiological effect is very small, 
and an: inaccuracy at this limit would 
therefore seriously affect the result. 

2. The absorption constant of glass or 
any other envelope is different for differ- 
ent wave-lengths. 

3. Any deviation of the radiator from 
the black-body radiation vitiates the re- 
sult. 

4. The color of the light would not 
be white, but yellow, due to the tempera- 
ture limitation imposed by the radiator. 

A more satisfactory primary standard 
of light, based on measurement of radia- 
tion power can, as I believe, be produced 
by selecting three primary colors of the 
visible spectrum. Let these colors be of 
definite wave-length, about equidistant 
from each other and of such character 
that they can be absolutely reproduced at 


the accuracy of determination would be 
limited only by that of physical measure- 
ment of radiation energy, by bolometer or 
otherwise. 

This standard of light requires three 
sources of monochromatic radiation, which 
can be maintained constant with any de- 
sired exactness. This requirement seems 
fulfilled by the mercury lamp. When 
reasonably protected from air drafts, 
changes of surrounding temperatures, etc., 
the intensity of radiation of a mercury 
lamp remains extremely constant at con- 
stant current, and, for minor variations 
of current, varies directly as the current, 
while that of the incandescent lamp varies 
as a high power of the current. It must 
be considered that a reproduction of the 
same intensity in the lamp is not re- 
quired, as is the case with standard lamps, 
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since the mercury lamp is merely the 
ource of monochromatic light, and its 
intensity is measured and adjusted. 

I should therefore recommend mercury 
lamps as the sources of the three mono- 
chromatic radiations, which combined give 
the primary standard of light. 

Approximately, some of the brighter 
lines of the mercury spectrum are shown 
in Fig. 1 in geometric scale; that is, with 
the logarithm of wave-length as abscissas. 
When investigating the combination of 
different frequencies to a resultant effect, 
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Of the spectrum lines of mercury, of 
approximate wave-lengths: 


40.5; 40.8; | 48.55; | 49.2; 54.6; | 57.8; 62.4; | 67.2; 68.1; 
violet. | blue.| green. | yellow. orange. j red.? 
| 
the lines: 
Blibrsrssrusi ein uinea 43.55 
Qre@i ioc bccn rener iaa 54.6 
elow ers ac KEERN 57.8 


are the most prominent. The three red 
lines, and many more red lines, appear 
only at higher temperature, as in the 
Heraeus quartz lamp. 


Fic. 2.—THE MERCURY SPECTRUM SHOWN IN POLAR COORDINATES. 


this rational scale, which is the scale of 
acoustics, is preferable.? 

_Tn Fig. 2 the mercury spectrum is given 
u polar co-ordinates with the octave, or 
the ratio of wave-lengths two divided by 
ne, represented by 360 degrees. For il- 
lnstration, the frequency denotations of 
‘coustics are recorded in Figs. 1 and 2; 
ihat is, one tone represents thirty degrees. 
For comparison the spectrum lines of 


Li, Na, Tl and In are also shown. 


The usual way of record 
ing spectra, with the wave- 
wart, or the frequency as abscissas. is irrational; one 
than n the ultraviolet represents a far greater 
radiations aes ultrared. The infinite number of 
then the o aoter wave-length, or higher frequency 
wing way ble, are crowded into a finite space, when 
ies Clength as a , while the lower fre- 
thera eer waves cover the whole range from 
the frenuecc’ infinity. The reverse is the case with 
i m a7 as abscissas. The intensity curve of 
i a sud fenfded . with the wave- 
at a diferent point, than erent, and its maximum 


kah, Ts realized long before science existed : it is the 
theciseas, music, with the octave ; that is log. 2, as 


The three spectrum lines of mercury: 


BING fools se acccatntesondletwns 43.55 
Green. .... 2... eee eee eee 54.6 
era a me E eee 69.1 


which are about equidistant and therefore 
appear the most suitable as primary colors 
for a standard of light. 

Two low-temperature mercury lamps 
would be required for the blue and the 
green, and one high-temperature quartz 
lamp for the red. These would be main- 
tained at constant radiation by maintain- 
ing the current constant, and also the con- 
dition of ventilation and surrounding 
temperature. 

Resolved by a prism, the blue line of 
the first, the green of the second, and the 
red of the third lamp are thrown on the 
same white screen, and their radiation 
energy measured separately. What energy 
proportion to select for the three colors, 


1The wave-lengths of these red lines require redeter- 
mination. Some of the other lines are twins. 
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to give a color suitable for a primary 
standard, remains to be investigated. 
Probably a yellowish-white would indus- 
trially be most convenient. 

It is interesting to note that such a 
selection of three primary colors as com- 
ponents of a standard of light would also 
allow an exact numerical expression of the 
physiological color of.any light, by the 
ratio of the three intensities, a —- b = c; 
that is, the color of light could be meas- 
ured by varying the intensities of the 
three standard wave-lengths until their 
combination, on the white screen, becomes 
identical in color. with the observed light. 

—_—__<-@=—__—_—_- . 

The State’s Water-Power 

Right. | 

A very interesting and important suit 
has been brought by the Fulton Light, | 
Heat and Power Company, of Fulton, 
N. Y., against the state of New York, 
and action is being taken in the Court of 
Claims. The power company alleges that 
$3,200,000 damages is due it for the ap- 
propriation by the state for the barge 
canal of private property in the bed and 
waters of the Oswego River. ; 

The power company is one of sixteen 
users of water power at Fulton, and there 
are a number of water-power users at other 
points affected in the same way. Upon 
the result of this action depends the ability 
of the state to complete the building of 
the barge canal. George F. Decker, 
deputy attorney-general, has made the fol- 
lowing statement: 

“It is doubtful if the interests of the 
state were ever more boldly challenged. 
The state claims that the Oswego River 
was by nature and immemorial usage a 
public highway before the river was canal- 
ized, that its bed and waters were never 
bartered away, or, if they were, that the 
grant was subject to navigation uses. The 
state also claims that if this river ever 
became private property, it was reap- 
propriated by the state when it was canal- 
ized in 1826. 

“If the states position is unsound, it 
will probably result in preventing the 
completion of the present canal enlarge- 
ment as well as the undertaking of any 
state improvement of navigation hereafter 
because of the increasing value of väla 
power with wood gone and coal going. 
This case is the first in a very long time 
which has arisen directly against the 
state and wherein this question has been 
involved. It will determine whether the 
water power of our larger rivers and of 
the canals is held as an irrevocable mone 
opoly in private hands.” 
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THE RELATION OF THE MANUFACTUR- 
ING COMPANY TO THE TECHNICAL 
GRADUATE. ' 


BY B. A. BEHREND. 


Even though in times of business de- 
pression it may seem to us as if there were 
more applicants than positions, yet no 
thoughtful man denies that, while the 
number of positions in such times may 
have greatly decreased, the importance of 
filling them by thoroughly capable and 
competent people has correspondingly in- 
creased. For example, a position which, 
in times of exceptional prosperity may be 
filled fairly well by an average man, will 
be sorely in need of a man of exceptional 
ability when business prosperity is on the 
wane. If there is any one fact more 
patent than another it is the fact that 
there is always room at the top of the 
ladder for men of integrity, of moral 
courage, and of intellect. There are 
plenty of men who possess any one of these 
qualities; there are few who possess all 
three, and these the manufacturing com- 
panies, or the world at large, most require. 
In their anxiety to secure the raw recruits 
for officers thus endowed, the manufac- 
turers turn of necessity to the universities 
and their graduates. 

It must be granted that the colleges 
possess an almost unlimited potentiality 
for improving the human material turned 
over to them to shape and polish, and, it 
seems to me, considering the results ob- 
tained, they are doing very well in this 
shaping and polishing process. But they 
are not always supported in the right di- 
rection by the manufacturing companies. 
To allude to one instance only, I refer to 
the manner in which the manufacturing 
company seeks the young graduate, in- 
stead of letting him do the seeking. He 
thus gains, at the outset, an exaggerated 
idea of his importance, and an independ- 
ence which is not conducive to the develop- 
ment of those qualities which make 
thoughtful and painstaking men. Our 
graduates are chiefly deficient in these 
qualities, and this is due, not so much to 
an innate deficiency in this direction, as 
to the fact that the incipient faculty has 
never been properly awakened and culti- 
vated. There is abroad among our 
colleges and their graduates a most 
ominous disdain for painstaking accuracy 
and devotion to laborious detail, so es- 
sential to all really great work in engi- 
neering. The wish to take someone else’s 
thought and work and make it a com- 
Th paper presented et the twenty-fifth annual con- 


vention of the American Institute of Electrical En- 
gineers, Atlantic City, N. J.. July 2, 1008. 
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mercial success, which is so prominent a 
feature of our business life, is easily ex- 
plainable, though not so easily excusable. 
Men of ability realize that the same effort 
turned into the channels of commercial 
work will be productive of better returns 
than they would obtain by painstaking 
working out, for instance, the design and 
construction of electrical machines. In 
this case, even though their work may 
have met with eminent commercial suc- 
cess, our business methods are not much 
concerned with a debt of gratitude or ob- 
ligation to the men that did the building 
up. Here lies a menace to the stability 
and continued prosperity of our manu- 
facturing industries which must, in time, 
be remedied, lest it produce a far-reaching 
result in discouraging graduates of our 
colleges from the pursuit of new and im- 
portant creative engineering work, with 
the result that we will have to draw on 
other countries for a supply of well- 
trained engineering brains. 

The managers of our manufacturing 
plants can do as much toward the de- 
velopment of right views and proper edu- 
cation as can the teachers and organizers 
of the colleges. The former need to study 
more sympathetically the condition of the 
latter, and vice versa, There are very 
poor pretenses of both managers and 
teachers in this world, and it is obvious 
that “the highest gifts are not always 
brought to the highest place.” Education 
is a very good thing, but it can not give 
the qualities which it should develop. 
Those who, like the writer, have been in- 


strumental in the building up of large 


manufacturing organizations, recognize 
that the absence of moral qualities fre- 
quently mars a successful career, as fre- 
quently, perhaps, as the absence of purely 
intellectual qualities. Success often ac- 
companies the work of men possessing 
ability, untempered by scrupulous re- 
straint. Examples of this kind, so plenti- 
ful, have left a detrimental impression on 
the minds of aspiring young men. The 
thoughtful words of James Bryce, that 
this country “ has the glorious 
privilege of youth, the privilege of com- 
mitting errors without suffering from 
their consequences,” remind us that 
many of our faults are not: visited upon 
us with the unerring justice they deserve, 
because of the actual and potential wealth 
of this country in its present state of 
youthful and vigorous development. But 
let us not be deceived permanently into 
believing that, with our population in- 
creasing in geometric ‘progression and 
thickening in our cities and manufactur- 
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ing centres, many of the crude and lavish 
methods, despite which our industry is 
the most flourishing in the world, can be 
permanently retained without doing in- 
finite harm. Space does not permit me 
to do more than to indicate the line of 
thought I wish to suggest. We need both 
character and intellect in our graduates, 
which should be cultivated by close co- 
operation between the manufacturing 
companies and the colleges, but for creat- 
ing which no panacea has yet been devised. 


—_—___<-@—a————_ 


Theodore N. Vail on Business 
Conditions in the West. 

Theodore N. Vail, president of the 
American Telephone and Telegraph Com- 
pany, has returned from an extensive trip 
throughout the West, having visited from 
Mississippi to the Coast and from Texas 
to the extreme Northwest. In speaking of 
the business conditions, says the New 
York Journai of Commerce, in that part 
of the country, Mr. Vail said: 


“So far as basic conditions go in that 
section, there is absolutely no reason for 
a depression. I have been taking a broad 
view of the West for the last thirty years, 
and never in that time has the outlook 
been better than it is now. 

“Crops are promising, indeed; in fact, 
the original producers, as the farmer and 
the cattle and sheep raiser, are in better 
shape than I have ever known them. De- 
velopments in every phase during the last 
five to eight years are beyond comprehen- 
sion and belief. Cities as widely apart 
geographically as Dallas, Tex., and Spo- 
kane, Wash., have expanded in every di- 
rection. 

“The floods have not done any great 
harm on the whole. It is true that the 
railroad losses can not be offset, but the 
sections needing moisture have profited 
more than other sections not needing it 
have suffered. Dry farming places—the 
semi-arid lands—were never in such lux- 
uriant growth, and the grazing areas are 
likewise in the fullest flush of growth. 

“The public utility and the public serv- 
ice corporations have been the central 
factor in the business situation, and they 
continue to remain the dominating ele- 
ment, and many of their problems have 
not yet been solved. This is the disquiet- 
ing feature. What brought this about and 
how it was brought about everyone now 
knows.” 

Taking up the companies whose inter- 
ests he serves, President Vail says: “Our 
business shows relatively no falling off. 
The business of the associated Bell com- 
panies is better this year than last year. 
There is a good demand for the better 
class of telephones; in fact, we have all 
the business of that kind we can do. As 
for new construction, the associated com- 
panies will do twenty-five to thirty per 
cent Jess than last vear. The figures will 
fall even below our estimates made at 
the beginning of 1908.” 
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FINANCIAL REPORTS OF ELECTRIC 
COMPANIES. 


LEXINGTON & INTERURBAN RAILWAY 
COMPANY. 


The report of the Lexington & Inter- 
urban Railway Company, of Lexington, 
Kv, for the month of May and five 
months ended May 31 shows May gross 
of $50,271; expenses, $35,180; May net, 
$15,091. Five months’ gross, $225,340 ; 
expenses, $154,458 ; five months’ net, $70,- 
ss2, an increase for the five months of 


$5,226. ; 


NORFOLK & PORTSMOUTH TRACTION 
COMPANY. 


The report of the Norfolk & Ports- 
mouth Traction Company, Norfolk, Va., 
for the month of May and five months 
ended May 31 shows May gross of $152,- 
175; expenses, $90,262 ; May net, $61,913. 
_ Five months’ gross, $711,092; expenses, 
$448,912; five months’ net, $262,180. 


TWIN CITY RAPID TRANSIT COMPANY. 

The report of the Twin City Rapid 
Transit Company, Minneapolis, Minn., 
for the month of May and five months 
ended May 31 shows May gross of $527,- 
393; expenses, $254,577; May net, $272,- 
$16; charges, taxes and preferred divi- 
dend, $126,972; May surplus, $145,844. 
Five months’ gross, $2,429,348 ; expenses, 
$1,265,571; five months’ net, $1,163,777 ; 
charges, taxes and preferred dividends, 
$621,178; five months’ surplus, $542,599. 


AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 


For the five months ended May 31 the 
American Telephone and Telegraph Com- 
pany reports an increase of 0.32 per cent 
m net earnings for dividends on the 
augmented capital stock. The net earn- 
ngs available for dividends were equal to 
m per cent on the outstanding stock, 
against 5.25 per cent on nearly $21,000,- 
000 less stock in the first five months of 
1907. The current year will be one of 
greatly decreased figures on the score of 
new construction and extensions. In the 
last eight years nearly $352,000,000 was 
devoted to this purpose. The tendency to 
let up in expansion began early last year, 
when expenditures for new construction 
on the part of the Bell system were $30,- 
000,000 less than in 1906. Financial re- 
qurements have been satisfied until Janu- 
ary, 1909, and it is stated no new funding 
operations will be needed until 1910, when 


the company’s note issue of $25,000,000 
will come due, 
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PHILADELPHIA RAPID TRANSIT COMPANY. 

The gross earnings of the Philadelphia 
tapid Transit Company for the fiscal year 
ended June 30 were $18,228,000. This is 
an increase of $132,500 over the previous 
vear. Although the official figures for the 
net earnings have not been made up, it 
is understood that operating expenses in- 
creased about ten per cent over last year, 
in which case they amounted to approxi- 
mately $11,000,000. On this basis net 
earnings were about $7,228,000, compared 
with $8,049,016 in the previous year, a 
decrease of 11.3 per cent. 


TOLEDO RAILWAYS AND LIGHT COMPANY. 
As a part of the plan of the protective 
committee of the bondholders of the 
Toledo Railways and Light Company, 
Toledo, Ohio, the July 1 interest on the 
$4,866,000 consolidated first-mortgage 
four per cent bonds of the company will 
not be paid. The July 1 interest on the 
$1,066,000 Toledo “Consolidated Street 
Railway first mortgage five per cent bonds 
and that on the $4,234,000 Toledo Trac- 
tion Company first consolidated mortgage 
five per cent bonds will be paid. These 
two latter companies are underlying com- 
panies of the Toledo Railways and Light 
Company. All of these bonds fall due 
July 1, 1909. Accordingly, the bond- 
holders’ committee is anticipating the 
future by a year. On February 1, 1912, 
there is an issue of $700,000 Toledo Elec- 
tric Street Railway Company first-mort- 
gage five per cent bonds that come due. 
The earnings of the Toledo Railways 
and Light Company are showing some 
slight improvement over those for last 


vear, the increase in the surplus for the 
five months ended May 31 being $4,570. 
Now that no dividend is being paid it is 
believed it will be possible for the com- 
pany to take care of its floating debt with 
its earnings. Some of the company’s 
street railway franchises expire in 1909, 
and others expire from year to year until 
1914, by which time all the franchises will 
have expired unless renewed. Lighting 
franchises do not expire for several years. 
It does not seem likely that satisfactory 
arrangements can be made to refund the 
outstanding bonds until the city and the 
company are able to come to terms as to 
the renewal of the street-railway fran- 
chises. 
—— o 
Wireless System on the 


Amazon. 

Wireless telegraphic communication be- 
tween Lima, Peru, and Iquitos, on the 
Amazon River, has been successfully es- 
tablished, according to a cablegram re- 
ecived by Eduardo Higginson, Peruvian 
consul-general at New York. 
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The National Electrical Con- 
tractors’ Association 
Convention. 

The eighth annual convention of the 
National Electrical Contractors’ Asso- 
ciation was held during the week at 
the Auditorium, Chicago, Ill. The pro- 
gramme included two open sessions, 
one on Wednesday morning and one 
on Thursday morning. Business ses- 
sions were held each day, both in the 
morning and afternoon. At the open 
sessions papers were presented by George 
Loring, on “The Electrical Contractor’s 
Opportunities in the Illuminating Field” ; 
by W. H. Merrill, Jr., on “The Relations 
Between the Underwriter and the Con- 
tractor”; by J. R. Cravath, on “Illuminat- 
ing Engineering”; by Alex Dow, on “The 
Relations Between the Lighting Company 
and the Contractor,” and by Seth B. 
Wetherbee, on “The National Electrical 
Contractors’ Association.” The extra fea- 
ture of the convention included a reju- 
venation of the Sons of Jove, a ladies’ 
banquet, a men’s banauet and an all-day 
outing to Michigan City. 

— 0 f 
June Copper Output. 

Reports from the various producing 
minės in the United States, Canada and 
Mexico would indicate a decrease of 95,- 
961,979 pounds in the production of cop- 
per for the first six months of 1908, and 
a decrease of 118,557,000 pounds as com- 
pared with the first half of 1906. 

Every month of the year has shown a 
substantial decline. May approached near- 
est to last year’s figures. 

The Boston News Bureau figures the 
production of copper in the United States, 
Mexico and Canada for June at 79,431,- 
125 pounds, compared with 96,123,030 
pounds in June last year, and 101,666,900 
pounds in June, 1906. 

The total production, by months, for the 
first six months of this fiscal year, is esti- 
mated as follows: 


1908 1907 1906 
January .. 65,900,000 * 84,935,143 97,296,4 
February .. 65,036,750 85278 160 89 205 800 
March |... 79,105,704 102,495,230 96.480.081 
April ..... 87,582,805 96,567,700 98044400 
May ...... 90,880,300 98,500,000 103,800,000 
June ..... 79,431,725 96,123,030 101,666,900 
Total ...467,937,284 563,899,263 586,494,581 


_ For the first time this year the produc- 
tion in Arizona (in June) exceeded last 
year’s figures, amounting to 24,909,000 
pounds, as compared with 23,096,000 
pounds last year. 

Utah also comes forward with new high 
figures of 8,600,000 pounds, as against 
about 6,000,000 pounds for June a year 
ago, and California and Canada both show 
a slight increase over last year.—Wal/ 
Street Journal. 
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Annual Convention of the American Institute of Electrical 


Engineers—II. 


Report of the Fifth and Sixth Sessions, Wednesday, July 1. 


HE fifth session of the twenty-fifth 
T annual convention of the American 
Institute of Electrical Engineers, 
which was held at Atlantic City, N. J., 
June 28 to July 2, inclusive, was called 
to order Wednesday morning, July 1, with 
Vice-President Armstrong in the chair. 
The reports of the two preceding days 
were given in the issues of the ELEC- 
TRICAL Review for July 4 and 11. At 
the Wednesday morning session a number 
of papers dealing with the construction 
and operation of electrical machines and 
the equipment of generating stations were 
taken up. Two papers were first read 
dealing with the split-pole converter. 

C. A. Adams presented a paper on 
“Voltage Ratio in Synchronous Converters 
with Special Reference to the Split-Pole 
Converter.” 
analysis showing how the field distortion 
of a split-pole converter does not neces- 
sarily involve electromotive-force distor- 
tion. Incidentally the author develops a 
method of analysis by which the direct 
electromotive force or any one of the alter- 
nating electromotive forces is determined 
analytically from the harmonic analysis 
of the flux distribution curve, thus estab- 
lishing a simple and direct connection be- 
tween the shape of the flux distribution 
curve and the shapes and magnitudes of 
the resulting electromotive forces. The 
author concludes that with the tap con- 
nections 180 degrees apart and a large 
number of slots, an mth harmonic in the 
flux distribution appears in the alternat- 
ing electromotive force, but reduced to one 
mth of its value. The higher harmonics 
are of little value in changing the voltage 
ratio. With 120-degree connections, the 
third, ninth, fifteenth, etc., harmonics do 
not appear in the alternating electromotive 
force. With three-part poles and sym- 
metrical distortion there is a definite mini- 


mum per cent of electromotive-force har- 


monics for a given range of voltage ratio, 
and the fifth harmonic is usually the most 
prominent. With two-part poles the total 
per cent of electromotive-force harmonics 
for a given range of voltage ratio may be 
made considerably less than for the sym- 
metrical distortion, and as the third har- 
monic is naturally predominant in this 
case the employment of the 120-degree 
connection or of the 180-degree connection 
with star-connected transformer primaries 
may result in the practical elimination of 


This is a purely theoretical . 


electromotive-force or current harmonics. 
The conditions in this respect may be 
still further improved by the use of mid- 
slot connections and a fractional pitch 
winding. 

A paper on “Application of Storage 
Batteries to Regulation of Alternating- 
Current Systems” was presented by J. L. 
Woodbridge. This points out that in 
many cases where alternating-current 
generation is employed a regulating stor- 
age battery is even more valuable than 
for direct-current service. This is because 
alternating-current generation is particu- 
larly applicable for long-distance inter- 
urban railway work, as in many cases it 
is developed in water-power plants and 
transmitted for long distances. More- 
over, in many cases of water-power de- 
velopment power is sold on the maximum- 
demand basis, so that the saving effected 
by removing peaks and smoothing out the 
load is particularly valuable. The auxil- 
iary apparatus required in connection with 
the storage battery adapted for regulat- 
ing an alternating-current system may also 
be used for changing the frequency or 
controlling the power-factor; and, further, 
the increasing use of gas engines in steel 
plants offers a large field for the applica- 
tion of storage batteries, since in most 
cases the large areas served by the plant 
make it advisable to adopt an alternating- 
current distributing system. The author 
then discusses the various alternating- 
current systems in which storage batteries 
may be used with advantage and describes 
suitable means of adapting the battery to 
regulating the load on the generating sta- 
tion. 

The discussion was opened by P. M. 
Lincoln, who said, with reference to Mr. 
Adams’s paper, that the wave-form of the 
electromotive force, which was given the 
most attention, is not the only important 
feature in a machine of this type. In this 
type of design there is considerable lost 
space and the efficiency is decreased. An- 
alytical discussions, such as have been 
made, do not demonstrate the practical 
value of this apparatus, as the test of 
time only will prove its weaknesses and 
virtues. Mr. Lincoln then discussed the 
effect of the number of taps in the con- 
verter on the harmonics of this wave-form, 
and said that those 120 degrees apart have 
less influence than those 180 degrees apart. 
He does not think that the efficiency of 


the split-pole converter is any better than 
that of a machine combined with a 
booster. Moreover, it is probable that the 
design will give rise to considerable noise, 
which it will be hard to prevent. The 
voltage changes of the machine are slow, 
and it, itself, is large. While a rotary is’ 
desirable, other conditions being the same, 
the disadvantages of the split-pole con- 
verter outweigh its advantages. 

A. S. Hubbard said that the system de- 
scribed in Mr. Woodbridge’s paper can 
hardly be taken as accepted practice, as 
there are only five plants of this general 
type in the country. One of these, which 
is not now in operation, was installed pri- 
marily to tie together two generators of 
different voltage and a transmission line. 
The regulation of the system was erratic. 
The plant described in the paper is in- 
cluded in the five, but as the conditions 
existing there are peculiar, it can hardly 
be taken as a fair example of the use of 
storage batteries for alternating-current 
regulation. In a third plant a two-coil 
regulator of the dynamometer type is em- 
ployed, which causes the battery to charge 
and discharge in response to variations of 
the true energy on the system. The regu- 
lation on this system is not good, there 
being variations of twenty-five per cent 
above and below the average. In a fourth 
plant, utilizing water power and develop- 
ing 13,000-volt, three-phase, twenty-five- 
cycle current, another type of regulator is 
employed. There are three current trans- 
forniers on the incoming high-tension 
lines with their secondaries connected to 
a second set of three current transformers 
back of the switchboard, and provided 
with sectional secondaries connected to a 
compensator head. From the compensator 
head the current is led to the collector 
rings of a rectifier consisting of an arma- 
ture with a two-pole winding. This is 
driven at synchronous speed by a synchro- 
nous motor, so that the rotating field 
set up by the current is fixed in space. 
Two brushes placed upon the commutator 
of the rectifier thus deliver a direct cur- 
rent varying directly with the true load 
on the system, and thus control the charg- 
ing and discharging of the battery. A 
second pair of brushes ninety degrees from 
the former, and connected to an inductive 
circuit with characteristics corresponding 
to those of the main circuit, delivers a 
current which varies with the power-factor 
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of the system, and thus enables the regu- 
lator to correct the power-factor of the 
system by changing the excitation of a 
synchronous motor or rotary. With this 
arrangement the load in kilowatts on the 
generators varies only three and one-half 
per cent above and below the average. An 
important feature of the arrangement is 
that the output of he rectifier does not 
affect the load on the driving motor at all, 
nor has the rectifier any motor action. 
The fifth plant referred to employs a regu- 
lator of the same kind, designed, however, 
for sixty cycles. Mr. Hubbard believes 
that this method of regulation is particu- 
larly suitable for plants driven by water 
power, gas engines or steam turbines. 

W. L. Waters said that the question 
regarding the installation of storage bat- 
teries in a direct-current plant is one of 
cost. In a mixed plant, however, the 
chance of breakdown is considerably in- 
creased, and this is a serious consideration. 
Regarding the split-pole converter, he 
thought one point had been overlooked, 
and that was the probable difficulty of 
maintaining satisfactory commutation, 
and he asked what advantages this ma- 
chine had over the ordinary arrangement 
employing a booster. 

C. P. Steinmetz said that some surprise 
had been expressed at the use of what 
was treated as a newly recognized property 
of the synchronous converter. However, 
the reactions depended upon for regulat- 
ing the split-pole converter have long been 
known, In the ordinary rotary with fixed 
brushes, the ratio between the alternating 
and direct potentials is constant, since the 
latter is merely the maximum value of 
the former. If, however, the brushes be 
shifted from the neutral plane, the direct 
potential will be lowered, since a part of 
the armature winding is thus rendered in- 
effective, while the alternating potential is 
hot changed. The ratio of the two po- 
tentials may in this way be changed, but 
the method is not practicable, since com- 
mutation becomes impossible. Another 
way would be to hold the brushes in a 
fixed position and shift the poles me- 
chanically, the result of which is identical 
with the first method described. But 
there is still another way—that is, to shift 
the field electrically. If the field poles be 
divided into two parts and each provided 
with a separate winding, by varying the 
relative excitations of the two parts, the 
position of the magnetic field may be 
shifted with respect to the brushes and 
the Voltage ratio varied continuously. 
This is all that is done in the split-pole 
Converter. There is another method of 
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varying the potential ratio, which con- 
sists in adding harmonics to the alternat- 
ing-current wave. The third harmonic is 
the most useful, and on three-phase con- 
verters this harmonic does not get out of 
the machine, though it causes some addi- 
tional loss. On six-phase rotaries the 
harmonic flows through the transformers, 
but does not get beyond them and trans- 
fers additional loss to them. Regarding 
the criticism made by Mr. Lincoln that 
the split-pole converter is large, Dr. Stein- 
metz said that this is a characteristic of 
all machines designed to have a range of 
working. They must be constructed so as 
to carry the maximum current and de- 
velop the maximum potential, and hence 
the size is determined by the product of 
these two values. 

In closing the discussion, Mr. Wood- 
bridge did not agree with all the points 
made by Mr. Lincoln, and said that the 
use of a damper to prevent surging of 
the flux did not interfere with the quick- 
ness with which the machine responded to 
changes of excitation. 

Three papers were then read dealing 
with the construction of alternating-cur- 
rent generators. 

B. A. Behrend presented a paper en- 
titled “A New Large Generator for Ni- 
agara Falls.” This describes the new 
6,500-kilowatt generator recently installed 
by the Niagara Falls Hydraulic Power 
and Manufacturing Company in the new 
station at the foot of the falls on the 
American side, just below the old power- 
house of the same company. The new 
machine is interesting because of its high 
speed, which is 300 revolutions a minute 
and is greater than that of any other gen- 
erator at the falls. It is wound for 12,000 
volts, three-phase, twenty-five cycles, and 
will carry a continuous load of 7,320 kilo- 
watts, The generator has been designed 
for a safe speed of 506 revolutions a 
minute, which is the runaway speed of 
the water-wheel. The construction of 
rotor and stator is described somewhat in 
detail and some very interesting results 
of an investigation of the mechanical 
stress produced in the different parts of 
the machine by the high speed are given. 
The guaranteed efficiency of the generator 
at full load is 96.5 per cent with a power- 
factor of ninety-five, and 95.9 per cent 
with a power-factor of eighty-five. Under 
test the efficiency was found to be 97.83 
per cent at full load and ninety-five per 
cent power-factor, and 97.5 per cent with 
a power-factor of eighty-five. Temperature 
tests showed that the temperature will re- 
main within thirty-five degrees of the 
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normal at the rated load and within forty 
degrees with an output of 7,500 kilowatts. 

A paper entitled “Modern Develop- 
ments in Single-Phase Generators” was 
read by W. L. Waters. Although single- 
phase generators have been used for 
twenty years or more, they have generally 
been of small size only, and used for light- 
ing work. The recent development of 
the single-phase alternating-current rail- 
way motor has given rise to a new demand 
for large high-speed, low-frequency, single- 
phase generators, and in the design and 
construction of these there are some 
serious difficulties. These are all due to 
the low frequency of the machine, which 
necessitates a large pole-pitch and a high 
armature reaction. In polyphase gen- 
erators the armature reaction is prac- 
tically constant, while in single-phase ma- 
chines it pulsates. The large pole-pitch, 
moreover, makes the stress on the end 
connections of the armature coils more 
troublesome than is the case of polyphase 
machines. The pulsating magnetic flux, 
due to the armature current, gives rise to 
hysteresis and eddy-current losses through- 
out the entire magnetic system. It is 
rather difficult to determine just what 
these will be, but several methods are 
suggested which, from experience, have 
been found to give a good indication of 
the magnitude of the loss. A satisfactory 
way is to send current of a normal fre- 
quency through the armature and measure 
the losses by a wattmeter. ‘The exact 
measurements of the loss are, however, 
dificult to make. The eddy-current 
losses, due to the pulsations, may be nrac- 
tically eliminated by laminating the en- 
tire magnetic field, but, on the other 
hand, the use of solid poles gives rise to 
eddy current which tend to choke back 
the pulsations and thus reduce the hys- 
teresis loss. If a laminated structure be 
used, with damping grids of low resist- 
ance inserted in the pole-faces, the eddy- 
current losses in the iron are avoided, 
while the reaction of the grids reduces the 
hysteresis loss. The resistance of the 
grids is small, so that the eddy-current 
losses taking place in them are not large. 
In this way the pulsations due to a simple 
laminated field may be reduced to one- 
thirtieth of the original value. The use 
of solid poles would reduce them to half 
value only. Actual figures for this loss 
for three machines are given. Without 
dampers the average loss was three and 
one-half per cent, but with dampers it 
was reduced to one-half per cent and the 
temperature rise reduced from 125 de- 
grees centigrade to thirty degrees. The 
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importance of providing mechanical sup- 
port for the end turns of sufficient strength 
is evident when it is considered that a 
short-circuit on a generator will cause 
current of fifteen or twenty times normal 
full-load value to flow. This brings a 
stress on the coils in proportion to the 
square of the current, or from 200 to 400 
times the normal value. In actual figures 
these stresses may be from two to ten tons 
on one end of one armature coil. A satis- 
factory form of support is shown, this 
consisting of a heavy girder of bronze. 

A paper by Jens Bache-Wiig, entitled 
“Application of Fractional-Pitch Wind- 
ings to Alternating-Current Generators,” 
was read, the object of which was to deal 
briefly with the points leading to the use 
of a chorded winding for alternating-cur- 
rent generators from the standpoint of 
manufacture and design and to determine 
what influence this winding has on the 
performance of the machine. In general, 
chorded windings have been adopted to 
facilitate the manufacture of armature 
windings, as this enables a standard frame 
to be used for a number of different ratings 
at different speeds and voltages. Group 
windings with a number of slots per pole 
per phase equal to an integer are generally 
preferred, and the number of conductors 
is fixed within a limited range for a given 
voltage. This often necessitates the use 
of a chorded winding to get the proper 
number of effective conductors. An ad- 
vantage resulting from the chorded wind- 
ing is the reduced space occupied by the 
end turns. Moreover, as form-wound 
coils may be used and space gained, the 
result is equivalent to taking copper off 
the end turns and laying it in the slots. 
This type of winding also reduces the 
strain on the end turns, making it unneces- 
sary to provide extra insulations there. 
The demagnetizing effect of the chord 
winding is practically the same as that of 
the full pitch winding, and there is also 
a reduction in magnetic leakage. There is 
a possibility, however, of currents flowing 


around the delta of the machine if the 


electromotive forces of the coils are not 
- pure sine waves. The author concludes 
that no general rules may be formulated 
governing the proper arrangement of the 
chord windings for all cases. Where this 
is not determined from mechanical rea- 
sons, the most efficient chord will depend 
upon the number of poles, the ratio of 
pole-pitch to pole-length, the voltage and 
size of the machine. These must be 
worked out in each individual case. 

The discussion was opened by D. B. 
Rushmore, who said the greatest difficulty 
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in the construction of large generators is 
to secure the desired regulation. The me- 
chanical design must always be sufficient 
to withstand the runaway speed of the tur- 
bine, which is a little less than twice the 
normal, The General Electric Company 
designs its generators to withstand speeds 
100 per cent above the normal. He em- 
phasized the necessity for installing pro- 
tective apparatus on all large machines. 

W. J. Foster pointed out some of the 
interesting features of the machine de- 
scribed by Mr. Behrend. The armature 
reaction adapted is unprecedented, which 
is a good feature. The efficiency is also 
unusually high. In this machine, nickel 
steel has been employed, and it is inter- 
esting to point out that steel of this class 
having a high permeability is now avail- 
able. 

A communication from L. Schuler was 
read by P. H. Thomas, which dealt briefly 
with the losses in single-phase alternators 
due to the pulsating armature reaction. 
He described a method of measuring these 
losses in which a damper of variable re- 
sistance was employed. The use of a low- 
resistance damper reduces the total loss 
due to this effect. F. H. Clough criticized 
the method employed by Mr. Waters of 
supporting the end coils of his single- 
phase generator. 

Dr. Steinmetz described a method of 
carrying a single-phase load on a poly- 
phase machine without unbalancing the 
latter. This consists in placing a react- 
ance coil across one phase and the single- 
phase load across another. In this way 
the power loop of the reactive circuit falls 
behind the two power loops of the load 
circuit. In other words, power is stored 
up in the reactance coil during those 
periods when the external load is not 
drawing on the generator. In this way it 
is possible to get a perfectly balanced, 
uniform load. The arrangement is par- 
ticularly good for low frequencies. 

In.closing the discussion, Mr. Waters 
criticized rather sharply the generator de- 
scribed by Mr. Behrend, saying that in 
the design it appeared to him mechanic- 
ally weak. In regard to Dr. Steinmetz’s 
suggested method of balancing the load, 
he said it was all a question of cost, and 
the single-phase generator might be the 
cheaper. 

The two remaining papers on the sched- 
ule for the morning session were then 
presented. 

J. R. Bibbins, in a paper entitled 
“Double-Deck Steam Turbine Power 
Plants,” described in some detail the 
equipment of the West Point station. 


Vol. 53—No. 3 


This is one of the new double-deck sta- 
tions in which the generating machinery 
is placed above the boilers on the second 
floor of the station. Some of the impor- 
tant features of this design are the sup- 
porting of the generating apparatus en- 
tirely by the steel building skeleton and 
the carrying of a water-cooled floor col- 
umn through the middle of a boiler set- 
ting to reduce weight and cost of the 
beams spanning the battery. This ar- 
rangement simplifics all the piping and 
produces a compact, accessible and efti- 
cient plant. It is estimated that the total 
cost of the station, excluding property 
and siding, was $563,520. As the station 
has an output of 8,500 kilowatts, this 
gives a cost of $66.25 per kilowatt. 

In concluding his abstract, Mr. Bibbins 
said that credit for the success of this 
type of plant must be given to the two 
engineers, Dr. Louis Duncan and Thomas 
Elliott, who had designed and built the 
Fort Wayne station. 

J. R. Bibbins, in a paper entitled 
“Working Results from Gas-Electric 
Power Plant,” gave a report of a thirty- 
day test on the service plant of the Rich- 
mond works of the American Locomotive 
Boiler Company, of Richmond, Va. This 
plant contains a horizontal gas engine 
driving a generator rated at 325 kilowatts. 
The test showed that the pounds of coal 
per kilowatt-hour at full load were 1.65. 
The thermal efficiency, from coal to elec- 
tricity, at the same load was 14.35 per 
cent. From the figure obtained at the 
plant an estimate is given of the cost of 
installation and operation of a 700-kilo- 
watt gas-engine plant as compared with 
an equivalent steam-turbine plant. The 
equipment cost of the first was found to 
be $96,600, while the fixed charges would 
be $12,220. This should produce one 
kilowatt-hour, at full load, for 1.62 
pounds of coal. The steam-turbine plant 
would cost $70,000 to install, the fixed 
charges would be $8,050 and the coal con- 
sumption at full load would be 2.96 
pounds per kilowatt-hour. The cost per 
kilowatt at the gas plant would, therefore, 
be a little less than one cent, with coal at 
$1 a ton, and’ about one and one-half 
cents with coal at $6. With coal at $1 
a ton the steam-turbine plant would save 
eight and one-half cents over the gas- 
engine plant; at $2 a ton the two would 
be about equal; and at $6 a ton the gas- 
engine plant would save nineteen per cent. 

The discussion was opened by C. W. 
Ricker, who has been associated with the 
West Point plant and who gave some in- 
teresting figures showing the distribution 
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of cost. Assuming as a basis a rating of 
3,000 kilowatts, the following cost table 
was submitted, the figures being the cost 


per kilowatt : 
Building and all cement work...... .... $21.40 
Boiler plant, settings, pump, pipe and 
pipe covering.....-..-. .6--ee cere 14.24 
Barometric condensers.............. ... 6.41 
Generating plant............00.ceeeeues 37.59 
General supervision of erection.......... 2.42 
Making a total of.......... $82.06 


J. P. Jackson discussed briefly the in- 
teresting features of Mr. Bibbins’s two 
papers, and laid much stress upon the 
necessity for entire reliability. 

The session was then adjourned. 


WEDNESDAY AFTERNOON SESSION. 


The sixth session of the convention was 
called to order Wednesday afternoon, 
July 1, about 2.30 o’clock, by Vice-Presi- 
dent Armstrong, and four papers pertain- 
ing to electric railways were read and dis- 
cussed, 

Dr. J. B. Whitehead, Jr., in a paper 
entitled “From Steam to Electricity on 
a Single-Track Road,” gave a somewhat 
detailed analysis of the equipment which 
has been decided upon for electrifying a 
single-track steam railroad known as the 
Annapolis Short Line, connecting Annap- 
olis with Baltimore, Md. This is a single- 
track road of standard gauge, twenty-five 
and one-quarter miles in length, with a 
four-mile extension beyond Annapolis to 
Bay Ridge, a summer resort on Chesapeake 
Bay. The Baltimore terminal is in Cam- 
den station, the main terminal of the Bal- 
timore & Ohio Railroad. The maximum 
gradient on this road is one and one-half 
per cent, of which there is one stretch a 
mile and one-half long. ‘The severest 
curves are one of eight degrees and one 
of six degrees. The present normal service 
8 seven trains a day, making an approxi- 
mate monthly car mileage of 30,000. The 
reasons for the change from steam to elec- 
tricity are to increase the traffic by provid- 
ing a better train schedule and in this 
way build up the local traffic and the ex- 
cursion business. Through traffic between 
the two cities is not likely to change 
much, but the section through which the 
toad runs offers many opportunities for 
suburban homes which are much more 
likely to be built if served by an electric 
road. It is not thought that the change 
Will reduce the cost of operation, but 
Profit is expected as a result of other 
changes. Power will probably be pur- 
chased from one of the large modern 
plants in Baltimore, of which there are 
two, both having power arrangements 
with the Susquehanna development. The 
car selected has seats for sixty-two pas- 
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sengers and is fifty-five fect long. The 
body weighs about sixteen tons. By using 
the multiple-unit control trains may be 
built up of these cars. The system decided 
upon is one of twenty-five-cycle, single- 
phase, alternating-current, which has 
been selected after a comparison with the 
600-volt direct-current system. The au- 
thor goes into considerable detail over the 
predetermination of the voltage drop in 
conductors and rails, and in the considera- 
tions which led to the selection of the 
motor equipment. One-hundred-horse- 
power motors were chosen, four of each 
being placed on each car. The form of 
this equipment is compared with that of a 
similar equipment of ninety-horse-power 
direct-current motors, and it is shown that 
in spite of the greater weight of the alter- 
nating-current equipment, the average 
energy consumption of the latter is only 
3.2 kilowatt-hours per car-mile, as com- 
pared with 3.32 kilowatt-hours per car- 
mile for the direct-current system. The 
saving is due to the reduction of rheo- 
static losses through the use of a trans- 
former in starting. Dr. Whitehead 
computes that the cost of the alternating- 
current equipment will be $344,300, in- 
cluding the overhead system, nine cars, 
power-house and substation apparatus. 
An equivalent direct-current system would 
cost $397,300. The cost of operating the 
electric system is estimated to be 28.47 
cents per car-mile, an increase of 5.37 
cents over the present figure for steam 
operation. The author concludes that 
from a general consideration of all the 
factors entering into the problem, the 
electrification will prove profitable. 

The discussion was opened by W. I. 
Slichter, who pointed out the advan- 
tages of the high-potential, direct-current 
railway system for such conditions as those 
described by Mr. Whitehead. This sys- 
tem is being developed by the General 
Electric Company. 

William McClellan said that in choos- 
ing a system to be adopted on any section 
of road, the engineer should look far 
enough ahead and select that system which 
is not merely the most suitable for the 
particular conditions obtaining on the first 
section to be electrified, but which will be 
the most suitable for the electrification of 
the entire road. We are apt to-day to 
overestimate the influence of local condi- 
tions and to select an equipment to meet 
them only, without taking into account 
those conditions which must be met as 
the electrical zone is extended further and 
further. 

A. H. Babcock referred briefly to the 
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conditions existing on the section of the 
Southern Pacific Road, the electrification 
of which is now being contemplated. He 
said that the first estimates of the cost 
of equipment with a direct-current sys- 
tem and a single-phase system agreed with 
one another within the liability of error, 
hence the selection of the system will turn 
upon the cost of operation and not that of 
equipment. He wanted to know what fhe 
engineers should recommend under such 
conditions if they could not obtain en- 
tirely reliable information on the costs of 
operating the two systems. He asked Mr. 
Whitehead whether the observed drop of 
potential in the overhead line and track 
agreed with those which had been calcu- 
lated. 

A communication from A. W. Copley 
was read, which gave the results of meas- 
urements of the impedance of the track 
return of the New Haven system. Cur- 
rent measurements have shown that the 
percentage of current returning through 
the rail varied from twenty-five to forty 
and that returning through the earth from 
seventy-five to sixty per cent. The rail 
impedance at twenty-five cycles is from 
two and a half to three times the rail 
resistance. These figures show that the 
track furnishes a better return for the 
alternating current than had been assumed 
when the system was laid out. 

Replying to Mr. Babcock’s question, Dr. 
Whitehead said that there had been no 
opportunity to check the voltage drop on 
the road which he had described so as to 
compare it with that calculated, but it 
had been found that the starting condi- 
tions of the cars were very good. 

A paper on “Induction Motors for 
Multi-Speed Service, with Particular Ref- 
erence to Cascade Operation” was pre- 
sented by H. C. Specht. This discusses 
the various methods employed for varying 
the speed of induction motors. Each of 
these involves certain disadvantages which 
have precluded the general adoption of 
any one of them for all purposes. The 
most generally employed method js that 
of inserting resistance in the secondary 
circuit. This is open to the objection that 
the speed of the motor then varies with 
the load. For small motors this method 
is satisfactory, but for large motors in- 
tended to be used at two or three different 
speeds and giving good efficiency and good 
regulation it is not suitable. To meet 
the requirements of such cases independent 
motors may be used having different num- 
bers of poles, the rotaries of which are 
mounted on the same shaft; or a single 
motor with separate windings, each of 
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which gives a different number of poles; 
or a single winding may be employed, but 
split up so that it will give a different 
number of poles; or the secondary of an 
induction motor may be connected to a 
synchronous motor; or, finally, two induc- 
tion motors may be connected either in 
direct or differential concatenation. This 
last arrangement gives, in general, four 
speeds—that of each motor used singly 
and that produced by each method of com- 
bining them. Equations for these com- 
binations are then deduced and discussed 
and the curves illustrating them are 
plotted. The practical advantages of the 
combination are set forth, these being the 
fairly good efficiency and power-factor 
procurable, the latitude in design of the 
motor, the flexibility and simplicity of the 
speed control and the safety of operation. 
To illustrate the method, consider two 
motors, one running at 720 revolutions 
a minute and the other at 1,200 revolu- 
tions a minute; these two speeds are avail- 
able. Direct concatenation will give 450 
revolutions a minute, and differential con- 
catenation 1,800 revolutions a minute; 
and, if desirable, intermediate speeds may 
be secured by connecting resistance across 
the circuit connecting the motors. 

Mr. Slichter asked what is the effect 
upon the performance of the motor of 
varying the number of poles. 

A. E. Averett said that when a change 
of speed is made by changing the number 
of poles, the efficiency of the motor is held 
up, but the power-factor goes down. One- 
half the problem is in the mechanical de- 
sign of the motors. Ifa close range to the 
normal speed of operation is desired, con- 
catenation works well, but for variations 
from the normal speeds the arrangement 
is not good. : 

A. E. Sperry asked whether the con- 
catenated system as described made prac- 
ticable the return of energy to the line. 

In closing, Mr. Specht said that two 
motors would develop less torque than a 
single motor because of the double losses 
taking place. He then described briefly 
certain combinations of induction motors 
which had been proposed by Heyland and 
others, which he said were good when it 
was desired to start up a small input. 

G. B. Werner read a paper on “The 
Determination of the Economic Location 
of Substations in Electric Railways.” Of 
the considerations that govern the layout 
of the secondary distribution of electric 
railways, the question of economy is gen- 
erally preponderant, but the theoretical 
economic solution may be difficult or im- 
possible of attainment on account of cer- 
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tain operating considerations which may 
dictate a cross-section of secondary copper 
other than that indicated by Kelvin’s law. 
For instance, it is necessary that the cars 
be able to move under the most unfavor- 
able conditions irrespective of the question 
of economical drop. There may also be im- 
portant commercial considerations which 
influence the location of a substation. The 
author develops an equation involving the 
number of substations, or the distance be- 
tween substations, which will render the 
total annual charges on the installation 
a minimum. This equation is in terms 
of the various constants fixed by the length 
of line, the time-table, weight of the cars, 
motor characteristics, cost of energy, and 
equipment charges. There are a number 
of annual charges which are independent 
of the number of substations, such as those 
due to the trolley suspension and to the 
high-tension distributing system when a 
separate line is not run to each substa- 
tion. Algebraic expressions are developed 
for the annual charges on substations, the 
annual charges on overhead copper in- 
fluenced by the station location, the an- 
nual cost of substation losses and the 
annual cost of secondary conductor losses. 
The author points out that the track 
losses may generally be neglected because 
they are relatively small and, when 
brought in, result in an equation of the 
third degree. His final equation shows 
that for a minimum value of the annual 
charges the cost of copper is equal to that 
part of the cost of the substations which 
is independent of the output. The 
method of applying this solution is dem- 
onstrated by an example and the author 
concludes that his method obviates the 
usual necessity of solution by trial. By 
substituting in his equation constants al- 
ready available from previous technical 
and commercial study of the service re- 
quirements of any road, the economical 
distance between adjacent substations is at 
once determined. 

S. B. Fortenbaugh read a paper entitled 
“Conductor Rail Measurements,” which 
consisted of a discussion of measurements 
of rail insulation which have been made 


on the Metropolitan District Railway and 
the Baker Street & Waterloo Railway, 


both of London. There are fifty-six miles 
of main-line double track and three deep 
level “tube” railways, aggregating about 
twenty-eight miles of double track. Third 
and fourth conductor rails were installed 
on the above lines, supported on brown 
stoneware insulators. In 1905 consider- 
able trouble was experienced in maintain- 
ing the insulation resistance of the nega- 
tive conductor rail, so that an extended 
investigation was undertaken to account 
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for the trouble. ‘The results obtained were 
rather erratic. While ihe voltage between 
the positive rail and the ground remained 
approximately 500, that between the nega- 
tive and the ground was seldom as high 
as 100, and at times was as low as forty 
or fifty. Reversing the polarity of the 
two rails reversed the phenomenon after 
forty-eight hours; bringing the negative 
conductor again nearly to the potential of 
the earth brought back the original con- 
dition. The following conclusions are 
drawn: The difference of potential be- 
tween the positive conductor and earth 
is normally considerably greater than the 
potential existing between the negative 
conductor and earth. This difference is 
the more marked the longer the con- 
ductors are subjected continuously to a 
difference of potential in the same direc- 
tion, and reversal of the polarity is in- 
stantly accompanied by a considerable in- 
crease in the normal leakage current be- 
tween the positive and negative conductors. 
The insulation of the negative conductor 
to earth can not be proportionately main- 
tained. It is suggested that these results 
depend upon the phenomena long known 
in connection with static charges; that is 
to say, that a negative charge leaks away 
much more quickly than does a positive 
charge. A negatively electrified conductor 
appears to be discharging negative ions, 
which have the effect of conferring con- 
ductivity on the surrounding gas and 
causing deposition of moisture from air 
more or less saturated. It seems probable 
that this same action might render the 
insulators of the negative rail more or 
less conductive, due possibly to a film of 


liquid which gradually spreads out from 


the conductor over the surface of the in- 
sulator. It is possible, also, that the re- 
ducing chemical action of the ions may 
result in the formation of compounds 
which actually lower the resistance of the 
negative insulator. 

C. J. Hopkins, in opening the discus- 
sion, questioned the usefulness of Mr. 
Werner’s formula for the location of sub- 
stations. He said that too many assump- 
tions must be made when applving it, and, 
after all, local conditions which can not be 
allowed for are most likely to settle the 
question. The problem is thus a prac- 
tical one, and can hardly be helped by such 
analytical studies. 

Mr. Werner said that he realized fully 
the difficulties of applying analytical solu- 
tions to such problems, but the ordinary 
method of trial and failure is so laborious 
that any means of lightening it should be 
acceptable. Of course, in the actual ap- 
plication of his method, local considera- 
tions are very likely to shift the location 
somewhat. 

P. M. Lincoln said that when such a 
solution as proposed by Mr. Werner was 
employed, the final location must be ad- 
justed afterward so as to fit all conditions. 

P. H. Thomas said that although the 
method might not give the final solution 
for all conditions, it is a good plan to 
make some such general analysis of these 


complex problems. 
(To be concluded.) 


July 18, 1908 


Electricity in Churches. 

The use of electricity in churches 
is not large, it is not continuous, 80 
that it would not be feasible to install 
an isolated plant. To take advantage of 
the convenience of electricity, however, 
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anism and for supplying the organ with 
air. 

The accompanying illustrations show 
what has been done in the harmonious 
design of candelabra, clusters and 
brackets. Although not originally de- 
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- . 


Firea. 1.—INTERIOR OF CRoss CHURCH, DRESDEN, GERMANY. 


many churches have been wired for elec- 
tric current. The main consumption of 
electricity in churches takes place on Sun- 
days and holidays only. Since they have 


Fis. 2. 


no plant of their own they are obliged to 
draw on the local plants for supply. The 
greater bulk is used for lighting purposes, 
the remaining portion being used to oper- 
ate fang, ventilating systems, chime mech- 


—INTERIOR OF ST. JUERGENS CacukcH, Kiet, GERMANY. 


signed for electricity, the old-style gas 
fixtures can be modified for the use of 
the electric current. It will be noticed 
in Fig. 1, showing the interior of Cross 
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-plication of tantalum lamps. Owing to - 


the characteristics of this lamp, the in- 
dividual lamps have been placed farther 
apart; little use is made of larger clusters. 
The application of group lighting, such as 
candelabra, is shown in Fig. 3. 


L 
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Fic, 3.—INCANDESCENT LIGHTING ADAPTED 
TO CANDELABRA. 


In connection with the lighting of a 
church it is essential that the wires be 
concealed and run in approved duct. In 
the above-mentioned churches the Peschel 


Fia. 4.—Motor-DRIVEN FAN FOR SUPPLYING AIR TO ORGAN IN 


CHURCH AT POTSDAM, GERMANY. 


Church, Dresden, that all the candelabra 
were originally designed for gas, but have 
been fitted with electric fixtures. In Fig. 
2 is shown the interior of St. Juergens 
Church, in Kiel, demonstrating the ap- 


system of conduit, as used by the Siemen- 
Schuckert Company, is installed. 

In Figs. 4 and 5 is illustrated the ap- 
plication of the electric current to an 
organ. Fig. 4 shows the motor-operated 
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fan. The motor is of five horse-power, 
making 1,400 revolutions per minute. It 
will readily be noticed that the fan can 
be placed in any available space. 


The 
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The Faraday Society. 
The thirty-seventh ordinary meeting of 
the Faraday Society was held on Tues- 
day, June 9, at the Institution of Elec- 


Fia. §.—Rarostat at SIDR OF KEYBOARD UF ORGAN IN A CHURCH AT KIEL, GERMANY. 


rheostat for operating the motor is placed 
conveniently near the organist’s stool. 

In Fig. 6 is given an excellent illus- 
tration of the application of an electric 


motor. As shown, a six-horse-power 


trical Engineers, 92 Victoria street, Lon- 
don, England, Dr. F. Mollwo Perkin, 
treasurer, in the chair. 

Dr. Albert Frank read a paper, “On 
the Utilization of Atmospheric Nitrogen 


Fia 6.—Motor-Driven Camme-Rinaing DEVICE IN 4 CHURCH AT POTSDAM, GERMANY. 


motor drives the chime-ringing device of 
a church in Potsdam, Germany. 

Another very ingenious application of 
clectric motors is their use in winding up 
the weights of tower clocks; motors of 
one-tenth horse-power being of sufficient 
size for the purpose. l 


in the Production of Calcium Cyanamide, 
and Its Use in Agriculture and Chem- 
istry.” 

_The practical manufacture of calcium 
carbide in the electric furnace in 1894 by 
Willson and Moissan furnished Professor 
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Frank and Dr. Caro with the ideal base 
required for fixing atmospheric nitrogen 
in the place of the metallic base which 
they had previously used (barium) in 
their experimental search for a commer- 
cial method of producing cyanide of po- 
tassium for the recovery of gold in min- 
ing. As a result of these researches the 
Cyanid Gesellschaft was founded, which 
has supplied such a large proportion of 
the cyanides used in gold extraction in 
South Africa, Australia and the United 
States. They also led to the production 
of calcium cyanamide (nitrolim), a 
genuine substitute for sulphate of am- 
monia and nitrate of soda for all agri- 
cultural purposes, and which can be pro- 
duced in unlimited quantities wherever 
limestone, coal and air are available, con- 
taining up to twenty-cight per cent of 
nitrogen. 

The only other practical method of fix- 
ing atmospheric nitrogen which has been 
perfected of recent years for similar uses 
to calcium cyanamide, is known as lime 
saltpetre, and has been invented by Pro- 
fessor Birkeland, of Christiania, but this 
process, though successful from the scien- 
tific point of view, requires considerably 
more expenditure of power than the 
Frank-Caro process, and the product pos- 
sesses, for agricultural purposes, several 
drawbacks which calcium cyanamide does 
not. The latter has been so long and 
extensively tried by agricultural experts 
all over the world that its behavior is no 
longer doubtful. It can replace for all 
purposes sulphate of ammonia and for 
most purposes nitrate of soda, with the 
added advantage which neither of the 
others possesses of being alkaline instead 
of acid. It does not require any greater 
precautions in application than the other 
nitrogenous manures, and can with cer- 
tain precautions become a useful constitu- 
ent of mixed or complete manures, as has 
been determined by Dr. Hall’s Rotham- 
stead investigations. It is not so subject 
to being washed out of the upper soil by 
heavy rains as either of its predecessors 
and its effect is more persistent. The lec- 
turer illustrated this part of his lecture 
with lantern slides of the relative results 
of the nitrogenous manures, including 
cyanamide, on a variety of crops—wheat, 
barley, oats, mangels, beets, etc., all show- 
ing at least equality with the older and 
better known manures. 

Calcium cyanamide by melting with 
certain fluxes yields pure cyanide of po- 
tassiuin or sodium, and in the form of 
“surrogate,” which can readily be produced 
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near most gold mines, is an efficient sub- 
stitute for cyanide in the recovery of the 
precious metals. Ammonia can also be 
readily and inexpensively obtained from 
it. Concentrated into dicyandiamide, it is 
in increasing demand for the manufacture 
of organic dyes, and its future as a “de- 
terrent” in the form of salts of guanadine 
to reduce the temperature of explosion in 
high explosives and prolong commensu- 
rately the life of the inner tube of big 
guns, is assured; it also does away with 
the flash accompanying explosion as well 
as with smoke. Mixed as a powder with 
other ingredients, calcium cyanamide 
tempers, hardens and cements steel in the 
most efficient way. | | 

The author then proceeded to describe 
the practical] features of the manufacture 
of nitrolim. The carbide is first ground 
to powder in air-tight mills, filled into 
furnaces which are kept full of nitrogen, 
and raised to and maintafned at a tem- 
perature of 800 degrees to 1,000 degrees 
centigrade for several hours, then allowed 


to cool slowly, and finally reground into 


a fine slate-black powder, which ig: sent 
out to the farmer in paper-lined bags, con- 
taining from fifty-seven to sixty-three per 
cent of pure cyanamide, or twenty to 
twenty-two per cent of nitrogen, with 
about twenty per cent quicklime, fourteen 
per cent of carbon, and seven to eight per 
cent of silex iron oxide and alumina. To 
teplace the present consumption of Chili 
nitrate by calcium cyanamide would re- 
quire something like 800,000 horse-power, 
and works are springing up all over the 
world to produce it wherever water power 
is abundant and cheap. The first works 
established for producing and selling 3,000 
to 4,000 tons a year, working for the last 
three years, were in Italy, at Piano d’Orte 
(Abruzzi), and are now being enlarged 
for an output of 10,000 tons. Another 
works is just being erected at San Marcel 
(Val d'Aosta) for another 4,000 tons, and 
the great Terni Carbide Works are laying 
themselves out for the production of some 
10,000 tons in the near future. Dalmatia 
has followed the Italian example at 
Sebenico, at Fiume (each for an initial 
4,000 tons), and at Almissa, where 50,000 
horse-power is available, and a further 
10,000 tons output is being planned, all 
the product being required in the Balkans, 
Hungary and the Mediterranean coast of 
Africa, and Egypt. 

France already possesses two works for 
an initial output of 4,000 tons; Switzer- 
land, one for 3,750 tons; Germany, three 
works with an initial output of 12,500 
tons, and one in prospect in the Bavarian 
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Alps for 15,000 tons. The United States 
Cyanamide Company is erecting a 5,000 
to 6,000-ton works at Ontario, in Canada, 
to begin with, and another to follow in 
Tennessee of much larger proportions. 
The central provinces of India are to be 
supplied from works on the Nerbuddah 
River, while the Japanese are erecting a 
works at the southern end of Kuiskzu 
Island for an initial 4,000 tons. The 
largest works, however, are due to British 
enterprise and have just been completed 
at Odda, in Norway, for an initial output 
of 12,500 tons, with facilities for a pro- 
spective increase to 50,000. At the Odda 
works the largest Linde plant for obtain- 
ing nitrogen from the air ever designed 
has been erected. These works are sup- 
plied with carbide from the adjacent 
works of the well-known Alby United 
Carbide Factories Company, with an ini- 
tial capacity of 34,000 tons, which can be 
readily expanded to four times that 
amount by calling further on the avail- 
able water power at command, up to 
80,000 horse-power. Slides illustrating 
the features of the several works men- 
tioned were thrown on to the screen. 

The author concluded by stating that 
by the end of the present year works for 
the production of 45,000 tons of nitrolim 
would be in full swing, but this would not 
sensibly affect the market for sulphate 
ammonia and nitrate of soda as the de- 
mand for nitrogenous manures and prod- 
ucts was increasing so rapidly, by over 
15,000 tons of nitrogen a year in Germany 
alone. Both agriculture and the arts and 
industries seemed capable of absorbing 
untold quantities of nitrogen in ever-in- 
creasing amounts and there were no signs 
of surfeit. 

Henry Cottrell pointed out that a 
great advantage of these artificial nitroge- 
nous manures is that they are all alkaline, 
whereas the native nitrates are acid and 
produce in time sickness in the soil. It 
was difficult to persuade the farmer, how- 
ever, to use new manures. 

Walter Reid, referring to some tests 
he had made on calcium cyanamide, 
drew attention to the moisture in the soil 
as having considerable effect on the re- 
sults of such tests. With regard to the use 
of calcium cyanamide in smokeless powder, 
he had found it rather too efficient in 
slowing the explosion. 

Dr. H. Borns hoped the author would 
furnish some fuller details regarding the 
efficiency and construction of the electric 
furnaces in which combination of nitrogen 
with carbide took place. 

Dr. J. H. Voelcker said farmers could 
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not be expected to use new manures until 
they were perfectly satisfied as to their 
cost and effect. There were, for example, 
at present certain disadvantages con- 
nected with the use of nitrolim which 
would have to be eliminated before it could 
become entirely satisfactory. Beyond that 
the situation was determined entirely hy 
price. 

W. Murray Morrison asked whether the 
cyanamide could not be made direct from 
limestone and coal in one operation. 

J. L. F. Vogel asked what fear there 
was of a charge of carbide not being com- 
pletely nitrated. 

The chairman drew attention to the use 
of cyanamide in synthesis, and hoped that 
some of the very interesting and important 
compounds that could be made from it 
would be manufactured in this country. 

Dr. Frank replied to the points raised 
by the various speakers. Cyanamide was 
ten per cent cheaper than ammonium sul- 
phate. Its stability was good; although 
the lime absorbed moisture, there was no 
loss of nitrogen. Up to the present its 
manufacture in one operation had not 
proved successful. | 

At the meeting of the society held on 
June 23 a paper was read by J. Hardén 
entitled “Recent Developments of the 
Kjellin and Réchling-Rodenhauser Elec- 
tric Induction Furnaces.” Adolphe Jouve 
communicated a paper entitled “New Ap- 
plications of Electrometallurgical Alloys.” 

The following officers were elected to 
serve for the ensuing year: 

President, Sir Oliver Lodge. 

Vice-presidents, G. T. Beilby, R. A. 
Hadfield, Professor W. Hittorf, Professor 
A. K. Huntington, Lord Rayleigh, Profes- 
sor A. Schuster, Professor J. J. Thom- 
son. 

Treasurer, F. Mollwo Perkin. 

Council, Bertram Blount, A. C. Clau- 
det, S. Z. de Ferranti, F. W. Harbord 
R. S. Hutton, T. M. Lowry, H. F. K. 


Picard, James Swinburne, J. F. L. Vogel 
N. T. M. Wilsmore. E 
—0 ____ 

New British Patent Law. 

The representations made by the United 
States and Germany asking an extension 
of the time limit beyond August 28, when ` 
the new British patent law is to go into 
effect, have proved unavailing. This Jaw 
provides that foreigners who obtain 
British patents must manufacture the 
patented goods on British soil. President 
of the Board of Trade Churchill definitely 
informed the House of Commons on July 
2 in this connection that the government 
had no intention of proposing fresh legis- 
lation to modify the sections of this law 
to which foreign patentees have taken ob- 
jection, 
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The Use of Automobile Trucks 
by the Pennsylvania Rail- 
road Company. 

The Pennsylvania Railroad Company, 
as an experiment, has introduced the use 
of automobiles to expedite the handling 
of freight between stations in large cities. 
Such a service has been started between 
Kensington and Shackamaxon stations in 
Philedalphia, Pa., and if it is a success 
it is planned to try the same experiment 
in other large terminal cities, such as 
Pittsburg and Baltimore. 

The automobile truck which the Penn- 
svlvania Railroad is using in Philadelphia 
has saved between six and twelve hours 
in the handling of package freight be- 
tween the stations named. This freight 
automobile has a capacity of five tons and 
is driven by a six-horse-power electric 
motor. It averages about seven and one- 
half trips a day, carrying 2.2 tons per 
trip; its daily mileage averaging about 
eight miles. 

Previous to the introduction of the 
automobile in the Kensington district, 
small lots of freight were sent from sta- 
tion to station in cars. With the automo- 
bile service congestions are relieved and 
the movement of freight by a direct route 
instead of a circuitous one saves both time 
in delivery and the use of freight cars. 

The Pennsylvania Railroad is also 
bringing the automobile into use in its 
passenger service. In Jersey City an in- 
novation is the introduction of large auto- 
mobile trucks in the baggage service. 
These trucks are about the size of a 
three-horse wagon and are so built that, 
when loaded, the floor of a truck is on a 
level with and flush against that of a 
baggage car. . 

Many hard knocks are in this way saved 
to every trunk handled through the Jersey 
City station. In moving a trunk from 
the car to the truck it receives about the 
same handling it would get in being 
shifted about inside the same car. This 
is but one of the trunk-protective features 
of the trucks. Another is that they are 
enclosed entirely with a wire grating and 
leather top, preventing any scraping or 
falling in the trip across the river. 

The service to which the new trucks are 
being put entails through trips between 
the baggage cars and the Twenty-third 
street station, in New York. They are 
loaded to their full capacity and are raised 
and lowered between the ferry level on 
elevators. The electric power does away 
with the manual lahor formerly necessary 
to push loaded trucks up the heavy grades 
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at the approach to the ferries, at certain 


stages of the tide. 
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that there are now being built a number 
of small electric trucks for use in the new 


The truck is about fifteen feet long and terminal station in Washington, D. C. 
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five feet wide, with a seat in front for the 
driver. 


Its height of about nine feet is 


These will be similar to the trucks now 
used in Broad street station, though they 
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LARGE AUTOMOBILE TRUCK USED BY THE PENNSYLVANIA RAILROAD IN TRANSFERRING BAGGAGE 
FROM CARS IN THE JERSEY City TERMINAL TO NEw York CITY. 


necessary that the floor of the truck may 
meet the baggage-car floor on a level. 

So satisfactory have these automobiles 
proved in the baggage and mail service 


will embody improvements which are ex- 
pected to overcome the slight difficulties 
experienced with the first automobile 
trucks that were placed in service. 
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A DIRECTIVE SYSTEM OF WIRELESS 
TELEGRAPHY. 


To THB EDITOR OF THE ELECTRICAL REVIBW : 

In your issue of May 9, Mr. O. C. Roos 
reviews the two articles describing the 
system of directive wireless telegraphy 
published by us in Electrical Engineering 
(November 14, 1907 and March 5, 1908). 

Mr. Roos characterizes our account as 
being “interesting, but in some respects 
indefinite”; that is to say, that our ex- 
planation lacked clearness in certain parts, 
as would also appear from the observations 
made by Mr. Roos. 

We intend now to clear up certain ob- 
scure points. The diagrams of the energy 
, emitted or received by an aerial of our sys- 
tem were obtained by the employment of 
the thermogalvanometer, which responds 
to the whole of the energy received and 
not to the maximum amplitude of the os- 
cillations; and only in applying the de- 
tectors generally employed (electrolytic, 
magnetic, coherer, etc.) to our system were 
we obliged to make reservations as to the 
diagrams to be considered in the different 
cases in relation to the special manner in 
which these detectors operate. 

In the description of the transmitting 
radiogoniometer we said that the primary 
winding induces in the two aerial circuits 
currents whose intensity and phase vary 
with the orientation of the said winding. 

To make this point more clear, which 
we evidently did not sufficiently explain 
previously, let us consider the case of a 
single secondary winding connected to a 
single closed oscillatory circuit forming 
the aerial. When the plane of the primary 
winding coincides with that of the 
secondary, the current induced has its 
maximum value. On turning the primary 
bobbin through 180 degrees, the current 
in the aerial will have the same value as 
hefore, that is to say, will be a maximum, 
but its phase will be altered by half a 
period with reference to the phase of the 
former current. In other words, when one 
causes the movable coil to pass from one 
“ide to the other of the axis of the fixed 
winding, the phase of the current changes 
by a half period while at the same time 
its intensity passes through zero. 

For the radiogoniometer with two 
‘ccondary windings the phenomena are 
the same. No special relation exists be- 
tween the length of wave used and the 
limensions of the aerials, for obtaining 
the phase difference. The radiation from 
a closed oscillatory circuit is due to the 
clectrie field of dispersion, the lines of 
force from which extend from the arma- 
lures of the condenser to the earth’s sur- 
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face; and since at the same instant these 
lines of force are on the one side of the 
opposite sign to those on the other side, 
it follows that the phase of the magnetic 
field in the one sense differs by one half 
period from the field in the opposite sense. 

When the aerial is formed of two ver- 
tical closed oscillatory circuits mutually 
perpendicular, the space can be regarded 
as being divided up into four quadrants. 
The partial fields set up by the two cir- 
cuits will be in phase in two opposite 
quadrants and in consequence they add 
themselves; in the two remaining quad- 
rants they will be opposite in phase and 
hence they are to be subtracted. If one 
varies the phase in one of the aerial cir- 
cuits by one half period, by suitably turn- 
ing the movable winding, in the two quad- 
rants where previously the fields were in 
phase they will now be in opposition of 
phase, and vice versa; the direction of 
the maximum radiation will have passed 
from one pair to the other pair of quad- 
rants. 

Mr. Roos asks with what exactitude the 
determination of azimuths can be effected 
with our system when the station is en- 
circled by disturbing influences such as 
adjacent buildings, ships and other sta- 
tions, and what accuracy we obtained in 
our determinations of the bearings of the 
Channel stations. 

To this we can reply that every time it 
was possible to take a sufficient number of 
observations of the bearing of known 
transmitter stations the approximation 
was always close to about one degree; and 
in the most unfavorable case, where the 
signals lasted only a few seconds, it was 
easy to get within five degrees. In the 
extreme case, where a station might he 
so surrounded by buildings that the waves 
arrived distorted or deviated, it would be 
possible to find empirically the relation 
connecting the true bearing with the ap- 
parent bearing as given by the radio- 
goniometer. 

As regards the disturbing effects of other 
transmissions, the only station which af- 
fected the directive reception at Havre 
was the station at Dieppe belonging to the 
Western Railway of France, which is 
situated in the same plane with reference 
to Havre as our own station at Dieppe; 
and the wave-length employed at this sta- 
tion is nearly the same as at our station, 
while the energy employed and the damp- 
ing are both very much greater. Other 
disturbances arose from the signals from 
ships inside the harbor at Havre at a dis- 
tance of only a few hundred metres from 
our station. 
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The coupling between the aerials and 
the exciting circuits has always been loose, 
which is an inherent condition with closed 
oscillatory circuits having too great a 
self-inductance to permit of close coupling 
being employed. 

E. Beruni anp A. Tosi. 

[The foregoing letter from Messrs. 
Bellini and Tosi was translated by L. H. 
Walter, who translated for Electrical En- 
gineering the two articles above referred 
to, and upon which the criticism from Mr. 
Roos was based.] 

— 0 
Electricity in the Mines and 
Reduction Works of the 
Anaconda Copper Mining 
Company. 

In the issue of the Mining and Scientific 
Press of June 27, a very interesting report 
of the operation of the mines and reduc- 
tion works of the Anaconda Copper Min- 
ing Company is given. Electric locomo- 
tives have been installed on several impor- 
tant levels of the Anaconda group and 
are giving satisfactory results in efficiency 
and cost of haulage. The new compressor 
building erected at the Diamond mine 
contains four electrically driven com- 
pressors with a total capacity of 16,000 
cubic feet. These are all fitted with steam 
cylinders for use in case of failure of the 
electric current. Four new 600-horse- 
power, alternating-current electric motors 
and two circulating pumps and four five- 
ton traveling cranes have been installed. 

The Never Sweat compressor plant 
now consists of five compressors with a 
capacity of 32,000 cubic feet of air per 
minute, two of the largest being elec- 
trically driven. 

Since February, 1907, electric power 
has been used at the concentrator and in 
other departments of the works. This 
power has been found efficient and the 
cost much below that of steam for the 
same work. A large part of the electric 
power furnished at the works is brought 
from the Missouri River, but during the 
vear the Flint Creek water power and 
electric light plant has been furnishing a 
considerable amount of current. 

The Washoe company installed in its 
substation at the works three 400-kilowatt 
transformers, one voltage regulator for the 
city lighting system, and additional 
switchboard capacity for the new blast- 
furnace blower-house. In the smelter 
power-house there have been installed one 
600-horse-power motor, one 750-horse- 
power motor for blowing engines, and one 
600-horse-power motor for an air com- 
pressor. An entirely new blower build- 
ing has been erected, with a fifteen-ton 
erane for handling machinery, four 600- 
horse-power motors, and four blowers, each 
of 36,000 cubic feet of air per minute 
capacity. 
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The Influence of Humidity Upon the 
Electrical Discharge from 
Points in Air. 


An investigation of the effect of moist- 
ure upon the electrical discharge points in 
air has been made by John Zeleny. It is 
of some importance to establish the mag- 
nitude of this effect so that the. results of 
experiments performed on different days 
in the open air may be directly compared, 
and so that laboratory results for dry air 
may be applied to such cases as the dis- 
charge from points of lightning conduct- 
ors or the discharge from high-potential 
wires. The experiments were designed to 
determine the influence of humidity upon 
both the voltage required to start a dis- 
charge and the magnitude of the poten- 
tials required to produce different cur- 
rents. The apparatus consisted of a brass 
wire about a quarter of a millimetre in 
diameter and four centimetres long. The 
end was rounded and placed at a distance 
of one and one-half centimetres from a 
brass disc seven and one-half .centimetres 
in diameter. The two were enclosed in a 
brass cylindrical vessel fifteen centimetres 
high and thirteen centimetres in diameter. 
The disc was connected to earth through a 
galvanometer and a telephone, and the 
point could be maintained at any desired 
potential by means of a small Wimshurst 
machine. Air was passed through the ap- 
paratus and then through a gas meter. 
The amount of water contained was deter- 
mined by measuring the absorption in cal- 
cium chloride tubes. The experiments 
were conducted at various temperatures, 
and the first important fact noticed was 
that the effect of water vapor depends 
upon the absolute water content of the air, 
and not on its relative humidity. Evi- 
dence on this point was obtained by ob- 
serving the discharge with dry air and 
then air saturated with water vapor at 
three degrees centigrade. It was found 
that the ratio of potential required to ob- 
tain a given current in air at this low tem- 
perature was smaller than when the air 
was at the ordinary room temperature, and 
this ratio for the cold air corresponded in 
hoth discharges to that obtained for warm 
air having equal water content. Two sets 
of eurves are given, the first showing the 
influence of humidity upon the positive 
discharge in air. The curve showing the 
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point at which the positive discharge be- 
gins is nearly horizontal, the amount of 
water vapor having but little effect, though 
apparently with a tendency to diminish 
the critica] potential. The other curves, 
which show the potential required to main- 
tain different values of current, show that 
this increases with the humidity of the 
air, and the increase is somewhat more 
rapid for the drver air. From these curves 
it is possible to plot a second set showing 
how the current produced by a given po- 
tential changes with the amount of water 
vapor present. The curves showing the 
effect of humidity upon the negative dis- 
charge in air are somewhat more erratic 
than those for the positive discharge. 
That showing the potential at which the 
discharge begins lies below that for the 
positive critical value, as do all the curves 
for corresponding currents. The form of 
these curves corresponds, however, to those 
for the positive discharge, and the poten- 
{ial required to produce a given current 
increases with the amount of water vapor 
in the air, the change being more rapid 
when the amount of water present is small. 
The total increase from dry air to satu- 
rated air is about sixteen per cent.—Ab- 
séracted from the Physical’ Review (Lan- 
caster), June. 


The Design of a Continuously Ad- 

justable Resistance. 

A certain investigation making neces- 
sary a resistance which would vary con- 
tinuously the current through a coil from 
a maximum value in one direction to a 
corresponding value in the other, a study 
of the problem thus presented was made 
bv J. T. Morris, R. M. Ellis and F. 
Strude. The results of their investiga- 
tion are given here. A liquid resistance 
was first tried, and the type first experi- 
mented with consisted of a cast-iron tank 
containing a soda solution, into which an 
electrode could be gradually lowered, 
finally short-circuiting the whole of the 
resistance. As the short-circuiting occa- 
sioned an abrupt change in the current, 
it became necessary to work with a lower 
resistance of the electrolyte. This could 
not be accomplished sufficiently well by 
the use of soda nor by copper sulphate; 
consequently, dilute sulphuric acid was 
tried. A direct consequence of the de- 


crease of resistance now became apparent 
in an abrupt change of the current imme- 
diately the electrode entered the liquid. 
This effect might have been diminished 
by using an electrode with a finer point, 
but the method was abandoned because it 
permitted a variation in current from the 
maximum value to zero only, and it was 
desired to obtain a complete reversal in 
one operation. For this purpose a hquid 
resistance was tried. This was in the 
form of a trough with current passing 
continuously through it. By means of 
two movable lead electrodes attached to a 
shifting belt. so that they would travel 
simultaneously, a continuous variation in 
current from the maximum positive to the 
maximum negative value was obtained; 
but there was difficulty in obtaining suff- 
ciently large final values with a soda solu- 
tion, so that sulphuric acid was substi- 
tuted. The latter, however, gave rise to 
polarization, causing an abrupt reversal 
of the current as the electrodes passed one 
another. A better arrangement was ob- 
tained by using two large water resist- 
ances, but the device was neither portable 
nor efficient. An atiempt was then made 
to substitute resistances built up of car- 
bon plates, which could be pressed to- 
gether more or less firmly. Two such re- 
sistances were used, each divided into two 
portions by insulating plates connected in 
a way similar to the arms of a Wheatstone 
bridge. This method was inefficient, and 
the resistance of the arrangement was un- 
certain, unless the plates were pressed 
firmly together. Next a similar arrange- 
ment built up of wire was tried, the wire 
in the first design being wound on a piece 
of slate. Contact was made by means of 
two sliders to reverse the screws rotated 
by a common hand wheel. This arrange- 
ment was satisfactory for currents not 
greater than one ampere, but when larger 
currents were employed, the adjustment, 
as the sliders approached one another, be- 
came less and less continuous. The ar- 
rangement was rather bulky and noisy in 
operation. Jt was therefore discarded for 
a resistance consisting of a single strip of 
metal folded up in zigzag form, the alter- 
nate portions being insulated from one 
another by mica. The strip was one and 
one-quarter inches wide and 0.005 inch 


thick. The total number of folds was 
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9000, and two sliders were provided, 
which are traversed over the same side of 
the resistance by means of screws. This 
arrangement answered the purpose ad- 
mirably. The only objection to it is the 
time required to shift the sliders so as to 
produce considerable variations in the cur- 
rent. There is one defect of little impor- 
tance, which is the slight break in the 
continuity of changes produced by the 
short-circuiting of adjacent layers of the 
resistance by the two brushes as they pass. 
—Abstracted from the Electrician (Lon- 
don), June 26. 


Converting Hand-Biown Organs. 

Several simple methods of adapting en 
electric motor to driving hand-blown or- 
gans are here described by J. W. Barr. 
All of these methods have been actually 
applied by the author. Where a rocking 
lever is still retained the problem is some- 
what troublesome and generally necessi- 
tates the installation of a crank-shaft. In 
one case an organ which required the 
services of three men was converted to 
the electric drive by connecting three rock- 
ing shafts to a crank-shaft having three 
cranks, and on which was a thirty-six- 
inch pulley which was belted to the motor 
pulley. To control the motor a liquid 
resistance was placed in the armature cir- 
cuit, and the electrode suspended from a 
cord attached to the wind chest. As the 
latter rises as it is filled with air, the 
electrode is gradually lifted out, decreas- 
ing the speed of the motor. At first there 
was some difficulty due to pulsations of 
the motor as the circuit was made and 
broken when the amount of air drawn 
from the wind chest was small. In this 
organ there were two wind chests for fur- 
nishing air at different pressures. By con- 
necting the regulator to both chests the 
operation became smooth. The crank- 
shaft was driven at thirty-two revolutions 
a minute. The motor required five am- 
peres at eighty volts. About 350 watts 
were dissipated in the liquid resistance. 
The motor pulley was about six inches in 
diameter, and the speed, when reduced 
by the resistance, was 200 revolutions a 
minute. This motor runs within four fect 
of the organist’s seat, and the regulator 
8 placed just back of the organ. The 
operation is entirely noiseless, and all that 
Is required to maintain the system in good 
condition is an addition of soda solution 
once a week to make up for evaporation. 
Blowing this organ by hand cost $50 a 
vear. To drive it electrically costs about 
$1.10 a month, with energy at four cents 
a kilowatt-hour. A second organ which 
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the author transformed to the electric 
drive had but a single wind chest. The 
hand-blowing arrangement was a thirty- 
inch wheel fitted with a handle rotating 
a three-throw crank-shaft. A leather belt 
was placed over this wheel and over a 
motor pulley, and a liquid resistance in- 
stalled, as in the first case, although here 
the electrode was counterbalanced so that 
in case the controlling string should break, 
the motor circuit would be opened. The 
author does not think that the induction 
motor can be used as satisfactorily for 
organ blowing on account of the disagree- 
able magnetic hum. He, however, in- 
stalled a single-phase, five-horse-power in- 
duction motor for operating a large organ, 
belting the motor to the crank-shaft as in 
the cases just described. In this case it 
is necessary to install a belt-shifting device 
for throwing the Joad off and on the mo- 
tor, and a damper in the feeder to the 
wind chest which controls the amount of 
air supplied to the latter. The running 
performance was not altogether satisfac- 
tory.—A bstracted from the Electriral Re- 
view (London), June 26. 
< 
The Electric Train-Lighting System 
of the Gesellschaft für 
Zugbeleuchtung. 

The svstem of train lighting here de- 
scribed is being introduced in Germany, 
and makes use of the Rosenberg dynamo. 
This machine, it will be remembered, de- 
livers a fairly constant current independ- 
ently of the speed at which it is driven. 
The regulation is secured by short-circuit- 
ing the usual brushes and by placing a 
pair of secondary brushes midway under 
the poles. The latter brushes furnish the 
series exciting current, and the charging 
current for the batteries. The armature 
reaction produced by the currents flowing 
through the short-circuited connection not 
only maintains the output current con- 
stant, but maintains unchanged its di- 
rection when the direction of rotation is 
changed. When this system is employed 
a number of auxiliary devices are neces- 
sary, and these are described here in some 
detail. Two types of generator are con- 
structed, one intended to be placed in the 
baggage car, where it is more or less 
under control of the train attendants, and 
the other for suspension under the cars. 
The dynamos are completely encased, as 
is also the driving belt, which is pro- 
vided with a stretcher. Roller bearings 
are used, which require but slight al- 
tention. There are iwo methods of ap- 
plying the system, one employing two 
hatteries which are alternately charged 
and used, and the other, which is less 
expensive, uses but a single battery. In 
the latter case antomatie means must he 
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provided for preventing the battery when 
charged from discharging through the 
generator. On the Prussian State Rail- 
ways movable switches are prohibited. 
In their place an electrolytic valve cell is 
used. There are two electrodes, consist- 
ing, respectively, of aluminum and iron, 
placed in a solution of ammonium borate. 
In operation the solution liberates am- 
monia, which is undesirable, but sodium 
and potassium can not be used. It is 
necessary to have the aluminum electrode 
completely covered by the electrolyte. A 
rubber-covered lead is attached to it, the 
lug itself being covered with rubber and 
vulcanized on the plate. These plates 
must be formed before assembling, which 
is done by thoroughly cleaning them and 
then maintaining them subjected to a 
potential for several davs while in the 
borate solution. The cells are intended 
to resist potentials of forty volts. Some 
of them have been in use for six years 
without giving trouble. To regulate the 
potential at the lamps fine iron wire re- 
sistances similar to the Potter ballast 
employed in the Nernst lamp are used. 
The company has also developed auto- 
matic switches, which are installed when 
preferred to the electrolytic valve. When 
the latter is used it is necessary to replen- 
ish the.electrolyte every four days or so 
in summer, and in winter about every ten 
days. A fifty-ampere cell weighs complete 
about eightv-eight pounds.—A bstracted 
from Engineering (London), June 26. 
— [ea 
Municipal Lighting at Man- 
chester, England. 


The report of the Electricity Commit- 
tee of Manchester, England, for the vear 
ended March 31 states that on the vear’s 
working there was a net surplus of $97,- 
715, of which $9,965 has been appropri- 
ated for extension of works (for which 
borrowing powers can not be obtained), 
$50,000 has been paid to the city fund 
in aid of rates, and the balance, $37,725, 
has been carried to the reserve fund. The 
total income was $1,923,010. The work- 
ing expenditure absorbed $1,096,790, and 
the balance was 826,220. The reserve 
fund now stands at $69,270. The capital 
outlay up to the end of the vear amounted 
to $12,212,995. At the end of December 
prices of current for lighting purposes 
were reduced from nine cents to 7.25 cents 
per unit to consumers on the flat rate. To 
long-hour consumers the reduction was 
from $35 per kilowatt of maximum de- 
mand and 3.5 cents per umt to $35 per 
kilowatt of maximum demand and three 
cents per unit. 

The total output of electricity from the 
three generating stations during the 
{welve months amounted {0 82,75? 989 
units, as compared with 63,056,914 wiis 
of the previous year, an increase of 31.94 
per cent. The total mileage of main con- 
ductors laid on March 1, 1908, equals 338 
miles 1,084 yards, being sixteen miles 
1,001 vards more than on March 31, 190%, 
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SECTION 


ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


MECHANICAL APPARATUS 


N the last issue of the ELECTRICAL 
Review considerable space was given 
to descriptions and illustrations of 

electrical apparatus which entered largely 

into the work of the electrical contractor. 

The apparatus described and illustrated in 

the following pages is also of especial in- 

terest to the contractor and in many in- 
stances is shown for the first time. 


The Richmond Electric Com- 
pany’s Polyphase Induc- 
tion Motor. 

The Richmond Electric Company, Rich- 
mond, Va., has placed on the market a 
polyphase induction motor, illustrations 
of which are shown herewith. Great care 
has been taken to make these motors 
compact, light, free from vibration, and 
at the same time having the highest pos- 
sible efficiency and power-factor. The 
company is now manufacturing these ma- 
chines of the squirrel-cage type in sizes 
from one-quarter to fifty horse-power. 
The stator frames are of cast iron in one 
piece. The feet are broad, and the en- 
tire frame construction is such that there 
can be no possible springing, and a rigid 
support for the laminations is secured. 


RicHMOND PoLypuase INDUCTION MOTOR. 


The stator windings are liberally designed 
for carrying capacity, and sufficient insu- 
lation has been used to withstand severe 
service and avoid breakdowns. 

The rotor is built up of thin discs of 
sheet steel, clamped under hydraulic press- 
ure. These rotors are of the squirrel-cage 


type, the heavy insulated copper bars be- 
ing placed in entirely closed slots and 


The Advance Electric Com- 
pany’s Single-Phase, Alter- 
nating-Current Motor. 

The accompanying illustration shows 
the one-quarter-horse-power, single-phase, 
alternating-current motor placed on the 
market by the Advance Electric Company, 
St. Louis, Mo. This is an induction 
motor with the field of the usual con- 
struction, slotted, laminated and coil- 
wound, and connected directly to the sup- 
ply circuit. The induced currents in the 


m=" armature are carried by two sets of con- 


Stator OF RICHMOND POLYPHAS8E JNDUCTON 
MOTOR. 


riveted to resistance rings at each end. 
Before winding, the outside diameter of 


Roror oF THE RICHMOND POLYPHAsE INDUC- 
TION MOTOR. 


Y the rotor and the inside diameter of the 


stator are ground to exact diameters, pre- 
senting a bright, smooth surface and in- 
suring an absolutely accurate air-gap. 

A special starting winding is placed in 
the stator slots of these machines. This 
winding, at the time of starting, is thrown 
in series with the running coils, and after 
the machine has been brought up to speed 
these coils are cut out of circuit with a 
double-throw switch provided by the com- 
pany. ° 

Machines smaller than seven and one- 
half horse-power are not usually furnished 
with starting coils, but are thrown directly 
upon the line with an ordinary single- 
throw switch. 


ductors. One set, near the surface of the 
core, is an insulated winding connected 
to a commutator which is short-circuited 
through a set of brushes; and the other 
set is deep down in the core and consists 
of copper bars extending through a circle 
of holes and securely connected 
to the conducting flanges con- 
necting the armature discs. 

The mechanical construction 
follows the best modern practice, 
with large steel shafts and ample 
bronze bearings. The lubrication 
on the smaller sizes is by grease 
cups, and on the larger sizes by 
oil chambers and oil rings. 

The motors may be arranged 
for wall or ceiling suspension, 
and can be supplied at extra cost 
with enclosing covers, special 
shafts, back gears or idler pulleys. The 
motor is started by simply closing 
the switch, and may be stopped or started 
from any distance. 

The motor is reversed from the outside 
without changing connections, by loosen- 


ADVANCE SINGLE-PHASE ALTERNATING- 
CURRENT MOTOR. 


ing a clamp stud and turning the field to 
an index mark for the opposite direction 
of rotation. The motor may be operated 
at any speed below normal by reducing the 
voltage by either a rheostat or transformer. 
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Recent Improvements In 


Weatherproof Service 
Switches and Branch 
Boxes. 
There has developed, within the last 
few years, a large demand for weather- 
proof service switches, and they have been 


New D & W WEATHERPROOF SERVICE Box. 


extensively used with the result that severe 
conditions have indicated ways in which 
they could be improved. One of the 
weaknesses of the old-style switch was 
that the neutral fuse was removed when 
the switch was opened, which sometimes 
resulted in accidents owing to the fact 
that the removal of the fuse opened the 


D & W Service Box, SHowina WITHDRAWAL 


Hooks ox Posttrve AND NEGATIVE ONLY. 


ground connection of the neutral wire. 
Another point was that while the old-style 
box was intended as a weatherproof box, 
not being provided with gaskets, it fre- 
quently fell far short of meeting this re- 
quirement, 

A new line of D & W switches and boxes 
has been developed in which these defects 
have been corrected. They are con- 
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structed for use both as cutout and switch, 
and are intended to be placed on the out- 
side of buildings where overhead wires 
enter, or in cellars where the wires enter 
from the subway. The accompanying illus- 
trations show how the service switches are 
so designed that the neutral fuse remains 
permanently in the box, thus avoiding 
any possibility of accidents due to the fuse 
being improperly withdrawn. Withdrawal 
hooks are provided on the positive and 
negative only. This avoids any poesi- 
bility of tampering with the box through 
ignorance or otherwise, and in case of fire 
the neutral fuse is drawn, leaving the 
other fuses in the box. | 

Fuse guides are mounted in the covers 
to accurately align the fuses, so that posi- 
tive contact is made when the cover is 
again closed, throwing the fuses into cir- 
cuit. There are also mounted in the 
covers withdrawal hooks, which, by a one- 
quarter turn of the levers on the outside 
of the cover, remove the positive or nega- 
tive fuse at will, and, when desired, the 
cover can also be opened without remov- 
ing any of the fuses. The fuses are of 
the well-known D & W National Elec- 
trical Code standard, and the boxes are 
provided with rubber gaskets and remov- 
able porcelain bushings, thus making 
them thoroughly moisture-proof when the 
cables are taped in. The outlets of the 
box are amply large, so that after the 
bushing is removed the cable terminals 
may be passed through the box and 
sweated on to the cable, which is highly 
desirable during installation. 

To insure a uniform product, the cast- 
ings are made in the factorys own 
foundry and are of much finer grade than 
are ordinarily purchasd in the open mar- 
ket, being lighter in weight as well as hav- 
ing a smoother, finer finish. 

Branch boxes and main-line boxes are 
manufactured in the types and capacities 
given below: Type I-7, 0-60 amperes, 
double-pole; type I, 0-60 amperes, 
triple-pole; type I-8, 61-100 amperes, 
double-pole; type I-2, 61-100 amperes, 
triple-pole; type I-9, 101-200 amperes, 
double-pole; type I-3, 101-200 amperes, 
triple-pole; type I-10, 201-400 amperes, 
double-pole; type I-4, 201-400 amperes, 
triple-pole; JB-1, thirty amperes, triple- 
pole, single-branch, 250-volt cutout boxes ; 
JB-2, fifty amperes, triple-pole, single- 
branch, 250-volt cutout boxes; JB-3, 100 
amperes, triple-pole, single-branch, 250- 
volt cutout boxes. 

Branch boxes have split bushings 
mounted in the covers and boxes, which 
permit of the necessary connections with- 


ee 
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out any break in the wiring, thereby re- 
ducing the cost of installation. | 

This improved line of cutout boxes is 
being placed on the market by the Central 
Electric Company, Chicago, Ill. 

— 0 

Apple Ignition Apparatus. 

Although not strictly to be considered 
as part of an electrical installation, as 
these terms are generally understood, 
contractors are finding a very profitable 
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APPLE DYNAMO. 

field in applying ignition apparatus and 
in selling ignition supplies for use with 
gas engines and in the automoble in- 
dustry. | 

The Dayton Electrical Manufacturing 
Company, Dayton, Ohio, has developed an 
ignition apparatus consisting of an Apple 


APPLE SNAP SWITCH AND AMPERE METER. 


dynamo, a switchboard and a six-volt, 
sixty-ampere-hour storage battery. 

The plan of wiring this outfit provides 
for taking the ignition current from the 
storage battery at all times, while the dy- 
namo is used simply to keep the battery 
recharged. The switchboard acts as a ter- 
minal for all wires between the dynamo 
and the battery, and by means of the 
meter on the switchboard the operator can 
ascertain at all times just how much cur- 
rent he has available. 

The outfit has two reliable sources of 
current—the battery and the dynamo, 


The current should be taken regularly 
from the battery while the dynamo keeps 
the battery recharged, but in an emer- 
gency the dynamo can be used without the 
battery. 
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Westinghouse Potential 
Regulators. 

In order to secure good regulation 
throughout a central station distribution 
system means must be provided for regu- 
lating the voltage on each feeder. The 
voltage drop in any feeder depends upon 
its arrangement, sectional area and length, 
and upon the amount and power-factor of 
the load it carries. The time-load curve 
of each feeder must also be considered in 
comparing the voltage drops on several 
feeders, as it is evident that these curves 
may vary widely, even when the average 
loads on the feeders are approximately the 


WESTINGHOUSE PoLYPHASE MorTor-OPERATED 
INDUCTION REGULATOR. 


same. By compensating for the voltage 
drop on each feeder independently of all 
the others, good regulation can be estab- 
lished with widely varying conditions of 
load. It is for this purpose that the po- 
tential regulators described herewith were 
primarily designed. 

The Westinghouse Electric and Manu- 
facturing Company, Pittsburg, Pa., makes 
regulators of different kinds for varying 
the potentials on feeder circuits. The two 
principal types employed are the induction 
type potential regulator and the step-by- 
step type potential regulator. The first 
type effects the regulation of a single- 
phase circuit by altering the position of a 
coil in a magnetic field, thereby changing 
the magnetic flux passing through the 
coil; the second type by cutting in or out, 
by means of different taps, sections of the 
winding of a regulating transformer. 
Both of these types of regulators are made 
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for either single-phase or polyphase cir- 
cuits. The single-phase regulators are 
generally used on feeder “circuits supply- 
ing electric lights, and the polyphase regu- 
lators are used in connection with rotary 
converters on feeder circuits supplying 
power either with or without lights. 

The design of the Westinghouse poten- 
tial regulators is such that a minimum 
amount of material enters into their con- 
struction, leading to light weight and com- 
pactness, and requiring minimum floor 
space. Leads from two similar coils are 
brought out through the case. These can 
be connected in parallel outside the case, 
so that double the rate of current can be 


. regulated through half the standard range. 


A further advantage of the induction type 
regulator is that it lends itself readily to 


automatic operation, so that a constant | 


potential may be maintained on the feeder 
circuit without attention on the part of 
the station operator. 

The capacity of the regulator for any 
given service depends on the range of 
regulation required and the total load on 
the feeder. The standard regulators are 
designed to raise the voltage ten per cent 
or lower the voltage ten per cent, thus 
giving ten per cent regulation; and the 
capacity, therefore, would be ten per cent 
of the full load of the feeder. For ex- 
ample, a 100-kilowatt circuit with ten per 
cent regulation would require a ten-kilo- 
watt regulator. If five per cent regula- 
tion were required a five-kilowatt regu- 
lator would be necessary. 

The essential parts of a single-phase in- 
duction regulator are a rotatable primary 
core and windings assembled on a shaft, 
and a stationary core with windings which 
is mounted in the regulator case. The 
rotor is operated by means of a worm 
wheel and worm, the shaft of the latter 
being driven either by a hand wheel or by 
a motor through spur gearing. The cases 
of both the manually operated and the 
motor-driven induction regulators are the 
same, and are made of cast iron well 
ribbed so as to provide ample cooling 


surface. The top of the case, which forma | 


the cover, is a separate casting held in 
place on an accurately machined surface 
by means of four poles. A hole is bored 
in the centre of the cover, forming the 
upper bearing of the primary or rotor 
shaft. 

The rotor shaft is revolved by means of 
a bronze worm wheel which engages a 
forged steel worm, the latter being pro- 
vided with a ball bearing end thrust. 
The housing for the worm gear is a sepa- 
rate casting which is bolted to the cover. 
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This casting is made separate instead of 
being an integral part of the cover, in 
order to permit close adjustment between 
the worm wheel and the worm. 

On the automatic regulators the worm 
shaft is connected to the motor through a 
spur gear and pinion. This makes a com- 
pact driving device. A handle is also pro- 
vided on the automatic regulator so that 
in case of emergency the regulators may 
be operated manually. When hand-oper- 
ated regulators are furnished the spur gear 
is replaced by a hand wheel, and the regu- 
lator is driven directly from the worm 
shaft. 

In motor-driven induction regulators 
the operation of the motors is controlled 
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Six-PHasE AIR-BLastT INDUCTION REGULATOR, 
MoTor-OPERATED, FOR USE witTa SIX- 
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by means of relays. As the current-car- 
rying capacity of the contacts or switches 
for starting, stopping and reversing the 
motor must be ample, entailing substan- 
tial construction, and as the accuracy of 
regulation must be approximately from 
one-half to one per cent under all condi- 
tions, it has been found desirable to divide 
these functions between two relays, one 
the voltage-regulating relay and the second 
the auxiliary relay. 

The voltage-regulating relay is in effect 
a contact-making voltmeter which is con- 
nected to the circuit to be regulated. Its 
functions are to close one contact when 
the voltage of the circuit is below the 
desired value, and to close another con- 
tact when the voltage exceeds the de- 
sired value. The relay is mounted in 
a circular case of the same general ap- 
pearance as those of the Westinghouse 
indicating switchboard meters. The total 
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energy required for this coil is about ten 
watts at normal voltage. 

The secondary or auxiliary relay is con- 
nected between the voltage relay and the 
motor circuit, and is designed to relieve 
the contacts of the primary relay from 
carrying the whole current required to 
operate the motor. The auxiliary relay is 
in effect an electrically operated, double- 
pole, double-throw switch with carbon con- 
tacts. It is so connected as to start the 
motor in either direction and at the same 
time release the motor brake. These relays 
vary slightly in design according to the 
character of the service and the ampere 
capacity required. They may be wound 
to suit the voltage and the frequency of 
the auxiliary circuit used. | 

The principle of the operation of the 
step-by-step potential regulator is prac- 
tically the same as that of the induction 
regulator. In the step-by-step type the 
series coil is divided into a number of 
sections which may be successively cut in 
or out of the circuit to be regulated in- 
stead of varying the flux through the 
entire coil as in the induction type. The 
step-by-step type regulator has been de- 
veloped in two general mechanical forms 
—the drum type and the dial type. The 
former comprises a drum and finger type 
switch similar to a railway controller, 


and the latter a face plate with a dial- 


switch for switchboard mounting. The 
drum type regulator can be placed on the 
station floor in front of the switchboard 
or it can be placed behind the switchboard 
and operated by means of a hand wheel 
through chains or shaft and gears. It 
may be mounted in a horizontal, vertical 
or inverted position as required. 
— 0 
Effective Lighting. 


The lighting fixture business in the 
West has for years been considered a com- 
mercial proposition of selling so much 
metal for its equivalent in money. Most 
wonderful forms have been created and 
placed in various buildings without re- 
gard to whether such pieces harmonized 
with the surroundings. The architect, 
contractor and the consumer have for 
Years visited fixture showrooms contem- 
plating the purchase of lighting effects for 
their building, whether such building be 
for public use or for the home, and have 
heen grected by a maze of metal so dense 
that it has always caused confusion to 
the purchaser, After purchasing the de- 
sired amount of metal for the building, 
there still remained a doubt as to whether 
such pieces as were selected were really 
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appropriate. This condition has caused 
many disappointments. 

For years the Central Electric Com- 
pany, 264-270 Fifth avenue, Chicago, 
Ill., has studied the shortcomings of the 
fixture-supply business in the West, and 
after looking carefully at all sides of the 
situation decided that a fixture house 
which was sufficiently progressive to take 
a stride forward out of the rut of the 
past would be appreciated and patronized 
in a manner which would be profitable. 
The first step was to acquire a factory 
equipped for the production of correct 
and unusual effects in metal. To secure 
the craftsmen for such an organization 
it was obliged to locate its factory in 
Boston, where it now has a designing de- 
partment, and a factory organization 
which is second to none in the United 
States. Each man in this organization 
has been selected with great care, bearing 
in mind that to give the public what it 
desires from the designer of the various 
effects through to the modeler, the 
foundryman, the toolmaker and the 
chaser, there must be in their tempera- 
ment the necessary feeling for art in its 
true meaning, and on all of the work pro- 
duced by this company will be seen in the 
lines of the model, in the marks of the 
hammer and the dainty lines forced by 
the chaser’s tools, the characteristics of 
each individual craftsman. | 

The following quotation will give some 
idea of this company’s interpretation of 
the true meaning of the lighting fixture 


business : 

“A lighting fixture must have two in- 
ceptions: First, in the designer’s thought, 
made apparent by the use of the pencil, 
and, second, by craftsmen of sterling 
worth. It is the service of such an or- 
ganization that they offer.” 

In building its studios, the company has 
given great care to the arrangement of the 
various rooms so that each fixture is seen 
individually, and under conditions which 
enables the purchaser to make intelligent 
selections. Crowding of the rooms has 
been avoided, each piece shown being 
lighted, thus enabling one to see the effect 
as it will be when the fixture is perma- 
nently placed. 

The sales organization is composed of 
representatives having a thorough knowl- 
edge of interior architectural detail so 
that when a prospective client makes 
known the conditions existing in his 
building. correct suggestions can be of- 
fered. The studios are, undoubtedly, the 
most complete and beautifully decorated 
rooms for the display of lighting effects 
in the West, and every courtesy and con- 
venience is shown prospective clients. 

The Central Electric Company cordially 
extends an invitation to those interested 
to visit these studios. 
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A New Strand or Messenger 
Wire Grip. 

As requirements necessitate, the invent- 
ive mind is called into play to devise 
means of supplying something to fill the 
want. In this particular instance, the re- 
quirements were in the nature of a device 
to handle strand or messenger wire safely, 
securely and without injury to the wire. 
For this purpose the grip shown in the 
illustration herewith has been designed. 
The grip consists of a body or retaining 
piece in which two steel wedge-shaped 
jaws move longitudinally. These jaws are 
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arranged so as to move in either direction 
simultaneously, thus opening or closing 
them in unison. The gripping surface of 
the jaws is concave, and is provided with 
a series of milled teeth, spread over their 
entire length. These teeth grip into the 
spirals of the strand, and being uniformly 
distributed over the entire length of the 
jaw, grip the wire at very many points, 
thus taking a secure hold with the press- 
ure distributed along the enfire length 
of the gripping surface, so that no amount 
of strain falls sufficiently at one point to 
crush or injure the wire. The tackle is 
attached to the two oblong rings in the 
body piece; these rings, being arranged 
central, insure a straight pull. The pro- 
portions of the various parts are calculated 
to carry any strain that is necessary to 
tighten the wire, and the jaws are self- 
adjusting to accommodate sizes from one- 
quarter inch to five-eighth inch. This 
grip is called the “Quick Sampson,” and 
was designed and is manufactured b 
Mathias Klein & Sons, 87-89 West Van 
Buren street, Chicago, Ill. 
—___«@—_____ 

Electric Controller and 

Supply Company Change 

of Name. 

The Electric Controller and Supply 
Company, of Cleveland, Ohio, has changed 
its name to “The Electric Controller and 
Manufacturing Company.” The latter 
name more truly indicates the nature and 
scope of its business, as evidenced by the 
following list of apparatus it manufac- 
tures: Controllers, both manual and mar- 
netic switch types for all purposes; litt. 
ing magnets, electric brakes, magnetic 
switches, solenoids, limit stops, arc 
welders, crane fittings, knife switches 
flexible couplings and the electric fault- 
finder. 
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The Rochester Motor Com- 
pany’s Gas- Engine- 
Driven Unit. 

The Rochester Electric Motor Company, 
Rochester, N. Y., is meeting the demands 
of contractors all over the country for a 
direct-connected unit of medium size for 
residence and hotel lighting and for the 
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The Simplex Electric Water- 
Heater. 

The Simplex Electric Heating Com- 
pany, Cambridge, Mass., has recently put 
on the market a circulation heater for at- 
tachment to range boilers which seems to 
overcome many of the objections and dif- 
ficulties of taking care of the hot-water 


TEN-IToRsE-POWER FAIRBANKS GaAs ENGINE DIRECT-CONNECTED TO 5.5 KILOWATT ROCHESTER 
Type C Dynamo. 


power equipments of small factories. The 
accompanying illustration shows a 5.5- 
kilowatt Rochester type C dynamo direct- 
connected to a ten-horse-power Fairbanks 
gas engine. 

For use with ordinary engines the com- 
pany manufactures a line of generators 
with a balance or flywheel mounted upon 
an extension of the shaft. This wheel is 
of web pattern, turned all over, fitted to 
a taper bearing, and held in place by 
both lock nut and key. The bearings are 
amply heavy to support the balance wheel 
outboard, and can be easily replaced if 
necessary. The frame of the dynamo is 
of a special mixture of cast iron having 
a high magnetic permeability. In all but 
the smaller sizes the pole-pieces are built 
up of punchings of annealed sheet steel. 
The armature core is built up of carefully 
annealed discs insulated from each other 
and mounted directly upon and firmly 
keyed to the shaft. One-half of the 
spherical seat is milled from the end plate, 
the other being an adjustable cone held in 
place by a lock nut. The commutator is 
built up of bars of hard-drawn copper 
insulated with prepared mica, wearing 
uniformly with the copper. The brushes 
are of carbon, and no adjustment is 
needed to compensate for wear or change 


of load. 
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problem electrically. As shown in the il- 
lustration, the heater is placed along the 
side of the boiler, connected at the bottom 
through the pipe that also connects to the 
range, and at the top with the pipe that 
supplies hot water to the house. This 
heater is so constructed that when the 
current is turned on it will, in a few 
minutes, begin to discharge water at about 
180 degrees into the top of the boiler, 
drawing its supply from the bottom of the 
boiler. The maximum power demand for 
this heater is two kilowatts, and when ap- 
plied to the boiler in this manner makes 
the boiler more efficient in the case of 
quick delivery of warm water than when 
the range is in operation. The current de- 
mand on the station is within reasonable 
limits, and for all practical purposes meets 
the average household demands. 

The heater is arranged with three heat 
divisions, so that 500, 1,000 or 2,000 
watts may be used as desired. Where 
considerable hot water is required the 
maximum heat may be turned on for a 
limited time and then the temperature of 
the boiler kept up with the low heat. 
Where a large quantity is not desired, 
merely what is needed about the kitchen 
for ordinary requirements, a short period 
of the use of the maximum heat enables 
the supply to be provided at low cost. 
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The efficiency is very high. The heater 
consists of an enameled tube through 
which the water passes. Surrounding the 
tube is an outer brass shell or jacket lined 
with asbestos, which provides a closed air 
space between the tube and the jacket. 

A peculiar feature of its construction 
is the control of the circulation, which 
insures the delivery of high temperature 
water, thereby permitting hot water to be 
drawn in a short period after turning on 
the current while utilizing all present — 
house plumbing in the normal way and 


yet without having to heat up the entire 
contents of the boiler. 


The use of this device with reasonable 
control is entirely practicable and com- 
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SIMPLEX ELECTRIC WATER HEATER. 


mercial in all communities where power 
rates are made for electric cooking and 
in many other cases where the convenience 
and simplicity of the method are allowed 
to offset the difference in cost over the 
usual methods. In practice in the ordi- 
nary home, even at lighting rates, where 
care is used the total cost for the use of 
this heater during such occasional inter- 
vals as it may be required in the summer 
time need never be large, or reach a point 
which would make its use prohibitive. 

The installation of the heater involves 
little work for the plumber and electri- 
cian, so that the total cost of the equip- 
ment is quite moderate. The device is 
three inches in diameter, thirty-three 
inches long, with three-quarters-inch 
couplings on each end, and when it is 
connected stands close to the boiler, tak- 
ing up little room. All of the outer por- 
tions are nickel-plated brass. For con- 
necting to the circuit it is provided with 
a plug switch and flexible conductor. 
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Automatic Voltage 
_ Regulators. 

The maintenance of a constant voltage 
at the lamp not only determines the econ- 
-omy with which a lighting system is oper- 
‘afed, but is also essentially the measure 
‘by which the customer judges the excel- 


Fie. l.—Form “A” VOLTAGE REGULATOR 
MOUNTED ON MARBLE BASE. 


lence of the illumination supplied. The 
life and candle-power of an incandescent 
lamp changes rapidly with comparatively 
small variations from normal voltage and 
the automatic regulation of voltage at 
the station so as to give a constant voltage 
at the lamp is therefore of vital impor- 
tance and while apparently of benefit 


Fie. 2.—Type BR Automatic REGULATOR: 


chiefly to the consumer is in fact of far 
greater value to the producer. 

In order that a practically constant 
voltage be maintained at the lamp, the 
generator should be controlled by a po- 
tential regulator so as to maintain a con- 
pa ey at the bus or substation in- 
it ent of load changes. The various 

ers branching out from the etation 
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should also be controlled by feeder regu- 
lators arranged so as to automatically com- 
pensate for the drop in that particular 
feeder due to varying loads. 

It is possible to dispense with the regu- 
lator controlling the generator by supply- 
ing the individual feeders with regulators 
having a sufficient capacity not only to 
compensate for line drop, but also to 
compensate for the voltage variations in 
the generator. It is, however, advisable 
both on account of economy and operating 
conditions to control the generators by a 
Tirrill regulator. This regulator, shown 
in Fig. 1, is a relay device mounted on the 
switchboard and is so adjusted that it con- 
trols the’ generator voltage by rapidly 
opening and closing a shunt circuit across 
the field rheostat of the exciter. The 


action of this regulator is very rapid and. 


there is practically no fluctuation in the 
voltage. By its use the kilowatt capacity 
of each regulator for the individual 
feeders is reduced as well as the number 
and amount of their adjustments. 

Two types of regulators designated as 
the BR and IR are manufactured by the 
General Electric Company for automatic- 
ally controlling the voltage of individual 
feeders. The feeder regulators of the 
above types are variable ratio transformers 
or rather compensators having two sep- 
arate and distinct windings, primary and 
secondary, connected respectively across 
and in series with the feeder to be con- 
trolled. 

The BR regulator, shown in Fig. 2, con- 
sists essentially of a transformer, the 
secondary of which is divided into a 
number of equal sections, and a dial 
switch, the points of which are connected 
to the sections of the secondary winding. 
In this type of regulator the moving ele- 
ment is exceedingly light and having but 
little inertia is particularly adapted for 
very rapid adjustments. The total time 
required for obtaining the complete range 
from maximum boost to maximum lower 
is about six seconds. | 

The BR regulator is built only for 
single-phase circuits and in comparatively 
small units, since the capacity is limited 
by the current and voltage which can be 
conveniently handled by the switch. The 
capacity of the standard switch is 200 
amperes and 220 volts boost and lower. 

The induction or IR regulator, shown 
in Fig. 3, is more rigid, and substantial 
in construction, and has a less number 
of moving parts than the switch type and 
no moving contacts. ‘The efficiency is 
somewhat higher, but it is slower in oper- 
ation than the BR regulator as the arma- 
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ture or movable core on which the primary 
is wound has not only considerable in- 
ertia but also a torque depending on the 
kilowatt capacity, both of which must be 
overcome by the operating motor. 

The three curves shown in Fig. 4 were 
taken simultaneously and show the com- 


Fic. 3.—Type IR Automatic REGULATOR. 


parative regulation of voltage by General 
Electric type BR and IR feeder regu- 
lators. The middle curve represents the 
generator voltage, while the upper curve 


Fig. on CURVE-DKAWING VOLTMETER 
HARTS, SHOWING REGULATION 
VOLTAGE. DET EBDER 


was taken from a feeder controlled by a 
BR regulator, and the lower curve repre- 
sents the voltage on a feeder controlled 
by a regulator of the IR type. 
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A New Line of High-Efficiency 
,; Jncandescent Lamps. 

The new line of high-efficiency incan- 
descent lamps just brought out by the 
General Electric Company fills a long-felt 
want for high-efficiency units of low can- 
dle-power. Among the new lamps may be 
mentioned the twenty-five-watt tantalum, 
miniature and battery types of tungsten 
lamps and a complete line of tantalum 
lamps for train-lighting service in both 
round and pear-shaped bulbs, made in 
thirty-fifty-volt and  sixty-sixty-five-volt 
sizes, 

The twenty-five-watt tantalum lamp 
gives twelve and one-half mean horizontal 
candle-power. It may be burned in any 
position and is serviceable on alternating- 
current circuits of sixty cycles or less. 
The twenty-five-watt lamp is made in the 
regular sixteen-candle-power carbon-lamp 
bulb and presents a more graceful appear- 
ance than the tantalum lamps of higher 
candle-power. This lamp should prove 
very popular as it consumes but half the 
current of the ordinary sixteen-candle- 
power carbon lamp and can be used in 
conjunction with the tungsten lamp for 
ordinary socket installations where it 
might not be desirable to install tungsten 
lamps on account of their size and higher 
cost. 

The miniature and battery types of 
tungsten lamps are made in standard and 
miniature bulbs and can be supplied in 
any voltage from one and one-half to 
twenty volts and from fractional candle- 


powers up to twenty-four candle-power. - 


These lamps are intended for use with 
electrical novelties, portable devices, pocket 
lamps, etc., and are particularly applicable 
for use in automobile service as a substi- 
tute for oil and acetylene lamps. The fila- 
ments are short, thus insuring good, 
stable filaments sufficiently strong to 
withstand the shocks of automobile serv- 
ice. They can be operated from the 
regular ignition storage batteries very 
satisfactorily. The efficiency of these 
lamps is one and one-quarter watts per 
candle with excellent life and superior 
quality of light. Tungsten, by reason of 
the high efficiency it secures, is pecul- 
iarly adapted to the battery type of 
lamps, where low-energy consumption is 
a prime requisite. 

Aside from the miniature and low- 
voltage lamps the company has also 
brought out a 250-watt tungsten lamp 
which is designed for use where the out- 
lets are limited and where a large unit is 
required to replace present illuminants. 
The mean horizontal candle-power of the 
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250-watt lamp is 200, or over 300 candle- 
power when used as an incandescent 
unit with a bowl Holophane reflector. The 
lamp is made in a pear-shaped bulb, five 
inches in diameter, and is the most power- 
ful incandescent lamp made for lighting 
service. Omne of the 250-watt lamps will 
effectually replace a gas are or the ordi- 
nary electric arc. Recent tests of these 
lamps in a large department store in New- 


ark, N. J., have shown an average life of 


900 hours. 
po 


Holder for Drills and Bits. 

The Star Expansion Bolt Company, of 
Bayonne, N. J., has brought out recently 
an admirable device in the form of an im- 
proved holder for electrician’s special 
drills. As will be seen, the holder, while 
comparatively light, is solid and sub- 
stantial, enabling a firm hold to be taken 
and a heavy blow struck, with no danger 
of breaking even the smallest drill point. 
Any diameter bit may be had (one- 
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Westinghouse Electric and 
Manufacturing Company. 
The Merchandise Creditors’ Committee 

of the Westinghouse Electric and Manu- 
facturing Company has issued another cir- 
cular to the creditors, repeating the figures 
given out last week relating to its reorgan- 
ization plan. It reports that ninety-five 
per cent of all the merchandise creditors 
have assented to this plan, and that it ex- 
pects to secure the assent of the major 
part of the remaining merchandise claims. 
Substantial progress has been made toward 
securing from stockholders, employés and 
others the $6,000.000 of stock subscrip- 
tions to assenting stock required by the 
plan. 

With the beginning of July a decided 
advancement has manifested itself in the 
business of the Westinghouse companies. 
It is stated that the business for June 
was fifteen per cent above that of May, 
and twenty-three per cent higher than the 
business of the earlier months of the year. 


STAR DRILL HOLDER. 


quarter-inch, five-sixteenths-inch, three- 
eighths-inch, seven-sixteenths-inch one- 
half-inch) and one size fits in the holder 
just as readily as another. 

Beyond a large saving in breakage, the 
Star drill holder possesses another great 
advantage which will appeal to the man 
who is in the habit of carrying around a 
big cumbersome kit with different diam- 
eters of drills—all in full twelve-inch 
lengths. The entire set of Star special 
drills and the holder itself can be slipped 
into the pocket, their weight and bulk 
being scarcely perceptible. 

— 0 
Crocker-Wheeler Company 
Election. 

The following officers of the Crocker- 
Wheeler Company, manufacturers and 
clectrical engineers, of Ampere, N. J., 
were elected July 10: 

President, S. S. Wheeler. 

Vice-president, Gano Dunn. 

Second vice-president, A. L. Doremus. 

Chief engineer, Gano Dunn. 

Secretary, Rodman Gilder. 

Treasurer, W. L. Brownell 

Assistant secretary, J. B. Milliken. 

Assistant treasurer, G. W. Bower. 


Within the last month it has almost 
reached its normal point. While the im- 
provement in itself is very encouraging, 
the character of the orders is of such a 
diversified nature and the orders have 
come from so many different sources that 
they show conclusively the renewed con- 
fidence of business men and capitalists. 
That the revival is not spasmodic is also 
proved by letters being received from dis- 
trict managers throughout the country. 
————— 0- 
Long-Distance Telephone 
Reporting. 

The Baltimore Sun, in connection with 
reporting the Democratic National Con- 
vention, at Denver, Col., used a 1,800-mile 
telephone circuit with complete success. 
A line was formed from Denver to Omaha, 
to Chicago, to Pittsburg, and then to the 
long-distance telephone exchange on Bel- 
videre avenue, Baltimore. 

EEE 
Mica Production in 1907. 

The total value of the mica produced 
in the United States in 1907 was $392,- 
111. This is the largest production on 
record. The imports in 1907 were valued 
at $925,259. 
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DOMESTIC AND EXPORT. 

MORTGAGE FOR $1,000,000 ON GREAT FALLS & OLD DOMIN- 
ION PROPERTY—The Great Falls & Old Dominion Railroad placed 
on record on July 9 & mortgage on all its property rights and 
franchises to secure the payment of an issue of $1,000,000 bonds. 
The issue comprises 1,000 bonds of the par value of $1,000 each, 
maturing June 1, 1933, bearing five per cent interest. The mort- 
gage is made to the American Security and Trust Company, of 
Washington, as trustee. It is understood that under the terms of 
the mortgage the proceeds from the sale of the bonds may be used 
to secure acquisitions to the railroad property and to buy other 
roads. This is the first bond issue of the company. 


PHILADELPHIA RAPID TRANSIT $5,000,000 BOND ISSUE— 
Directors of the Philadelphia Rapid Transit Company have voted 
to submit the proposition to issue $5,000,000 bonds to stockholders 
for their approval at the annual meeting September 16. In the 
meantime no action for the sale of any of the bonds will be taken, 
as there is no present need of money in addition to that to be 
received from the assessment payable September 7. In compliance 
with the regulations of the New York Stock Exchange, where the 
company’s stock is listed, the directors designated a transfer agent 
and a stock registrar, and arrangements were made for issuing new 
certificates of stock when the last payment is made in September 
next, 

UNDERGROUND ROAD BETWEEN ST. PAUL AND MINNE- 
APOLIS—A company, known as the Twin City Underground and 
Elevated Electric Railway Company, has been organized to build 
an underground electric railway between Minneapolis and St. Paul. 
Offices have been established in the Guarantee Loan Building, Min- 
neapolis. The company is capitalized at $50,000 and its officers are: 
George Norris, president and treasurer; W. E. Stewart, vice-presi- 
dent, and J. W. Crane, treasurer. The estimated cost of the road 
is $6,000,000. It will be fifteen miles long, and underground trains 
will make the trip, it is claimed, in twelve minutes. The com- 
pany says it has opened negotiations with the United States Gov- 
ernment for a bridge across the Mississippi River. Officers say 
they will build a half-way station in the midway district. 


MOHAWK POWER COMPANY—The Mohawk Power Company, 
with principal offices in Glens Falls, N. Y., which is practically a 
reorganization of the Niskayuna Power Company, and which pro- 
poses to develop and sell electricity in several central and northern 
counties in New York, filed an application on July 1 with the Pub- 
lic Service Commission in the Second District for authority to issue 
1,000 shares of its capital stock of the par value of $100. Doubt has 
arisen as to the right of the old company to transact business and 
issue bonds, consequently it is proposed to dissolve the old company. 
Interests in the new company are also connected with the Hudson 
River Electric Power Company. It is proposed to construct dams 
across the Mohawk River and its tributaries in the counties of 


nga Albany, Saratoga, Montgomery, Herkimer and else- 
where, 


TWO-HUNDRED-MILE TROLLEY LINE—An electric railway 
Project that will cover five counties of eastern Oregon has been 
mapped out by the Wasco County Electric and Power Company. 
Plans have been made to commence actual construction of a trolley 
System 200 miles in length during the fall. It is believed by the 
Promoters of the concern that work will be begun not later than 
August 15. The company was incorporated on May 15, with a 
number of Portland (Ore.) men in the directorate. Since that time 
agents have been working to finance the company, and matters have 
now progressed so far, they say, that a favorable outcome of pres- 
ent negotiations is expected whereby one large syndicate will take 
the $15,000,000 bond issue authorized by the articles of incorpora- 
tion. C. D. Charles, financial manager for the Oregon Gold Pros- 
Pecting and Promoting Company, is promoting the Wasco County 
Electric and Power Company. His headquarters are at room 318 
Marquam Building, Portland. The promotion work is being done 
under the name of the Oregon Gold Prospecting and Promoting 


4 


Current Electrical Ne 


111 


- 
| ee ae 


"h 


Company, of which Dr. Homer I. Keeney is president and Mark G. 
Will is vice-president. 


REORGANIZATION OF THE UNITED STATES INDEPEN- 
DENT TELEPHONE COMPANY PROPERTIES—The reorganiza- 
tion plan of the United States Independent Telephone properties 
outside of Rochester, as originated by the reorganization commit- 
tee, is progressing satisfactorily. A large amount of work is being 
done in Syracuse, N. Y., where a new company, called the Onondaga 
Independent Telephone Company, is organized to conduct the business 
under the reorganization. Incorporation of this new company for 
$1,500,000 was filed with the secretary of state on July 2, with the 
following named as directors: George R. Fuller, W. Roy McCanne. 
Joseph W. Taylor and Edward H. Peck, of Rochester, and Alexander 
H. Cowle, John B. Pierce and Hendrik S. Holden, of Syracuse. The 
Onondaga company will form an important link in the long-distance 
chain of the Rochester, Syracuse and Utica systems, which in turn 
are connected with other long-distance lines. Henry W. Conklin, 
referee in the foreclosure action of the Security Trust Company, as 
trustee, against the United States Independent Telephone Company, 
has filed his report on the distribution of the remaining funds to 
the non-assenting bondholders. The report shows that the non- 
assenting bonds amounted to $4,647,000, of which $3,772,000 were 
proved and $875,000 were not proven. There remained in the hands 
of the referee, before any deductions were made, $70,527.71, pay- 
able to holders of non-assenting bonds. One deduction of $78.50 
was made and the remaining amount was increased to $71,198.50 
by the interest account. To the holders of the bonds that were 
proved $68,098.44 was paid, and $13,100.06 is due those not proved. 
From this amount due bonds of proved ownership $747.27 was de- 
ducted for referee’s expenses, leaving $57,351.17 as the net balance 
due the proved bonds, or $15.12 on each such bond. 


DATES AHEAD. 


Michigan Electric Association. Annual meeting, Grand Rapids, 
Mich., August 18-21. 

International Association of Municipal Electricians. 
convention, Detroit, Mich., August 19-21. 

Ohio Electric Light Association. Annual convention, Put-in-Bay 
Ohio, August 25-27. ' 

Colorado Electric Light, Power and Railway Association, Glen- 
wood Springs, Col., September 16-18. 

Illuminating Engineering Society. Annual convention, Philadel- 
phia, Pa., October 6-7. 

American Street and Interurban Railway Association. 
convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Accountants’ Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Claim Agents’ Asso- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Engineering Agsocia- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Manufacturers’ Asso- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 

American Electrochemical Society. Fall meeting, New York 
city, October 30-31. 


Annual 


Annual 


OBITUARY NOTES. 

CAPTAIN THOMAS F. ATTIX, head of the Attix Electrical 
Engineering Company, of Brooklyn, N. Y., died at his home, 34 
St. Mark’s avenue, Brooklyn, on July 6, in his seventy-eighth year. 
He is survived by two sons. Captain Attix fought through the 
Civil War and in some of the Indian campaigns. He was a member 
of the Fremont Old Guard and the Montauk Club. 


MR. JAMES ROBISON BURNET, a lawyer and president of the 
Investment Securities Company, died Saturday, July 11, in Roose- 
velt Hospital, New York city, where he had been operated upon for 
appendicitis. Mr. Burnet was president of the City Club Realty 
Company, a director in the Commonwealth Trust Company of Buf- 
falo, vice-president of both the Empire Investment Company and 
the International Car Wheel Company, president of the Ottawa 
Water Works and Light Company, vice-president of the United 
States Land Company and secretary and treasurer of the Publishers’ 
Paper Company. 
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ELECTRIC RAILWAYS. 
BRIDGEPORT, CT.— The Cole’s Electric Express Company, 
which has been doing business in this section for a number of years, 
bas been acquired by the Connecticut Company. 


YONKERS, N. Y.—The up-state Public Service Commission has 
approved of the issuance of $65,000 receiver's certificates by Leslie 
Sutherland, receiver of the Yonkers Railway Company. The pro- 
ceeds are for the purchase of fifteen double-truck cars. 


NATCHEZ, MISS.—The Southern Railway and Light Company 
has been incorporated with a capital of $456,700. It is to be the suc- 
cessor to the Southern Light and Traction Company recently pur- 
chased at receivers’ sale by Lynn H. Dinkins, of New Orleans. 


PORTLAND, ORE.—By unanimous vote of the city council on 
June 24 an ordinance was passed granting to the Mount Hood Rail- 
way and Power Company right of way for an electric line across 
property on the Bull Run Reserve, controlled by the municipality. 


YORK, PA.—The York Railway Company on July 1 decided to 
make four important changes in the road between York and Wind- 
sor, which will cost $120,000. They will take out all of the bad 
grades and curves and establish a solid roadbed with seventy-five- 
pound steel rails. 


FORT WAYNE, IND.—Judge Heaton, of the Superior Court. has 
authorized J. J). Mortimer, recciver of the Toledo & Chicago inter- 
urban road, to purchase new four-motor cars for the line between 
here and Waterloo. The new rolling stock was much needed. It is 
to cost not to exceed $22,680. 


CHICAGO, ILL.—The Chicago, Lake Shore & South Bend Railway 
Company, the project of Cleveland capitalists which will gain en- 
trance over the Illinois Central at Kensington, has filed an equip- 
ment trust agreement, the Cleveland Trust Company as trustee, to 
secure an issue of $350,000 equipment bonds. 


NEENAH, WIS.—On August 6 the Winnebago Traction Com- 
pany, operating an interurban line between Neenah, Oshkosh and 
Omro, will be sold to the highest bidder at auction. The sale is 
made by virtue of judgment of foreclosure and sale made in the 
case of the Trust Company of America vs. Winnebago Traction 
Company. 


LEXINGTON, KY.—The directors of the Central Kentucky Trac- 
tion Company, at a meeting on July 2, authorized the building of 
an interurban line from Lexington to Nicholasville, a distance of 
twelve miles. The present interurban system extends to Paris, 
Georgetown, Versailles and Frankfort. The new line will hardly 
be completed before next spring. 


PENDLETON, ORE.—AIl doubt concerning the Walla Walla 
Valley Electric Company’s intention to extend its interurban line 
from Milton to Athena has been set at rest with the filing of sixteen 
right-of-way deeds in the office of the county recorder. The deeds 
are all across land lying between Milton and Athena, and extend to 
the heart of the wheat belt. The deeds are all given to two Walla 
Walla men, E. S. Isaacs and S. M. Drumpeller, and provide that an 
electric road must be in operation within two years. 


ROCHESTER, N. Y.—The Rochester, Corning & Elmira Traction 
Company applied on July 7 to the Up-State Public Service Commis- 
sion to modify its order that the entire capital stock must be taken 
at par before any bonds were issued. The company stated that it 
has made diligent efforts to comply, but found that by reason of the 
fact that no part of its road is yet complete or in operation, it is 
impossible to obtain subscriptions to its entire capital stock at par. 
The company asks leave to build and put in operation a portion of 
its line from Rochester and Lakeville to Conesus Lake, twenty-five 
miles, the cost of which will be $1,277,000, and later to build from 
Lakeville to Dansville, an additional twenty-five miles, at a cost of 
$1,705,610. The company asserts that it will be able to construct 
and put in operation its road from Rochester and Lakeville to 
Conesus Lake from the proceeds of $1,000,000 and $500,000 stock, 
and requests authorization for such an issue. The request is made 
to build a road from Lakeville to Dansville for an issue of $1,250,000 
bonds and $750,000 stock at par. It is the intention of the com- 
pany to operate the first section by purchased power and for the 
second section it will build a power-house to operate the entire 
fifty miles proposed. The commission promised to decide the matter 
at the earliest possible date. 
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NEW INCORPORATIONS. 


HARRISBURG, PA.—Landes Telephone Company, Landesville, 
$5,000. 


CAIRO, ILL.—Home Telephone Company. Capital increased 
from $5,000 to $10,000. 


SPRINGFIELD, ILL.—Industry Telephone Company. Capital 
increased from $3,000 to $4,000. 


MINNEAPOLIS, MINN.—Mesaba Telephone Company. Capital 
increased from $100,000 to $300,000. 


COLUMBUS, OHIO—Delaware Telephone Company, Delaware. 
Capital increased from $10,000 to $20,000. 


GUTHRIE, OKLA.—Starlight Telephone Company, Calumet. 


$300. Incorporators: George Kennedy, Thomas Jarville and Jeff 
Pritner. 


BOSTON, MASS.—Barnes-Pope Electric Company, Boston. 
$10,000. President and treasurer, Frank L. Barnes, Waltham; 
clerk, Herbert A. Pope, Boston. 


JEFFERSON CITY, MO.—Lathrop Light, Heat and Power Com- 
pany, of Lathrop. $5,500. Incorporators: W. C. Young, H. C. 
Shepherd, S. L. Stuckey and others. 


DENVER, COL.—The La Garita Telephone Company, Center, 
Col. $3,000. Incorporators: C. D. Wadsworth, Michael White, 
W. E. Gardner, W. F. Bomers and A. W. Dawson. 


ALBANY, N. Y.—The Copake Telephone Company, of Copake, 
Columbia County. $5,000. Directors: Fred Holsapple, of Copake 
Iron Works; John D. Ackley and Willard Holsapple, of Copake. 


NASHVILLE, TENN.—Farmers’ Union Telephone Company, of 
Warren County. $5,000. Incorporators: Robert M. Horton, Aaron 
B. Moffitt, Alvadore Golloday, Abner D. Womack and Ed Sparkman. 


RALEIGH, N. C.—The Little River Power Company. $100,000. 
To operate a telegraph and telephone line, as well as water, gas 
and electric plants. Incorporators: M. B. McRae, W. D. McNeill 
and J. F. Gilmore. 


INDIANAPOLIS, IND.—Brookville-Oldenburg Telephone Com- 
pany, of Brookville. $10,000. Incorporators: I. D. Garrigues, Fred 
Stumpf, Jr., M. Hubbard, R. S. Taylor, Casper Ritzi, M. Senefeld, 
F. A. Wright and Herman Trichle. 


ST. PAUL, MINN.—Deer River Telephone Company, Deer River. 
$5,000. Incorporators: Archie McCallum, Deer River; B. L. 
Freedy, St. Paul; C. D. Rutherford, Floodwood; John E. O’Connell, 
Deer River; W. Reithner, Deer River. 


LAKE CHARLES, LA.—Texas Power Company, Limited, of 
Houston, Tex. To manufacture, sell and supply gaslight, heat and 
electric power. $500,000. Directors: Charles A. Cleaver, Charles 
S. Cleaver, J. A. Reed and Rufus Cage. 


RICHMOND, VA.—Mount Olive & Saint Luke Telephone Com- 
pany, Mount Olive. $6,000. George A. Copp, president, Strasburg, 
Va.; J. G. Sager, vice-president, Woodstock, Va.; Josiah Wisman, 
secretary and treasurer, Woodstock, Va. 


DUBUQUE, IJOWA—Dubuque & Delaware County Telephone 
Company, Dyersville. $100,000. Officers: President, G. E. McFar- 
land; vice-president, W. J. Van Allen; secretary and treasurer, 
J. D. Mason; board of directors, C. F. Hall, W. J. Van Allen, G. E. 
McFarland, J. D. Mason and Charles Hutchinson. 


JEFFERSON CITY, MO.—Kansas City, Ozarks & Southern Rail- 
way Company, of Ava. $300,000. To build and operate a standard 
gauge electric railway between Mansfield, Wright County, and Ava, 
Douglas County, a distance of fifteen miles. Incorporators: J. H. 


Murray, H. E. Bush, J. M. Adams, A. P. Miller and J. S. Clark, all 
of Ava. 


TILLAMOOK, ORE.—Tillamook Public Service Company. $500,- 
000. Incorporators: John K. Kollock, M. A. Zollinger and Frank 
E. Smith. To build electric railroads, telephone and telegraph 
systems, wharves and docks, flumes, boats, steamships, power and 
electric light plants, etc., and to carry on a public service system. 
Principal office and place of business, Bay City, Ore. 
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TELEPHONE AND TELEGRAPH. 


JAMESTOWN, N. D.—The Mutual Electric Construction Com- 
pany has completed a telephone line from this city to Spiritwood 
Lake and to Courtenay. 


READING, PA.—The Pennsylvania Telephone Company has let 
a contract to R. J. Gordon, of Philadelphia, for underground work 
in various parts of the town. - 


LOUISVILLE, NEB.—Farmers west of Louisville have incor- 
porated the Farmers’ Co-operative Telephone Association, and will 
complete a telephone system as soon as possible. 


CHICAGO, ILL.—The Chicago Telephone Company announces 
general reductions in rates around Chicago, in a few cases as high 
as fifty per cent, as a result of a change in the measurement to the 
block system, following the introduction of shorter toll lines. 


POTTSVILLE, PA.—The American Union Telephone Company 
has secured possession of the telephone lines of the United Tele- 
phone and Telegraph Company. In connection with this deal the 
company also leased the lines of the Friedensburg, McKeansburg 
and Ringtown companies. 


CHARLESTON, S. C.—The Bell Telephone Company has made a 
contract to establish a long-distance line connecting Manning with 
the main line at Pinewood. The line will be operated in connection 
with the Manning telephone exchange, but it will be strictly a toll 
line. The service is to be established in sixty days. 


LACONIA, N. H.—At the annual meeting of the stockholders of 
the Citizen Telephone Company the report of the treasurer, S. B. 
Cole, showed the company as being in a most excellent financial 
condition with a large increase in subscribers. The officers elected 
were: President, Dr. A. W. Abbott; treasurer, S. B. Cole; clerk, 
E. H. Shannon; manager, William D. Johnson. Directors: Dr. 
A. W. Abbott, John H. Dow, H. Beckford, True E. Prescott, V. C. 
Haserick, John W. Ashman, of Laconia; C. H. Odell, Sanbornton, 
and Judge W. B. Fellows, of Tilton. 


NASHVILLE, TENN.—A charter has been granted to the Citi- 
zens’ Telephone Company, of McMinnville, Warren County, which 
proposes to construct a telephone line from that place to Nashville 
and various other places in Tennessee. The incorporators are: 
James Walling, Butler Smith, J. M. Lively, A. H. Faulkner and 
J. J. Morford. The company has an authorized capital stock of 
$5,000. It proposes to construct a telephone system and lines 
from McMinnville, in the county of Warren, to the following 


cities and towns: Tracy City, Beersheba, Spencer, Sparta, Smith- | 


Ville, Woodbury, Nashville and Manchester, such lines beginning 
at McMinnville as a common centre and radiating to the several 
cities and towns specified. 


LEESBURG, VA.—At a meeting of the Leesburg Telephone Com- 
pany Charles P, Janney was elected president; W. S. Jenkins, vice- 
president, and C. H. Shipman, secretary and treasurer. The officers 
Were elected members of the board of directors, together with W. E. 
Garrett and M. E. Church. A charter has been applied for from the 
state corporation commission. The new company will be known as 
the Leesburg Telephone Company. Incorporated. The stock is nearly 
all taken by local men. Arrangements are being made to rebuild 
the old plant as soon as possible, installing a new up-to-date switch- 
ha and central office equipment. All subscribers will be ae 
ocal and long-distance connections, which will enable subscribers in 
the town of Leesburg to get direct connection with Washington and 
other outside points. M. E. Church will have charge of the rebuild- 
ing and installing of the new plant. 


ELECTRICAL SECURITIES. 
While there were 
Week, prices, as a rule, 
than for some time. 
to the analysis that 
the stocks how held 


Several reactions in the stock market last 
closed higher, with more interest manifested 
This increased speculation is thought to be due 
pects made of the future value of many of 
f at rather low figures. There are many signs 
pt in Hes conditions. Large orders for copper and for 
TEN cata a re-employment of large numbers of laborers 
lation al in the metal industry. The American Railway 
reports a large decrease in the number of idle cars, and 


‘ties: 
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with the movement of the tonnage indicated by the expanding vol- 
ume of orders for new material and the promise of bounteous crops 
bids fair to bring on a day of new profits for the railroad com- 
panies. It must be remembered, too, that there have been put into 
effect many radical savings in operating expenses. These retrench- 
ments, in view of the great increase in business soon to become a 
fact, should mean Jargely increased dividends next year. 

Dividends have been declared upon the following electrical securi- 
Guaranteed dividend of 21% per cent on the stock of the 
Brooklyn City Railroad Company, payable July 15. Electric Com- 
pany of America; regular semiannual dividend of 3% per cent to 
stock of record July 10. New Hampshire Electric Railways; semi- 
annual dividend of 1 per cent on the preferred stock, payable July 
31. Havana Electric Railway Company; a dividend of $1.50 a share 
on preferred stock, payable August 15. Electric Bond and Share 
Company; regular quarterly dividend of 1% per cent on the pre- 
ferred stock, payable August 1. American Light and Traction Com- 
pany; quarterly dividend of 1% per cent on the common stock. 
placing the stock on a 7 per cent basis. The stock was placed on a 
6 per cent basis one year ago, and two years ago the dividend was 
increased from 4 per cent to 5 per cent per annum. The regular 
quarterly dividend of 114 per cent on the preferred stock has also 
been declared. Both dividends are payable August 1. New Orleans 
City Railway Company; dividend of 1 per cent on the common and 
the semiannual dividend of 214 per cent on the preferred stock, pay- 
able July 10. East St. Louis & Suburban Company; regular quar- 
terly dividend of 14% per cent on the preferred stock, payable 
August 1. United Traction Company; regular dividend of 214 per 
cent on the preferred stock, payable July 20. Omaha Electric Light 
and Power Company; a semiannual dividend of $2.50 per share, 
payable August 1. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED JULY 11. 


New York: Closing. 
Allis-Chalmers common..................... 11% 
Allis-Chalmers preferred..................6. 34 
Brooklyn Rapid Transit.................... 48% 
Consolidated GaS .......... cc ccc cee ec ces 126% 
General Electrico es si ccae0 se ceed es ok aeut hen 136% 
Interborough-Metropolitan common.......... 11 
Interborough-Metropolitan preferred......... 30% 
Kings County Electric..................006. 112 
Mackay Companies (Postal Telegraph and 

Cables) common....................000. 64% 
Mackay Companies (Postal Telegraph and 

Cables) preferred..................000. 653% 
Manhattan Elevated........................ 137 
Metropolitan Street Railway................ 23 
New York & New Jersey Telephone......... 105 
Western UNION nessi serrer pinto eo te cs 05% 
Westinghouse Manufacturing Company...... 55% 

Boston: Closing 
American Telephone and Telegraph......... 116 
Edison Electric Illuminating............... 2111; 
Massachusetts Electric...................... 46% 
New England Telephone.................... 112 
Western Telephone and Telegraph preferred. 65 

Philadelphia: Closing. 
Electric Company of America.............. 101 
Electric Storage Battery common........... 30 : 
Electric Storage Battery preferred.......... 31% 
Philadelphia Electric......... Serre eee ere 95, 
Philadelphia Rapid Transit................. 15% 
United Gas Improvement................... 8514 


So far more than one-third of the Electric Company of. America 
stock to be transferred into American Gas and Electric 


Company 
bonds, under the proposition made by the Electric Company of 
America shareholders to the Gas & Blectric Company, has been 
deposited. 

Chicago: Closing 
Chicago Telephone......................... 139% 
Commonwealth Edison..................... 105 
Metropolitan Elevated preferred............ 49% 
National Carbon common................... 6914 
National Carbon preferred.................. 111 


The net gain by Chicago Telephone in the number 
installed last month was 3.322, as against 1,858 the 
and 3,340 a year ago. Total gain this year. 16,632, as against 18,835 
a year ago. Telephones in service, 219,396, as against 189 794 a 
year ago. Unfilled orders, 5,000. 
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PERSONAL: MENTION. 
MR. WILLIAM E. EVANS, who has been “superintendent of the 
Butler (Mo.) city electric light plant for the past year, has re- 
signed. He will go into the electrical supply business in Butler. 


MR. C. L. REEDER, of Baltimore, Md., has been appointed engi- 
neer in charge of the work on the electric plant which will be 
built at Laurel, Md., in the next few months. Mr. Reeder’s ap- 
pointment has been confirmed by the council. 


MR. J. D. WELSH, general superintendent of the Colorado & 


Southern Railway, has been made superintendent of the Denver 
& Interurban Railroad Company, an electric line, which has been 
taken over by the Colorado & Southern Railway. 


MR. GEORGE A. McKINLOCK, president of the Central Electric 
Company of Chicago, with his son Alexander, has been catching 
bluefish off the shores of Long Island during the past week. They 
were guests on board Commodore W. L. Candee’s yacht. 


MR. C. S. HAMMATT, vice-president and organizer of the Florida 
Electric Company, of Jacksonville, Fla., has disposed of his stock 
in the company and resigned as vice-president to engage in the 
precious stone business as the Hammatt-Dickey Company, which is 
now being organized. 


MR. CLARENCE J. McQUAIG, of McQuaig Brothers, Montreal, 
Canada, has been elected a member of the board of directors of the 
Tri-City Railway and Light Company, which controls all the street 
railway, gas and electric light business in the cities of Davenport, 
Iowa; Rock Island, Moline and East Moline, Il. 


MR. ADOLPH A. THOMAS has become associated as an assist- 
ant in the office of Brown & Williams, attorneys and counsellors, 
making a specialty of patent law. Mr. Thomas, after completing 
the course in chemical engineering at the Case School of Applied 
Science, graduated from the law school of Georgetown University. 
For four years he was an assistant examiner in the electrical divi- 
sion of the United States Patent Office. 


MR. CHARLES S. DAVIS, of Somerville, Mass., has assumed 
charge of the Marlboro Electric Company, Marlboro, Mass., vice 
Eugene W. Godfrey, resigned. Mr. Davis is a graduate of Tufts 
College, and was also a student in electricity at the Massachusetts 
Institute of Technology. He was assistant electrician for the Bos- 
ton & Maine Railroad, and consulting engineer for Concord, Mass., 
when it was putting in its electric lighting plant. He was the first 
manager of this plant, and for five years was master electrician in 
the construction and repair department of the Charleston Navy 
Yard. 


MR. ALBERT J. MARSHALL has severed his connection with 
the engineering department of the Holophane Company, New York 
city, and has associated himself in the capacity of chief consulting 
and designing illuminating engineer with the Bureau of Illumi- 
nating Engineering, 437 Fifth ave- 
nue, New York city. He was asso- 
ciated with the engineering depart- 
ment of the Holophane Company 
for about three years, and during 
the last year of his connection with 
that company had charge of the 
engineering department. Previous 
to his work with the Holophane 
Company he was associated with 
the Baltimore branch of the Wels- 
bach Company for a short time. 
Mr. Marshall has been a prominent 
figure in spreading the gospel of 
illuminating engineering in every 
part of the country. He completed 
a short time ago a series of illus- 
trated lectures on the subjects of 
“The Fundamental Principles of 
Illuminating Engineering” and 
“The Proper Use of Artificial 
Light.” This lecture trip covered a period of about nine months 
and a distance of approximately 26,000 miles. About fifty-five or 
sixty of these lectures were given in various parts of the United 
States. Mr. Marshall’s work with the engineering department of 
the Holophane Company, the exceptional opportunity which he had 
to meet practical problems in all classes of service and all existing 


Mr. ALBERT J. MARSHALL. 


ELECTRICAL REVIEW 


Vol. 53—No. 3 


conditions throughout the country, and his natural adaptability for 
this work, have fitted him to take up his work as an independent 
engineer in the science and art of illuminating engineering. The 
Bureau of Illuminating Engineering has-been in existence for about 
two years, and during that time has engineered the illumination of 
several notable buildings. On a number of occasions the bureau 
has been retained by the government for working out the illumi- 
nating problems in several of the federal buildings. 


ELECTRIC LIGHTING. 


ELDORADO SPRINGS, MO.—It is stated that the plant of the 
Eldorado Springs Electric Company, which was recently destroyed 
by fire, will be rebuilt if the owners can make satisfactory terms 


with the city. C. A. Ross, of Wilmette, Ill, is president of the 
company. 


PALESTINE, TEX.—At the annual meeting of the Palestine 
Light, Heat and Power Company the following officers were elected: 
E. C. Beach, of Little Rock, president; Volney Foster, of Chicago, 
vice-president; A. T. Knies, general manager. The affairs of the 
company were shown to be in good condition. 


APPLETON, WIS.—The plant of the Appleton Paper and Pulp 
Company will be operated only about three months longer. When 
the present supply of pulpwood is exhausted the plant will be 
closed down and the company will begin the erection of a new 
electric power-hoube, the power to be used for commercial purposes. 


RAYMOND, WASH.—The South Bend-Raymond Electric Com- 
pany has elected the following officers: J. L. Meyers, of South Bend, 
president; P. H. Ridgway, of Seattle, vice-president and manager; 
R. L. Fisher, of Seattle, secretary and treasurer. Directors: F. F. 
Fisher, P. H. Ridgway, Martin Welsh, Mr. Raymond, W. S. Cram, 
R. L. Fisher, superintendent. 


NATCHEZ, MISS.—Pursuant to a decree of the danas court of 
Adams County, O. Pollock, as trustee, has sold the local property 
of the Southern Light and Traction Company, consisting of the 
electric railway and electric light and gas plants, the purchaser 
being Lynn H. Dinkins, president of the company and president of 
the Interstate Trust and Banking Company, of New Orleans, who 
offered $5,000 above the liabilities of the company. The property is 
assessed at $125,000 on a fifty per cent valuation. 


RED BLUFF, CAL.—The organization of another electric power 
company in Tehama County is likely to be consummated in the 
near future. Valuable water rights on Mill Creek are controlled 
by Gorham King, T. H. Ramsey, S. P. Stice, E. D. Gardner estate, 
Smith Crowder, W. A. Fish and W. F. Luning, and negotiations 
are now under way for their sale to a party of capitalists who expect 
to expend over a million dollars in the construction of a plant to 
generate many thousand horse-power of electric energy. The 
completion of the Northern Electric to Red Bluff and Redding will 
create a demand for a large amount of power. 


BALTIMORE, MD.—At the annual meeting of the stockholders 
of the Mount Washington Electric Light and Power Company, held 
at the company’s offices in Mount Washington, the following officials 
were elected: President and general manager, Thomas W. Offcutt; 
vice-president, Alten S. Miller; secretary and treasurer, Harry J. 
McIntyre. Directors: Thomas W. Offcutt, Alten S. Miller, S. Davies 
Warfield, Walter R. Townsend and Richard A. Bevan. The Mount 
Washington Company supplies electric current for public and 
private lighting in the villages of Arlington, West Arlington, 
Pikesville, Melvale, Mount Washington, Ruxton, Sherwood, Govans- 
town, Towson and Lutherville. 


SALT LAKE CITY, UTAH—The Davis County Light and Power 
Company, with a capital of $50,000, in shares of the par value of 
$1 each, has filed articles of incorporation with the secretary of 
state. The officers are: J. D. Wood. president; J. H. Wilcox, vice- 
president; N. B. Stadley, manager; E. F. Richards, secretary-treas- 
urer, and they with O. C. Dixon, constitute the directorate. The 
company takes over for $6,359 five miles of poles and wire in 
Farmington, three miles of the line outside of the city limits, a 
franchise from Davis County, a year lease of water power, a filing 
on water in Farmington Cañon and the good will of the present 
holders. Of the capital stock $43,641 is for the present left in the 
treasury. 


July 18, 1908 


. INDUSTRIAL ITEMS. | 
‘THE CENTURY ELECTRIC COMPANY, St. Louis, Mo., in bul- 
letin No. 10 describes and illustrates its single-phase motors. Copies 
of this bulletin will be furnished to those interested upon request. 


THE AMERICAN CONDUIT COMPANY, Marquette Building, 
Chicago, Ill., manufacturer of bituminized fibre conduit for under- 
ground construction, is mailing a postal-card illustrating a line 
entrance insulator for bringing high-tension lines through the wall 
of the central station. 


THE MANHATTAN ELECTRICAL SUPPLY COMPANY, 17 Park 
place, New York city, has ready for distribution its catalogue No. 24, 
entitled “Something Electrical for Everybody.” This catalogue is 
supplemented by the confidential net price list, which is available 
to those interested in the distribution of electrical supplies. 


THE CONDIT ELECTRICAL MANUFACTURING COMPANY, 
Boston, Mass., has moved to larger quarters at 76 and 78 Battery- 
march street. The company owns its own building at this point, 
and is occupying five floors and a basement. There are complete 
facilities for large stockrooms and storerooms and for office depart- 


ments. 


THE RIDGWAY DYNAMO AND ENGINE COMPANY, Ridgway, 
Pa., announces that in order to take care of its southern territory 
it has concluded negotiations with the Machinery Sales Agency, at 
1021 Prudential Building, Atlanta, Ga., to handle its complete line 
of side and centre-crank engines, as well as direct-current electrical 
machinery. 


THE GENERAL COMPRESSED AIR AND VACUUM MACHIN- 
ERY COMPANY, St. Louis, Mo., has prepared several very interest- 
Ing booklets devoted to compressed-air and vacuum cleaning appara- 
tus and tools. The compressed-air and vacuum system of dust 
removal is gaining great favor for factories, hotels, residences. 
central stations and car-cleaning departments. This apparatus is 
arranged to be driven by electric motors, engines or manually, ac- 
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cording to the style of equipment destredj, Full information and 
illustrated catalogues will be furnished upon request. 

THE ARTHUR JONES COMPANY, Old Colony Building, Chi- 
cago, Ill., has issued a booklet giving special prices on motors and 
generators, new and second hand, for both alternating and direct 
current. These machines are of recent and modern design, built 
in modern shops to meet all conditions. Prices are figured very 
closely and on the basis of spot cash on delivery. The company 
has unexcelled facilities for executing orders, and will be pleased 
to give full information to those interested upon request. The list 
given in this book is very complete, and it should be in the hands 
of every one finding it necessary to make quick purchases of elec- 
trical apparatus of this character. 


THE WESTERN ELECTRIC COMPANY, 463 West street, New 
York city, has issued a number of attractive booklets on intercom- 
municating telephone equipments. These equipments are manufac- 
tured both in key and jack types for residence, factory and office 
use. The booklets call attention to the time-saving features and 
convenience of the intercommunicating system, also to the elimina- 
tion of telephone operating expenses and the availability of the 
system for use at all hours of the day and night, owing to a tele- 
phone operator not being required. Explicit instructions are given 
regarding the installation, wiring and operation of each of the 
different equipments listed. : 


THE STANDARD GAUGE MANUFACTURING COMPANY, Syra- 
cuse, N. Y., has ready for distribution bulletin No. 1, devoted to 
“Eclipse” oil filters. “Eclipse” continuous-oiling systems and exhaust 
heads. The filter department is an addition to its well-known line 
of standard indicating and recording gauges for all purposes. Be- 
sides the standard line of “Eclipse” oil filters, this bulletin illus- 
trates special forms for particular conditions; also several arrange- 
ments of the component parts of the “Eclipse” oiling system, so 
that engineers will find the problem of the recovery and purifica- 
tion of lubricating oil worked out for plants of all sizes and types. 
Copies of this bulletin will be furnished to those interested upon 
request. 


Record of Electrical Patents. 


Week of July 7. 


892,410. SWITCH MOUNTING. Arnold E. De France, Toledo, 
Ohio. The switch is mounted on a rectangular metal box. 


892,411. INSULATED COUPLING FOR ELECTRIC CONDUCTORS. 
John J. Dossert, New York, N. Y., assignor to Dossert & Com- 
pany. A two-part coupling joined by a third threaded member 
and enclosed in a two-part insulator. 


892,419. SYSTEM OF ELECTRIC-MOTOR CONTROL. Fletcher 
D. Hallock, Wilkinsburg, Pa., assignor to Westinghouse Elec- 
tric and Manufacturing Company. Locking means are provided, 
Preventing the closing of the controller if any part of the 
starting resistance is short-circuited. 


892421. SYSTEM OF ELECTRIC-MOTOR CONTROL. Ford W. 
Harris, Wilkinsburg, Pa., assignor to Westinghouse Electric 
and Manufacturing Company. The starting circuit is automat- 
ically opened if the individual starting switches are closed out 
of the predetermined order. 


892,429, SYSTEM OF ELECTRIC-MOTOR CONTROL. Henry D. 
James, Pittsburg, Pa., assignor to Westinghouse Electric and 
Manufacturing Company. Means are provided for delaying the 
closing of the individual starting switches. 


892,445, ELECTRIC LIGHTING SYSTEM FOR AUTOMOBILES. 
Frank L, Parrill, Vincennes, Ind. The lighting dynamo is 
mounted on a rocking shaft allowing its driving wheel to 
be brought into contact with the main driving wheel. 


892,464. CONTROLLER. Emmett W. Stull, Norwood, Ohio, as- 
signor to AllisChalmers Company. A magnetically operated 
switch is provided which opens the circuit when the controller 
reaches its first operdtive position as it is moved backward. 


oe SYSTEM OF DISTRIBUTION. Hermon L. Van Valken- 
urg, Norwood, Ohio, assignor to Allis-Chalmers Company. A 
Polyphase system utilizing a number of series transformers, 
enabling one instrument to be connected into any phase. 

892.475, 


Warner and Carl Wiler, Chicago, Ill., assignors to Western 


ARC-LAMP REGULATING MECHANISM. Ernest P.. 


ead Company. A retarding device is attached to the feed 
clutch. 


892,487. TURBO-GENERATOR CONSTRUCTION. Alfred H. Wou- 
ters, Norwood, Ohio, assignor to Allis-Chalmers Company. The 
commutator leads are carried on a ring and held by a second 
ring enclosing them. . 


892,500. BATTERY INDICATOR. Rufus N. Chamberlain, Depew. 
N. Y., assignor to Gould Storage Battery Company, New York, 
N. Y. A permanent magnet indicator. 


892 487.—TURBO-GENERATOR CONSTRUCTION. 


892,554. SHUNT. Frank W. Roller, Plainfield, N. J., assignor to 
Whitney Electrical Instrument Company. A convoluted con- 
ductor with its convolutions extending in planes at right angles 
to the terminals. 


892,608. ELECTRIC BATTERY. William Morrison, Chicago, Ill., 
assignor to George Rumrill Coryell, Chicago, Ill. The nega- 
tive element supports a deposit of bromin. 


892,616. MEANS FOR CONTROLLING MACHINERY. Henry A. 
Peters and Charles W. Morgan, Paterson, N. J. The controllers 
are locked by an electrically actuated detent. 
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892,626. ELECTRICAL INSULATOR. Hugo F, Selinger, St. Louis, 


Mo., assignor to Wagner Electric Manufacturing Company, St. 
Louis, Mo. An insulator for transformer terminals or the like. 


892,636. CONTROLLING APPARATUS FOR RAILWAY APPLI- 
. ANCES. Hiram C. Williams, Utica, and Francis B. Harring- 
ton, Albany, N. Y., assignors to General Electric Company. A 
time-limiting circuit-closer actuated by the interlocking levers. 


892,687. CONTROLLING MEANS FOR RAILWAY APPARATUS. 
Hiram C. Williams, Utica, and Francis B. Harrington, Albany, 
N. Y., assignors to General Electric Company. The magnet 
controlling the movement of the signaling lever is itself con- 


trolled by a switch requiring a predetermined interval for 
closing. 


892,655. BATTERY-CHARGING APPARATUS. Frederick G. Dur- 
yee, Fort Wayne, Ind. A vibrating pole changer. 


892,608.—ELECTRIC BATTERY. | 


892.656. CONTROLLER FOR ALTERNATING-CURRENT MO- 
TORS. George W. Euker, Boston, Mass., assignor to Diehl 
Manufacturing Company. A variable inductance is inserted in 
one of the leads. 


892,670. ELECTRIC SNAP SWITCH. Walter S. Mayer, Philadel- 
phia, Pa., assignor to the Machen & Mayer Electrical Manu- 
facturing Company, Philadelphia, Pa. A pivotal snap switch. 


892.677. SAFETY APPLIANCE FOR ELECTRIC RAILWAY 
TRAINS. Edwin T. Munger, Chicago, Ill. A device for render- 
ing the motor controller inoperative whenever the brakes are 
out of order. 


892,712. SAFETY APPLIANCE FOR ELECTRIC RAILWAY 

TRAINS. Adolph H. Daus, Chicago, IN. Biectromagnetic 

' means placed on the car which prevent the operation of the 

controller except when shunted through a low-resistance path, 

which is maintained as long as the brakes are in operative 
condition. 


892.713. SAFETY DEVICE FOR ELECTRIC TRAINS. Adolph H. 
Daus, Chicago, Ill. A device for rendering both controllers on 
an electric car inoperative when the brake system is out of 
order. 
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892,763.— INDUCTION-CoIL UNIT. 


$92,734. SAFETY APPLIANCE FOR ELECTRIC RAILWAY 
TRAINS. Harley A. Johnson, La Grange, Ill. A magnetic 
device permitting car controllers to be used when the brakes 
are in operative condition. 


892,749. ELECTRIC SIGN APPARATUS. Richard F. Le Brocq, 
Etna, N. J., assignor of one-half to Edwin J. Selley, New York, 


N. Y. A switching device for controlling a number of lamp 
circuits. 


892,755. PLUG FOR ELECTRICAL CONNECTIONS. Walter S. 
Mayer, Philadelphia, Pa., assignor to the Machen & Mayer 
Electrical Manufacturing Company. A plug formed of: non- 
conducting material with perforations for receiving the con- 
ductors. 
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892,763. INDUCTION-COIL UNIT. Carl A. Pfanstiehl, Highland 


Park, Ill. A coil section formed of a pair of outer spools, one 
of which fits over the other. 


892,764. HIGH-FREQUENCY APPARATUS. Charles C. Ruprecht, 
Cleveland, Ohio, assignor to the Cleveland High Frequency 
Company, Cleveland, Ohio. The combination of a circuit, hav- 
ing in series therewith the primary coil of a transformer with 


a circuit including the secondary winding of the same trans- 
former. 


892,768. ELECTRIC ARC LAMP. Charles P. Steinmetz, Schenec- 
tady, N. Y., assignor to General Electric Company. A smoke 
flue is provided within the lamp. 


892,770. APPARATUS FOR GOVERNING THE PASSAGE OF 


CARS OR VEHICLES ALONG A RAILWAY. John D. Taylor, 
Wilkinsburg, Pa., assignor to the Union Switch and Signal 
Company, Swissvale, Pa. The controller on the car is unlocked 
electromagnetically. 
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892,770.—APPARATUS FOR GOVERNING THE PASSAGE OF CARS OR 
VERICLES ALONG A RAILWAY. 


892,814. ELECTRIC INDICATING SYSTEM FOR RAILWAYS. 
Herbert G. Dorsey, Ithaca, N. Y. A pair of conductors is car-. 


ried parallel to the track and each train is equipped with a 
generator, the voltage of which depends upon the speed of the 
train, the current from which actuates indicators on other 
trains. 


892,822. POLE-TOP CAP. James W. Fraser, Charlotte, N. C. A 


cap for a transmission-line pole, which provides a support for 
an insulator pin. 


892,841. SYSTEM OF CONTROL. Henry D. James, Pittsburg, Pa., 


assignor to Westinghouse Electric and Manufacturing Com- 
pany. A plurality of electromagnetic switches is provided for 
cutting out steps in the starting resistance. 


892,822. —Po1 £-ToP Cap. 


892,857. ELECTRICALLY OPERATED SIGNAL FOR RAILWAY 


CROSSINGS. George W. Lancaster, Richmond, Va., assignor 
to Lancaster Automatic Railway Crossing Company, Inc., Rich- 


mond, Va. Certain of the signals at a railway grade crossing . 


are released by the approach of a train, the others remaining 
locked. 


892,868. CLUTCH. Thomas G. Morse, Erie, Pa., assignor to Morse 


Iron Works, Erie, Pa. The clutch is applied by two electro- 
magnets. 


892,872. ELECTRIC SWITCH. Hervey H. McIntire, South Bend, 


Ind. A switch the contacts of which are movable longitudi- 
nally. 
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THE OSCILLOGRAPH IN THE SHOP. 

The oscillograph is certainly one of the prettiest of research 
instruments devised by physical scienée in recent years. 
Thanks to the ingenuity of Duddell and others we have here 
an instrument capable of following rapidly changing physical 
effects; and by the means of auxiliary devices we may either 
make permanent records of transient phenomena or actually 
watch these changes as they take place. Until the development 
of the oscillograph the student of electrical science was con- 
siderably handicapped, as all his instruments gave merely 
averaged values, and when these are used for measuring rapidly 
changing quantities, such as exist in a circuit through which-an 
alternating current is flowing, the values thus found seem to 
indicate a departure from the laws known to apply to circuits 
in which the current is steady. For these reasons it has become 
more or less customary to study the flow of alternating currents 
from the mathematical rather than the physical standpoint; the 
fact that Ohm’s law is always the fundamental law of electric 
flow, no matter what the type of current, is often overlooked. 

When attempts are made to study the character of change 
going on in the alternating-current circuit, before the oscillo- 
graph was available, tedious step-by-step methods were neces- 
sary, and these were applied at times under a disadvantage, since 
the points of the curves thus obtained were not instantaneous 
values, but averages of many such values. But the oscillograph 
enables us to trace not only the true instantancous changes, but 
also to record, when desired, the average series of changes which 
are going on. The instrument thus became one of considerable 
scientific importance, and we must credit it with many valuable 
researches, Nevertheless, it is usually looked upon as a purely 
scientific instrument, whose place is in the laboratory, not in the 
shop. For this reason, a short paper contributed to the J uly 
issue of the Electric Journal by H. H. Gallehar is interesting, 
as he takes the stand that a suitably designed and equipped 
oscillograph is an essential piece of apparatus for every testing 
floor. Such an instrument is not difficult to use and may he 
easily set up and is not easily influenced by external forces, 
When such a device is available many troublesome questions 
which arise during the testing of anv electrical device may at 
once be answered. It will not only show the true character of 
the current and clectromotive-force waves, but it will also show 
the true difference in phase between them. It gives the testing- 
floor staff the ability to watch the effects of any changes in 
conditions upon the apparatus being tested and to determine 


when the desired conditions for testing have been obtained. It 
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thus forms a valuable addition to the usual equipment of the 
testing floor. 

It is always interesting to notice the adoption of what is 
considered, a purely scientific instrument to the utilitarian pur- 
pose of the testing floor, but it is even more interesting to notice 
how scientific the methods of the testing floor have become. 
Indeed, so far as the study of electrical apparatus is concerned, 
it would be pretty difficult to draw a line separating the so-called 
practical from the really scientific work. ` | 


A NOTEWORTHY HYDROELECTRIC SYSTEM. 

One of the interesting and instructing papers presented at 
the recent meeting of the American Institute of Electrical En- 
gincers at Atlantic City was that by Mr. J. W. Fraser which 
describes some of the important phases of the hydroelectric 
developments in North and South Carolina. 

On the Pacific Coast and in other sections of the Far West 
fuel is expensive. and cheap power, or rather cheaper power 
than can be produced in a steam-driven station, is the desired 
end and the engincers of the transmission systems which have 
heen built up out there have had this end constantly in view. 
To supply this demand for power it has been found profitable 
to transmit it electrically over distances far greater than those 
covered by transmission systems elsewhere in the world. On the 
other hand, at Niagara Falls and one or two other places a 
different condition exists. Here the reason for development was 
not the high cost of fuel but the opportunity offered by the 
enormous power represented by the falls and the possibility of 
producing mechanical power in large quantities at a less cost 
than could be done by the use of comparatively inexpensive fuel. 
There was, at the time the work was undertaken, no immediate 
market for this power; the nearest large market was Buffalo 
and it was anticipated that the output of the power plants at 
the falls, after it had been decided to develop them electrically, 
would be transmitted and sold at distant points. The outcome, 
however, was somewhat different, for while a good deal of energy 
was disposed of in Buffalo and other nearby towns, a greater 
part of it was sold to new industries established at the falls 
to take advantage of the low rates made them. 

In the Carolinas, however, a condition different from either 
of the above faced those who undertook to develop the water 
powers of these states. Here there is a large market for powcr, 
not concentrated in one point, but scattered over a not very 
large territory. There are many cotton mills thickly dotted 
throughout the central part of the two Carolinas which offer 
the main outlet for the sale of energy. At these mills power 
was already supplied by steam-driven plants of fairly good 
efficiency and reliability. Fuel is not particularly costly, and as 
many of the plants are comparatively new they were not 
handicapped with old and inefficient machinery. The electrical 
system must, therefore, compete with good steam-power plants 
and it must not only be able to sell energy to the mills at a 


less cost, all things considered, than the mills can make it for 
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themselves, but it must insure as great reliability as a simple 
steam engine belted to a series of line shafts. 

For these reasons reliability became the controlling factor 
in design, since no mill could afford to depend upon unreliable 
power, however low the price; yet it was necessary to secure this 
reliability without an excessive cost of construction. To this 
end the engineers of the Southern Power Company, whose 
system is the one described by Mr. Fraser, studied carefully 
the insulation problem and adopted a factor of safety higher 
than that usually deemed satisfactory. The apparatus was 
selected with special reference to reliability and the pro- 
tective system was thoroughly planned. On one of the more 
recent lines the factor of safety has been again raised, but 
this is with the expectation of doubling the transmission volt- 
age on this line some time later. The practical reasons which 
lead to the selection of 44,000 volts for the present system of 
transmission lines and for the adoption of the frequency of 
sixty cycles are given in Mr. Fraser’s paper, which is published 
elsewhere in this issue. Had the present company initiated the 
work the selection might have been different; but it had to con- 
sider one hydroelectric station already existing and the many 
motors which were in operation in certain of the mills. 

There is another interesting phase of the power development 
of the Southern Power Company’s system which was brought 
out in a few remarks made by Mr. Lee in discussing Mr. 
Fraser’s paper. As on most of the southern rivers the problem 
of handling floods is serious and the variation in the flow of 
the rivers is great, the main power station is primarily planned 
for only the minimum flow. The question then rises if it will 
be profitable to install more apparatus in the power station and 
a reserve steam plant which will run during, say, two months 
of the year. This is one of the points discussed by Mr. Fraser 
and his conclusions are interesting; but Mr. Lee brought out 
another phase of the question which we do not remember to 
have heard discussed before. It will be remembered that a 
large number of these southern mills have adopted the electric 
drive because of the increased and improved output of the mills 
thereby secured, and although a power company might not be 
able to offer them terms sufficiently low to induce them to 
abandon their own power station, it might sell them energy at 
very low rates for about six months of the year and let them 


run their own power plants during the months when the water 


-is low. To make such an arrangement profitable would require 


a much larger hydroelectric development than the usual con- 
siderations would warrant, but the plan may lead to a solution 
of the secondary power development entirely different from that 
arrived at by Mr. Fraser. 

To indicate the importance of this southern power system, 
it may be said that it owns cleven power sites aggregating 150,- 
000 horse-power, and as Mr. Fraser’s paper deals mainly with 
the transmission-line problems some may be interested in learn- 
ing in more detail the character of the hydroclectrie stations 
which the Southern Power Company is installing. An excellent 
description of these was given by Mr. Fraser in the ELecTRie st 
Review, September 8, 1906. 
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SLAVES OF THE CLOCK. 

Until recently we have looked upon the clock as an inter- 
esting physical device adapted by man to divide the day and 
night into convenient arbitrary periods; but it seems that in 
London, at least, the clock has risen from this menial position 
to one more dignified and important. Over there, it appears, 
the clock regulates man’s actions, rather than man the clock’s. 
It fixes the time for his getting up and going to bed; when 
the office is to be opened and when closed and the time of day 
when he shall rest his weary body. His brain, we surmise, needs 
no rest, either because it is never greatly exercised, or else, per- 
At least, these 


are the impressions given one when reading the discussions of 


haps, because it has been worn beyond repair. 


the proposed plan to shift the working period of the day an 
hour ahead during the summer and back again to its normal 
position during the winter, merely by moving the hands of the 
clock. As a simple suggestion and with the idea of saving a 
part of the expense of lighting streets and homes by inducing 
men to start their work earlier in the day, stopping, of course, 
just that much sooner in the evening, the idea might call forth 
a few interesting psychological remarks, but when a bill is 
introduced into Parliament for carrying out this plan, one 
begins to wonder by what mental process the originator of this 
plan and those who favor it arrived at the conclusion that the 
mere shifting of the hands of a clock at the dead of night will 
bring about a complete rearrangement of the working hours 
in the British Isles. 

The measure is known as the “Daylight Saving Bill,” a name 
which fits it about as well as it itself will fit in with human 
habits. Those in favor of the scheme seem to be under the im- 
pression that since the banks and telegraph offices of London 
do not open until the summer sun has been trying to shine 
through the London fog for five or six hours, no one else 
goes to work any sooner than that, and because custom has 
fixed the hour for opening certain offices at nine or ten o’clock, 
or even later, as the case may be, the only way they see of 
changing this custom is to change the clock. It seems to be a 
childish way to bring about a reform. Every one is to start to 
work during the summer an hour earlier than he is accustomed 
to, but his clock is to show the same old time; therefore, he 
will not be able to resent the change. But why, if the plan 
should work successfully during the summer months and show 
an unquestioned saving of daylight—why should the country 
return to the old plan during the winter, as it is not apparent 
that either method would be more economical of light than the 
other during the short winter dav in England? 

These questions, however interesting, are psychological 
rather than electrical and hence we should perhaps be more con- 
cerned about the effect the proposed plan would have upon the 
lectrie light companies of the British Isles; should not any 
‘uch attempt to curtail their sales of energy be resented? Yet 
we have not heen so careful in our use of Tight heretofore, and 
i frequently we are satisfied if we pay the lighting bills, 
carines Tittle how the light itself is used. Tence this sudden 


conversjon ; ] : : 
nand a consequent effort to abandon old and wicked 
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ways should be received with caution. Yet we doubt very much, 
even supposing every one minded the clock, if there would be 
such a great saving of artificial light as is promised. Would not 
those who now enjoy the night as a time for pleasure rejoice 
so much the more at having an hour more for enjoyment that 
they would unwittingly draw out the time to an hour and a 
half, or maybe two, with considerable benefit to the lighting 
companies and with perhaps some detriment to their own wel- 
fare? With the latter consideration we have no concern, and 
since it does not seem likely the lighting companies will suffer 
seriously from the plan, we are not much alarmed at the prospect 
presented. We therefore await the issue of this campaign with- 
out undue anxiety, leaving it to the Englishman to fight the 
matter out with his clock, for as Humpty Dumpty said, “The 


question is, Who is to be master?” 


REFUSE DESTRUCTORS AND POWER PLANTS. 
During the presidential address of Mr. Herbert Talbot be- 


` fore the Incorporated Municipal Electrical Association of Great 


Britain at the meeting held in June, the speaker referred briefly 
to the performance of the refuse destructor plant at Notting- 
ham, England, and from the experience gained there drew an 
interesting conclusion. The conclusion is about as follows: 
Town refuse is a more expensive fuel than coal under the 
conditions existing at Nottingham; hence, it would be cheaper 
for the electrical system not to utilize the steam produced in 
this destructor and to produce all of its steam in its boiler plant. 
To do so would not involve anv increase in the staff of the 
station and indeed would rather improve, as a whole, the oper- 
ation of this plant, since the load-factor of its boilers is lowered 
by the operation of the destructor plant. Taking a broader view, 
however, it is admitted that burning is the best method of dis- 
posing of city refuse, and the heat thus produced might as 
well be utilized. It is then merely a question whether the 
destructor plant is to be operated for destroving purposes alone 
and the cost of so doing frankly paid, or whether it is to be 
operated in connection with the electrical supply svstem and the 
latter is to be saddled with the cost of destroving the refuse. 
The latter arrangement probably results in a small saving to 
the town, but it rather complicates the work of the clectrica] 


department. 


THE MANUFACTURER AND THE ENGINEER 
AND ENGINEERING. 

A somewhat unusual communication on the subject “Should 
Manufacturers Cease Doing Free Engineering” appears in this 
issue. For its originality, if for no other reason, it is entitled 
to consideration. The suggestion therein embodied is certainly 
radical and, whatever the merits of the case presented, it ela 
only be introduced by a series of transition stages. It would be 
difficult to conceive of a sudden reversal of the custom which 
has heretofore obtained, even though the resulting benefits 


should 


be all that our correspondent would expect. The subject is 


important and timely. No doubt there will be forthcoming 


expressions of opinion from the various soneces interested 
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—— Manufacturers Cease 
To oo “omneering?. 
F THE ELECTRICAL REVIEW: 

The series of communications on the 
subject “Is the Consulting Engineer 
Necessary ?” which have appeared in recent. 
numbers of the London Electrician and 
your own British namesake, the Electrical 
Review, and the editorial comments there- 
on, have probably come before you and 
vour readers. 

The consideration of these writings has 
induced an idea which I herewith lay be- 
fore vou in the hope that it will either be 
approved and confirmed and lead eventu- 
ally to a change in the present order of 
things, or its fallacy pointed out. 

My suggestion is, that no manufacturer 
should bid on apparatus except under 
specifications from the prospective pur- 
chaser or his engineer, and that the manu- 
facturing companies cease making plans 
and specifications. This suggestion is 
made in the interests of both the manu- 
facturer and the consulting engineer, but 
the benefits would accrue principally to 
the manufacturer. The reasons which ap- 
pear to make this course advisable are: 

(1) The manufacturers would elimi- 
nate the cost of an enormous amount of 
futile engineering, done for people who 
have not the means to carry out their 
schemes nor the power to interest capital 
in them. E 

(2) The sales departments would have 
their work, records and expenses greatly 
reduced because of the elimination of 
projects which can never be brought to 
fruition. 

(3) Manufacturers of high-grade ap- 
paratus would have a better opportunity 
of getting business on a basis of merit 
and worth. 

(4) Business would be done between 
the manufacturer and an engineer, and 
therefore more understandingly, and on a 
better basis and at a lower cost. 

(5) The practice of having one manu- 
facturer prepare plans and specifications 
at his own expense, to be hawked about to 
other manufacturers, would be done away 
with. 

(6) Where a prospective buyer ap- 
plies to several manufacturers for plans 
and specifications it means that an equal 
number of specifications—no two of which 
coincide—are made for a single installa- 
tion. This obvious and expensive waste 
of work would be avoided. 

The manufacturers could confine their 
attention to turning out apparatus at the 
lowest cost consistent with the production 
of high-grade machinery, reducing their 
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general and sales expenses, because in 
nearly every instance requests for quota- 
tions would come from responsible parties 
who would be actual purchasers, for no 
penniless promoter would retain a con- 
sulting engineer. l 

The adoption of this proposed system 
would require either an agreement among 
all the manufacturing companies or the 
independent action of the head of some 
company who is sufficiently big, broad, 
strong and wise to take this action, know- 
ing that by his reduction in cost and the 
friendly attitude of the engineering pro- 
fession toward any policy which would 
thus advance its interests, his company 
would possess no small advantage and 
would reap the reward of sanity and good 
judgment. 

ENGINEER. 
New York, July 11, 1908. 
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FINANCIAL REPORTS OF ELECTRICAL 
COMPANIES. 


KANSAS CITY HOME AND LONG DISTANCE 
TELEPHONE COMPANIES. 


The report of the Kansas City Home 
and Long Distance Telephone Companies 
for the year ended March 31, 1908, shows 
gross earnings of $955,212, an increase of 
$162,338; net earnings of $462,901, an 
increase of $85,738, and surplus after 
charges of $258,917, an increase of $68,- 
033. 

The Toledo Home Telephone Company, 
of Toledo, Ohio, reports gross earnings 
for the vear ended December 31, 1907, of 
$354,618, an increase of $39,330, and sur- 
plus after charges of $129,091, an increase 
of $15,033. 

The Kinloch Long Distance Telephone 
Company, of Missouri, shows gross earn- 
ings for the year ended December 31, 
1907, of $1,139,151, an increase of $148,- 
911, and surplus after charges of $282,- 
425, an increase of $89,858. 


LAKE SHORE ELECTRIC COMPANY. 

The Lake Shore Electrie Company re- 
ports gross earnings for May of $69,538, 
a decrease of $4,344; net earnings of 
$29,198. a decrease of $1,121, and surplus 
of $3,686, a decrease of $3,919. For five 
months the gross earnings were $307,439, 
a decrease of $10,521, and net $118,251, 
a decrease of $4,941. After allowing for 
interest charges there was a deficit of 
$10,174, an increase of $15,227. 


CHICAGO RAILWAYS COMPANY. 
Since the beginning of the present fiscal 
vear, on February 1, the Chicago Railways 
Company has shown increases in both 
gross and net earnings. The April, March 
and February reports, which complete the 


first quarter of the fiscal year, are given 
in detail as follows: 
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April, March, February. 
Earnings. thn, 1908, 100R. l 
Passenger ..... $847,220 $840,743 $742,826 


Sales of power gars 1437 ‘16,116 
Gross ...... $865,435 $857,732 $758,942 
Expenses: 

Maur” i $54,262 $47,262 $30,087 

greene $ 80,688 69,943 61,245 


Operating cars 
and power 


plants ...... 356,190 371,276 364,525 
General ...... 113,585 99,595 88,362 
Real estate in- 

come ....... 5,000 3,624 4,008 
Taxes ........ 16,608 16,609 16,609 

Totals ...... $626,333 $608,309 $564,836 
Balance (ac- 

tual) ....... 239,102 249,423 194,105 
Balance, 30 per 

cent of gross. 259,630 257,320 227,683 
Interest, 5 per 

cent on value 

of property.. 136,492 136,065 135,788 
Net income.... $123,138 $121,255 $91,895 

Division: 

City’s 55 per 
cent ........ $67.726 $66,690 $50,542 


Chicago Rail- 

way's 45 per 

cent ........ 55,412 54,565 41,352 

As shown by the above figures, the 
actual operating expenses in April were 
seventy-two per cent of gross, in March 
the percentage was seventy-two, and in 
February they were seventy per cent. This 
is due to the work of rehabilitation, but 
after the first part of the work is com- 
pleted the ratio should decrease rather 
than increase, 

The terms of the ordinance provide that 
seventy per cent shall be charged to in- 
come account for operation. At the end 
of the year any excess of that figure will 
be paid into the earnings account out of 
the capital account, unless the cost of op- 
erating should fall below that figure dur- 
ing succeeding months of the year. 

The Chicago Railways Company’s bal- 
ance sheet. as of April 30, 1908, com- 
pares with that of March 31, 1908, as 
follows: 


ASSETS. 
April 30. March 31, 
Road and equipment $33,030,238 $32,758,146 
Cash <sv44 voeuaes & 323,866 1,357,241 
Total toes woh ade $33,354,104 $34,115,387 
LIABILITIES. 
Capital ............ $32,589,047 $32,589,047 
Reserve for damı- 
ages 2... eee 580,098 545,758 
Due city of Chicago. 184,959 980.582 
Total x sonacern ged $33,354,104 $34,115,387 


The total passengers carried by the 
Chicago Railways Companv lines, cash 
fare, free and on transfer, increased 
1.603.376 in April and 1,092,794 in 
March. The earnings per car-mile and 
per passenger are also given in detail for 
the two months named. 

Passengers carried: 


April, 1908. March, 1°08. 

Revenue passengers. 17.132.869  16,935.066 

Free passengers.... 215,777 184,724 
Transfer passen- 

Bers’ cise cede dei 11,667,959 = 11,866,843 

Total gcweacetes 29,016,959 28,486,633 
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NATIONAL ELECTRICAL CONTRACT- 
ORS’ ASSOCIATION. 


EIGHTH ANNUAL MEETING, HELD IN 
CHICAGO, ILL., JULY 15, 16 AND 17. 


The cighth annual meeting of the 
National Electrical Contractors’ Associa- 
tion was held at the Auditorium Hotel, 
Chicago, Ill, July 15, 16 and 17. The 
convention was opened with a session of 
members and guests on Wednesday morn- 
ing, July 15. A number of contractors 
from several states were in attendance and 
there was present also a large representa- 
tion of manufacturers. 

The address of welcome was made by 
Henry Newgard, president of the Illinois 
Electrical Contractors’ Association. The 
first paper, entitled “The Electrical Con- 
tractor’s Opportunities in the Illuminating 
Field,” was read by the author, George 
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On Thursday morning there was an 
open session for members and _ guests. 
J. R. Cravath presented a very interesting 
discourse on “Illuminating Engineering.” 
In the course of his remarks Mr. Cravath 
said: “The contractor who has a suffi- 
cient knowledge of illuminating engineer- 
ing so that he can go to the dissatisfied 
user of an unsatisfactory lighting installa- 
tion and guarantee him more results for 
the money he is expending for light can 
create business and get work which other- 
wise would not be available.” He called 
attention to some of the first principles of 
interior illumination and indicated the 
proper method of attacking such problems 
of artificial illumination as would ordi- 
narily come within the province of the 
clectrical contractor. 

Alex Dow addressed the session on the 
topic, “The Relations Between the Light- 
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City, going by way of: the steamship 
Theodore Roosevelt. A repast was served 
on both trips and while at Michigan City 
there were races for the ladics, a fat men’s 
race, potato race, swimming race and a 
baseball game between the eastern and 
western contingents, the former winning 
bv a score of ten to seven. 

The following officers were elected for 
the ensuing year: 

President, G. M. Sanborn, Indianapolis, 
Ind. 

First vice-president, M. L. Barnes, 
Troy, N. Y. 

Second vice-president, 
Krieder, Chicago, Ill. 

Third vice-president, H. S. Potter, 
Boston, Mass. 

Treasurer, John R. Galloway, Washing- 
ton, D. C. 

Secretarv. W. H. Morton, Utica, N. Y. 


Charles R. 


G. M. SANBORN, 
President National Electrical Contractors’ Association. 


Loring. An abstract of this paper is pre- 
sented elsewhere in this issue. 

A paper entitled “The Relations Bce- 
tween the Underwriter and the Con- 
tractor” was read by W. H. Merrill, Jr., 
manager of the Underwriters’? Labora- 
tories, Chicago, TIl. 

These papers were discussed briefly, 
both Mr. Loring and Mr. Merrill replying 
to numerous questions. Mr. Merrill in- 
“ited those attending the convention to 
visit the laboratories, which are conducted 
under the direction of the National Board 
of Fire Underwriters. 

The contractors were the guests of the 
Chicago Electric Club at luncheon, and in 
the afternoon a business session was held 
at two o'clock, 

On Wednesday evening banqucts for 
both the ladies and gentlemen were held 
in the Auditorium Annex, the banquet 


rooms being thrown together after the re- 
past and a fine y 


; audeville programme 
roughly en joved. 


JOHN R. GALLOWAY, 
Treasurer National Electrical Contractors’ Association. 


ing Company and the Contractor,” fol- 
lowed by Seth B. Wetherbee, on the topic, 
“The National Electrical Contractors’ As- 
sociation.” 

On Thursday afternoon a bricf business 
session was held, and the members were 
later taken in tally-hoes to the National 
League Park, where an exciting baseball 
game between the New York and Chicago 
teams was witnessed. The party returned 
to the Auditorium in tally-hoes. During 
the afternoon the ladies enjoyed an auto- 
mobile trip through the south parks and 
boulevards. 

At 7.30 o’clock Thursday evening the 
members met in business session, the 
ladies attending the performance of “The 
Top o the World” at the Studebaker 
Theatre. At nine o’clock a Rejuvenation 
of the Sons of Jove was held at which 
fifty new members were initiated into the 
mysteries of the order. 

On Friday all the members and guests 
enjoyed an all-day outing to Michigan 


W. H. Morton, 
Secretary National Electrical Contractors’ Association. 


Sergeant-at-arms, J. C. Sterns, Buffalo, 
N. Y. 

There was very little display of elec- 
trical apparatus by the manufacturers, but 
there was a fine attendance of representa- 
tives, among whom the following were 
present: 


George S. Searing, Chicago sales man- 
ager, Hart & Hegeman, Hartford, Ct. 

W. W. Cheney, Jr., president; Julian S. 
Jackson, sales manager; A. Benson, secre- 
tary, International Electrical Meter Com- 
pany, Chicago. 

G. W. Cooper, district sales agent; Frank 
E. Johnson, district sales agent, the Ohio 
Brass Company, Mansfield, Ohio. 

John Brooks, sales manager; G. V. W. 
Ingham, Chicago sales manager, Pass & 
Seymour, Solvay, N. Y. 

I. A. Bennett, W. J. McKenna, I. A. Ben- 
nett Company, Chicago. 

Sherman M. McFedries, secretary and 
treasurer; W. R. Harvey, J. L. Schureman 
Company, Chicago. 

J. G. Pomeroy, western sales man 
Adams-Bagnal] Electric Company, Cleve. 
land, Ohio. 

G. A. Furbeck, Furbeck & Hurt, St. Jo- 
seph, Mo. 

Arthur O. Einstein, sales mana : 
cent Company, Chicago. Eere ETER 


James G. Gilchrist, general manager; 
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H. W. Markham, sales man ; 

; ager; H. F. 
Frosch, Federal Electric Company, Chicago. 
rebated L. Merrill, Chicago manager 
a PR Electric Company, Cincinnati, 


George Loring, Shelby Ele 
Shelby, Ohio. g S 


W. J. Guntz, G. R. Clover, Nernst Lamp 
Company, Pittsburg. 

M. B. Austin, president; W. A. Brown, 
treasurer; R. J. Thorne, Michigan repre- 
sentative; Arnold H. Friend, M. B. Austin 
Company, Chicago. 

Edwin R. Rockwell, secretary Guarantee 
Electric Company, Chicago. 

C. E. Corrigan, vice-president and general 
manager; Milton Mill, southwestern sales 
agent, National Metal Molding Company, 
Pittsburg, Pa. 

Victor L. Crawford, W. N. Matthews & 
Brother, St. Louis, Mo. 

George C. Knott, H. E. Watson, Benjamin 
Electric Manufacturing Company, Chicago. 

H. B. Crouse, president; F. F. Sheel, 
western manager, Crouse-Hines Company, 
Syracuse, N. Y. 

Homer E. Niesz, manager Electrical 
Trades Exposition Company, Chicago. 

M. F. King, George C. Richards, P. J. 
Cratty, Richard Wildauer, Thomas Grier, 
American Circular Loom Company, Chelsea, 
Mass. 

Henry Newgard, president Henry New- 
gard & Company, Chicago. 

J. R. Wiley, J. E. O'Neill, R. S. Hopkins, 
E. J. Pietzcker, Standard Underground 
Cable Company, Pittsburg, Pa. 

H. D. Haring, O. O. Tucker, M. R. Lash, 
F. H. Van Gorder, H. W. Dye, H. F. Board- 
man, J. H. Dutton, G. H. Lounsbery, George 
H. Porter, H. M. Kennedy, F. A. Henderson, 
L. J. Baldwin, H. M. Post, E. S. Kiefer, E. 
H. Peterson, Western Electric Company, Chi- 
cago. 

E. J. Johnson, Consumer’s Rubber Com- 
pany, Bristol, R. I. 

William Low, president; E. R. Field, H. R. 
Remington, Perry R. Boole, C. A. McCarthy, 
H. E. Sanderson, A. J. Seltzer, Robert Mit- 
ter, Electrical Appliance Company, Chicago. 

A. S. De Veau, T. C. Walsh, De Veau Tele- 
phone Manufacturing Company, Brooklyn, 
N. Y. 

F. F. Corby, C. W. Larsen, D. L. Markle, 
Mark Manufacturing Company, Chicago, 

U. S. Armstrong, American Conduit Manu- 
facturing Company, Pittsburg, Pa. 

E. P. Bartlett, H. G. Wilson, John A. Roeb- 
ling’s Sons Company, Trenton, N. J. 

W. Ennis, manager Pittsburg office, Buck- 
eye Electric Company, Cleveland, Ohio. 

Oscar Carman, General Electric Company, 
Schenectady, N. Y. 

W. Johnson, Clark H. Methot, Manhattan 
Electric Supply Company, Chicago. 

C. M. McDonald, Allis-Chalmers Company, 
Chicago. 

P. F. Lyons. National India Rubber Com- 
pany, Bristol, R. I. 

E. B. -Kittle, manager Chicago office; 
Alfred E. Braddell, Harry 
Sprague Electric Company, New York, N. Y. 

F. B. Badt, P. A. Westbury, F. B. Badt & 
Company, Chicago. 

Robert Garland, H. D. Hodskinson, H. O. 
Waterman, Safety Armorite Conduit Com- 
pany, Pittsburg. 

Skyles R. Fralick, Blake Signal 
Manufacturing Company, Boston, Mass. 

H. M. Frantz, H. W. Johns-Manville Com- 
pany, New York, N. Y. 

E. R. Blyler, Crescent Insulated Wire 
and Cable Company, Trenton, N. J. 

E. W. Kearns, Monarch Electric and Wire 
Company, Chicago. 

W. P. Crockett, Bossert Electric Construc- 
tion Company, Utica, N. Y. 

Maurice Lewison, Detroit Insulated Wire 
Company, Detroit, Mich. 

B. J. Moorenhaupt, Dale Company, New 
York, N. Y. 


and 
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A. C. Crockett, Hart Manufacturing Com- 
pany, Hartford, Ct. 

C. D. Gordon, Alphaduct Company, Jersey 
City, N. J. 

James Olson, Habirshaw Wire Company, 
New York, N. Y. 

F. R. Bryant, Central Electric Company, 
Chicago. 

A. I. Appleton, president; John V. Painter, 
secretary, Appleton Electric Company, Chi- 
cago. 

Peter F. Hensel, S. 
Boston, Mass. 

Charles Mosser, Dearborn Electric Com- 
pany, Chicago. 

A. L. Willard, Westinghouse Electric and 
Manufacturing Company, Pittsburg. 

H. S. Greene, Nungissen Electric Battery 
Company, Chicago. 

J. E. Ham, Waterbury Company, New 
York. 

R. M. Van Vliet, H. P. James, Charles 
Klien, V. C. Gilpin, Cutler-Hammer Manu- 
facturing Company, Milwaukee, Wis. 

Frank N. Jewett, Thomas T. Richards, 
Wagner Electric Manufacturing Company, 
St. Louis, Mo. 

James Wolff, New York Insulated Wire 
Company, New York, N. Y. 

P. R. Fisher, Condit Electric Manufactur- 
ing Company, Boston, Mass. 

H. J. Wilms, Stromberg-Carlson Telephone 
Manufacturing Company, Rochester, N. Y. 

R. L. Thayer, St. Louis Malleable Castings 
Company, St. Louis, Mo. 

F. T. Finney, Western Installation Com- 
pany, Chicago. 

F. D. Phillips, Wesco Supply Company, 
St. Louis, Mo. 

William W. Merrill, secretary and man- 
ager; Arthur S. Merrill, Miller Mill, Chicago 
Fuse Wire and Manufacturing Company, 
Chicago. 

C. R. Wood, R. H. Mills. Moline Incan- 
descent Lamp Company, Moline, Ill. 

Harry C. Rice, G.-I. Incandescent Lamp 
Company, Cleveland, Ohio. 

Warren Ripple, president J. Lang Electric 
Company, Chicago. 

George Cutter, president George Cutter 
Company. South Bend, Ind. 

Albert Scheible, president Ajax Line Mate- 
rial Company, Chicago. 


— 0 
American Telephone and 
Telegraph Company. 
Hayden, Stone & Company have pre- 
pared a circular giving an exhaustive an- 
alvsis of the American Telephone and 


H. Couch Company, 


Telegraph Company. The circular says 
that the,company is fully financed for all 
present requirements, having paid off on 
July 1, $10,000,000 of American Bell 
Telephone four per cent bonds maturing 
on that date, and is now free of any float- 
ing indebtedness, and has an excess of 
$10,000,000 cash on hand. The capital- 
ization, including bonds and notes 
amounting to $330,484,855, as well as the 
capital obligations of the subsidiary com- 
panies, is represented by property, the 
replacement value of which, without con- 
sidering anv value in rights of way or 
franchise or patents, is estimated at #10.- 
000,000 in excess of the entire capital of 
every kind. The franchises and rights of 
way are in the greater part permanent, 
and could not be secured at the present 


time at any cost within limits. Never 
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since its incorporation ,in the, present 
form, in 1900, has the company failed | 
to earn its entire fixed charges more than 
three times over. The circular says: 

“No company could possibly attain the 
tremendous scope of the American Tele- 
phone and Telegraph Company, and re- 
main local in any particular. As the 
American company has become national 
in the operation of its business, 80 it must 
surely become national in the method of 
its financing and in the demand for its 
securities. The evident and increasing 
attraction of its securities will draw 
capital from all parts of the country, and 
the shares of the company, already held 
by 25,000 investors, will become still more 
widely owned. The inevitable result will 
be the development of a large and active 
market for both the bonds and stock of 
the American company in the financial 
centre of the country, New York.” 


—0 


The New York, New Haven & 
Hartford Railroad to Build 
New Lines. 


The New York, New Haven & Hartford 
Railroad Company has announced that it 
would expend $1,000,000 on the construc- 
tion of three new trolley lines. The con- 
tracts are to be let at once, and work will 
he begun on all three lines this fall. One 
of these lines is to be run from Hartford 
to Middletown, another from Hartford to 
Boonfield and the third from Willimantic 
to South Coventry. 

The expenditure on these roads will be 
the first that the New York, New Haven 
& Hartford road has made since the finan- 
cial flurry of last fall, when the company 
began a policy of retrenchment. 

Samuel Higgins, general manager of 
the New Haven, in discussing the electric 
system of the road, has expressed his own 
satisfaction with it and added that the 
company was well pleased with it. The 
svstem was constructed by the Westing- 
house Electric and Manufacturing Com- 
pany, and has a high-potential alternating- 
current with an overhead trolley. 

Mr. Higgins said that the electrification 
of the New Haven had been so satisfactory 
in every respect that there had been no 
thought on the part of the company to 
substitute another system for the one now 
in use, 

The last pavment for the installation. 
sald the general manager, had been made 
to the Westinghouse company about four 
months ago, which was further proof of 
the satisfaction of the railroad company. 
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SOME ENGINEERING FEATURES OF 


THE 


SOUTHERN POWER COM- 
PANY’S SYSTEM." 


BY J. W. FRASER. 


It has been aptly stated that in order to 


build a h 
are three 


ydroelectric power system there 
fundamental requirements: 


1. A sufficient source of power. 


w 
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discuss these three fundamentals in a 
general way, but to take a concrete ex- 
ample and show how the conditions gov- 
erning the sale of power must affect the 
design of the system as exemplified in that 
with which he is connected ; to describe in 
a general manner this system and pro- 
posed ultimate extension of the same. 

We will assume for the purpose of this 
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market for the sale of power 


within economical transmitting distance. 


paper a sufficient source of power, as any 
discussion of the hydraulic conditions 
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3, The necessary capital. 
It is not the intention of the writer to 
ee ee ee ee 


‘A paper 
American | 
City, N. J., 
power sites 
see ELECTRI 


presented at the annual convention of the 


patitute of Electrical Engineers, Atlantic 


une 30. Fora description of the different 
Owned by the Southern Power Company 
CAL REVIEW, September 8, 1906, p 367. 


would lengthen this paper undesirably. 
In passing, attention will be called only 
to the location of the various sites shown 
on the map, Fig. 2: These aggregate not 
less than 150,000 horse-power. One only, 


the Catawba plant of 10,000 horse-power 
capacity, was partially developed. The 
nine others are scattered along the 
Catawba River for a distance of 120 miles, 
with one on the Broad River about thirty 
miles west of Catawba station. 

In discussing the market at the time 
when the Southern Power Company was 
organized (1905), attention is first called 
to the map, Fig. 1, showing the location 
of cotton mills in the South, on which 
is shown a rectangle covering an area -of 
140 miles north and south by 180 miles 
east and west, about equally distributed 
in North and South Carolina. This area 
is enlarged on the map, Fig. 2. It will 
be noted that it contains the largest num- 
ber of mills that can be taken in by any 
such area in the South. It represents a 
power consumption of approximately 200,- 
000 horse-power, one-fourth of which is 
water power. It is all within easy trans- 
mitting distance from the various power 
sites referred to in the above paragraph. 

Before investing in these sites a careful 
investigation showed the average cost of 
power to be in the neighborhood of $34 
per brake-horse-power-year of 3,366 hours; 
that, although a few of the larger mills 
had got this cost down to $30, the ma- 
jority of the smaller mills could not pro- 
duce power for much less than $40. With 
coal at $3.50, power could not be dis- 
tributed for less than $28, even from large 
central steam stations. Experience ac- 
quired from the Catawba station and some 
smaller stations, to the records of which 
access was had, showed a fair margin of 
safety after transmission and other losses 
were taken into account. 

True it is that in recommending invest- 
ment in these sites it had to be considered 
that although the electric drive had demon- 
strated in some instances its reliability, 
convenience and economy, yet the unsatis- 
factory history in other instances, the 
general impression that power was pro- 
duced for much less than it actually cost, 
and the fact that mill owners were averse 
to further investment, would make the 
sale of power a difficult matter. Still the 
main question which interested the in- 
vestor was the cost of steam power, for 
prejudice could be overcome and the real 
cost of power could be demonstrated. In 
a further discussion of the market it is 
found convenient to treat of it under 
separate heads embodying the various en- 
gineering features. 

Frequency—In determining what fre- 
quency would best suit the market condi- 
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Hons the following had to be taken into 
consideration : | 

a. That the sixty-cycle generators at 
Catawba station and some 8,000 to 10,- 
000 horse-power in induction motors re- 
ceiving power from that station would 
kave to be rewound or exchanged, if other 
than sixty-cycle were used, on account of 
the fact that separate lines would be too 
expensive and would complicate matters. 
Motor generators would make the cost pro- 
hibitive, because of the large number of 
distributing points. 

b. That sixty-cycle motors to a total 
of approximately 8,000 horse-power were 
driving mills in the vicinity of proposed 
lines, which load might be obtained, pro- 
vided the frequency was the same. 

c. That there were also quite a few 
small city plants operating at sixty cycles. 
At present this might not amount to 
much, but the growth of these cities had 
to be considered, particularly in reference 
to are lighting. In three years 2,500 arc 
lights have been put in service and if 
motor-generators had had to be installed 
the cost to small mill towns would have 
heen excessive. 

d. That a high frequency would give a 
better power-factor, due to the leading 
charging current. 

e. That twenty-five-cycle generators, 
transformers and motors would cost at 
least ten per cent, twenty-five per cent 
and ten per cent, respectively, more than 
sixty-cycle generators, transformers and 
motors. 

f. That there was very little prospect 
in the near future of a rotary converter or 
railway load, and there were plenty of 
cotton mills in the district covered to use 
all the power which could be generated 
from the rivers. 

Against the above is the extra line drop, 
but when all the developments are com- 
pleted very little power will be trans- 
mitted more than forty miles except over 
trunk lines where the drop may be taken 
care of by raising the generator electro- 
motive force. For instance, the voltage 
at Catawba and at Spartanburg, two 
centres of distribution, can always be 
maintained at 44,000 volts. 

These considerations seemed to favor 
sixty cycles, but as exact figures were 
necessary in this case the following rough 
calculation was made: The saving in cost 
of generators and transformers amounted 
to $75,000, and if the saving in copper due 
to increased power-factor is added the 
total will be in the neighborhood of $100,- 
000. 

There is an additional loss of about ten 
per cent of the loss which there would 
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have been at twenty-five cycles and the 
integrated loss over the present lines 
when fully loaded will be in the neighbor- 
hood of twenty-seven per cent. In power 
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this amounts to ten per cent of twenty- 
seven per cent of 26,000 kilowatts = 700 
kilowatts, which at $5 per kilowatt is 
$3,500. Capitalized at six per cent this 
amounts to $60,000—a balance of $40,000 
in favor of sixty cycles. It is possible 
that a very careful analysis might show 
this loss to be a little greater but the error 
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loaded, but as the drop on the present load 
has been measured the error could not be 
very large. 

Considerations (a), (b) and (c) have 


heen left out of the above numerical cal- 
culation but might casily amount to 
several times the figure mentioned. 

Voltage—Some of the reasons for 
keeping the electromotive force as low 
as 44,000 volts were: 

a. That 44,000-volt transformers 
would cost from eighteen per cent to 
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can not be over twenty-five per cent, as 
the integrated loss referred to has been 
taken over a period of six months and 
covers losses from generators to meters on 
load. The only other error which could 
be made would be in estimating the line 
drop when the present lines were fully 


thirty-three per cent, depending on the 
size, less than for 66,000-volt trans- 
formers. 

b. That transformers and switches 
were more reliable at 44,000 volts. 

c. That insulators would cost ahout 
eighty cents less each. 
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ad. That line operation would be more 
successful, | 

e. That smaller transformer stations 
could be built. 

It was estimated that the extra copper 
to give the same drop over the entire sys- 
tem at 44,000 volts as compared with 66,- 
000 volts would not exceed the extra cost 
of transformers, insulators, substations, 
switches and other apparatus. ‘he esti- 
mate proved correct. With the present 
30,000-horse-power load there are on the 
system 72,000 kilowatts in step-up and 
step-down transformers and the additional 
cost if 66,000-volt transformers had been 
used would have been $64,000; additional 
cost of 30,000 insulators at eighty cents, 
$24,000; additional cost of thirty 66,000- 
volt substations, t. e., twenty per cent on 
$125,000, $25,000; additional cost of step- 
up transformer stations, t. e., ten per cent 
on $200,000, $20,000; a total of $133,000. 
Against this is the saving in copper in the 
transmission line had the higher electro- 
motive force been used, roughly, fifty per 
cent, $130,000. 

This shows a saving of only $3,000, but 
the present lines will carry a great deal 
more power than they are now carrying, 
which will increase this amount ma- 
terially. 

One line only of those proposed stands 
out as an exception, the trunk line run- 
ning from Great Falls to Spartanburg and 
thence to Greenville, about 100 miles in 
length, This line now under construction 
will be so built that when overloaded at 
44,000 volts delivered electromotive force 
it can be changed to 88,000 volts (i. e., 
100,000 volts at generating station). ‘his 
will be accomplished at a very sinall ad- 
ditional expense by mounting pins and 
insulators similar to those now used on 
our wood-pole lines on the towers as 
shown in diagram, Fig. 5, for after con- 
version to a higher electromotive force 
these pins and insulators can be used on 
#4,000-volt lines, or this line may be 
permanently used for local distribution. 
The intention is that this 88,000-volt 
(runk-line will not be tapped at any point 
except Spartanburg. This could be done 
more easily by using 100,000-volt sus- 
pension-type insulators but it is felt that 
by the time it is necessary to change to 
the higher electromotive force there may 
be enough improvement made in these in- 


sulators to warrant the extra expense 


which would be incurred. 

Transmission Lines—Further examina- 
tion of the transmission-line map will 
show that two-thirds of the obtainable 
power is in the neighborhood of the Great 
Falls development, which position was 
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selected as a main switching station, the 
idea being to mass the output of Great 
Falls, Fishing Creek, Rocky Creek and 
Rich Hill at this point on outdoor bus-bars 
and control the line switches from the 
operating room in this station. - 

The generators and transformers were 
designed to operate continuously at 
eighty-five per cent power-factor to take 
care of an induction-motor load, and at 
115 per cent normal electromotive force 
to take care of line drop as the load in- 
creased. The main trunk line, from Great 
Falls to Catawba station, will take care of 
20,000 kilowatts at eighty-five per cent 
power-factor, with a line drop of 13.5 per 
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cent and a loss of 7.25 per cent. This 
represents the economical section of cop- 
per at twenty cents per pound with power 
costing $5 per kilowatt-year. 

It should be pointed out before leaving 
the subject of transmission lines, that the 
impossibility of making contracts with 
mill owners on account of their skepticism 
with regard to the electric drive, before 
the greater part of the present lines was 
actually built, made the estimates on the 
amount of power to be sold in any one 
territory so difficult that the location and 
size of transmission lines could not be 
determined even approximately. In other 
words, where and in what amounts power 
was to be sold was a very uncertain matter. 

This brought up the question of wood- 
pole lines persus steel towers. A little 
consideration showed that if the cost of 
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towers per additional foot in height 
erected were $7 and copper were at twenty 
cents per pound, a No. 0 Brown & Sharpe 
gauge would be the smallest wire which 
could be strung economically on account 
of the increased sag in wires below this 
size for 500-foot spans; that a single- 
circuit tower line would cost approximate- 
ly twice as much as a pole line and would 
last probably twice as long; that a double- 
circuit tower line would cost very little 
more than a double-pole line; and that 
it would be more economical for cotton 
mills to shut down for a small percentage 
of time than to pay the additional price 
for power which would be necessary to 
cover the extra expenditure for steel-tower 
lines. It therefore seemed good practice 
to build main trunk-lines of steel towers 
and all single lines below No. 0 gauge 
of wood poles, 

Still another factor increased this dif- 
ficulty. One large development under con- 
struction and several others recently 
financed by competing companies tended 
to make mill owners hold off for better 
prices, I refer to this merely to show 
how such a matter may affect the design. 
Considerable discussion resulted as to 
whether Great Falls and Rocky Creek 
should not be made into one development 
Dy means of a canal and pipe-lines. This 
would take at least as long again as to 
develop one source and would cost the 


same as separate developments. 
(To be concluded.) 


— 0 
Extensive Trolley-Terminai 
Plans. 

Plans were made known on July 16 for 
a new trolley terminal in Jersey City, 
which, it is said, would be one of the larg- 
est in the world. The terminal will be 
operated in connection with the tunnel 
system to Manhattan, and work on the 
improvement will be started in a few 
weeks. 

It is planned to draw many of the New 
Jersey trolley lines to a point in Exchange 
Place, Jersey City. An underground pas- 
sageway will run from the tunnel station 
to Exchange Place. A half dozen loops 
will be laid for the cars and sheds will be 
built. Trolleys from almost every dis- 
trict in Hudson County will be brought to 
the terminal. 

Another transfer point in Jersey City 
may be at Henderson street and Newark 
avenue. It is proposed to divert several 
main lines to the point, thus enabling 
paşsengers to gain time in reaching the 
MeAdoo tunnel. 
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Annual Convention of the American Institute of Electrical 


Engineers — Ill. 


Report of Concluding Sessions, Thursday, Juiy 2. 


THURSDAY MORNING SESSION. 

HE seventh session of the meeting of 

| the American Institute of Electrical 

Engineers, which was held at At- 

lantic City, N. J., June 28 to July 2, in- 

clusive, was opened on Thursday morning, 

July 2, at 9.30 o’clock, with President 
Stott in the chair. 

The reports of the preceding sessions 
were given in the issues of the ELEC- 
TRICAL Review for July 4, 11 and 18. 

Dr. C. P. Steinmetz read a paper en- 
titled “The General Equations of the 
Electrice Circuit.” Due to our incomplete 
knowledge of the phenomena resulting 
from the stored energy of the elcctric field, 
we are greatly hindered in a practically 
unlimited extension of high-potential 
transmission and distribution. The study 
of these phenomena represents the most 
important problem of electrical engineer- 
ing. Dr. Steinmetz has been investigat- 
ing the general equations of the electric 
circuit and here presents his first results. 
The work is still incomplete and in 
some instances may require modification. 
The paper represents an attempt to im- 
vestigate mathematically the phenomena 
which may occur in the most general case 
of an electric circuit. 

Dr. Steinmetz said that the investiga- 
tion was incomplete, but brought out some 
important facts. One is that the general 
equation of a circuit shows that it may be 
considered as having two electric waves 
moving in opposite directions, each of 
which gives rise to a reflected wave. An- 
other point is that when a transition takes 
place from one part of the circuit to an- 
other having different characteristics, 
there is both a voltage and a current trans- 
formation, and since both at the point of 
transition must be identieal, there must 
be a sudden change in phase. In con- 
cluding, Dr. Steinmetz said that from 
what has already been done, he thought it 
safe to predict that in a few years we 
shall be able to treat the transient phe- 
nomena of electric circuits with as great 
accuracy as we can now deal with simple 
alternating currents. When we are able 
to do this we will be in a far better posi- 
tion to handle those disturbing effects on 
transmission systems which he ealls light- 
ning, and these will probably lose their 
terrors. 

Dr. F. Bedell said that one great value 


of Dr. Steinmetz’s classic paper was his 
interpretations of his own results. This 
is Often neglected in such analytical 
studies. He pointed out that in the gen- 
eral case the current may not be the 
same in all points of the circuit, and said 
the hydraulic analogy might be applied 
to the general case by substituting an 
elastic tube for the rigid pipe. He 
pointed out that different components 
travel at different rates along the line, 
and this is the reason distortion takes 
place in telephone circuits. 

D. C. Jackson said that in looking over 
Dr. Steinmetz’s paper many old friends 
reappear, but there are also new cquations 
which go much further than the old ones. 
He thought the best analogy for the gen- 
eral case was a vibrating string having 
different characteristics at different parts, 
these corresponding to different values of 
inductance and capacity. 

Dr. Charles P. Steinmetz presented a 
paper entitled “Primary Standard of 
Light.” In this it is pointed out that 
since light is a physiological effect, and 
not a physical quantity, it can not be 
measured in absolute physical units, but 
must be measured by comparison with an 
arbitrarily chosen standard of physiolog- 
ical effect. As a result of this, even the 
difficulties of reproduction and of main- 
taining its constancy are such as to 
involve errors very far beyond those con- 
sidered permissible in physical measure- 
ments. A radical increase in the accuracy 
of reproduction and maintenance of a 
primary standard of light appears possible 
only by relating the standard of light in 
such manner to physical quantities that 
it can be determined by energy measure- 
ments. This led to the recommendation 
of defining the primary standard of light 
by the energy of radiation; but this re- 
quires a definition of the quality of ratia- 
tion, since the physiological effect of radia- 
tion has no direct relation to the energy 
of radiation. Moreover, the physiological 
effect is not merely a function of the 
quality or color of the light, as lights of 
the same intensity and color—that is to 
sav, physiologically identical—may he en- 


tirely different physically and represent 


different amounts of power. The power 
of the visible radiation is, therefore, not 
a measure of light. For this reason the 
definition of the absolute unit of light 


as the effect of one watt of power of visible 
radiation requires an arbitrary definition 
of the distribution of power throughout 
the visible range. Such a standard of 
light might be that given by black-body 
radiation at a different temperature and 
included between certain wave-lengths of 
the spectrum, but Dr. Steinmetz does not 
think that such a standard would be satis- 
factory, because the intensity of the red 
end of the spectrum is too high, the 
physiological effect too small, the absorp- 
tion constant of glasses is -different for 
different wave-lengths, any deviation of 
the radiator from black-body radiation 
offsets the result, and the color of the 
light would be yellow and not white. He 
thinks a more satisfactory primary stand- 
ard of light, based on measurement of 
radiation power, can be produced by select- 
ing three primary colors of the visible 
spectrum. Let these colors be of definite 
wave-length, about equally distant from 
each other, and of such character that 
they can be absolutely reproduced at high 
intensity; such, for example, as the spec- 
trum lines of a luminous gas. Then de- 
fine the unit of light as that given by one 


watt of power radiated at these three 


wave-lengths in different proportions, 
chosen so as to give white or vellow-white 
light. The primary unit of light may be 
taken as the physiological effect produced 
in this way. Such a standard requires 
three sources of monochromatic radiation 
which can be maintained constant with 
any desired exactness. The mercury- 
vapor lamp constitutes such a source. By 
properly adjusting the current density in 
the mercury-vapor lamp, three bands may 
be picked out: one in the violet, one in 
the green and one in the red, which are 
about equally distant. These are the lines 
having respectively the wave-lengths 
43.55, 54.6 and 69.1 microns. To obtain 
them two low-temperature mercury lamps 
will be required for the blue and green 
and one high-temperature quartz lamp for 
the red. These could be maintained at 
constant radiation by maintaining the 
currents constant and also the condition 
of ventilation and surrounding tempera- 
ture. By properly selecting the propor- 
tions of these colors, a white or, better, a 
vellowish-white light could be fixed upon 
as a standard. Such a selection of colors 
would give an exact numerical expression 


July 25, 1908 


of the physiological color of any light by 
defining the ratio of three intensities of 
the primary elements. 

A communication from Dr. W. S. 
Franklin was read, which said that the 
plan proposed by Dr. Steinmetz was novel 
and important, and he suggested that the 
Bureau of Standards, at Washington, take 
up the proposed standard and see whether 
it could be employed with any success. 
He did not expect complete success, as the 
inherent errors in any photometric meas- 
urements are too large. 

Carl Hering said he was pleased to 
see the scientific standard of light pro- 
posed based upon the unit of power. He 
pointed out several advantages of the 
standard, one being that it did not require 
the determination of a new mechanical 
equivalent. 

Dr. C. H. Sharp thought that the pro- 
posed standard gave promise of offering a 
general solution of the problem of devis- 
ing a standard of light. He referred 
briefly to some of the other attempts, par- 
ticularly that proposed by Violle, which 
depends upon the light emitting from a 
given area of molten platinum at the 
moment of solidification. He questioned 
whether such a mixture of monochromatic 
light as proposed would give the same 
color as a corresponding mixture of poly- 
chromatic light. 

J. B. Taylor asked why Dr. Steinmetz 
had used the wave-length of the light 
waves for the scale of abscissas. The 
wave-length depends upon the medium, 
while the frequency is absolute and should 
therefore be employed. He asked also 
why Dr. Steinmetz had used the musical 
analogy in arranging his scale of colors. 
Pitches are recognized in sound, but not 
In color, 

Dr. E. B. Rosa thought it would be a 
good plan to make a trial of Dr. Stein- 
metz’s proposed standard, for even if the 
attempt to secure a satisfactory standard 
Was unsuccessful, the investigation would 
be worth while for its own sake. He 
said the work was clearly one suitable for 
the Bureau of Standards. 

Dr. H. S. Carhart pointed out that the 
Proposed plan made use of three different 
wave-lengths, giving rise to three distinct 
sensations. He called attention to the 
fact that this method of mixing colors 
Was entirely different from that of mixing 
colored pigments, 

Mr. Hering then moved that the con- 
vention recommend to the board of di- 
rectors the presentation of this proposed 
standard of light to the Bureau of Stand- 

= investigation: The motion was 


ELECTRICAL REVIEW 


Dr. Steinmetz, in closing the discussion, 
said that he had selected red and blue 
lights which were equidistant from the 
green, as this seemed to be the logical 
method of procedure. Regarding the 
criticism of his scale of abscissas, he had 
merely followed custom, as, of course, the 
proper factor to be considered was fre- 
quency and not wave-length. The mixture 
which he proposed would probably produce 
a yellowish light, and the proper propor- 
tion of colors to give a pure white light 
would probably be about fifty-five per cent 
of red, fifty-five per cent of green, and 
minus ten per cent of blue. Put in an- 
other way: The color of the mixture 
which he proposed as a standard would 
probably be identical with pure white light 
if ten per cent of blue be added. Refer- 
ring to a statement which had been made 
that the value for the mechanical equiva- 
lent of light indicated that with an effi- 
ciency of 100 per cent we should get five 
and one-half candles per watt, Dr. Stein- 


metz said more recent researches had in- 


dicated that the true equivalent was prob- 
ably 0.018, or something over fifty candles 
per watt for pure white light. 

The paper by Carl Hering on “An Im- 
perfection in the Usual Statement of the 
Fundamental Law of Electromagnetic In- 
duction,” which was read before the Phila- 
delphia section of the Institute, on Feb- 
ruary 10 last, and which was discussed in 
the ELECTRICAL REVIEW for March 21, was 
brought up for discussion and a number 
of communications were read. The ex- 
periment consists in passing a loop formed 
of two springs attached to a galvanometer 
circuit over the pole of a horseshoe magnet 
and then drawing it off across the middle. 
The first movement gives a deflection; the 
second does not. Dr. C. P. Steinmetz 
considered the paper interesting since it 
called attention to a looseness in the form 
of expressing the law of electromagnetic 
induction which is frequently the cause of 
serious misunderstanding and the waste of 
much energy and time. This is illustrated 
in the many attempts to invent a coil- 
wound homopolar machine. The experi- 
ment described is not startling, as the re- 
verse case—the continuous production of 
electromotive force without any change in 
the number of interleakages of the circuit 
with the magnetic flux—is illustrated in 
practically every unipolar machine. Max- 
well’s law is an integral expression derived 
from the general or differentiai law by 
integration over the whole circuit under 
the terminal or limit conditions of con- 
tinuity of conductor and continuity of 
motion, and does not apply to Mr. Her- 
ing’s experiment or to the general design 
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of unipolar machines which do not ful- 
fil the conditions of continuity of motion, 
but have parts of the conductor sliding 
over other parts. Faraday’s expression 
is the general law, but in its application 
to unusual cases it must be kept in mind 
that the line of magnetic force is merely 
a pictorial representation of the magnetic 
field in space as characterized by two con- 
stants—intensity and direction. This 
pictorial representation, when carried so 
far as to apply to its physical existence, 
may lead to wrong conclusions; for in- 
stance, when discussing whether the lines 
of magnetic force of a revolving magnet 
move with the magnet or stand still. In 
such a field, if the intensity and direction 
do not change, the field is constant re- 
gardless of the motion of the magnet. 
Unfortunately, in teaching, instead of the 
general law of induction, there is fre- 
quently given to the student its specific 
application to the term of the closed con- 
tinuous conductor as more convenient to 
illustrate and understand. While this is 
permissible in giving an elementary intro- 


duction for a complete understanding, it 


should be supplemented by an exact dis- 
cussion of the general induction law; that 
is, the mathematical formulation of Fara- 
day’s pictorial representation. 

Dr. A. E. Kennelly does not think that 
the experiment is in disagreement with 
either Faraday’s or Maxwell’s statement 
of the law. Maxwell’s specifically rules 
out the case of multiple-connected regions, 
and when the law is stated it is inherently 
assumed that the circuit is not interrupted 
aud re-established around a new bound- 
ary. In Mr. Hering’s experiment this is 
practically what is done. The experiment 
shows, however, that the cutting of the 
flux is the primordial conception, and it 
is well to remember that this electromotive 
force occurs as much in insulators as in 
conductors, although it is only revealed in 
the latter case. In Mr. Hering’s experi- 
ment the law is juggled by changing it 
from a simple connected to a multiple 
connected space, which is not permissible. 

Dr. Elihu Thompson accepts the views 
expressed by Dr. Kennelly, holding that 
the slipping of the clips over the leg of 
the magnet virtually opens the circuit, in- 
asmuch as an immovable section of the 
conductor is substituted in the gap where 
all the flux to be cut then exists. There 
seems to be one universal law which may 
be expressed as follows: “It is not pos- 
sible, without chemical or thermoelectric 
action, to generate a continuous current 
in a closed circuit without sliding con- 
tacts”; or, to put it in another way, “A 
magnetic induction machine for direct 
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currents must have a commutator or slid- 
ing contacts of some sort.” Although ap- 
parently some such rectifying action might 
be secured by means of the change in re- 
sistance of selenium, due to its exposure 
to light or bismuth, due to its exposure 
to a magnetic field, such effects would be 
rather pulsating than rectifying. 

Dr. W. S. Franklin, while agreeing in 


general with Mr. Hering, will not admit — 


that Maxwell’s statement of the law is not 
strictly correct. He does not think that 
those who accept Maxwell’s generalization 
have forgotten the ideas of the actual 
cutting of lines of force, but it may be 
that they are likely to be led to forget 
this because of Maxwell’s statement. Al- 
though we are obliged to think of one 
variable only changing at a time, we 
should never forget that all things may 
change together. 

Percy H. Thomas said that the experi- 
ment is not conclusive, as the slipping of 
the springs over the magnet practically 
cuts off a portion of the circuit. The same 
view is held by G. T. Hanchett. 

W. P. Graham believes it is open to 
question whether Maxwell’s statement of 
the law is sufficiently precise, and he 
thinks that the cutting of the flux by the 
conductor is the point to be emphasized 
if Faraday’s statement is to be preferred. 

R. E. Hellmund, in a paper on “The 
Graphical Treatment of the Rotating 
Field,” evolved diagrams by means of 
which nearly all the phenomena of the ro- 
tating field may be easily studied and the 
various factors necessary for the calcu- 
lation of flux, exciting current, etc., are 
exactly determined. He develops dia- 
grams for the fluxes in the individual 
teeth, for the space values of the total 
field, the potentials, time values of the 
total field, the equivalent sinusoidal field, 
showing the characteristics of the rotating 
field, the reactive effect of the secondary, 
and shows how the different coefficients 
may be deduced from these and the values 
thus found used in practical calculations. 

C. A. Adams expressed his appreciation 
of Mr. Hellmund’s paper, as the diagrams 
which the latter had developed show 
clearly the various relations existing in 
the motor. Such studies are good, not 
only for the student, but for the designer 
as well, because they give a visual picture 
of what is going on. In closing, Mr. Hell- 
mund said that one of the difficult parts of 
the problem is the study of magnctic leak- 
age and the determination of this factor. 

Harold Pender presented a paper en- 
titled “A Minimum-Work Method for the 
Solution of Alternating-Current Prob- 
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lems.” The complex forms for impedance 
and admittance render the formulas for 
most alternating-current problems exceed- 
ingly complicated and numerical calcula- 


tions become extremely tedious after the - 


first and second operation. To avoid this a 
simpler method is desirable, and the one 
here described makes use of certain fac- 
tors, namely, the ratio of the reactance 
to the resistance, which is called the re- 
actance factor, and the ratio of the re- 
sistance to the impedance, called the 
power-factor. Introducing these factors 
into the expressions for the different 
quantities reduces them to simple forms 
and greatly lightens the labor of solving 
problems. The use of this method is 
illustrated by applying it to a number of 
alternating-current problems. 

The discussion was opened by P. H. 
Thomas, who said that he did not think 
Mr. Pender’s method and the use of the 
factors which he proposed would save 
much labor, but that his careful tabulation 
should be given the credit for lightening 
the work. 

C. A. Adams said that he had used a 
similar method without, however, making 
use of the two factors proposed. He did 
not think that such short-cut methods 
were desirable for students’ use, as the 
latter are then apt to lose sight of the 
true relations. They are, however, of 
value when there are a number of similar 
problems to be solved. 

C. J. Fechheimer, in a paper entitled 
“The Relative Proportions of Copper and 
Iron in Alternators,” discussed those fea- 
tures in the design of alternators which 
affect this ratio. The early generators 
were designed by rule-of-thumb methods, 
and the relative proportion of copper to 
iron was high. These machines had poor 
regulation and gave way to the so-called 
iron machines, in which the proportion of 
copper was less than that of the copper 
machines and the regulation was better, 
but the design more expensive and heavier. 
Hence it was endeavored to develop a 
cheaper design without sacrificing good 
regulation. This is the stage which has 
been reached to-day, and it demands an 
intimate knowledge of the results of pre- 
vious work and careful balancing of the 
conflicting factors. The author derives 
equations for the weights of the principal 
parts of the alternator, the weight in each 
case being easily expressed as some factor 
which is easily determined, multiplied by 
some power of the flux per pole. The 
weight of these parts is then multiplied by 
the price per pound of material used 
and certain other factors introduced to 
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allow for waste and for parts not included 
in the equation. ‘The sum of these costs 
will give the cost of the material and the 
principal parts of the machine in terms 
of the flux, and it can then be determined 
what value of flux will give the minimum 
cost of the material. This being known, 
the rest of the design follows at once. 
The method is illustrated by the design 
of an 800-kilowatt alternator. 

W. L. Waters, while expressing appre- 
ciation for such studies, said that machine 
design is an art rather than a science, and 
there is little real value in such academic 
studies. Past experience is the best guide 
in actual design. 

C. A. Adams, while admitting that past 
experience must be depended upon to 
guide the designer, said that a general 
analysis of the different factors entering 
into the design is always of value and 
should help to reduce materially the 
amount of cutting and trying. 

The session was then adjourned. 

THURSDAY AFTERNOON SESSION. 

The eighth and concluding session of 
the convention was called to order Thurs- 
day afternoon, July 2, at two-thirty 
o’clock, by President Stott, and three pa- 
pers dealing with educational topics were 
presented in abstract. 

M. W. Alexander presented a paper en- 
titled “A New Method of Training Engi- 
neers.” This calls attention to the desir- 
ability of giving the tollege student prac- 
tical experience at the same time that he 
is following the theoretical studies. After 
some years’ experience with the student 
course offered by the General Electric 
Company, at its Lynn works, Mr. Alex- 
ander has come to the conclusion that the - 
best way of giving this practical training 
is to combine it with the theoretical work. 
The colleges should confine themselves 
strictly to teaching theory and underlying 
principles, and the student should alter- 
nate between the college and the shop. 
This should go on for four years and the 
entire senior year should be given up to 
theoretical work. This method is being 
tried at the University of Cincinnati, but 
Mr. Alexander thinks that the length of 
the period selected there—one week—is 
too short. The proper length can only be 
determined by experience. 

D. B. Rushmore, in a paper entitled 
“The Relation of the Manufacturing Com- 
pany to the Technical Graduate,” dis- 
cussed those qualities of the young engi- 
neer which render him most valuable to 
the manufacturing company. Naturally 
the man who has had a college training 
is more efficient than the one who has not, 
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and the ranks of industrial concerns are 
now largely filled with college graduates. 
The importance of the technical organiza- 
tion is insisted upon, and it is thought 
that one of the most promising signs of 
the times is the close study and co-oper- 
ation between manufacturers and colleges. 

A suggestive paper, entitled “The Rela- 
tion of the Manufacturing Company to 
the Technical Graduate,” was read by B. 
A. Behrend, chief electrical engineer for 
the Allis-Chalmers Company. Mr. Beh- 
rend says that the qualities necessary for 
a man to rise to a high position in an en- 
gineering company are integrity, moral 
courage and intellect, and while there are 
many possessing any one of these qualities, 
there are few who possess all three. Yet 
it is such men that the manufacturing 
companies are looking for. He thinks 
that in supplying such men the colleges 
are doing remarkably well, but they are 
not always supported in the right direction 
by the manufacturing companies. The 
latter should not seek the man, but force 
the man to seek a position, thus not giv- 
ing him an exaggerated opinion of his 
own importance. There is, unfortunately, 
amqng the colleges and graduates a most 
ominous disdain for painstaking accuracy 
and devotion to laborious detail which are 
so essential to all really great work in en- 
gineering. The wish to take up the work 
of some one else and make it a commercial 
success is easily explainable, but not so 
easily excused. This condition is really a 
menace to the stability and continued 
prosperity of manufacturing interests 
which must be remedied lest it produce a 
far-reaching result in discouraging gradu- 
ates from the pursuit of new and impor- 
tant creative engineering work. Those 
who have been engaged in the building up 
of large manufacturing organizations have 
been impressed with the fact that the ab- 
sence of moral qualities frequently mars a 
successful career, as frequently, perhaps, 
as the absence of purely intellectual 
qualities, 

Before the discussion was taken up, the 
usual resolutions of thanks to the con- 
vention committee for the excellent ar- 
rangements it had made for the visiting 
members; to the Philadelphia section for 
its assistance in making the convention a 
success, and to Mr. Gummey, the proprie- 
tor of the Casino, who had allowed the 
Institute to make use of it for the recep- 
tion Monday night, were adopted. 

President Stott announced that, ac- 
cording to custom, Percy H. Thomas, the 
chairman of the papers committee, had 
tendered his resignation, and that A. H. 
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: Armstrong has been appointed chairman 


of the new committee. President Stott 
then thanked the various committees for 
their excellent work during the year. 

The discussion on the three papers 
which had been read was opened by Pro- 
fessor J. P. Jackson, who said that if the 
results obtained by the training given in 
technical colleges are not satisfactory, the 
manufacturing companies have themselves 
to blame. They should get in close touch 
with the engineering departments of these 
colleges, find out what they are doing, and 
if they do not approve of the work as 
conducted, they should not hesitate to 
criticize. The manufacturers, however, 
should take care that they do not crowd 
out the so-called culture courses entirely 
in the technical work. Professor Jackson 
said that part of the blame for the pres- 
ent conditions must be laid on our gen- 
eral educational system. The study of 
history deals mainly with political move- 
ments and wars; it neglects scientific 
progress and the engineering work of the 
countries with which it deals. He ‘sug- 
gested a number of subjects which might 
be profitably included in the engineering 
courses, such as railroad economics, labor 
problems, economic geography, etc. One 
method of improving the engineering 
courses, which is now to be tried, consists 
in appointing a number of consulting pro- 
fessors—men who are not engaged in 
teaching—whose duty it will be to advise 
with the department regarding the work 
to be taken up and the method of present- 
ing it. 

Mr. Behrend said that the co-operative 
courses recommended by Mr. Alexander 
and Mr. Rushmore could be adopted at 
but few colleges. Moreover, there are 
comparatively few manufacturing estab- 
lishments at which the student really 
learns a great deal. He is more apt to be 
put to some manual work, such as drill- 
ing holes in name-plates, and kept at that 
for months without any opportunity to 
increase his knowledge of the process of 
manufacturing. One serious objection to 
such courses would be the prevention of 
concentration. No important problem can 
be solved in a week, or even a month, and 
to oscillate the students between the col- 
lege and the shop would simply fritter 
away their time without giving them any 
thorough training. His criticisms were 
not directed toward the trade schools, 
which are necessary, but he thinks the 
co-operative courses would be a mistake 
for the college of high standing. He said 
frankly that the suggested plan would be 
one of the most vicious and dangerous in- 
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novations that could be made at a uni- 
versity. 7 

P. H. Thomas believes that more com- 
mercial work is necessary to give the stu- 
dent true appreciation of the value of 
costs. The best way to secure this would 
be to overlap the last end of theoretical 
study with the first part of practical work. 
There is, however, a chance of overdoing 
this. It would not be safe to cut out shop 
work from the technical school, because 
it is there that the student learns the rea- 
son for the best methods. To send the 
students into the shop would distract their 
attention from theory and concentrate it 
on the commercial side. This would be 
dangerous, - 

Professor Morgan Brooks said he looked 
at the subject from the side of the tech- 
nical school. The object of the school is 
to train men in character, and it would 
be difficult to do this if the student were 
oscillated from college to shop and back. 
For example, all colleges encourage ath- 
letics, but no student taking such co-oper- 
ative courses as had been proposed could 
take any part in athletics at the college. 
There would also be much difficulty in 
administration with such co-operative 
work, particularly when special courses 
are Offered. He thought it was a good 
plan for the students to enter some shop 
during the summer and possibly to take 
one year off and devote it to practical 
work, but these periods should not be less 
than one-half of the college year. He 
thought that a man who has done good 
practical work would have done still bet- 
ter work if he had had a college training. 

Secretary R. W. Pope said he thought 
the Institute might profitably devote some 
of its energies to the training of parents. 
Few parents to-day seem to know what 
to do with their sons, and try to throw 
the responsibility for selecting their pro- 
fession on the Institute or elsewhere. 
Moreover, the greater number of the mem- 
bers of the Institute could improve their 
own work by giving more attention to 
minor details. There is hardly an asso- 
ciate who applies for transfer to full mem- 
bership in the Institute who seems capable 
of filling out properly the application 
blank. 

Professor H. H. Norris said that the 
college work must necessarily be arranged 
for the average student, but unfortunately 
the average student prefers to work with 
his hand rather than his head. The favor- 
ite position in laboratory work is holding 
speed. A co-operative plan such as pro- 
posed would cause a severe loss of time 
when changing from one occupation to 
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another. ‘There is gencrally about a week 
lost after every term in college work, and 
to overcome this it had been suggested by 
the faculty of Sibley College, Cornell Uni- 
versity, to break up the year into two 
long terms without any vacations at all, 
long vacations being allowed between the 
terms. Professor Norris thinks that the 
students are apt to lose interest in the 
theoretical work if their attention is di- 
rected greatly toward practical problems. 
They should be given just enough practice 
to enable them to think. The shop work 
must be kept at the college, as that is 
really the preparatory laboratory of the 
manufacturer. 

Dr. Steinmetz said that from the col- 
lege professor’s standpoint, instruction in 
practice is desirable, but there is not time 
enough for it. The question, therefore, 
is not to teach what is desirable, but to 
teach what the student can not learn else- 
where. Hence the main effort should be 
to ground him thoroughly in science and 
give him a broad general culture. It is 
no criticism of the college to say that it 
does not turn out men fitted to drop into 
commercial positions. Indeed, he would 
suspect the training given at a college 
which claimed to do this, as it could only 
be done by omitting essentials. What the 
college should do is to make the students 
understand that upon graduation they 
have really only begun their work. The 
technical colleges are not the only educa- 
tional institutions at which practical work 
may be taught, as there are trade schools 
which devote their entire time to training 
in the various trades. Then come the cor- 
respondence schools, which do work of a 
little higher class, and do it well. Next 
come the technical schools, which should 
carry the training of the men still fur- 
ther. There is one serious defect in the 
schools offering higher education: this is 
the inefficiency of the system, as the effort 
is made to work up the entire mass of 
material into engineers, although but few 
of them are really capable of developing 
into good engineers. In this way time 
and effort are wasted and the good men 
are neglected. Dr. Steinmetz spoke of the 
foreign colleges, particularly the German 
schools, where instruction is offered in 
every possible subject, but the responsibil- 
ity for learning it is thrown upon the 
students. In this country, on the other 
hand, the college assumes a good part of 
this responsibility. The result of this is 
that American colleges produce few lead- 
ing engineers. Far better results would 
be accomplished if the men were sorted 
out more stringently. 
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Professor D. C. Jackson said that the 
question is physiological and psycholog- 
ical. There is as good material to-day 
for producing such men as Watt and 
Newcomen as there was in the early days 
of the steam engine. He thinks that there 
is need for real professional education— 
that is, education similar to that given 
to law and medical students. These men 
first obtain their general college course 
and then attend a school where their en- 
tire time is given to professional studies. 
He thought in the future that we would 
have to depend upon the great engineer- 
ing schools for producing the leaders. Pro- 
fessor Jackson approved of Mr. Alexan- 
der’s plan and did not think it necessary 
to have the shop near the school. This 
matter could be adjusted. There should 
be closer co-operation between the manu- 
facturers and the schools. 

Professor C. A. Adams said that Mr. 
Alexander’s scheme was being tried. The 
result remained to be seen. He did not 
take the same view of professional schools 
as did Professor Jackson, for at the law 
schools the students study cases and do 
not argue them; and at the medical 
schools they attend clinics, but do not 
operate. There is another difference 
which should not be overlooked.. When 
the medical student is given his degree 
he must be equipped to be able to take 
the responsibility of his patients’ lives, 
while the technical graduate is not re- 
quired either to be responsible for life or 
for the success of the company with which 
he first connects himself. The plan advo- 
cated by Dr. Steinmetz is being tried at 
Harvard, as the students are allowed to 
take a general course in science or arts, 
obtaining the A. B. or B. S. degree in 
three years. After this they enter the 
Lawrence Scientific School as graduate 
students and obtain the engineering de- 
gree. 

Professor Albert F. Ganz said that Mr. 
Alexander’s plan would cut down the 
study of theory to three years by the elim- 
ination of laboratory work. This can not 
be cut out if Dr. Steinmetz’s plan is to 
be followed. The first two years should 
be given to scientific instruction, and only 
in the third year should much time be 
devoted to practical questions. He asked 
President Stott whether he would like to 
have Mr. Alexander’s plan applied in 
his power stations so as to give the stu- 
dents experience in the operation of large 
electric plants. To this suggestion Dr. 
Steinmetz interjected that the experience 
would certainly be good for Mr. Stott. 

Charles F. Scott said that the discus- 
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sion seemed to overlook the most impor- 
tant feature uf the college education. The 
aim of this is to develop men of character 
and power, not to turn out men manually 
dexterous. There is need of great teach- 
ers to develop the proper type of man. 
The study of theory and practice must 
go hand in hand, and if the time lost in 
changing from one to the other is not too 
great the plan proposed would be good. 
The object of the college courses should 
be to turn out men thoroughly trained, 
and not graduates plastered with learning. 

G. S. Dunn said that his experience had 
shown that the best graduates had usually 
had some practical experience. He 
thought that the students should come in 
contact with manufacturing methods be- 
fore graduation. The discipline and 
training in the shop are good, and even 
if the men are kept at drilling name- 
plates for months, this is in a sense mili- 
tary training. If the man has any ability 
he will be able to pick up, while drilling, 
a great deal of useful information. He 
did not think it was necessary to have the 
college work and shop work as intimately 
mixed as Mr. Alexander’s plan, and for 
this reason he was opposed to it. The col- 
lege graduates are better than the other 
men, because of the discipline and ex- 
perience which they have had. There 
would be some difficulty in applying Mr. 
Alexander’s method generally, as it would 
be necessary for all factories in the coun- 


try to take some of these students, while 


not all of them are in shape to do so. 

E. R. Taylor said that one phase of the 
general problem should not be overlooked. 
At present we have good manual train- 
ing schools in the cities. Such schools 
should be established in all the smaller 
towns, and they should be depended upon 
for selecting men for the technical col- 
leges. 

This completed the discussion on the 
educational papers, and then resolutions 
were adopted sympathizing with Dr. F. A. 
C. Perrine on account of his illness, which 
had lasted during the entire convention. 

J. H. Finney spoke of the necessity for 
teaching the general public the great need 
for conserving the natural resources of the 
country. He quoted Speaker Cannon as 
saying recently that there is but one grain 
of wheat to the bushel of chaff of what 
the engineers have said. Mr. Finney 
said that if every member of the Institute. 
particularly those connected with local 
sections, would see to it that the true 
need for conserving our resources was ap- 
preciated by all with whom they had any 
influence there would soon be a good deal 
more than one grain of wheat to the 
bushel. He urged every member of the 
Institute to become a missionary in this 
work, and said he hoped that the engi- 
neers of the country would become the 
leaders in the movement. 

The business of the convention having 
thus been completed, President H. G. 
Stott declared the convention finally ad- 
journed. : 
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ELECTRICAL CONTRACTORS’ OPPOR- 
TUNITIES IN THE ILLUMINATING 
FIELD. ' 


BY GEORGE LORING. 


What is the position of the electrical 
contractor in the field of artificial illumi- 
nation and how may he extract profits 
therefrom? Lamp manufacturers devote 
their time to building illuminants with 
the highest attainable commercial effi- 
ciencies in hundreds of different sizes and 
styles to meet every conceivable lighting 
condition. Central stations generate and 
sell, at the lowest possible cost, the energy 
necessary to operate the lamps. The elec- 
trical contractor may profitably see that 
the public, the consumer of the lamps and 
the current, is made aware of every con- 
venience and advantage which may be 
secured by their proper use, and is thor- 
oughly posted as to the economical 
methods of producing a most satisfactory 
illumination at the lowest total cost. 
Lamp manufacturers, central stations, 
electrical contractors and the consumer 
should work in harmony. It is to their 
advantage to always have one another’s 
welfare at heart. 


HOUSE-LIGHTING SUGGESTIONS. 


A plan, the carrying out of which gives 
much satisfaction and is also extremely 
economical to the consumer and creates 
business for the contractor, is the equip- 
ping of many parts of a domicile, whether 
it is or is not already electrically lighted, 
with fourteen-watt (three-candle-power) 
carbon lamps in addition to the larger 
ones which are always installed. Small 
lamps may generally be . operated only 
when any of the sections in which they 
are located are not occupied. Larger 
lamps should naturally be out of service 
at such times. The utilization of four- 
teen-watt lamps will result in decreasing 
the number of rooms and halls now left 
im darkness after dusk, especially when 
the family is away for the evening; thus 
adding to the general comfort and ap- 
pearance of the home and to the safety 
and security of the people and property 
therein, 

As an example, showing how these 
small illuminants will work out, we will 
take a nine-room, three-story house which 
has a piazza in front. A fourteen-watt 
(three-candle-power) lamp equipped with 
Holophane reflector No. 2,677 and placed 
Seven feet above the veranda, one foot out 
from the middle of the front door, will 
Produce an illumination with an intensity 
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of 0.2 foot-candle upon the centre of the 
door, making, in the majority of cases, the 
number thereon, if there is one, and there 
always should be, distinctly visible from 
the street. The fourteen-watt lamp will 
also sufficiently light, during the cold 


Copper declined 5s in London with spot closing 
at £58 and futures at £58 10s. The local market 
was dull and unchanged with lake quoted at 
$12.871%4.@ 13.00; electrolytic at $12.624%4:12.87% and 
casting at $12.50 12.624. 


Fig. 1. 


evenings, the piazza, the steps, and at least 
a portion of the path leading up to same. 
The imprint, shown in Fig. 1, with an 
illumination upon it of 0.15 foot-candle, 
may be read by the average person at a 
distance of eighteen inches. This will 
give an idea of the amount of illumina- 
tion necessary to make clear from the 
highway a number upon a house. 

There should also be located over the 
centre of the piazza a large lamp, such 
as a forty-watt tantalum or tungsten or a 
fifty-watt metallized-filament, which could 
be used when people are sitting upon the 
veranda in the summer and care to read 
or desire a higher illumination for any 
other purpose. 

We will suppose that there is a hall, 
living room, library, dining room and 
kitchen on the first floor of this house. 
When any of these sections is not occu- 


Fic. 2.—LigHtrinG FIXTURE IN LIVING 
Room. 


pied, a fourteen-watt lamp could always 
be burning therein at a very low expense 
between the hours of dusk and the time 
the party retires. 

In the hall on the second floor a four- 
teen-watt lamp may be left burning all 
night and will also be found to give a 
sufficient light the majority of the time 
when it is necessary to have artificial il- 
lumination. The same may be said re- 
garding a fourteen-watt lamp in the bath- 


room. In these places there should also 
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be lamps of sufficient luminosity to fur- 
nish a higher illumination when neces- 
sary. 

It costs only one-seventh cent an hour 
to operate a fourteen-watt lamp when 
current is ten cents per kilowatt-hour. It 
will therefore be seen that when the family 
is not using the first floor of this house, 
low-candle-power lamps, giving a surpris- 
ingly satisfactory light, may be operated 
in the hall, living room, library, dining 
room and kitchen for five-sevenths cent 
per hour, and may be in service in the hall 
and bathroom of the second floor at a 
cost of only two-sevenths cent per hour, 
and that one of these illuminants may be 
left on in the hall of the second floor all 
night at an expense of burning from 10 — 
P. M. to 7 a. M. of one and two-sevenths 
cents. 

We will assume another case where 
these low-candle-power lamps may be used 
to good advantage. Imagine a six-room 
apartment, consisting of a living room, 
two bedrooms, a hall thirty feet in length, 
dining room, den, kitchen and bathroom. 
Let the living room, dining room, hall- 
way and bathroom each be equipped with 
a fourteen-watt lamp as well as a larger 
one. When any of these places is occu- 
pied, the large-candle-power lamp should 
be operated, the small-candle-power lamps 
being in service in the other sections. 
The bed chambers are off the hall and will 
naturally receive a small amount of light 
if their doors are left open. By follow- 
ing out this plan you have an illumination 
practically throughout the dwelling, and 
persons desiring to go from one place to 
another do not have to hunt around in 
the dark for a switch before making their 
way about. The home is also far more 
cheerful, as instead of certain parts being 
dark and gloomy, it is all comfortably 


lighted. The fourteen-watt lamps in the 


living room, hall and dining room may 
be left on any evening, when the home is 
temporarily deserted, at an expense of 
three-sevenths cent per hour. This is cer- 
tainly a most cheaply acquired protection 
against theft. 

In planning the lighting of a house 
utmost care should be used in placing 
lamps where they are most needed and 
employing only those which are efficient 
to the highest degree commercially and 
are equipped with accessories which will 
aid them in producing the necessary illu- 
mination at the lowest total cost. The 
accompanying illustrations show several 
inexpensive, highly efficient fixtures which 
may be used respectively in the living 
room, hall, dining room and a compart- 
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ment, which, for lack of another name, 
we will call a den. | 

The living room is fifteen by twenty 
feet. The lighting fixture is hung from 
the centre of the ceiling, as is shown in 
Fig. 2. The lamp placed in a vertical 
position and suspended from the end of 
the fixture has its centre of luminosity 
eight feet above the floor. It is a forty- 
watt -tungsten, bowl frosted, equipped 
with Holophane reflector No. 6,046. With 
the tungsten lamp alone in service, the 
light directly from it produces an inten- 
sity of illumination upon the floor, at any 
place within a radius of seven feet from 
a point directly under the tip of the lamp, 
of from 0.3 to 0.4 foot-candle. This 
illumination is at least doubled on account 


of the light reflected from the walls, the 


reflecting coefficient of which is not less 
than 0.5. The direct intensity of illumi- 
nation upon a book or table placed two 


and one-half feet above the floor, and lo- 


cated within a radius of five feet from a 
point under the tip of the lamp would be 
from 0.6 to 0.8 foot-candle. This illumi- 
nation would be doubled by wall reflec- 
tion. In other words, from this one lamp 
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we receive a uniform illumination of high 
intensity over a large area. When no 
one is in the room the tungsten lamp is 
not operated and one of the fourteen-watt 
lamps, which will be seen upon the arms 
of the fixture, is lighted. 

In the hall, placed as high as possible 
above the floor and suspended from the 
centre of the ceiling, is a fixture (Fig. 3). 
This is only a temporary device, but it 
demonstrates how easily a small and a 
large-candle-power lamp may be installed 
in one bracket. In this case the results 
are most satisfactory. The large lamp is 
a forty-watt tungsten, which gives an ex- 
cellent light throughout the hall, the 
length of which is thirty feet. The small 
(fourteen-watt) lamp is used alone for 
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low illumination, and at such times there 
is a sufficient light to allow everything in 
the hall to be plainly seen. It will be 
noticed that a Holophane reflector is used 


Fig. 4.—Drmina Room Lieut FIXTURE. 


also with this lighting unit. The adoption 
of this accessory, when correctly located, 
increases the ordinary illumination of the 
lamps at least forty per cent. 


Fic. 5.—DeEn LIGHTING FIXTURE. 


Fig. 4 shows a fancy dome used over 
the dining-room table. Enclosed within 
the dome is a fourteen-watt lamp and also 
a Holophane No. 6,045 reflector, used in 
conjunction with a forty-watt tungsten 
Jamp and nearly hidden from view when 
parties are seated at the table. The re- 
flector is employed for the purpose of pre- 
venting the great waste of light which 
would take place if all the upward rays 
from the lamp were allowed to come into 
contact with the glass of the dome. This 
glass would, on account of being highly 
colored and fairly thick, absorb about 
eighty per cent of the light which fei! 
upon it and only part of the remaining 
twenty per cent would be reflected down- 
ward upon the table, whereas, by the use 
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of the Holophane reflector the dome is 
made sufficiently bright, and the mean 
lower hemispherical candle-power of the 
tungsten lamp is increased forty per cent. 
In lighting this dining room, which is 
fifteen by eighteen feet, the intention is 
to have an illumination of as high inten- 
sity as is comfortable upon the covering 
of the table, which, by reflecting the light 
falling upon it will cause the rest of the 
room to be satisfactorily illuminated. 
The den is seven by ten feet. The paper 
has a reflecting coefficient of about 0.6. 
Upon the centre of one of the narrow 
walls, and five feet above the floor, is a 
bracket supporting an eight-candle-power 
lamp and, Holophane No. 245 reflector 
(Fig. 5). This reflector (Fig. 6) has one 
side consisting of prisms intended to re- 
flect light and one side made up for dif- 
fusing light. It is the first side men- 
tioned which is placed toward the wall on 
which the bracket is mounted. The result 
of the combination of the eight-candle- 
power lamp and the reflector is that the 
intensity of illumination upon a table 
located under the lamp is at least three 
foot-candles, and the candle-power in the 
direction of the wall nearest to the lamp 
is from only one-half to one-third of that 
in the direction of the opposite wall. The 
sum and substance of the whole matter 
is that by means of this reflector the hori- 
zontal light, which has only a short dis- 


Fic. 6.—SPECTAL REFLECTOR. 


tance to go before lighting a part of the 
area to be illuminated, and the upward 
light, of which only a small amount is 
necessary, is curtailed, whereas the hori- 
zontal rays, which have to travel the 
greatest distance, as well as those in a 
downward direction, which are most use- 
ful, are increased, and last, but not least, 
the light is properly diffused. With few 
exceptions, I do not advocate illuminating 
by wall brackets. When such fixtures are 
already installed, however, they must be 
used to the best advantage. 

Electrical contractors to-day have 
greater opportunities than ever for profit- 
ably working out lighting advantages in 
dwellings. On account of the introduc- 
tion of the tungsten lamp and also most 


July 25, 1908 


efficient reflectors, houses may be better 
illuminated, whenever high illumination 
is necessary, with a material decrease in 
meter bills. By causing those now using 


electric lights to be better satisfied they 


become stronger advertisers for electricity, 
which will mean more business for the 
central station and the contractor. 


STORE LIGHTING. 


If the standard of illumination in the 
dwelling of a business man has been 
raised there will be little difficulty in 
getting him to listen to a plan to change 
his store lighting. 

When replacing carbon with tungsten 
lamps the endeavor should be made to 
install two forty-watt tungsten units for 
every three sixteen-candle-power carbon 
lamps displaced, provided the installation 
is a8 efficient as is possible with carbon- 
filament lamps. This method increases 
the illumination thirty-three and one-third 
per cent, and at the same time makes a 
net saving of twenty per cent on total 
lighting expense when current is six cents 
per kilowatt-hour. Net saving, in this in- 
stance, means that if a party using carbon 
lamps is receiving them free, the saving 
on lighting will amount to twenty per 
cent after deducting the price of the tung- 
sten lamps, provided that current is six 
cents per kilowatt-hour. 

If a person is illuminating his store by 
means of gas or gasolene lamps, his busi- 
ness should be secured through the me- 
dium of tungsten illuminants, installed 
either in units Gonsisting of one lamp 
with proper reflector, or with tungsten 
clusters. Tungsten arcs containing either 
five sixty-watt or three 100-watt lamps 
will give a more satisfactory illumination 
than a Welsbach four-burner gas arc. 
With gas at $1 per 1,000 cubic feet, the 
expense of operating tungsten clusters 
will be no greater if current is seven cents 
per kilowatt-hour. Two 100-watt tung- 
sten lamps will produce better results 
than a four-burner Humphrey gas arc. 
In this case the cost of. lighting will be 
no greater with the tungsten lamps when 
current is nine cents per kilowatt-hour 
aml gas $1 per 1,000 cubic feet. The 
Initial lower mean hemispherical candle- 
power of a four-burner Welsbach gas arc 
‘8 under normal conditions 281 candle- 
Power. There will be a drop in candle- 
power, however, of twenty per cent within 
the first 100 hours and thirty-three and 
one-third within the first 300 hours of 
Service. In other words, at the end of 
100 hours the mean lower hemispherical 
candle-power will be 225, and at the ex- 
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piration of 300 hours 188 candle-power. 
Under normal conditions, during its life, 
which averages 800 hours, a tungsten 
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Fig. 7.—VARIATION IN DISTRIBUTION OF LIGHT 
WITH CHANGED POSITION OF REFLECTOR. 


lamp does not drop more than ten per 
cent, and will therefore produce better il- 
lumination from the quantity standpoint 
and a clean pure light of superior quality. 
GENERALITIES REGARDING LIGHTING BY 
ELECTRIC INCANDESCENT LAMPS. 

It is most important, in order to-do 
electric lighting justice, that the right re- 
flectors be employed with the lamps and 
their relative position be correct. Un- 
tested reflectors and shade holders should 
not be used in a haphazard fashion. 

The curves on Fig. 7 show the great 
variation in candle-power distribution and 
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lamp with a B2 crimped Holophane re- 
flector in a given position. By bringing 
the reflector one and one-half inches nearer 
to the tip of the lamp a distribution such 
as is shown by Curve 4 is produced. This 
change of one and one-half inches in the 
relative position of this particular reflector 
to the lamp increases the candle-power in 
the direction of the tip 460 per cent. At 
all other angles up to approximately fifty- 
eight per cent the candle-power is greater 
than it was before. Between thirty-eight 
per cent and ninety per cent, however, it 
is materially lessened. Curves 1-D and 
4-A (Fig. 8) show the intensities of the 
illumination received upon a horizontal 
plane within a radius of sixteen feet of a 
point directly under the tip of the lamp 
when it is suspended vertically over and 
has its centre of luminosity ten and twelve 
feet, respectively, above the plane illumi- 
nated, and when the candle-power dis- 
tribution is the same as that shown on 
Curves 1 and 4 respectively. It will be 
seen that the intensity of the illumination 
as shown by curve 1-D is practically even 
upon a horizontal plane within a radius 
of five feet from the point directly under 
the lamp, and that if this radius is in- 
creased two feet the intensity of the illu- 
mination within that radius is very even, 
the ratio between the maximum and mini- 
mum being as 3:2. Curve 4-A, although 
depicting the intensity of illumination 
produced by the same lamp used with the 
same reflector employed to secure the 
illumination represented by Curve 1-D, 
and with all other conditions similar with 
the exception of the position of the re- 
flector being altered one and one-half 
inches and the lamp being raised two feet 
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illumination resulting therefrom caused 
by simply changing the relative position 
of the reflector to the lamp. 

Curve 1 is the candle-power distribution 
of a forty-watt, bowl frosted, tungsten 


higher above the objective plane, shows 
an illumination which is extremely un- 
even, the ratio of the intensity of the 
illumination at the point on the plane 
directly under the lamp compared to that 
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upon the plane eight feet from the point 
just mentioned being as 100: 24. Lighting 
units having a candle-power distribution 
as shown by Curve 1 should be located 
with the distance between them equal to 
1.2, 1.5, or two times their height above 
the objective plane to produce an even il- 
lumination upon it. 

Fig. 9 represents a plane to be illumi- 
nated by lamps located with their centres 
of luminosity ten feet above it, the distance 
between them being fifteen feet. The re- 
flectors upon the lamps are placed in such 
a way that each lighting unit has a 
candle-power distribution similar to that 
shown in Curve 1, Fig. 7. The intensity 
of illumination upon the Plane A-B, 
Fig. 9, when only two lamps, namely, 
those directly over a, b are in service, is 
from 0.31 to 0.4 foot-candle. The in- 


Fig. 9.—ILLUMIUNATION FROM VARIOUS LIGHT 
SOURCES UPON HORIZONTAL PLANE. 


tensity of illumination upon Plane A-B, 
when the lamps over a, b, c, d are in use, 
ranges from 0.37 to 0.44 foot-candle. 
The intensity upon Plane A-B, when 
lamps over a, b,c, d, e f, 9 h i j, k,l 
are operated, is from 0.54 to 0.61 foot- 
candle. The illumination upon X pro- 
duced by the illuminants over a, b, c, d, e, 
figh j, & is 0.576. The illumination 
upon Plane Y-Z, from lamps over s$, y, 
r, z and e, is from 0.4 to 0.5 foot-candle. 
The area of the plane illuminated is 5,644 
square feet. Total watts used in lighting 
it are 1,220; watt per square foot, 0.21. 
and the watt per average foot-candle, 
0.36. No reflection from sources other 
than the reflectors used with the lamps 
has been taken into consideration in figur- 
ing the foot-candles upon the objective 
plane. 

It should be the aim of every one en- 
deavoring to produce satisfactory illumina- 
tion to have its intensity, with few excep- 
tions, highest and apparently equal and 
uniform upon the objects most necessary 
to be seen, All surfaces other than those 
of such objects, being of secondary im- 
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portance, should, if possible, be more lowly 
and to a certain extent unevenly illumi- 
nated, thus forming a background for that 
which it is desirous to make most con- 
spicuous and eliminating the possibility 
of flatness in the lighting scheme. In the 
majority of cases the illuminants them- 
selves should be of such a character and 
so located and equipped as to make their 
presence absolutely unfelt. 

The sale of lamps is but a small part of 
the work of the electrical contractor. 
Ofttimes it is impossible for him to sell 
them owing to the lighting companies 
furnishing carbon lamps free and dispos- 
ing of tungstens at less than cost. Even 
when this is the case the profits of the 
contractor may be materially increased by 
giving proper attention to the lighting of 
stores or homes. There is no reason why 
he can not work in sufficient harmony 
with the central station so that he may 
secure orders for practically all materials 
for furnishing light, with the exception in 
some cases of the lamps. 

The contractor should give to his cus- 
tomers the illuminants which are the most 
economical (based on lamp and operating 
cost combined), not necessarily the longest 
lived. After the lamps are sold the con- 
tractor should endeavor to see that they 
are properly placed and most efficiently 
equipped. Give a man the best which can 
possibly be obtained for his money, show 
him how he can add to his personal home 
comforts or increase his business through 
the proper equipment and use of many 
lamps, which at the present time he does 
not understand, and it will be found that 
the lighting end of the business, which 
has probably had very little attention, will 
be bringing in a most profitable revenue. 
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Condemns New York City 
Fire-Alarm System. 

The report of the commissioner of 
accounts, dealing with conditions in the 
New York city fire department, con- 
demns the present fire-alarm system as 
obsolete and a menace to the city and 
recommends that it be replaced by thor- 
oughly modern apparatus. 

The estimated cost of the proposed new 
fire-alarm system, as given in the report, 
is $2,680,000. 

The danger that the city’s fire-alarm 
system might be entirely put out of com- 
mission in event of a fire or other serious 
mishap at fire headquarters, where the 
main or central office is located, is pointed 
out in the report. 

In addition to recommending an up-to- 
date aların system the commissioner, to 
obviate the danger at headquarters, sug- 
gest that the “central” alarm station be 
installed in the southern part of Central 
Park. or, if that should prove objection- 
able, in the neighborhood of Fifty-ninth 


street. 


Vol. 53—No. 4 


Experiments on a Directive 
System of Wireless | 
Telegraphy. 

A. Tosi on May 22 read before the 
London Physical Society a joint paper by 
himself and E. Bellini on the above sub- 
ject, in which they described the results 
obtained in the course of their work upon 
a further development of their original 
directive system. In their earlier method 
it was not possible to say from which side 
of the receiving station the transmitted 
waves arrived, for though the radiation 
was practically confined to the plane of 
the aerial system, it was emitted equally 
in the opposite direction to that desired. 

In the new unilateral system, it is said, 
the waves are sent in a single direction 
only, and the problem of getting rid of 
the backwardly extending radiation has 
thus beer solved. The method adopted 
consists in superposing a bilateral direct- 
ive system, as previously described, upon 
an ordinary or vertical antenna system. 
Since the two half-diagrams of the direct- 
ive aerial are opposed in phase, it follows 
that when the two systems (directive and 
vertical antenna) are simultaneously ex- 
cited and in phase, the one half of the 
directed radiation will add itself to, and 
the other half subtract itself from, the 
radiation due to the vertical-antenna sys- 
tem. The diagram of the vertical-antenna 
system being a circle, the resultant dia- 
gram of the superposed systems will, for 
the case where these are in phase as re- 
gards excitation, be a cardioid whose maxi- 
mum radius vector is double that of the 
diagram of the directive system alone. 
Since then the directive system is able to 
vary the direction of its maximum emis- 
sion by means of the radiogoniometer, it 
follows that by moving the position of 
this latter it is possible to shift the direc- 
tion of the resultant emission represented 
by the cardioid, in a corresponding man- 
ner. Several energy diagrams obtained by 
means of the thermogalvanometer are re- 
produced in the paper, and these show 
that, even where the excitations are not 
exactly in phase, the only result is a 
slightly less good diagram. Diagrams of 
the scheme of connections employed dur- 
ing the taking of the energy diagrams are 
also given. | 

The same principle of the superposition 
of the two systems has been applied to the 
case of the reception. In this case a phase 
displacement of ninety degrees in the ex- 
citations is produced in a suitable man- 
ner and in this way, when the pointer of 
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the radiogoniometer is directed, say, to- 
ward the transmitting station, the recep- 
tion is a maximum, while when turned at 
180 degrees from this it is a minimum, 
or zero. Diagrams of received energy and 
of the connections employed art also given 
in this case. 

The system of unilateral directive wire- 
less telegraphy now described by the 
authors is of special interest. owing to 
the facility with which it is possible to 
change over from one system to the other, 
thus, from the ordinary vertical-antenna 
system to the bilateral directive or the 
unilateral directive, or vice versa. The 
acrial arrangements, moreover, remain ex- 
ceedingly simple. When a message from a 
station of unknown position is expected, 
the vertical-antenna or ordinary system 
would be employed; on once effecting re- 


ception, one can pass to the bilateral or. 


unilateral directive system and thus deter- 
mine the direction and on which side the 
transmitting station lies, at the same time 
making oneself independent of other 
transmissions. In the same way, with the 
transmission, the vertical antenna would 
be employed for calling up an unknown 
station or for simultaneously sending to 
several stations; on once getting a reply 
the operator can then readily determine 
the position of the receiving station, with 
the aid of the unilateral system, and 
thenceforth will transmit solely in that 
direction, 

The authors further called attention to 
the advantages which such a directive 
system offers in the case of the commercial 
services, a8 well as for military and naval 
purposes, 

A discussion followed in which Dr. J. 
A. Fleming, Dr. W. H. Eccles and W. 
Duddell took part. 
| Dr, Fleming, after congratulating Bel- 
lini and Tosi on their skill and inventive- 
Ness in the investigations, said that the 
experiments confirmed, in many ways, his 
own theory of the operation of a bent 
antenna as employed by Mr. Marconi. 

en Marconi described his experiments 
on directive telegraphy before the Royal 
Society in March, 1906, he gave no theory 
m the matter. Dr. Larmor pointed out 
then that an antenna partly vertical and 
partly horizontal was equivalent to the 
sum of a magnetic oscillator and an elec- 
trie oscillator, Shortly after, Fleming 
Went more carefully into the matter 
mathematically and showed that the ob- 
served effects could be accounted for on 
that theory. Both Marconi and Fleming 
had obtained by the same methods as Bel- 
lini and Tosi the same type of pear- 
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shaped radiation curves by combining the 
effects of closed and open oscillators. Al- 
though Dr. Mandelstam had lately criti- 
cized this theory there did not seem to be 
sufficient grounds for objecting to it. 
Marconi had long employed directive 
antenne in Poldhu and Clifden power 
stations, and had also given demonstra- 
tions showing that the position of ships 
out of sight could he located by means of 
such receiving directive antenne. Never- 
theless, Bellini and Tosi had worked out 
extremely ingenious arrangements for de- 
termining the direction of the radiant 
point without moving the antenna them- 
selves. Fleming said that he had also 
shown that, having the power to locate 
the radiant point, two stations equipped 
with such antenne at a known distance 
apart could, by simultaneous observations, 
determine also the distance of the radiant 
point, and this might become important 
in connection with marine work. 

Dr. W. H. Eccles warmly congratulated 
the authors upon their original and beauti- 
ful method. On this method, by merely 
rotating a small coil of wire on the table, 
a fixed aerial directive svstem of any size 
was made to do what could otherwise onlv 
be done by turning the whole system of 
aerial wires in azimuth. The essence of 
the system was the piece of apparatus 
styled the radiogoniometer, which, bv 
causing appropriate component radiation 
from two fixed wire triangles set at right 
angles, brought about a resultant radia- 
tion in any direction desired—just as if 
a virtual aerial of the full size of the fixed 
aerials were being rotated in the air. 
Someone had compared the result so 
achieved with that obtained by Marconi’s 
well-known arrangement of a number of 
fixed bent antenne with their horizontal 
portions directed from a centre to various 
points of the compass. _ 

The looped aerials used by the authors 
did not seem to the speaker to be the 
best kind of radiator for utilizing the prin- 
ciple they had developed. The radio- 
goniometer would prove to be capable of 
giving excellent results with two fixed 
antenne of the best tvpe set at right 
angles, one, for example, in the meridian 
plane and the other in the east-west plane. 
The two looped aerials of the authors may 
cach of them be assimilated to a pair of 
vertical antenne emitting waves of 180 
degrees phase difference, and with the as- 
sumption that for a single vertical aerial 
the inverse square law holds for the prop- 
agation of electrical effects from a single 
aerial, the speaker showed by aid of the 
ordinary equation of wave-motion that a 
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looped antenna obeying the condition 
stated emitted two waves of equal period, 
of phases differing ninety degrees and 180 
degrees, respectively, from the phase of 
the radiation from either side of the loop, 
and of amplitudes having a ratio pro- 
portional to A/z. This means that one 
portion of the resultant radiation obeys 
an inverse square law and the other por- 
tion an inverse cube law; the latter portion 
is the more important of the two when the 
distance z is small: the former is the more 
important when the distance a is much 
greater than the wave-length A. This ex- 
plains why Dr. Fleming’s measurements 
of the radiation from closed oscillators, 
which were carried out at short distances, 
gave small promise of powerful propaga- 
tion to a distance, and why Bellini and 
Tosi had found as a fact that good propa- 
gation occurred to great distances. 

As regards the phases of the two por- 
tions of the radiation, the important por- 
tion for wireless telegraphy, namely, that 
obeying the inverse square law, was ninety 
degrees out of phase with the near side of 
the loop; and thus it is clear that the 
vertical aerial the authors had used to 
cancel the radiation to one side of the 
sending station, must for that purpose 
emit radiation ninety degrees out of phase 
with the near side of the loop. Bellini 
and Tosi had reached this conclusion in 
the course of their experiments. 

After eliciting that the power-supply to 
the primary of the induction coil for the 
Dieppe-Havre experiments was 500 watts, 
Dr. Eccles concluded by remarking that 
the authors were worthy of special con- 
eratulation because in their method of 
unilateral transmission by phase and in- 
tensity adjustment of several radiators 
they had eluded the difficulties of manag- 
ing the phases that had apparently baffled 
F. Braun when he was using the same 
principle. 

Mr. Tosi. in reply to Dr. Fleming, 
stated that Braun’s cardioid diagram was 
a theoretical diagram only; the method 
had not succeeded and no actual diagram 
obtained experimentally had ever been 
shown. 

Referring to the similarity which Dr. 
Fleming said the pear-shaped diagram of 
Marconi bore to the authors’ diagrams, 
Mr. Tosi could only say that they had pur- 
posely shown some bad diagrams as well 
as some good ones. The good diagram of 
Marconi’s corresponded to the authors’ 
had diagram. With the Mareoni hori- 
zontal aerial if would. moreover, he neces- 
sary, as Dr. Eeeles had pointed out, to 
employ 360 such wires to obtain an ac- 
curacy in locating the bearing of the 
radiant point equal to that secured with 
the system now described. Further, if 
the emitted energy is actually represented 
bv Marconi’s pear-shaped diagram, it is 
difficult to understand why the trans- 
atlantic messages from Clifden to Glace 
Bay are readily picked up off the Algerian 
coast, at right angles to the line of trans- 
mission. 

In reply to Mr. Duddell he said that 
the wave-length of the waves emploved 
was from 350 to 400 metres. ) 
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Town Refuse as Fuel for Generating 
Electricity. 

At a recent meeting of the Incorporated 
Municipal Electrical Association of Great 
Britain an address was delivered by Her- 
man Talbot upon the conditions affecting 
the operation of electric generating sta- 
tions. During this the speaker touched 
upon the operation of refuse destroyers in 
conjunction with generating stations and 
referred particularly to the performance 
of the Eastcroft destructor at Notting- 
ham, England, which destroyed 28,302 
tons of refuse last year, producing there- 
from 1,069,885 kilowatt-hours. The 
wages of the men in the destructor plant 
amount to $10,730. The output averaged 
240 kilowatts. As, however, this output 
could have easily been supplied from the 
generating station itself, the wages paid 
to the operators were unnecessary from the 
point of view of the station. The cost 
per kilowatt-hour thus produced was about 
0.96 cent, which would more than pay for 
the additional steam which the load 
would have used. The destructor runs 
from fourteen to eighteen hours a day 
with a load-factor of twenty-eight per 
cent and generated nine per cent of the 
total electrical energy supplied to the city. 
This seems a creditable performance, but 
it must be remembered that the destructor 
station of necessity supplics the cheap 
units at the bottom of the load curve and 
leaves to the main station the task of 
supplying the expensive ones at the top, 
with a consequent reduction of the latter’s 
load-factor. It thus seems, from the sta- 
tion point of view alone, that a destroyer 
plant is not a desirable auxiliary, but 
since the destruction of refuse by burn- 
ing is the most effectual method, and since 
this cost of burning must be borne 
whether the heat be utilized or not, it 
would be a pity not to utilize it even if 
in so doing the electrical system con- 
tributes indirectly toward the expense of 
the destruction.—Abstracted from Me- 
chanical Engineering (London), July 3. 

< 

Motor-Driven Wheatstone Trans- 

mitter. 

One of the valuable factors of the 
Wheatstone telegraph system is the ability 
which it gives of rapidly sending messages 


over a single wire. Thus, in case of 
breakdown of a line, the entire office force 
may be set to punching messages and 
transmitting them at four times the speed 
over the one or two wires which may 
remain in service. The system as in use 
to-day has altered but little since it was 
introduced by its inventor. A number of 
improvements might be suggested, one of 
these being the substitution of a key- 
board perforator and another a better 
method of driving the transmitter. The 
latter is usually driven by clockwork, 
which necessitates continual rewinding, 
thus disturbing the attention of the op- 
erators. This method is somewhat in- 
flexible, as it is not easy to change the 
speed of the transmitter when this be- 
comes desirable. The substitution of a 
small electric motor for the clockwork 
drive was suggested some years ago, but 
it does not seem to have been applied 
satisfactorily. In this article, C. C. Vyle 
and E. V. Smart describe a motor drive 
which they have developed for this pur- 
pose. The motor is rated at one-sixteenth 
horse-power and operates at 110 volts. it 
ig series wound and has a German silver 
plate fixed at one end of the axle. This 
is made rigid and is used as a friction 
plate. On the front of the friction plate 
rests the edge of a friction disc, con- 
sisting of two thicknesses of compressed 
hide held tightly between two metal discs. 
The hide only touches the friction plate. 
A ball is held by springs against the end 
of the armature remote from the friction 
plate, forming a thrust-bearing. This 
holds the plate firmly at constant press- 
ure against the disc. On the axle of 
the friction disc is the gear driving the 
transmitter. To vary the speed of driv- 
ing, the friction dise is traversed across 
the plate, the change in speed being con- 
tinuous. By placing the disc a little out 
of line with the centre a slight force tend- 
ing to move it toward the centre of the 
wheel is set up, so that it is only neces- 
sary to provide a screw holding the disc 
away from the centre. This arrangement 
wives any desired speed and the series 
characteristics of the motor enable it to 
run up to its operating speed quickly.— 
Abstracted from the Post Office Electric 
Journal (London), July. 


Wave-Form Analysis. 

A discussion is given here by P. M. 
Lincoln of the Fischer-Hinnen method of 
analyzing wave forms. This system is 
based upon the following theory: If three 
ordinates of a sine wave be erected 120 
degrees apart, their algebraic sum is zero 
if the curve be a pure sine wave. The 
same is true for any five ordinates, pro- 
vided the interval between them be 
seventy-two degrees. In the same way it 
holds for n ordinates, provided the dis- 
tance between them be 360 degrees 
divided by n. If a third harmonic wave 
be imposed upon this sine wave the alge- 
braic sum of three ordinates taken 120 
degrees apart is no longer zero, but is 
equal to three times that of the ordinates 
of the third harmonic. One ordinate of 
the third harmonic may thus be deter- 
mined, provided no multiple harmonic of 
the third be present. They may, however, 
be allowed for by a suitable correction. 
In the same way an ordinate of the fifth 
harmonic or of the seventh may be ob- 
tained. The method of determining these 
harmonics consists then in finding two 
ordinates of each, ninety degrees apart. 
These values are sufficient to determine 
the complete curve of each harmonic. The 
ninety degrees difference between the two 
values must be measured in terms of the 
harmonic considered. Knowing these two 
values any maximum value is found by 
taking the square root of the sum of the 
squares of the two. The tangent of the 
arc subtending the angle representing the 
difference in phase between the harmonic 
and the fundamental, measured in terms 
of the harmonic, is given by the ratio of 
the two ordinates which have been found. 
The sign of this ratio determines the 
direction in which the harmonic crosses 
the axis of abscissas. Mr. Lincoln gives 
a general formula which can be used in 
determining any harmonic by substituting 
the proper values as measured from the 
wave being steadied. In applying this 
method to electrical work the even har- 
monies are usually absent and need not 
be looked for. If the wave is symmetrical 
about its maximum ordinate, the solution 
is somewhat simplified, as this means that 
all harmonics cross the base line at the 
same point as the fundamental. Under 


July 25, 1908 


this conditior but one set of ordinates 
need be determined.—A bstracted from the 
Electric Journal (Pittsburg), July. 
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A Simple Duplex Telegraph System. 

A simple duplex telegraph system—that 
is, a system enabling two messages to be 
sent simultaneously in the same direction 
over one wire—is described here, which, 
in addition to its simplicity, is independ- 
ent of the weather conditions, there being 
no necessity to balance up an artificial 
line against the varying resistance of the 
transmitting line. The system requires, 
at the sending station, two ordinary Morse 
keys connected in independent circuits be- 
tween the line and the ground, each cir- 
cuit including a battery. A third circuit 
connected in parallel with the two ground 
connections of the keys contains. a resist- 
ance and a third battery more powerful 
than either of the other two. At the re- 
ceiving station there are two receiving in- 
struments, one of which is a simple 
sounder operated by a polarized relay re- 
sponding to positive current impulses. 
The second is a similar sounder, con- 
nected, however, in the opposite direction, 
3 that it responds only when its local 
arcuit is broken. This may be accom- 
plished by either of two relays, both of 
which are polarized. One responds to 
weak negative current impulses, and the 
otħer to strong positive impulses. In 
operation when either key of the sending 
station is closed it sends a relatively weak 
positive or negative impulse over the line, 
according to which key is depressed, and 
this impulse causes the corresponding re- 
lay at the receiving station to respond. 
Should both keys be depressed at the same 
instant this will send a strong positive 
impulse over the line, actuating, of course, 
the relay which responds also to weak 
positive impulses and that one in the 
second receiving circuit which responds 
only to strong positive impulses. Under 
this condition both sounders at the re- 
emng station would respond. To se- 
cure operating conditions it is necessary 
to have the battery which comes in opera- 
tion when both keys are depressed suffi- 
ciently powerful to operate both relays. 

en one key alone is depressed this 
battery does not send an impulse over 
the line, because at that moment it is 
short-circuited through a resistance and 
the other key, the potential thus thrown 
upon the line being insufficient to over- 
rome the opposed working battery.— 
l ranslated and abstracted from FIn- 
dustrie Électrique (Paris), June 25. 
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Portable Type of High-Frequency 
Alternator. 

A discussion is given here by R. A. 
Fessenden of a small high-frequency 
dynamo, built for use in wireless signal- 
ing. The machine was constructed to give 
an output of one kilowatt, but it was 
found that it could carry considerably 
more. It is approximately twelve inches 
high, and, including the steam turbine 
which drives it and the governor, is 
nearly three feet long. The diameter of 
the rotating field disc is six inches; that 
of the steam turbine disc is three and 
one-half inches, The original design was 
for a machine developing 250,000 cycles 
a second, but as it had been found that a 
frequency below 90,000 would give a 
much better range of transmission during 
the day the design was altered so as to 
give 100,000 cycles. The machine will 
normally run in the neighborhood of 75,- 
000 cycles a second. For the lower fre- 
quency a steam pressure of 100 pounds 
per square inch is used in the turbine. To 
obtain the highest frequency the steam 
pressure required is about 135 pounds. 
The specifications call for constant opera- 
tion for twenty-four hours without atten- 
tion and this test has been passed success- 
fully. The oiling arrangements are auto- 
matic. At present the alternator gives 
about 225 volts on open circuit, at 75,000 
cycles, with an armature resistance of five 
ohms. The available output of the ma- 
chine is about two and one-half kilowatts 
at this frequency. The excess of this out- 
put over what had been expected is due 


to conservative design and considerably 


smaller friction and windage losses than 
had been anticipated. These two losses 
aggregate about three kilowatts, but they 
may probably be reduced to one-half this 
amount by slightly modifying the design. 
Theoretically this machine can develop 
four kilowatts at the high frequency, but 
the field shaft is too small to carry this 


load. The machine is of a double-arma- 


ture type, there being 300 coils on each 
armature; the field has 150 teeth. The 
two field air-gaps are approximately one- 
sixteenth inch in length. The machine 
runs absolutely without vibration. For 
speed regulation it has been found im- 
possible to depend upon the governor of 
the usual type. For this purpose the Fes- 
senden resonance speed indicator is em- 
ployed. The method of controlling the 
generator consists in connecting it in a 
circuit attached to the antenna. This cir- 
cuit is tuned to about one-twentieth of 
one per cent higher than the desired fre- 
quency. In this circuit is a dynamometer 
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having two contacts which govern an elec-- 
trically controlled throttle valve in series 
with a sensitive reducing valve in such a 
way that if the frequency increases one- 
twentieth of one per cent, the needle 
touches one contact and cuts down the 
speed. If the frequency falls by the same 
amount, the reverse operation takes place. 
By using a larger amount of inductance in 
this circuit, an air condenser and a low- 
resistance dynamometer, theorctically the 
speed might be kept constant within ap- 
proximately one-fiftieth of one per cent; 
but this close regulation has not been ob- 
tained in practice. The best so far secured 
is one-twentieth of one per cent. By this 
arrangement any desired frequency is 
quickly obtained by setting the indicator 
to the proper value when the circuits auto- 
matically alter the speed for the dyna- 
mometer until the desired frequency is 
reached. In special cases a safety device, 
consisting of an additional tuned circuit 
arranged so as to be in resonance at a 
frequency about five per cent higher than 
that of the governing circuits, is used. 
Should the frequency reach that resonant 
with this circuit, a signal will be given or 
the dynamo automatically stopped. The 
alternator is used for transmitting signals 
by running it at that frequency which 
produces resonance in the receiving cir- 
cuit. When a signal is to be sent a key 
is depressed which alters the frequency of 
the alternator about one-twentieth of one 
per cent, thus producing beats in the re- 
ceiving instrument. This change in fre- 
quency is accomplished instantaneously by 
electrical means, it being, of course, im- 
possible to change mechanically the speed 
of rotation. The advantage of this 
method is that the machine is operated 
continuously, generating waves of the 
same intensity which at their high fre- 
quency have no audible effect on any 
neighboring station. For a signal to be 
received, the receiving circuits must he 
adjusted so that these beats due to a 
slight difference in frequency will be pro- 
duced.—Abstracted from the Electrician 
(London), July 3. 
—_—__~- @<-____ 
London Tube Finances. 

The English Chancery Court on July 
16 sanctioned the scheme for the read- 
justment of the finances of the Under- 
ground Electric Railway Company as ap- 
proved by the shareholders at a meeting 
held in London, May 11. This plan pro- 
vides for the issuance of various bonds ag- 
gregating $46,000,000, the amount neces- 
sary to this end. 
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The International Electric 
Meter Company’s Measur- 
ing Instruments. 

Within the last few years there has been 
developed by the International Electric 
Meter Company, Chicago, Ill., a high- 
grade line of alternating and direct-cur- 
rent voltmeters and ammeters. This busi- 
ness was started in a very small way by 
first placing upon the market a direct- 
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Fia. 1.—ALTERNATING-CURRENT INSTRUMENT, 
READY TO Mount IN CASE. 


current, switchboard-type voltmeter and 
ammeter. This line of instruments to-day 
consists of approximately twenty-five dif- 
ferent types of measuring instruments, 
which include switchboard and portable 
voltmeters and ammeters, besides pyrom- 
eters, automobile and special school labo- 
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Fig. 4.—ScuooL LABORATORY GLASss8-FLONT 
INSTRUMEXT. 


ratory types of instruments. Illustrations 
of some of these are shown herewith. New 
features are continually being developed 
and placed upon the market. 

Two distinct principles are now wed., 
One exclusively for alternating current. 
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MECHANICAL APPARATUS 


which is an induction meter, known as the 
“repulsion” type, and one exclusively for 
direct current, of the Deprez-D’Arsonval 
or permancnt-magnet type. 

The “repulsion,” or alternating-current, 
type is in fact a small transformer, with 
two secondary coils short-circuited; one 
being free to move. This instrument has 
a closed magnetic circuit of laminated 
iron and the torque is produced by the 
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Fig. 2.—ALTERNATING-CURRENT INSTRUMENT 
COMPLETE. 


direct repulsion of the current in the 
primary upon the secondary; their cur- 
rents being nearly in opposite phase. The 
moving clement is extremely light and 
rigid, and is quick to respond to slight 
changes in current strength. The oscilla- 
tion of the moving parts is magnetically 


5.—DiREcT-CURRENT, PORTABLE 
Vo.LtT-AMMETER. 


Fig. 


dampened and swings in the best grade of 
sapphire bearings. Fig. 1 represents the 
alternating-current movement ready for 
mounting in the ease. Fig. 2 represents 
the complete instrument. 

The principle of the direct-current 
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ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


movement is well known and used by 
most of the manufacturers of high-grade 
instruments. The mechanical features, 
however, vary considerably. The Inter- 
national direct-current instrument is well 
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Fic. 3.—DIRECT-CURRENT INSTRUMENT, READY 
FOR MOUNTING IN CasE. 


balanced upon its support in the case, and 
parts may be readily removed for repairs. 
Fig. 3 represents the direct-current move- 
ment ready to mount in case. Fig. 4 rep- 
resents the school laboratory glass-front 
instrument. 

Fig. 5 represents a direct-current port- 
able volt-ammeter, and Fig. 6 represents 
an electric pvrometer. 


Fic. 6.—ELECTRIC PYROMETER. 


The shop and laboratory equipments 
are complete with special machinery and 
testing instruments necessary for the 
manufacture of high-grade apparatus. 

The men emploved for manufacturing, 
assembling, testing and inspecting the 
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International instruments have had long 
experience in the work for which they 
have been selected. 

The sales of this company are made 
direct to the user or through the jobber, 
whichever is more convenient for the cus- 
tomer. The electrical jobbers have been 
quick to learn that the International line 
of instruments is one especially desirable 
for them to handle. Shipments are made 
promptly and treatment secured from the 
International company is courteous and 
fair. The men in charge of the Interna- 
tional Electric Meter Company’s affairs 
are William W. Cheney, Jr., president ; 
August Benson, secretary ; Julian S. Jack- 
con, sales manager, and John M. Lea, 
chief engineer. 


——_<-@—--___ 
Darrin Magnet Switches. 


The Aytomatic Switch Company, 131 
Liberty street, New York city, has de- 
veloped a magnet’ switch which is of con- 
siderable interest to contractors. This is 
a small two-pole Darrin magnet switch 
with a capacity of twenty-five amperes. 
The Darrin magnet switch fills the re- 
quirement of a switch which will work 
equally well on direct or alternating cur- 
rent, in which the magnet circuit carries 
current only for an instant during the 
actual operation of the switch. The 
‘witch can be placed with carbon and 
copper butt contacts for motor control, 
or with knife-blade contacts for lighting 
work, 

One of the illustrations shows the type 
DMS “300-2 R” reversing switch, and the 
other illustrations show the type DMS 
“25-2,” front and side views. The revers- 


ing type switch has a capacity of 300 am- 
peres, 


FRONT AND Sipe Views or D 
ARRIN TYPE 
DM8 25.2 REVERSING Switcn. 


By the peculiar construction of the mag- 
het circuit in these switches the switch 
can be actuated either on or off or from 
One position to the. other without carry- 
Dg current in the magnet circuit longer 
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than necessary to throw the switch. As 
the magnet circuit is opened on contacts 
on the switch itself, there will be no arcing 
at the controlling point. This type of 


switch can thus be controlled by thermo- 


DaRRIN Type DMS 300-2 R REVERSING 
SwWITcH. 7 


stats, pressure regulators or with ordinary 
push-buttons, which have no quick-break 
features. 

The switch is especially well adapted to 
the control of heavy lighting circuits from 
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vided with flexible carbon contacts so as 
to insure a level surface on closing. In 
the smaller sizes the contact arms are pro- 
vided with springs to effect the same 


result. 
—__--@-_— 


Moisture-Proof Pole Cable 
Terminals and Junction 
Boxes. 


The accompanying illustration shows 
an interesting corner of the factory of 
Frank B. Cook, Chicago, Ill., where junc- 
tion boxes and non-pothead terminals are 
tested for leakage. Special care is exer- 
cised in the construction and assembling 
of these types, and every precaution is 
taken to render them air-tight. The final 
inspection consists of testing each piece 
of apparatus under ten pounds air press- 
ure, this being accomplished by connecting 
the piece to be tested with the machine 
shown in the illustration. The terminal 
or junction box is placed on a special 
frame, the air pipe being placed in the 
self-soldering nozzle with which these 
types of apparatus are equipped, and this 
nozzle fs forced against a piece of solid 
rubber through which the air pipe extends. 
When the pressure is turned on the gauge 
registers any decrease of pressure in the 
tank, thus detecting any leakage. A 


TESTING Cook WATERPROOF TERMINAL HEAD. 


various remote points, and will be sup- 

plied, when so ordered, with magnetic 

blowouts at a slight additional expense. 
All switches of seventy-five amperes or 


greater capacity continuous rating are pro- 


further test is to cover the joints with 
soapy water, the slightest leak causing a 
bubble to form at the point. These types 


of Cook apparatus are guaranteed to be 
moisture-proof. 
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The Stave Flaming Arc 
Lamp. 

The Stave flaming arc lamp, an illus- 
tration of which is shown herewith, has 
been built very carefully, taking advan- 
tage of a very valuable experience in the 
operation for many years of alternating- 
current arc lamps, and embodying many 
features of more than ordinary merit. 
The contro] of the lamp electrodes is at- 


STAVE FLAMING Arc LAMP. 


tained by rotating aluminum discs in 
either direction, accordingly as either a 
series or a shunt magnet is excited. This 
control is ideal, three full revolutions of 
a dise corresponding to a feed of one- 
ajxteenth inch. a 

The upper part of the lamp containing 
the regulating mechanism is sealed, and 
it ig stated that in many years of oper- 
ation it has not been necessary to break 
this seal to effect repairs. Each lamp 18 
equipped with an internal resistance, 80 
that it is immediately ready, burning two 
in series, for use on 115-volt circuits. 
Each lamp automatically takes care of its 
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own voltage, and all will burn at forty- 
five volts. 

All interior connections are made with 
fine stranded copper conductors, insulated 
with glass beads, which are impervious 
to fumes or heat, and all current-carrying 
parts are insulated by mica and air. 

In the construction of the electrode 
holders, a substantial and easily accessible 
thumb-nut is used. 

The lamp is furnished in several fin- 
ishes, the brass, copper and nickel finishes 
being especially adaptable for the lighting 
of stores, halls, etc. 


Theodore Stave, president of the Stave . 


Electrical Company, manufacturer of this 
lamp, has been very successful in popu- 
larizing it, some 10,000 being in use in 
Europe, and is now making his head- 
quarters at No. 1 Madison avenue, New 
York city. 
Wheeler Reflector Com- 
pany’s New Fixtures. 

The Wheeler Reflector Company, 156 
Pearl street, Boston, Mass., has placed on 
the market two new fixtures adapted es- 
pecially for use with tungsten lamps. 

The Wheeler tungsten adjustable win- 
dow reflector No. 65 is a corrugated mir- 
ror-lined reflector attached to the stem of 
a fixture above the socket by a hinged 


WHEELER TUNGSTEN AJUSTABLE WINDOW 
REFLECTOR. 


holder which permits adjustment at any 
angle, the lamp remaining in a vertical 
position. With a 100-watt tungsten lamp 
this fixture distributes ample light over 
the average show window. The upward 
radiated light is all reflected down, that 
from three sides forward and down and 
that from the remaining side is radiated 
horizontally without interference. 

The Wheeler tungsten street fixture No. 
770 consists of an eighteen-inch porcelain- 
enameled steel reflector fluted to give the 
most effective candle-power distribution 
and protected by a copper or painted steel 
hood attached to a cast holder. The illus- 


Vol. 53-—No. 4 


tration shows malleable iron cross-arms 
supporting pony glass insulators in a ver- 
tical position, but where desired these may 
be cast in one piece with the holders, so 
that the insulators may be held at right 
angles to the stem. The mica insulating 
joint is designed for high-tension circuits 
and will stand a break-down test of 34,000 
volts. The important feature of this fix- 
ture is the reflector which, besides being 


WHEELER TUNGSTEN STREET FIXTURE. 


fluted and slightly convex, is adjusted at 
such an angle with relation to the fila- 
ment and of a sufficient diameter to inter- 
cept the light rays radiated in the direc- 
tion of the base, that with a forty-candle- 
power lamp the light distributed shows a 
curve beginning at about forty-five candle- 
power at the horizontal, increasing to fifty 
candle-power at nearly every angle from 
twenty degrees to forty degrees below the 
horizontal, then gradually dropping to 
forty candle-power at sixty degrees and 
twenty-five candle-power in the direction 
of the tip. 


— 0 
“Verus” Conduit. 

Arthur P. Pierson, 23 North Juniper 
street, Philadelphia, Pa., is introducing 4 
new non-metallic, flexible conduit, which 
is designated as “Verus.” This conduit 
is made of narrow tubular sections of as- 
bestos fibre treated with moisture-proof 
insulating compounds which have the 
properties of withstanding a fire ‘test of 
about 400 degrees centigrade. The con- 
duit is protected on the outside with an 
additional tubing, and the whole has a 
woven cover over all, treated with stand- 
ard insulating compounds approved by the 
National Board of Fire Underwriters. 
This conduit not only has a fireproof in- 
terior, but a fireproof exterior as well. 

These conduits are being manufactured 
by the Protecus Electric Manufacturing 
Company, of Allegheny City, Pa., for 
which Mr. Pierson is general sales agent. 
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Cutler-Hammer Push-Button 
Specialties. 

One of the most interesting, and doubt- 
less a device which will be conceded revo- 
Jutionary in its nature, is the push-button 
specialty which the Cutler-Hammer 
Manufacturing Company, Milwaukee, 
Wis. has placed on the market. This 
line includes porcelain pendent switches, 
porcelain surface switches, together with 
sub-bases, and porcelain push-button lamp 
sockets. The accompanying illustrations 
show the component parts of the mechan- 


COMPONENT Parts or Switcy.—A Movine 


Contact-Preck, a COILED STEEL SPRING 
AND A Pusa Bar. 


ism of these switches and also show some 
of the present applications. The illus- 
trations, however, indicate only in a 


PORCELAIN SURFACE SWITCH FOR CONCEALED 
ORK. 


fashion the high degree of ingenuity 
which this device represents. The switch 
consists essentially of three parts, a push 
bar extending clear through the switch, a 
coiled steel spring and a moving contact- 
piece. These three elements may be as- 
sembled in any form of containing re- 
ceptacle to perform any switch function 
which may be required. 


The principle embodied in the switch 


mechanism is that of a coiled spring con- 
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tracting on a tapering surface, the action 
being similar to that of a rubber ring 
slipped over the knob of an umbrella or a 


SECTIONAL VIEW OF SMALL PORCELAIN 
ENDENT. 


coiled-wire sleeve supporter which, when 
passed over the elbow, will travel a short 
distance up or down the arm of itself. 


PORCELAIN PENDENT Pusa BUTTON LAMP 
SOCKET. 


The action is snappy and positive in either 
direction. The mechanism gives a quick 
“make” as well as a quick “break,” the 
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movement of the contact-piece is the same 
whether the push-bar is moved fast or 
slow. The contact-piece can not be moved 
part way and let slip back again drawing ~ 
an arc. 

This new line of Cutler-Hammer push- 
button specialties is made of porcelain, 
which is non-corrosive and non-conduct- 
ive. They will not tarnish and the user 
can not receive a shock, because all of 
the metal parts are encased in porcelain. 
Any slight arcing which might possibly 
occur is confined to a porcelain chamber 
away from the circuit wires and terminals. 
Liberal space is provided for knotting the 
flexible cord and the removal of a single 
screw gives access to the interior of the 


_ switch, making the wiring of these devices 


an easy matter. A removable fibre bush- 
ing is furnished with each of the pendent 
switches and the lamp socket, reducing 
the size of the outlet to the diameter of 
standard cord. When reinforced cord is 
used this bushing is removed. 

The fire glaze on the porcelain is prac- 
tically indestructible and the choice of 


Brass Cap PORCELAIN PENDENT Switcu. 


colors is such that a shade can be selected 
that will harmonize with the surrounding 
trim. The standard glazes are plain 
white, ivory tint, wood brown and neutral 
gray. Special glazes can be furnished to 
order. 

These devices have been approved by 
the Underwriters’ Laboratories at Chicago. 
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A New Automobile Instru- 

ment. 

The General Electric Company has late- 
ly placed on the market a new automobile 
instrument for use on electric vehicles. 
This instrument, known as the type DK, 
consists of a combination ammeter and 
voltmeter enclosed in a dust and moisture- 
proof aluminum case and is especially de- 
signed to withstand without injury the 
constant vibration and exposure incident 
to this class of service. 

Both elements are constructed on the 
D’Arsonval principle. In the ammeter 
element a coil of wire carrying the cur- 
rent to be measured, or a shunted portion 
of it, is wound on a light aluminum frame, 
so pivoted in jeweled bearings as to move 
freely in a small annular space between a 
soft iron core and the pole-pieces of a 
permanent magnet. This element is 
identical with that of the type D switch- 
board instrument, with the exception of 
the permanent magnet, which is made 
somewhat larger in order that the volt- 
meter may be placed within the space 
enclosed by it. 

The voltmeter has smaller parts 
throughout and differs slightly in con- 
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COMBINATION VoLtT-AMMETER FOR AUTOMOBILE 
l SERVICE. 
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struction. It has a circular form of arma- 
ture frame instead of rectangular, and the 
core is a spherical piece of soft iron. Its 
general action is the same as that of the 
ammeter. 

It is a well-known fact that when mag- 
nets are subjected to constant vibration 
their efficiency is impaired and this must 
be taken into account in the design of 
automobile instruments. The magnets 
used in DK automobile instruments are 
made from the best quality of magnet steel 
obtainable, the special processes of ageing 
and hardening further insuring their 
permanency. 

Another important advantage of DK 
instruments is the fact that they are 
strictly dead-beat, the pointer quickly 
coming to rest after each change in cur- 
rent or voltage. The scale divisions are 
very uniform and legible; this, together 
with the fact that the two scales are 
placed one above the other in close prox- 
imity, permits accurate simultaneous read- 
ing of volts and amperes. When desired, 
a suitable bracket carrying a miniature 
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lamp with shade will be furnished for 
illuminating the dials. 

The standard voltmeter scales are 120 
and eighty volts. Either of two ammeter 
scales is standard, viz., 150-0-150 or 70- 
0-150, the scales showing both charging 
and discharging current. Any other 
capacities of voltmeter or ammeter can be 
furnished when desired. It often becomes 
necessary to measure the voltage across 
individual cells and for this purpose a 
second voltmeter scale reading from 0 to 
3 volts can be furnished on request. 

The severe vibrations to which automo- 
bile instruments on commercial vehicles 
are subjected prevent the indications 
being read. To overcome this difficulty 
the General Electric Company has de- 
signed an “anti-vibration support,” upon 
which the type DK instrument may be 
mounted. This is a new idea in automo- 
bile instrument construction and makes 
possible the use of indicating instruments 
on commercial vehicles. The black japan 
finish and the polished aluminum trim- 
mings contribute to the neat appearance 
of the DK instrument. 

— 0 
A Powerful Gasolene Blow 


Torch. 

The “Imp” torch, manufactured by the 
Frank Mossberg Company, of Attleboro, 
Mass., is a patented device which it is 
claimed will do as much work as most of 
the larger torches on the market, with the 
advantages of compactness, simplicity and 
cheapness. It is entirely automatic in 
operation, has no pump nor valve, needs 


THE TORCH 


WITH THE 
WRINKLID NECK 


THE ‘‘Impep” GASOLENE BLOW Torca. 


no tools, starts with a match, and gives 
a perfectly clean, powerful Bunsen flame 
for over two hours on four ounces of 
gasolene. 

The corrugated neck increases the heat- 
ing surface to such an extent that the 
flame of a match easily generates gas 
enough for starting, after which the care- 
fully designed mixing tube renders 
further attention unnecessary. 

The “Imp” will be found valuable by 
electricians, automobilists, the handy man, 
and, in fact, any one who wants: intense, 
clean heat, cheaply and quickly. 
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New Ajax Specialities. 

The Ajax Line Material Company, 
Chicago, Ill., has added to its line of de- 
vices for contractors’ use the three illus- 
trated herewith. Ome is an insulated 
hook, designed as a low-priced insulator 


[AJAX INSULATED AJAX “MITRE” 
HooK. BRACKET. 


for use with flaming and other arc lamps. 
Another is a modification of the regular 
Ajax toggle bolt having a detachable and 
ornamental head. This type was designed 
for plumbers’ use, but is proving popular 
also for certain classes of electrical work. 
The third is a short arc lamp bracket for 
pole or wall use, with an insulating cross 


AJAX PLUMBER’S TOGGLE. 


arm for guiding the wires and insulating 
the lamp. It is one of a series of easily 
erected fixtures designed to replace the 
crude riggings heretofore used. 

— 0M 


The “Success” Chemical Fire 
Extinguisher. 


The H. W. Johns-Manville Company, 
100 William street, New York city, has 
recently put on the market the “Success” 
portable fire extinguisher. This extin- 
guisher is made of extra-heavy Lake Su- 
perior cold-rolled copper securely riveted 
and reinforced by heavy shoulders tested 
to withstand a pressure of 350 pounds per 


square inch. The method of attaching 
the dome to the body of the shell is said 
to make that joint the strongest part of 
the extinguisher. The large wheel at the 
top of the machine is a convenience in 
opening and closing it, at the same time 
serving as a base on which to rest the 
extinguisher when reversed. The frame- 
work or bottle holder containing the sup- 
ply of sulphuric acid is cast brass and 
virtually indestructible. The bottle, of 
standard size and type, for holding the 
acid, is obtainable anywhere in case of 
accidental fracture from any cause. The 
hose, tested to 400 pounds per square inch, 
is only detachable with a wrench, being 
joined to the body by a swivel ground 
joint. This extinguisher is included ın 
the list of approved chemical extinguishers 
issued by the National Board of Fire 
Underwriters. l 
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Westinghouse Mercury Recti- 
fier Arc-Lighting System. 
In order to secure the advantages of 

direct-current series arc lamps and the al- 

ternating-current system of distribution 
and regulation, the Westinghouse Com- 
pany has recently introduced a new system 
of arc lighting in which the most desirable 
points of both systems are combined. The 
alternating-current supply is changed to 

a direct-current by means of a Cooper 

Hewitt mercury rectifier, and this rectified 

current is then available for operating 

direct-current series arc lamps. 

This system is applicable to all types of 
direct-current series carbon arc lamps, and 
also to the Westinghouse metallic flame 


Front View or SEVENTY-FIvE-Licht MER- 
CURY RECTIFIER, CONSTANT-CURRENT 
REGULATING TRANSFORMER OUTFIT. 


arc lamp for which it is specially adapted. 
This lamp is a new development whose 
efficiency as a light producer is nearly 
double that of the carbon arc lamp. It 
!8 essentially a direct-current lamp, and 
a8 It requires a current of but four am- 
Peres, the existing arc generators as 
originally designed are not suitable for 
supplying current for it. These lamps, 
however, are extremely economical to 
Operate because of their very high effi- 
ciency, 

The combination of alternating-current 
regulating transformers and mercury rec- 
tifiers with any type of direct-current se- 
ries lamps comprises a lighting system 
that is both simple and reliable, and that 
has proved highly successful in its prac- 
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tical applications. Its operation is devoid 
of any complications, and its notable econ- 
omy makes its use extremely desirable. 

The rectifier outfit consists of a con- 
stant-current regulating transformer, a 
mercury rectifier bulb, and a panel con- 
taining the necessary switches, instru- 
ments, etc. The regulating transformer 
and the rectifier bulb are mounted in the 
same tank, and by means of such outfits 
power may be drawn from an alternating- 
current circuit of either twenty-five or 
sixty cycles and delivered as direct current 
to the series arc lamp circuits. The recti- 
fier bulb requires no manipulation except 
to start it, after which it operates without 
further attention. 

The constant-current regulating trans- 
former used with the rectifier set is of the 
repulsion coil type and is oil-cooled and 
oil-insulated. It is so arranged as to give 
a constant secondary current and to insu- 


SIDE VIEW oF SEVENTY-FIVE-LIGHT MERCURY 
RECTIFIER, CONSTANT-CURRENT REGULA- 
TING TRANSFORMER OUTFIT. 


late the arc lines from the primary cir- 
cuit. 

The rectifier bulb consists of a pear- 
shaped closed glass vessel about seven 
inches in diameter at its largest part. It 
is provided with four electrodes, the two 
upper ones being of graphite and the two 
lower ones of mercury. The bulb is ex- 
hausted to a high vacuum. Metal ter- 
minal thimbles are provided to which con- 
nections are readily made by spring clips 
or connectors. 

The rectifier panels are made in four 
capacities, for twenty-five, thirty-five, 
fifty and seventy-five-lamp circuits, and 
are built of blue Vermont marble, sup- 
ported upon a gas-pipe frame, which is 
braced to the floor. The three smaller- 
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capacity panels are essentially similar 
and contain an ammeter, two oil switches, 
fuse blocks and fuses, a tilting handle and 
a pilot lamp in series with the arc circuit. 

The ammeter is located at the top of the 
board and is connected in the direct-cur- 
rent lamp circuit. It is specially insu- 
lated so as to avoid all danger to attend- 
ants from grounding of its case. 

The oil switch controlling the primary 
is double-pole. This may be double-throw 
when required. Suitable fuses are in- 
serted in the primary leads to provide for 
short-circuit and overload protection. A 
double-pole oil switch also controls the 
secondary or direct-current series lamp 
circuit. 

The seventy-five-light panels contain the 
same apparatus as the smaller-capacity 
panels, just described, except that the oil 
switch controlling the secondary is of a dif- 
ferent type. In the seventy-five-lamp outfits 
the two bulbs are mounted so that both are 
tilted together. The secondary oil switch 
has two handles, one of which operates a 
double-pole switch in the lamp circuit and 
the other a single-pole switch which short- 
circuits one of the rectifier bulbs. For 
circuits of 6,600 volts and higher the fuse 
blocks are separately mounted. 
——e0 

The Dielectric Company of 

America. 

The Dielectric Company of America, 
with factories and headquarters at Belle- 
ville, N. J., reports that its sales are 
showing considerable improvement and 
that the outlook for future business is very 
encouraging. 

This company, although but recently 
organized, is mecting with marked suc- 
cess in its weatherproof-wire department, 
while its underground system is becoming 
more extensively used than ever. It is 
manufacturing the well-known DE brand 
of weatherproof wire which is exciting 
interest among the lighting plants and 
also among the signal engineers. 

The Dielectric system of underground 
construction is designed to meet the de- 
mand for an underground system either 
for high or low potential, which is not as 


expensive as the present duct systems. 
Besides the advantage of first cost, the 
company claims that its system is also 
cheaper to maintain in that after the wires 
are once laid there is nothing to replace 
or repair. Besides these two very impor- 
tant lines, this company is also preparing 
to put on the market its HVH special 
wire, which is designed to be used in es- 
pecially difficult places where a wire is 
required to not only carry a high voltage 
but to withstand the action of the elements 
and the action of acids, gas, ete. 
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New Receiver for New York 
City Rallway. 

By continuing Adrian H. Joline and 
Douglas Robinson as Federal receivers 
for the Metropolitan Street Railway Com- 
pany and appointing William W. Ladd as 
receiver for the New York City Railway 
Company in their stead, Judge Lacombe of 
the United States Circuit Court on July 
16 carried out his decision that the com- 
panics should have separate receivers. 
Mr. Ladd will take up his duties August 
1. The court directs Joline and Robinson 
to file with the court, not subsequent to 
August 1, a statement of receipts and ex- 
penditures of the dual receivership to 
July 1. It was on a motion made by 
Bronson Winthrop, representing the 
Morton Trust Company, that the Metro- 
politan receivership was separated from 
the New York City Railway receivership. 
In that motion the Guaranty Trust Com- 
pany joined. The separation is made for 
the purpose of expediting foreclosure pro- 
ceedings. Mr. Ladd was appointed on 
motion of Benjamin S. Catchings, who 
represented the tort creditors’ committee 
of the New York City Railway Company. 
Mr. Ladd’s bond was fixed at $50,000. 

Judge Lacombe said that when the same 
receivers were appointed for the Metro- 
politan and the New York City Railway 
the lease of the Metropolitan system to 
the New York City Railway still was in 
force and no suit to foreclose mortgage 
had been instituted. Since then the situa- 
lion has changed, he said. A regular fore- 
closure suit against the Metropolitan for 
unpaid interest under refunding mortgage 
has been instituted and the court said it 
was fitting that the property covered by 
that mortgage should be taken over by 
receivers under that suit who would oper- 
ate the Metropolitan system alone. Judge 
Lacombe said that the clause in the lease 
deferring re-entry for non-payment of rent 
until one year after default presented no 
difficulties. There was not merely a sim- 
ple default, he asserts. Because of the 
inability of the receivers to pay from the 
income the mortgage interest due January 
1, 1908, on the Third Avenue mortgages 
that line had been foreclosed upon, and 
an independent receiver appointed, who 
has taken it into possession, thus dis- 
rupting and destroying the original sys- 
tem covered by the lease. 


It was ruled by the court that the pres- 
ent bonds of Joline and Robinson might 
be extended to cover their future opera- 
tions. The court included in its opinion 
assurances that the receivers for the Met- 
ropolitan would adopt and affirm all con- 
tracts which related to the operation of 
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the system which were adopted or en- 
tered into by receivers for the New York 
City Railway. Judge Lacombe said the 
court reserved the right to impose a lien 
upon the property itself for any obliga- 
tions incurred by the court in its operation 
of the railways and also for the expense 
of the court proceedings. 

Mr. Ladd, the new receiver for the New 
York City Railway, formerly was deputy 
city chamberlain, resigning that office to 
resume the practice of law. He was a 
member of the board which prepared the 
Military Code adopted by the Legislature 
in 1898. He served four years as assist- 
ant corporation counsel. He is now a 
practicing lawyer in No. 20 Nassau street. 

—_—__<-@—____ 
International College 
Comity—A Unique 
Ceremony. 

University and college degrees are occa- 
sionally, in exceptional cases, conferred in 
absentia. It has remained for Lehigh 
University, acting in conjunction with the 
University of Liverpool, England, to sig- 
nalize a new and most interesting de- 
parture in the practice, replete with 
kindly expressions of international comity 
and friendship on the part of the Univer- 
sity of Liverpool. 

In June last Lehigh University awarded 
to Horace Field Parshall, of London, Eng- 
land, the honorary degree of Master of 
Science, this being the fourth honorary 
degree ever granted by Lehigh. Mr. Par- 
shall is an American who has built up in 
England a practice as a leading electrical 
engineer. He is well known as an author; 
his joint work with H. M. Hobart on 
“Electric Railway Engineering” is an en- 
gineering classic. Mr. Parshall is a 
graduate of the course in electrical engi- 
neering of Lehigh University of the year 
1887, For sume ten years after his gradu- 
ation his work was in this country, during 
which time he held in 1894, in the Massa- 
chusetts Institute of Technology, a lec- 
tureship on the designing of electrical 
machinery. Since 1897 he has been resi- 
dent in London and has been engaged 
largely in the introduction of electric 
traction into Great Britain, and is now en- 
gaged as expert on the hearings before a 
parliamentary commission on the London 
and District Electricity Supply Bill. This 
engagement prevented Mr. Parshall com- 
ing over here in June to receive the degree 
at Lehigh’s commencement exercises, and 
resulted in the arrangement by which the 
University of Liverpool graciously under- 
took the duty of conferring the degree on 
behalf of Lehigh University. 

Vice-Chancellor Dale, of the Univer- 
sity of Liverpool, in writing President 
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Drinker the acceptance by the University 
of Liverpool of the duty of conferring the 
degree, gives the following kindly expres- 
sions of cousinly goodwill: 


The council and senate of this university 
have agreed to act on the suggestions that 
you make, and to confer formally on Mr. 
Parshall the honorary degree that has been 
awarded to him by the university over 
which you preside. When the hood and 
diploma have reached us I will then arrange 
with Mr. Parshall for his formal admission 
to the degree. 

So far as I am aware, no precedent or 
parallel for such an act can be found in the 
history of British universities. But it is our 


business to make precedents as well as to - 


follow them, and we trust that in so doing 
our act will be regarded as an expression of 
fellowship and sympathy with kindred insti- 
tutions carrying on similar work, estab- 
lished for similar services, and bound to us 
by many ties. 


The letter of attorney from Lehigh to 


Liverpool was couched as follows: 


WuHerEAS, Horace Field Parshall, in the 
year eighteen hundred and eighty-seven, 
completed at Lehigh University the special 
course in electrical engineering then given 
by the university, and since that time has 
risen to high eminence in his profession, and 
has distinguished himself and has reflected 
honor on his Alma Mater by his scientific 
work and publications, and the university 
is desirous of recognizing his achievements 
in this regard, and of doing honor to one 
who has so honored himself; and, 

WHEREAS, The said Lehigh University has 
decided to confer upon the said Horace Field 
Parshall the honorary degree of Master of 
Science; and, 

WHEREAS, The said Horace Field Parshall 
is engaged in Great Britain in the pursuit 
of work of such importance as to make it 
impracticable for him to attend at the uni- 
versity at South Bethlehem, Pa., at the uni- 
versity’s commencement exercises on June 
tenth, nineteen hundred and eight, to re- 
ceive said degree, and the authorities of the 
University of Liverpool have graciously 
offered to act as the representatives of Le- 
high University in the act of conferring said 
degree; 

Now Know All Men by These Presents, That 
the Lehigh University, an educational cor- 
poration existing under the laws of the state 
of Pennsylvania, in the United States of 
America, hereby nominates and appoints the 
chancellor of the University of Liverpool or 
such person as he may designate to confer 
for and on behalf of the Lehigh University 
and by its authority, and as its attorney and 
representative, upon the said Horace Field 
Parshall, the degree of Master of Science, 
and in testimony thereof to deliver to the 
said Horace Field Parshall the diploma of 
the Lehigh University evidencing said de- 


gree. 
Witness the seal of the said the Lehigh 
University this day , 


A. D., nineteen hundred and eight. 
HENRY S. DRINKER, 
President of Lehigh University. 
W. A. LATHROP, 
President of the Board of Trustees. 


Seal Attest: 
of E. P. WILBUR, 
Lehigh Secretary of the Board 


University. of Trustees. 


At the ceremony of July 2 Mr. Parshall 
was presented by the dean of the faculty 
of science of Liverpool University for ad- 
mission to the degree and the vice-chan- 
cellor conferred the degree and delivered 
to him the diploma of the Lehigh Univer- 
sitv conferring the degree. 
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DOMESTIC AND EXPORT. 

MISSOURI ELECTRIC RAILWAY DEAL—A despatch from St. 
Louis states that the United Railways Company and the North Amer- 
ican Company have incorporated a subsidiary company known as 
the Missouri Electric Railway Company, into which will be con- 
solidated all the electric lines in St. Louis County. The capital is 
$1,000,000. The incorporators are acting for the United Railways 
management and the North American Company interests, which con- 
trol that company. 


GREAT WESTERN POWER COMPANY TO BUILD PLANT AT 
EAST OAKLAND—The Great Western Power Company has started 
the erection of what will be one of the greatest power plants on 
the coast. The site for the new power-house is at the end of Fourth 
avenue in East Oakland. The new plant will cover several thousand 
square feet of ground on the west side of Fourth avenue, and ac- 
cording to the plans of the company, will be one of the most com- 
pletely equipped in the state. 


A MILLION DOLLARS FOR IMPROVEMENTS—The Coney 
Island & Brooklyn Railroad is installing a number of improvements 
that Superintendent D. W. Sullivan says will cost considerably 
more than $1,000,000. One of the principal of these, the burying 
of overhead feed wires, is now practically completed. A conduit 
has been laid along the entire system from Coney Island, and the 
cables installed under the immediate supervision of Mr. Murphy, 
the electrician of the road. These are now in operation, and it is 
through them the power is now being supplied to operate the cars 
on the Smith street, DeKalb and Franklin avenue lines. The over- 
head wires have already been removed between the depot at Smith 
and Ninth streets and the Park Circle, and the remainder will come 
down in short order. The most striking improvement, however, is 
the new building that is being erected for the power plant at Smith 
and Ninth streets. There will be generated the entire power to 
run the lines of the road. | 


SYNDICATE SEEKING TO CONTROL MONTREAL LIGHT, 
HEAT AND POWER COMPANY—An American syndicate with 
$40,000,000 capital, headed by Leslie M. Shaw, formerly Secretary 
of the Treasury, is said to be negotiating for control of the Montreal 
Power Company, with the intention of subsequently gaining con- 
trol of a number of other Canadian public service corporations, in- 
cluding the Montreal Street Railway and some Toronto franchises. 
The syndicate is known as the Canadian Public Service Corporation. 
It proposes to guarantee six per cent for the first year, seven per 
cent for the second and eight per cent thereafter on the stock of 
the Montreal Power Company in return for an option to purchase 
the stock during the first year at 110, during the second year at 
112%, and so on at an annually increasing price of 214 points up 
to 185. As a guarantee of the dividend the corporation proposes to 
deposit $8,000,000 with a Montreal trust company, in the event of 
its acquiring controlling interest. 


ONONDAGA INDEPENDENT TELEPHONE COMPANY—At the 
frst meeting of the directors of the Onondaga Independent Tele- 
phone Company, held in Rochester last week, Alexander H. Cowie, 
of Syracuse, was elected president; John B. Pierce, manager of the 
old Independent Telephone Company of Syracuse, was elected gen- 
eral manager and assistant treasurer of the new company. George 
R. Fuller, of Rochester, N. Y., was chosen vice-president and W. 
Roy McCanne secretary and treasurer. The other directors are 
Hendrick S. Holden, of Syracuse, and Joseph W. Taylor and Edward 
W. Peck, of Rochester. The Onondaga Independent Telephone Com- 
pany took possession of the properties of the Independent Telephone 
Company of Syracuse on July 13. All the property of the old com- 
pany, including the exchange in that city and lines to various towns 
and cities in central New York, was bid in on behalf of the reor- 
ganization committee at the mortgage foreclosure sale July 3. 


Under the plans of reorganization the title is now turned over to 
the Onondaga company, 


Q Current Electrical News 


ELECTRIC RAILWAYS. 

FITCHBURG. MASS.—The Fitchburg & Leominster Street Rail- 
way Company has petitioned the Railroad Commission for approval 
of an issue of 2,500 additional shares of stock to be offered stock- 
holders at $100 per share. ° 


HAMMONDSPORT, N. Y.—The Appellate Division of the Su- 
preme Court has annulled the decision of the former State Railroad 
Commission to grant to the Bath, Branchport & Hornell Electric 
Railroad a certificate of public convenience and necessity. The 
annulment is made on the ground’that contrary to law one-tenth 
of the minimum amount of capital stock of the company had not 
been subscribed and paid. 


EVANSVILLE, IND.—The annual election of the Evansville 
Railway Company, operating the Evansville and Mt. Vernon and 
the Evansville and Rockport traction lines, held in this city on 
July 6, resulted as follows: President, W. L. Sonntag, Evansville: 
vice-president, W. I. Rudd, Rockport; secretary, Fred W. Reitz; 
treasurer, Marcus S. Sonntag; directors, W. H. McCurdy, chair- 


‘man; John M. Funke, Fred W. Reitz, C. H. Batten, Philip Speck, 


M. S. Sonntag, Wm. M. Ford, Chris Kanzler, W. L. Sonntag, A. F. 
Karges and W. I. Rudd. 


OREGON, MO.—The contract for building the Oregon Interurban 
Railway has been awarded to W. M. Wogan, of Leavenworth, Kan., 
for $40,000, this amount to make the road ready for the rolling 
stock—building bridges, culverts and fills, and laying the ties and 
steel, including sidetracks and putting in all other necessary fixtures 
aside from the engines and cars. The road is to be completed and 
ready for the rolling stock by October 1 next. The Oregon Inter- 
urban Railway is to be built from the Burlington yards at Forest 
City to a point four and a half miles distant, at the northern edge 
of the city of Oregon. It will be of standard gauge, and capacity 
for all sizes of rolling stock used upon the main line of the Kansas 
City, St. Joseph & Council Bluffs Railway. Thirty-seven bids for 
the contract were filed with the company. 


HARRISBURG, PA.—Governor Stuart has approved the merger of 
eight trolley lines in western Pennsylvania under the name of the 
Suburban Railway Company, with a capital of $150,000 and offices at 
Rochester. The companies consolidated are the original Suburban 
Company, the Freedom & Baden Electric Street Railway Company, 
Sewickley & Leetsdale Electric Street Railway Company, Beaver & 
Bridgewater Electric Street Railway Company, Beaver Falls Elec- 
tric Street Railway Company, Rochester, Beaver & Vanport Blectric 
Street Railway Company, New Brighton, Beaver Falls & Marado 
Electric Street Railway Company and Economy and Harmony Blec- 
tric Street Railway Company. The new company will have these 
officers: W. A. Park, Rochester, president: Samuel Morgan, Free- 
dom; J. H. Park, P. A. Smith and Charles Connel, New Brighton. 


CLEVELAND, OHIO—The Municipal Traction Company, which 
is operating all the street car lines in Cleveland under the plan car- 
ried out by Mayor Johnson, reports a deficit of $34,916 for the month 
of May. Mayor Johnson says this deficit is largely due to the strike 
of the street railroad men. Taking that into consideration, he says 
the statement is satisfactory. The company must pay operating ex- 


penses and six per cent dividend on the stock or forfeit its right to 


operate the lines. The lines have been operated at three cent fare 
a little over two months, but one cent is charged for each transfer. 
Judge Phillips, in Common Pleas Court, has granted a mandatory 
order compelling the Municipal Traction Company to give good 
service and the same rate of fare to the town of East Cleveland, a 
suburb, as is enjoyed by the city of Cleveland. The court held this 
was compulsory under the original franchise granted to the street- 
car company by the suburban town. The Municipal Company, 
when it recently took over the street-car system, announced that 
three-cent fares would prevail only within the city limits and that 
the fare to and from the suburban towns would be five cents. 
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TELEPHONE AND TELEGRAPH. 
DOVER, N. H.—The New England Telephone and Telegraph 
Company will construct a telephone line from Dover to Eliot. 


CONESTOGA, PA.—The Conestoga Telephone Company is mak- 
ing a number of improvements to its exchange at Birdsboro, in- 
cluding the rebuilding of the switchboard. 


OMAHA, NEB.—The Independent Telephone Company is pre- 
paring to start work on its building in South Omaha. This will. 
have a capacity of 5,000 telephones and is expected to be in opera- 
tion by November 1. 


HARTFORD, WIS.—The special election held recently for the 
purpose of voting on the proposition to install a municipal electric 
light plant resulted favorably to the plan. A plant to cost $27,000 
will be installed, to do commercial as well as street lighting. 


MARSHALLTOWN, IOWA—The Marshall Telephone Company, 
which was recently amalgamated with the Bell system, locally, has 
purchased a centrally located business building, and will spend 
$10,000 in improving and building an addition forty by fifty-one feet. 


FLORENCE, UTAH—John B. Morris, of Erie, Pa., and Robert 
E. Archibald, of Cleveland and San Francisco, representing a 
syndicate of Brooklyn and Philadelphia capitalists, have an- 
nounced that they will build an electrical power plant and a 
custom mill in this district. 


WHEELING, W. VA.—Dr. John L. Dickey and Samuel W. Har- 


per have been elected directors of the National Telephone Company. 


The board organized with the Hon. John A. Howard as president; 
S. W. Harper, treasurer and vice-president, and William C. Hand- 
lan as secretary and manager. 


PROVIDENCE, R. I.—It is announced that it is the intention 
of the Narragansett Electric Lighting Company to instali a 4,000- 
horse-power steam turbine within the next four months. The 
present capacity of the station is 15,000 horse-power, which is not 
now sufficient for the winter load. 


CHICAGO, ILL.—A new telephone exchange designed to pro- 
vide ultimately for 10,000 subscribers has been established by the 
Chicago Telephone Company in the downtown business district. 
The new Office is called “Franklin” and has been opened to relieve 
congestion and take care of future growth in the “Main” district. 


SYRACUSE, N. Y.—The plant of the Syracuse Independent Tele- 
phone Company has been sold in mortgage foreclosure proceedings. 
Roy McCanne, of Rochester, bid in the property in behalf of the 
reorganization committee of the United States Independent Tele- 


phone Company for $25,000, but this is subject to a mortgage for 
$1,250,000. 


LINCOLN, NEB.—A fee of $5,003 was paid by the Independent 
Long-Distance Telephone Company of Omaha for filing articles of 
incorporation with the secretary of state. The company is or- 
ganized with an authorized capital stock of $10,000,000. The incor- 
porators are: T. C. Williams, of Farlin, lowa; C. C. Ludy, Cooper, 
Iowa, and D. W. Study, Jefferson, Iowa. 


NASHVILLE, TENN.—The Mine City Telephone Company, of 
Polk County, has been granted a charter. The company proposes 
to own, operate and construct a telephone line from Ducktown to 
Copper Hill and other places in Polk County. The capital stock 
is $500 and the incorporators are: J. M. Kilpatrick, Carl Center, 
C. M. Campbell, W. S. Love and W. I. Morris. 


COLVILLE, WASH.—H. R. Williams, of Spokane, has purchased 
the entire stock of the Northwestern Light and Power Company, 
which operates the plant at Meyers Falls that supplies the towns 
of Kettle Falls, Meyers Falls, The Mission and Colville with light 
and power. The system was established five years ago, the com- 
pany being promoted and controlled by T. A. Winter. 


OLYPHANT, PA.—The light committee appointed by the Oly- 
phant council to investigate the condition of the municipal lighting 
plant and report on the advisability of accepting the offer of the 
Scranton Electric Company to purchase the plant have decided it 
would be well to buy power from the local company, but voted to 
maintain the electric plant under municipal management. 
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KANSAS CITY, MO.—The telephone line of the American Tele 
phone and Telegraph Company between Kansas City and Denver has 
been completed and put into operation. Heretofore the entire 
United States has been divided from a telephonic standpoint by a 
region in a line north and south with the western half of Kansas. 
The service inaugurated is the first telephone line to bridge the gap. 


RICHMOND, IND.—A deal has been consummated between the 
Richmond Home Telephone Company and the Central Union Tele- 
Phone Company, as a result of which the independents will gain 
entrance to Minneapolis and other large cities. This will effectu- 
ally open up the Northwest to the independents, Richmond being 


one of the most important points in the independent system of 
the Mississippi Valley. 


BILLINGS, MONT.—Following the purchase of the electric light 
plants of the Billings Water Power Company and Yegen Brothers by 
the Eastern Montana Power Company, the work of connecting the 
two systems has begun. The plants are located about one-half 
mile apart on the Yellowstone River. According to arrangements 
which the new company has in view a transmission line will extend 
throughout eastern Montana. 


PEORIA, ILL.—The Farmers’ Mutual Telephone Company, with 
a capital of $20,000, has organized by the election of the following 
officers: President, John Sommers, of Elm Grove; vice-president, 
John Strickfaden, Groveland; secretary-treasurer and manager, 
Arthur Becker, Tremont. Trustees, Samuel Kinsinger, Groveland; 
Theodore Schwarzentraub, Morton; A. L. Robison, Elm Grove; 
Henry Bollinger, Tremont; Robert Kennedy, Dillon; Joseph Augs- 
burger, Hopedale. 


MILWAUKEE, WIS.—It is announced that the American Tele- 
graph and Telephone Company, which has been engaged in laying 
an underground telephone system between Milwaukee and Chicago, 
has completed the line between this city and Racine, and expects 
to have the line completed to Chicago in the fall. The underground 
system will be connected up with the telephone exchanges in the 
cities and villages between Chicago and Milwaukee. The Wisconsin 
Telephone Company is extending its lines to Rhinelander, Minocqua 
and other points in northern Wisconsin. 


REXBURG, IDA.—At a meeting of the city council an ordinance 
was passed granting a franchise for the use of the streets and 
alleys of Rexburg to the Idaho Power and Transportation Company, 
Limited, for transmission and distribution of electric current. The 
headquarters of this company is at Idaho Falls. The rates are $7 
per month for arc lights, ten cents per kilowatt-hour and a flat 
rate of seventy-five cents for first lamp, fifty cents for the second 
lamp and forty cents for the third lamp of sixteen candle-power. 
The service will be twenty-four hours per day. 


NEW PUBLICATIONS. 


STRENGTH OF CONCRETE BEAMS—The United States Geolog- 
ical Survey has issued a bulletin, No. 344, on the strength of concrete 
beams. It gives the results of testing of 108 beams, conducted at 
the Structural Materials Testing Laboratory. This report, which 
has been prepared by Richard L. Humphrey, describes the structure 
of the beams and method employed in testing them. 


COLUMBIA UNIVERSITY BULLETIN OF INFORMATION— 
Columbia University, New York city, has published a bulletin of in- 
formation concerning the Schools of Mines, Engineering and Chem- 
istry. This takes up the departments of mining, metallurgy, civil 
engineering, electrical engineering, mechanical engineering, chemical 
engineering and chemistry for the 1908-1909 course. 


THE INLAND EMPIRE SYSTEM—tThe publicity department of 
the Inland Empire System has prepared a number of very handsome 
illustrated bulletins devoted to the pleasure resorts and routes of 
the Spokane & Inland Empire Railroad Company, the Idaho & Wash- 
ington Northern Railroad, and the Red Collar Steamship Line. 
There is a description of the Bozanta Tavern, at Hayden Lake, 
Ida.; the system of the Idaho & Washington Northern Railroad; 
excursions to the shadowy St. Joe River, Idaho, the Pend Oreille 
River route, through the pines to Spokane Lake resorts, and profita- 
ble farming in the Spokane country. Charles E. Flagg is the mana- 
ger of publicity. 
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PERSONAL MENTION. 


MR. E. R. KNOWLES, the well-known consulting engineer of 
New York city, is an active member of the Building Code Revision 
Commission of New York city, appointed by the board of aldermen. 


MR. A. W. CLAPP, who had under preparation a volume entitled 
“Hydroelectric Plants of United States, Canada and Mexico,” and 
who had gathered together a considerable amount of valuable data, 
has some mail for him at the office of the ELECTRICAL Review. If 
he will send us his address this mail will be forwarded. 


MR. F. N. DRESING, chief of the Chinese Imperial Telegraphs 
and special delegate representing the Chinese Minister of Communi- 
cations to the Lisbon International Telegraph Conference, was a 
visitor to New York and Chicago last week, where he spent some 
time with various electrical interests. He will return to China, by 
way of San Francisco, the latter part of July. 


MR. DAVID S. MURRAY, general manager of the Rocky Moun- 
tain Bell Telephone Company, was tendered a banquet at the Elks 
Club, Salt Lake City, and presented with a handsome gold watch 
and fob by his associates upon the occasion of his leaving the com- 
pany. Mr. Murray severed his connection with the Rocky Mountain 
Bell Telephone Company a few weeks ago to accept an executive 
position with the Pacific States Company of San Francisco, and 
completed his service there a week ago. His career has ex- 
tended from 1884, when he began as a collector and worked his 
way steadily upward until a few years ago, when he became general 
manager. During his administration the company has grown 
greatly, and there is a great deal of regret among the employés at 
his departure. From small beginnings the company has now ex- 
tended its influence over four states and spread lines into practically 
every town and city of that territory. 


MR. WILLIAM H. BROWNE has been appointed general man- 
ager of the Rockingham Power Company, which has in progress 
of construction at Rockingham, N. C., a 66,000-volt, three-phase, 
hydroelectric development of considerable magnitude. Mr. Browne 
is now on the ground actively superintending construction. Mr. 
Browne’s connection with the electrical industry dates back to 1888 
in the building of the electric railroad at Richmond, Va. Following 
this, he was associated with the Westinghouse interests in New 
York city and later was general manager of the United Electric 
Light and Power Company, of New York city. From 1894 to 1895 
he was receiver of the Flushing & College Point Railway, Flushing, 
Long Island. From 1895 to 1902 he was general manager of the 
Royal Electric Company, Montreal, Canada. From 1902 to 1906 he 
was treasurer and general manager of the Stanley Instrument Com- 
pany, Great Barrington, Mass. 


NEW MANUFACTURING COMPANIES. 
HOBOKEN, N. J.—The Gross Electric Company has been incor- 
porated with a capital of $25,000 to act as mechanical engineer, 


' electrician, etc. The incorporators are: H. Wilkens, C. B. Wilkens 
and S. Gross, of Hoboken. 


COLUMBUS, OHIO—The Canton Telephone Seal and Lock Com- 
pany, of Canton, has been incorporated with a capital of $10,000 
by E. C. Hill, Edward Rowmel, J. L. McDonald, T. E. Philippi, 
E. H. Forester and W. C. Wingwire. 


i NEW YORK, N. Y.—Edwards & Company, Incorporated, 
ronx, has been incorporated to manufacture electric apparatus, 
machinery, etc., with a capital of $75,000. The incorporators are: 


R. Edwards, Jr., Rochelle Heights; E. Lunger, Bronx; R. G. Mead, 
New York city. 


TRENTON, N. J.—The Hicks Motor and Manufacturing Com- 
ene Neen has been incorporated to manufacture dynamos, 
The i T. for the generation or use of electricity or other energy. 
a pital is $25,000. Incorporators: A. B. Craft, Cranford: H. E. 

cks, Plainfield; W, B. Elliott, Westfield. 


‘ ELECTRICAL SECURITIES. 

cialis te week stocks were buoyant on reports of bettering 

returna cae phases of industry and prospects of large crop 

to four and a securities made advances ranging from a fraction 

freight rates e points over last week. The rumors of advances in 

sistent Caused a little apprehension, and if these are per- 
à reaction in prices of securities is not to be unexpected. 


ELECTRICAL REVIEW 147 


Dividends have been declared upon the following electrical securi- 
ties: American District Telegraph; regular quarterly dividend of 
1 per cent, payable July 22; books close July 14 and open July 22. 
Michigan State Telephone Company; regular quarterly dividend of 
1% per cent on the preferred stock, payable November 2, 1908; 
books close October 20 and reopen November 4; also regular quar- 
terly dividend of 1 per cent on the common stock, payable Septem- 
ber 1; books close August 20 and reopen September 2. The New 
Bedford Gas and Electric Light Company; regular dividend of 2% 
per cent, and an extra dividend of 20 per cent. Amalgamated Cop- 
per Company; regular quarterly dividend of 50 cents per share, 
payable August 31 to stock of record July 23. Railway and Light 
Securities Company; regular semiannual dividend of $3 per share 
on the preferred stock, payable August 1 to stock of récord of July 
20. New York & Queens Electric Light and Power Company; a 
regular semiannual dividend of 214 per cent on the preferred stock, 
payable August 10 to stock of record July 31. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED JULY 18. 


New York: Closing. 
Allis-Chalmers cOMMON............ceeeeeeeee 10% 
AllisCChalmers preferred ..........02sceeee. 3414 
Brooklyn Rapid Transit.............ecece0% 6036 
Consolidated Gas.......... ccc ecw cence cccnee 126 
General Blectric....... 0.0 ccc cc ces cccccsecs 143% 
Interborough-Metropolitan common......... 11% 
Interborough-Metropolitan preferred........ 31% 
Kings County Electric.................0000. 109% 
Mackay Companies (Postal Telegraph and 

Cables) common........ eer 65 
Mackay Companies (Postal Telegraph and 

Cables) preferred........... EEEE 66% 
Manhattan Blevated............cccceecccees 137% 
Metropolitan Street Railway................ 23 
New York & New Jersey Telephone......... 107% 
Western Union..........ccc cece cece eee eeees 553% 
Westinghouse Manufacturing Company...... 60% 


The Allis-Chalmers Company continues to report an improve- 
ment in its business. Orders received in the month of June show 
an increase of twenty per cent over the preceding month. New 
business in the month of May showed an improvement of eighty per 
cent over April. A representative of the company says that col- 


lections are better than they have been at any time in several 


years. 

Shares of the Westinghouse Electric and Manufacturing Com- 
pany made substantial gains on reports that the success of 
the reorganization plan is now assured and that it will be ratified 
by the readjustment committee when it meets September 1. 


Boston: Closing. 
American Telephone and Telegraph......... 117% 
Edison Electric Illuminating................ 216 
Massachusetts BElectric.............. ccc eae 46 
New England Telephone.................... 113 


Western Telephone and Telegraph preferred. 63%, 


American Telephone and Telegraph for the past three years has 
found its banking and financing relationg with its subsidiary tele- 
phone associates relatively more profitable than the purely invest- 
ment and banking relationship. On the whole, and as compared 
with the showings of American industrial corporations, the tele- 
phone companies are doing a business of increasing size and profit, 
and with rather slight fluctuations in pace. While the three years 
culminating with 1907 was a period of enormous demands for 
capital for construction and development, the results in earnings 
are of approximately equal magnitude. 

Directors of the Western Telephone and Telegraph Company 
have declared the regular semiannual dividend of two and one-half 
per cent on the preferred stock, payable August 1 to stock of record 
July 18. 

Philadelphia: 


Closing. 
Electric Company of America............. 10% 
Electric Storage Battery common........___ 30 
Electric Storage Battery preferred.......... 3214 
Philadelphia Electric....................... 9 A 
Philadelphia Rapid Transit................. 13% 
United Gas Improvement................... 87° 

Chicago: 

Chicago Telephone .................... ea 
Commonwealth Edison................... 7 103° 
Metropolitan Elevated preferred........ 0 48 


National Carbon common 
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ELECTRIC LIGHTING. 


CHARLOTTE, N. C.—The Southern Power Company has com- 
pleted its transmission line to Shelby. 


MUNNSVILLE, N. J.—Munnsville has raised $1,200 toward cap- 
italizing an electric light proposition, selling the shares at $10 each. 


SAN JOSE, CAL.—The Tuolumne Water Power Company has 


been granted a franchise by the board of supervisors of Santa Clara 
County. 


SACRAMENTO, CAL.—The Snow Mountain Power Company, of 


Willows, Glenn County, will commence work on its plant some time 
in August. 


SHREWSBURY, MASS.—The selectmen have voted to borrow 
$16,000 to establish an electric lighting plant, which the town author- 
ized at a special meeting in May. 


OXFORD, MASS.—The contract for the construction of the heat 
and light plant of the University of Mississippi has been awarded 
Barber & Company, of Birmingham, Ala. 


BROWNWOOD, TEX.—The city council has closed a deal for 
twenty street lights to be installed in Brownwood within the next 
ninety days, the contract price being $6.75 per light per month. 


TRAVERSE CITY, MICH.—F. E. Hatch, of Pellston, has pur- 
chased the Chandler dam at Leland and proposes to install a power- 
house to supply electricity for Leland, Provement, Sutton’s Bay 
and Northport. 


BUTLER, MO.—At the annual meeting of the stockholders of 
the Butler Water, Light and Power Company the following directors 
were elected for the ensuing year: Dr. J. M. Christy, J. P. Edwards, 
J. S. Francisco and J. A. Trimble. 


WEST ALLIS, W1S.—Articles of incorporation of the West Allis 
Light and Power Company have been filed with the register of 
deeds of Milwaukee County by F. C. Weed, H. G. Meigs and J. B. 


Meigs. The new company has applied to the city council for a 
franchise. 


ALBANY, N. Y.—The Public Service Commission for the Second 
District has granted the application of the Canton Electric Light 
and Power Company for authority to mortgage its property and 


franchise for $16,000 and to issue $16,000 bonds to be secured by 
the mortgage. 


MILFORD, MASS.—At a meeting of the selectmen a contract 
with the Milford Light and Power Company was ratified for one 
year for street lighting. The contract includes fifty-eight arc lamps 
of 1,200 commercial candle-power at the rate of four cents an hour 
for each lamp. 


ALBANY, N. Y.—An agreement of consolidation of the Water- 
town Light and Power Company and the Watertown Gas Light 
Company, forming the Watertown Light and Power Company, has 
been filed with the secretary of state. The capital of the consol 
idated concern is $1,500,000. 


VICTOR, MONT.—An electric light company has been formed 
and work has begun on a plant to supply light and power to Victor 
and Stevensville. The plant will be located on the Bitter Root 
River at Victor and an excellent site has been secured. The com- 
pany promises service by early fall. 


ALBANY, N. Y.—The Public Service Commission of the Second. 


District has granted the application of the Berlin Electric Light, 
Heat and Power Company for permission to begin construction and 
examine franchises in the town of Berlin, Rensselaer County, and 
also to issue common stock to the amount of $17,500, the necessary 
cost of constructing its plant. 


MUSCATINE, IOWA— The city council has passed a bill author- 
izing the board of public improvements to let a lighting contract, 
the cost of which will be about $800,000 per annum, for the lighting 
of the public streets at the expiration of the present contract in 
1910. The council also passed a bill providing a franchise for the 
company that bids the lowest on the contract. 


SPRINGFIELD, MASS.—For the purpose of doubling its capac- 
ity, the Home Light, Heat and Power Company intends to erect 
another building east of its present plant in East Washington 
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street. A permit for a $2,000 brick structure has been issued to 
the company. The dimensions of the building will be fifty-three by 


sixty-six feet, one story high. Modern machinery will be in- 
stalled. 


STOCKBRIDGE, MASS.—The contract between the town and 
the Stockbridge Lighting Company for street lights, authorized by 
vote of the town at the annual meeting, has been signed. It is a 
twenty-year agreement providing for the use of not less than eighty 
lamps. The town is to pay $27 per year for each light served by 


the underground conduit system and $15 per year for each served 
from overhead wires. 


COLORADO SPRINGS, COL.—Pursuant to action taken at a 
special stockholders’ meeting in this city June 22, Vice-President 
R. W. Chisholm and Secretary Ira A. Miller, of the Colorado Springs 
Electric Company, have filed a certificate of amended articles of 
incorporation of the company in the county clerk’s office, increasing 
the capitalization from $1,000,000 to $1,500,000. The capitalization 
will consist of 10,000 shares of common and 5,000 shares of pre- 
ferred stock, all of a par value of $100 each. 


LEXINGTON, KY.—Agitation against the rates for electric light- 
ing and power has resulted in the passage by general council of an 
ordinance for sale of a franchise for a new company. The ordi- 
nance provides that the maximum rate for lighting shall be fifteen 
cents per 1,000 watts; that the life of the franchise shall be twenty 
years; that the plant shall not be sold to a competitive company, 
and that the Lexington Railway Company, which now has a monop- 
oly here, shall not be a bidder. Colonel John R. Allen stated that 
a company, largely of local men and ample capital, is to be formed 
and will bid for the franchise. It is required that work on the plant 
begin not later than January, 1909. 


NEW INCORPORATIONS. 


CLEVELAND, OHIO—Mahoning Telephone Company, Youngs- 
town. $10,000. 


DES MOINES, IOWA—Dubuque & Delaware County Telephone 
Company, Dyersville. $106,000. 


CINCINNATI, OHIO—Belmont Telephone Company, Bridgeport. 
Increase of capital from $150,000 to $250,000. 


NASHVILLE, TENN.—Doe River Lighting and Power Company, 
Carter County. Capital stock increased from $10,000 to $15,000. 


PARKERSBURG, ORE.—Parkersburg Telephone Company, Par- 


kersburg. $2,000. Incorporators: Albert Snead, Wesley J. Haga 
and E. M. Randleman. 


CHEYENNE, WYO.—The Cheyenne Street Railway Company. 
$75,000. Incorporators and directors: T. A. Cosgriff, H. M. Ben- 
nett and G. E. Abbott. 


ST. PAUL, MINN.—White Earth Telephone Company, Mahno- 


men. $10,000. Incorporators: Charles H. Sanders, Mabel M. San- — 


ders, Kathryne Sanders and L. G. Sanders. 


ST. PAUL, MINN.—Russell Farmers’ Mutual Telephone Com- 
pany, Russell, Lyon County. $10,000. Incorporators: A. J. Burck- 
hardt, president; W. C. Henrich, general manager. 


ST. PAUL, MINN.—Anoka County Mutual Telephone Company, 
of Constance. $4,500. Incorporators: William Nelson, of Con- 
stance, president; Fred Russell, of Cedar, secretary; P. J. Johnson, 


of Constance, treasurer; John Simonson, Charles Haglund and Gust 
Soderburg, directors. 


ST. LOUIS, MO.—Missouri Electric Railroad Company. $1,000,- 
000. Incorporators: Robert McCulloch, 9,900 shares; Bruce Cam- 
eron, E. P. Walsh and H. P. Taylor, ten each; James Adkins, gev- 
enty. To construct, own and operate street railroads in St. Louis, 
Mo., and St. Louis County and St. Charles County, Missouri. 


NASHVILLE, TENN.—Gallatin Pike Railway Company, David- 
son County. $25,000. Incorporators: E. B. Rucker, C. H. Gillock, 
M. H. Sharpe, P. A. Shelton and J. H. Zarecor. Organized for the 
purpose of building and operating a railroad along the line of the 
Gallatin Pike from the present extension of the Nashville Railway 
and Light Company’s road to a point on said pike where it is inter- 
sected by Maplewood Lane, a distance of about two miles. 


July 25, 1908 


INDUSTRIAL ITEMS. 


THE ROBBINS & MYERS COMPANY, Springfield, Ohio, has 
issued bulletin 67, a handsome piece of literature devoted to ‘‘The 
Standard” motors. 


THE CROCKER-WHEELER COMPANY, Ampere, N. J., in bul- 
letin 105, describes and illustrates polyphase induction motors, con- 
‘stant speed, large sizes, sixty cycles, fifteen to 250 horse-power, and 
twenty-five cycles, fifteen to 175 horse-power. 


THE AJAX LINE MATERIAL COMPANY, Chicago, Il., has 
issued bulletin 5, devoted to Ajax outdoor lighting specialties, list- 
ing and illustrating a great variety of devices of this character. 
Copies of this bulletin will be furnished to those interested upon 
request. 

H. G. OSBORNE, 74 Cortlandt street, New York city, is publish- 
ing a very interesting booklet describing the Osborne extension 
brick drill. This drill consists of two parts: a hardened steel “drill 
head” and a piece of gas-pipe threaded on one end to screw into 
the drill head for a handle. Some surprising results are claimed 
for this device. ` 


THE BRISTOL COMPANY, Waterbury, Ct., has published a new 
catalogue describing its staggered point steel belt lacing. The illus- 
trations show the belt lacing in full size and the pictures are indeed 
. convincing of the utility of this device. This line of staggered point 
steel belt lacing has been developed to meet the practical require- 
ments of all kinds and widths of belting. They are made in ten 
different sizes and of different lengths, suitable for every thickness 
and width from the lightest to the heaviest conveyer belts. For 
the benefit of any one interested, who is not famillar with the 
merits of these fasteners, free samples will be sent on application. 


. THE EMERSON ELECTRIC MANUFACTURING COMPANY, 
St. Louis, Mo., has ready for distribution a series of bulletins de- 
voted to several of its specialties, as follows: No. 3128, single-phase 
induction motors, frame 24 FA, one to twenty horse-power, full load, 
automatic start: No. 3129, single-phase induction motors, frame 
28 EA, one to six horse-power, full load, automatic start; No. 3130, 
single-phase induction motors, frame 32 FA, one to eight and one 
to six horse-power, condensed type, full load, automatic start; No. 
3131, single-phase induction motors, frame 28 JA, one-fifteenth horse- 
power, light-load start type for intermittent service; No. 3132, sin- 
gle-phase induction motors, frame 28 JB, one-fifteenth horse-power, 
full-load start type for intermittent service; No. 3906, family sew- 
ing-machine motors, for Singer No: 66 drophead machines, for alter- 
nating and direct current, 
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THE CENTRAL ELECTRIC COMPANY, Chicago, Il., is dis- 
tributing a booklet entitled “A Few Suggestions on Methods of Con- 
structing Telephone Drop Circuits,” and also calling special atten- 
tion to the company’s “Universal” porcelain insulators for this 
purpose. A considerable number of illustrations are employed, 
showing the various methods of attaching the insulators to cross- 
arms, poles and walls. Another folder the company is distributing 
is entitled “Daylight at Night,” describing the Columbia tungsten 
lamps, for which the company is the general western sales agent. 
This folder gives considerable prominence to the fact that imme- 
diate deliveries of these lamps can be made from the Chicago ware 
house. Data are given as to the watt consumption compared with 
carbon-filament lamps, this comparison being worked out on the 
basis of both five cents and ten cents per kilowatt-hour. An at- 
tractive thirty-two-page bulletin devoted to lighting fixtures shows 
a complete line for varied classes of illumination, one section being 
devoted to tungsten-lamp fixtures. Special attention is called to 
the fact that the fixtures are produced by the company’s new factory 
organization, this insuring uniform product and prompt shipment. 
An important feature för those having rush orders is the “boxed” 
fixtures, comprising certain standard lines, carried in stock for 
twenty-four hours’ shipment. These bulletins and catalogues will 
be sent to those interested upon request. 


DATES AHEAD. 

Michigan Electric Association. Annual meeting, Grand Rapids, 
Mich., August 18-21. 

International Association of Municipal Electricians. 
convention, Detroit, Mich., August 19-21. 

Ohio Electric Light Association. Annual convention, Put-in-Bay, 
Ohio, August 25-27. 

Colorado Electric Light, Power and Railway Association, Glen- 
wood Springs, Col., September 16-18. 

Illuminating Engineering Society. Annual convention, Philadel- 
phia, Pa., October 6-7. 

American Street and Interurban Railway Association. 
convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Accountants’ Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Claim Agents’ Asso- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Engineering Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Manufacturers’ Asso- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 

American Electrochemical Society. Fall meeting, New York 
city, October 30-31. . 


Annual 


Annual 


Reeord of Electrical Patents. 


Week of July 14. 


892,983. MANUFACTURE OF HYPOCHLORITE SOLUTIONS BY 
ELECTROLYTIC METHODS. William P. Digby, London, Eng- 
land. The decomposition product liberated at the anode and 
cathode are shielded from the main body of the electrolyte by 
porous partitions. 


893,015. ELECTRIC HEATING APPARATUS. William H. Ripley, 
Bloomfield, N. J., assignor to the Prometheus Electric Company. 
A housing for an electric heater. 


893,067. TROLLEY-POLE ATTACHMENT. Karl O. Garner, West 
Alexandria, Ohio. The pole socket is slotted to receive locking 
projections upon the pole. 


$93,082. ILLUMINATED DOOR KNOB. John W. Lind, Boston, 
Mass., assignor to H. G. Wiliams and J. A. Spiker, Salt Lake 
City, Utah. A hollow knob with transparent face containing 
an incandescent lamp. 


893,125. SELECTIVE SIGNALING SYSTEM. Garrison Babcock, 
Chicago, Ill, assignor to Stromberg-Carlson Telephone Manu- 
facturing Company, Rochester, N. Y. A system employing se- 
lective devices at substations controlled from the central office. 


es 
893,147, APPARATUS FOR SIGNALING AND COMMUNICATION 
TO MOVING TRAINS. Henry B. De Groot and William A. 
Kendrick, Washington, D. C., assignors of one-fourth to Henry 
Copperthite and three-sixteenths to Charles E. Kendrick, Wash- 


ane: D.C. A system utilizing a signaling circuit and a tele- 


893,151. DEVICE FOR TRANSMISSION TO A DISTANCE OF 
SOUNDS PRODUCED BY TALKING MACHINES. Eugene Du- 
cretet, Paris, France. A microphone is attached to the horn at 
the talking instrument. 


893,160. ELECTRIC SWITCH. David E, Gray, New York, N. Y. 
A battery changing switch for effecting series or multiple group- 
ing. 

893,163. COUPLING FOR ELECTRICAL CONDUCTORS. William 
C. Hafemeister, Cleveland, Ohio, assignor, by mesne assign- 
ments, to the Van Dorn Electric and Manufacturing Company. 
A coupling consisting of two similar members with plane faces 

©- and interlocking tongues. 


893,214. ELECTRICALLY ILLUMINATED DOOR-KNOB MECH. 
ANISM. Henry G. Williams and John A. Spiker, Salt Lake 
City, Utah. A transparent knob enclosing an incandescent lamp. 


893,228. DYNAMO-ELECTRIC MACHINE. Gano S. Dunn, East 
Orange, N. J., assignor to Crocker-Wheeler Company, Ampere, 
N. J. The reciprocal of the square of the air-gap length bears 
a constant ratio to the distance along the armature periphery 
from a fixed point. 

893,244. X-RAY METER. George C. Johnston, Pittsburg, Pa. A 
fluorescent material casts ils light upon a selenium cell in a 
meter circuit. 

$93,249. TELEPHONY. Isidor Kitsee, Philadelphia, Pa. A local 
circuit: including an enunciating device indicates the status of 
the trunk line. 
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893,250. TELEPHONY. Isidor Kitsee, Philadelphia, Pa. A trunk 


line closed at both terminals through sources of current in 
opposition. 


893,265. INSULATOR. Augusto Richard, Milan, Italy. An insu- 


lator composed of two readily separable parts. 


893,278. TELEGRAPHONE. Harve R. Stuart, Wheeling, W. Va. 
A condenser and battery attached across the recording magnet. 


893 228.—DyYNaMoO-ELECTRIC MACHINE. 


893,285. ELECTRIC CABLE INSULATOR. Edward M. Tompkins, 
Chicago, Ill. A petticoat insulator having an axial cavity to 
receive and hold the cable. 


893,286. MULTIPHONE. Kelley M. Turner, New York, N. Y., as- 
signor to General Acoustic Company. A pair of transmitters 
connected in multiple and attached to a horn having a plurality 
of receivers. 


893,305. ELECTROMAGNET. Herbert W. Cheney, Norwood, Ohio, 
assignor to Allis-Chalmers Company and the Bullock Electric 
Manufacturing Company. An iron-clad magnet, each of the 
parts having inserted a plug of higher magnetic retentivity. 


893,314. MAGNET-ACTUATED SIGNAL BELL. Harold W. Eden, 
Detroit, Mich., assignor to P. R. Manufacturing Company, De- 
troit, Mich. A vibrating call bell. 


§93,330. SECONDARY BATTERY. John Knobloch, New York, 
N. Y., assignor, by mesne assignments, to Franz Sigel, New 
York, N. Y. The elements are built up of a series of perforated 
tubes enclosing the active material. 


893,351. CURRENT DIRECTOR. James F. McElroy, Albany, N. Y., 
assignor to Consolldated Car-Heating Company, Albany, N. Y. 
A group of four variable carbon resistances controlling the cur- 
rent through the motor. 


893,370. DYNAMO-ELECTRIC MACHINE. Howard H. Ralston, 
Norwood, Ohio, assignor to the Bullock Electric Manufacturing 
Company. An adjustable brush gear. 


898,285.—ELECTRIC CABLE INSULATOR. 


893,382. ELECTRIC CIRCUIT CONTROLLER. Dane B. Sawyer, 
Paterson, N. J. A motor controller having a vertical moving 
contact bar. 


893.402. AUTOMATIC ELECTRIC SIGNAL SYSTEM. Earle Van 
Briggle, Kokomo, Ind., assignor of one-half to Charles M. 
Brooker, Kokomo, Ind. A signal controlled by a pair of differ- 
entially operating solenoids. 


Vol. 58—No. 4 


893,414. TELEPHONE SWITCHING AND SIGNALING APPARA- 


TUS. James G. Wray, Chicago; Herbert T. Gardner, Maywood, 
and William G. Kinton, Chicago, Ill., assignors to American 
Telephone and Telegraph Company. A signaling system for 
trunk lines. 


893,533. ELECTRIC-LIGHTING SYSTEM. James F. McElroy, Al- 


bany, N. Y., assignor to Consolidated Car Heating Company. A 
train lighting system employing a variable-speed magnetically | 
regulated dynamo. 


893,305.—ELECTROMAGNET. 


893,534. ELECTRIC-LIGHTING SYSTEM. James F. McElroy, Al- 


bany, N. Y., assignor to Consolidated Car Heating Company. A 
train-lighting system depending for its control on the condition 
of the battery. 


893,351.—CURRENT DIRECTOR. 


893,536. ELECTRODYNAMIC BRAKE. Frederick W. Newell, 


Hastings-upon-Hudson, N. Y., assignor to Otis Elevator Com- 
pany, Jersey City, N. J. A brake controlled by a differential 
relay to prevent generator action of a motor. 


893,555. WIRE FASTENER. Cornelius F. Sullivan, Boston, Mass., 
assignor to Frank W. Lowe, Boston, Mass. A coupling sleeve 
formed of a spirally wound wire. 


893,538. —ELEcTRIC-LIGHTING SYSTEM. 


893,565. ELECTRODE. Henry S. Blackmore, Mount Vernon, N. Y. 
An electrode composed of a metal-carbon-containing compound 
and a binder. 


893,586. THERMAL CUTOUT. Bryson D. Horton, Detroit, Mich. 
A fuse composed of a group of wires, none of which alone would 
carry the normal current. 
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ELECTRICITY IN COUNTRY HOUSES. 

We have not infrequently dwelt upon the advantages of 
electric power in the home, and we have called particular atten- 
tion to the conveniences thus obtainable, and to the comfort 
and cleanliness brought by the introduction of the incandescent 
lamp and a few little motors. These facts are being realized by 
many households, and the electrical power is fairly taking up 
many cares of the home. This is, of course, true only in those 
localities where cheap electrical energy is obtainable; but in the 
large cities where modern electrical systems exist, and in those 
districts near large water powers, the comforts procurable 
through a well-considered use of electricity, are being realized 
by a rapidly increasing number of families. | 

There are, however, large districts where cheap electrical 
energy is not available. These are usually country places sup- 
plied only by small electric systems, or situated so far from 
the large power-house that the cost of transmission brings the 
price of electrical energy up to a figure which prevents its 
general use. In such cases, some other source of energy must 
be provided if the home is to take advantage of the adaptability 
of the electric motor. ‘The means by which this may be done 
are interestingly discussed in an article by Mr. Putnam A. 
Bates, which appears in the July issue of the Journal of the 
Franklin Institute. Mr. Bates believes that the electric motor 
may be used with advantage, not only in the large country 
home, but the farmer will find that it will solve many of his 
problems which are now becoming serious. There has been a 
decided drift of men with some aspiration to become a little 
better than clerks or bookkeepers, from the city to the country. 
To support themselves, these men necessarily turn: to farting 
or some other industry which can be carried on there. One of 
the difficulties with which they have to contend is the securing 
Mr. “Bates believes that a 
well-planned equipment of electric motors will enable the farmer 


of competent and reliable help. 


or dairyman to get along with less help, and will make it pos- 
sible for him to do much of the work which he could not 
undertake without some form of mechanical drive. Further, 
the existence of a source of cheap power will lead to improved 
methods of farming and dairying. A cold-storage room can 
easily be fitted up for preserving dairy and farm products; and 
mechanical devices driven by motors will transform the work 
of the farmer or dairyman from one of hard labor into one 
in which his chief duty will be the control and management 
of various machines. In other words, he will become the super- 
intendent of a special mill, instead of the colaborer With his 
farm hands, which he was before. 

To apply these methods successfully, it is, of course, essentia] 
that the cost of so doing shall not be large. It is just here 
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that the main difficulty has lain. Mr. Bates believes that a 
suitably planned gas-engine-driven dynamo, operated in con- 
junction with a storage battery, will provide the desired supply, 
and will do this at a moderate cost. Such an cquipment is not 
difficult to care for and requires little attention, and if intelli- 
gently run, would practically take care of itself, with occasional! 
inspection. The batteries would, of course, provide the demand 
for energy at any time of the night or day; and they can be 
kept charged by running the generating unit at such times as 


are convenient. Equipment can, of course, only be installed at 


some expense, and it is hardly to be expected that every farmer 
will immediately adopt the system. In some cases co-operation 
among neighbors might produce the most satisfactory result. 
But in any case, an equipment of this kind should be carefully 
designed and not put in haphazard, or left entirely to the judg- 
ment of the first salesman who comes along. The farming in- 
dustry, including all its branches, hes at the foundation of 
the prosperity of the country; and it will be strange indeed if 
the use of electrical energy, which is bringing about such im- 
portant changes in other industries, does not introduce new 
methods here. The change may be slow in coming, but come it 


. will in time. 


JOIN THE INSTITUTE. 


Too many of the younger engineers available for membership 
in the American Institute of Electrical Engineers neglect to 
join that body and bring to it their support in the form of 
the small contributions called dues and the resulting increase 
of membership. They are too apt to take a narrow, selfish view, 
saying they can get the papers and discussions printed by the 
Institute for less than the yearly dues and there is, therefore, 
no reason why they should pay more. Such men fail entirely 
to realize the advantages which come from merely being a 
member of a recognized engineering society. Any one who 
attends any of the meetings of the Institute gets far more out 
of the discussions than he can from any published report, while 
the mixing with his brother engineers brings him other returns 
equally as great. Moreover, the membership list of the Institute 
to-day is the recognized roll of electrical engineers and every 
one turns to it to find out where such and such a friend is, 
or what electrical engineers there are at any particular place. 

These, however, are the selfish reasons of belonging to the 
Institute, and there are many more of them, as well as others 
more altruistic, which are convincingly presented in the article 
contributed to this issue by Mr. Charles B. Burleigh. Every 
electrical man who is not a member of the Institute should read 
Mr. Burleigh’s argument and reflect upon what he says. But 
there is one reason which perhaps more than all others 
should induce electrical engineers to support the Institute. 
This was well stated by Lord Bacon in his Maxims of the Law: 
“I hold every man a debtor to his profession; from the which 
as men of course do seek to receive countenance and profit, so 
ought they of duty endeavor themselves by wav of amends to be 


a help and ornament thereunto,” 
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A NOTEWORTHY ELECTRIC LIGHTING 
i INSTALLATION. | 

The Union Station put into service in Washington, D. C., 
recently is probably the most complete building of its 
kind in the world. Not only its size, but the many kinds of 
service connected with it presented a number of engineering 
problems of unusual interest. One of these is that of lighting 
satisfactorily all parts of this large structure. A year or so 
ago this problem would have been attacked by a rule-of-thumb 
method, and the result, which would have been accepted with- 
out comment, would probably have been far from satisfactory. 
But to-day few features of such buildings receive more con- 
sideration than the lighting. We have learned how negligent 
we formerly were in such matters, and are rapidly approaching 
the point where the ‘general public will be quick to appreciate 
good illumination. For these reasons the description of the 
lighting system installed in the Washington station, which is 
given elsewhere in this issue, will be interesting to many. 

The lighting in the small rooms and offices of the station 
presented no unusual features. Fixtures have been installed 
here enabling any of the new high-efficiency lamps to be used. 
One interesting part of the lighting system is that in the ticket 
lobby, which is lighted by skylights during the day. Here high- 
candle-power tungsten lamps have been placed above the sky- 
lights so as to give an illumination representing as nearly as 
possible that provided during the day. This plan has been tried 
elsewhere, with very good results. 

Another difficult room to light is the main waiting room, 
a room 120 fect wide by 230 feet long, with an arched ceiling 
nincty-eight fect above the floor at the highest point. The archi- 
tectural design of this room offered an opportunity for indirect 
lighting by means of lamps placed behind the galleries on the 
sides of the room and over colonnades connecting the galleries 
at the ends of the room. By using inverted open-are lamps 
with screens of tinted glass, corrugated reflectors and magnetic 
deflectors throwing the are toward the room, which produce a 


‘uniform illumination of the ceiling, a very fine effect has been 


secured. There is ample illumination for reading at every part 
of the room, so that no other fixtures have been necessary. The 
objection so often found with such systems of illumination, 
namely, that the intensely lighted ceiling is hard on the eyes, 
will hardly hold in this room, because of the shape of the ceiling 
and its height above the floor. 

A third difficult room to light is the main concourse, a space 
755 feet long by 150 feet wide. This is lighted during the day 
by skyhghts; and the same scheme found satisfactory in the 
ticket lobby was tried. Due, however, to the structural steel 
work supporting the roof, this was unsuecessful, there being too 
many shadows cast upon the skylights. The plan finally adopted 
was the hanging of direct-current are lamps seven fect below 
the ceiling. The height of these lamps above the floor enabled 
a uniform distribution to be obtained, and places them out of 
the direct line of vision. There are other interesting features 


about this installation which are well worthy of careful study. 
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ELECTRIC CABS. 

A few years ago a number of electrically propelled cabs were 
put in service in London, and great hopes were expressed that 
they would solve, in part, at least, the difficult problem of 
handling London traffic. The advantages of a quiet, clean and 
easily controlled vehicle were fully explained at that time, and 
all that was needed to give the electric cabs a permanent place 
on the London streets was a practical demonstration of the 
cheapness of this method of transportation. Unfortunately, it 
was just here that the cabs failed, and after a time they were 
retired from the streets. 

Now again we learn that the electric cabs are about to be 
given another trial in London, and it is to be hoped that they 
will be more successful this time than before. Doubts are 
expressed, however, in some quarters because the preliminary 
estimates of the cost of running the cabs and the probable traffic 
they will secure do not seem to be sufficiently conservative. The 
_ cabs are expected to make about thirty-seven miles a day and 
to earn $10. This is at the rate of twenty-five cents a mile, 
including the unproductive mileage, and it is thought that this 
estimate is much too high. On the other hand, the cost of 
charging and maintaining the batteries would be about six cents 
a mile, and cost for repairing tires three cents a mile, and the 
other items of cost are in proportion. The first cost of the 
cabs, including batteries, but not tires, will be $2,100. Under 
these conditions success seems rather problematic. 

However, electric cabs have been found successful elsewhere 
where the conditions are more favorable. There would be a 
much better chance to keep them on the London streets if they 
could make fifty or sixty miles a day, but at the comparatively 
low fares which are charged in London the outlook for success 
is none too good. There is no doubt that the electrically pro- 
pelled vehicle is much the most suitable for city service. It 
is noiseless and under better control than any other; it can 
quickly take advantage of openings in the traffic and it leaves 
behind it no offensive trail. For use in the country it is handi- 
capped by its limited range of travel, but in city work this dis- 
advantage is largely removed. The electric cab will doubtless 
come to its own in London before long, but under the present 
conditions it will have much to contend with. 


On another page of this issue we publish a communication 
from Mr. Miles Walker, on the subject of scientifie symbols. 
This has been prepared at the request of the British Electro- 
echnical Commission, in view of the fact that different symbols 
are employed to represent the same thing in different countries, 
and the great difficulty of securing uniformity in this matter. 
The old and very good custom of employing the initial letter 
of the name as a symbol for the thing is not without faults, 
because the various quantities have different names in different 
languages, and hence the symbol in one language does not 
conform to the name in another. Moreover, when such svmbols 
ate employed, it may be necessary to use the same letter for a 
number of different quantities: hence has arisen the practice 
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of indicating which quantity is represented by adding a sub- 
script or aceent to the symbol—an undesirable complication. 
On the other hand, when arbitrary letters are employed as 
symbols there is nothing to indicate for what they are intended, 
so that they must be memorized. 

For these reasons Mr. Walker docs not think that a modifi- 
cation of the present system of using letters as symbols, even 
though uniformity could be secured, is quite satisfactory. He 
therefore suggests arbitrary signs, each having some significant 
shape which will make it easy to remember; and in his com- 
munication he suggests a number which are unquestionably 
appropriate. In proposing these Mr. Walker considers not only 
the reader and the writer, but also the printer, and he says he 
has found that the latter would not be much opposed to the 
addition to his numbers of types. There would be objection 
with machine composition. But even at the present time all 
formule and other parts of articles employing special type 
must be set up by hand. This not only occasions delay, but 
complicates the work. In this respect, of course, the suggestions 
would not put us in any worse position than we are in at 
present, as even the use of accented letters very often calls for 
hand composition; but it is unfortunate that some plan can not 
be suggested which would avoid this objection. It is the only 
one we can see to the proposed scheme; as certainly the use of 
a significant symbol which can mean nothing else, and which is 
casily remembered, has much to commend it. 


THE GROWTH OF THE ALUMINUM INDUSTRY. 

One of the triumphs of applied electric chemistry has been 
the adding to the materials of the engineering world a new 
metal having very valuable properties. Prior to the introduc- 
tion of the electrolytic methods of producing aluminum it was 
reduced from one of its compounds by the use of metallic 
sodium. The production then was but a few pounds a year, 
the metal being uscd for a few very special purposes where light- 


‘ness was essential, and to supply chemical museums. In 1883, 


for instance, but eighty-three pounds of this remarkable metal 
were produced in the United States, although at that time its 
virtues were fully appreciated and there was no lack of raw 
material. The cost of production, however, placed it beyond 
consideration for mechanical purposes, 

The introduction of several electrolytic methods of extract- 
ing aluminum from its ore at once raised the metal to an 
important position in the mechanical world, simply because the 
cost of production, and hence the price of the metal, were 
very greatly reduced. Thus by 1890 the output had increased to 
61,000 pounds in this country alone; the following year it 
jumped to 150,000 pounds; four years later, in 1895, it was 
over 900,000 pounds, and it passed the million mark the fol- 
lowing year. In 1900 over 7,000,000 were produced and in 
1904 8,600,000 pounds were consumed. Last year the con- 
sumption was over 17,000,000 pounds, making the total pro- 
duction in this country since 1883 over 100,000,000 pounds. 
This has been indeed a most noteworthy growth of a new and 
important industry. 
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LORD KELVIN'S PHILOSOPRY.' 
———— F 'y 
EXPLANATION IN TERMS OF FORCE OR OF 
MOTION? ACTION ACROSS EMPTY 
SPACE OR THROUGH A MEDIUM? 


BY SIR OLIVER LODGE. 


One of the most interesting and impor- 
tant outcomes of last year’s meeting of 
the British Association at Leicester was 
the declaration by Lord Kelvin, during 
a memorable discussion on the constitu- 
tion of the atom, in Section A, that he had 
found it necessary to abandon the attempi 
to contemplate the material universe ex- 
plicitly in terms of ether and motion, and 
for his own part preferred to resort to the 
Boscovich doctrine of centres of force act- 
ing on each other according to some curi- 
ously complex law, without specific atten- 
tion to the hypothetical medium in which 
such forces may exist. 

Now undoubtedly these ancient postu- 
lates of matter and force represent the 
‘dynamical method first made feasible by 
Newton’s achievement in celestial physics, 
whereby phenomena were correlated by 
-unexplained particles of matter acted upon 
by unexplained forces, of statical origin 
and unknown mechanism, according to 
a specified law of distance. This was 
how Newton successfully solved the prob- 
lems of gravitation, and constructed the 
working theory of astronomy; but it had 
been hoped, and by some is still hoped, 
that the time had now come for seeking 
to represent, in terms of something simpler 
and more fundamental, the nature of 
matter and the origin or inner mechanism 
of its various forces. 

The most powerful and hopeful lever 
wherewith to attack this great philosoph- 
ical problem was the kinetic theory of elas- 
ticity and rigidity, introduced by Lord 
Kelvin himself, By this means it has been 
hoped to express force in terms of the still 
simpler conception of motion; in fact, to 
explain all the forces with which physi- 
cists have to do—electrical and chemical 
attraction, elasticity, magnetism, cohesion 
and perhaps gravitation—in terms of the 
internal motions of a universally connect- 
ing fluid plenum, 

But now the question arises, Is it at 
all certain that the material universe can 
really be understood in terms of motion 
alone—motion of an all-pervading con- 
tinuous fluid known as the ether of space? 
And would such a solution be satisfac- 
tory? 


—— —— -— 


— 


1 Being thoughts suggested by the meeting of the 
Mathematical and Physical Section of the British Asso. 
ciation at Leicester in August, 1407; and referred to In 
Sir Oliver Lodge's recent presidential address to the 
meee Society, May 26. 1908. From Nature, London, 

uly 2, 
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To many it has seemed that this reduc- 
tion to simplicity was the closest approach 
to ultimate explanation and unification 
that could be hoped for in the domain of 
mathematics and physics; and during the 
last half-century many steps, apparently 
in the direction of such an achievement, 
have been taken by the leaders in these 
branches of human knowledge. 

The mathematical foundation was laid 
by Helmholtz when he reduced rotational 
or vortex motion in perfect fluid under the 
domain of mathematics; it was followed 
up by Lord Kelvin’s kinetic or gyrostatic 
theory of elasticity and rigidity; so that 
mathematicians, such as FitzGerald, 
Heaviside, Larmor, Hicks, J. J. Thom- 
son and others, as well as Lord Kelvin 
himself, have, from various points of view, 
endeavored to devise a scheme of spinning 
motion in a perfect fluid plenum which 
should be able to accomplish in general 
terms all that the ether is known to per- 
form: more particularly that it should be 
able to imitate its faculty of transmitting 
the transverse or solid quiverings that 
we call light, yet without resisting the 
motion of bodies through it; and at the 
same time that it should be able to main- 
tain its own turbulent or whirlpool motion 
in an unconfused and regularly stable con- 
dition throughout infinite time. And in 
this difficult undertaking they have from 
time to time seemed partially successful ; 
at any rate, they have reached suggestive 
results and opened up stimulating vistas. 

The wether must be incompressible, too, 
being perfectly continuous without breaks 
or any kind of atomic or granular struc- 
ture, save such as may be conferred upon 
it by reason of its infra-material internal 
motion. An infinitesimally turbulent 
liquid of some kind seemed the desider- 
atum, and many have been the attempts 
to devise such a liquid, An interlaced 
system of vortex fibres or filaments has to 
some seemed the most likely device; a 
similar scheme was a system of plates or 
laminar vortices; while a third modifica- 
tion conceived it as a collection of con- 
nected filaments all in a state of rapid 
internal motion, though stationary as re- 
gards locomotion in space—what might be 
called a vortex sponge. By some such 
means it was hoped to be able to combine 
the elastic rigidity appropriate to a solid, 
with the penetrable unresistance to motion 
of solids through it, characteristic of a 
perfect fluid, and with the complete in- 
compressibility of an ideal liquid. But 
the mathematical difficulties of all such 
treatment have been rather overwhelming ; 
and an uncertainty about the stability or 
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permanence of such a medium has always ` 
obtruded itself in a discouraging manner. 

In fact, there has always been a trouble- 
some amount of instability in all the 
schemes that have hitherto been devised, so 
that none of the expounders of the motion 
doctrine was able to announce a finally 
satisfactory result. 

Still it was felt by most of those who 
have worked at the subject that the out- 
look in this direction would be so bright, 
if initial difficulties could be overcome, 
that it was worth a long-continued effort 
to see if a coherent scheme could be- 
planned on these lines, so as to secure 
what, if it turned out to be the truth, 
would surely be a magnificent generaliza- 
tion. 

Indeed, it has sometimes seemed un- 
likely that a mode of explanation which 
offered such attractive features, and led 
so far in the right direction, could, after 
all, be a blind alley leading nowhere; or, 
to vary the metaphor, a mere will-o’-the- 
wisp which it was waste of time to pur- 
sue. . 

What has certainly been made out is 
that motion of atomic structures, in an 
ether with elasticity postulated, supplies 
a complete working scheme on which we 
can rest without inquiring further as to 
the origin of this elasticity. Beyond this, 
the attempt to explain the material uni- 
verse on a purely kinetic basis has not 
made much progress in quite recent years ; 
and, to those competent to attack it, it 
has probably seemed better to let the prob- 
lem lie dormant for a time, until future 
discoveries in mathematics or in physics 
throw more light upon the rocky path or 
provide us with better instruments for 
climbing it. 

During the epoch of waiting it now ap- 
pears that our venerated chief was de- 
flected from further attempts in this di- 
rection, and directed his attention else- 
where. Other methods seemed to him 
more immediately hopeful; and whereas it 
had been hoped to explain force in terms 
of latent motion, Lord Kelvin in later 
years sought to expound motion in terms 
of force, giving up the kinetic unification 
of the material universe in favor of a con- 
ception more arbitrary and descriptive, 
and permitting himself to regard force 
as perhaps an equally fundamental, per- 
haps a more fundamental, conception than 
motion. 

-It may be that philosophers will con- 
cede the (to me) somewhat improbable 
proposition that an explanation in terms 
of force and action at a distance will be 
as satisfactory as an elucidation in terms 
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of motion and a continuous medium. To 
Lord Kelvin it would appear that both 
solutions were equally satisfactory, and 
that it was only a question of which was 
the more tractable. In any case it 18 
noteworthy that he took up so clear and 
definite a position; it is the key to much 
of his recent work, and to the difficulties 
which he felt in accepting some of the 
hypotheses which are a natural conse- 
quence of the electrical theory of matter 
and of some of the facts of radioactivity. 
It now seems not unnatural that he should 
have sought to express and explain these 
great results otherwise. His attitude is 
both coherent and reasonable; though I 
would urge that most theoretical advance 
and discovery (in the hands of Maxwell 
and others) has been along the continu- 
ous and medium line, which, if not the 
line of ultimate explanation, is at any rate 
that of achievement. 

At the same time it must be admitted 
that, if a longitudinal impulse is trans- 
mitted by an incompressible medium at 
an infinite pace, the process becomes 
barely distinguishable from action at a 
distance, through a force varying accord- 
ing to a specified law. Or—putting what 
is virtually the same thought in another 
way—the influence of an electron, or mat- 
ter unit, whose field of force extends in- 
finitely in all directions, need not be con- 
ceived as limited by some arbitrary bound- 
ary beyond which things can be said to 
be at a distance from it. 

It will be remembered that some of the 

old philosophers saw great difficulties in 
the abstract conception of motion. It ap- 
pears as a curious evanescent transition 
from one place to another, involving the 
attribute of “time”; it is indeed “not a 
being but a becoming,” when position is 
taken as the primary conception. 
; But I urge that it is simplest to regard 
position” and “distance” as secondary 
conceptions, subordinate to and arising 
out of our perception of motion. Unless 
motion is supposed to be a thing directly 
apprehended, it is truly rather an elusive 
idea. To me it seems a direct apprehen- 
sion—direct information conveyed by our 
muscular sense. Space itself seems a con- 
sequence deduced from our perception of 
motion; and the idea of time follows from 
uur direct perception of rapidity of mo- 
tion. But probably to Lord Kelvin these 
things appeared otherwise. 

The conclusion of the discussion on the 
constitution of the atom may be summed 
up thus: 

The internal energy of Lord Kelvin’s 
model atom is static or potential. The 
vs energy of the hypothetical atom 
a re others are working is kinetic. . 
ne a disintegration of radium in the 

case 18 comparable to the explo- 
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sion of an unstable chemical compound, 
like guncotton. In the latter case it 
must be represented by something more 
akin to the flying to pieces of a single 
rapidly spinning unit, such as a flywheel. 

And so for the present the matter 


stands. 
— 0M 


The New British Patent Act. 

The effects of the new patent act, which 
compels foreigners exploiting patents in 
Great Britain to manufacture the article 
mainly in that country, have come as a 
great surprise to many manufacturers 
here, says the New York Journal of Com- 
merce. It is understood that the full ad- 
vantage is likely to be taken of the clause 
which advocates the legal protection of 
foreign patents after August 28. Such 
patents may be revoked on application by 
any person to the Comptroller of Patents 
if granted four years ago to any foreigner 
who manufactures exclusively or mainly 
outside of the United Kingdom. 

Already a large number of foreign firms 
have secured factory sites, and a syndicate 
of German chemical manufacturers has 
taken a site of twenty-four acres in the 
vicinity of the Mersey, while a large Ger- 
man electric company is negotiating for 
another large site, and many foreign in- 
quiries for sites in the Manchester district 
are being received. The Hoechst Farb- 
werke and Messrs. Cassella & Company 
are building a factory for dye manufac- 
ture at Ellesmere Port, situated upon the 
Manchester Ship Canal. 

The Board of Trade states that last year 


2.608 patents were granted to Germans 
and 2,792 to Americans by the British 
Patent Office. Sir Joseph Lawrence, who, 
with Ivan Tevinstein, framed the act, 
gives the following summary of the effects 
of the former laxness of the British patent 
laws: 

Estimated British loss by diversion of 


aniline dve industry. from £5,000,000 to 


£20,000,000 per year. German chemical 
industry, vearly overturn, £70,000,000. 
Amounts paid to foreign countries for 
telephone apparatus, £10,000,000. Yearly 
amount of wages lost in telephone indus- 
try, £500,000. Value of imported motor 
cars and cycles in the last three years, 
£5,500,000. 

An English trader taking out a patent 
in Germany must work it in that country, 
so that the German has little to complain 
of if the same regulation is applied to him. 
Some German patentees will get English 
firms to manufacture their goods, but that 
also will mean a great increase in wages. 
ete., for English work people. Thousands 
of firms on the Continent and in America 
must either take this course or build fac- 
tories in England if their British trade is 
to be maintained. France will be affected 
in its motor-car trade, but the chief suf- 
ferers will be Germany and America. 
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National Fire Protective 
Association on Incandes- 
cent Lamp Hazard. 

The Underwriters’ laboratories have is- 
sued the following bulletin dealing with 
the hazard of exposed bases of certain in- 
candescent lamps: 

“For the proper safeguarding of life 
and property the National Electrical Code 
prescribes that no live parts of an incan- 
descent lamp base shall be exposed when 
the lamp is in the socket. Underwriters’ 
laboratories and manufacturers of sockets, 
receptacles and incandescent lamps have 
co-operated for several years for the es- 
tablishment of standards whereby this 
result has been accomplished for the bases 
of common carbon filament lamps. The 
newer high-efficiency lamps, such as the 
tantalum and tungsten, require a metal 
extension or ‘skirt? over the bulb beyond 
the Edison screw base. Designs have been 
developed and adopted by American 
manufacturers for constructing these 
high-efficiency lamps in such a manner as 
to insulate this skirt from current-carry- 
ing parts of the base and so secure in these 
types the same degree of protection as 
that already obtained for the older pat- 
terns. Some of the foreign manufacturers 
are, however, supplying lamps having ex- 
posed skirts not insulated from the cir- 
cult. 

“Your attention is respectfully called to 
the desirability of giving preference to 
lamps having no live metal parts exposed 
when placed in the standard socket, which 
has a depth of fifteen-sixteenths inch in 
a vertical plane from the bottom of the 
centre contact to the upper edge of the 
outer socket shell or wall.” 

i a 

In the equipment of manufacturing 
plants one of the most interesting fea- 
tures, during the past two vears, has been 
the introduction of steam turbines into a 
great varicty of industries, from factories 
of different kinds, where about the same 
quantity of power is used continuously 
during the day, to cement plants, steel 
mills, smelters, etc., where the load fluctu- 
ates violently from one moment to an- 
other. Flour-mill and sawmill operators 
were among the latest to join the proces- 
sion of turbine users, and now a tannery 
—one of the largest in the world—the 
Pfister & Vogel Leather Company, has 
just ordered two Allis-Chalmers turbine 
units, each of 1,500 kilowatts capacity, or 
a total of 4.000 horse-power, for ioe 
plant to be built in Milwaukee. Another 
unit of the same size has been purchased 
by the Pueblo & Suburban Traction and 
Lighting Company. Pueblo, Col.. and thi 
city of Holland, Mich., will install one of 
790-hovse-power capacity. ad 
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SYMBOLS FOR PHYSICAL QUANTI- 
TIES. 


BY MILES WALKER. 


It is very desirable to have a notation 
for the representation of physical quan- 
tities in scientific books and periodicals 
which shall be the same in all languages. 

The subject is under the consideration 
of the International Electrotechnical Com- 
mission with a view to international 
agreement, and committees in the differ- 
ent countries (in England under the 
chairmanship of Lord Rayleigh) are dis- 
cussing this particular subject. They are 
dealing more especially with symbols for 
electrical and magnetic quantities, but the 
system might with advantage be extended 
to embrace all important quantities in 
physical science, especially as the subject 
is receiving the attention of most technical 
societies with a view to some action being 
taken in the matter. 

There are, however, two great difficulties 
which arise when we try to fix upon a 
standard notation. 

The first is the difficulty of persuading 
a number of writers and readers who have 
become accustomed to a certain symbol for 
a certain quantity to change it in favor 
of an equally large number of writers and 
readers who have become accustomed to 
another symbol. 

In the second place, there are not 
enough letters in the two or three alpha- 
bets at our disposal to give a distinct sym- 
bol to cach quantity without resorting to 
the combination of more than one letter 
to form a single symbol. There is a great 
objection to this combination of letters 
because the use of sub-seript letters and 
numbers is required for distinguishing 
between particular quantities of the same 
general kind. 

There is, moreover, an objection to 
using letters at all to represent quantities 
in a universal notation because, unless ini- 
tial letters are used, there is no connection 
in the mind between the letter and the 
quantity, and the symbol is difficult to 
remember. We can not always use ini- 
tials because the initial letters differ in 
different languages. Moreover, the same 
initial occurs for a great number of dif- 
ferent quantities. 

One way of avoiding the above diffieul- 
ties would be to create a number of new 
symbols which could be printed by means 
of type like ordinary letters, and which 
would represent each physical quantity in 
a distinctive manner. 

The question, however, arises as to 
whether a number of entirely new sym- 
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bols would be acceptable to writers, 
readers and printers alike, and the gub- 
committee on symbols appointed by the 
British section of the commission has re- 
quested the writer to place his views pub- 
licly before the profession with a view of 
obtaining suggestions and criticisms as to 
the feasibility of such a scheme from as 
wide a circle as possible. 

In choosing a symbol we would try to 
make a very simple picture of something 
that reminds us of the quantity in ques- 
tion. For instance, | might represent 
temperature. If we were told that this 
simple outline of a thermometer represents 
temperature we would have no difficulty 
in remembering it. Similarly, / might 
represent force, and the various “forces” 
might be derived from it; for instance, 
4 clectromotive force (conventional repre- 
sentation of lightning), and Q magneto- 
motive force. 

It is not my purpose here to say what 
would actually be the best form of symbol 
for each quantity, but it is not a difficult 
matter to devise very simple characters 
which can be written quickly, easily and 
with sufficient accuracy, and which can at 
the same time assist the memory to con- 
nect them with the quantity for which 
they stand. 

What would the printers say to the new 
type? The author has taken up this mat- 
ter with a very large publishing firm, and 
is assured by their chief expert that 200 
or 300 new type would be a small matter 
to a modern printer, who is already ac- 
customed to deal with many hundreds of 
different fonts, each of which contains 
from thirty to 120 different symbols. He 
estimates that a printer in a large way 
of business has at his command as many 
as 60,000 distinct type, differing from 
each other either in letter, size, body or 
face. The addition of 200 or 300 more 
would be a drop in the ocean. The size 
of the new type could be standardized for 
most. purposes, and it would only be in 
some special case that another size would 
be called for. 

The setting up of the formule with the 
standard size of type would be simpler 
than with the present system, in which 
sub-seript letters are often unnecessarily 
introduced. One symbol under the pres- 
ent system sometimes consists of four or 
five letters, 

Tf it be admitted that the introduction 
of new symbols is advisable, the question 
arises what shall the new symbols repre- 
sent exactly? Shall the sign J (Temp.) 
represent temperature in any units, or 
shall it represent the number of degrees 
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of temperature, measured by some scale 
agreed upon, and embodied in the defini- 
tion of the symbol? If the system of units 
employed be not prescribed, fewer symbols 
would be required, and the general writer 
who now says vaguely “Let T equal the 
temperature” would find the symbol suffi- 
cient for his purpose. But from the 
reader’s point of view there is much to 
say in favor of a symbol which will em- 
body in its definition a standard system 
of units. Any formula expressed in such 
symbols would be completely self-con- 
tained and would be an exact statement 
of a physical fact. Until the units em- 
ployed in any formula are known, the 
formula expresses only half its meaning. 
Perhaps some slight addition to the sym- 
bol, or even to the whole formula, might 
be used to indicate that the standard sys- 
tem of units is employed. Without that 
addition the symbol would have a general 
meaning. For instance, |! might equal 
temperature, while } might indicate the 
degrees centigrade above the absolute 
zero. The name of the type might be the 
name of the physical units which it repre- 
sents; for instance, for 4 we might read 
“volts.” 

If writers, printers and readers who 
have any definite views as to the best 
method of devising a system of symbols 
would communicate with the technical 
press, or with the author, they might assist 


in solving the many difficulties which arise 


in connection with this matter. 
The Cottage, Leicester road, Hale, Al- 
trincham, England. 


M 
Aluminum industry. 


The magnitude of the aluminum indus- 
try is shown by the following, which gives 
in pounds the production in the United 
States since the beginning of the indus- 
try in 1883: 

1883, 83; 1884, 150; 1885, 283; 1886, 
3,000; 1887, 18,000; 1888, 19,000; 1889, 
17,468; 1890, 61,281; 1891, 150,000; 
1892, 259,885 ; 1893, 333,629; 1894, 550,- 
000; 1895, 920,000; 1896, 1,300,000; 
1897, 4,000,000; 1898, 5,200,000; 1899, 
6,500,000; 1900, 7,150,000; 1901, 7,150,- 
000; 1902, 7,300,000; 1903, 7,500,000 ; 
1904, 8,600,000; 1905, 11,347,000; 1906, 
11,910,000; 1907, 17,211,000; total, 100,- 
530,779. 

The value of the exports of aluminum 
and manufactures of aluminum of domes- 
tic production for the last four years has 
been as follows: 1907, $304,938; 1906, 
$364,251; 1905, $290,777; 1904, $166,- 
876. 
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The Copper Situation. 

A sale of 1,000,000 pounds of electro- 
lytic copper was made recently to a large 
corporation on a basis of eleven and seven- 
eighths cents per pound. The contract 
calls for delivery within the next two 
months. 

Copper producers and selling agencies 
declare that the demand for copper 
shows some improvement locally. Many 
of them are of the opinion that a buying 
movement of some proportions from local 
consumers will be under way before the 
close of the year. The increase in orders 
for electrical equipment indicates a large 
consumption of copper. 

The falling off in production in June 
was due largely to the big decline from 
Butte, a fifty per cent shrinkage, com- 
pared with May, by reason of the flood. 
The Butte output amounted to but 13,- 
000,000 pounds, against 26,000,000 a year 
ago. With the Greene-Cananea still 
closed down, Mexico likewise continues to 
show a large decrease. 

The shortage of 118,000,000 pounds of 

copper during the first six months of this 
year, as compared with two years ago, 
under high copper prices, must, of neces- 
sity take care of a large portion of the 
decrease in consumption in this country ; 
and it helps to sustain the claim that with 
any improvement in business, and a stock- 
mg up by the large consuming interests, 
a scarcity of available copper might 
quickly develop. 
_ A new source of copper supply comes 
in this month, namely the Ely district of 
Nevada, After an expenditure of over 
$15,000,000, the concentration of Ely ores 
's now taking place, and the smelter will 
blow in some time this month, so that 
from now on Nevada will figure in copper 
production. That state, however, will not 
be able to supply over 20,000,000 pounds 
this year, so that with a decrease already 
of 95,000,000 pounds this year the supply 
of copper will not do much to fill up the 
gap. 

A careful canvass, made about a week 
40, of all the available supplies of copper 
to be had of the New York selling agents 
developed the availability of only 5,000,- 
000 pounds of copper at thirteen cents per 
pound and under. This has since been 
licked up, so that there is no electrolytic 
to be had in quantity under thirteen cents 
hr pound, Lake is still quoted at thir- 

teen cents, 

The General Electric Company has re- 
cently contracted for several million 
pounds of copper at thirteen cents per 
pound. Tt bought the Lake brand, some- 
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thing which it never does if electrolytic 
can be had for less money. This copper 
was bought for delivery in September and 
October. 

One of the largest producers of copper 
in the country says: “While I have been 
lukewarm with regard to the possibility of 
anything approaching a stampede among 
copper buyers, on the ground that a re- 
adjustment of the general business situa- 
tion would be a matter of many months, 
I am to-day firmly convinced, after a 
thorough study into the conditions exist- 
ing here and abroad, that there is every 
chance of another runaway market in cop- 
per after Taft is elected. 

“Many buyers will postpone the placing 
of their orders until the election of Taft 
has been actually accomplished. It isn’t 
enough for them to be confident of another 
Republican victory, they must read the re- 
turns. 

“T notice there is considerable talk of 
large accumulated supplies in this country 
and particularly abroad. That is all hum- 
bug. Suppose the amount of stock in 
foreign warehouses is at the highest fig- 
ures for several years and stands at 37,- 
000 tons; what does that amount to? 
These figures, applied to the world’s neces- 
sities, represent but a few days’ supply. 

“Then again there is a tendency to 
underestimate the present American con- 
sumption because comparison is made with 
the very excessive and abnormal consump- 
tion of 1906 and the first half of 1907. 
Compare the present consumption with 
1905, or any normal period, and it will be 
found that the amount of copper to-day 
going into the manufacture of all sorts of 
brass and copper goods compares very re- 


spectably with former — years.”’—Wall 
Street Journal. 
—__«@—-—____— 


The Electrical Equipment of 
the Royal Mint, London. 

A description is given here of the elec- 
trical equipment of the Royal Mint in 
London, England, which has replaced the 
old mechanical drive installed in 1882. 
The old arrangement consisted of a num- 
ber of underground shafts connected with 
the various machines through gearing and, 
until 1905, it served to drive the greater 
number of machines in the mint. As ex- 
tensions to the mint had became necessary 
the losses due to the shifting became ex- 
cessive so that the whole was converted 
over to the electric drive, the power being 
supplied to the various motors from a 
steam-driven generating plant, which 
takes the place of the old engines. This 
plant comprises two 200-kilowatt, direct- 
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current gencrators connected to high-speed 
engines. There is in addition a small 
gas engine driving a fifty-kilowatt gener- 
ator for use when the steam plant is not 
in service and for charging a storage bat- 
tery. The latter is rated at 5,000 ampere- 
hours, at an eight-hour discharge, and 
built up of fifty-cight cells. Ventilation 
in this room is provided by grate openings 
in the walls, in place of windows. These 
batteries carry all the lighting when the 
generating plant is not in service and are 
capable also of carrying a considerable 
motor load. Lighting and power mains 
are kept as far as possible distinct. Until 
1907 the average monthly output of 
the generator was 19,600 kilowatt-hours. 
There are sixty-four motors in the mint 
and the combined rating is 600 horse- 
power. A few typical applications are as 
follows: A fifteen-inch rolling mill is 
driven by a seventy-horse-power motor 
through a spur gearing, and the cutting 
machines are driven from two line- 
shafts each belted to a ten-horse-power 
motor. In the annealing room the gas- 
heated rotary furnaces are turned by 
motors rated at one to ten horse-power. 
The coin-press room contains nineteen 
presses driven through a line-shaft by a 
thirty-horse-power motor. There are a 
number of counting machines driven by 
motors rated at two or three horse-power. 
—kKlectrwal Review (London), July 10. 
—_——_-@—- — 
Power for Montana Mines. 


Various financial and mining interests, 
including Senator Clark, H. H. Rogers, 
ex-Governor Hauser and others who repre- 
sent the Missouri River Power Company, 
have arranged with the Stone & Webster 
Engineering Corporation, of Boston, for 
the development of the extensive water- 
power resources on the upper Missouri 
River in Montana, on a scale exceeding 
anything that has been undertaken in this 
country since interest in large develop- 
ments began to lag over a year ago. The 
plans provide ultimately for the genera- 
tion of 50,000 horse-power by means of 
two dams and power plants. 

It is estimated that the construction 
work planned will cost $3,000,000, and it 
will be done in two stages: the first will 
be the building of a concrete dam to 
afford 20,000 horse-power at Hauser Lake, 
sixty miles from Butte. This work will 
be begun by the contractors immediately. 

Subsequently it is planned to build a 
new concrete dam about 1,800 fcet long 
and 110 feet in height, together with a 
30,000-horse-power hydroelectric plant at 
Wolf Creek, a few miles above Hauser 
Lake. From this plant the power will be 
transmitted at a high voltage to Butte 


and to Helena. 
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The Electric Lighting System of the Washington Union 
-© ` Station, Washington, D. C. 


HE Washington Union Station, 
Washington, D. C., which has just 
been completed, presents some very 

interesting problems in lighting and 


-power requirements. The property con- 


sists of: The Union Station, said to be 
the largest and most magnificent railroad 
station in the world; Express Building, 
occupied by the Southern, Adams and 
United States express companies; power 
plant, locomotive and car repair shops, 
coach yard and several signal towers. 

The power plant supplies electric cur- 
rent for light and power, steam for heat- 
ing, compressed air for cleaning, brake 
testing, signals, ete., and water for drink- 
ing, house service and fire protection, to 
the station, express building and adjoining 
yards and also light and power to the 
coach yard, repair shops and signal towers. 
Separate power plants furnish heat, com- 
pressed air and water service to the shops 
and coach yard. 

Service connections from the power 
plant to the express building and station 
are made through a pipe subway or tunnel. 
Piping for water, heating and refrigerat- 
ing service is carried on supports sus- 
pended along the centre line of this sub- 
way while vitrified tile ducts, with man- 
holes at convenient intervals, are built 
into the wall for the electric service. 

Cables for electric service north to the 
coach yard, repair shops and signal towers, 
are carried through a line of vitrified tile 
ducts laid in concrete between the tracks. 
Concrete manholes provided with cast-iron 
covers, are located from 250 to 300 feet 
apart on straight runs, and at convenient 
points where the duct system crosses 
streets. Manholes are connected to the 
general drainage system. 

The best of materials only is used in 
the lighting and power systems in order 
that they shall be as lasting as the build- 
ing construction. Conduit furnished by 
the. Safety Armorite Conduit Company, 
electro-galvanized both inside and outside, 
is used throughout, the smallest size in- 
stalled being three-quarters-inch. In the 
inspection of conduit the specifications, 
with reference to weight and dimensions, 
were very rigidly enforced, the require- 
ments in this respect being the same as 
for standard weight steam pipe. All 
short-radius bends were factory made and 
galvanizing was performed after bends 
were formed. All other bends were made 
by hand in the field and the heating of 
conduit for this purpose was prohibited. 


Outlet, junction and all boxes for low- 
tension service are of heavy cast-iron con- 
struction. In many instances it was 
thought advisable to use specially designed 
material and apparatus in order to provide 
a lighting and power system in keeping 
with the other construction. Threaded 
connections, reinforced by locknuts and 
bushings are used throughout between 
conduit and outlets in order to provide a 
continuously grounded system. In addi- 
tion, the conduits are brought into con- 
tact with the stecl framework of the build- 
ings and at transformers, the neutrals of 
which are in every case grounded, a com- 
mon ground connection is made. 

The high-tension distributing system for 
incandescent lighting and power purposes 


ductors and the ground after being in- 
stalled. Insulation resistance averaged 
well above 150 megohme per mile. The 
arc cables, both four and eight-conductor, 
have each conductor insulated with rubber 
with varnished cambric over all. These 
were made up to withstand a test of 10,- 
000 volts at the factory and 8,000 volts 
after being installed under the conditions 
mentioned above. Insulation resistance 
averaged about 4,500 megohms per mile. 
All high-tension cables were furnished by 
the General Electric Company. 

General Electric new type H trans- 
formers, with a ratio of ten to one, are 
used and are placed in fireproof vaults 
located at convenient points in the base- 
ment of the various buildings. The vault 
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is operated at 2,300 volts and sixty cycles. 
Each transformer for lighting purposes 
and each set of transformers for power 
purposes is served by an independent cable 
direct from the switchboard at the power- 
house. Cables for arc service have either 
four or eight conductors and serve from 
two to four loops. All motor-driven appa- 
ratus is operated from three-phase lines 
while all incandescent lighting service is 
taken from one phase of the generators in 
order to secure as good regulation as pos- 
sible and to simplify the wiring. 

All cables running north to the coach 
yards, shops and signal towers are lead- 
covered on account of the presence of 
moisture in the duct system. Those to 
the south are double-braided only, as the 
ducts in the wall of the pipe subway are 
reasonably dry and are protected from 
moisture. The single and three-phase, 
2,300-volt cables are insulated with var- 
nished cambric over a thin layer of un- 
vulcanized rubber. These cables were sub- 
jected to and successfully withstood a 
test of 7,500 volts for five minutes between 
conductors, and between conductors and 
ground, after being submerged in water 
for twenty-four hours at the factory, and 
5,000 volts for five minutes between con- 


walls are of brick and are built solid from 
the floor to the ceiling. The floor space 
generally covers an area of about 100 
square feet giving sufficient room for the 
changing of transformers and parts with- 
out disturbing transformers in service. 
Vault doors are constructed of iron lined 
with asbestos, and are equipped with lock 
and keys, and are of sufficient height and 
width to facilitate the removal of ap- 
paratus. 

The high-tension cables in each vault 
terminate at a set of disconnecting 
switches mounted on the wall above the 
transformers. Expulsion type fuses are 
installed between the switches and trans- 
formers. Low-tension feeder distributing 
panels, encased in quarter-inch sheet- 
metal cabinets, are mounted on the out- 
side of the vault walls at either side of 
the door, connection to the transformers 
being made through iron-pipe conduit. 

Three-wire, 113-226-volt feeders are 
run from the feeder cabinets to distribut- 
ing cabinets located at couvenient points 
throughout the buildings, each feeder 
serving from one to five or six distributing 
cabinets. Distributing panels are encased 
in heavy sheet-metal cabinets and are 
equipped with three-wire busses and two- 


ld 


> 


| 
, 
| 


Angust 1, 1998 


wire branches. Feeder circuits, buses and 
“branch circuits are invariably controlled 
by knife switches, branch circuits being 
protected by plug fuses and buses and 
To secure me- 


feeders by type A fuses. 
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neutral wire of the branch circuits is 
gr6unded to the conduit system at both 
the fixture outlet and the distributing 
cabinet—at the latter by means’ of a 
copper wire running entirely around the 
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chanical strength no switches smaller than 
twenty-five amperes are used on branch 
circuits or smaller than 150 amperes on 
main circuits.. 

After a number of distributing cabinets 
had been installed a change was made in 


panel in the wiring space and connected 
with each neutral wire and the conduit 
system. The neutral wire of feeder cir- 
cuits is also grounded to the conduit sys- 
tem at cabinets and at transformers by 
means of a ground plate laid in charcoal 
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the District regulations to permit the 
grounding, under certain conditions, of 
all electric fixtures not connected to gas 
piping. The general scheme of wiring 
was accordingly changed to profit by this 
change in regulations. All insulating 
Joints are eliminated entirely. The 


under the vault floor. Neutral fuses in 
all feeder circuits are eliminated and solid 
copper bars substituted. 
Okonite compound, of the thickness 
called for under United States navy yard 
and dock specifications for low-tension 
wires, is used for insulating all the second- 


159 


ary wjres. Feeders and tie lines are single- 
conductor and branch circuits twin-con- 
ductor. No electrical tests were required 
prior to installing. After installing, tests 
for insulation resistance gave results from 
three to twenty times greater than called 
for by the District regulations. f 

The lighting of large floor spaces is 
generally accomplished by the use of series 
direct-current are lamps. General Elec- 
tric form 10 and 11 lamps are used 
throughout and are suspended from cone- 
shaped insulators screwed into the outlet 
boxes. Loops from the power-house con- 
trol from twenty-five to thirty-seven lamps 
each, individual groups being controlled 
by Gilbert porcelain cutouts enclosed in 
cast-iron cases conveniently located. Solid 
No. 8 wire, insulated with Okonite com- 
pound and run in one and one-quarter- 
inch conduit is used for arc service. 

All other lighting, except that in the 
ticket lobby, which is furnished by tung- 
sten lamps, is furnished by metallized 
carbon filament lamps. 

In selecting the lighting units for each 
particular case, careful consideration was 
given to the relative efficiencies, reliability 
and maintenance costs of all commercial 
lighting units, the conclusion being based 
upon data obtained from laboratory tests 
and from many installations in operation. 
| UNION STATION. | 
_ The Union station, passenger concourse, 
and train sheds cover a ground space of 
more than eighteen acres. Thirty-three 
tracks, served by nineteen platforms, enter 
from the north. Thirteen merge into two 
which continue to the south under the 
station and through twin tunnels running 
between the Library and the Capitol under 
First street. The sub-basement and con- 
course basement are used for baggage pur- 
poses. The station basement is occupied 
by a portion of the ventilating and other 
service machinery and several transformer 
vaults, the balance of the space being 
held in reserve for future requirements. 
The first or street floor is occupied by the 
main waiting room, ticket offices, baggage 
room, dining and lunch rooms, women’s 
room, smoking room and state apartments. 
The kitchen is located on the second floor. 
The balance of the second floor, the third, 
and a part of the attic floors are used for 
office purposes. 

MAIN WAITING ROOM. 

In the preliminary design of the main 
waiting room it was decided to use some 
system of lighting by which the fixtures 
and lamps would be concealed. The room 
covers a floor space of 120 feet wide by 
230 feet long, and has a barrel-shaped 
ceiling of sixty feet radius, the highest 
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point of which is about ninety-eight feet 
from the floor. A series of five alcoves 
which form galleries over the entrance 
vestibules, run along the sides of the room, 
with colonnades connecting the galleries 
across the ends of the room. The ceiling 
is light in color and is decorated with gold 
leaf. While not elaborate, the decorations 
are rich and in complete harmony with 
the fixtures and architecture. 

Banks of especially constructed in- 
verted series arc lamps are placed in the 
alcoves and back of the balustrade on top 
of the colonnades, with corrugated mirror 
reflectors behind them to throw the light 
to the ceiling whence it is reflected to the 
floor. As an aid to the reflectors, mag- 
netic coils, which tend to draw the arc 
toward the waiting room, are installed on 
the lamps and give good results. To 
soften the light and reduce the bluish- 
white tint characteristic of are lamps, 
“Cathedral Glass” screens of a very light 
yellow tint are placed over the lamps and 
reflectors. 

The lighting equipment consists of a 
total of 162 lamps so arranged that several 
combinations in the number of lamps in 
service may be had. A series of luxom- 
eter readings were taken with all possible 
combinations of lamps. From the results 
of these tests it was found: That the cor- 
rugated reflectors and light-colored ceil- 
ing give almost perfect diffusion; that 
with all lights burning, at reading distance 
from the floor, about forty-two inches, the 
illumination is practically uniform, the 
curves both north and south, and east and 
west being nearly a straight line, and the 
values varying from 2.5 foot-candles in 
the corners of the room to 2.3 foot-candles 
in the centre thus making the use of aux- 
iliary lighting on the seats for reading 
purposes not only unnecessary but out of 
harmony in color and arrangement with 
the general scheme employed. The light is 
a very close approach to daylight and gives 
practically true color values in every part 
of the spectrum. Considerable difficulty 
was experienced in procuring the glass 
used to soften the color of the light, as it 
is required that the glass should not absorb 
too much of one or all colors. By the use 
of the “Cathedral Glass” and clear inner 
globes a loss of but sixteen per cent in the 
light was entailed, that being less than 
with an opal inner globe alone. 

TICKET LOBBY. 

The ticket lobby, located at the west 
end of the waiting room, is approximately 
100 feet long by fifty feet wide with a 
barrel-shaped skylight ceiling for natural 
lighting in the daytime. At first the use 
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of a system of lighting similar to that in 
the waiting room, but with smaller units, 
was considered. A study of the conditions 
and tests of the glass indicated that it 
would be less expensive both in construc- 


as to direct the hight toward the centre 
axis of the arch. There are in all 225 
lamps above the skylight, all being in a 
pendent position. A very small percent- 
age of the light passes up, the major por- 
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REAR VIEW OF REFLECTOR-FRAMES IN ALCOVE, Union Station, WasHineton, D. C. 


tion and maintenance to install individual 
lamps above each skylight. Tungsten 
lamps of 100-watt size with metal re- 
flectors painted inside with aluminum 
paint are used. The lamps are arranged 
on four three-wire circuits, controlled by 
single-pole switches, so that half the 
lights may be cut out of service without 
disarranging the symmetry of the lighted 


tion being directed down into the lobby 
below. 
BAGGAGE ROOM. 

The baggage room on the first floor is 
lighted during the daytime by seventeen 
saw-tooth skylights through a ceiling of 
maze glass panels. For artificial illumi- 
nation one arc lamp is placed above each 
ceiling panel with good results. Each 
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panels. The illumination in this portion 
of the station averages about 2.3 foot- 
candles, the quality of the light closely 
approximating that in the adjoining main 
waiting room and the distribution being 
equally as good. The reflectors used are 
of a special design and are so mounted 


lamp is equipped with a large reflector. 
The skylight tile-work has also been 
painted white with most pleasing results. 
The effect has been to destroy shadows and 
color rings, to smooth out and enlarge the 
distribution of the light, to make the 
color more mellow and in harmony with 
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that in the adjoining ticket lobby, to direct 
all the light downward and to reduce the 
annoying effects of flickering, arc travel- 
ing and feeding. The illumination in this 
room averages about 1.8 foot-candles and 
is both comfortable and sufficient for the 
work performed. 
CONCOURSE. 

The concourse occupies a space 755 feet 
long by 150 feet wide between the station 
building and train shed. It serves as a 
means of passage to and from trains and 
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INVERTED ARC Lamp, Casing REMOVED. 


is lighted entirely by arc lamps suspended 
about seven feet from the ceiling. At this 
distance from the ceiling the lamps cast 
very slight shadows overhead. The ab- 
sence of pronounced shadows is desirable 
on account of the paneling in the ceiling. 
It was attempted experimentally to light 
this space by placing arc lamps between 
the roof and ceiling over the- skylights. 
The scheme wag condemned principally on 
account of the steelwork supporting the 
roof casting very pronounced shadows on 
the skylights and because the glass used 
88 8 very large absorption factor and is 
not uniform in color when lighted arti- 
fcially, Series direct-current arcs did not 
an sin results on account of the great 
ei ue to absorption. Flaming arcs, by 

ason of their great quantity of light, gave 


_ positions they occupied. 
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good results but were abandoned because 
of their pronounced yellow color being out 
of harmony with the general color values 
in other parts of the station and the high 


ARC CUTOUTS with CONDUIT CONNECTIONS. 


cost and difficulty of maintenance in the 
Other experi- 
ments were also made in an effort to re- 
duce the total number of units used, by 
employing large diffusers containing four 
and five units each. This, however, gave 
the effect of large units of high intrinsic 
brilliancy and was for that reason aban- 


TYPICAL DISTRIBUTING PANEL AND CABINRT. 


doned. It also produced objectionable 
streaks and shadows on the ceiling. This 
system would undoubtedly have worked 
out well had the ceiling been designed so 
as to have the diffusers set in it instead 
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of below it. The reasons for abandoning 
this system were due to the original layout 
not conforming to its use and not to any 
faults in the diffusers themselves. With 
the diffuser installation the illumination 
on the floor was sufficient, pleasant and 
well diffused, the streaks and shadows on 
the walls and ceiling being due to the non- 
conformity of the building design and the 
necessary method of installation. Each 
lamp is equipped with a clear inner and 
opal outer globe and the quality and dis- 
tribution of the light is as good as could 
be desired. Means have been provided for 
a suitable casing to cover the wires and 
insulator directly above the lamp and a 
canopy to improve the appearance at the 
ceiling outlet. A collapsible and movable 
extension ladder is used in trimming these 
lamps. E 
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CONDUIT IN Power-Hovae. 


MISCELLANEOUS. 

The dining and lunch rooms, women’s 
room, smoking room, state apartments | 
and porticos are lighted from a series of 
ornamental bronze fixtures. These fixtures 
show excellent workmanship, and are in 
strict conformity with the decorations and 
architectural features of the rooms in 
which they are placed. The ever-present 
glare of exposed fixtures, however, is pres- 
ent and the irregularity of illumination is 
quite pronounced, illumination curves 
showing a variation in the dining room of 
from 2.1 foot-candles under the fixture to 
0.7 foot-candles along the wall, 

Some special lighting, in the form of 
incandescent lamps with reflectors placed 
in coves formed in the cornices, is in- 
stalled in the main entrance to the state 


162 


apartments and also in the vestibules. 
This system gives a very satisfactory effect 
but the installation is too small to be of 
much value in gathering technical data. 
The ticket cases and counters, show cases 
in the drug store, news stand and flower 
booth are lighted by Frink reflectors, the 
lights being concealed as much as possible. 

The lighting of the offices is uniform in 
design. One and three-light fixtures fin- 
ished in dull black are used. The sockets 
are arranged for vertically suspended 
lamps, permitting the use of Tungsten 
lamps at some future date, and for Holo- 
phane shades. Each office is equipped 
with two or more ceiling fixtures, depend- 
ing upon the size and shape of the room, 
and floor and baseboard outlets are in- 
stalled at convenient locations. All ceil- 
ing fixtures are controlled by flush 
pushes mounted on wood mats on the 
walls. Hallways are lighted by Gem 
lamps varying from fifty to 125 watts and 
are encased in eight, ten and twelve-inch 
globes, according to size. The kitchen 
apartments are lighted and ventilated to 
some extent by combined fixtures and 
fans. 

Thé train platforms are covered by um- 
brella sheds supported on cast-iron col- 
umns spaced thirty feet apart along the 
centre line of the platform. One hundred 
and eighty-seven-watt Gem lamps, equipped 
with Holophane bowl reflectors, are sus- 
pended midway between the columns from 
especially designed outlet boxes attached 
to the steelwork of the roof. These give 
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POWER REQUIREMENTS SOUTH OF M STREET. 


Total 

' i watts. 
Small motors at station............... 225,000 
Train tunnel fans..................... 250,000 
Battery charging motor generator... 50,000 


Motors, power plant and K street tower.. 120,000 


Total ...... ae ee ee eee acre ee 645,000 
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abundant light for loading or unloading 
trains and are readily accessible for re- 
newals. They may, however, be changed 
to 100-watt Tungsten lamps later with the 
desirable results of increasing the quantity 
of light and decreasing the total energy 
used. The signs and numerals over the 
entrance gates in the train fence are ilhu- 
minated by incandescent lamps controlled 
by push-button switches located in cabi- 
nets containing the numeral boards for 
the time signs. 

The ventilating fans are operated from 
226-volt, three-phase service and the dumb 
waiters from 113-volt,  direct-current, 
from a ten-kilowatt motor generator set. 
The total load is small and is carried by 
three seventy-five-kilowatt 
connected in delta. 
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WASHINGTON TERMINAL LIGHTING SYSTEM. 


UNION STATION. 


Watts per Total 
Sq. Ft. Sq. Ft. Watts. System. 
Sub-basement .............. 0,420 0.58 5,500 Direct. 
West basement............. 36,864 1.75 64.600 Direct. 
East basement............. 6,352 1.88 12,000 Direct. 
Ticket lobby............... 5,200 4.25 22,500 Concealed 
above 
giass 
ceiling. 
Ticket office................ 1,536 2.05 3,150 Direct and 
concealed. 
Baggage room .............. 5,236 1.66 8,500 Concealed 
above 
. glass 
ceiling. 
Main waiting room......... 28.320 2.93 83,000 Indirect. 
Booth and special lighting 
main waiting room........ See Tee 2.000 Special, 
Smoking room.............. 1,876 2.24 4,200 Direct, 
Barber shop................ 612 1.97 1,200 Direct. 
Toilets 1h teil e Sead 6 eed tied 1,818 0.87 1,640 Direct. 
Telephone space............ DOS 2.26 1.150 Direct. 
South vestibule............. 957 2.82 2,700 Direct. 
Drug store................. 320 3.43 1.100 Direct, 
Parcel room................ 384 2.81 1.080 Direct. 
North vestibule............. 2,320 2.58 6.000 Direct. 
East collonade............. 320 3.28 1,050 Direct. 
'omen’s waiting room...... 2,720 1.54 4,200 Direct. 
Women’s tollet ............ 1,280 0.78 1,000 Direct. 
Dining room............... 7,488 1.73 13,000 Direct. 
Lunch room................ 8,352 1.34 11,200 Direct. 
Steward's office............. 300 1.00 300 Direct. 
Serving room............... 4,352 0.71 3.100 Direct. 
State entrance porch........ 2,560 1.09 2,700 Direct and 
concealed. 
Vestibule state entrance..... 720 5.20 3.750 Concealed. 
President’s reception room 2,584 1.48 3,600 Direct. 
President’s retiring room. 224 2.67 600 Direct. 
Attendants’ retiring room. 224 2.67 600 Direct. 
Invalids’ room.............. 352 1.42 500 Direct. 
Bast driveway.............. 9,600 0,52 5.000 Direct. 
East portico................ 1.344 1.76 2,400 Direct. 
South portico.............. 1.680 0.52 4,000 Direct. 
Main entrance porticos..... 5,44 1.83 10.150 Direct. 
Carriage porch............. 11,744 O.84 9,900 Direct. 
Concourse ...........0. 0005 98,800 0.37 37,000 Direct. 
Concourse news stand........ 169 10,94* 1,850 Direct and 
special. 
Concourse ticket office....... 968 1.39 1.350 Direct. 
Concourse fire department 
and toilet................ 572 1.04 600 Direct, 
Station master's ofice....... 1,147 0.98 1,125 Direct. 
Stairways to tracks........ 800 1.87 1,500 Direct. 
Umbrella sheds............. 397,440 0.092 82.000 Direct. 
Train gates................ alee 6 7m 15,000 Special. 
Massachusetts avenue tower. 384 2.08 800 Direct. 
East portion second floor.... 23.728 1.08 25,650 Direct. 
West portion second floor... 16,032 0.91 14.600 Direct. 
East portion third floor..... 19.968 1.20 24.000 Direct. 
West portion third floor..... 9.276 1.19 11,160 Direct, 
East portion attic.......... 16,652 0.57 9,600 Direct. 
West portion attle.......... 17.472 0.20 3,500 Direct. 
Floor outlet ............... ee 30,000 i Aves 
Total lighting load........ 997,135 
*Includes show-case lighting. 
EXPRESS BUILDING, 
Watts per Total 
Sq. Ft. Sq. Ft. Watts. System. 
Offices Se oe os 8a eS on oe hes 25.080 1.34 33.000 Direct, 
Distributing space and offices. 25,080 0.76 19.000 Direct. 
Storage space basement..... 25,080 0.78 19.500 Direct. 
Wiveways .......... 2. eee 33.880 0.33 11.200 Direct. 
Train shelters.............. 26,670 0.42 11,200 Direct. 
Plug receptacles............ conse T 5.610 a eE 
Total sires ee bee te Be 99,510 
K BTREET SIGNAL TOWER. 
Watts per Total 
Sq. Ft. Sq. Ft. Watts. System. 
OMES oc 5.624 banca Soy aA 3,630 0.60 2.200 Direct, 
Basement ............ 00006 1,800 0.42 756 Direct. 
Small motors............... Haar T 15.000 EENEN 
Total 


ene eee peeeetsanees 


Store room and lunch room. 


4,158 
CUINCOS i oO ceed, oo eo oh 4.158 
Basement .............00.. 4,158 
OUR: 2 i590 Gs oe as oa elles 
Sq. Ft. 
Boller room................ 7.800 
Engine room............... 9,000 
Plug receptacles............ saax 
Total s.on oo haace eon ease 
Sq. Ft. 
AIE Sethe ole lair ig Boe bey 1,050 
Second story ..........000. 1,050 
Pirst MOO is bed cea oe w bees 1,050 
Basement ...........0.0000. 1,050 
Total 


a ee ee 2 


Pipe tunnel 
Train tunnel 


ov eee eo ew ee wmeeee 


Total connected lighting load south 


Total connected power load south of M street 


Total 


EAE e EAEE SL EEE E ea DESE a ores Sie tee wks a a a D a a a leh a: a a a acai A Tao a a a a ew odtleete 


Sq. Ft. 


17,936 
INSPECTORS’ BUILDING. 
Watts per Total 


Sq. Ft. Watts. System. 
1.20 2.000 Direct. 
1.33 noo Direct. 
0.61 2.500 Direct. 

13.000 
POWER PLANT. 
Watts per Total 
Sq. Ft. Watts. System. 
63 12.716 Direct. 
1.22 11.000 Direct. 
ee 28,050 aries 
o1.766 
REFRIGERATING PLANT. 
Watts per Total 

Sq. Ft. Watts. System. 
0.76 TOS Direct, 
1.42 1.500 Direct, 
1.27 1.350 Direct. 
1.85 2.000 Direct. 

OAR 
2,5300 Direct. 
10,000 Direct. 
SUMMARY. 


of M street 


CE wpe ee r a r ERR S ® 


te eaae s‘’eoe‘y’s’r ‘oono ls lyo‘ le’ ‘’alnann‘l‘ 


Kind of Lamp. 
D.-c. series arcs. 
ID.-c. series ares, = 
Arcs and GEM. 


100-watt tungsten. 
GEM, 


D.-c. ares. 
Inverted d.-c. series arcs. 


GEM. 


GEM. 
Incandescent. 
GEM. 

GEPEM. 

GEM. 

D.-¢. series ares. 
GEM, 

GEM. 

GEM. 

GEM. 

D.-c. series arcs. 


GEM. 
GEM. 


GEM. 
GEM. 
GEM. 
GEM. 
GEM. 
GEM. 
GEM. 
GEM. 
GEM. 
GEM. 
GEM. 
GEM. 


Kind of Lamp. 
GEM. 
GEM and arcs, 

D.-¢. series arcs. 
D.-e. series Arcs. 
D.-c. series ares. 


Kind of Lamp. 
GEM. 
GEM. 


Kind of Lamp. 
GEM. 
GEM. 
GEM. 


Kind of Lamp. 
Ares and GEMS. 
D.-¢. series ares. 


Ineandescent. 
Ares and incandescent. 


757.5 kilowatts 
645.0 kilowatts 


1.402.5 kilowatts 
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system has been installed, the master clock 
being wound automatically by a small 
alternating-current motor. A telautograph 
system has been installed for the use of 
employés only, its principal service being 
to announce to the employés of the bag- 
gage room and station and the express 
companies the time and incoming track 
number of arriving trains. 

The lighting of the signal towers is 
special to a considerable extent, it being 
very desirable to have the operating rooms 
as dark as possible so as to permit the 
operators to observe readily the movement 
of trains. All of the track and signal 
indicators and the lever machines are 
illuminated by fifty-watt Gem lamps in 
connection with special Frink reflectors, 
no other lights being used in the operating 
room. 

EXPRESS BUILDING. 

The express building is a three-story 
briek building somewhat more than 300 
feet long by sixty feet wide. The base- 
ment or street floor and first or train 
floors are used exclusively for the handling 
of express, while the second floor is used 
for office purposes. ‘The basement and 
basement driveway, first floor and train 
shelters are lighted almost entirely by are 
lamps, the lamps being controlled by some 
twelve or fifteen cutouts. The arrange- 
ment of the second floor permits the use 
of a uniform and symmetrical arrange- 
ment of lights. One-light ceiling fixtures 
equipped with Holophane shades and 125- 
watt Gem lamps are used throughout, the 
fixtures being placed at the centre lines 
of windows. This lighting especially has 
given general satisfaction. 

POWER-HOUSE. 

The larger floor spaces in the power- 
house are lighted by are lamps, while the 
smaller machinery passage ways and offices 
are lighted by Gem lamps equipped with 
Holophane reflectors. The fixtures as a 
mle are made of one-half-inch conduit 
instead of three-eighths-inch and without 
ornamental tubing on the outside. This 
arrangement gives a very strong and serv- 
lceable fixture. A multiplicity of exten- 
slon-plug outlets is provided, extension 
cords equipped with Frink lamp guards 
and Fullman plugs being supplied. 

The terminal is equipped with a private 
telephone exchange connected with the 


n long-distance and railroad ex- 
ae Postal, Western Union and 
raj road telegraph service also enters the 
terminal. 


With the exception of the ornamental 
ronze fixtures which were designed and 
purchased by the architects, D. H. Bum- 
a £ Company, of Chicago, 1., all of 

electrical work on the Terminal com- 
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pany’s property south of M street was de- 
signed by and constructed under the direc- 
tion of the motive power department of 
the Pennsylvania Railroad. 

All the electrical work above described 
was installed by A. S. Schulman, of Cin- 
cinnati, Ohio. Credit is due I. R. Pren- 
tiss, of the General Electric Company, for 
many valuable suggestions in connection 
with the lighting of the waiting room and 
other important portions of the station. 
W. DA. Ryan, of the illuminating de- 
partment of the same company, also gave 
valuable assistance in this direction. 

The tabulation on the opposite page 
gives an itemized statement of the kinds 
of lamps used, method of lighting and 
wattage per square foot for floor space 
throughout the buildings described in this 
article. 

Se 

Coal Production in 1907. 
© Advance sheets from the United States 
Geological Survey, George Otis Smith, 
director, have been prepared by Beatrice 
D. Wood, bearing on the production of 
coal in 1907. 

In the production of both anthracite 
and bituminous coal, Pennsylvania in 
1907 exceeded any previous annual record, 
as reported by the United States Geo- 
logical Survey in an advance chapter of 
Mineral Resources of the United States, 
calendar year 1907, on the production of 
coal, prepared by E. W. Parker. 

The total production was 235,925,749 
short tons, having a spot value of $319,- 
421,826. The production of anthracite 
was 76,432,421 long tons (equivalent to 
85,604,312 short tons), having a spot 
value of $163,584,056. The production 
of bituminous coal was 150,321,437 short 
tons, having a spot value of $155,837,770. 

Compared with the aggregate produc- 
tion of 1906, which amounted to 200,575,- 
617 short tons, valued at $262,208,345, 
the output in 1907 exhibits an increase of 
35,300,132 short tons, or 17.6 per cent, in 
quantity, and of $57,213,481, or 21.8 per 
cent, in value. The increase in the pro- 
duction of anthracite coal was 12,787,412 
long tons (equivalent to 14,321,901 short 
tons), or 20.1 per cent, in quantity, and 
$31,666,362, or twenty-four per cent, in 
value. In the production of bituminous 
coal the increase was 21,028,231 short 
tons, or 16.26 per cent, in quantity, and 
$25,047,119, or 19.61 per cent in value. 

Mr. M. R. Campbell, of the United 
States Geological Survey, estimates the 
amount of coal originally in the anthracite 
fields of Pennsylvania at 21,000,000,000 
short tons and that in the bituminous 
fields at 112,574.000,000 short tons. 

The total production of coal in Illinois 
in 1907 was 51,317,146 short tons, having 
a spot value of $54,687,382, the largest 
production and value yet recorded for the 
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state, an increase of 9,837,042 short tons, 
or 23.72 per cent in quantity, and of $9,- 
924,320, or 22.17 per cent in value, over 
the production of 1906. By this increase 
Illinois was again advanced to second 
place among the coal-producing states, a 
position it had held from 1883 to 1906, 
when it was supplanted by West Virginia. 

The total production of coal in West 
Virginia in 1907 was 48,091,583 short 
tons, having a spot value of $47,846,630. 

In 1906 West Virginia displaced Ili- 
nois for second place among the coal-pro- 
ducing states, but her triumph over Illi- 
nois was of short duration. As a result 
of the suspension in 1906, ranging from 
two months to ten weeks at most of the 
Ilinois mines, pending an adjustment of 
the wage scale, the coal production of 
Illinois was materially restricted, whereas 
in West Virginia, where most of the 
miners are unorganized, operations were 
carried on practically without interrup- 
tion, and that state outranked Illinois, 
with a lead of 1,810,246 short tons. The 
record for 1907, however, showed that the 
production of Illinois made a phenomenal 
increase of 9,837,042 short tons, more 
than double West Virginia’s increase of 
4,801,233 short tons, and West Virginia 
again dropped to third place among the 
coal-producing states. Compared with 
that of 1906, West Virginia’s coal produc- 
tion in 1907 showed an increase of 4,801,- 
233 short tons, or 11.09 per cent in quan- 
tity, and of $6,794,691, or 16.55 per cent 
in value. j 

During the first nine months of the 
vear business was exceptionally active, 
and the demand for coal was considerably 
in excess of the supply of cars to trans- 
port it, but as West Virginia is one of the 
producers of high-grade steaming and 
coking coals, the influence of the monetary 
disturbance of October was keenly felt. 
Coke making fell off quickly as soon as the 
panic began, and the coal production of 
the state during the last ten weeks of the 
vear was probably not more than fifty 
per cent of the capacity. Had the produc- 
tion kept up for the entire year at the rate 
exhibited during the first nine months the 
total production would probably have 
reached 53,000,000 tons. 

Although a good part of the market 
for Washington coal in California has been 
lost through the increased production of 
fuel oil in that state, Washington shared 
in the general increase in the production 
of coal in 1907. The total output for the 
year was 3,680,532 short tons, having a’ 
spot value of $7,679,801, an increase of 
404,348 short tons, or 12.34 per cent in 
quantity, and of $1,771,367. or 29.98 per 
cent in value, compared with 1906. The 
average price per ton advanced from $1.80 
in 1906 to $2.09 in 1907. 

During the first ten months of the year 
the coal-mining industry of the state was 
in a highly satisfactory condition. In 
November and December, however, owing 
to the financial disturbances, the output 
of the mines was curtailed about thirty- 
three per cent. But for this the produc- 
tion would probably have exceeded 4,000,- 
000 tons. 
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SOME ENGINEERING FEATURES OF 
THE SOUTHERN POWER COM- 
PANY’S SYSTEM.' 


BY J. W. FRASER. 
(Coneluded.) 

Substations—The first motor installa- 
tions in cotton mills on this system were 
of 550 volts, but it was soon seen that 
the number of small transformer sub- 
stations, besides complicating operation, 
would cost excessively, and after some in- 
vestigation 2,000-volt motors were recom- 
mended for all mills converting from 
steam to electric drive. These installa- 
tions proved so successful that to-day over 
one-half the total horse-power in motors 
is at 2,000 volts. The cost of the conduit 
in the mills for 2,000 volts is nearly offset 
by the smaller wire used and this electro- 
motive force permits all mills within a 
radius of two miles to be fed from one 
substation. Many new mills, on account 
of using individual drive and consequently 
motors below thirty horse-power, are com- 
pelled to step-down at least a part of this 
current to 550 volts. 

The sizes of transformers in substations 
are as follows: 


11,000 Volts. 44,000 Volts. 
(All purchased before begin- 
ning of new development.) | 
` Stations with 8 100 kw. 1 Btations with 2 100kw 
3 125 1 e * 8 1% * 
; et ot 8 189 ob 1 ba bb 8 130 bb 
1 et ee 8 200 os 7 ob bb 8 -200 oe 
1 “ 8250" 8 8 300 ¢ 
1 ee 3 500 iv} 5 oe ob 8 500 be 
1 te to 3 750 be 
4 e * 8 1,000 * 
7,575 kw. 31,135 kw. 


Many of the 44,000-volt substations be- 
low 900 kilowatts are now partially or 
wholly owned by customers, as are also 
some of the 900-kilowatt and 1,500-kilo- 
watt stations, most of the mills in one 
town preferring to take shares rather 
than pay the additional price for power 
necessary when the station is owned by 
the power company. The customer usual- 
ly requests that the power company buy 
and install the substation apparatus. The 
customer gets the benefit of any experi- 
ence which the power company may have 
and obtains substations at a minimum 
cost. In the larger towns where attend- 
ants must be kept it has been found more 
satisfactory for the company to own the 
substation. The power company has dis- 
countenanced the buying of transformers 
below 200 kilowatts on account of the high 
cost of completed stations per kilowatt. In 
the case of a 900-kilowatt station (three 
300-kilowatt transformers) when the 
transformer cost is two-thirds of the total 
and 150 kilowatts cost fiftv per cent more 
1A paper prevented at the annual convention of the 
Ame n Institute of Electrical Engineers, Atlantic 
City, N. J., June 30. For a description of the different 


power sites owned by the Southern Power ene 
see ELECTRICAL Review, September 8, 1906, p 36 
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per kilowatt than 300-kilowatt trans- 
formers, the power company has taken a 
share in the station rather than have the 
customer install the small transformers. 
The companies consider this to be to their 
interest in view of the facts that they get 
all new mills and that the interest on the 
additional investment for two ycars would 
not pay the installation charges for sub- 
stituting the large transformers when they 
were needed. 

All substation transformers have been 
purchased under a standard specification 
in order that a few stock transformers 
which the power company has made it a 
policy always to keep on hand, may serve 
as spare apparatus in case of accident. 

It is believed that no transformers bce- 
low 300 kilowatts and very few below 


Fro. 6.—44,000-VoLtT INSULATOR. 


500 kilowatts will have to be purchased 
in the future, for with the present rapid 
growth of cotton mills and the use of 
2,200-volt distribution in the towns where 
substations are located, the small trans- 
formers will have to be exchanged for 
larger ones, the smaller ones being avail- 
able for the new substations carrying small 
loads. 

It may be of interest to some to know 
that there are now on our lines 114 50,- 
000-volt fuses of the expulsion type and 
that they have proved entirely satisfactory. 

Secondary Power—From government 
records and from six years of gaugings 
before the completion of the Catawba 
plant, together with two years’ operating 
experience, the flow of the Catawba River 
had been pretty well determined. The 
question which presented itself most 
forcibly was whether to develop the aver- 
age minimum twelve months’ flow, or to 
develop for ten months, eight months or 
less, and to supplement with steam power; 
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a problem which has to be determined by 
the first cost of development and by local 
market conditions. 

Owing to limited library facilities at his 
command the writer was unable to ascer- 
tain if this question had been touched 
upon elsewhere and how in other cases it 
had been determined, and so trusts that 
a few words with reference to this particu- 
lar case will not be amiss. 

In following calculations where the cost 
of primary and secondary power is taken 
at a fixed rate, the intention is not to 
convey the idea that these are actual fig- 
ures but relative figures which will serve 
the purpose of this paper. 

There are many different solutions to 
the problem of ascertaining the amount 
of secondary power which may be econom- 
ically developed. At one of our develop- 
ments it was found that the average mini- 
mum primary power was in the neighbor- 
hood of 16,000 kilowatts and that the 
increase per month of secondary power 
was in the neighborhood of twelve and 
one-half per cent; d.e., 2,000 kilowatts 
per month. In other words, if secondary 
power was to be developed for eight 
months’ sale the total development of 
primary and secondary power would be 
24,000 kilowatts. If this secondary power 
can be sold without an auxiliary steam 
plant the amount of secondary power 
which may be developed economically de- 
pends only upon whether or not the price 
received for such power will cover interest 
and profit on the investment; that is, the 
investment which is over and above that 


for developing primary power, but if a 


steam plant has to be maintained the 
amount of secondary power to be de- 
veloped depends also on the cost of steam 
power. It is very clear that the cost of 
secondary power is practically the same 
whether it is sold for eleven months or 
one month. With this cost, say at $10 
per horse-power delivered, steam at $28 
per horse-power-year ($6 interest and de- 
preciation, $22 for coal, operating ex- 
penses, etc.), if interest and depreciation 
on the steam plant is entirely chargeable 
to the months when steam plant is in 
operation, then 

Cost of steam power per month = 
1.83 + 6/z 

When z = 
operation. 

Amount of secondary power to be de- 
veloped = 16,000 muOwane X 12.52/100 
= 2,000zx 

Cost of steam-secondary 
= 2,000z (1.83 + 6/r) z + 2,000z X 10 
= 2,000 (1.832? + 6z + 10z) 


the number of months in 


o eat 
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If power is selling at $20, profit 
= (2,0002 20 — {2,000 (1.832? + 16x)! 
= 2,000 (202 — 1.832? — 16z) 

(For max.) dy/dz = 3.66x — 4 
z = 1.1 month 
On this basis maximum profit would be 
made on 2,200 kilowatts secondary de- 
velopment. 

A more practical method under existing 
conditions seems to be to charge the in- 
terest and depreciation of steam plant to 
the operating expenses of the system, inas- 
much as the steam plant is an insurance 


Fie. 7.—STANDARD Woop POLE. 


against a partial shut-down and makes 
spare units unnecessary, and in the case 
of steam turbines, when run as synchro- 
hous motors, saves copper because it 
brings up the power-factor. The above 
equation now becomes: | 
Cost of steam + secondary 
= 2,0002 (1.832) + 2,0007 X 10) 
= 2,000 (1.832? + 107) 
Profit 
= 2,000 X 20 — (2,000 (1.832? + 102) 
= 2,000 (202 — 1.832 — 102) 
= 2,000 (102 — 1.8327) 
(For Max.) dy/dz = 3.662 — 10 
l Tt = 2? — 34 
Maximum profit on this basis would be 
made on 5,500 kilowatts (35 per cent) 
secondary development. 
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Had $24.50 been taken as the selling 
price of power z would equal four months, 
or the total development should be made 
for 150 per cent of mean average low 
water. Although power from hydroelec- 
tric plants has been selling in the Caro- 
linas for less than this latter figure there 
is no doubt that reliable service demands 
this price. 

There is another argument in favor 


of developing for 150 per cent mean- 


average low water. If it costs only one- 
half as much to develop secondary power 
as primary, twice the loss can be allowed 
on transmission lines; or, in other words, 
one and one-half times the power can be 
transmitted during secondary power sea- 
sons. Now, if the transmission lines are 
figured for an economical loss when trans- 
mitting primary power only, secondary 
power to the extent of fifty per cent of the 
primary power can be developed without 
additional copper. This only holds good 
when the auxiliary steam plants can he 
built in the neighborhood of distribution 
centres whose consumption of power is 
equal to the amount of secondary power. 

Many mills which had steam plants al- 
ready installed made contracts for second- 
ary power for eight months in the year, 
but after a few months’ operation by 
electric drive their owners found the pro- 
duction so much increased and their labor 
and other troubles so much lessened that 
many of them desired to change their con- 
tracts to primary power. The result of 
this is that the plans for a supplementary 
steam plant are now in course of prepara- 
tion. The initial installation will be 15,- 
000 kilowatts and will be located at Spar- 
tanburg, S. C., near the southern end of 
the system, sixty-four miles from the main 
switching station at Great Falls on the 
88,000-volt line. The ultimate installa- 
tion is expected to reach 40,000 kilowatts, 
divided between this point and some point 
near the eastern end of the system. It 
is thought better to divide the plant for 
safety and in order that the line loss may 
be kept as low as possible. _ 

—0 — 
BOOK REVIEW. 


“American Street Railway Investments.” 
New York. McGraw Publishing Company. 
Cloth. 473 + xliv pages. 10 by 13% inches. 
Illustrated with maps. Supplied by the 
ELEcTRICAL Review for $5. 


This is the fifteenth edition of the elec- 
tric traction “Red Book.” It is hardly 
necessary to say much about this excellent 
reference book. The data have been 
brought up to date and several new maps 
indicating extraordinary developments 
have been added. There is no other refer- 
ence of a similar character, and the book, 
therefore, stands in a class by itself. It 
should certainly be of considerable inter- 
est to those desiring accurate and recent 
information street railway 


coneerning 
properties. | 
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Resistance of a Conductor 
Having a Sudden Change 
in Size. 

At a recent meeting of the Physical So- 
ciety, of London, a paper entitled “On 
the Resistance of a Conductor of Uniform 
Thickness Whose Breadth Suddenly 
Changes and on the Shape of the Stream- 
lines” was read by Professor C. H. Lees. 


‘A knowledge of the resistance of a com- 


ductor whose section suddenly changes is 
of considerable practical importance, but 
mathematical difficulties have prevented 
an exact solution of the problem. Lord 
Rayleigh had given an approximate solu- 
tion of the case in which a cylinder of 
circular section is joined at one end to the 
plane surface of a large conducting solid ; 
and Professor Hicks has solved the case 
of a wire of small diameter ending in the 
surface of a conducting sphere. The 
mathematical difficulties of the problem 
disappear if the conductors are of rect- 
angular section and one dimension, e. g., 
the thickness remains constant while the 
breadth suddenly changes and the two are 
joined together either with their axes or 
with two sides collinear. The paper shows 
that the resistance between two transverse 
sections through points situated at con- 
siderable distance from the change of sec- 
tion on opposite sides of it is equal to 
the sum of the resistances of the portions 
of conductor between each of the two sec- 
tions and the change of section, each con- 
sidered as part of an infinite length, plus 
the resistance of a length of either con- 
ductor equal to its breadth multiplied by 
an expression given. 

Dr. Russell congratulated the author on 
having obtained the exact solution of an 
important problem and thanked him for 
giving it in a form in which it could be 
utilized readily by electricians. Somewhat 
similar problems were of frequent occur- 
rence in practice, in particular he in- 
stanced the measurement of the resistance 
of the bonds connecting the rails in elec- 
tric tramway systems. The difficulty in 
this case was in knowing where the rail 
ended and the bond began. A small varia- 
tion in the position of the potential con- 
tacts made a large variation in the reading 
of the galvanometer. In many cases the 
only way of attacking the problem was to 
calculate the resistance from the known 
resistivity of the metals by the approxi- 
mate method indicated by Maxwell. An 
exact solution, therefore, like the one ob- 
tained by the author, would be of great 
value in checking the accuracy of the ap- 
proximate method. 
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ELECTRICAL MACHINERY IN A GREAT 
CORN PRODUCTS PLANT. 


BY C. A. TUPPER. 


od 


One of the most recent of the few great 
plants devoted to the processing of corn 
products is the American Maize Products 
Company, of Roby, Ind. There are not 
many plants devoted to this industry, 
owing to their great size and first cost. 
The corn, before it is available for food 
or industrial purposes, must pass through 
a great many operations of weighing, 
steaming, crushing, grinding, sieving, 
separating and packaging. In all of these 
operations the electric drive plays an im- 
portant part. In this plant, alternating- 
current motors of the induction type, built 
by the Allis-Chalmers Company, Mil- 
waukee, Wis., have been used. Most of 
these are of standard construction, but the 
motors connected to the buhrstone mills, 
for grinding the corn very fine, are special 
machines, having been developed for this 
purpose. The applications of these motors 
are well shown in the accompanying illus- 
tration. Each is of the vertical belted 
type designed for operation on sixty cycles, 
and has a normal rated output of seventy- 
five horse-power. The stator core is sup- 
ported in a cast-iron housing provided 
with projecting lugs that rest on the slide 
rails. The stator core shows open slots 
that allow the coils to be readily removed 
in case repairs are necessary. The stator 
has a fourteen-pole winding, thus giving 
a synchronous speed of 514 revolutions per 
minute, the full-load speed being approxi- 
mately 490 revolutions per minute. 

The rotor spider is mounted on a ver- 
tical shaft which passes through a guide 
bearing at the top of the motor. A second 
guide bearing is placed at the bottom, and 
the weight of the rotating part is carried 
by a multiple-disc, self-aligning thrust- 
bearing under the lower end of the shaft. 
A complete oiling system is provided 
whereby oil is supplied to the upper bear- 
ing from a large sight-feed oil cup and, 
after passing through this bearing, flows 
to the lower one. The thrust-bearing is 
designed so that all parts are thoroughly 
lubricated. The pulley is at the top of the 
motor, and the vertical arrangement 
allows the motor to be belted directly to 
© the mill without the use of a quarter-turn 
belt. 

In addition to the buhr mills the elc- 
vators, conveyers, shaking sieves, and, in 
fact, all of the moving machinery, are 
driven by motors of capacities ranging 
from five to thirty horse-power. 

Not the least important part of this 
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great plant is the pumping machinery, 
which consists of the following units sup- 
plied by the Platt Iron Works, Dayton, 
Ohio: 


Two twelve and eighteen by fourteen 


4. a d 
it i e - 
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seven-and-one-half-horse-power motors. 
The shaft coming in contact with the 
liquor is made of bronze composition. 
One single-stage centrifugal pump for the 
shakers, having a capacity of 400 gallons 
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by eighteen-inch duplex pumping engines 
of the outside centre-packed plunger type, 
each having a capacity of 1,400 gallons 
of water per minute. Three single-stage 


per minute. This is direct connected to 
a fifteen-horse-power motor. 


One single-stage centrifugal pump for, 


discharging slop from the buhr mills, 


SEVENTY-Fiveé-Horse-PoWER VERTICAL INDUCTION Motors BELTED TO Buur MILLS IN 
PLANT OF AMERICAN MAIZE PRODUCTS Company, Rosy, Inv. 


centrifugal pumps for the steeps. each 
having a capacity of 200 gallons per 
minute. ‘These pumps are placed on ex- 
tended bases and direct connected to 


having a capacity of 400 gallons per min- 
ute. The pump is placed on an extended 
base and direct connected to a seventeen- 
and-one-half-horse-power motor. Four 
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single-stage centrifugal pumps for crushed 
corn, each direct connected to a fifteen- 
horse-power motor. One single-stage cen- 
trifugal pump for the starch-breaker, 
having a capacity of 400 gallons per min- 
ute, direct-connected to a fifteen-horse- 
power motor. One single-stage centrifugal 
pump for water, having a capacity of 700 
gallons per minute, direct-connected to a 
twenty-two-horse-power motor. 

The centrifugal pumps are of the bal- 
anced type, with single suction opening. 
The casing is circular and concentric, 
fitted with discharge flange, and with 
feet for bolting to the foundation. The 
suction is on the drawing side and admits 
the water to that side of the casing. It 
passes through cores in the chute case to 
the front end of the impeller, so that the 
impeller has suction on each side and is 
consequently balanced. 

Two eight and eight by ten-inch duplex 
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One ten and ten by twelve-inch duplex 
clapper-valve pump, with slide-valve 
steam end, and brass-fitted clapper-valve 
liquid end. 

The power plant has been designed in 
strict accordance with latest practice and 
possesses many features of special merit. 
In the engine room there is but one large 
main unit, which is a twenty-six and 
fourtv-four by forty-eight-inch Allis- 
Chalmers cross-compound Corliss engine, 
connected to an alternator of the same 
company’s build and having a normal 
rating of 800 kilowatts. The generator 
is a three-phase sixty-cycle machine of the 
revolving-field type and was designed to 
deliver 480 volts’ pressure at a speed of 
ninety revolutions per minute. The rotor 
of the generator is abont seventeen feet 
in diameter and weighs seventeen tons. 
The load carried by this machine is mostly 
power, consisting of 150 motors and rang- 
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pumps and two ten and ten by ten-inch 
duplex pumps, with plain slide-valve 
steam cylinders and piston-packed water 
boxes for operating under a liquid press- 
ure of fifty pounds, with an available 
steam pressure of 130 pounds. 

Six eight and six by ten-inch duplex 
yoke-type pumps for the refinery. Two 
twelve and eight by twelve-inch duplex 
outside centre-packed plunger boiler-feed 
pumps, equipped with chilled-iron plung- 
ers, brass-covered plunger rods and brass- 
bushed plunger glands and boxes. 

Two ten and sixteen by ten-inch duplex 
crank and flywheel vacuum pumps, pro- 
vided with automatic governors. 


ing in capacities from five to seventy-five 
horse-power. There is, of course, a suffi- 
cient number of incandescents to light the 
plant. The lights are carried on three- 
phase feeders and as nearly as possible 
are distributed equally between the phases. 
From four to six hours a day the large 
unit is run on twenty-five per cent over- 
load and apparently carries it with the 
greatest of ease. 

Besides the large unit there is a smaller 
direct-connected set consisting of a four- 
teen by fourtcen-inch Chandler & Taylor 
engine and a three-phase Allis-Chalmers 
revolving-field generator. To this set is 
also belted a thirty-five-kilowatt direct- 
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current exciter. The small set is used 
only at night or any time when there is a 
very small load to carry. When starting 
up the larger unit it is also used for ex- 
citing current, the three-phase alternat- 
ing-current being transformed to direct 
current by means of a fifty-kilowatt 
motor-generator set. The belted exciter 
may also be used, so that there are at 
least two sources of excitation. When 
the large machine is running exciting cur- 
rent is obtained from the motor-generator 
set, the synchronous motor receiving cur- 
rent from the main generating unit. 

For control of the electrical apparatus 
and distribution of the load the station 
has a seven-panel switchboard, which was 
installed by Kohler Brothers, of Chicago. 
The board is equipped with a full line of 
instruments, consisting of ammeters and 
voltmeters of Wagner make, Westinghouse 
integrating and recording wattmeters, a 
Westinghouse synchroscope and power- 
factor indicator. Condit three-pole cir- 
cuit-breakers are installed and Cutler- 
Hammer chain-operated field rheostats. 

In the same room, but at a lower level 
than the power-plant floor, are some of the 
pumps previously mentioned, that is, the 
two pumping engines for water supply, 
the two boiler-feed pumps and the two 
Underwriter fire pumps. In addition to 
the pumps are two Stilwell feed-water 
heaters, with space for a third, and also an 
air-compressor to furnish the shop with 
a supply of compressed air for pneumatic 
tools, ete. 

On account of the large demand for 
steam throughout the plant there are six 
Aultman & Taylor boilers installed, each 
rated at 440 horse-power, set singly and 
each having 4,403 square feet of heating 
surface. The boilers carry a pressure of 
150 pounds per square inch. and five of 
them are in constant operation, with one 
down for cleaning or repairs. They are 
equipped with chain-grate stokers of the 
Mansfield type and are run with natural 
draft supplied by a radial brick stack 
huilt by the Heine Chimney Company, of 
Chicago. The stack is 200 feet high from 
the boiler-room floor, which is six feet 
above grade, ten feet in diameter all the 
way up and has a radial brick lining for 
sixty fect of its height. It is located right 
in the boiler room, midway between the 
two middle boilers, and has a flue open- 
ing on either side with a six-inch baffle 
wall in the middle to prevent interference 
of draft. For a brick stack the location 
is unusual and a peculiar feature is the 
passageways under the stack. These are 
at right angles to each other and are on 
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a level with the boiler-room floor. A 
cable is drawn around the top of the 
chimney and is provided with four points, 
each having a twelve-inch platinum tip. 
Two ground connections are provided and 
the cables are secured to the chimney by 
means of bronze anchor fastenings. 

Special care was taken in the design of 
the breeching, which was built up of brick 
and covered with reinforced concrete. As 
above indicated, there are three boilers on 
each side of the stack, so that there are 
three boilers discharging their gases into 
each breeching. On this account the area 
at the entrance to the stack was made 
equal to three times the area of the out- 
let from the boiler, twice as large between 
the second and third boilers and at the 
first boiler of the same size as the outlet. 
This arrangement gives each boiler an 
equal draft and prevents any choking of 
the gases in its passage to the stack. 

Feed water for the boilers is taken from 
Wolf Lake, which is only a few feet from 
the plant. The water in this smal] lake 
is unusually muddy, and it was necessary 
to install a filtration plant for its purifica- 
tion. The National Filter Company, of 
Chicago, erected the plant. 

For the supply of the entire works the 
water is drawn from the filtration plant 
through a twelve-inch pipe by one of the 
pumping engines previously mentioned. 
To this main supply a four-inch tap is 
made for boiler feed, and before reaching 
the boilers the water is passed through 
the Stilwell feed-water heaters, which are 
twelve feet nine inches high and sixty- 
six inches in diameter. The heaters 
raise the water to a temperature of 200 
degrees Fahrenheit. But little cold water 
is required, however, as the condensation 
from traps and exhaust is usually suffi- 
cient. 

To collect the ashes, each boiler is pro- 
vided with an ash hopper, from which the 
ashes are taken in small dump cars. 
These cars are pulled mechanically out- 
side of the building and the ashes are 
dumped on the premises and used for fill- 
ing purposes. 

As the coal used in the stokers contains 
considerable dust after passing through 
the crushing machine, there is a good 
deal of fine material which will drop 
through the chain grates, and in a great 
many cases is entirely wasted. In the 
plant under description, however, each 
hopper is provided with a plate to divert 
the fine coal dropping through in this 
manner. Provision is now being made to 
convey this fine coal to the elevator and 
eventually return it to the stokers. 
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Two steam headers have been provided: 
the main header, which is sixteen inches 
in diameter, and an auxiliary header, 
eight inches in diameter. With the piping 
arrangement it is possible to utilize either 
header and cut out, if necessary, either 
half of the main header for repairs. From 
one to the full number of boilers can be 
turned onto the headers as desired, and 
there is no danger of any pumping back 
and forth between the boilers from un- 
equal pressures, as each leader is equipped 
with an automatic stop valve. 

Live steam is used to some extent in 
the plant, especially for the fan engines, 
steam dryers and pumps, in connection 
with the drying rooms. Most of the 
steam, however, used for the various proc- 
esses is exhaust from the engine units and 
the pumps. For this reason condensers 
are not installed. This supply of exhaust 
steam is collected in a large eighteen and 
twenty-inch pipe, and at infrequent in- 
tervals, when the steam is not all required 
in the plant, it is exhausted to atmos- 
phere. | 

Of the entire boiler room, the feature 
of chief interest is undoubtedly the coal- 
handling apparatus. This is unusually 
complete for a plant employing only six 
boilers. 

A receiving conveyer has been placed 
parallel with the track on which the coal 
arrives, being between the track and the 
wall of the boiler house. The conveyer is 
provided with a hinged shoveling apron 
placed at an angle of about sixty degrees 
between it and the side of the car. To 
this apron the coal is shoveled and flows 
down on the conveyer, and is carried for- 
ward and discharged to a standard boiler- 
house crusher, operated by a thirty-horse- 
power Allis-Chalmers motor, by which 
mine-run size is reduced to one-and-one- 
half-inch maximum cubes. 

The hopper that receives the crushed 
coal is connected by a chute to a continu- 
ous bucket elevator, which raises the coal 
and transfers it to a flight conveyer ex- 
tending through the boiler house over 
bunkers. It is then delivered by the con- 
veyer through gates placed in the trough 
to such bunkers as it may be desired to 
fill. 

When handling mine-run, the capacity 
of the installation is governed by the 
maximum capacity of the crusher, which 
is from forty to fifty tons per hour. 
When handling fine coal not requiring 
crushing, the capacity is controlled by the 
elevator, namely, from fiftv to sixty tons 
per hour. The system is electrically 
driven throughout with controlling 
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mechanism located inside the ‘boiler 
house. It was installed by the Link Belt 
Company, of Chicago. 

In an installation of this kind, with the 
coal hoppers above the boilers and feeding 
the coal through chutes to the stoker, diffi- 
culty is always experienced in opening or 
closing the gates controlling the supply of 
coal, as they are very apt to wedge or 
become stuck in some way. To prevent 
this and get a straight pull or push on 
the gate, a bell crank-and-screw arrange- 
ment was provided. The screw has only 
five threads to the inch, so that a few 
turns of the wheel will open or close the 
gate. 

Another feature of interest is the poke 
rod. This is provided with a ball which 
will close the opening through which it 
passes and at the same time allow a thrust 
in any direction to start the coal if it 
happens to become lodged at the mouth 
of the hopper. 

The power-house, corn-storage tanks 
and manufacturing buildings are of fire- 
proof construction, and the warehouses 
are of mill construction. All buildings 
are so arranged as to have excellent light 
and ventilation, and the floors of the fire- 
proof buildings are arranged to be flushed 
with water at the close of each day, so 
as to have them at all times in a state 
of cleanliness and perfect sanitary con- 
dition. A complete sprinkler system is 
installed, and with a 50,000-gallon water 
tower in connection with the two fire 
pumps a pressure of 200 pounds is main- 
tained all over the grounds. 

This plant, which was planned and con- 


structed under the supervision of its. 


superintendent, P. L. Saenger, assisted by 
G. C. Welch, S. H. Lanyon and J. J. 
Waechter, is designed to handle 30,000 
bushels of corn daily, the machinery for 
one-half of which has already been in- 
stalled. In completeness and economical 
operation it leaves practically nothing to 
be desired, and the large demand for corn- 
starch and syrups now existing through- 
out the country insures a good market 
both for its products and those of the com- 
pany’s predecessors in this particular field. 
—_—_<-@-—__—_- 

Michigan Telephone Returns. 

In its application to the New York 
Stock Exchange for the listing of addi- 
tional common stock the Michigan State 
Telephone Company gives the following 
statement of income for the four months 
ended April 30 last: Receipts, $1,084,- 
182; total expenses, $807,936; net earn- 
ings, $276,246; interest, $134,433; bal- 
ance for dividends, $141,813; dividends on 
preferred stock, $15,664; surplus, $96,149. 
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THE ADVANTAGES OF MEMBERSHIP 
IN THE AMERICAN INSTITUTE OF 
ELECTRICAL ENGINEERS. 


BY CHARLES B. BURLEIGH. 


The question has frequently been asked, 
What advantage is to be derived from 
membership in the American Institute of 
Electrical Engineers ? 

There can be no question as to the duty 
of every American citizen to support and 
maintain the Supreme Court of the 
United States. Can there, therefore, be 
advanced any legitimate reason as to why 
it is not a duty that he owes, not only to 
himself but to each and every one of his 
associates in the business in which he is 
engaged, for every electrical engineer to 
do his utmost to support and maintain a 
court of last resort, by whom all disputed 
technical questions in electrical engineer- 
ing shall be finally settled; to assist so 
far as in him lies, in removing all elec- 
trical work from the region of guesswork 
to that of certainty, thereby increasing the 
stimulus to the successful investment of 
capital in electrical enterprises; to effect 
a concentration of effort and increased 
mentality excited by generous rivalry ? 

With these objects in view the American 
Institute was formed with the avowed 
purpose of “promoting the arts and 
sciences connected with the production 
and utilization of electricity and the wel- 
fare of those employed in these industries ; 
by means of mectings for social inter- 
course, the reading and discussion of pro- 
fessional papers, and the circulation, by 
means of publications among its members 
and associates, of information thus ob- 
tained.” 

Appreciating this situation, affiliation 
with the organization is not a question of 
what benefit will result to the individual 
but is a duty he owes to the art, to his asso- 
clates and to himself, to do everything in 
his power to aid and assist in the support 
and maintenance of an institution with- 
out which we would all be whirling around 
in our own little circle, duplicating effort, 
narrowing the scope of the art and our 
own fields of usefulness. 

The electrical engineer also owes a duty 
to the public in general, who place in his 
hands the solving of: problems in connec- 
fon with the details of which they are 
totally uninformed, and only by placing 
himself in a position to give them the 
best information procurable can he be 
assured of rendering to them full return 
for the confidence imposed. Again, it is 
Renerally conceded by the world at large 
that the most valuable opinion and judg- 
ment on any class of work is that rendered 
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by the leaders in that profession; for 
which reason the electrical engineer’s 


standing is in a great measure fixed by, 


the recognition of his ability by his 
associates, and only by an acquaint- 
ance with them, thus offering them 
the opportunity to familiarize them- 
selves with his capabilities, can he estab- 
lish his standing, and as the best estimate 
of an engineer as a man and an engineer 
is the opinion of the members of his own 
profession, it is his duty to himself, as 
well as to those from whom he derives 
his livelihood, that he become known to 
and acquainted with his associates. 

Association with the leading organiza- 
tion connected with the business, com- 
posed of men who are recognized by their 
associates as masters of their profession, 
offers the most available opportunity for 
this acquaintance and as rubbing against 
the smutted kettle will besmirch, so will 
close contact with the bright tend toward 
polish mentally as well as physically. 

The benefits. to be derived from this 
association depend largely upon the indi- 
vidual to the extent that if he joins the 
organization, prompted only by selfish 
motives, to receive and not to impart bene- 
fit, he will receive but little, while he 
who connects himself with the association, 
hoping by his work to promote its success, 
receives in return inestimable benefit from 
the fact that his work and his contribu- 
tions tend to make him known to his asso- 
ciates and establish his standing not only 
among them but in the field at large. 

Again, in connection with the different 
matters brought before the organization 
for its consideration, he either attends 
the meeting at which they are presented or 
reads of them in the transactions, and as 
reading any similar article presented 
through the usual channels, forms his 
own opinions on the subjects treated, but 
his connection with this association offers 
him the opportunity to familiarize him- 
self with the opinions of his associates on 
the subject, and by discussing their opin- 
ions, either with them or with himeelf, 
arrives at a much broader understanding 
of the matter. 

As the association aims to take up and 
discuss in its earlier stages of development 
any and all improvements in the art, the 
facilities offered enable the membership to 
keep just a little ahead of the non-mem- 
bers and the public, and prepares them to 
pass judgment on new devices as soon a8 
their practical consideration becomes de- 
sirable. 

The scope of the art is continually 
broadening to such an extent that the 
necessity for specialization is becoming 
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more and more apparent. The closer the 
lines are drawn in this direction the more 
important becomes an organization which 
offers us the facilities for keeping in 
touch with the whole general situation, 
and the more good work can the specialist 
do for the organization and through it for 
the art. 

Having been connected with the elec- 
trical business for some thirty years and 
with the Institute seventeen years, I feel 


that I may be pardoned for a suggestion 


to the older members and a word of ad- 
vice to the younger members of the pro- 
fession. 

To the older members I would say: 

You have seen our profession grow in 


the last thirty years from the electrician 
who could set up and connect the gravity 


cell for the operation of the key and 
sounder to the electrical engineer who can 
carry on his shoulders the water and steam 
power of the world and deliver its useful 
energy at any point where commercial 
conditions make its utilization desirable, 
outstripping by leaps and bounds all other 
engineering professions. 

I may have contributed individually no 
more than you to this marvelous develop- 
ment, but the association of which I am 
a member is in a great measure responsi- 
ble for it, for which reason you owe to it 
in a large measure the henefit you have 
and are receiving from it. You would 
be ashamed to be accused of not paying 
your just debts. Here is one long over- 

ue, and the quicker you settle by adding 
your assistance to the good work in be- 
coming a member the sooner you can look 
everybody in the face and say, “I am in 
part responsible for the results attained.” 

To the neophyte I would say: 

In any line, individual effort is always 
praiseworthy, but team work presents the 
shortest route to success. 

The sooner you connect yourself with 
the Institute the quicker you will begin 
to obtain the best returns from the energy 
you expend in promoting the interests of 
the profession you have entered, to the 
benefit of your employer and to yourself, 
and if you remain in the business you can 
look back with pride, in the years to come, 
to the fact that you have always, from 
the first moment of entering the profes- 
sion, lent your best efforts to the best 
advantage to the advancement of the art. 

You may feel that you have completed 
your education and are now about to reap 
the benefits. Allow me to disabuse your 
mind of this idea. Your education has 
just commenced. Your school and college 
have provided you with an excellent out- 
fit of tools and you are now about to be 
taught how to use them to the best ad- 
vantage. 

The art is progressing and you will find 
that new adaptations require new tools 
not in your chest and membership in the 
Institute will tend to keep your tool chest 
up to date. 
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The Spectrum of Radium Emanation. 

Having secured a preparation contain- 
ing about 250 milligrammes of radium, E. 
Rutherford and T. Rovds seized the op- 
portunity thus offered to study the spec- 
trum of the emanation given off hy this 
preparation. It was found that the mini- 
mum volume of the emanation per 
gramme of radium was not in accordance 
with that to be expected from calculation. 
This emanation was condensed by liquid 
air in an exhausted tube of about fifty 
cubic millimetres capacity, provided with 
thin platinum electrodes. Two photo- 
graphs were taken immediately, one of 
which shows about thirty intense lines 
and the second more than one hundred 
lines. ‘The color of the discharge in the 
tube was bluish. Visible observation was 
also made. When the emanation was con- 
densed in a side tube by means of liquid 
air the character of the emanation of the 
lines vanished. The color of the discharge 
changed completely and became a_ pale 
rose. At the instant of volatilization the 
emanation lines flashed out again. The 
hydrogen lines were visible in the spec- 
trum and became more brilliant when the 
emanation was condensed, These lines 
were not observed in previous experiments 
where an celectrodeless discharge took 
place and they were probably ‘due to 
hydrogen given off by the platinum elec- 
trodes. It was noticed that the amount of 
pure emanation in the tube gradually 
diminished with the increase of the time 
of the discharge. The spectrum, how- 
ever, persisted until all of the emanation 
had been driven into the walls of the tube. 
The wave-lengths of the lines of the plate 
were accurately measured, the results 
agreed fairly well with the determina- 
tion made by Ramsey and Collie in 1904. 
—Abstracted from Nature (London), 
July 9. 

< 


Apparatus for Checking the Adjust- 
ment of Automatic Oil-Break 
Switches. 


It is very desirable that some means 
should be provided for enabling the ad- 
justment of automatic oil-break switches 
to he checked quickly from time to time. 
These switches are operated automatically 
by means of trip-coils which are excited 
from a source of continuous current or 
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alternating current. When direct-current 
tripping-coils are used it is an easy matter 
to test them to see if they are in order. 
In fact, it is common practice to arrange 
a push button for the contacts of the con- 
trolling relay, thus exciting the trip-coil 
and operating the switches. But when 
alternating-current trip-coils are used it 
is not so easy to test them. Such coils 
are fed very often directly from the sec- 
ondary of a current transformer without 
an intermediary controlling relay. There 
is not sufficient current to operate the re- 
lay passing through the trip-coil until 
there is an overload. Under ordinary 
circumstances it is not possible, without 
making special arrangements, to get suffi- 
cient current through the trip-coil to cause 
it to operate. A means of doing this has 
been devised by C. C. Gerrard. For this 
purpose an adjustable choke-coil is used. 
It mav be fed from a source of low-ten- 
sion alternating current of, say, 200 volts. 
By means of an adjustable core a second- 
ary current may he obtained within fairty 
wide limits. The apparatus is used as 
follows: about once a month the current 
transformer is short-circuited and discon- 
nected from the trip-coil. The latter is 
then connected by means of a core through 
the choke-coil to a low-tension circuit. 
By varving the adjustment of the core it 
is easy to determine the current required 
to open the switches.—A bstracted from 
Electrical Engineering (London), July 3. 
< 
The Oscillatory Character of 
Lightning. 

A brief review is given here of a paper 
read recently by Dr. Bernbach before the 
German Technical Association, in which 
the author discusses the character of 
lightning. He argued, on the whole, 
against the oscillatory character of light- 
ning discharges. Theoretically a dis- 
charge should be oscillatory when the re- 
sistance term of the impedance is less 
than the reactance term. As the resist- 
ance of air is very great and the capacity 
is likewise great, while the self-induction 
is probably small, it is hardly probable 
that the second term of the impedance 
should become larger than the first: the 
value will, therefore, remain positive and 
oscillatory discharges should not be ex- 
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pected. Dr. Bernhach contended that 
photographs of lightning flashes do not 
show any such oscillations. Such photo- 
graphs sometimes show a number of suc- 
cessive discharge pulses, following about 
the same paih. The seeond flash path 
being longer than the first. The ramifica- 
tions of a light discharge do not mark any 
change of polarity and when photographs 
show bright spots, it is probable that these 
portions of the discharge appear brighter 
because the direction of this part of the 
path is more’ or less toward the camera. 
The well-known Leyden jar experiments 
of Lodge illustrating the peculiar, ap- 
parently capricious, deviations of the 
spark from its natural path do not neces- 
sarily demonstrate any oscillations in the 
currents, The resistance effect of con- 
ductors must be taken into consideration 
not only with high-frequency currents, but 
with very intense direct-current. discharges 
at avery rapid rate. Although the induct- 
ance may be small the rate of change of 
current may be large and there is trust- 
worthy evidence of lightning currents of 
more than 20,000 amperes, the time limit 
being about one minute-—A bslracted from 
Engineering (London), July 10. 
d 
A New Development in Cross-section 
Paper. 

A method of using cross-section paper 
ix described here by Henry Hess, which 
enables the user to deduce easily the 
equations for any curves of the first or 
second degree. Two kinds of paper are 
used, that usually called cross-section, or 
more properly co-ordinate paper, in which 
the divisions are uniformly spaced and 
that in which the ruling follows a logarith- 
mic seale. The first kind is suitable for 
curves of the first degree. The usual 
scales, running, sav, from one to ten and 
starting at the lower left-hand corner, are 
marked off and in addition two other 
scales are added, in this case running 
from zero to one, in tenths and starting 
at the lower right-hand corner for the 
seale of ordinates and at the upper right- 
hand corner for the scale of abscissas. 
The usual scales are employed when 
plotting the curves. The additional scales 
are used for finding the constants and 
exponents of the variables. The method 
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consists in plotting a secondary curve 
parallel to the primary curve, or making 
the same angle with the axes, and passing 
through the origin. The secondary line 
gives the value of y in the equation 
a= yb + z. While the value z is given 
hy the distance of the intercept of the 
curve from the axis of ordinates, the 
slope of the curve determines the signs 
of the different terms. The method of 
employing the logarithmic paper is the 
same, except that this is used when the 
curve is not of the first degree. The 
general equation being a = yb” + z. 
The advantage of the logarithmic paper 
is that the equations then may give 
straight lines and the intercept of these 
lines with the new scale at the top or 
right gives at once the exponent of the 
second term of the equation. When a 
constant term enters into the equation the 
curve plotted on logarithmic paper is no 
longer a straight line, but a secondary 
curve of the former, which will be a 
straight line, is easily plotted. The 
author shows how the equations most en- 
countered in engineering work are easily 
deduced without it being necessary to 
apply the tedious algebraic process.—A b- 
stracted from the Proceedings of the 
Engineers’ Club of Philadelphia, Phila- 
delphia, April. | 


Flywheels or Storage Batteries for 
Equalizing Fluctuating Loads. 
Flywheel storage systems have recently 

heen coming extensively into use for tak- 

ing up fluctuations of loads, especially in 
connection with mining work. This ar- 
rangement is thought by G. C. Allingham 
to be best adapted to equalizing the power 
demand of an individual machine which 
goes through a definite eyele of operations 
—Which is repeated so that very short 
periods of heavy and light loads recur 
alternately in regular succession. In such 
cases the actual amount of energy that is 
to be stored is small, although the power 
to be dealt with is large and this energy 
must be stored for but a short time. For 
‘uch arrangements it is possible to work 
the flywheel equalizer at a comparatively 
low factor. On the other hand, where the 
lads are irregular in frequency and 
amount, and where they last for longer 
periods or occur in rapid succession and 
may also be separated at times by com- 
paratively long periods of light load, the 

Aywhee] equalizer is not suitable on ac- 

count of the small amount of energy it is 

Capable of storing and its heavy no-load 

running losses. In such cases the load- 

factor of the equalizing plant is of neces- 
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sity low and the constant running loss 
being high the work efficiency must con- 
sequently be low. Haulage gear is an in- 
stance of a machine whose load curve is 
usually extremely irregular and for which 
flywheel storage would therefore not be 
well adapted; a coal cutter is another in- 
stance. The alternative to flywheel stor- 
age is the use of a storage battery in com- 
bination with an automatic reversible 
booster. This is more expensive than the 
flywheel, but it has the advantage of being 
able to store sufficient energy to deal with 
anv combinations of peaks and depressions 
in the load curve that can possibly occur. 
Its no-load running loss is insignificant 
and the working efficiency is almost in- 
dependent of the load factor. It has the 
additional advantage of acting as a re- 
serve in case of a breakdown or of an un- 
usually heavy load on the generating 
plant, making it possible to shut down the 
generating plant entirely at times of light 
load. There are now svstems adapted to 
equalize the loads on alternating-current 
circuits, so that the battery can, without 
difficulty, be applicd in just such cases as 
lead to development of the flywheel stor- 
age system.—Abstracted from the Elec- 
trician (London), July 10. 


The Equipment of Farms and Country 
Houses with Electricity. 


A machine which may be substituted for 
manual labor should be of great value to 
the land owner to-day because of the dif- 
ficulty of obtaining satisfactory farm- 
hands. In this article Putnam A. Bates 
contends that this want is largely supplied 
by the electric motor and that the latter 
may be expected to relieve the farmer or 
dairy man of much of the hard work con- 
nected with his business. One difficulty 
which retards the rapid introduction of 
the motor for this purpose is the high 
cost of energy in rural districts so that 
some means of reducing the expense of 
running motors seems necessary. In the 
last few vears the smal] internal-combus- 
tion engine and the storage battery for 
stationary service have been so much im- 
proved and simplified as to cause them to 
compare favorably with the better-known 
types of power-producing apparatus in re- 
liability of operation and first cost. The 
simplicity of this engine and of the stor- 
age battery, together with the economy of 
fuel consumption of the engine and the 
efficiency of the battery as a device for 
storing energy and delivering it when 
needed and in the quantity required, re- 
sults in a low operating cost. Still another 
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promising source of power for such sinall 
plants is the small water powers scattered 
throughout the country, many of which 
have been already developed but aban- 
doned for mill purposes because it was 
found to be impossible to compete 
with larger mills. It is evident, there- 
fore, that those not reached by re- 
liable and low-priced electrie service 
may still avail themselves of the elec- 
trie current and obtain the many con- 
veniences which it contributes, at a cost 
which should seldom exceed that of an 
equivalent service from a public-service 
electric plant. This, of course, will de- 
pend upon the design of such small] iso- 
lated plants. Suitability to the require- 
ments is more important in such plants 
than in larger ones where the load is more 
elastic and may be controlled to a con- 
siderable extent. Many small power plants 
have been abandoned as unsatisfactory 
and extravagant after a short period of 
operation or are being run at excessive 
cost with little satisfaction, for no other 
reason than that the apparatus installed 
is not well suited to the load. For this 
reason it is inadvisable to decide the 
question in an offhand way and leave the 
installation of the equipment to the con- 
tractor since, no matter how honest the 
latter may be, he is seldom capable of 
giving the little plant the engineering con- 
sideration which it should have. Fre- 
quently it is said that the cost of lighting 
by electricity, in spite of its cleanliness 
and convenience, is too great when com- 
pared with gas, but if the incidental ex- 
penses resulting from the use of gas are 
included in the estimates, it would not 
infrequently be found that the electric 
system is, on the whole, considerably 
cheaper. On the farm there is the great- 
est opportunity for a successful applica- 
tion of electricity, because in addition to 
the lighting which, if undertaken alone 
might not be successful, there are manv 
opportunities for using the small electric 
motor. The author has himself been en- 
gaged in work of this kind for several 
years past and is convinced that electric 
power may often be applied profitably to 
such work. To illustrate his point he 
describes several installations, some of 
them on farms and in dairies and one of 
them at a large country home. Each 
case shows a surprising number of uses 
of the motor. The best arrangement. is 
a gas or oil engine driving a generator 
charging a storage battery. The latter 
should be large enough to supply the 
lighting at night and light loads during 
the day. Such an equipment is not ex- 
pensive and requires but little attention 
and that not of an experienced kind.— 
Abstracted from the Journal of the Frank- 
lin Institute, Philadelphia, July. 
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The Universal Electric 
Storage Battery. 

The Universal Electric Storage Battery 
Company, 65 North Peoria street, 
Chicago, Ill., has developed an ignition 
battery’ in which especial attention has 
been paid to overcoming the mechanical 
defects which exist in so many types. 
This battery is sealed, so that the corro- 
sive acid can not spill nor slop over even 
if the battery is violently shaken, the 
sealing compound being an especially 
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‘*UNIVERSAL” ELECTRIC STORAGE BATTERY. 


strong, smooth and adherent mixture of 
the company’s own discovery. The hard- 
wood box protects the rubber jar contain- 
ing the element from breakage from sud- 
den shocks. The terminal posts are 
strong and entirely non-corrodible, being 
made of alloy and hard rubber, both of 
which are unaffected by acid. 

The electrodes are of the most modern 
type, and very carefully constructed. 

The standard six-volt, sixty-ampere- 
hour size is suited not only for ignition, 
but for all sorts of medical and surgical 
use, for running phonographs, exploding 
blasts, and lighting miniature lamps. 

— 0 
The New Helios Ignition 
Battery. 

The -Helios Manufacturing Company, 
Bridesburg, Philadelphia, Pa., has placed 
on the market a new ignition battery 
which is being received with a great dea! 
of satisfaction by contractors in general. 
Quite a business is being built up furnish- 
ing these ignition batteries for automobile 
service and selling them in conjunction 
with small lighting units and for the oper- 
ation of electrical toys, electrical pianos 
and other light work. The Helios battery 
consists of very few parts, and the com- 
pany is able to produce the battery at a 
low cost. 


MECHANICAL APPARATUS 


The battery is equipped with a new 
type of rubber case, so constructed that 
it is strong enough to be used without any 
auxiliary support. It is supplied with 
soft-rubber rests and a guard band, re- 
lieving the battery from sudden jars in 
rough handling. It is furnished with 
terminals of an improved type that can 
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not become loose nor affected by the acid 
fumes. It is built in the following capac- 
ities: Four volts, thirty ampere-hours, 
twelve pounds; six volts, thirty ampere- 
hours, seventeen pounds; four volts, sixty 
ampere-hours, seventcen and one-half 
pounds; six volts, sixty ampere-hours, 
twenty-six pounds: four volts, eighty am- 
per-hours, twenty-three pounds; six volts, 
eighty ampere-hours, thirty-three pounds. 
a ee ee 

The Victor Portable Polishing 

Outfit and Air-Compressor. 

The Victor Electric Company, 55-61 
Market street, Chicago, lll., is the manu- 
facturer of two electrical devices which 
meet many of the requirements of the con- 
tractor for shop and factory use and for 
executing orders in connection with the 
wiring and fitting up of residence installa- 
tions. The Victor portable polishing out- 
fit is neat and powerful, is used prin- 
cipally for cleaning and polishing, and is 
portable enough to be carried anywhere. 
It can even be swung from the back of 
the operator, carried on a carrying strap 
and belt. The flexible motor shaft enables 
the operator to reach everything within 
a number of feet of the motor, and a 
ten-foot cord attached to the nearest elec- 
tric socket gives a wide radius of opera- 
tion. With this outfit metal fixtures, 
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signs, railing and parts of machinery can 
be easily cleaned and polished in a small 
fraction of the time necessary to do it 
properly by hand. 

The motor develops one-eighth horse- 
power, and the entire outfit weighs less 
than twenty pounds. The buffer and 


brushes can be easily and quickly changed. 
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THe VICTOR PORTABLE PoLisnine OUTFIT. 


The air-compressor was designed to 
meet the demand for an outfit capable of 


THE VICTOR ArR-COMPRESSOR. 


supplying a moderately large volume of 
compressed air at a pressure up to seventy- 
five pounds. It is supplied with two pis- 
tons having two-inch bore by two-and-one- 
half-inch stroke, and can be safely op- 
erated at a speed of 275 revolutions per 
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minute. The motor furnished with the 
direct-current outfit is capable of develop- 
ing one-half horse-power, and the winding 
is calculated especially for this work. 

The company manufactures several 
other types of air-compressors, particu- 
larly for dentists and physicians. The 
company also manufactures the com- 
pressor just described mounted on a truck 
with a pressure regulator and reservoir. 

— 0 
Some Dale Designs for Tung- 
sten Lamps. 

The Dale Company, Ninth avenue and 
Hudson street, New York city, has been 
at work for some time developing a line 
of fixtures adaptable to the use of the 
new high-efficiency lamps, and has pro- 


New STYLE DALE HOLDER. 


duced several specialties adapted to take 
tungsten lamps. Particular attention is 
called to the new style shade-holder and 
adapter illustrated herewith. No adjust- 
ment of any kind is necessary with this 
two-and-one-quarter-inch holder, which 
goes on the socket easily and firmly and 
holds the shade rigidly. 


New Dave TUNGSTEN ADAPTER. 


The adapter for tungsten lamps is a 
simple device which can be used in clus- 
ters or fixtures where lamps are at an 
angle, making it unnecessary to recon- 
struct or rewire the fixture. 

These devices have met with instant 
Success and are being used by central sta- 
tions, electrical contractors, jobbers and 
supply men all over the country. But 
devices are labor and money-savers and 
increase materially the opportunities for 


the use of electricity, 
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Tubular Steel and Iron Poles. 

The Pittsburgh Pole and Forge Com- 
pany, Pittsburg, Pa., is the manufacturer 
of steel poles and forgings of every de- 
scription. The company is introducing a 
line of. tubular iron poles, trolley poles, 
rail benders and car forgings. The ac- 
companying illustrations show the style of 
pole made by this company, attention be- 
ing particularly directed to the form of 
joint used. The tubular steel or iron pole 
for light and power plants has many ad- 
vantages. The obstacle preventing the 


PITTSBURGH STANDARD COMBINATION SPAN AND 
Lient POLE. 


use of tubular iron poles for high-tension 
transmission work has been overcome by 
the Pittsburgh Pole and Forge Company 
by its patent hot process of making a solid 
swaged joint of the same diameter and 
thickness for the entire length of joint. 
It is impossible to telescope the pole either 
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by overload or drop test. Under hydraulic 
pressure the pole will bend before the joint 
will give way. It is also stated that this 
joint is proof against corrosion by water. 
ea 
Magnalium. 

Magnalium is an aluminum alloy which. 
promises to fulfil many of the expectations 
which have been based in the past on the 
utilization of aluminum. Magnalium can 
be cast in a liquid condition, and the 
castings machined with about the same 
facility as brass. The machined surfaces 
are mirror like and of 
a silvery color. Screw 
threads can be easily 
and perfectly cut, and 
bored holes are always 
sharp and clean. The 
metal does not. clog 
even a very fine file. 

When magnalium is 
cast in dry sand it 
usually has a tensile 
strength of 18,000 to 
21,000 pounds per 
square inch, and shows 
a reduction area of 
three and one-quarter 
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PITTSBURGH SoLID-JorNT TUBULAR Pouer. 
per cent. Cast in an iron chill, it 
tensile strength of 22000 to 
25,000 pounds per square inch, with a 
reduction of arca of five per cent to eight 
per cent. The tensile strength of one 
quality of magnalium containing a some- 
what smaller percentage of aluminum 


has a 
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equals about 34,000 pounds per square 
inch. This can be increased to about 
42,500 pounds per square inch by proper 
treatment. 

Wire drawn from one quality of this 
alloy has a tensile strength of 41,000 
pounds per square inch, with a reduction 
area of ten per cent. It will stand a 
tensile strain of 53,000 pounds if the raw 
material has been forged before drawing. 

Magnalium shows almost no magnetic 
influences, but its electrical conductivity 
is about fifty-six per cent of that of pure 
copper. 

Morris R. Machol, 32 Park Place, New 
York city, is the American agent for the 
magnalium process. 

— 0 
Electrical Equipment of the 
Southern Lumber Company’s 

Piant at Bogalusa, La. 

One of the most important electrical 
installations of recent times is that re- 
cently completed by the Great Southern 
Lumber Company, at Bogalusa, La. The 
importance arises not only from the fact 
that this is the first installation of this 
kind in that section of the country, but 


because it is the largest electrically 
equipped wood-working plant in the world. 
TY) i . > . 
le enormous capacity of this plant has 
made it necessary to cover a large area, 
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The electric drive, when properly in- 
stalled, does away with long lines of shaft- 
ing and multitudes of hangers, journal 
boxes, etc., which have to be continually 
looked after and kept in repair. It fur- 
ther does away with a great number of 
expensive belts, which frequently break 
and have to be renewed or retightened 
owing to various conditions which must 
be anticipated. 

It is not possible to eliminate all belt- 
ing in a wood-working plant where electric 
motors are used as, for example, the small 
machines in the filing room which may be 
grouped so that several operate from one 
motor, or the lumber sorters, blowers and 
stackers may require short lengths of belt- 
ing, but even in this case long lines of 
shafting and gearing may be eliminated. 
The excellent arrangement and consequent 
economy of operation of this plant, secured 
by direct drive, is in a great part due to 
the efforts of G. U. Borde, of New Or- 
leans, who acted as consulting 
engineer for this company. 

The entire 1,500 horse-power 
for use about the mill is generated 
at a central point by General 
Electric generators and is dis- 
tributed through cables to motors 
located at the machines to be 
driven. The 


three generators, 


— 
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The wood-working machinery, furnished 
by the Berlin Machine Company, as well 
as the auxiliary apparatus and sizes of 
motors, is listed in the following table: 


PLANING MILL NO. 1. 


13 16-inch No. 238 trim saws, each direct- 
coupled to five-horse-power, 1,200-revolu- 
tions-per-minute motor. 

17 No. 94 planers and matchers, each direct- 
coupled to thirty-five-horse-power, 900- 
revolutions-per-minute motor. 

2 No. 266 three-saw gang edgers, each belted 
to thirty-five-horse-power, 900-revolutions- 
per-minute motor. 

1 64-inch No. 285 band, rip saw, direct- 

coupled to fifty-five-horse-power, 514-revo- 

lutions-per-minute motor. 

44-inch No. 283 band rip saw, direct- 

coupled to twenty-five-horse-power, 600- 

revolutions-per-minute motor. 

44-inch No. 281 band rip saw, direct- 

coupled to twenty-five-horse-power 600- 

revolutions-per-minute motor, 

1 30-inch No. 177 double surfacer, direct- 
coupled to thirty-five-horse-power, 900- 
revolutions-per-minute motor. 

8 double 70-inch Sturtevant blowers, each 
direct-belted to 150-horse-power, 600-revo- 
lutions-per-minute motor. 

All machinery in the filing room is con- 
nected with line shafting, belted to a ten- 


p= 


p= 


—— 
FOURTH STREKT 


A—Power-House; B- Saw Mitt; E—Latu Mri; F—BLACE- 


SMITH SHOP ; G—-TURPENTINE Pant; H—PLantnc MILL; K—Kiin BATTERIES; L—Rovca LuMBER SHED; M—MAIN PLanine MILL. 


consequently considerable of the wood- 
working machinery is located at such a 
distance from the main sawmill that the 
transmission of power would be almost 
impracticable through any other means 
than by the application of electric motors. 

A practical mill man will readily under- 
stand that there are a large number of 
complications required where rope trans- 
mission is used and that such a system 
only multiplies the use of belts, pulleys, 
hangers, etc., as well as adds to the cost 
of help necessary to keep such apparatus 
in working order. 


direct- driven by slow-speed engines 
and delivering current to the line at 
2,300 volts are excited by current from 
two direct-current marine-engine sets 
shown in the foreground of Fig. 2. 
The entire current is carried to the 
mill through cables in underground steel 
conduits. The heavy black line running 
to the left from the power-house in Fig. 
1 shows the course of the underground 
conduit supplying the two planing mills, 


sorter and stacker and ending with the 


forty-two motors in the main planing 
mill. 


horse-power, 
motor. 


1,200-revolutions-per-minute 


PLANING MILL NO. 2. 


8 No. 94 planers and matchers, each direct- 
coupled to thirty-five-horse-power, 900-revo- 
lutions-per-minute motor. 

44-inch No. 281 band rip saw, direct- 

coupled to twenty-five-horse-power, 600- 

revolutions-per-minute motor. 

4 16-inch No. 238 trim saws, each coupled 
to five-horse-power, 1,200-revolutions-per- 
minute motor. 

1 double 70-inch Sturtevant blower, direct- 
coupled to 150-horse-power, 600-revolutions- 
per-minute motor. 


pá 


PLANING MILL ON TIMBER DOCK. 


1 30-inch by 20-inch No. 1 timber sizer, di- 
rect-coupled to eighty-five-horse-power, 900 
revolutions-per-minute motor. 
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1 No. 94 planer and matcher, direct-coupled 
to thirty-five-horse-power, 900-revolutions- 
per-minute motor. 

1 double 60-inch Sturtevant blower, direct- 
coupled to 150-horse-power, 600-revolu- 
tlons-per-minute motor. 
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Fic. 2.—POowER-LLOUSE OF GREAT SOUTHERN LUMBER 


COMPANY. 


Fie. 4.—SturtEvaNT BLOWER, BELT-CONNECTED TO 
GeNeRaL Erectric 150-Horsk-PowER INDUCTION 


MOTOR. 


Fic. 6.—BrRLIN BAND REsAW SHOWING INDUCTION 
MOTOR AND MOTOR STARTER. 


DRY LUMBER SORTER. 


Dry lumber sorter, driven by one thirty-five- 


horse-power, 900 - revolutions - per - minute 
belted motor. 


LUMBER STACKERS. 


8 lumber stackers, driven by eight twenty- 


five-horse-power, 600-revolutions-per-minute 
belted motors. 


FUEL CONVEYERS. 


2 fuel Conveyers, driven by two thirty-five- 


orse-power, 900 - revolutions - per - minute 
belted motors, 


CENTRIFUGAL PUMPS. 


2 pate centrifugal pumps for pumping into 
S DAS, each rece coupled to eighty- 
- ower J -per- 
moor , 120-revolutions-per-minute 
= MACHINE SHOP. 
Wo-horse-power motor connected to up- 


right drill 


two. 
cathe ee Power motor connected to bolt 
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1 seven-and-one-half-horse-power motor con- 
nected to planer. 

1 two-horse-power motor connected to pipe 
machine. 

1 two-horse-power motor connected to pipe 
machine, 
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INDUCTION MOTOR. 
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DUCTION MOTOR. 


1 three-and-one-half-horse-power 
motor connected to shaper. 
1 five-horse-power motor connected 


to radial drill. 
1 three-and-one-half-horse-power 
motor connected to machine lathe. 


RELAY BLOWER STATIONS. 


1 double 70-inch Sturtevant blower, 
belted to 150-horse-power, 600- 
revolutions-per-minute motor. 


Transformers inside the mills 
reduce the pressure to 440 volts, 
at which pressure the motors 
driving the various mill ma- 
chines are operated. All of the machines 
in the three mills of this plant are driven 
by the General Electrice Company's form 
M induction motors which, on account of 
their extreme simplicity and sturdiness, 
are especially suited to this class of work. 
Moreover the electrie motor of such sizes 
as are used in this work is essentially a 
high-speed, high-efficiency machine, mak- 
ing it not only possible but highly de- 
sirable to connect this direct to the shaft 
of the tool to be driven. This has been 
done in all except a few instances, as the 
higher efficiency obtained with the absence 
of long belts and lines of overhead shaft- 
ing more than justifies the extra first cost 
for individual motors. Saws, shapers, 


Fie. 3.—Beruin Banp Resaw, Drrect-CoNNECTED 
TO GENERAL ELECTRIC FiFTy-FIVE-HorsE-POWER 


Fig. 5.—TmBer SIZER, DIRECT-CONNECTED TO GEN- 
EKRAL ELECTRIC EIGHTY-FIVE-HORSE-POWER IN- 
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joiners, are all connected direct to the 
driving motor. The good lighting and 
entire absence of belts are well shown in 
Fig. 3, which illustrates the direct motor 
drive to one of the Berlin band 
rip saws. 

The dust, which is generally 
such an obstacle to the satis- 
factory operation of planing 
mills, is removed by electricity. 
Seven double blowers are 
driven by 150-horse-power mo- 
tors drawing the dust up 
through a system of pipes. 
These blowers are distributed 
through the mill as follows: 

One in each of the small 
planing mills H and I shown 
in the diagram, two in the 
rough lumber shed and three 
in the main planing mill. 
About eight ounces pressure is 
maintained by these, which not 
only carries away dust and fine 
shavings but also knots and 
large chips. One of these 
large blowers is shown in Fig. 
4 and the arrangement of the 
pipes is well shown in Fig, 3. 

Fig. 5, showing an eighty- 
five-horse-power motor con- 
nected to a timber sizer, gives 
a very good idea of the simplic- 
ity and compactness of this 
form of drive. This sizer is in the planing 
mill on the timber dock as shown in the 
diagram. 

Each of the motors is supplied with a 
starting device and protecting fuses at the 
motor so that each machine is a plant in 
itself and practically independent of the 
other machines. Fig. 6 shows one of 
these starting compensators connected to 
a motor driving a band edger. The 
fuses at each machine protect that motor 
and its cable from internal injury, and as 
the cables are encased in iron conduits 
fire danger is eliminated. 

The entire installation is one that ex- 
emplifies the best, the most economical 
methods of handling lumber, and the 
cleanliness and flexibility secured by the 
improved methods used are making the 
dusty sawmills of the past more and 
more uncommon, 

— 0 
The Electric Club of Chicago. 

The Electrie Club, of Chicago, IH., is 
to be addressed at its August meeting by 
Wiliam D. Day, contract agent of the 
Sanitary District of Chicago, on the sub- 
ject of disposing of the current generated 


at the hydroelectric development at Lock- 
port. 
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Westinghouse Nernst Lamps. 

Some interesting developments have 
been taking place in the laboratory of the 
Nernst Lamp Company, lately, and as a 
result, it is now only a question of the 
time required to perfect manufacturing 
detail, until the company will show some 
entirely new units. 

The Nernst Lamp Company, it will be 
remembered, was the pioneer in bringing 
out a high-efficiency incandescent unit, 
when the original lamp was put on the 
market, and for some time thereafter it 
stood alone in the high-efficiency field. 
Then came in fast succession, the metal- 
lized filament, the tantalum and the tung- 
sten. Undoubtedly, besides bringing 
about a reduction in lighting bills that 
opened up new fields for many central 
stations, the Nernst had its effect in 
stimulating the developments referred to 
above. 

Its own further development in point of 
efficiency is a matter that has been looked 
forward to with considerable interest, for 
the Nernst system has many advocates. 

_ One of the new units which is now 
ready for the market, it is stated, shows 
a mean hemispherical efficiency of 1.12 
as against 1.65 shown by the correspond- 
ing old unit. This represents an improve- 
ment of thirty-two per cent and will make 
competition very close. When the circum- 
stances are taken into consideration, this 
improvement not only does not seem ex- 
traordinary, but it indicates that a still 
higher efficiency may yet be reached. Just 
as the efficiency of a filament lamp de- 
pends upon the material of which the fila- 
ment is made, so does the efficiency of the 
Nernst depend upon the glower material. 
This material is still in the development 
stage and there are so many different ele- 
ments that may be used, offering so many 
different combinations that the present 
combination representing a thirty-two per 
cent increase, may be looked upon as only 
a step in its final development. 

There are other features besides effi- 
ciency, however, that must be taken into 
consideration in selecting a lighting sys- 
tem. Maintenance is scarcely of less im- 
portance. In fact, maintenance must be 
added to efficiency to get the total oper- 
ating cost per kilowatt-hour before a just 
comparison of systems can be made. The 
new single-glower units, of which there 
are four, i.e., sixty-six, eighty-eight, 110 
and 132-watts, respectively, are to be pro- 
vided with screw base renewals; that is, 
the renewal part of the lapp ‘will be 
screwed into place just as in crdinary 
incandescent-lamp practice. This repre- 
sents a marked improvement in Nernst- 
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the debatable questions in connection with- 


the Nernst system. Because it is an inter- 
mediate system between the ordinary in- 
candescent and the arc, human nature 
naturally expects it to have all the ad- 
vantages of the former and none of the 
disadvantages of the latter. As a matter 
of fact, its maintenance has shown up 
satisfactorily in large installations justify- 
ing an attendant and in small installations 
having a maintenance contract with the 
lamp company or a local lighting com- 
pany. It is chiefly from isolated instal- 
lations where some one unfamiliar with 
electricity undertakes to look after the 
lamps, that criticism has come. Such as 
these will find in the new renewals some- 
thing that they can handle without doubt 
of obtaining satisfactory results. 

A point to the advantage of the 
Nernst system is its wide range of units 
giving uniform illumination throughout 
an installation, including windows and the 
exterior, no matter how diverse the re- 
quirements. The new units with four dif- 
ferent sizes in the single-glower, will 
further increase this range. Taste in illu- 
mination varies all the way from an en- 
tirely concealed system to myriads of 
small units peeping out from every point 
that will hold a lamp. The Nernst sys- 
tem is applicable to practically every ef- 
fect except the latter extreme, which more 
properly comes under the head of decora- 
tion than of illumination. 

Downward distribution remains a 
prominent characteristic of the system, 


rendering the use of reflectors entirely 
unnecessary. 

When the Nernst system was first intro- 
duced it was badly handicapped by being 
suitable for alternating-current circuits 
only. A couple of years ago direct-current 
lamps were brought out and proved suc- 
cessful. The new units will operate equal- 
ly well on either alternating or direct 
current, 110 or 220 volts. 


SEEE 
For Squealing Commutators. 
The Joseph Dixon Crucible Company, 
Jersey City, N. J., reports that its graph- 
ite brushes, which -are made in only one 
quality, are giving most excellent satis- 
faction. They frankly acknowledge in 
their literature that a one-quality brush is 
not adapted to all conditions, but do say 
where their brushes are adapted they give 
unexcelled service. Their use results in 
the commutator’s taking on in a short 
time a highly polished surface, smooth and 
well rounded. They state that since the 
installation of their own electric plant 
some eight years ago, they have not had 
occasion to turn down their commutators, 
and reasonably attribute the condition of 
the commutator to the use of their graphite 
brushes. 
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The Federal Cartridge 
Ground Plate. 

The Federal cartridge ground plate 
commends itself to all practical men who 
have wrestled with the problem of making 
satisfactory ground connections in either 
telephone, street railway or electric light- 
ing work. By its use a practically perfect 
ground can be secured at a minimum of 
expense and trouble. 

This device is gotten up in standard 
sizes with a specific area of plate and size 
of ground wire. The copper surface is 
completely covered with the proper grade 
of charcoal for securing the best ground. 
The whole is incased in a netting which 
holds the charcoal securely in place while 
handling, but breaks down when installed, 
allowing the earth to mix with the finely 
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TYPICAL MULTIPLE. INSTALLATION CARTRIDGE 
GROUND PLATES. PATENTED. 


divided charcoal. The netting is meant 
to disintegrate rapidly as soon as the 
cartridge has been buried in moist earth. 
The heavy copper ground wire is firmly 
secured to the copper plate through its 
entire length so that there is no chance 
for a break or loose connection. 

Each complete plate is put up in 4 
cylindrical cardboard case which is for 
transportation only and is, of course, re- 
moved when the plate is put in the ground. 
The hole can be made easily with a stand- 
ard post-hole digger so that the labor of 
installing is light. 

The manufacturers suggest that a piece 
of fibre conduit be used to protect the 
wire from the ground plate to a point well 
above the surface of the ground. A rope 
drain fitted on the post or wall will lead 
considerable rainwater into this fibre con- 
duit and so direct to the ground plate, 
insuring moist earth around the plate. 

This ground plate is manufactured by 
the Federal Electric Company, Lake and 
Desplaines streets, Chicago, Ill. 
lamp practice and will not only reduce the 
cost of maintenance but will permit it to 
be done by any one. 

Maintenance has always been one of 
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A NEW FORM OF DIRECT - CURRENT 
AMMETER AND VOLTMETER. 


BY P. MAO GAHAN. 


There exists a considerable demand for 
a line of small-size direct-current switch- 
board ammeters and voltmeters of the 
highest grade and accuracy, so constructed 
as to be low in price. 

Recent improvements in factory meth- 
ods and in design features by the Westing- 
house Electric and Manufacturing Com- 
pany have rendered possible the production 
of asmall-sized switchboard instrument of 
the permanent-magnet type, at a price as 
low as that of the best moving iron in- 
struments previously available. The result 
has been the instruments herein described, 
which possess unique features and advan- 
tages not previously obtained with any 
type of construction. These instruments 
are made as ammeters and voltmeters and 
are mounted in neat black Electrose cases, 
five inches in diameter, rear-connected, 
with circular beveled-glass front-plates. 
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Fic. 1.—WESTINGHOU8SE Direct-CURRENT 
VOLTMETER. 


The use of a case made from insulating 
material instead of metal gives a degree 
of insulation not usually found in small 
instruments. Owing to the peculiar self- 
shielding form of the permanent magnets, 
an iron case is not necessary for shielding 
against the effects of external fields. 

The meters are supported by means of 
brass studs projecting from the rear of the 
case, serving at the same time as terminals. 
| The voltmeters are made self-contained, 
including Tesistance, in any capacity as 
high as 300 volts, and the ammeters arc 
operated from external shunts, the shunts 
of the capacities up to and including 
seventy-five amperes being mounted di- 
rectly on the meter studs. | 

The scale divisions are uniform and the 
total length is almost the same as that 
found in the usual seven-inch-diameter 
Meters, 


From a technica] point of view the most 
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interesting feature of these instruments is 
the “single-air-gap” type é¥ construction, 
which differs considerably from the orig- 
inal D’Arsonval bipolar magnet with two 
cylindrical air-gaps in series. 


Fic. 2.—INTERNAL VIEW OF METER 
MECHANISM. 


The principal advantages of the single- 
air-gap construction in permanent magnet 
meters are as follows: 

1. The possibility of removing the 
moving element from the magnetic struc- 
ture without interfering with the magnets 
or removing their pole-pieces. 

2. The coil balancing the weight of the 
pointer. 

3. Single air-gap means that larger air- 
gap clearances may be used without mak- 
ing the total magnetic reluctance of the 
air-gap too high. 

The removability of the permanent 
magnets is really of the greatest impor- 


Fra. 8.—METHOD OF REMOVING PERMANENT 
MAGNET. 


tance to the user who desires to do his 
own repair work on the premises. 
Fig. 2 shows an internal view of the 
meter mechanism with the case removed. 
Fig. 3 shows the process of removing the 
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permanent magnets when repairs become 
necessary. l 

The principal applications for this class 
of instrument will be for small panels, 
such as for rectifier outfits, battery charg- 
ing, small isolated plants, small marine 
plants, or even on regular large switch- 
board work where a small-sized instru- 
ment is desirable. 

The low price is due to the economic 


. disposition of the material used, the light 


weight, and the fact that there are no 
hand operations used in manufacture, 
aside from the assembly. The parts are all 
machine-made in large quantities, with a 
highly organized and accurate tool equip- 
ment, the assembler merely attaching 
these parts together without further fit- 
ting. 
— [ae — 

The Easy Cord Adjuster. 

One of those simple little things that 
anybody ought to have thought of is the 
“Easy” cord adjuster, the use, simplicity 
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THE ‘‘ Easy” CORD ADJUSTER. 


and advantages of which are clearly shown 
in the accompanying illustration. This 
little specialty is made of the finest grade 
of red fibre. It will be scen that it con- 
tains a slot through the centre, running 
lengthwise. This slot is made consider- 
ably wider at the centre, which permits a 
double cord to be easily inserted and 
pulled through any desired length. The 
tapering ends of the slot hold the cord 
firmly and keep it from slipping. The 
dimensions of the “Easy” cord adjuster 
are two inches by one inch by one-six- 
teenth inch and one hundred weigh ten 
ounces. W. N. Matthews & Brother, of 
St. Louis, Mo., the manufacturers, state 
that they have sold thousands to con- 


tractors and jobbers all over the United 
States. 


178 


New Orders. 

‘ The General Electric Company an- 
nounces that the following orders for new 
apparatus have been recently received : 

Isthmian Canal Commission—Six ver- 
tical Curtis turbine units, 1,500 kilowatts, 
twenty-five cycles, 2,200 volts, each com- 
plete with individual base condenser, air 
and circulating pumps and necessary pip- 
ing; electrical equipment for one twenty- 
ton traveling crane; four thirty-five-kilo- 
watt, 125-volt, direct-current turbine- 
driven exciters; four 500-kilowatt, 600- 
volt, rotary converters, each complete 
with three air-blast type transformers; 
six 100-kilowatt, 2,200-6,600-volt, single- 
phase, oil-cooled transformers; six 110- 
kilowatt, air-blast type transformers; two 
switchboard equipments. 

Mitsui & Company, Japan — Fifty 
GE-52 railway-motor equipments, also 
rotary converters, transformers, etc. ; 
twenty GE-52 double-motor equipments, 
with headlights and spare parts; three 
1,000-kilowatt alternating-current gen- 
erators. 

Australian General Electric Company— 
Seventy four-motor type M control equip- 
ments for QGE-81 railway motors. 

Santos Dock Company, Brazil—Six 
3,000-kilowatt transformers and five fifty- 
light constant-current transformers; one 
motor-generator set; 628 arc lamps; one 
switchboard; miscellaneous small motors 
and transformers. 

Pueblo Tramway Light and Power 
Company, Mexico — Ten water-cooled, 
1,500-kilowatt, sixty-cycle transformers. 


— eoe 


More Electrical Machinery for 
Guadalajara — Large Exten- 
sion to Juanacatian Plant. 


The Compania de Transvias Luz y 
Fuerza de Guadalajara, South America, 
which company is the result of the com- 
bination of the two former electrical com- 
panies of that city, and operates not only 
the entire lighting system, but also the 
railway system of Guadalajara, have en 
route to Mexico a large order for addi- 
tional electrical machinery which was 
bought from Messrs. G. & O. Braniff & 
Company, of Mexico City. 

In order to meet the increasing demand 
for electrical power in Guadalajara, this 
company, finding that their power-generat- 
ing stations at La Junta and Juanacatlan 
were insufficient, found it necessary to 
purchase a 750-kilovolt-ampere, modern, 
Westinghouse, three-phase, belted-type 
generator, which will be installed at 
Juanacatlan. This new generator is but 
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one of the four which will be installed as 
needed. 

The latter station was one of the first 
electric-power plants in the country; the 
original installation consisting of single- 
phase machines, which were added to from 
time to time by other machines of the 
same type as growth necessitated. 

A more modern method of transmitting 
electrical energy is by means of three- 
phase current, on account of the saving 
of amount of copper required in the 
transmission line, and is now almost uni- 
versally in use. 

The Westinghouse Electric and Manu- 
facturing Company, of Pittsburg, Pa., is 
supplying the new electrical machinery. 
This extension was necessitated not only 
by the operating of electrical railways in 
Guadalajara, which now have been in 
service for the last several months, but also 
by the additional power required from 
their present and new subscribers. 

—-o-—-.— 
The “Patterson” Wireless 
Dry-Battery Holder. 


Stanley & Patterson, 23 Murray street, 
New York city, have placed on the market 
a wireless dry-battery holder which pre- 
sents many advantages for the user of dry 
batteries for any purpose. This holder 
eliminates binding-posts and wire con- 
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THE ‘‘ PATTERSON ” WIRELESS BATTERY 
HOLDER. 


nectors and is made to take from one to 
six cells. If more than six cells are used 
any combination of holders may be util- 
ized to fit the requirements. 


The cells used with this holder are the 


same as standard two and one-half by six- 
inch cells, except that a thread is rolled 
at the upper end of the zinc cup and the 
carbon is provided with a flat-butt contact 
terminal. In putting the cells in circuit 
all that is necessary is to screw the cell 
into one of the sockets the same as an 
incandescent lamp. 

A feature of one form of the wireless 
battery holder is the automatic bridge, 
which comes into action, closing the cir- 
cuit between the adjacent batteries, if it 


Vol. 58—No. 5 


should be necessary to remove a dead ọr 
defective cell from circuit, and there was 


‘not another cell available at the moment. 


When a new cell is procured it is simply 
screwed into place, and the power of the 
new cell is added to those already con- 
nected up. 
ee —-—_—. 
A New Lamp Guard. 

The accompanying illustration shows 
one application of the “Peerless” lamp 
guard, manufactured by the Greenwood 
Manufacturing and Supply Company, 141 
Milk street, Boston, Mass. 

This lamp guard has a canopy-shaped, 
divided metal top, which is hinged to both 


sides of the cage and has a swivel catch, 
which fastens it rigidly to the sockets. 
The guard is made with tops to fit snugly 


TBE GREENWOOD ‘“ PEERLESS” LAMP GUARD. 


to all styles of sockets, whether metal, 
porcelain, hard rubber or molded mica. It 
is made in one piece, and gives maximum 
rigidity with minimum obstruction to the 
light. The flat metal tops are nicely fin- 
ished and nickel plated and the wire parts 
are coated with pure tin. 
——___-@-—___. 
Holophane Convention. 

The fourth annual convention of sales, 
engineering and manufacturing depart- 
ments of the Holophane Company was 
held at Hotel Sagamore, Lake George, 
July 12 to 18. The party, consisting of 
some forty salesmen, department heads 
and executive officers, in addition to whom 


were the wives of a half-dozen of the men 
and several invited guests, making a party 
of over fifty. 

Conferences on matters of business and 
policy occupied the mornings, the men 
(ngaging in sports and pleasure jaunts 
in the afternoons. A number of very im- 
portant matters were discussed and plans 
adopted which will greatly enlarge the 
scope of the Holophane Company’s work 
in future. Announcements of these 
changes will be made shortly. 
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DOMESTIC AND EXPORT. 

A MILLION-DOLLAR LIGHT AND POWER MERGER—Follow- 
ing a meeting of the directors of the People’s Light, Heat and Power 
Company on July 23, it was announced that a merger of that com- 
pany with the Home Light, Heat and Power Company, both of 
Springfield, Ohio, would be effected in the near future. The capital 
stock of the new company will be $1,000,000. Columbus, New York 
and Boston men are interested in the new company. 


PORTLAND RAILWAY, LIGHT AND POWER COMPANY TO 
SPEND $1,000,000—The contract has been let by the Portland Rail- 
way, Light and Power Company for the building of an underground 
system of conduits and cables in the business district, as required 
by city ordinance. The contract amounts to over $1,000,000, and 
was awarded to the engineering firm of William S. Barstow & Com- 
pany, of New York. With the installation of the new system, 
current service to consumers throughout the business district will 
be changed from a 500-volt direct and a 220-volt alternating-current 
to a 220-volt direct-current when the system is complete, which will 
mean the changing of all motors in the underground district now 
installed to 220 volts direct current. 


BOSTON INDEPENDENT TELEPHONE COMPANY TO GET 
BUSY—The Metropolitan Home Telephone Company, which received 
a franchise from the city of Boston in December, 1906, is finally 
taking steps toward beginning construction of its independent tele- 
phone system. Under the terms of its franchise, the company must 


begin construction before January 1 next and have in operation - 


before January 1, 1910, a telephone system adequate for the service 
of 20,000 subscribers. A system for 100,000 subscribers must ulti- 
mately be in operation. In consideration of the franchise, the 
company will furnish the city with free telephones in the ratio of 
one telephone for each 2,000 of population of the city, additional 
telephones to be paid for by the city at a discount of thirty-three 
and one-third per cent from the company’s established rates. 


OREGON TELEPHONE CONSOLIDATION—It is rumored that 
a consolidation of the Home Telephone Company and the Pacific 
Telephone and Telegraph Company is in prospect, and will take 
place as soon as certain details can be harmoniously arranged. 
This proposed combination of interests is reported to have been 
under serious consideration by the officials of the rival telephone 
companies since the first of the year, during the time negotiations 
were being carried on for consolidation of the systems of the 
Pacific Telephone and Telegraph Company and the Independent 
Telephone Company, at Seattle. Though greater obstacles will have 
to be overcome in Portland in operating the systems of the rival 
corporations than in Seattle, owing to franchise provisions and dis- 
similarity of apparatus, yet it is said that a practical plan has 
been formed. 


ELECTRIC LIGHTING. 


HEPPNER, ORE.—The electric plant at Heppner was destroyed 
by a cloudburst on July 13. 


MUNNSVILLE, N. Y.—The city of Munnsville is to build an 
electric light plant and displace the present street oil lamps. 


SALEM, OHIO—The Salem Electric Light and Power Company 
is completing plans for the construction of a new power-house. 


LIMA, OHIO—At a meeting of the city council held on July 6 it 
was decided to employ an electrical engineer to prepare plans and 
estimates for the building of a city electric light plant. 


ATKINS, ARK.—The town council of Atkins has granted a 
thirty-year electric light franchise to W. F. Turner, of Atkins, who 
will at once proceed to have an electric light and power plant in- 
stalled and put in operation. l 


Mara N. H.—Stockholders of the Keene Gas and Electric 
mpany and the Citizens’ Electric Company have voted to con- 
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solidate the two properties. The former company is to issue $50,000 
four per cent bonds to be exchanged share for share for the Citizens’ 
company. 


WEAVERVILLE, N. C.—The certificates of incorporation of 
the Weaverville Electric Company have been received. The charter 
is granted to R. S. Howland, John H. Carter and G. W. Eppes, all 
of Asheville. The powers granted in the charter are broad and 
inclusive. 


BUTTE, MONT.—At the annual meeting of the stockholders of 
the Butte Electric and Power Company held in Jersey City, N. J., 
on July 15, the retiring board of directors was re-elected, with the 
exception that G. F. Panfield was elected in the place of Rudolph 
Kleybolte. 


HATTIESBURG, MISS.—G. L. Hawkins, of the banking firm of 
F. W. Foote, is one of the leading interests in a company which has 
laid about nine miles of street railway in this city. The company 
has practically negotiated the sale of their bonds and will soon have 
the necessary money to buy cars and other equipment. New work 
will probably be started in thirty days. 


PINE BLUFF, ARK.—Ralph L. Crump, of New York, represent- . 
ing the Equitable Security Company, has bought the property of the 
Pine Bluff Light and Water Company, including the gas, electric 
light and water plants, for $450,000. The sale was under authority 
of the United States Circuit Court, and was a matter of formality, 
Crump representing the company’s bondholders. 


WOONSOCKET, R. I.—The common council, on recommendation 
of the joint standing committee on street lights, comprising Council- 
men Rhodes, Dulude and Cornell and Alderman Mullen, has adopted 
a resolution contracting with the Woonsocket Electric Machine and 
Power Company for arc lights for five years at $120 a year and for 
forty-candle-power incandescents at $30 a year. 


CLINTON, MASS.—The first vote in connection with the pur- 
chase by the town of the Clinton Electric Light and Power Com- 
pany was taken at a special town meeting on July 14, when the 
report of a special committee recommending an appropriation for 
further investigation into the matter was adopted. The vote was 
in favor of municipal ownership, being 223 to 27. 


RALEIGH, N. C.—The state has authorized the Central Carolina 
Power Company, which built and operates the plant at Buckhorn 
Falls, on the Cape Fear River, to change its name to the Carolina 
Light and Power Company; to change its office from Fayetteville to 
Raleigh, and to increase its capita] stock from $1,000,000 to $3,750,- 
000. The Electric Bond and Share Company is the principal stock- 
holder. James D. Mortimer, of New York city, is president. 


TITUSVILLE, N. Y.—The plant of the Titusville Electric Light 
and Power Company, together with its bonded indebtedness and all 
of its other perquisites, has passed into the hands of John L. and 
J. C. McKinney, who have organized a company consisting of them- 
selves, R. E. Dickinson and Fred Woodring. Mr. Dickinson will be 
secretary and treasurer and Mr. Woodring will act as superintend- 
ent, a position which he has held in the plant for the past three 
years. The purchase price was approximately $75,000. 


NIAGARA FALLS, N. ¥.—The Niagara Falls Power Company 
has let contracts for an addition to the transformer house of its 
Canadian Niagara Power Company across the river. It is expected 
that the plant will be ready for operation by October 1. A new set 
of dynamos will be installed, and the output of the plant, which is 
20,000 horse-power, will be increased to 32,500 horse-power. The 
Niagara Falls Power Company is now stringing a new transmis- 
sion line between Niagara Falls and Buffalo, to enter Buffalo just 
east of Ferry street. 
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TELEPHONE AND TELEGRAPH. ee 

WEST CHESTER, PA.—The Millway & Rothsville Telephone 

Company has been organized, with Dr. H. Walter, of Rothsville, as 
president. 


AZUSA, CAL.—The Covina Home Telephone Company has 
opened its branch exchange. It will serve about 400 patrons in 
Glendora and Azusa. 


TACOMA, WASH.—Arrangements are being made for the con- 
struction of a telephone line from Ashford, in the Succotash Valley, 
to Longmire Springs, on the west slope of Mount Rainier. 


PHOENIX, ARIZ.—The board of supervisors have granted the 
People’s Independent Telephone Company a franchise, extending 
to every part of Maricopa County, for a period of fifty years. The 
company first asked for a perpetual franchise, but the board would 
not grant it. 


LITTLE ROCK, ARK.—The North Louisiana Telephone Com- 
pany is constructing a line from Ruston, La., to El Dorado and has 
a contract with the Rock Island to extend the line to Little Rock. 
It is said to be the intention to put in a copper circuit and operate 
a long-distance line from Ruston to Little Rock and intermediate 
points. 


SNOHOMISH, WASH.—Acting under instructions from the 
Chamber of Commerce, a committee is circulating an agreement of 
incorporation for the purpose of organizing a home telephone com- 
pany. For several weeks the independent company: has been 
boycotted for cutting off free long-distance territory and giving it 
to Everett. 


PEKIN, ILL.—The directors of the Farmers’ Mutual Telephone 


` Company will hold a meeting in Pekin on August 1 to discuss plans 


for the building of a new line, or perhaps purchasing the old inde- 
pendent line. At a meeting in Pekin recently the secretary-treas- 
urer, Arthur Becker, was authorized to secure quarters in Tremont 
for the head office, also to collect up the subscriptions for stock. 


BELLEVERNON, PA.—Application has been made for a state 
charter for the Westmoreland & Fayette Telephone Company. It 
is to be capitalized at $1,000, divided into forty shares. The stock 
is said to be oversubscribed. The intention is to build farmers’ 
lines in this vicinity, also connecting the towns of Bellevernon, 
Fayette City, Perryopolis, West Newton, Smithton, Monessen and 
Webster. 


ONEIDA, N. Y.—A new independent telephone company has 
asked for a franchise to construct lines and cables in this city. 
It is understood that a number of local capitalists are interested in 
the venture. It is understood that the new company, if it secures 
its franchise, will at once commence work and will open an office 


here for business, connecting with Syracuse and Utica and other ~ 


places near here. 


VANCOUVER, WASH.—The franchise of the Washington Home 
Telephone Company in this city has been sold to H. J. Roake, who, 
with several local business men, will at once begin the work of 
constructing the exchange. The new company will be formed with 
local officers. The construction money will be raised by Vancouver 
men, and no bonds will be sold, It is expected to have telephones 
in operation by January 1, 1909. 


WHEELING, W. VA.—At a meeting of the directors of the 
Belmont Telephone Company final action was taken in regard to 
issuing $100,000 of new preferred stock to make extensive exten- 
sions of the system and to redeem the greater part of thé out- 
standing bonds. The extensions of the company’s system proposed 
wil] take in a good part of eastern Ohio, and all of Belmont County 
that is not already included in the circuits. 


MULLEN, NEB.—The Hooker County Telephone Company has 
elected the following officers: Dr. D. A. Walker, Mullen, president; 
F. A. Meidell, Seneca, vice-president; Charles Rodgers, Mullen, 
treasurer; A. L. Dawson, Seneca, secretary; Ross Fleming, Theron 
E. Evans and M. R. Fessenden, of Seneca, directors. A new $140° 
switchboard has been placed in Mullen and gives this line free ex- 
change with the lines running to Brownlee. 


SALTILLO, MEXICO—General Geronimo Trevifio has been 
granted a telephone concession by the government of Coahuila. 
The concession exempts from either state or municipal taxation 
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the capital that will be invested in the installation of a telephone 
line from the hacienda La Bahia to the town of Muzquiz, Coahuila. 
He has also been granted permission to use the streets and roads 
to place the poles and in return agrees to transmit free of charge 
all official communications. 


CHESTNUT MOUND, TENN.—A new enterprise, to be known 
as the Chestnut Mound Home Telephone Company, has been 
launched. A meeting of the stockholders has been held, perfecting 
an organization, electing the following temporary officers: L. C. 
Thompson, president; A. H. King, vice-president; J. P. Elrod, sec- 
retary; F. C. Hargis, treasurer. This is a home institution and con- 
nections will be made with all the nearby towns and on to Nashville 
by way of Gordonsville will be the outcome. 


NEWCASTLE, PA.—Plans to merge a number of small inde- 
pendent telephone companies in this locality may result in the 
formation of a central company, to be known as the Inter-State 
Telephone Company. If the project is consummated the central 
company will have $100,000 capital and will control about 3,500 
telephones. The companies located in Plaingrove, New Wilming- 
ton, Mt. Air, Blacktown, Slippery Rock, Harrisville and New Bed- 
ford in this state and Beaver and North Jackson in Ohio, are to 
be included in the merger. 


LANCASTER, PA.—The Landisville Telephone Company has 
been granted a charter. Residents of Landisville and the surround- 
ing country, objecting to the prevailing toll charges, decided to 
construct their own line, a large portion of which has already been 
erected. In addition to Landisville, it will reach Rohrerstown, 
Bamford, Silver Spring, Garber’s Mill, Salunga, East Petersburg and 
Mechanicsville. The directors of the company are: J. M. Trout, 
H. H. Koser, P. W. Baker, Ezra Miller, J. L. Minnich, D. R. Stauffer, 
C. C. Greider, J. W. Kreider, H. W. Minnich, S. N. Root, H. B. 
Stauffer, F. H. Shenk and A. H. Hoffman. 


HARRISBURG, ARK.—The Going Telephone Company was or- 
ganized recently at Harrisburg. The officers elected were: L. C. 
Going, president; W. N. Harris, vice-president and general manager; 
May E. Hart, secretary and treasurer; J. C. Mitchell, auditor. The 
company is capitalized at $50,000, of which $35,000 has been sub- 
scribed. It is expected that within the next six months about 
$25,000 will be expended in the building and acquisition of tele- 
phone exchanges and long-distance lines in and to the towns în 
eastern Arkansas. The new corporation takes over the Harrisburg 
Telephone Company’s system and franchises. The headquarters of 
the company will be maintained at Harrisburg, 


NAPA, CAL.—The Clear Lake Telephone and Telegraph Com- 
pany, a new competing line, has been organized and articles of in- 
corporation filed in the office of the county clerk. The company 
intends to construct and operate new telephone lines in Napa, 
Sonoma, Mendocino and Lake counties, principally between the fol- 
lowing points: From Lakeport to Calistoga, from Lakeport to Clover- 
dale via Highland Springs and Pieta, from Lakeport to Kelseyville 
and from Pieta to Hopland. The company has a capital stock of 
$50,000, and the board of directors consists of A. H. Spurr, of Lake- 
port; H. S. Johnson and F. L. Wright, of Santa Rosa. L. J. Shu- 
man and M. S. Sayre, of Lake County, are also largely interested 
in the new company. 


ANACONDA, MONT.—The directors of the Montana Independent 
Telephone company have elected the following officers: Harry A. 
Gallwey, Butte, president; Dr. W. H. Hall, Butte, vice-president; 
Charles J. Kelly, Butte, secretary and treasurer; Thaddeus S. Lane, 
Butte, managing director. Patrick Wall, general manager of the 
East Butte Mining Company, was added to the board of directors, 
the board now being composed as follows: H. A. Gallwey, M. S. 
Largey, Patrick Wall, W. H. Hall, H. D. Brown, Thaddeus S. Lane, 
L. O. Evans, Con F. Kelley, J. T. O’Brien and Charles F. Kelly, of 
Butte; W. G. Conrad and Thamos Couch, Jr., of Great Falls; Frank 
H. Clinton, of Anaconda. The Anaconda exchange will be open for 
business some time in the latter part of July. The eastern exten- 
sion has been completed to the Nine Mile House, nine miles south- 
east of Butte. Material has been ordered for the further extension 
to Logan, Mont., where connections will be made with the Boze- 
man independent company’s lines, and all other independent lines 
in eastern Montana. This extension will be completed during the 
summer. , 


August 1, 1908 


PERSONAL MENTION. 


MR. T. G. SEIXAS, of New York, has been appointed general 
manager of the Pacific Traction Company, of Tacoma, Wash. 


MR. R. B. BENJAMIN, president of the Benjamin Electric Manu- 
facturing Company, Chicago, Ill., has gone to London, England, 
for the purpose of establishing a branch office and factory for 
manufacturing and handling the company’s wireless clusters and 
lighting specialties abroad. He is accompanied by Mr. B. J. Grigsby, 
of the engineering department, who will be left in charge upon Mr. 
Benjamin’s return. A stay of from four to five weeks is con- 


templated. ; 


MR. WILLIAM W. COLE, for many years the able manager of 
the Elmira Water, Light and Railway Company, has resigned to 
become associated with the firm of Dodge & Day. Mr. Cole was 
presented with a handsome diamond ring by Roy H. Smith, secre- 
tary of the Chamber of Commerce, on behalf of the railroad em- 
ployés of the company. The gas and electrical departments also 
presented Mr. Cole with a diamond scarf pin as a token of their 
esteem and affection. Mr. Cole is succeeded by Samuel J. Dill. 


MR. JAMES F. HEYWARD, who has been appointed general 
manager of the Maryland Electric Railways Company, with head- 
quarters in Baltimore, was presented with a handsome silk umbrella 
by the employés of the Citizens’ Traction Company, of Pittsburg, 
when he resigned on July 23 as general manager. The Franklin 
& Oil City Street Car Men’s Union made the presentation and 
declared that they were sorry to see him leave. Mr. Heyward is 
not unknown in Baltimore, having been long connected with the 
local street railway service before the general consolidation. He 
was the right-hand man of the late Nelson Perin and was the 
general manager of the City & Suburban line before the merger. 


MR. V. R. LANSINGH sailed for Europe on Saturday, July 25, 
to be gone for six weeks. He will spend the greater part of this 
time in studying recent European developments in the science of 
illumination and in going over the situation there as regards 
Holophane specialties. It is not generally known that Holophane 
globes were first brought out in Belgium, England and France and 
that the American company was in the beginning Jooked upon as 
a precarious enterprise. The Yankee glassmaker, however, is far 
in advance of the foreign artisan. Globes produced in America are 
considered superior to those of European manufacture and are 
also cheaper, so that the company of which Mr. Lansingh is the 
head is to-day successful both technically and commercially. It is 
expected that certain of the styles developed abroad will be ac- 
ceptable to this market and it is to arrange for an interchange of 
ideas and experience that Mr. Lansingh is making this trip. 


MAJOR E. L. ZALINSKI, U. S. A., retired, has assumed the 
presidency of the Bureau of Illuminating Engineering, New York 
city. Major Zalinski, who is naturally of a scientific mind, devoted 
a great number of years in military research, particularly that of 
artillery, and is the inventor of a number of devices of war. 
Major Zalinski is, perhaps, best known in the elctrical field for 
his work on the diffusing reflector which he, a short time ago, 
perfected and brought to the fore, and also through the medium 
of various articles which he has contributed to the advancement of 
science and art of illuminating engineering. In these he paid par- 
ticular attention to the diffusion of artificial light. The Zalinski 
type of diffusing reflectors are now generally accepted and used 
throughout this and other countries. After perfecting these re- 
flectors Major Zalinski turned over to a well-known company their 
Commercial development. He is now devoting his entire time to the 
Bureau of IHuminating Engineering, which is prepared to undertake 
any problems pertaining to the use of artificial light, and has at its 
command practical, as well as scientific facilities for solving the 
most intricate Propositions. Inasmuch as the bureau affords inde- 
oe advice to architects and general users of artificial light, 
t has readily been accepted and is meeting with immediate success. 


ELECTRICAL SECURITIES. 
Te bee a broadening of speculation last week, with increased 
securities nd a number of smart advances, with a number of 
ee reaching new high levels for the year. For several days 
The r Peared to be a genuine feeling of confidence and buoyancy. 
eversal of the judgment of the trial court in the Standard 
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Oil case indicated to many the outer defense which investments 
may be sure of in the courts of last resort, and notwithstanding 
the Executive order for action looking to an immediate retrial, 
there was decided stimulus felt over the present outcome of the 
case. The favorable turn taken in the affairs of the Westinghouse 
Electric and Manufacturing Company gave these shares a good im- 
petus upward which was shared by other electrical securities. Re- 
ports of a slow betterment in industry in general are widely current. 
Dividends have been declared on the following electrical securities: 
Connecticut Railway and Light Company; regular quarterly divi- 
dends of 1 per cent on the common and preferred stocks, payable 
August 15. Books close July 31 and reopen August 17. Montreal 
Light, Heat and Power Company; regular quarterly dividend of 1% 
per cent, payable August 15 to stock of record July 31. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED JULY 25. 


New York: Closing. 
Allis-Chalmers cOMMON...........0.cceeceee 1114 
Allis-Chalmers preferred..................+. 3334 
Brooklyn Rapid Transit................0.6. 52% 
Consolidated Gas........ cc ce cee ee cece ees 1401% 
General -BIeCtri¢:: boc e455 cove cbc ieee ieee 145% 
Interborough-Metropolitan common.......... 8 
Interborough-Metropolitan preferred......... 22% 
Kings County Electric. ...............00 cee 110 
Mackay Companies (Postal Telegraph and 

Cables) COMMON.............cc cee eceeee: 6714 
Mackay Companies (Postal Telegraph and 

Cables) preferred............ecceceecees 6814 
Manhattan Elevated. ......sessssseseserese. 138% 
Metropolitan Street Railway................ 30 
New York & New Jersey Telephone......... 110 
Western: Uni0On <6 esa5 2 b6 2 bce eid ees teen. end 56 
Westinghouse Manufacturing Company...... 78% 


In the fiscal year ended February 29, 1908, the Mackay Com- 
panies, in their telegraph department, had five months of normal 
and seven months of poor business. It seems probable that this 
experience will be directly reversed during the current year. In 
the past five months telegraph earnings have been more slowly im- 
proving, particularly since the first of June. For the remaining 
seven months it is practically certain that the telegraph business 
will be much larger than it was a year ago. The cable business of 
the Commercial Cable Company has been very satisfactory, and it 
is understood that June business was actually in excess of June 
a year ago. This result was in a measure made possible, of course, 
by the fact that the New York-Havana direct cable is now in service, 
and is proving a large money earner. 

The report of the Kings County Electric Light and Power Com- 
pany, including the Edison Electric Illuminating Company, for the 
six months ended June 30, shows gross earnings of $1,776,722, com- 
pared with $1,672,835 in 1907; operating and general expenses, $824,- 
660; net, $952,062, an increase of $125,304 over the same period a 
year ago. Replacements and depreciation, $194,998; fixed charges, 
$303,280, leaving a balance after dividends of $400,000, of $53,784, an 
increase of $44,818. 


Boston: Closing. 
American Telephone and Telegraph......... 122 
Edison Electric Illuminating................ 216 


Massachusetts Electric. ...............0..00. 47 
New England Telephone.................... 113 
Western Telephone and Telegraph preferred. 70 


On June 27 last the New England Telephone Company had a total 
of 233,731 stations of its own, an increase of 5,870 since the first of 
the year. Including the Southern Massachusetts Company and sub- 
licensees, the company had on June 27 a total of 296,226 stations 
connected with its lines. Directors of the New England Telephone 
Company have declared the regular quarterly dividend of 11⁄4 per 
cent, payable August 15 to stock of record July 31. Books close 
August 1 and reopen August 14. 


Philadelphia: Closing. 
Electric Company of America............... 10 
Electric Storage Battery common.........., 30 
Electric Storage Battery preferred.......... 35 
Philadelphia Electric..............0....0000. RICA 
Philadelphia Rapid Transit................. 1514 
United Gas Improvement................... 871 

Chicago: Closing. 
Chicago Telephone..............ccccvcucce, 138% 
Commonwealth Edisgon...................... 103 
Metropolitan Elevated preferred............. 47 
National Carbon common................... 68 
National Carbon preferred.................. 111 
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` ELECTRIC RARLWAYS. 
‘NEW CASTLE, PA—A new street railway from Beaver to New 
Castle is planned by the New Castle & Beaver Falls Electric Street 
Railways Company. Charles Strohecker, of Zelienople, is president. 


PALESTINE, TEX.—The Union Central Railway Company has 
announced its acceptance of the proposition of the citizens of 
Palestine offering inducements for the road to build into this city. 
The citizens have pledged the company $25,000 bonus, ten acres for 
depot facilities and a right of way through the city and county. 


ROCHESTER, N. Y.—The Rochester, Charlotte & Manitou Rail- 
road, a trolley line, was sold at auction on July 21 for $12,000 to 


Kendall B. Castle, a local lawyer, on a foreclosure action brought 


by bondholders. It is generally supposed that behind the attorney 


is the Mohawk Valley Company, a branch of the New York Central 
system. 


PHILADELPHIA, PA.—To the accompanying cheers of nearly 
500 workmen, the first train of two cars was operated on July 16 in 
the eastern section of the Market street subway between Fifteenth 
street station and the station at Second street. Aboard the train, 
the cars of which were of the steel type used on the elevated section, 
were President John B. Parsons, P. A. B. Widener, a director; W. S. 
Twining, chief engineer, and several other officers of the engineering 
and operating departments of the traction company. 


WATERVILLE, WASH.—James Fullerton, of Seattle, has ap- 
peared before the county commissioners in behalf of a franchise 
for an electric line which he proposes to run from a point on the 
Columbia up the Grand Coulee, with a branch to Waterville. The 
franchise has not been granted on account of some defects in 
publishing the notices. Mr. Fullerton said he had secured the right 
of way the entire length of the line with the exception of three 
farmers who were holding out and that he did not want to deal 
with them until after the franchise had been granted. 


TACOMA, WASH.—Lucian F. Cook, Henry L. Gray, Charles E. 
Cutter, C. A. Tonneson and Fred S. Cook have filed articles of in- 
corporation of the Narrows Terminal Belt Railway Company. The 
company has a capital stock of $250,000. It will construct a trolley 
line from the end of Center street to Belmarlow Beach. The com- 
pany also intends the construction of a power plant near American 
Lake, and a water right allowing it to take 2,000 feet of water per 
second from the lake has been filed. It is intended to conduct the 
water from the lake to the Sound, which is 250 feet lower than the 
lake, in fiumes. 


GRAND FORKS, N. D.—An ordinance granting to five Grand 
Forks men a franchise to construct a street railway system in 
Grand Forks has been given its final reading and passed unani- 
mously by the city council. This means that a stock company will be 
formed and a street railway built in Grand Forks at an early date. 
The city already has a line running to the University of North 
Dakota. This line will be taken over and made part of the new 
system. The plan is to have a system that will include East Grand 
Forks. If possible the rails will be laid before the business section 
of the city is repaved. 


LEE’S SUMMIT, MO.—H. W. Gibson, representing the Kansas 
City Southeastern Traction Company, has been granted a fran- 
chise to construct and operate an electric railway on the streets 
through the city of Lee’s Summit. In the granting of the franchise 
the traction company agrees to begin actual construction of the road 
inside of one year and to have the road in operation inside of 
three years, or forfeit the franchise with the city. This line is the 
proposed line running from Kansas City via Leeds, Raytown, Lee’s 
Summit, Lone Jack, thence to Warrensburg, Sedalia and Jefferson 
City, where they connect with a similar proposed line from St. 
Louis, which will, when completed, connect Kansas City and 
St. Louis. 


OBITUARY NOTE. 


MR. H. G. SHALER, secretary of the Doubleday-Hill Electric 
Company, Pittsburg, Pa., died in Pittsburg on July 18. Mr. Shaler 


was a native of Pittsburg and was well known in electrical circles. 


He was a man of a fine, gentle and generous nature and will be 


mourned by a host of friends and acquaintances. He is survived 
by his wife and two children. 
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NEW MANUFACTURING COMPANIES. 
ST. LOUIS, MO.—Grant Electric Company. $3,000. Incorpo- 


rators: Adolph L. Zuest, Jr.; Fred J. Mayer and Erle R. Jackson. 
To manufacture and deal in electrical appliances. 


BOSTON, MASS.—The National Electric Equipment Company, 
of Boston, has been incorporated with a capital of $50,000. The 
president is Charles H. Sprague, of Newton, Mass. 


SAN FRANCISCO, CAL.—The Union Electrical Manufacturing 
Company has been incorporated to do business in San Francisco. 
It has a capital stock of 50,000 shares at a par value of $1 a share. 


NEW YORK, N. Y.—The Kosmos Electric Runabout Company, 
Manhattan, has been incorporated to manufacture electric vehicles, 


etc. $100,000. Incorporators: J. H. Kahrs, E. Giovannoni and D. B. 
Turner, New York city. 


READING, PA.—The Reading Chandelier Works is the name 
of a new concern which is about to engage in the manufacture of 
electrical and gas fixtures at 440 Woodward street. The plant will 
occupy the entire three floors and a basement. 


SPRINGFIELD, ILL.—The Elgin Electrical Manufacturing Com- 
pany, of Elgin, has been incorporated to manufacture electrical 
devices with a capital of $10,000. The incorporators are M. E. 
Hepburn, L. B. Hamlin, Jr., and C. C. Heywood. 


NEW YORK, N. Y.—The Power Equipment Company, of Man- 
hattan, has been incorporated to manufacture engines, boilers, ma- 
chinery, etc., electrical work. $25,000. Incorporators: L. A. Cama- 


cho, New Brighton; G. A. Conover, Bayonne, N. J., and A. M. Mayer, 
New York city. 


LOUISVILLE, KY.—The Ohio Falls Construction Company has 
been incorporated with a capital of $2,000, to be divided in 200 
shares of $10 each, to manufacture electrical supplies. The incor- 
porators are C. A. Duckwall, Theodore Allen, Clifton Brennan and 
Harry B. White. 


INDIANAPOLIS, IND.—Columbia Meter Company, Indianapolis. 
$10,000. To manufacture electric and other meters. Directors: 
Gustave A. Schaffer, William H. Pugh and Thomas G. Lee. This 
company, which has been in business in this city for two years, is 
incorporated to effect a reorganization, 


SALT LAKE CITY, UTAH—The Capital Electric Company has 
filed articles of incorporation with the county clerk, with $400,000 
capital stock, at $1 per share. The officers are: President, R. W. 
Nicol; vice-president, A. L. Woodhouse; secretary and treasurer, 
C. W. Corfield. The company takes over the stock of other com- 
panies as follows: Butte Electric Supply Company, Electric Fixture 
and Supply Company, Boisé; Pocatello Electric Supply Company, 
Idaho Falls Electric Supply Company, Electric Supply and Fixture 
Company, of Ogden; Salt Lake Electric Supply Company, Electric 


Manufacturing and Repair Works, Salt Lake;- Citizens’ Electric 


Company, Salt Lake; interest in the Utah Electric Company, and 
now the Capital Electric Company. Of the new stock 174,000 
shares will be owned by Mr. Nicol. Twenty thousand shares will 
be owned by employés of the company, managers, superintendents 


and the like. The value of the real estate acquired amounts to 
$173,748. 


DATES AHEAD. 


Michigan Electric Association. Annual meeting, Grand Rapids, 
Mich., August 18-21. 

International Association of Municipal Electricians. Annual 
convention, Detroit, Mich., August 19-21. 

Ohio Electric Light Association. Annual convention, Put-in-Bay, 
Ohio, August 25-27. 

Colorado Electric Light, Power and Railway Association, Glen- 
wood Springs, Col., September 16-18. 

Old Time Telegraphers’ and Historical Association, and Reunion 
of Military Telegraphers, Niagara Falls, N. Y., September 16-18. 

Illuminating Engineering Society. Annual convention, Philadel- 
phia, Pa., October 6-7. 

American Street and Interurban Railway Association. Annual 
convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Accountants’ Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Claim Agents’ Asso- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Engineering Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Manufacturers’ A880- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 


American Electrochemical Society. Fall meeting, New York 
city, October 30-31. 
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l INDUSTRIAL ITEMS. . 

THE AJAX LINH MATERIAL COMPANY, Chicago, Ill., states 
that under date of July 10 the examiner in interferences announces 
that “it is adjudged that the Ajax Line Materia] Company is the 
owner of the trade-mark and is entitled to the registration.” This 
is in reference to the trade-mark “Ajax.” À 

THE SPRAGUE ELECTRIC COMPANY, New York, N. Y., has 
recently opened another branch office on the Pacific Coast. The 
San Francisco office is now supplemented by one in the Colman 
Building, Seattle, Wash., in charge of W. R. Hendrey, who is well 
known in the electrical field on the coast. 

W. R. OSTRANDER & COMPANY, 22 Dey street, New York, N. Y., 
has published the fifteenth edition of their 690-page catalogue and 
discount sheet. This is one of the most complete listings of elec- 
trical apparatus published. The value of the catalogue is enhanced 
by the careful and comprehensive index, making reference easy. 


THE F. BISSELL COMPANY, Toledo, Ohio, has added another 
postal card to its series of “Bissell Frog” souvenirs, showing the 
enthusiastic batrachian fishing for orders—and getting them. The 
company is also distributing some interesting literature devoted, 
respectively, to Wagner measuring instruments, Perkins snap 
switches, “Security” conduit rods, and Bryant “New Wrinkle” 
sockets and Bryant “Chapman” receptacles. 

THE HOYT ELECTRICAL INSTRUMENT WORKS, Penacook, 
N. H., is distributing several bulletins devoted to the Hoyt volt- 
ammeter for ignition testing, the Hoyt voltmeters and ammeters 
for direct current, the Hoyt battery power gauge for ignition 
batteries, type 35 Hoyt voltmeters and ammeters for direct current 
for portable and switchboard use, and the Hoyt voltammeter for 
testing ignition batteries. The company has commenced the pub- 
lication of a monthly bulletin in which may be found items of 
particular interest to the automobilist and the user of ignition ap- 


paratus. 
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THE CENTRAL ELECTRIC COMPANY, Chicago, Ill., is dis- 
tributing an attractive folder entitled “’Tis of the Home We 
Speak,” the circular being devoted to a well-written description 
of its new lighting fixtures, manufactured by the Price-McKinlock 
Company, Boston, Mass. The circular should be found of con- 
siderable interest to architects, or those contemplating the installa- 
tion of attractive lighting fixtures. Especial attention is called to 
the new studios at 264-270 Fifth avenue, Chicago, where a large 
number of original designs in lighting fixtures are shown. 


THE LORD ELECTRIC COMPANY, 213 West Fortieth street, 
New York, N. Y., has ready for distribution bulletin H, devoted to 
lightning protective devices. This bulletin gives a brief discussion 
of lightning phenomena and describes in detail the principles and 
mechanical and operating features of the Shaw lightning arrester. 
Several models are illustrated. The bulletin also describes and 
illustrates the ground points, plates and contacts which it has de- 
veloped, and considerable valuable data are given concerning the 
auto-discharge choke-coll, the vertical-unit choke-coll, the laminar- 
unit choke-coil, and high-tension disconnecting switches. 


THE GENERAL ELECTRIC COMPANY, Schenectady, N. Y., 
in bulletin No. 4603, describes and illustrates an arc lamp especially 
suited to the illumination of mills and factories, where the vibration 
caused by machinery and the variation in line voltage resulting 
from the use of motors for machine drive have made imperative 
the design of a lamp of this character. This is a multiple lamp, 
to operate on 220 volts, direct current. Bulletin No. 4600 describes 
various types of controllers for use with both alternating-current 
and direct-current motors, on electric cars, locomotives, automobiles, 
launches, elevators, trains, hoists, etc., and also in rolling mills, 
machine sbops, printing plants and pumping stations. The bulletin 
describes the controller most suitable for a specific purpose, and 
contains general data and dimensions which will be found of value 
to any one contemplating the installation of motor drive. 


Record of Electrical Patents. 


Week of July 21. 


893,606. MAGNETIC SEPARATOR. Charles G. Buchanan, Brook- 
lyn, N. Y. The ore is moved by a conveyor through a uniform 
magnetic field for part of the travel, the exciting magnets being 
short-circuited during the remainder of the time. 


893,618. ELECTRIC TRANSFORMER-FURNACE. Otto Frick, 
Stockholm, Sweden. A rotatable induction furnace. 


893,681. DYNAMO-ELECTRIC MACHINE. William L. Waters, 
Milwaukee, Wis., assignor to National Brake and Electric Com- 
pany, Milwaukee, Wis. A dynamo casing separated into two 
parts along three horizontal and two vertical planes. 
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893,681.—DyNnamMo-ELECTRIC MACHINE. 


893,701. MACHINE FOR EXTRUDING METALS. George H. 
Benjamin, New York, N. Y., assignor to the Coe Brass Manu- 
facturing Company. The metal to be extruded is maintained 
molten by an electric heater. 


893,711. FIELD MAGNET FOR DYNAMOELECTRIC MA- 
CHINES. Abe L. Cushman, Concord, N. H. The pole-pieces 
ve Provided with removable flaring tips forming substantially 

“shaped lateral notches for concentrating the flux. 


893,730. RAILROAD-SWITCH SIGNAL. William H. Harris, Stark, 
Mont. The signaling circuits are closed by means of a knife- 
edge actuated by bell crank. 


893,731. ELECTRIC SIGNAL FOR RAILWAYS. William H. 
Harris, Stark, Mont. The track is divided alternately into long 
and short blocks, each of the former being connected in circuit 
with a succeeding short block. 


893,742. LIGHTNING ARRESTER. Ralph D. Mershon, New York, 
N. Y., assignor to the Westinghouse Electric and Manufacturing 
Company. A series of grounded discharge paths are connected 
in multiple and are arranged to have successively higher strik- 
ing potentials. 


893,783. ELECTRIC HEATER FOR SHOE-OPERATIVES’ 
KNIVES. Edwin N. Chandler, Brockton, Mass., assignor to 
Simplex Electric Heating Company, Boston, Mass. A plate 
heated electrically against which the knife blades are held by 
a clip. 


893,811. ELECTRICAL CONDENSER. Greenleaf W. Pickard, 
Amesbury, Mass. The condenser coatings are attached to the 
glass base by a silicate binder. 


893,814. DEVICE FOR PRODUCING ELECTROLYTIC METAL- 
PLATING. Albert Schmitz, Brussels, Belgium. The metal 
plate is passed continuously through the plating bath, sliding 
contacts being provided for collecting the current. 


893,816. STARTING DEVICE FOR MERCURY-VAPOR AP- 
PARATUS. George Schwarz and Josef Amon, New York, N. Y. 
The starting device is a plunger in a branch circuit controlled 
thermally. 


893,820. INTERCOMMUNICATING TELEPHONES. Henry C 
Thomson, Boston. Mass., assignor to Blectric Goods Manufac. 
turing Company, Boston, Mass. A casing for mounting an inter- 
communicating telephone instrument. . 


893,835. FIELD-MAGNET FOR DYNAMOELECTRIC MA- 
CHINES. Abe L. Cushman, Concord, N. H. The poles have a 
longitudinal recess extending throughout the length of the pole- 
piece into which a removable section is inserted. 
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893,857. FLEXIBLE CONDUIT. George A. Lutz, New York, 
N. Y., and Clarence C. Stbley, PerthwAmboy AWN. d., assignors to 
American Circular Loom Company, Portland, Me. The lining of 
the conduit has series of rows of perforations at distances apart, 
the rows being at an angle to the length of the conduit. 


893,880. SWIVEL-JOINT FOR ELECTRIC CURRENTS. Augustus 
B. Smith, Wilkinsburg, Pa. Both portions of the joint are pro- 
vided with terminals, a rolling current-transmitting device being 
placed between. 


893,711.—FIELD-MAGNET FoR DyNaMO-ELECTRIC MACHINE. 


893,891. HAND TELEPHONE SET. George F. Atwood, East 
Orange, N. J., assignor to Western Electric Company, Chicago, 
lll. A waterproof hand telephone, the talking switch being 
entirely enclosed. 


893,902. ELECTRICAL PERMUTATION-LOCK SYSTEM. Henry 
T. Cleary, St. Louis, Mo. <A lock controlled by a number of 
electric circuits. 


893,918. THERMOSTAT. William F. Gossick and Arthur R. Van 
Valkenburgh, Chicago, Il. A two-part thermostat, the part 
containing the heat-responding device being removable. 


893,936. ELECTRIC REGULATION. Morris Moskowitz, New 
York, N. Y., assignor to the United States Light and Heating 
Company, New York, N. Y. A regulating system for controlling 
a generator when charging a storage battery. 


893,953. TELEPHONE RELAY. Charles W. Underwood, Crowley, 
La. A relay consisting of two telephone-receiver magnets in 
series with a telephonic transmitter, and an armature in opera- 
tive relation to each magnet. 
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893,953.—TELEPNONE RELAY. 


893,979. DYNAMOELECTRIC MACHINE. James Burke, Erie, 
Pa., assignor to Burke Electrice Company. The armature has 


two windings, one consisting of twice as many turns as the 
other. 


893,994. ILLUMINATED ELECTRIC HEATER. Francis C. 
Green, New York, N. Y., assignor to Consolidated Car-Heating 


Company, Albany, N. Y. The heating casing is perforated so 
as to imitate n flaming fuel bed. 


893,997. DISTURBANCE-OPERATED CIRCUIT-BREAKER. Leo 
D. Haas and Edwin G. Derbidge, San Jose, Cal. The actuating 


magnet circuit is closed by a pendulum switch whenever the 
device is disturbed. 
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894,142. TELEGRAPH TRANSMITTING INSTRUMENT. Frede- 


rick H. W. Higgins, London, England. A type-printing tele- 
graph. 


894,143. PERFORATING PUNCHING MACHINE, ETC. Frede- 
rick H. W. Higgins, London, England. A perforating machine 
for a type-printing telegraph system. 
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893,994.—ILLUMINATED ELECTRIC HRATER. 


894,144. ROTOR FOR DYNAMOS AND ELECTROMOTORS. Jack 
Hissink, Berlin, Germany. The end turns of the rotor conductor 
are enclosed in separate supporting rings. 


894,150. LIGHTNING ARRESTER FOR ELECTRICAL CIR- 
CUITS. Ralph B. Ingram, Wilkinsburg, Pa., assignor to West- 
inghouse Electric and Manufacturing Company. A series of 
spark-gaps which are shunted by successively decreasing amounts 
of ohmic resistance. 


894,157. PROCESS FOR OPERATING ELECTRIC-ARC LAMPS 
IN SERIES. Frank M. Lewis, Brighton, England, assignor to 


General Electric Company. The lamps are controlled by series- 
regulating coils only. 


894,158. ELECTRIC ARC LAMP. Frank M. Lewis, Brighton, 
England, assignor to General Electric Company. An are lamp 


for constant-potential series circuits, which is controlled by a 
series magnet only. 


894,166. MEANS FOR PRODUCING AND UTILIZING RAYS OF 
LIGHT FOR THERAPEUTIC PURPOSES. Corydon B. 
Rogers, Seattle, Wash., assignor, by mesne assignments, to the 


Rogers Therapeutic Lamp Company, Phoenix, Ariz. A reflector 
for an incandescent lamp. 


894,158.—ELECTRIC LAMP. 


894,167. KEYBOARD. Adolph H. F. Shaar, San Francisco, Cal., 
assignor to United States Wireless Printing Telegraph Company, 


Los Angeles, Cal. A plurality of contact levers for telegraphic 
purposes. 


894,170. TELEPHONE REPEATER SYSTEM. Nathaniel G. Warth, 
Columbus, Ohio. A telephone relay composed of two induction 
coils and two transmitting devices, the latter being controlled 
by independent electromagnetic means. 
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ELECTRIC POWER IN THE MINE. 

In order to keep the mining industry on a par with others, 
the old and crude methods which employed hand labor largely 
have necessarily been abandoned. Iere, as elsewhere, free use 
of mechanical power has been the means of cheapening the cost 
We 


first saw the steam engine applied to pumping and later to 


of production and increasing the output of the mines. 


hoisting, and in recent years compressed air and electricity have 
been adapted to driving drills and cutting machinery, while 
the electrie motor has largely displaced the old hand-pushed or 
mule-drawn cars. ‘The interest at the present time centres, 
therefore, not simply in the extension of the use of power in 
the mine, but in the kind of power most suitable for all mining 
purposes. We find the steam engine applied to hoisting, the 
use of steam-driven pumps for drainage, the application of com- 
pressed air for operating drills and other cutting machines— 
all of which has been done most successfully; and, what is more 
interesting to us, we have seen the gradual adaptation of elec- 
trical means, not merely to supplement the older methods, but 
actually to replace them. 

The first use of electricity was, of course, for lighting, and 
the advantages of the incandescent system were appreciated. 
Then came the electric mine locomotive, which soon proved 
superior to the compressed-air tractor. Next the motor was ap- 
plied to driving the drills and cutting machines, and here also 
it seems to be conquering the entire field, for when there is 
some old device possessing a peculiarly advantageous feature, 
this may almost always be incorporated in an electrically driven 
machine which is more easily supplied with power and trans- 
ported from point to point with less difficulty. 

The most recent noteworthy application of electricity in the 
mine has been its use for driving winding drums. Its superiority 
for such constant work as driving drainage pumps has long 
been recognized, and where electric power is available the motor- 
driven pump is usually selected, but for such irregular work as 
the driving of hoisting drums, it was thought that the older 
direet-connected steam engine was unquestionably the better, 
Even here we have seen the electric motor, when arranged to 
handle irregular loads economically, displace the simple engine 
drive and show such excellent results that the method promises 
rapidly to become standard practice. This last triumph of the 
motor leaves little work in the mine which can not be performed 
by some application of electrical energy. The problem of sup- 
plying power to the mine is thus greatly simplified, since all 
the power-generating apparatus may be concentrated in one 
economically operated station and the energy may be easily 
distributed with slight loss to any point in the mine. We have 
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here the ideal solution, and one which has long been looked for- 
ward to. Nevertheless, it is really surprising to note how rapidly 
the mines are being converted to the electric drive. An excellent 
idea of this is given by the mining exhibition which was held 
recently at London, England, at which a good deal of attention 
was given to the application of electric power for mining pur- 
poses. Fifteen years ago this method was not considered for 
anything except lighting and signaling. Now it will be but a 
short time before it has become the standard method in the mine. 


THE BRUSIO HYDROELECTRIC PLANT. 


Switzerland, a country blessed with great resources of water 
power, has always been a leader in the development of such 
sources of power. In later years, the introduction of electrical 
transmission of energy has added greatly to the value of the 
waterfalls. Thus it follows naturally that the Swiss engineers 
should also become leaders in this new branch of engineering. 
Switzerland possesses no coal mines, and hence was forced to 
turn to the waterfalls as a substitute for steam or gas power. 

The development of electrical transmission has been par- 
ticularly advantageous for Switzerland, because in that country 
there are many small industries as well as large. There are not 
only the silk mills, railways and other lines of work making 
large demands for power; but a system of home industries is 
wide-spread, and it can readily be imagined how beneficial to 
the whole community the distribution of power by means of 
electricity may be, when it is realized that frequently the de- 
mand for power does not exceed one-eighth or one-quarter of a 
horse-power. Much of this small power is used in the homes 
for making small parts of clocks, watches, etc., and it is interest- 
ing to point out that no other system of power distribution 
could meet these requirements. Electrical energy is, however, 
easily and conveniently delivered at any point, in large or small 
quantities, as desired, and is easily converted into mechanical 
power at the point required, in a small motor. This is the only 
method we have to-day of replacing foot-power and enabling the 
workman to devote his entire attention and energy to directing 
the operations of his machine. Such consumers are naturally 
widely distributed, a matter of little moment with the electrical 
supply company, but prohibitive to distribution of power by 
any other means. Nor are the large consumers of energy in 
that country always collected in groups. For these reasons the 
development of electrical transmission of energy has been a 
great factor in the building up of the Swiss industries. 

In another field of electrical application Switzerland has 
alsa gone ahead. 
types of electric railway systems have been installed, including 
direct-current, single-phase and three-phase equipments, as well 
as high-potential, direct-current systems. One advantage of 
this tendency in Switzerland is the avoidance of smoke from 
factory chimneys or locomotive stacks, a feature of particular 
value over there where the tourists expect the air to be clear 
and clean, and where the least trace of smoke would bring 
forth criticism. And in another way electric traction systems 
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have been of advantage in Switzerland, as they are excellently 
adapted to operate the many adhesion and inclined railways 
found throughout the mountains. 

In the southern part of Switzerland, as well as in the 
northern part of Italy, there are many large silk and other mills, 
many of which formerly were driven by their own steam plants. 
Practically all of these to-day are supplied from large central 
hydroelectric stations. Italy unfortunately has few coal mines 
and comparatively few water powers, hence she is coming to 
depend upon her neighbor to the north, and draws upon the 
latter for electrical energy in large quantities. 

In view of these conditions in Switzerland the article appear- 
ing elsewhere in this issue, in which Mr. Frank Koester describes 
the Brusio hydroelectric power development and its 50,000-volt 
Swiss-Italian transmission line, will be read with particular in- 
terest. There are a number of notable features about this plant, 
one of these being the high head of the water—1,300 feet. This 
drives direct-connected 7,000-volt, three-phase, alternating-cur- 
rent generators, at which potential the current is transmitted 
across the frontier into Italy. There it is stepped up to 50,000 
volts, and transmitted eight and one-half miles to the step-down 
transformer stations, where it is distributed at different press- 
ures to the various consumers. 

Other interesting features of this station are the syphoning 
system at Lake Poschiavo; the individual switchboard for each 
generating unit, with its central controlling switchboard or 
column; the system of reinforced concrete cells for the various 
high-tension devices; the arrangement of the high-tension bus- 
bars, which are not, as in American practice, placed in compart- 
ments, but are only separated by reinforced concrete shelves; the 
complete double-line transmission system; the unique arrange- 
ment of the transformer station; and the precautionary meas- 
ures adopted for protecting the plant against atmospheric dis- 
turbances, which are so frequent in this mountainous country. 
This transmission system may be considered the most notable 
one in Europe. Owing to the importance of reliability two dis- 
tinct lines and two step-down transformer substations have been 
provided. The system as a whole may be taken as an excellent 
example of modern Swiss engineerjng. 


THE VALUE OF WOOD PRESERVATION. 

The electrical transmission systems and the electrical railways 
are among those industries which use large quantities of timber, 
and they are naturally feeling severely the rapid increase in the 
price of ties and poles, which has taken place in the past five 
years. It is true that both of these industries are looking for 
a substitute for wood, but even at the present prices there are 
many places where wood is cheaper than steel. As yet a satis- 
factory steel or concrete cross-tie does not seem to be available. 
Such a tie must, of course, be satisfactory in price as well as 
in its mechanical features. Hence it is of great importance to 
these industries to prevent, as far as possible, a still more rapid 
increase in the cost of timber. This can be done if some method 
of treatment is adopted which will give to the ordinary pole 
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a much longer life than it would have untreated, or which will 
make it possible to utilize woods which to-day are not satis- 
factory because they do not resist decay. There is nothing new 
in this suggestion, as it has been made many times before, and 
has even been actually put into practice to a limited extent; 
but it is evident that the true value of such treatment is not yet 
fully realized, otherwise it would be much more frequently re- 
sorted to. In the current issue of the Engineering Magazine 
this feature of the problem is considered by Mr. C. P. Winslow. 
His discussion is not limited to the value of this process for 
the electrical industry alone, for he takes the matter up in a 
broader way. He does, however, point out how the cost of timber 
may be reduced by a proper treatment, and makes particular 
reference to the effect that this would have upon the tie problem 
and the cost of poles for transmission and distribution purposes. 

The application of any preservative treatment can not, of 
course, reduce the cost of the piece of timber, except by making 
it permissible to employ a cheaper grade of stock. But even 
in this event it is likely that the cost of the treated piece would 
be nearly, if not quite, as great as that of an untreated piece of 
better material; but when one takes into consideration thé in- 
creased life which the treatment gives, thus saving the first cost 
of a new piece, at an increased price and the cost of putting it 
in place, the value of the treatment is evident. 

There is also a broader aspect which recently received con- 
siderable attention, and that is the preservation of our forests, 
so that they may supply the needs of future generations, and 
the avoidance of further destruction of our water powers. Un- 
less the consumption of timber can be reduced we will soon be 
at the end of our supply, and there can be little doubt that the 
preservation of timber from decay will become one of the im- 
portant means of decreasing the drain on our supplies. 

As an illustration of the economy of preservative treatment 
one or two of Mr. Winslow’s figures may be quoted, and it should 
he understood that his contention is not that such a treatment 
may become profitable in the future, but that the treatment is 
profitable to-day, since at the slight increase in the cost of the 
material, the annual charge for ties or poles, as the case may be, 
is reduced. For example: A thirty-five-foot pole for an electric 
line, of either loblolly or old-field pine, may be had for about 
$5 at its origin of growth; such a pole if not treated in any way 
will last about five years; hence allowing interest at five per 
cent the annual charge will be $1.15. Treating the butt of the 
pole with creosote will give it a life of about twenty years, at 
an increased cost of only about one dollar, so that the annual 
charge is reduced to forty-eight cents; and, of course, the 
further from the source of supply the higher the price of the 
pole and the more profitable will the treatment be. In the same 
way Mr. Winslow shows that the annual charge for a railway 
tie may be reduced from 16.8 cents to 10.7 cents by a proper 
treatment. The untreated tie is assumed to cost seventy-five 
cents, and to last five years; the treated tie is assumed to last 
ten years. But even should it last only six years it would still 
show an annual saving of two-tenths of a cent. 

This phase of the problem, the actual saving in the yearly 
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cost of maintenance, is one which will appeal to the constructing 
and operating engineer, and should lead to a much wider use of 
preservative treatment than is at present made. One difficulty 
to-day is the comparatively few places where such treatment may 
be given; but this is a lack which should be quickly supplied. 
The preservative treatment has been used in Europe for years 
past, and its value has been unquestioned, and there is little 
reason for holding off any longer against it in this country. 


ELECTRICITY IN AGRICULTURE. 

On another page of this issue we publish a statement by Sir 
Oliver Lodge of the results which have so far been obtained 
from the experimental application of electrical stimulation to 
growing plants. We have already referred to these experiments, 
which were first made at Bitton, near Bristol, England, and then 
on a larger scale at Gloucester. There is no information of the 
results of these latest tests, as, of course, the effect of this 
year’s experiments has not yet been determined. 

As we have pointed out before the apparent effect of elec- 
trical stimulation is so great, and the energy required so trifling, 
that practically the only cost of applying this treatment is 
that of installing the system. This should be very small com- 
pared with the increased value of the crops. In several cases 
an increased yield of thirty to forty per cent was obtained, 
while the grain from the electrically treated plot was said to be 
better and brought a better price than that from the untreated 
neighboring plot. In some cases where an increase in the weight 
of the harvest was not found there was an increase in its value. 
This was the case with beets, which contained several per cent 
more sugar than did those from the control plot. The experi- 
ments were repeated again this year, and a little later we will 
probably have some new facts which may throw additional 
light on the problem. 

It is much to be desired that similar tests be conducted else- 
where, on a scale at least as large as that in England, where 
altogether about twenty acres are used in the experiments. It 
would be well also to have tests conducted in as many different 
parts of the world as possible, because the value of the treatment 
might be much greater in northern latitudes, for example, where 
there is less sunlight, than nearer the tropics. In some climates 
and on certain soils it might have little or no value; indeed it 
might, perhaps, be detrimental. It might even be found that an 
electrical treatment would take the place of fertilizers, as some 
agriculturalists contend that the chief value of the manures is to 
render the plant food contained in the soil more available. The 
vigorous growth produced by electrical stimulation may possibly 
enable the plant to secure its food without other assistance, It 
is true that we now have one or two methods of preparing 
artificial fertilizers from atmospheric nitrogen, and if these live 
up to their present promises, the fertilizer situation may be 
somewhat relieved, if not saved; but these fertilizers are neces- 
sarily expensive, and the cost of using them would be much 
more than that of electrical stimulation. The problem as pre- 
sented is interesting, and well worthy of careful study and 
investigation. 


188 


Record-Breaking Telegraph 
Sending and Receiving. 


During the recent Democratic National 
Convention at Denver, the chief telegraph 
operator of the New York Sun, George 
W. Conkling, performed a feat in tele- 
graph sending which is unparalleled for 
speed, accuracy and endurance, even in 
this branch of engineering where heroic 
work is by no means the exception. 

Working over a wire that stretched more 
than half way across the continent, about 
2,500 miles, Mr. Conkling attained the 
high speed of 3,136.20 words an hour, or 
52.27 words to the minute, a record which 
has never before been equaled anywhere. 

Furthermore, Mr. Conkling in just 
twenty-eight working hours sent over this 
wire to his paper bv the Morse system and 
using the Phillips code a total of 73,000 
words, an average of 2,607.14 an hour, or 
43.45 words a minute. 

Much of this matter was sent from a 
seat in front of the speakers’ stand in the 
convention hall while pandemonium was 
being raised. 

The wire worked by Mr. Conkling was 
a duplex circuit. It really was four wires 
joined together by the Western Union 
company for this emergency. It ran from 
Denver to Kansas City, thence to St. 
Louis, thence to Pittsburg and thence to 
New York. 

It is impossible to transmit-over such a 
distance without the aid of repeaters, or 
automatic relays. These were at Kansas 
City, St. Louis and Pittsburg. 

At each of these men were stationed at 
the direction of Mr. Conkling to “refine” 
the wire, as the operators say. Their duty 
was to keep readjusting the repeaters and 
make sure that the circuit was just right 
in spite of weather conditions and other 
things. 

To send an average of 2,600 words an 
hour it is absolutely necessary that every 
letter should be distinct, otherwise the 
man receiving will have to break in and 
have it repeated. The man at the receiv- 
ing end of the wire from Denver, H. R. 
(lark, did not break in on Mr. Conkling 
once in three hours, a record in itself. 

In the long session of Thursday night, 
at which Mr. Bryan was nominated at 
3.45 a, M., Denver time, words were 
flashed from Denver right jinto the 
New York office at the rate of fifty- 
two a minute and were taken by 
Mr. Clark on a typewriter without a 
break, the ticks of the instrument in 
the office being as distinct as if the wire 
ran to Harlem instead of to the Rockies. 
Besides being a record for speed it was 
- also one for endurance. 
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On July 7%, the first day of the conven- 
tion, Mr. Conkling sent 14,750 words in 
five hours and twenty-three minutes, an 
average of 2,789 words an hour. On July 
8 he increased the average to 2,949 words 
an hour, sending 8,100 words in two hours 
and forty-five minutes, and on the day 
following the record was 5,750 words in 
one hour and fifty minutes, or 3,136 words 
an hour. 

The last day of the convention Mr. 
Conkling sent 10,370 words in three hours 
and twenty minutes, or 3,111 words in an 
hour, which was only a shade under his 
record of the previous day. 

Not only is this put down as a record 
as long-distance work goes, but there is 
nothing in the archives to show that it 
has ever been done over short lines. 

Mr. Conkling, in 1903, won a silver lov- 
ing cup as the most perfect sender with a 
Morse key. 

Mr. Clark, some years ago, received 
and wrote on a typewriter a president’s 
message containing 22,000 words in ten 
hours without misplacing a single leiter 
or “breaking in” on the sending operator. 

i sae Ges — 
Electrical Engineering in the 
Backwoods. 


To THE EDITOR OF THB ELECTRICAL REVIEW: 

“We were sitting around the stove in 
the bar of a little hotel in a Maine town,” 
said an electrical salesman, “when the 
electric lights flickered and went out. 

“From the darkness came a solemn 
voice that said: 

“Electric lights all out, b’gosh, and yet 
it ain’t blowin’ hard either. Something’s 
happened to the dynamo, maybe.’ — 

“J had been selling electrical supplies 
to the little lighting companies for several 
months but I had never heard this par- 
ticular idea expressed before. 

“I laughed long and loud, and was all 
the more amused when no one joined me. 

“After they had lighted a big kerosene 
lamp, I proceeded to explain to the crowd 
that incandescent lamps can’t be blown 
out by the wind. When I had finished, 
the old rube who had commented on the 
lights said: 

“Look here, young man, if you knew 
a little somethin’ about local conditions 
and about your own business, you’d 
know that the wires in this township are 
hung up slack on the poles in some places 
and that they get to slatting in a good 
stiff breeze. When they do, theres a 
short-circuit that puts the line out of 
business,’ ” 
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Regulate Stocks Now. 
To ‘THe EpiroR oF THE ELECTRICAL REVIEW: 

The men who have their fingers on the 
pulse of our commercial life, and whose 
statistics measure the beats of the great 
arteries of business, are advising us that 
conditions are improving; the pulse is 
quickening, and a normal tone is becoming 
more of a surety. 

This is as it should be. We have had 
time to adjust business to a great degree 
to the conditions brought upon us by the 
calamities of a few months ago. Manu- 
facturers have curtailed their orders for 
raw material, and also their output, and 
have used up surplus stocks they had on 
hand. Wholesalers and jobbers have like- 
wise reduced their stocks to the minimum, 
and so down the line from mine to fin- 
ished product, from raw material to con- 
sumer, the closest scrutiny has been exer- 
cised to prevent congestion and loss. 

Manufacturers, dealers and consumers 
of electrical machinery and supplies were 
among the first to be affected by the tidal 
wave of disaster, and they have made 
strenuous efforts to adjust themselves to 
the new conditions imposed. 

Now that a more healthy tone is evi- 
dent, it is the part of wisdom for the 
electrical manufacturer and dealer to fore- 
sce the conditions and meet them as they 
appear. Unless this is done, there will be 
greater difficulty than has been heretofore 
experienced in meeting the demands of 
consumers. 

We have climbed the hill of prosperity 
and know how inadequate has been the 
ability of our jobbers, wholesalers and 
manufacturers to supply promptly the 
contractor, the central station and the 
public with the material they required; 
and when such material was obtainable, 
such was the congestion on the lines of 
transportation that long delays were the 
rule. 

Now is the time when every dealer of 
apparatus and supplies should look over 
his stock and figure his probable require- 
ments; and then order all he can safely 
handle. This will assist the manufacturer 
in his estimates of what he is likely to re- 
quire in the matter of raw material and 
skilled labor in order to produce the fin- 
ished product. Every item that can be 
safely ordered now will assist just that 
much in overcoming the difficulties that 


are sure to come on us both in production 
and transportation if orders are held up 
until material must be used. Prices now 
are right, and advantave should be taken 
of them and of the general conditions. To 
do this is to “take time by the forelock.” 


J. E. PEREGO. 
Chicago, Ill., August 1. 
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BOOK REVIEWS. 
“How to Become a Competent Motorman.” 


y. B. Livermore and J. R. Williams. New 
York. D. Van Nostrand Company. Cloth. 
948 pages. Illustrated. 5 by 6% inches. 


Furnished by the ELectricAL Review for $1. 


The authors of this book have en- 
deavored to prepare a guide for the motor- 
man which, without confusing his mind 
with undigested scientific principles, will 
explain to him the use of the different 
devices which go to make up the equip- 
ment of the modern electric vehicle. The 
different types of controllers are described 
and the effect of each movement of the 
controller handle is explained. Wiring 
diagrams are given for these systems. 
The troubles likely to happen to the dif- 
ferent parts of the equipment are ex- 
plained, the svmotoms of each being 
pointed ont and advice suitable for each 
emergency is given. The concluding por- 
tion of the hand-book deals with the dif- 
ferent air-brake systems and tells how 
thev should be taken care of. There is 
also a short chapter dealing with signals 
and signaling. 


“Dynamo-electric Machinery.” Francis B. 
Crocker. Chicago. American School of Cor- 
respondence. Cloth. 236 pages. Illustrated. 
614 by 9144 inches. Furnished by the ELeEc- 
TRICAL REVIEW for $1.50. 


This is one of the series of. practical 
working guides which is being brought out 
hy the American School of Correspond- 
ence. The object of the book is to give a 
simple and at the same time authoritative 
discussion of the theory, construction and 
design of dynamo-electric machinery. The 
general arrangement. of the subject is 
that usually found in such books. The 
elementary theory of electromagnetic in- 
duction is first explained and it is shown 
how this is applied in the production of 
the electromotive force in the dynamo. 
The reactions produced by the load on the 
dynamo are then explained and the means 
adopted to minimize them are described. 
Part two deals with the characteristics 
of dvnamos of different tvpes and shows 
how these may be predetermined. The 
calculation of the magnetic cireuit is 


taken up, followed by a discussion of- 


methods of winding and some useful hints 
for the mechanica] design are given. Part 
three deals with the construction of con- 
tinnous-current machines and describes in 
‘ome detail the different types of designs 
which have been found successful. In 
this section some tables of dimensions 
and speeds, which should be useful to de- 
“ieners, are given. The problem of treat- 
mng ina satisfactory way the whole subject 
of continuous-current machines without 
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writing a large book is not easy, but 
Professor Crocker has solved it here very 
successfully, his plan being to dwell upon 
the essential features, and pass over those 
not so important. 

“Telephone Law.” A. H. McMillan. New 
York. McGraw Publishing Company. Cloth. 


332 pages. 6 by 8% inches. Furnished by 
the ELECTRICAL Review for $3. 


The object the author of this book had 
in mind was to place in compact and con- 
cise form such legal information as 
would be of value to the practical tele- 
phone man. The book was not intended 
for practising lawyers. For this reason 
it is not exhaustive. A good deal of mat- 
ter presented is of local interest, as must 
necessarily be the case where there are so 
many state governments; and it is, of 
course, Impossible to cover every phase 
of this complex subject. However, what 
is here given will be of considerable assist- 
ance to the telephone man. 


“Notes on Hydroelectric Developments.” 
Preston Player. New York. McGraw Pub- 
lishing Company. Cloth. 68 pages. 3 dia- 
grams. 5 by 7% inches. Furnished by the 
ELECTRICAL Review for $1. 


This little treatise has been prepared 
to assist investors in reaching a reliable 
understanding of the possibilities of any 
proposed hydroelectric development. The 
author purposely avoids discussing the en- 
gineering features of such developments, 
and refers to them only so far as is neces- 
sary to give a clear understanding of the 
power that can be obtained at any site 
and of the possible means of producing it. 
In Chapter i he gives a list of matters 
which should first be looked into. These 
include the general physical conditions of 
the site, records of past floods, and the 
possible markets for power. In Chapter 
ii a method of procedure for obtaining this 
information is suggested. In Chapter iii 
he explains the kind of engineering ex- 
amination that should be made. In 
Chapter iv the market for power is con- 
sidered, with the possible competitors of 
the power plant. Chapters v and vi deal 
with the cost of producing energy, and 
central station economies; Chapter vil 
with the sale of energy; Chapter ix takes 
up the problem of producing secondary 
power, and the concluding chapter of the 
hook deals with the effect of capital cost 
upon the selling price of energy. The 
book seems to be admirably adapted to 
its purpose, as a technical education is 
not necessary to follow the argument. It 
should enable any business man to reach 
a satisfactory conclusion respecting the 
value of any power site, provided, of 
course, he follows the plan here laid out. 
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To Reorganize Virginia 
Traction Companies. 


The reorganization of the Virginia 
Passenger and Power Company, the Rich- 
mond Passenger and Power Company, the 
Richmond Traction Company and con- 
trolled lines has been undertaken by a 
committee consisting of Douglas Robin- 
son, of New York, chairman; Frank J. 
Gould, of New York; Charles S. Whelan, 
of New York; Perey M. Chandler, Phila- 
delphia; R. Lancaster Williams, of Balti- 
more, and Fritz Sitterding, of Richmond, 
Va., with John D. Dickinson, Jr., secre- 
tary, and Henry W. Anderson, counsel, 
and Carter, Ledyard & Milburn, consult- 
ing counsel. l 

The committee has prepared a plan of 
reorganization which has been deposited 
with the Bowling Green Trust Company 
as depositary and requests the holders of 
the various securities affected by the re- 
organization to obtain the same and de- 
posit their securities under it before Sep- 
tember 3. The protective committee of 
the Richmond Passenger and Power 
Company consolidated bondholders and a 
similar protective committee representing 
the South Side Railway and Development 
Company's bondholders have endorsed the 
plan of reorganization. 


— 0M 


Examination for Inspector of 
Mechanical and Electrical 
Engineering. 


The United States Civil Service Com- 
mission announces an examination on 
September 2 and 3 to secure eligibles from 
which to make certification to fill a va- 
cancy in the position of inspector of me- 
chanical and clectrical engineering, at 
$2,190 per annum, in the office of the 
supervising architect, Treasurv Depart- 
ment, and vacancies as they may occur in 
any branch of the service requiring similar 
qualifications. The duties of the specific 
position consist of inspecting and testing 
mechanical anq electrical equipment en- 
tering into the modern government or 
office building, requiring high-class educa- 
tion and extensive experience in all 
branches of enginering embracing this 
class of work. Applicants should apply at 
once to the United States Civil Service 
Commission, Washington, D. C., for ap- 
plication form 1,312. No application will 
he accepted unless filed with the commis- 
sion in complete form prior to the hour af 
closing business on Saturdav, Angust 22, 
In applying for this examination the ex- 
act title as given in the heading of this 
announcement should be used. 
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“A.C.” ACCUMULATOR SUBSTA- 
TIONS; AND THE USE OF ACCUMU- 
LATORS FOR PEAK LOADS.' 


BY A. M. TAYLOR. 


- Many causes have conspired to delay the 
introduction of accumulators into central 
stations in this country for the purpose 
of supplying energy for light and power 
during the time of peak load. 

The non-fulfilment of the great expec- 
tations raised some twenty years ago has 
had its reaction, and numerous failures 
in actual practice have caused central sta- 
tion engineers to lose confidence in all 
cells of every make for light and power 
supply as a substitute for generating 
plant. 

Even when one succeeds in convincing 
an engineer that a battery will pay for it- 
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ENERGY LOSSES. 

It requires to be realized by engineers 
that, if cells are installed exclusively to 
take the peak of the load, and are not dis- 
charged unnecessarily, the value of the 
energy wasted in the cells and accessories 
is only of the order of one to two per cent 
of the value of the revenue introduced by 
said cells. n their inefficiency 
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(taking three cents as an all-round price 
for light and power and neglecting losses 
in transmission in each case). What are 
the losses due to the inefficiency of the 
battery and adjuncts? 

The lower curve in Fig. 2 has been 
compiled from figures published for the 
maximum demands at Neptune Bank by 
Merz and McLellan in April, 1904, as a 
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Fic. 1.—Typicat Loap CURVE FOR STATION 
Havine PRESENT MaximuM DEMAND OF 
5.000 KiLowaTTs. FURTHER EXTENSIONS 
ARE AssuMED TO BE CARRIED OUT WITH 
BATTERIES. 


self if it onlv lasts as short a period as, 
say, five years, and that, therefore, there 
can not be much risk in installing it (as 
guarantees for much longer periods of 
maintenance can be had, at reasonable 
rates, and from responsible parties), the 
said engincer will hesitate to put it in di- 
rectly it is brought home to him that, in 
order to insure its paving under these con- 
ditions, it must be relied on as a real, and 
not merely a nominal, substitute for gen- 
erating plant. 
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Fic. 2.—ANALYsI8s OF PROPORTION OF WORK CARRIED BY ENGINE AND BATTERIES. 


is not nearly so serious a matter as most 
people imagine. 

Consider Fig. 1, the lower half of which 
shows a typical load- curve for a station 
having a present maximum demand of 
5,000 kilowatts. All further extensions 
are assumed to be carried out with bat- 
teries until, in 1913, the maximum de- 
mand reaches 10,000 kilowatts. 

Neglecting changes in the load-factor, 
we may assume that, say, 5,000,000 units 
are sent out in 1908, and 10,000,000 units 
in 1913. The battery has thus introduced 
a revenue of, say, $156,000 per annum 


rough approximation to the relative 
periods of time which the station was 
working during the year on different loads. 

Referring to the upper curve of Fig. 2, 
which embraces the extra 5,000,000 units 
“introduced” by the battery, it will be 
noticed that the batteries are only called 
upon to deliver energy when the peak ex- 
ceeds 5,000 kilowatts. They are, of 
course, charged when the load is small 
and the engines and boilers inefficiently 
loaded. 

To simplify the question, the author, 
in the notes accompanying Fig. 2, has 
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only considered the employment of the 
battery in the winter, and for discharging 
at the heaviest peaks; the extra losses in- 
volved in the occasional charges and dis- 
charges required during the summer are 
not serious. 
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lowed. The cost of 400,000 units at two- 
fifths cent (or $1,600) is, then, the sum 
which we must set off against the revenue 
of $156,000, introduced by the cells, on 
account of the “wasted” units in the bat- 
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Fie. 8.—Typicat STATION LOAD Onni SHOWING DURATION AND EXTENT OF BATTERY 
DISCHARGE. 


Referring to the notes accompanying 
Fig. 2, it will be noticed that some 1,100,- 
000 units are put into the battery; of 
which some 700,000 are reclaimed as “use- 
ful” work. In the figures for the incre- 
ment in fixed charges due to the introduc- 


PROPORTION OF PEAK TAKEN UP. 
The capital cost of the cells depends, 
of course, very largely on the proportion 
of the peak which is taken up by them, 
each successive kilowatt so taken up re- 
quiring a longer period of discharge. This 


Fic. 4.—AssoMED ANNUAL DEVELOPMENT OF STATION PEAK LOAD COMPARED WITH SAME 
DEVELOPMENT ASSISTED BY STORAGE-BATTERY INSTALLATION. 


tion of the battery (considered later in 
discussing Fig. 6), the author debits the 
“extra” units introduced by the battery 
with the whole of the increment in the 
fixed charges of the station, as well as 
with the capital charges on account of 
the cells; consequently it is unnecessary 
to debit the 400,000 “wasted” units with 
anything beyond the coal, water and petty 
stores consumed. These items are suff- 
ciently covered by the two-fifths cent al- 


will be evident from Fig. 3, the left-hand 
diagram of which shows the peak load 
of a station in a large industrial town, 
and may be taken as a typical case. Re- 
ferring to this figure it will be noticed 
that the first thousand kilowatts taken up 
require only an average duration of dis- 
charge of 1.15 hours, the second thousand 
kilowatts require three hours, and the 
third thousand kilowatts 4.26 hours. The 
average duration of discharge for 3,000 
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kilowatts taken up is as shown, 2.8 hours, 
and for 2,000 kilowatts it is 2.07 hours. 

On the right-hand side of Fig. 3 is 
given a peak load-curve for the same sta- 
tion during an exceedingly heavy fog, 
and the corresponding hours of duration 
for each successive thousand kilowatts on 
either of the two humps of this peak are 
given in horizontal figures, the equivalent 
hours of duration for the joint load of 
the two peaks being given in vertical fig- 
ures; the notes at the top of the figure 
show the capital cost, per kilowatt of 
maximum demand taken up by the cells, 
for different proportions of the peak, both 
for the left-hand and for the right-hand 
diagrams. It will be noted that the cost 
for taking up #88 of the peak in the 
right-hand diagram is very little in excess 
of that of taking up $88 of the peak 
in the left-hand diagram. 

In the comparison which will now be 
made between the cost of generating plant 
and batteries, it is assumed that no pro- 
vision is made for dealing with fog loads, 
there being numerous towns in the country 
where such loads are not materially felt. 
Even where the contrary is the case, the 
battery can still hold its own, provided 
that a lesser proportion of the peak is 
taken up. 

CELLS V. GENERATING PLANT. 


In order to obtain a clear idea of the 
various economies, both in capital cost and 
running expenses, which may be effected 
by the introduction of cells to take the 
peak of the load for light and power work, 
a typical station has been selected, in 
which the annual development is assumed 
to progress at a healthy rate, and the ef- 
fect is noted of installing accumulators to 
deal with the peak of the load in place of 
generating plant, and the annual expenses 
are estimated in the two cases over a 
number of years. 

On the left-hand side of Fig. 4 is shown 
the assumed annual development of the 
peak of the load for a large steam-power 
station, and the plant capacity allowed 
(including spares) to meet same. 

On the right-hand side of Fig. 4 is 
similarly shown the same station carried 
over the same term of years by means of 
cells added to the existing generating 
plant, no further generating plant being 
put down. In both cases only sufficient 
spare plant has been allowed to cover the 
chance of a breakdown of one of the 
generating units. This may be criticized 
as insufficient, but owing to the large ca- 
pacity of the battery for short-period dis- 
charges, the comparison would undoubted- 
ly show still more favorably to the latter 
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if a larger margin of spare-plant capac- 
ity were allowed. In Fig. 5 is given the 
estimated figures for the development of 
a steam station whose demands are shown 
by Fig. 4, no battery being considered, 
and in Fig. 6, the corresponding expenses, 
with the accumulators considered in Fig. 
4 are similarly expressed. It will be noted 
in the latter figure (6) that the steam 
expenses incurred in the year 1907-8 are 
taken as the basis, and it is assumed that 
since no further generating plant is added, 
the fixed charges, and interest and sinking 
fund charges, will remain constant. 

To the total of the steam-plant charges 
incurred in the year 1907-8 is added a 
suin representing twelve per cent on the 
cost of the cells added during the vear 
1908, and the total so obtained is plotted 
as the cost for the year ending in March, 
1909. The capital cost of the cells and 
their accessories inclusive of building has 
heen put in at £15 ($75) per kilowatt 
throughout. In the years 1910 to 1911, 
1911 to 1912 and 1912 to 1913, a small 
sum (£1,000) has been added to cover 
the cost of extra wages for attending to 
the cells and apparatus. 

With reference to the twelve per cent 
taken on the cost of the cells in the above 
figures, it may be explained that interest 
charges on the cells are taken at three per 
cent and depreciation and maintenance 
charges at nine per cent. 

Tt will be noted that in Fig. 6 the sav- 
ings introduced by the cells, as against 
steam plant, are £12,000 ($60,000), £24.- 
000 ($120,000), £37,000 ($185,000). 
£46,000 ($230,000) and £64,000 ($320.- 
000), respectively, in the five years fol- 
lowing 1907-8; a total saving of £183,000 
($915,000), 

Taking the increments which each vear 
show over 1907-8 in annual expense, and 
dividing these by the corresponding in- 
crements in units sold, shows that for the 
steam plant the costs of each extra unit 
sold are 2.18 cents, 1.8 cents. 1.82 cents, 
1.72 cents and 1.70 cents, whereas with the 
combined steam and accumulator plant 
the corresponding costs are found to he 
1.2¢ cents, 0.88 cent, 0.8 cent, 0.84 cent 
and 0.78 cent, with the result as already 
stated that the total net saving in five 
vears is $915,000 after providing for the 
payment of interest, depreciation 
maintenance on the accumulators, repre- 
senting an average saving of $183,000 per 
annum, 

Tt may be pointed out that the £61,000 
($320,000) saving in 1919-13, would pay 
an additional ten and one-half per cent 


and 
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interest on the total investment in cells 
and accessories, Including that of 1912-13. 

As a further illustration of the relative 
costs of the cells and of the steam plant, 
the author has resolved the cost into 
curves, connecting load-factor and price 
per unit, which are shown in Fig. % Tn 
this figure the cost for the battery itself 
and the increment in fixed charges intro- 
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order to deal with a stated increment in 
the maximum demand of the station; and 
on the other hand, the corresponding costs 
for accumulator plant capable of dealing 
with the same increment in the maximum 
demand, We are not, therefore, compar- 
ing merely the total capital and other costs 
per kilowatt, incurred to date (which fig- 
ure would be handicapped by the amount 
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Fis. 5.—-EsTIMATED FIGURES FOR DEVELOPMENT OF STEAM STATION, No BATTERY BEING 
CONSIDERED. 


duced by it is shown by the curve AB, the 
corresponding curve for the inerement in 
the generating plant (excluding distribu- 
tion) being marked CD on the above fig- 
ure. Tt is to be noted that in these two 
curves (Fig. 7), we have a comparison 
between the cost of introducing to an al- 
ready large generating station the neces- 
sary steam plant, of the most modern 
reciprocating type and in large units, in 


of capital that had been spent in past 
years on obsolete or inefficient plant), but 
are considering the relative merits of the 
two systems under absolutely identical 
conditions. To show the difference that 
would he obtained in favor of the electric 
accumulator system, were we to compare 
its added costs with the existing costs of 
the steam system (as we might do if the 
station had reached its limit of exten- 
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sion), we have only to compare curve AB 
with curve EF (the latter representing the 
costs for 1907-8, for any load-factor, as 
deduced from the ordinate plotted for a 
particular load-factor in Fig. 5). The 
author submits that in estimating the sav- 
ing introduced by putting down accumu- 
lators, it is not in certain cases unfair to 
take the difference in costs between the 
curves EF and AB as representing the 
saving, since the station is at the present 
time charging the consumer on the basis 
of the curve EF, while the added cost for 
each unit sold with the accumulators is 
only that represented by the curve AB. 
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units. The result of calculations which 
he has made in conjunction with the em- 
ployment of substations has satisfied him 
that there is a future for such a scheme, 
(particularly in connection with long-dis- 
tance transmission of power), the batter- 
ies being put down here, rather than at 
the generating station. 

The limits of the present paper do not 
allow of going into details but, from in- 
quiries made of accumulator companies, it 
is found that, where cells of very large 
individual capacity can be installed, it 


. is possible to obtain a discharge repre- 


senting six kilowatts (on a three-hour 


Fig. 6.—Estimatep FIGURES FOR DEVELOPMENT OF STEAM STATION, WITH STORAGE BATTERY 
: CONSIDERED. : 


Each extra unit sold (due to the growth 
of the load) would therefore bring in, if 
present prices remained unaltered, a net 
Profit represented by the difference be- 
tween these two curves; or say 1.9 cents 
per unit on a sixteen per cent load-factor. 
ALTERNATING-CURRENT SUBSTATIONS. 
The author trusts that, in the examina- 
tion of the energy losses incurred by the 
accumulator system it will be conceded 
that the cost of the energy used in charg- 
ing the cells is so very low that the in- 
efficiency of the cells and accessories is 
much more than compensated by the gain 
in coal economy on the “interest-paying” 


basis) for every square yard of floor space, 
for a single tier of batteries; and where 
there are two tiers this would be raised to 
twelve kilowatts, or if three tiers, eighteen 
kilowatts per square yard of ground space. 
These figures do not include any space for 
the. rotary converters, or the boosters 
or auxiliary apparatus; but where the 
units are of moderate size, the extra 
floor space required for these is not at all 
serious. Assuming for the moment that 
a separate building were erected for the 
cells, of a cheap construction, it would be 
quite possible to erect such a building, 
where the cells were on a single floor only, 
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for something under $1.87 per kilowatt, 
and even where the cells were arranged on 
two floors, or even. three floors, the cost 
of such a building need not exceed, say, 
$3.75 to $5 per kilowatt, and, of course, 
the cost of maintenance of such a build- 
ing is trifling compared with that of the 
cells. 

As regards the cost of land, this, in the 
vicinity of substations, could, generally 
speaking, be obtained at a rate not mate- 
rially in excess of $3 per square yard, 
which, for a single-story battery, works out 
at fifty cents per kilowatt, which is really 
quite negligible compared with the cost 
of the battery. It is, however, of course, 
often a matter of the greatest difficulty 
to get the land just where it is required, 
and hence it is highly desirable to adopt 
any means whereby the floor space re- 
quired for the accumulators can be greatly 
reduced. In the smaller sizes of substa- 
tions, such as would be employed for pros- 
pecting purposes, and in fact up to 2,000 
kilowatts, the author believes that his low- 
voltage system of accumulators will be 
found very useful in reducing floor space 
(as well as capital cost), and he has taken 
advantage of the facilities which the em- 
ployment of alternating currents offers 
for stepping down the voltage to produce 
a scheme which is at once cheap, flexible 
and easily extensible with the growth of 
the load in the substation. By this means 
it is possible to use the batteries to deliver 
alternating current of high pressure into 
the line at times of peak load, while at 
the same time delivering direct current of 
suitable pressure to the bus-bars of the 
substation, and the author believes that 
this and other combinations will be found 
to be valuable as a means of relieving the 
main generating station at the time of 
peak load, as well as the feeders. The 
efficiency to be obtained on discharge, as 
between battery terminals and extra high- 
tension alternating-current bus-bars, will, 
in a large substation, be found to be of 
the order of ninety-three per cent, and 
that between the battery and the substa- 
tion direct-current bus-bars of the order of 
eighty-seven per cent, and even in a small 
substation these figures would not be ma- 
terially less than ninety per cent and 
eighty-two per cent, respectively. It is 
further suggested that such a system may 
he found very helpful on long high-press- 
ure lines, such as those on the outskirts 
of a power company, the accumulator in 
this case enabling a given amount of 
maximum demand to be met at a suhcentre 
for a very much less expenditure in extra 
high-tension cables than would otherwise 


194 


be incurred ; or, to put it in another form, 
it would be possible to supply a given 
maximum demand at much greater dis- 
tances from the main generating station 
with economy than has hitherto been the 
case. Indeed, if the savings introduced 
in the generating plant by the adoption, 
in this way, of accumulators at the sub- 
stations were utilized for the purpose of 
extending the lengths of the extra high- 
tension feeders, it might be possible to 
carry the transmission several times as far 
as is now considered practicable, without 
incurring any greater charges than would 
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with ample station and street accommoda- 
tion for extensions in all feeders to sub- 
stations, and on the further assumption 
that there is land adjoining the station to 
accommodate additional steam plant. 
Where any, or all, of these facilities do not 
exist, especially if the limit of the station 
development has been reached, there is a 
strong case for accumulators. 

By their means it is quite possible to 
postpone the erection of a new station for 
some years and thus to obtain the ad- 
vantage of the latest and best experience 
in the selection and performance of plant. 
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Fic. 7.—Net EFFECT oF Usixe CELLS ON THE COST oF EXTRA UNIT8 AND STATION LOAD 
Factor. 


be incurred by the continuance of the use 
of steam plant for extensions, coupled 
with the employment of the shorter 
feeders. 

CONCLUSIONS. 

In the present paper the author’s in- 
vestigations have been confined to the con- 
sideration of the introduction of cells in 
connection with a large modern station, 


As regards the introduction of accu- 
mulators into the smaller stations, the 
author ventures to express the opinion 
that the causes of high coal consumption 
in these stations are due, not altogether 
to the smallness of the engine and boiler 
units, or even to their being of somewhat 
obsolete type, but rather to the greater 
proportion which the stand-by losses and 
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the fixed charges bear to the total cost of 
operation. The use of cells would intro- 
duce great economies here; and in many 
cases would enable the existing small units 
to be replaced by large and more econom- 
ical units with the certainty of being able 
to find a suitable load for the latter, even 
where the load-factor of the station hap- 
pens to be a poor one; thus avoiding, in 
many cases, the immediate building of a 
new station. 


The author suggests that Fig. 7 will 


be found helpful as showing at a glance 
and in a single diagram the net effects 
of using cells on the cost per (extra) 
unit for different (station) load-factors. 
It also shows in a clear way the pro- 
nounced saving introduced by using cells, 
as against modern steam plant; and that, 
too, of the largest sizes likely to be avail- 
able in the majority of cases. 

The capital costs taken for the incre- 
ment of steam plant (including building 
and land) range from $200 to $100 per 
kilowatt of plant capacity added. It may 


` here be mentioned that in the costs plotted 


in Fig. 5 the cost of the feeders on the 
extensions to the substation where the bat- 
tery is placed is also debited to the steam 
extensions, an allowance of $3 per kilowatt 
of maximum demand per annum being 
taken. In Fig. 7, however, this is reduced 
to $1.50 per kilowatt of maximum de- 
mand. 

The figure of $75 per kilowatt of maxi- 
mum demand for the batteries similarly 
includes building and land, but no spare 
battery capacity; there being 100 per cent 
overload capacity in the battery for one 
hour, and the chance of interruption with 
a properly designed battery plant being 
so much more remote than with running 
machinery, or even steam boilers and ac- 
cessories. 

As regards the transmission of power 
over long distances, such as from water- 
power centres, the author suggests thal 
the facilities for increasing the radius 
of transmission (for a given limitation 
in electromotive force) which the storage 


system offers, combined with the great ad- 
vantage of having the reserve of power at 
the point where it is wanted, should be 
considerations of moment in introducing 
cells for such work. There are many 
large water-power transmissions on which 
he believes it will be found that the curves 
connecting load-factor and cost per unit 
will consist of a much smaller element of 
“running cost” and an equally large, or 
larger, element of “fixed charges” than in 
the steam station shown in Fig. 7 (es- 
pecially when transmission line costs are 


included), and on all such there should be | 


an excellent opening for alternating-cur- 
rent substations, 


August 8, 1908 


Coal-Mining Reports. 

According to the figures prepared by 
the United States Geological Survey, in 
1907 Ohio produced 32,142,419 short tons 
of coal, having a spot value of $35,324,- 
746. Early in 1908 George Harrison, 
chief inspector of mines for Ohio, esti- 
mated that the total production of the 
state in 1907 had been about 30,000,000 
tons, which would have been equivalent to 
an increase of somewhat less than ten per 
cent over the output of 1906. The com- 
plete statistics for 1907, which will soon 
be published by the United States Geo- 
logical Survey, show that Mr. Harrison’s 
estimate was conservative, as the actual 
increase in production was more than 
2,000,000 short tons in excess of his esti- 
mate. The production for the year 
showed an increase of 4,410,779 short, 
tons, or 15.91 per cent, in quantity and of 
$4,978,166, or 16.4 per cent, in value over 
that of 1906. In 1907 the coal-mining 
industry in Ohio was not greatly affected 
by labor troubles or strikes, the car supply 
was more nearly adequate than in some 
other states, and the average prices were 
satisfactory to the operators. 


The total production of coal in Okla- . 


homa in 1907 was 3,642,658 short tons, 
having a spot value of $7,433,914, ac- 
cording to the Geological Survey’s annual 
report on mineral resources of the United 
States for 1907. 

Since the Survey’s report for 1906 was 
published the area included within the 
territory of Oklahoma and the Indian Ter- 
ritory has been organized and admitted 
into the Union as the state of Oklahoma. 
As, however, the entire coal-producing 
district is included in what was Indian 
Territory, the production of the state of 
Oklahoma is co-ordinate with the produc- 
tion of Indian Territory. 

The new state began its history of coal 
production with a noteworthy increase 
over that of Indian Territory in 1906, 
when the output amounted to 2,860,200 
short tons, valued at $5,482,366. Com- 
pared with this the production of 1907 
showed an increase of 782,458 tons, or 
27.36 per cent, in quantity, and of $1.- 
951,548, or 35.6 per cent, in value. Only 
three states exceeded Oklahoma in per- 
centage of increase in 1907 over 1906. 
These were Michigan, whose production 
increased fifty-one per cent; Arkansas, 
which had an increase of 43.3 per cent, 
and New Mexico, with an increase of 33.8 
per cent. 

_ The total production of coal in Oregon 
In 1907 was 70,981 short tons, having a 
Spot value of $166,304. | 
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The Coos Bay field is the only product- 
ive coal field in Oregon. It is situated 
in the southwestern part of the state, in 
Coos County, and occupies a total area of 
about 250 square miles, its length north 
and south being about thirty miles and its 
maximum breadth at the middle about 
eleven miles. Among the other coal fields 
that have been prospected in the state are 
the Upper Nehalem field, in Columbia 
County ; the Lower Nehalem field, in Clat- 
sop and Tillamook counties; the Yaquina 
field, in Lincoln County; the Eckley and 
Shasta Costa fields, in Curry County; the 
Eden field, in Coos County, and the Rogue 
River Valley field, in Jackson County— 
all west of the Cascade Range. None of 
these fields has been developed to the 
point of production. Another field lies 
in the basin of John Day River, east of 
the Cascade Range, but little is known 
concerning it. All the fields west of the 
range, except the Coos Bay, are of rather 
small area, the largest being the Upper 
Nehalem, which has an area of less than 
twenty square miles. The coal of all 
these fields is lignitic. Its transportation 
is confined exclusively to Coos Bay and 
the Pacific Ocean, and San Francisco is 
the principal market. The Coos Bay field 
is divided by its structure into six portions 
—four basins and two arches. The basins 
are known as the Newport, the Beaver 
Slough, the Coquille, and the South 
Slough, and are separated by the Westport 
and Pulaski arches. 

The output of the Tennessce coal mines 
in 1907 amounted to 6,810,243 short tons, 
having a spot value of $8 490,334, showing 
an increase of 550,968 short tons, or 8.8 
per cent in quantity, and of $822,919, or 
10.73 per cent, in value, over the produc- 
tion in 1906. The average price per ton 
advanced from $1.22 in 1906 to $1.25 in 
1907. About forty per cent of the output 
of the Tennessee mines is used for rail- 
road fuel, 15 per cent is taken by the com- 
paratively restricted local market of the 
eastern part of the state, and the rest of 
the product is marketed in competition 
with coals from Alabama and southern 
Kentucky. That the industry did not 
show greater gain in 1907 was due in part 
to the exceptionally mild weather in No- 
vember and December, which caused de- 
crease in the demand for coal for domestic 
purposes, and in part to added competi- 
tion from many of the large mines In 
Virginia, Alabama, West Virginia and 
Tennessee, forced by the condition of the 
iron industry to market for steam coal 
much of their product that would other- 
wise have been coked. Notwithstanding 
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these adverse conditions, however, the out- 
put of the state was the largest ever re- 
corded. 

The production of coal in Texas in 1907 
was greater by 25.53 per cent, in quantity, 
and 27.53 per cent, in value, than that of 
1906, according to E. W. Parker, of the 
United States Geological Survey, amount- 
ing to 1,648,069 short tons, having a spot 
value of $2,778,811. 

This increase in the coal output is 
largely the result of the condition of the 
petroleum industry in the state in the last 
two years. In 1906 the output of petro- 
leum was sixty per cent less than in 1905 
and the coal output showed an increase 
of 112,189 short tons. In 1907 the pro- 
duction of petroleum was about the same 
as in 1906, the decrease being insignifi- 
cant, but the advance in the price of fuel 
oil in the state was so decided that a num- 
ber of railroads returned to coal for loco- 
motive use, and the effect on the coal in- 
dustry is shown by the figures given above: 

Coal or lignite was produced in sixteen 
counties of Texas in 1907, or three more 
than in 1906. The counties reporting pro- 
duction of bituminous coal—Erath, Mc- 
Cullough, Maverick, Palo Pinto, Parker, 
Webb and Wise—were the same as in 
1906; of the lignite-producing counties— 
Bastrop, Fayette, Hopkins, Houston, 
Leon, Medina, Milam, Robertson and 
Wood—three (Fayette, Lyon and Robert- 
son) were new. 

The bituminous and lignite mines in 
these counties gave employment to 4,227 
men in 1907 for an average of 242 days, 
as compared with 3,048 men for an aver- 
age of 227 days in 1906. Of the total 
number, 3,137 men were employed in the 
bituminous mines for an average of 255 
days, and 1,090 in the lignite mines for 
an average of 204 days. The average pro- 
duction per man per dav in the bitumin- 
ous mines was 1.18 tons, and in the lignite 
mines 3.18 tons. The average production 


per man for the year was 300 tons in the 


bituminous mines and 649.3 in the lignite 
mines, the average for the state being 390 
tons. In most of the bituminous mines 
the men worked eight hours a day, but in 
the lignite mines the ten-hour day is the 
rule. One mine employing sixty men re- 
ported nine hours as the length of the 
working day. Mining machines were 
used in three mines in 1907, and the prod- 
uct amounted to 36,100 short tons mined 
with thirteen machines; in 1906 the use 
of twelve machines resulted in 22,682 
short tons of coal. 

The total production of coal in Idaho 
in 1907 was 6,508 short tons, having a 
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spot value of $26,494. Lignite beds occur 
in several areas in Idaho, but little mining 
has been done until within the last five or 
six years. The producing districts are the 
Horseshoe Bend and the Jerusalem, oc- 
cupying the lower portion of a ridge be- 
tween Boisé and Payette Rivers; an area 
near Salmon City, in Lemhi County, and 
one at the eastern edge of the state, in 
Bingham and Fremont counties, where 
the Sublette field of Wyoming extends 
across the state line. The principal pro- 
duction in 1905 and 1906 was in the 
Salmon district, in Lemhi County, 4,380 
tons having been mined there in 1905, 
and 4,285 tons out of a total of 5,365 in 
1906. In 190% Fremont County was 
credited with a production of 2,884 tons 
and 3,500 tons were produced in Lemhi 
County. Bingham County also produced 
a small quantity of coal in 1907. 

The total production in the state in 
1907 showed an increase of 1,143 tons, 
or 21.3 per cent, in quantity and of $7,- 
956, or 42.92 per cent, in value. 

—— 0 
Reception to Farman by the 
Aero Club. 


The Aero Club of America tendered a 
reception to Henry Farman, the French 
acronaut, on the evening of July 30, at 
the Hotel Astor, New York city. Madame 
Farman and Mrs. Paul LaCroix received, 
and the guests were introduced to Mr. 
Farman by Augustus C. Post. Charles 
Jerome Edwards welcomed the guest of 
honor in a speech in which he told of the 
interest of Americans in Mr. Farman’s 
aeroplane flights. Addresses were also 
made by several others eminent in aero- 
nautics, the closing address being de- 
livered by Charles J. Glidden, who is 
widely known in the electrical field and 
who is an enthusiastic automobilist and 


aeronaut. 

Mr. Farman made a short address, ex- 
pressing his pleasure at mecting with his 
brother aeronauts and so many men 
prominent in social and engineering life, 
and stated that he. had complete confi- 
dence that the dirigible aeroplane was a 
certainty. 

One of the interesting features of the 
evening was the brief address made by 
Homer W. Hedge, who talked very en- 
thusiastically of the possibilities of the 
dirigible balloon and explained the forma- 
tion of the Aero Club of America. 

There were a great manv electrical men 
present at this gathering, giving it the as- 
pect of a meeting of one of the electrical 
engineering societies with which electrical 
men are so familiar. 

Mr. Farman is scheduled to make a 
series of flights at the Brighton Beach 
Race Track, Brighton Beach, Brooklyn, 
N. Y., from August 1 to August 9. 
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FINANCIAL REPORTS OF ELECTRICAL 
COMPANIES. 
MONTREAL STREET RAILWAY COMPANY. 

The report of earnings of the Montreal 
Sireet Railway Company for the nine 
months ended June 30, 1908, shows that 
the company did not earn the seven and 
one-half per cent dividends paid by it 
during the period. The earnings report 
indicates that the company either will 
have to reduce its dividend from the two 
and one-half per cent quarterly rate dur- 
ing the last quarter of the year or else 
show a large amount paid out of profit 
and loss surplus for the year. 

The earnings for the nine months ended 
June 30 show as follows: Gross, $2,672,- 
763; expenses, $1,651,707; net, $1,021,- 
056; charges, $150,876; surplus, $570,180. 

During the company’s fiseal year ended 
September 80, 1907, it earned 9.65 per 
cent on the total $9,000,000 capital stock 
then authorized. Since the beginning of 
the current vear the authorized capital 
stock has been increased to $10,000,000. 
The bonded indebtedness has also been in- 
creased by $2,000,000. 


UNITED RAILWAYS OF ST. LOUIS. 
The gross earnings of the United Rail- 
ways of St. Louis for the six months ended 
June 20, 1908, showed a decrease equal to 
2.34 per cent, but decreases in expenses 
and charges brought about an increase 
equal to 9.39 per cent in net income. The 
earnings for the six months’ period for 
1908 are: Gross, $5,163,555 ; expenses, $3,- 
367,509; net, $1,796,046; charges, $1,- 
885,547: net income $410,499; preferred 

dividend, $124,580; balance, $14,081. 


TOLEDO RAILWAYS AND LIGHT COMPANY. 

The report of the Toledo Railways and 
Light Company for the month of June 
and six months ended June 30 shows 
June gross of $201,766; expenses, $107,- 
458; June net, $94,308; other income, $8; 
total income, $94,316; charges and taxes, 
$71,762; June surplus, $22;554. Six 
months’ gross, $1,230,375; expenses, 
$682,388 ; six months’ net, $547,987 ; other 
income, $2,783; total income, $550,770; 
charges and taxes, $420,136; six months’ 
surplus, $130,634. 


SEATTLE ELECTRIC COMPANY. 

The report of the Seattle Electric Com- 
pany for the month of May and twelve 
months ended May 31 shows May gross 
of $386,961 ; expenses, $216,858 ; May net, 
$170,103; charges, taxes and sinking 
fund, $87,131; May surplus, $82,672. 
Twelve months’ gross, $4,365,709; ex- 
penses, $2,593,833; twelve months’ net, 
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$1,771,876; charges, taxes and sinking 
fund, $1,001,398. Twelve months’ sur- 
plus, $770,478, a decrease of $38,159 as 
compared with the same period a year ago. 


NORFOLK & PORTSMOUTH TRACTION. 

The report of the Norfolk & Ports- 
mouth Traction Company for the month 
of June and six months ended June 30 
shows June gross of $164,526; expenses, 
$98,622; June net, $65,904; six months’ 
gross, $875,619; expenses, $574,535; six 
months’ net, $328,084. 


BOSTON & WORCESTER STREET RATLWAY. 


The gross earnings of the Boston & 
Worcester Street Railway Company for 
June were $54,500, the largest in the cur- 
rent fiscal vear, and 3.6 per cent larger 
than in the corresponding month a year 
ago. The gross earnings on the main line 
last month showed an increase of seven 
per cent, but the business on the branch 
lines, which is local in character and in 
mill towns, showed a decrease, compared 
with a year ago, owing to the industrial 
depression. 


MICHIGAN STATE TELEPHONE COMPANY. 

The Michigan State Telephone Com- 
pany's report for the six months ended 
June 30 shows gross earnings of $1,615.- 
984; expenses, $1,211,252; net earnings, 
$437,732; interest, $208,985; balance, 
$228,797; dividend on preferred stock 
(six per cent), $68,198 ; surplus, $160,- 
299. : 


d 


SS d 


NASHVILLE RAILWAY AND LIGHT 
COMPANY. 


The report of the Nashville Railway and 
Light Company, Nashville, Tenn., for the 
month of June and six months ended June 
30 shows June gross of $130,991; expenses 
and taxes, $73,622; interest charges, $32,- 
069+ reserve and sinking fund, $3,921; 
surplus, $12,623. Six months’ 
$760,050; expenses and taxes, % 164,183: 
interest charges, $188,061; reserve and 
emergency fund, $22,670; six months’ sur- 
plus, $85,136. 


Gross, 


AMERICAN LIGHT AND TRACTION 
COMPANY. 

The report of the American Light and 
Traction Company for the six months 
ended June 30 shows net earnings of 
$2,499,257, an increase of $186,292, and 
a final surplus after allowing for dividends 
and reconstruction reserve of $538,853, an 
increase of $116,597. The total surplus 
now stands at $3,196.257. 


MEMPHIS STREET RAILWAY COMPANY, 
The Memphis Street Railway Company, 
of Memphis, Tenn., for the month of 
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June and six months ended June 30 shows 
June gross of $140,882; expenses and 
taxes, $87,092; interest charges, $34,876 ; 
reserve and emergency fund, $2,500; 
June net surplus, $16,414. Six months’ 
gross, $775,067 ; expenses and taxes, $494,- 
401; interest charges, $208,439; reserve 
and emergency fund, $15,000; six months’ 


net surplus, $57,227, 


CUMBERLAND TELEPHONE AND TELEGRAPH. 

The report of the Cumberland Tele- 
phone and Telegraph Company for the 
month of June and six months ended 
June 30 shows June gross, $504,364; ex- 
penses, $292,209; June net, $212,155; 
charges and taxes, $35,374; June surplus, 
$176,781. Six months’ gross, $3,056,978 ; 
expenses, $1,782,208 ; six months’ net, $1,- 
274,770; charges and taxes, $223,018; six 
months’ surplus, $1,051,760. 


AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 

The comparative statement of earnings 
and expenses of the American Telephone 
and Telegraph Company for the month of 
June and six months is as follows: 

Month of June— 


1908. 1907. 
Interest and other rev- 
enue 262 eterno tues $815,351 $603,243 
Telephone traffic (net) 326,237 283,161 
Real estate ........... 13,156 12,814 
Other sources ........ 40,296 42,399 
Total isons tess ek $1,195,040 $941,617 
Expenses ............. 203,590 181,974 
Net earnings ..... $991,450 $759,643 
Interest .............. 647,540 579,346 
Balance ........... $343,910 $180,297 
January 1 to June 30— 
Dividends ............ $6,443,344 $5,685,089 
Interest and other rev- 
EE eean 4,951,788 3,813,182 
Telephone traffic (net) 1,995,864 1,832,114 
Real estate ..... TOREA 55,735 37,541 
Other sources ........ 341,658 200,845 
Total earnings .. .$13,785,391 $11,568,772 
Expenses ............. 1,073,770 1,032,569 
Net aaien $12,714,621 $10,536,203 
Interest l... . 3,871,675 3,439,791 
o Surplus ......., .. $8,842,945 $7,096,411 
Dividends April-July.. 6,120,092 5,262,056 
Net surplus ...... $2,722,853 $1,834,355 


DENVER CITY TRAMWAY COMPANY. 

A meeting of the stockholders of the 
Denver City Tramway will be held August 
*7 to authorize an issue of $25,000,000 
five per cent thirty-year mortgage bonds, 
to be used for the following purposes: To 
refund the present outstanding indebted- 
ness; to acquire all or any part of the 
Property and assets of the Denver & 
Northwestern Railway Company and the 
Denver Tramway Power Company and to 
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pay off or exchange for the outstanding 
bonds of these two companies, as well as 
to provide funds for future extensions, ad- 
ditions and improvements to the com- 
pany’s lines. 


DETROIT UNITED RAILWAY COMPANY. 

During the six months ended June 30, 
1908, the Detroit United Railway earned 
an amount equal to 3.12 per cent on its 
$12,500,000 outstanding capital stock. 
This compares with an amount equal to 
3.90% per cent earned during the first six 
months of 1907. 

The reason for the less favorable show- 
ing this year is found in the heavy in- 
crease in charges, the increase being equal 
to 5.71 per cent. This increase was the 
principal cause for a decrease equal to the 
11.37 per cent in the surplus after charges. 

Below are shown the earnings for the 
six-month periods for both 1908 and 
1907: 


1968. 1907. 
GTOSS sesesossesessocsee $3,285,428 $3,286,869 
ISXpenseS ........ccc ewes 2,110,307 2,105,239 
Net Qecaeed os sate hat ous 1,175,121 1,181,630 
Other income ........... 28,609 28,239 
Total imeome ........... 1,203,730 1,209,869 
CAR RES: oe. deo tncd ain 812,973 769,078 
Nurplūs cir aot ea teas 390,757 440,791 


As the company’s best months are those 
of July, August and September, a better 
showing for the last half of the year can 
be expected. During the year ended De- 
cember 31, 1907, the company earned 8.88 
per cent on its $12,500,000 capital stock. 
The amount available for dividends was 
equal to 6.71 per cent after the deduction 
of depreciation charges. 


UNION TRACTION OF INDIANA. 

Secretary William H. Forse, Jr., of the 
Union Traction Company of Indiana, in 
a circular to stockholders states that, ow- 
ing to general business depression and a 
strike of a portion of the company’s em- 
ployés during January and February, 
gross earnings of the Indiana Union Trac- 
tion Company for the year ended June 30, 
1908, from all properties except those 
leased after June 15, 1904, do not amount 
to $1,850,000, and therefore no rental, 
based on gross earnings for such period, 
will be payable. 

MASSACHUSETTS ELECTRIC COMPANIES. 

The report of the Massachusetts Elec- 
trie Companies for the quarter ended June 
30 shows gross receipts of $5,328,088, an 
increase of $162,613 over the correspond- 
ing period last year. Net earnings after 
fixed charges show a gain in gross of 
$117,887, or 65.2 per cent. For the nine 
months operating expenses absorbed 68.7 
per cent gross, compared with 71.4 per 
cent for the same three quarters of 1907. 
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PHILADELPHIA RAPID TRANSIT COMPANY. 

While the annual report for the fiscal 
year ended June 30 of the Philadelphia 
Rapid Transit Company has not been 
made public, it is understood that the 
company carried 512,869,053 passengers 
during the year, an increase of 20,732,015. 
With the completion of the new elevated 
and subway line through the centre of the 
city it is estimated that traffic next year 
will show a much larger increase. Gross 
carnings were $18,288,000. Operating 
costs were a trifle higher, and the com- 
pany will show a deficit for the year of 
approximately $92,000, as compared with 
last year’s deficit of $364,048. With the 
payment of the remaining $7.50 due on 
September 7, the stock will be full paid 
and non-assessable. The payment of this 
assessment of $4,500,000 will clean up ex- 
isting loans of $3,000,000 or more, and 
all payments on construction work. 


TWIN CITY RAPID TRANSIT COMPANY. 

The report of the Twin City Rapid 
Transit Company for the six months 
ended June 30 shows gross earnings of 
$2,982,849; expenses, $1,535,589; net 
earnings, $1,447,260; charges and taxes, 
$644,427; surplus for dividends, $802,- 
833; preferred dividend, $105,000; Dal- 
ance for common stock, $697,833. 


LITTLE ROCK RAILWAY AND ELECTRIC 
COMPANY. 

The Little Rock Railway and Electric 
Company reports for the month of June 
and six months ended June 30 as follows: 
June gross, $54,046; expenses and taxes, 
$30,270; interest and sinking fund, $10,- 
205; reserve and emergency fund, $3,000; 
net surplus, $10,570. Six months’ gross, 
$330,732; expenses and taxes, $168,622; 
interest and sinking fund, $58,000; re- 
serve and emergency fund, $18,000; six 
months’ net surplus, $86,110. 


BIRMINGHAM RAILWAY, LIGHT AND POWER 
COMPANY. 

The Birmingham Railway, Light and 
Power Company, of Birmingham, Ala., re- 
ports for the month of June and six 
months ended June 30, June gross of 
$194,293; expenses and taxes, $118,647 ; 
interest and sinking fund, $48,846; June 
surplus, $31,800. Six months’ gross, 
$1,064,825; expenses and taxes, $682,777 ; 
interest and sinking fund, $263,295; six 
months’ surplus, $118,753. 


KNOXVILLE RAILWAY AND LIGHT 
COMPANY, 

The Knoxville Railway and Light Com- 
pany, Knoxville, Tenn., reports for the 
month of June and six months ended June 
30, June gross of $18,977; expenses and 
taxes, $24,933; interest charges, $11,421; 
surplus, $12,623. Six months’ gross, 
$272,099; expenses and taxes, $144,697; 
interest charges, — $68,677; surplus, 
$58,725. 
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ELECTRICITY IN AGRICULTURE.’ 
BY SIR OLIVER. LODGE. 


Some thirty years ago a Swedish profes- 
sor named Lemström sought to elucidate 
the aurora borealis by trying to imitate 
its appearance by electrical experiments. 
For this purpose he produced high-tension 
discharges of various kinds, and sent them 
through vacuum tubes until he got an ap- 
pearance very like those of the northern 
lights. Some of these experiments he con- 
ducted in his greenhouse, and he noticed 
incidentally that the plants seemed 
to thrive under the treatment, and that 
the electrification thus produced in their 
neighborhood appeared to do them good. 
He also noticed, as remarkable, the flour- 
ishing development of plants in arctic 
regions, where the sunlight was very weak, 
and he attributed part of this growth to 
the influence of electric discharges. 

He says that when the plants in the 
north of Norway, Spitzbergen and Fin- 
nish Lapland have resisted the frequently 
destructive night frosts they show a de- 
gree, of development which greatly sur- 
passes that of plants in more southern 
regions, where the climatic conditions are 
more advantageous. This rich develop- 
ment appears principally in the fresh and 
clear colors of the flowers, in their strong 
perfume, in the rapid development of the 
leaves on the trees, and their scent, but 
particularly in the rich harvest which 
different seeds—such as rye, oats and bar- 
ley—will produce when, as before stated, 
they are not destroyed by the frosts. 
From a bushel of rye sown they will often 
produce forty bushels, and from barley 
twenty bushels, and so forth. It is the 
same with grass. ‘These results are at- 
tained although the people cultivate their 
soil very imperfectly, using only plows 
and harrows of wood. 

He pursued the matter by careful ob- 
servation, taking test plants in pairs or 
groups, electrifying one group—that is to 
say, discharging some electricity into the 
air above them—and keeping a similar 
group away from the electricity, in order 
to be able to compare them. Then he 
photographed the two groups side by side, 
and found in nearly all cases a marked 
improvement as the result of the elec- 
trical treatment. He concluded that the 
needle-like shape of the leaves in fir trees, 
and the beard on the ears of most cereals, 
had the discharge of electricity as their 
function, and found that they did act in 
this way. 

Tt ean hardly be doubted that the elec- 
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trification of the air has some effect on 
growing plants. For it is found that, 
under the influence of sunshine, electrified 
plants can give off electricity into the 
air from the leaves, and the fact that the 
air is electrified relatively to the soil re- 
quires that the plants shall be electrified 
too, so that in all probability they are in 
a constant state of slow electrical dis- 
charge, which becomes more rapid when 
the sun is up. In what way this discharge 
of electricity from their growing tips and 
hair, and surface generally, really acts 
must be studied and reported on by physi- 
ological botanists; but it is natural to sup- 
pose that it can not be without influence 
and reasonable to think that that influence 
must be beneficial—a hypothesis which di- 
rect experiment confirms. 

When, after some preliminary experi- 
ments at Bittin, J. E. Newman, of 
Gloucester, acting in conjunction with R. 
Bomford, of Salford Priors, determined to 
try the phenomenon on a really large 
scale, and came to me to see if I could 
help them electrically, and enable them 
to maintain a continuous high-tension dis- 
charge for hours together each day over 
ten or eleven acres by means of power fur- 
nished by an oil engine and dynamo, I 
very willingly assented and set my son, 
Lionel Lodge, upon the job. 

The method is to stretch over the field 
to be treated a number of wires on poles, 
high enough for loaded wagons and all 
the usual farming operations to go on 
underneath the wires without let or 
hindrance. The wires are supported on 
the posts by elaborate high-tension insu- 
lators and they extend over all the acre- 
age under experiment, a control plot of 
similar land under similar conditions be- 
ing, of course, left without any wires. 

The system of conductors is then con- 

nected at one post with a generator sup- 
plying positive electricity at a potential 
of something like 100,000 volts and with 
sufficient power to maintain a constant 
supply of electricity at this kind of po- 
tential. 
- Leakage immediately begins, and the 
charge fizzes off from the wires with a 
sound which is sometimes audible, and 
with a glow which is visible in the dark. 
Any one walking about below the wires can 
sometimes feel the effect on the hair of the 
head, as of a cobweb on the face. They 
are then feeling the stimulating action of 
the electrification. 

The electrification is maintained for 
some hours each day, but is shut off at 
night; it is probably only necessary to 
supply it during the early morning hours 
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in summer time, and in spring time or 
in cold cloudy weather for the whole day, 
or during the time of the plant’s greatest 
activity. But at what stages of the growth 
of a plant the stimulus is most effective 
has still to be made out. However, in the 
case of wheat, both the ear and the straw 
are valuable, and the electrification is ac- 
cordingly applied for a time each day 
during the whole period of growth until 
stooling begins. l 

The power required to generate the 
electricity is very small, for although the 
potential is high the quantity is insignif- 
icant, and the energy is accordingly com- 
paratively trivial. It is known that even 
when natural atmospheric electricity has 
accumulated intensely, and has become a 
thunderstorm, the quantity even then is 
quite small, though the potential or ten- 
sion is so enormous that the flashes are 
of astonishing violence and power while 
they last. 

The electricity can be generated in more 
than one way. It can be generated by the 
revolving glass plates of a static influence 


machine, usually known in this country as 


a Wimshurst machine, or it can be gener- 
ated by transforming up to high tension 
and rectifying to one direction the cur- 
rent of the revolving magnetic generator 
called a dynamo. The first is in many 
respects the simplest and was used in the 
early and small-scale experiments, but it 
can hardly be regarded as an engineering 
method adapted to continuous or rough 
use. The latter is the one which in the 
trials now to be described we have adopted. 

The power is generated by a two-horse 
oil engine driving a small dynamo in an 
outhouse of the farm. Thence the current 
(three amperes at 220 volts) is taken by 
ordinary overhead wires to the field where 
they enter a suitable weather-tight hut 
which contains the transforming and recti- 
fying apparatus. The only moving part 
here is the “break” and if the original 
dynamo had been an alternator even this 
might have been dispensed with. The 
transformer is a large induction coil 
specially made to stand continuous use 
and its current is rectified by means of 
vacuum valves in accordance with a 
patented device of my own. 

The negative clectricity is conveyed 
direct to earth, while high-tension elec- 
tricity, all of positive sign, is led by a 
specially insulated conductor out of the 
shed to the nearest post of the overhead 
insulated wires, which are thereby main- 
tained at continuous high positive po- 
tential. 

The overhead system of wires covered 
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about nineteen and one-half acres of 
ground. The wires were mounted on in- 
sulators placed upon larch poles some fif- 
teen feet high, which were placed in rows, 
the rows being separated by a distance of 
102 yards and the poles in a row being 
seventy-one yards apart. Stout telegraph 
wire carried the current down each row, 
while thin galvanized-iron wires, placed 
some twelve yards apart, were stretched 
between the rows, and acted as the dis- 
charge wires. In this way twenty-two 
poles were sufficient to support the wire 
over the nineteen acres. Roughly, only 
one pole per acre is required, therefore the 
inconvenience is practically nil. 

Owing to the flexible suspension, risk 
of breakage to the wires is very small. 
During the two years the wires have been 
up at Bevington, apart from a few wires 
broken at harvest time by catching the 
top of an extra high wagon load, only one 
wire has fallen. 

The acreage was spread over two dif- 
ferent fields: In one field some eleven 
acres of wheat were under treatment ; in 
the other six and one-half acres of barley 
and a half-acre plot planted with potatoes, 
mangolds, ete. - 

The wheat field was of eighteen and 
one-half acres extent, the remaining seven 
acres were sown with English (White 
Queen) wheat, one and one-half acres, 
and Canadian (Red Fife) on five and one- 
half acres. In the electrified part Cana- 
dian wheat occupied two and one-half 
acres, English wheat nine acres. es 

The results on the barley field, includ- 
ing the small plot, had to be neglected 
owing to the great local variations pro- 
duced by the very irregular manuring the 
field had previously undergone; the wheat 
held, however, as far as one could judge, 
had been very uniformly treated pre- 
Viously, 

In the wheat, a difference was notice- 
able at an early stage, the young blades on 
the electrified part being, in the opinion 
of many observers, of a darker green. 

The crop was judged as considerably 
heavier by several practical observers, and 
the straw was, on an average, from four 
inches to eight inches higher. Both ex- 
perimental and control plots came into 
ear at about the same time, but the 
Canadian wheat under treatment was 
ready for cutting some three or four days 
before the control area, 

The following is a very brief summary 
of returns and information supplied to 
me by Mr. Newman and Mr. Bomford, 
showing the results from the electrified as 


ao with the control unelectrified 
plots. 
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SUMMARIZED RESULTS OF THE 1906 
EXPERIMENTS. 


Bushels of wheat per acre. 


(Estimated corresponding increase in 
straw not measured.) 
From the From the 


Electri- Unelectri- Increase. 
fied Plot. fied Plot. Per Cent. 


Canadian (Red Fife). . .851¢ 2516 40 
English (White Queen). 40 31 30 

Moreover, the electrified wheat sold at 
prices some seven and one-half per cent 
higher, several millers in baking tests find- 
ing that it produced a better baking flour. 

The increase appears to be mainly due 
to better stooling. No marked difference 
was observable in the development of ears. 

J. Kirkland, of the National School of 
Bakery, Borough Polytechnic, found the 
evidence from baking tests supported by 
the average of dry glutens from all his 
tests thus: 


Per Cent 
Ia the electrified ................ 11.15 
In the unelectrified.............. 10.85 


The somewhat poor yield of wheat ob- 
tained from the unelectrified portion of 
the field is probably explained by a defi- 
ciency in lime, which has now been recti- 
fied. Further, the wheat was spring sown, 
and red fife, under this condition, does 
not usually yield good crops. The experi- 
ments are being repeated upon wheat dur- 
ing the present season, and strawberries 
are also under treatment once more. 

In 1907 wheat was grown again in the 
1906 wheat field. Current was cut off 
from most of the barley field, which was 
down to clover and rye grass; eight and 
one-quarter acres in an adjoining field 
were planted with strawberries (Stirling 
Castle) in March, approximately two and 
three-quarters acres having a wire network 
erected over them. Mangolds were planted 
between the strawberry rows. 

The wheat field during the early spring 
was given a dressing of lime, ten hundred- 
weight to the acre, four hundredweight 
to the acre, bone meal drilled in; the un- 
electrified part was given one and one- 
half hundredweight sulphate of ammonia, 
and the electrified part three-quarters 
hundredweight. Barley had been grown 
on the strawberry field in 1906, and this 
was given ten tons to the acre of farm- 
yard manure, which was plowed in. 

RESULTS OF CROPS, 1907. 
WHEAT. 

( Variety—Red Fife, Spring Sown.) 

Seven and one-half acres unelectrified 
gave 239 bushels thirty-eight pounds head 
wheat, fifteen bushels one pound tail. 

Eleven acres electrified gave 455 bushels 
fifty pounds head wheat, seventeen bushels 
twenty-seven pounds tail. 
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Or, summarizing as follows: 

BUSHELS PER ACRE (HEAD WHEAT). 

Electrified, 41.4; unelectrified, 32; in- 
crease 29 per cent. 

Electrified wheat brighter and a better 
sample. Increase due to better stooling 
and also better filling out of ears. 

HOURS PLANT RUNNING. 


1906, March 16 to July 10, inclusive; 
62154 on ninety days. Average electrical 
pressure corresponded to a three-quarters- 
inch spark, 

1907, March 28 to July 27, 1,014 hours 
on 115 days. Average pressure corre- 
sponded to a one-half-inch spark. 


STRAWBERRIES, 


This being the first year, the crop was 
necessarily very small, and was picked 
chiefly to see if any increase had been 
obtained. The result showed a thirty-five 
per cent increase. Earlier ripening was 
also observed. 

Mangolds—It was found impossible to 
weigh either the whole or a part of this 
crop. Estimated increase (from number 
of cartloads removed) twenty-five per 
cent. Analysis showed an increase in the 
sugar where electrified, but the results 
varied considerably. 

Small plots of raspberry canes showed 
a marked improvement in growth. A 
curious point about the raspberries was 
that the foliage and fruit on the old 
canes showed no difference, but that the 
new growth, particularly after the old 
wood was cut back, showed an enormous 
difference in favor of the electrified. The 
manurial treatment was exactly similar. 

Small plots of tomatoes also showed a 
large increase in the crop. 

Those interested in the experiments are 
much indebted to the enthusiastic co-oper- 
ation of Mr. Bomford. It may be inter- 
esting to note that it was at a farm be- 
longing to Mr. Bomford’s father that the 
first steam plowing in England was done. 

Professor Lemström is undoubtedly the 
pioneer in this sort of work; though cir- 
cumstances connected with the natural 
electrification of the atmosphere and with 
the discharge of electricity from various 
surfaces have been pertinaciously ex- 
amined by Professors Elster and Geitel. 

Professor Lemström published his re- 
sults with full details anq illustrations, 
both of the apparatus used and of the ap- 
pearance of some of the resulting crops, 
in a small book called “Electricity in 
Agriculture and Horticulture,” published 
in English by the Electrician Company, in 
1904, and is well worth referring to. 

The Abbé Berthelon, in 1783, raised 
a head of metallic points in the air, in 
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the manner of a lightning conductor, and 
made it terminate in a series of discharge 
points just over the plants. He states that 
the use of this apparatus was invariably 
accompanied by an improvement in the 
appearance of the vegetation and by an 
increase in the fertility of the plants. 

An opposite or control experiment was 
made by Grandeau in 1879 when he pro- 
tected a plant from atmospheric electricity 
by means of a wire cage, and showed that 
its development was greatly retarded. 

Other experimenters have done the same 
thing and made careful measurements of 
the results, which are all in the same di- 
rection. 

Professor Berthelot compared the 
growth at the top of a twenty-eight-metre 
tower with that of plants growing at the 
foot, and considered that the greater 
growth at the higher level was largely 
due to the potential gradient in the at- 
mosphere, | 

Dr. Cook, of Bristol, likewise obtained 
an increase in the rate of growth by the 
use of an overhead discharge on a small 
scale. 

During the winter of 1904 Mr. J. E. 
Newman installed a small trial apparatus, 
consisting of a small influence machine of 
the Wimshurst type and overhead dis- 
charge wires, at the Golden Valley Nur- 
series at Bitton, near Bristol. The wires 
ran about sixteen inches above the tops of 
the plants, or above the rows of tomatoes 
in the glass houses, and short pieces of 
fine wire, with the free ends pointing 
downward, acted as discharge points. 

From March 7 to July 26 the machine 
was running during 108 days for a period 
of 9.3 hours daily, principally at night. 

In all cases control plots were provided, 
which, as far as practicable, were under 
identical conditions, and the very favor- 
able results obtained led to the experi- 
ments on a larger scale above described. 

— —<—@-—: — 

The Annual Convention of the 
Brilliant Electric Company. 
The annual convention of the officers, 

sales managers and representatives of the 

Brilliant Electric Company was held at 

Cleveland, Ohio, July 18, 19 and 20, head- 

quarters being established at the Colonial 

Hotel. The three days’ convention in- 

cluded business sessions and excursions 

to various points of interest for rest and 

recreation. On the morning of July 18 

the representatives made a visit to the en- 

ginering department of the National Elec- 
tric Lamp Association, where an address 

was delivered by Chief Engineer S. E. 

Doane. Later in the morning a trip was 
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made on special cars to the Gates Mills, 
where luncheon was served, after which a 
baseball game was played between the 
jobbers and the salesmen. In the evening 
dinner was served at the Colonial Hotel, 
and addresses made as follows: “The 
Brilliant Electric Company,” by M. H. 
Nason, vice-president of the company; 
“The Brilliant Lamp from a Jobber’s 
Standpoint,” C. K. Crossan, president of 


the Sweeten-Crossan Electrice Company ;_. 


“The Tungstolier,”’ Milton Hartman, 
manager of the Tungstolier department; 
“Co-operation with the Jobber,” by F. B. 
Galloway, of Cleveland; “The Diagnosis 
of a Lamp Man,” by E. V. Hennecke, of 
Cleveland; “Modern High-Efficiency Il- 
luminants,” Herman Akhurst, of Cleve- 
land; “Personality as a Business-Getter,” 
D. W. Hopper, of Cleveland. The eve- 
ning session was closed with an address by 
E. J. Kulas, secretary and general man- 
ager of the company. 

On Sunday, July 19, the party made a 
trip on the steamer Eastland to Cedar 
Point. . 

On Monday, July 20, breakfast and 
luncheon were served at the Breakers 
Hotel, Cedar Point. In the afternoon the 
party left Cedar Point, and dinner was 
served at the Colonial Hotel, in Cleveland. 
At 9 p. M. there was a farewell supper at 
the Hofbrau, most of the members of the 
party leaving for Buffalo, where the 
jobbers’ meeting was held. 

Among those present were the follow- 
ing: 

Herman Akhurst, Brilliant Electric 
Company, Cleveland, Ohio. 

F. C. Barrington, Columbian Electrical 
Company, St. Joseph, Mo. 

F. M. Bernardin, B-R Electric and 
Telephone Manufacturing Company, Kan- 
sas City, Mo. 

M. G. Campbell, B-R Electric and Tele- 
phone Manufacturing Company, Kansas 
City, Mo. 

E. E. Chase, Brilliant Electric Com- 
pany, Cleveland, Ohio. Tungstolier de- 
partment. 

Thomas M. Cluley, Union Electric 
Company, Pittsburg, Pa. 

Thomas Creaghead, Creaghead Engi- 
neering Company, Cincinnati, Ohio. 

C. K. Crossan, Sweeten-Crossan Elec- 
trie Company, Philadelphia, Pa. 

H. H. Cudmore, Ambos-Cudmore Com- 
pany, Cleveland, Ohio. 

H. C. Downing, Downing Electrice Com- 
pany, Fort Dodge, Towa. 

G. 0. D’Urfae, Brilliant Electric Com- 
pany, Cleveland, Ohio. 

F. B. Galloway, Brilliant Electrice Com- 
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pany, Cleveland, Ohio. Tungstolier de- 
partment. 

L. Grieser, Cleveland Electrical Supply 
Company, Cleveland, Ohio. 

Milton Hartman, Brilliant Electric 
Company, Cleveland, Ohio. Tungstolier 
department. 

W. J. Hartwig, W. J. Hartwig Com- 
pany, Detroit, Mich. 

E. V. Hennecke, Brilliant Electric 
Company, Cleveland, Ohio. 

H. B. Hewett, Cooper-Hewett Com- 
pany, Louisville, Ky. 

D. W. Hopper, Brilliant Electric Com- 
pany, Cleveland, Ohio. 

J. H. Hughes, E. B. Latham & Com- 
pany, New York city. 

W. C. Jones, Union Electric Company, 
Pittsburg, Pa. 

L. H. Keller, Union Electrice Company, 
Pittsburg, Pa. 

E. P. Kinney, Capitol Electrical Engi- 
neering Company, Lansing, Mich. 

A. C. Knight, Brilliant Electrice Com- 
pany, Cleveland, Ohio. Tungstolier de- 
partment. 

G. A. Knoche, Dunham, Carrigan & 
Hayden Company, San Francisco, Cal. 

C. F. Koepge, Brilliant Electric Com- 
pany, Cleveland, Ohio. 

E. J. Kulas, Brilliant Electric Com- 
pany, Cleveland, Ohio. 

C. E. Ludovici, E. B. Latham & Com- 
pany, New York city. 

M. McGraw and representative, Inter- 
state Supply Company, Sioux City, Iowa. 

F. C. Maxheimer, Cleveland Gas and 
Electric Fixture Company, Conneaut, 
Ohio. 

M. H. Nason, Cleveland, Ohio. 

G. W. Provost, Union Electric Com- 
pany, Pittsburg, Pa. 

J. P. Provost, Union Electric Company, 
Pittsburg, Pa. 

W.S. Reynolds, Brilliant Electric Com- 
pany, Cleveland, Ohio. Tungstolier de- 
partment. 

Mark Simonton, Electric Supply and 
Construction Company, Columbus, Ohio. 

F. D. Sweeten, Sweeten-Crossan Elec- 
tric Company, Philadelphia, Pa. 

R. H. Westbrook, Westbrook Brothers 
& Company, Greensboro, N. C. 

One of the interesting features of the 
convention was the issue of “Daily 
Doings,” published each day during the 
meeting. This contained the official pro- 
gramme and a great deal of interesting 
matter, personal and otherwise. The bul- 
letin was edited by Milton Hartman, of 
the Tungstolier department, and contrib- 
uted greatly to the success and enjoyment 
of the meetings. 
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THE TEST-METER METHOD OF TEST- 
ING SERVICE METERS - I. 


BY JOSEPH B. BAKER. 


The testing of meters at their places of 
installation by the use of indicating in- 
struments is accurate, but is slow and 
correspondingly expensive. 

The most serious disadvantage of the 
indicating-instrument and _ stop-watch 
method is the great amount of computa- 
tion which is involved. The two sets of 
factors entering into the calculation—the 
dise constant of the meter and the number 
of seconds required for the disc to make a 
given number of revolutions, and the am- 
peres and volts as read by the indicating 
instruments—must be reduced to watts in 
order to make them comparable. This 
operation may be summarized briefly as 
follows: The disc revolutions are multi- 
plied by the meter’s disc constant to ob- 
tain watt-hours, and this again multiplied 
by 3,600 to reduce to watt-seconds. This 
product is then divided by the number of 
seconds recorded on the stop-watch to ob- 
tain the watts recorded by the meter, 
which is then compared with the true 
watts, found by multiplying together the 
instrument amperes and volts. The com- 
putation is usually performed on a slide 
rule and occupies two or three minutes. 


In order to facilitate the making of 
routine tests, 4. e., shorten the time and 
lessen the labor required to make the 
house-to-house tests without sacrifice of 
accuracy, standard rotating wattmeters 
have been employed instead of indicating 
instruments. In this method of testing 
as formerly practiced a carefully cali- 
brated meter of the same capacity and 
dise speed as the consumer’s meter is con- 
nected in circuit with the latter and the 
number of revolutions made by the two 
meters in a given time observed on a stop- 
watch; the test load being either the con- 
sumer’s regular load or a determined load 
given by a lamp bank or rheostat. The 
portable standard was usually suspended 


from the consumer’s meter by adjustable 
chains, 


In the early method of comparison and 
calibration the main fields of the “stand- 
ard meter” were connected immediately in 
series with the main fields of the con- 
sumer’s meter and its potential circuit in 
parallel with that of the consumer’s meter, 
so that one meter (A) was next to the 
mains and the other meter between A and 
thé load. After throwing on the load 
(usually the consumer’s regular load) the 
two discs, previously held still, were al- 
lowed to start at the same instant, and 
the “gain” of one over the other as the 
discs revolved was readily observed by 
sighting on marks on the edges of the two 
discs. After a few revolutions it be- 
Came apparent whether the meter under 
test wag “fast” or “slow,” and the neces- 
sary cleaning of the consumer’s meter, re- 
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placing of its jewel, adjustment, or what 
not, was done until the two discs ran in 
synchronism. Allowance was made, of 
course, for the lower registration of the 
meter which was next the load, due to 
the watts lost in the other meter. This 
method of testing was regarded as espe- 
cially convincing to the customer whose 
meter was being tested, since the method 
was more comprehensible to him than a 
test by indicating instruments; but it was 
deemed advisable to connect his meter be- 
tween the standard meter and the load, 
rather than the other way about, in order 
that he should not observe his meter to be 
running faster than the standard, when it 
was declared by the tester to be adjusted 
properly ! | 

The time required to test a consumer’s 
meter by this method is short compared 
to the time required to test with indicat- 
ing instruments; and the procedure is 
simple, inasmuch as no error is introduced 
by variation of either load or potential 
(as on a motor load, for example), and 
there are no swinging instrument pointers 
to make readings difficult. On the other 
hand, a disadvantage of the method for 
routine testing as originally practiced was 
that it necessitated the daily checking and 
transportation of as many test meters as 
there were different capacities of cus- 
tomers’ meters to be tested; since other- 
wise the tester must reduce the revolutions 
of the standard meter to an equivalent 


number on the meter under test, by slide- 


rule or pencil computations. 

Sources of Error—Following are the 
principal sources of error in the use of 
a rotating wattmeter for testing, in the 
order of their importance. The sources of 
error, as stated, apply more particularly 
to direct-current meters of the commuta- 
tor type: 

(1) Differences in friction and vibra- 
tion, especially when the test meter is 
running on light load. The uncertainty, 
as to accuracy on light load, of the port- 
able standard—which was, of course, in- 
herently quite as great as in the con- 
sumer’s meter, under ordinary conditions, 
due to the magnitudes of the possible 
change in commutator and jewel friction as 
compared with the torque—was one of 
the two main disadvantages of its use for 
testing; the other being the need of hav- 
ing as many portable standards as there 
were sizes of consumers’ meters installed. 
Changes in commutator friction may 
change the accuracy on one-tenth load as 
much as ten per cent in one day, and any 
heavy vibration, such as that caused during 
the test by a passing truck or trolley 
car, may change the accuracy for the time 
being to a very serious extent. 

(2) Using the test meter before the 
potential circuit has had time to warm up 
to normal operating temperature, cor- 
responding to the temperature of the con- 
sumer’s meter. The test meter runs fast 
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when first connected to the circuit, due to 
the fact that it is disconnected for a rela- 
tively long time, and thus has time to cool 
down, between the tests made at suc- 
cessively visited installations. 

(3) Connecting the test meter on the 
wrong polarity, thereby causing error, 
especially on light loads, due to the stray 
fields from the braking magnets. 

(4) Heat radiated by the series fields 
of the test meter when carrying a heavy 
load for a considerable length of time. 
This heat increases the resistance of the 
armature, causing it to run slightly slower. 

It will be noted that the test-meter 
method possesses decided points of merit, 
while its disadvantages are mechanical 
and external, rather than inherent in the 
testing principle involved; so that if the 
disadvantages could be removed, the 
method, consisting as it does of a direct 
comparison of the consumer’s meter with 
a standardized apparatus of identical type, 
would become an almost ideal way—ac- 
curate, quick and inexpensive—of testing 
a large number of consumers’ meters in 
succession. 

MODERN COMMERCIAL TEST METERS. 

The manufacturers of the commercial 
test meters of the present day have sought 
to realize the advantages and eliminate 
the sources of error above described, by 
working along the following two separate 
and distinct lines: 

A. The composite field construction 
and method exemplified in the Mowbray, 
Thomson and Fort Wayne test meters. 

B. The method of employing a rotat- 
ing standard meter of the same type and 
adjustable to the same capacity as the 
service meter to be tested, as exemplified 
in the Westinghouse multiple field rotat- 
ing standard. An account of these three 
commercial test meters will be given in 
subsequent articles. 

EREE” 
The Extension of the Tele- 
graph. 

‘From statistics made public by the Ger- 
man Government the following data have 
been compiled comparing the extent and 
cost of telegraph service in the various 
countries of greatest importance in the 
year 1906: 


The United Kingdom leads in the num- 
ber of messages sent—94,000,000; the 
United States has, however, the greatest 


number of miles of line—1,155,480; 


France has the lowest average cost of 
message—twelve cents. 


No. of Aver 
Messages age 
in Cost per Total 
Millions. Message. Receipts. ahead 
United States.... 65.5 $0.42 27.5.0 EB a 

United Kingdom. 94.0 16 ser laa gee 
France Chime dereer OO 12 7.331.000 BRO 
Germany......... 52.5 15 & 200,000 JBN. 358 
Austria........... 19.0 14 2.702.000) 188.549 
LAI E 16.0 21 8.472.000 12K SNO 
Spain............. 5.0 82 1,640,500 47.933 


Statistics of Russia, Japan and other 
countries are incomplete. 
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The Brusio Hydroelectric Plant and Its 50,000-Volt Swiss- 
Italian Transmission System. 


By Frank Koester. 


HE largest and most recent hydro- 
electric installation in continental 
Europe is that at Brusio in the 

southeastern corner of Switzerland. Some 
3,155 feet above sea level, bordered by the 
slopes of the Bernina Mountains, lies the 
lake of Poschiavo. This lake reccives, 
among others, the waters of the River 
Poschiavino and its tributaries as well as 
those of the River Cavagliasco, which in 
turn collects the waters of the glaciers 
Cambrena and Palii. The total drainage 
area which feeds this lake is seventy- 
seven square miles. The area of the lake 
is 0.77 square mile and its greatest depth 
is 260 feet. 

Owing to the high altitude of the lake 
the water supply in the winter time will 
he considerably less than during other sea- 


normal level, thus providing a natural 
reservoir giving a reserve water supply of 
520,000,000 cubie feet. 


is transmitted through a tunnel across the 
boundary into Italy, where, at a substation 
in Piattamala, the voltage is stepped up 


Fic. 1.—Stpnon System at LAKE Poscuravo Power PLANT, Brusto, SWITZBRLAND. 


sons, consequently the equipment of the 
plant with proper regulating devices be- 
came very essential. Therefore one of the 
foremost requirements consisted in dam- 
ming the lake at its outlet, where the 


The headrace leading from the lake is 
carried to Monte Seala, a distance of 3.25 
miles, by a tunnel through the mountain 
at a considerable depth, where a collect- 
ing basin is provided. The power plant 


to 50,000 for use by the Societa Lombarda, 
an Italian distributing company, to work 
in parallel with their well-known stations 
in Vizzola and Castellanza. This com- 
pany guarantees the use of 16,000 kilo- 
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Fie. 2.—GENEKAL LAYOUT oF Power PLANT, BRUSIO, SWITZERLAND. 


River Poschiavino continues, so that the 
water level of the lake may be raised 3.3 
feet above the normal and lowered by 
siphoning as much as 24.3 feet below the 


is located at Campocologna, receiving the 

water through penstocks from the collect- 

ing basin under a head of 1,300 feet. 
Current is generated at 7,000 volts and 


watts. From the power plant itself 
several aerial lines transmit current to 
various other consumers in Switzerland, 
and among them it will assist a small 
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Fig. 3.—Power PLANT at Brusio, SWITZERLAND, SHOWING ALso PENSTOCK8 AND CABLE TUNNEL. 
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power plant still under construction at 
Sajento. 

The 40,000-volt transmission line, from 
Piattamala to the substation at Lomazzo, 
is 88.5 miles in length and consists of two 
independent lines. A 20,000-volt trans- 
‘mission line branches off northward to 
Como from the station at Lomazzo, run- 
ning a distance of thirty miles. An 11,- 
000-volt line runs southward eight and 
one-half miles to the steam-power plant at 
Castellanza for assisting or drawing cur- 
rent from same. The bulk of the current 
is used for spinning and weaving mills, 
which begin operations at 7 a. M.; reach- 
ing its maximum in a half hour, the load 
remains steady up to 12 o’clock noon, 
dropping in thirty minutes to a few hun- 
dred kilowatts and again reaching its 
maximum at 1 P. M., where it remains up 
to 7 P. M. During the night only 2,000 
kilowatts are necessary. 

The entire hydroelectric development 
and transmission system is considered the 
most up-to-date in Europe, embodying 
many excellent examples of modern 
European practice. 


SIPHON SYSTEM. 


As the-level of the water in the lake 
will vary in the neighborhood of thirty 
feet, the headrace tunnel is located 32.8 
feet below the normal water level. It was 
not advisable to connect the tunnel direct- 
ly with the bed of the lake, therefore a 
siphon was installed. For this purpose a 
shaft was sunk about seventy-five feet 
from the water’s edge and carried 7.4 
feet below the low-water level. The shaft 
is twelve feet in diameter and the portion 
below water-level was built under air 
pressure. From this shaft the headrace 
or supply tunnel, having a diameter of 
8.9 feet at this point, leads to the collect- 
ing basin. 

The lake is connected to this shaft by 
means of a siphon tube 6.5 feet in diam- 
eter and 270 feet horizontal length or 
body. The suction leg is twenty-six feet 
long, provided with a screen and butterfly 
valve, while the discharge leg is 27.7 feet 
long. The latter is provided at its bottom 
end with a disc valve for regulating the 
flow of water. The tube has a pitch of 
five feet in a thousand and is provided at 
its highest point with nozzles; one being 
three and one-half inches in diameter con- 
nected to a double-stage air-pump for 
starting the siphon, and the other, an 
eight-inch connection for a centrifugal 
pump which is used for cleaning the 
siphon tube and particularly the screen. 
Instead of using the air-pump for start- 
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ing, the centrifugal pump may be called. 
upon, in which case, both butterfly and 
disc valve are first closed. Fig. 1 shows 
the general arrangement. 

Since about 180 feet of the horizontal 
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work of the piling. The final flange con- 
nections were made by divers. 
SECONDARY WATER SUPPLY. 
For the purpose of damming the water 
in the lake six sluice gates were built at 


Fic. 4.—GATE-HOUSE FOR PENSTOCKS, HYDROELECTRIC PLANT, BrRusIO, SWITZERLAND. 


length of the siphon is located in the lake 
under the normal water level, this portion 
of the tube, made in sections of thirty-six 


the outlet of the lake, five of these gates 
being 13.12 feet wide and one being 6.56 
feet wide. The smaller one, which is 


Fic. 5.—INTERIOR OF POWER PLANT, Brusio, SWITZERLAND. 
feet, was fitted at its ends with blank 


flanges and then floated to its position 
between piles and anchored to the frame- 


located lower than the others, is used for 
passing sand and gravel. Located at a 
right angle to the dam or sluice gates, is 
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a small basin provided with a screen. A 
thirty-three-inch pipe, provided with a 
gate, leads from this basin to the headrace 
tunnel, 800 feet below, where a shaft was 
sunk to receive the pipe; this arrange- 
ment, constituting a secondary water sup- 
ply, was utilized in order to start up the 
plant at an early date. The size of this 
pipe was chosen so that it might later 
be used as one of the penstocks leading 
from the collecting basin to the power- 
house. This pipe by-passes the upper sec- 
tion of the headrace tunnel and the siphon 
system, furnishing the water supply dur- 
ing their construction pending the secur- 
ing of necessary concessions. 
HEADRACE. 

The headrace is 17,056 feet long, 4,920 
feet running through moraine (a forma- 
tion similar to landslides) and the re- 
mainder through gneiss. A portion of the 
tunnel, near the collecting basin, lies 
about 100 feet deep, while the greatest 
portion of its length lies some 425 feet 
beneath the surface. With that portion 
of the tunnel lying at the greatest depth 
and running through the gneiss forma- 
tion, no difficulty was experienced from 
seepage and air leakage, while in the por- 
tion nearest the surface, and where the 
tunnel runs through moraine, such dif- 
ficulty was experienced. For the purpose 
of draining the seepage water and dis- 
charging the air, eleven lateral tunnels 
were cut having their outlet at the nearest 
point on the mountain slope. 

The tunnel, where cut through the rock, 
was lined with concrete to a point above 
the water line, while the portion of the 
tunnel above the water was left unlined. 
Where the tunnel runs through the loose 
earth (moraine) it is constructed partly 
of concrete and partly of reinforced con- 
crete, and where it was cut through the 
rock, pneumatic drills running on tracks 
were employed. For this purpose, and for 
lighting, a temporary power plant was in- 
stalled, utilizing the fall of the Sajento 
River. The headrace was constructed of 
a wooden flume 910 feet long and a 
twelve-inch steel penstock. A fifty-horse- 
power turbo-generator, giving 4,000 volts, 
and the turbine also operated a two-step 
compressor supplying air at ninety pounds 
pressure through two main pipe-lines. 

At three of the seepage discharge tun- 
nels ventilators were installed during con- 
struction, while at the remainder ventila- 
tion was produced by means of branches 
from the compressed-air lines. Leading to 
the mouths of the seepage discharge tun- 
nels Nos. 6 and 9, 1,000 to 1,500 feet 
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above the valley, were electrical cable 
transportation lines. 

At seepage discharge tunnel No. 2, near 
the lake, an overflow system is provided 
with a sand and gravel trap. 

The entire tunnel, which is egg-shaped 
with a flat bottom, has a slope of two feet 
to the thousand and has a sectional area 


Fia. 6.—REAR OF SWITCHBOARDS AND 
GENERATOR BUSSES. 


of fifty-three and one-half square feet. 
The average velocity of the water in the 
tunnel when partly filled is 6.5 feet per 
second. Should the possibility arise that 
in the future the tunnel should be used as 


Fic. 7.—REAR VIEW OF INDIVIDUAL GENERATOR 
S wITCHBOARD. 


a pressure tunnel, for which provision has 
been made, the velocity of the water will 
be five feet per second. 

As will be noted from the dimensions 
of the tunnel given above, the volume of 
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water contained in same furnishes aux- 
iliary storage capacity to the collecting 
basin. Furthermore, for a length of one 
mile the sectional area of the tunnel was 
increased, and in order to properly regu- 
late the water supply to the collecting 
basin, an additional overflow was provided 
at the seepage discharge tunnel No. 9, 
discharging into the above-mentioned 
Sajento River. The collecting basin is 80 
dimensioned that with average loads the 
level of the water will be constant, while 
with light loads the level of the water 
will be higher, and during the hours of 
maximum load the water level will be 
correspondingly lower. 

COLLECTING BASIN AND PENSTOCKS. 

The collecting basin is located 1,300 
feet above the valley and is provided with 
six penstock connections arranged in pairs. 
The connections of each pair are located 
in separate chambers provided with 
screens. ; l 

The usual practice of providing the pen- 
stocks with cutoff gates has not been fol- 
lowed owing to the sudden rise and fall of 
the water. An automatic float arrange- 
ment for signaling the attendant was in- 
stalled, operating by releasing a pawl and 
a magnet clutch and allowing a swing 
gate to close. 

About 100 feet from the collecting basin 
is a gate-house through which pass the 
six penstocks. At the headgates they have 
a diameter of 33.5 inches and, owing to 
the high head (1,380 feet), considerable 
material was saved by reducing the diam- 
eter at the power-house to 23.5 inches by 
telescoping certain sections of the pen- 
stocks, thus giving at its lower end a 
velocity of 11.5 feet per second. The pen- 
stocks are made up of rolled steel in sec- 
tions 39.36 feet in length. The heaviest 
material employed is seven-eighths inch. 
The sections are bolted together by the use 
of movable flanges. As will be seen in 
Fig. 2, the penstocks run down the moun- 
tain slope at various angles, at which they 
are anchored in solid concrete blocks, 
there being ten anchorages. Between 
these anchorages the penstocks rest on 
concrete piers, the expansion being pro- 
vided for by the use of slip expansion 
joints. At the headgates (Fig. 4) each 
penstock is provided with a vent pipe 
about forty-five feet high. Drainage gates 
are provided at the lower ends of the pen- 
stocks for draining into the tailrace 
Here the six penstocks are interconnected 
by a cross pipe having two outlets one 
leading to the exciters, and the diker 
being provided with a safety device, so 
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that in case of excess of pressure the 
“bursting plate” gives way and relieves 
the penstocks. This cross-pipe connection 
also serves the purpose of maintaining a 
uniform circulation. 

There are at present installed, cor- 
responding to the main turbo-units, five 
penstocks. For hoisting the penstocks and 
other materials during construction, an 
electrically operated cable road was in- 
stalled. The drum and motor are located 
in an annex to the gate-house near the col- 
lecting basin. 

POWER-HOUSE. 

The power-house (Fig. 2 and Fig. 3) 
is located at Campocologna alongside the 
River Poschiavino. The main generator 
room is 342 feet long by 56.4 feet wide. 
At the side there is a. single-story 
switch annex 311.5 feet long by 10.75 
feet wide, with a three-story central sec- 
tion for offices. 

Owing to the topography heavy retain- 
ing walls were reqyired, with deep and 
expensive building foundations. Up to 
the main generating-room floor the build- 
ing is of concrete, while the superstructure 
is of quarried stone and tile. The roof 
construction is expensive and is as fol- 
lows: Between I-beam purlins are large 
tile blocks, the’ undersides of which are 
glazed to form a finished ceiling. These 
are covered with a one-eighth-inch layer 
of cement over which are spread three 
layers of so-called wood-cement (consist- 
ing of sawdust and cement), between each 
of which is laid a layer of paper. Above 
the lavers of wood-cement are reinforced 
concrete slabs, an air space of two and 
three-eighths inches being left between 
these slabs and the wood-cement. These 
precautions have been taken on account 
of the extreme heat in the summer time. 

The building accommodates twelve 
turbogenerator units, each of 3,000 to 
3,500 kilowatts’ capacity, and four exciter 
units of 250 horse-power each. Ten of 
the turbo-generator units are at present in- 
stalled. A twenty-five-ton  clectrically 
operated traveling crane serves the entire 
generating room. 


TURBO-GENERATOR UNITS. 

There are two different types of tur- 
bines installed: The Pelton wheel of 
Escher, Wyss & Company, of which there 
are at present four installed, two main 
and two exciter turbines, and the Girard 
turbine with partial admission, of Piccard, 
Pictet & Company, of which there are at 
present installed four main and two ex- 
citer turbines. The main turbines (3,000 
kilowatts) run at a speed of 375 revolu- 
tions per minute and the exciters (150 
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kilowatts) at 430 revolutions per minute. 
The turbines are direct-connected to the 
water-wheels by flexible insulated coup- 
lings of the Zodel-Voith type. 

The generators are 3,000-kilowatt, 


three-phase, fifty-cycle, 7,000-volt ma- 
chines, and are designed for an overload 
They 


capacity of twenty-five per cent. 
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Fie. 8.—WIRING DIAGRAM OF POWER PLANT AT CAMPOCOLOGNA. 
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each generator has its own switchboard. 
As will be seen in Fig. 5, these switch- 
boards are located against the wall next 
to the switchroom and directly opposite 
each generator. | 

Thus the station is divided into com- 
plete unit systems. However, to control 
all switchboards from one central point 


A, AMMETER; B, Trip-ColL; 


CA, AMMETER SwitcH; CV, VOLTMETER SwitcH; Ct, GROUND CONNECTION; Da, AUXILIARY 
SwitcH FoR Trip-CoiL; E. EXCITER; G, GENERATOR; JA, OVERLOAD CIRCUIT-BREAKER ; 
JE, FIELD SwitcH WITH DISCHARGE RESISTANCE; Jm, KniFE Switcn; JO, OIL SWITCH ; 
JOa, Automatic OIL SwiITCH; LP, SyNcHRONIJZING LAMP; Ra, RakEostat; RD, RELAYS; 
Ri, DiscHarGE RESISTANCE FOR FIELD SwitcH; RP, Serres RHEOsTAT; RS, SHuNT RHEO- 
sTAT; 8, Disconnectine Switcn; SL, Prrot Lamp; 8h, ExciTER FIELD; Tri, CURRENT 
TRANSFORMER ; Trp, POTENTIAL TRANSFORMER; V, VOLTMETER. 


are of the sixteen-pole, revolving field 
type. The poles are cast directly to the 
field ring. The stator is made in halves 
and has a bore of ten feet two inches, the 
width being three feet*seven inches. The 
bedplate is made in two sections with the 
bearings cast on. ‘The Elektrizitats Gesell- 
schaft Alioth, Miinchenstein-Basel, Swit- 
zerland, manufacturers of the generators, 
who installed also the entire electrical 
equipment, guarantee the efficiencies as 
follows: 


Power Factor, 


Cos @ = 1. Cos @ = 0.7. Load. 
Per Cent. Per Cent. Per Cent. 
93.5 92.0 0.25 
95.0 93.5 0.75 
96.0 94.5 1.00 
96.5 95.0 1.25 


The four exciters are of the six-pole, 
115-volt, shunt-wound type. They develop 
150 kilowatts at 430 revolutions per 
minute. Hach exciter serves four gener- 
ators with twenty-five per cent overload. 

Contrary to the usual practice of cen- 
tralizing the switchgear, because it was 
thought best for the convenience of oper- 
ation and a material decrease in first cost 
and simplification of the wiring system, 


an instrument column has been installed 
as will be seen later on. The switchboards 
are of ornamental design and are faced 
with white marble slabs. All high-tension 
parts of the switchgear are located on the 
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Fie, 9.—EXCITER SWITCHBOARD AND CONTROL 
PEDESTAL. 


opposite side of the wall (Fig. 6 and Fig. 
7) in masonry compartments fitted with 
corrugated-iron rolling shutters. Each 
generator switchboard is equipped with 
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the following instruments: ‘T'wo volt- 
meters; one synchroscope, with phase 
lamps; three ammeters, one for each 
phase; one three-pole oil switch, which 
may be operated by hand or automatically. 
There are, further, an ammeter on the 
central column, a main-current rheostat 
for excitation, and a field-discharge resist- 
ance. 

Owing to the non-centralization of the 
switchgear system it was not considered 
necessary to install a double bus-bar or 
ring system so common in Swiss practice. 
Fig. 8 represents the wiring diagram and 
it will be noted that there is one main 
and one exciter bus-bar system. Both 
svstems are divided in the middle by sec- 
tionalizing switches. It will be further 
noted that the three generators at the left, 
which may also be independently excited, 
may be thrown upon a separate bus-bar 
group. The current from these three 
generators is intended for the Valley of 
Brusio and for the operation of the Ber- 
nina Railway. 

The outgoing feeders, with the excep- 
tion of those just mentioned, are con- 
nected at the middle of the bus-bars, 
which are made up of copper strips two 
inches by three-sixteenths inch, the area 
of each strip being sufficient for one 
generator. Thus, where cach generator 
connection joins the bus-bar an additional 
layer has been added. The bus-bars run 
the entire length of the switchroom, above 
the aisle and close to the ceiling. They 
are carried on petticoat insulators fastened 
to I beams and are securely anchored in 
the middle and at the ends, so that in 
case of a severe short-circuit the different 
phases will not be thrown together. 

The exciter switchboard (Fig. 9) is 
located upon a platform in the middle of 
the generator room opposite the exciters. 
It is provided with four white marble 
panels, one for cach exciter, and upon each 
of which are mounted a voltmeter, am- 
meter, knife switch, shunt rheostat and 
a Reversite circuit-breaker. 

In front of the exciter switchboard is 


the above-mentioned central instrument . 


column upon which are mounted the fol- 
lowing instruments: An amuneter, with 
multiple-throw switch, to read the current 
of each generator; one voltmeter, with 
plugs, for each phase; two ammeters, one 
for each of the outgoing feeder-systems of 
the Societa Lombarda, and one hand 
wheel operating a shaft to which are con- 
nected the shunt rheostats of the four 
exciters. From this column one attendant 


may control the operation of the entire 
plant, 


(To be continued.) 
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Illuminating Engineering 
Society. 


The second annual convention of the 
I}luminating Engineering Society will be 
held at Philadelphia, Monday and Tucs- 
day, October 5 and 6. The headquarters 
will be at the Hotel Walton, Broad and 
Locust streets, and the sessions will be 
held in the auditorium of this house. 

As this meeting will take place on the 
first two days of the Founders’ Week, when 
a great many out-of-town guests are ex- 
pected at the hotel, it will be advisable 
for all members of the society to arrange 
for their rooms in time. 

The following is the provisional pro- 
gramme for the mecting: 

President’s address, Dr. Louis Bell. 

Architecture and Illumination, by Emil 
G. Perrot. 

Modern Gas Lighting Conveniences, by 
T. J. Litle, Jr. 

Railway Car Lighting, by H. M. Davies. 

Relation Between Candle-Power, Volt- 
age and Watts of Different Types of In- 
candescent Lamps, by Dr. F. E. Cady. 

Illuminating Value of Petroleum (il, 
by Dr. A. H. Blhott. 

Structural Difficulties in Installation 
Work, by J. R. Strong. 

Street Lighting Fixtures, Gas and Elec- 
tric, by H. Thurston Owens. 

Oil Burners, by W. T. Sterling. 

Design of the [Hlumination of the New 
York City Carnegie Libraries, by L. B. 
Marks. 

Intensity of Natural Hlumination 
Throughout the Day, by L. J. Lewinson. 

Calculation of Humination by Flux of 
Light Method, by J. R. Cravath and V. R. 
Lansingh. 

Specific Intensity of Lighting Sources, 
by J. E. Woodwell. 

Design of Reflectors for Uniform Tu- 
mination, by A. A. Wohlauer. 

The Ives Colorimeter in Hluminating 
Engineering, by Dr. H. E. Ives. 

International Unit of Light, by Dr. E. 
P. Hyde. 

Some Experiments on Reflections from 
Walls, Ceilings and Floors, by V. R. Lan- 
singh and T. W. Rolph. 

It is possible that some slight changes 
mav be made in this, but such is not 
anticipated. The Convention Committee 
is planning to send each member of the 
society, who indicates his intention to at- 
tend the convention, advanced copies of 
the papers. The meeting will be then 
conducted by reading papers in abstract, 
leaving almost the entire time for dis- 


CUSSIONS. 
In addition to the many entertainments 
in celebration of Founders’ Week, the Con- 
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vention Committee is preparing special 
features for the visiting members. 
Further information may be obtained by 
addressing George Ross Green, chairman 
of the Convention Committee, Tenth and 
Chestnut streets, Philadelphia. 

— 0M 
Electrical Utilities in 
Zanzibar. 

The Zanzibar Railroad Company, the 
Zanzibar Electric Light Company, and the 
Zanzibar Telephone Company are three 
American corporations doing business in 
Zanzibar. The Zanzibar Railroad Com- 
pany has built and is operating a line of 
narrow-gauge railroad from Zanzibar City 
to Bububu, seven miles distant. Accord- 
ing to the Washington (D. C.) Herald it 
is proposed to extend this road the entire 
length of the island, which will then 
form one of the principal means of com- 
munication between Zanzibar City and 
the Island of Pemba. The railroad starts 
at Palace Square in the city, and after 
running through the ‘Malindi district of 
the city and the Indian Bazaar follows 
the west coast of the island to its northern 
terminus. ‘The trains consist of a loco- 
motive built in Pittsburg, Pa., and two 
open cars and one chair car, built by the 
Brill Company, of Philadelphia. The 
chair-car fare from one end to the other 
is one rupee, about thirty-three cents. 
The fare on the open cars is considerably 
less. The road is well built with iron 
ties and good-sized rails, but the climatic 
conditions of Zanzibar reduce the life of 
an iron tie. Little grading was required 
for the railroad, since the highest point 
on the island is said to be only 300 fect 
above the sea level. 

The Zanzibar Electric Light Company 
has a splendid plant. It is modern in 
every respect, and furnishes good light 
and service. The Sultan’s palace, as well 
as the houses of the Sultan’s family and 
retainers, 1s wired and lighted through- 
out. By means of a tower studded with 
incandescent lights, having an aggregate 
lighting capacity of 3,000 candle-power, 
the palace square is always brilliantly 
lighted. The streets are also well lighted 
by means of incandescent lights. 

The telephone is steadily making its 
way into a great many business and official 
houses of Zanzibar, and bespeaks Zanzi- 
bar’s progress in introducing modern in- 
ventions and installing all the facilities 
enjoyed by European and American towns 
of As a size. 

Vireless communicatio ‘ 
established between Zanzibar City aie 
Island of Pemba. It is said that the mes- 
sages are sent in Swahili, which is the 
language of the natives of Zanzibar and 


the parent of a great many native 
languages of the coast. 
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THE TESTING OF HIGH-VOLTAGE LINE 
INSULATORS.' 


BY ©. E. SKINNER. 


The specification herein proposed as 
standard for the testing of high-voltage 
line insulators was written at the request 
of the chairman of the High-Tension 
Transmission Committee in order to bring 
this matter before the Institute for dis- 
cussion, It is not presented as represent- 
ing the writer’s personal opinion so much 
as an endeavor to harmonize information 
which he has obtained from various 
sources with the view of producing such a 
specification. Quite a large number of 
porcelain manufacturers and others inter- 
ested in the testing and use of high-voltage 
porcelain line insulators in this country 
and in various parts of Europe have been 
consulted, and the information received 
is embodied as far as possible in the pro- 
posed specifications. It is fully appre- 
ciated that differences of opinion may 
exist on any point which is incorporated 
in such a specification. The fact that 
such differences do exist, and that tests 
are so different in different places, seems 
to the writer to be ample justification for 
the attempt at a specification which can 
be used by all as a standard of reference. 

At the present time it is almost im- 
possible for one familiar with a certain 
method of testing to base any judgment 
whatever as to the bearing of results ob- 
tained by some one else who uses a differ- 
ent method. If, after thorough discussion, 
and any revision which may be found es- 
sential, a specification is produced which 
will allow direct comparisons to be made 
of the performance of insulators of dif- 
ferent types tested in various places and 
at different times, the object of the speci- 
fication will have been in part accom- 
plished. If a specification is evolved 
which can be accepted as a standard per- 
formance specification for line insulators 
in general, the uncertainty regarding com- 
parisons of tests at various places and the 
widely varying requirements now insisted 
upon for conditions which are practically 
the same, will have been eliminated. 

The specification naturally divides itself 
into three general parts. The require- 
ments of routine tests are placed first, as 
it is considered that any tests of a routine 
nature which are required on insulators 
for the acceptance of any lot should 
naturally form a part of the tests made to 
determine the limitations of design. 

The question of routine inspection for 
mechanical flaws and other defects is 

‘A paper presented at the annual convention of the 


American Institute of Electrical Engineers, Atlantic 
City, N. J., June 30, 1908. 
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difficult to outline definitely, as a complete 
description of all points which might con- 
stitute cause for rejection would make the 
specification unduly long and complicated, 
and it is therefore usually considered 
better to leave this to the judgment of the 
inspector. 

Some difference of opinion has been ex- 
pressed as to whether the dielectric test 
on each individual part of insulators made 
up of parts should be included in the 
routine test instead of in the design test. 
It is the writer’s understanding that such 
tests are invariably made by the porcelain 
manufacturers for their own information, 
whether specified as a part of the routine 
test or not, and it would therefore seem 
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SPECIAL RAIN GAUGE. 


that there should be no very great objec- 
tion to their being included in the routine 
test. 

It is possible that in some designs the 
voltage tests specified can not be met by 
certain shells which are used next to the 
pin for the purpose of increasing the di- 
electric strength when the other parts of 
the insulator are wet, due to the short 
surface distance. If the surface distance 
on the short shell is so small that this test 
can not be reached, it is probable that the 
object of inserting the short shell is in 
some measure defeated in the particular 
design. It might be possible to substitute 
a fixed test for each individual part of a 
shell independent of the voltage on which 
the insulator is to be used, as it is difficult 
if not impossible to get porcelain to stand 
tests of above 60,000 to 70,000 volts, re- 
vardless of the thickness. The better ma- 
terial in the thinner shells gives results 
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equal to the poorer material in the thicker 
shells, due to shrinkage cracks and other 
defects which it is ordinarily impossible 
to eliminate in thick porcelain. The pro- 
vision to exclude insulators which show 
excessive local heating is inserted for the 
reason that those familiar with such tests 
may at times be perfectly sure that an in- 
sulator is unsatisfactory even though it 
is not punctured. The term “localized 
discharge” as used does not mean the dis- 
charge which occurs uniformly around the 
insulator at the point of contact, but a 
discharge at some point on the surface; 
such discharge sometimes indicating a 
spongy material which will eventually give 
trouble. 

Under design tests the amount ‘of pull 
to be applied to the insulators is not speci- 
fied for the reason that the strength must 
necessarily depend on the particular de- 
sign, and the figures to be inserted, of 
course, should be agreed upon in each case 
between the manufacturer and the user. 

The rate of precipitation specified in 
the rain test is probably greater than will 
ever be experienced except in very excess- 
ive: storms, and even then only for a 
very limited time. The rate specified is 
less than that used as standard in some 
parts of Europe. A fairly wide limit of 


variation in rate is allowed, partly on ac- -` 


count of the great difficulty in securing a 
perfectly definite and uniform rate, and 
partly from the belief—borne out by 
rather limited tests—that little difference 
in the results of tests will be obtained be- 
tween the limits specified. It is desirable 
in the discussion of this paper that as 
much information as possible be brought 
out relative to the best possible method 
of obtaining a satisfactory spray. 

The requirement that the insulator shall 
be tested with the pin at an angle rather 
than to attempt an angular rainfall is 
given for the reason that a satisfactory 
method has not yet come to the writer’s 
attention for the obtaining and maintain- 
ing of a satisfactory angular rainfall, 
under the conditions which usually obtain 
where insulators are to be tested. It is 
far easier to incline the insulator and use 
a vertical precipitation, and it 18 con- 
sidered far more probable that results can 
be repeated than by providing for an in- 
clined precipitation. 

The use of a rain gauge for determining 
the rate of precipitation is specified, as 
the writer has found it nearly impossible 
to get the rate of precipitation by measur- 
ing the flow of water through the supply 
pipe, which is frequently done. The 
diameter is limited to three inches for the 
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reason that a larger gauge would disturb 
the distribution of the spray to some ex- 
tent. The type of rain gauge illustrated 
herewith is suggested as convenient and 
as having been found satisfactory in tests 
where it has been used. The diameter of 
the funnel is so chosen that the precipita- 
tion for any elapsed time measured in 
cubic centimetres and divided by 100, 
gives the rate of precipitation in inches 
for that elapsed time. By means of the 
valve at the bottom the water may be 
run into a standard chemical burette, and 
quite accurate measurements made. In 
use the rain gauge is inserted upside down 
into the spray, and then quickly turned 
to the upright position when the location 
to be measured is reached. A suitable 
card or other covering is then quickly 
placed over the top at the end of the 
elapsed time. It would, of course, be easy 
to provide a lid which could be opened and 
closed, in place of the method specified. 
The writer would lay special emphasis 
on the importance of the dew test as prob- 
ably determining the most severe condi- 
tion which the insulator will ever be called 
upon to meet in practice. Also the fact 
that such a test is more nearly capable of 
exact repetition than any precipitation 
test. Furthermore, in such a test the 
moisture on the surface of the insulator 
must be perfectly clean water if the insu- 
lator itself is clean, and therefore is more 
like natural rainwater and eliminates any 
possibility of variations due to the quality 
of the water used. 
PROPOSED STANDARD SPECIFICATIONS FOR 


THE TESTING OF HIGH-VOLTAGE 
LINE INSULATORS. 


General—This specification is intended 
to provide a standard method of making 
tests on porcelain insulators or their 
equivalent which may be designed for use 
on transmission systems of 6,000 volts or 
above. The specification is intended to 
provide a means of determining the per- 
formance of any insulator, and is not in- 
tended to restrict design in any way what- 
Soever. The specification is divided into 
three parts as follows: 

1. Routine tests, or tests to be made 
on each individual insulator, to show 
whether or not workmanship, materials 
and dielectric strength are up to the re- 
quired standard, 
ee pal tests, or tests to show the 

tations of a desi 
ea gn under a specific set 
ne Fa e of Testing—The methods 

e followed in making the various tests 
specified, are separated from the body of 


the : : 
-e specification as a matter of conven- 
tence for reference. 
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1. ROUTINE TESTS. 

a. Inspection—Each insulator shall be 
inspected to see that it is reasonably free 
from mechanical flaws, defects of glazing 
and cementing, chipping, etc. Those parts 
of the insulator which are to be fitted to 
caps, pins or other fastening devices shall 
be sufficiently close to design dimensions 
to insure first-class work in assembling 
and mounting. The general over-all di- 
mensions shall not vary more than plus 
or minus five per cent from the designed 
size. 

b. Dielectric Tests—When tested dry 
each shell of insulators of the cemented 
tvpe and each unit of insulators made up 
of units, shall withstand for a period of 
five minutes three times its proportion of 
the line voltage, based on the total number 


of shells or units of which the insulator is © 


composed. (For example, each shell of a 
four-part insulator shall withstand three- 
fourths times the normal line voltage on 
which the insulator is to be used, for a 
period of five minutes.) 

When tested dry each completed insu- 
lator shall withstand for a period of five 
minutes 2.5 times the line voltage on 
which it is to be used. 

If any shell of any insulator shows ex- 
cessive localized discharge without punc- 
ture, the test on same may be continued 
for two additional periods of five minutes 
each. Excessive local heating or excess- 
ive localized discharge shall, if continued, 
be considered a failure. 

Insulators not to exceed five per cent of 
any lot shall be tested for flashover by 
raising the voltage gradually, or by steps 
of not more than five per cent, until 
flashover occurs. If there is failure by 
puncture of more than one-half of those 
so tested, the flashover test may be re- 
quired on all insulators of the lot on order. 


2. DESIGN TESTS. 

Tests to determine the limitations of 
any particular design are to be made on @ 
few insulators, not more than five per 
cent of any particular lot on order. 

a. Mechanical Tests — Insulators 
mounted on pins shall withstand a side 
pull exerted on the tie groove at right 
angles to the axis of the pin, of .... 
pounds. Cemented insulators and insu- 
lators made up of units shall withstand a 
direct pull along the axis of the pin, or 


equivalent, of .... pounds, the force being 
exerted between the cross-arm and the line 
fastenings. 

b. Routine Tests—Insulators must 


successfully withstand tests under the 
heading of routine tests. 


c. Rain Tests—In addition to the 
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routine dielectric tests, the insulators shall 
withstand the following dielectric test 
when subjected to artificial rain. With a 
vertical precipitation of not less than 0.3 
inch per minute, and not more than 0.4 
inch per minute, the insulator in normal 
position mounted on a crossarm or its 
equivalent, with pin with which it is to 
be used, the complete insulator shall] -with- 
stand for five minutes 1.5 times the 
normal voltage of the line on which it is 
to be used. With the same rate of pre- 
cipitation and with the cross-arm so 
turned that both the cross-arm and the in- 
sulator pin are at an angle of forty-five 
degrees to the vertical, the complete insu- 
lator shall withstand for five minutes 1.25 
times the normal voltage of the line on 
which it is to be used. 

d. Dew Test—With the insulator cooled 
to zero centigrade, or below, and then 
placed in a moist atmosphere of thirty de- 
grees to forty degrees centigrade, it shall 
withstand 1.25 times the normal line volt- 
age after the insulator has become 
thoroughly covered over its entire surface 
by the condensation of moisture from the 
atmosphere. | 


3. METHODS OF MAKING TESTS. 


a. Mechanical Test—The strength test 
of the insulator may be made by any 
suitable means of obtaining the specified 
pull. For this test pin insulators should 
be mounted on the pin with which they are 


` to be used in practice, and a heavy copper 


wire or cable looped in the tie groove in 
such a way that there will be no injury 
exceeding that which would occur from 
the application of the standing tie. Insu- 
lators of other types shall be tested by hav- 
ing the pull exerted between the mounting 
intended for the crossarm and the line 
wire. 

b. Dielectric Tests—Dry Test—The 
surface of the insulator shall be clean. 
The test on pin type insulators shall be 
made by placing the insulator upside down 
in a pan of water to a depth just sufficient 
to cover the tie groove or equivalent. This 
pan with water forming one testing ter- 
minal should be as small in diameter as 
possible and so arranged that the striking 
distance over the surface of the insulator 
is not reduced. Water shall be placed in 
the pin hole of the insulator, covering that 
portion of the insulator which would come 
in contact with the pin or equivalent. 
When insulators have metal thimbles 
placed in the pin hole or are mounted 
complete with metal pins, the thimbles or 
pins mav be used in place of the water in 
the pin hole. Connection to the water 
in the pin hole forming the other testing 
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terminal shall be made by means of any 
suitable metallic conductor, which must 
be so placed that it is central with the 
pin hole and extends far enough above the 
insulator so that it will not shorten the 
striking distance from the wire groove to 
this conductor. In testing the shells of 
insulators made up of concentric shells, 
tests shall be made from a pan of water 
in which the insulator is placed upside 
down as one terminal, to water placed in- 
side the shell as the other terminal, the 
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fine spray and in practically a vertical di- 
rection and at a rate of from 0.2 inch to 
0.3 inch per minute, over the area formed 
by the vertical projection of the insulator. 
The rate of precipitation shall be obtained 
by the use of a suitable rain gauge of not 
more than three inches in diameter. 
Frequencies—Dielectric tests shall be 
made at the standard frequencies of either 
twenty-five or sixty cycles per second. 
Any frequency between twenty-five and 
sixty cycles will be considered as meeting 


a 
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Illumination of a Large Office. 

Office lighting is rightly regarded as one 
of the difficult problems in illumination. 
Bookkeeping requires close application and 
demands such constant service of the eyes 
that office men are notoriously sensitive 
to the lighting conditions. Especially is 
this true in a large office where many em- 
ployés are grouped together. Architects 
are giving more and more thought to the 
provision of suitable day illumination, 
while the demand for improvement in 
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DAYLIGHT PHOTOGRAPH OF THE OFFICE OF THE STANLEY Works, New BRITAIN, CT. 


depth of water in the pan and in the shell 
being so arranged as to cover that part of 
the insulator which will be in contact with 
the cementing material. In testing units 
of insulators made up of units, the test- 
ing terminals shal] consist of the metal 
mountings or their equivalent, with which 
the insulators are to be used in practice. 
Rain ‘Test—The rain test shall be made 
bv mounting the insulator on a metal pin 
or equivalent, so arranged that it may be 
placed cither vertically or at an angle of 
forty-five degrees to the vertical. Clean 
water shall be used and the precipitation 
shall be such that the water falls in a 


the specification. Lower or higher fre- 

quencies will he considered as special. 
Voltage Control—When only a very 

limited number of insulators are tested 


in parallel, the test voltage may be taken 
from a _constant-potential source and 
applied directly or it may be raised to the 
required value gradually. When a con- 
siderable number of insulators are tested 
together, the test voltage shall be raised 
to the required value smoothly and with- 
out sudden large increments and then ap- 
plied for the prescribed interval. Flash- 
over tests and other tests requiring varia- 
tion of voltage shall be made by raising 
the voltage to the required value smoothly 
and without sudden large increments. 


artificial illumination is even more im- 
perative. 

The simplest and most common method 
of office lighting is to provide small in- 
dividual units in the form of desk or 
drop lights. In many cases this is the 
best available form of illumination, ¢s- 
pecially when the working illumination is 
required only at isolated points. Per- 
haps the most serious fault to which this 
method of illumination is commonly sub- 
ject is the glare of the lamps themselves 
or of the light reflected from desks or 
papers. 

It is not unusual on entering an oflice 
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to find the fixtures ‘draped with all kinds 
of shades and provided with the highest 
power lamps obtainable. This is an indi- 
cation of unsatisfactory illumination. Un- 
fortunately instead of improving the 
illumination the experiments generally re- 
sult in increased glare and consequently 
increased eye-strain. | 

A more modern office lighting is by 
general illumination, produced by larger 
units installed near the ceiling and so 
arranged as to give even illumination. 
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duce an approximately even intensity of 
illumination in all parts of the room. 

The capacity of the unit should be as 
large as possible, consistent with an even 
distribution. In a large room with a high 
ceiling a relatively large unit may be used. 
A number of different arc and incandes- 
cent lamp combinations are available for 
this class of lighting. The equipment 
most suitable for a particular case fre- 
quently depends upon local conditions. 

A representative installation in which 
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means of twenty-four six-ampere, direct- 
current enclosed arc lamps, with the re- 
cessed type of ceiling diffusers, consum- 
ing 15.8 kilowatts. 

The lighting has been in service 
throughout the dark winter months and 
has given entire satisfaction to both the 
company and the employés. The excellent 
illumination of the office, both by day- 
light and artificial light, is illustrated by 
the accompanying photographs, which 
were made under the regular lighting con- 


Nicut PHoTroGRaPn or Orrick or STANLEY Works, New BRITAIN, CT., ILLUMINATED WITH CEILING DIFFUBERS. 


Where work is sufficiently concentrated 
this method of illumination is cheaper to 
install and operate. A fine appearing in- 
stallation can be produced, which will not 
clutter up the room and will not suggest 
interference on the part of the employés. 
| In making such an installation it is ad- 
visable to use considerable care in select- 
ing the unit so as to produce a satisfactory 
result, The light source should be of low 
intrinsic brilliancy, with a relatively large 
diffusing surface in order to avoid glare, 
and dense contrasting shadows. ‘The lamp 
should be economical to operate, and 
should distribute the light so as to pro- 


an excellent illumination is produced by 
means of the ceiling diffuser arc lighting 
system is in the offices of the Stanley 
Works, manufacturers of builders’ hard- 
ware, at New Britain, Ct. This company 
completed a new office building in the late 
summer of 1907. The artificial lighting 
of the large general office was planned by 
the illuminating engineering department 
of the General Electric Company in co- 
operation with the architects and the pur- 
chasing department of the Stanley Works. 

The room in question has a twenty-two- 
foot stud. The working area is cighty-two 
feet by seventy-five fect and is lighted by 


ditions, without flash light or any special 
treatment. 
E a 


New Ohio Law Is Valid. 
The Ohio state initiative and refer- 
endum law has been held constitutional 
by Judge Chapman in the Common Pleas 
Court. The test case will be carried to 
the state Supreme Court, however, for a 
final decision. The suit was brought after 
an effort was made to have a vote taken 
on the franchise granted by the Clevel 
city council to the Municipal Traction 
( ompany. An election has been ordered 
hy the city council. The law was passed 

by the legislature last winter, | 


and 
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Electrical Notes from Great 


N April last a fire occurred in one of 
l the carriages of an electric train on 
_ the Liverpool-Southport Railway just 
after departure from the Freshficld sta- 
tion. A. P. Trotter, the electrical adviser 
to the-board of trade, has just issued a 
full report on the occurrence. He divides 
the cause of the primary fire into two con- 
siderations: (1) <A short-circuit from a 
positive cable to the underframe of the 
carriage; (2) the persistence of the cur- 
rent after it had been automatically cut 
off. The latter he regards as serious. It 
was impossible to ascertain the exact na- 
ture of the defect which resulted in the 
short-circuit. Mr. Trotter makes the sug- 
gestion that in the construction of new 
rolling stock, greater care be exercised in 
protecting cables against the weather so 
that short-circuits due to water or snow 
may be avoided. To prevent the persist- 
ence of the current, he recommends that 
each section should have its own feeders, 
circult-breakers, etc. 


T. O. Callender on July 14 told a sorry 
tale concerning the variety of unforeseen 
difficulties that have arisen during the 
last few years to hinder the progress of 
the Lancashire Electric Power Company. 
The generating station, which has a sup- 
ply capacity of 12,000 horse-power, is at 
present drawn on only to the tune of 4,- 
000 horse-power, and a considerable part 
of this is being at present supplied at 
a loss financially, because there was no 
practical data available to guide as to cor- 
rect price for this particular consumer, 
and the experience has had to be bought. 
When this contract expires, as it will do 
in a year, it will be renewed at a higher 
figure, the consumer having agreed to that 
course rather than be without the com- 
pany’s supply. Difficulties attending 
negotiations with municipal authorities in 
its area for permission to supply energy, 
have involved heavy expense and serious 
delays. Another obstacle to electrical in- 
stallation progress has been the great 
hoom in the textile trades of Lancashire 
during several years past. Mill owners 
have expressed themselves as altogether 
opposed to stopping their works or slack- 
ening their operations for the introduction 
of electrical driving, a good and necessary 
improvement as they admitted it to he, 
while there was so great a demand for 
their manufactures, Now, however, their 
trade has become slack, and they are be- 
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ginning to do what they could not under- 
take when times were so good. Already 
the Lancashire Power Company is feeling 
the benefit, and this fact, together with 
the present improved relations with mu- 
nicipal authorities, points to a better state 
of things. The development of the busi- 
ness is now in the hands of the Lancashire 
Power Construction Company, and 
Horace F. Parshall has, after special invi- 
tation, taken the helm as chairman at 
$5,000 per annum plus ten per cent on 
the profits in excess of $100,000 per an- 
num before debenture interest is paid. 


For many years past the Institution of 
Electrical Engineers has occupied other 
people’s premises both for general office 
and library accommodation, and for halls 
in which to hold its meetings. It is true 
that at the Victoria street office there is a 
room sufficiently large for students’ meet- 
ings and for some gatherings of the 
Faraday Society, but for anything larger 
than these, other engineering societies 
have lent their halls—chiefly the Insti- 
tution of Civil Engineers. It has been 
pretty generally felt for a long while that 
this was a most undesirable position for 
so important a body of professional men 
representative of so progressive a depart- 
ment of engineering science and practice, 
and in consequence a building fund has 
been accumulating for years. Many a 
time expression has been given to the de- 
sire that all of the great engineering so- 
cieties might come together to consider a 
scheme for a large central engineering 
building in which all could be housed, 
but the idea has received little encourage- 
ment from those most in a position to help 
toward its fulfilment. The Institution of 
Electrical Engineers has now, therefore, 
with pretty general approval from its 
members, purchased a lease of seventy-six 
vears of what is described as a very suit- 
able building, or one costing comparatively 
little to make it adaptable to the needs 
of the Institution. It is situated on the 
Victoria Embankment and is known as 
the Medical Examination Hall. The 
capital cost is £50,000, plus £6,000 for 
alterations to theatre, furnishings, etc. 

The new premises will not be ready for 
occupation for a year. It is hoped that 
part of the expenses will be met by letting 
portions of the building to other societies. 
The need that electrical men feel for a 
meeting place in London at which they 
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Britain. 


can hold intercourse with one another at 
any time—not merely when the announced 


meetings are in progress—will be met by 
the foregoing scheme. 


Surface contact tramway traction has 
had most unfortunate experience in Eng- 
land. We announced some time ago that 
the London County Council was putting 
down an experimental section of line to be 
operated on the “G. B.” (Griffiths-Bedell) 
system in Bow and Aldgate, in the East 
End. It was hoped that after the prac- 
tical experience with the system in suc- 
cessful running at Lincoln, it would be 
possible to provide some parts of London 
with a service which should cost less to 
construct and equip than the conduit 
tramway, and should be free from all the 
alleged objectionable features of the 
trolley. This hope, according to the latest 
information, is not to be realized, for de- 
fects which have appeared in the running 
of the Aldgate cars led to the withdrawal 
of the latter from service on July 1%. 
It is reported in some quarters that this 
will probably mean the taking out of the 
system, and if this turns out to be correct 
it can hardly fail to be fatal to any ex- 
tension of surface-contact working in this 
country, especially coming as it does on 
the heels of the supersession of the 
Dolter system at Mexborough by the over- 
head trolley. The chief trouble at Ald- 
gate seems to have been due to live studs, 
a defect which has to be avoided at all 
costs in thoroughfares carrying heavy 
traffic of all kinds. 


The Tramways and Light Railways As- 
sociation held its annual congress on July 
9 and 10 at the Franco-British Exhibition 
at Shepherd’s Bush. The Duke of Argyll 
welcomed the members and Sir Clifton 
Robinson, who not long since returned 
from a tour of inspection of tramways in 
different parts of the world, gave a lec- 
ture on “Tramways of the World.” He 
reviewed the course of events in street- 
tramcar practice since Train put down his 
first tramway at Birkenhead in 1860. He 
thought that British tramways if skil- 
fully managed and conservatively financed 
ought to have an indefinite period of 
financial prosperity. This should be 
cheerful news for electric tramway in- 
vestors who are reaping anything but an 
adequate return on their investments at 
the present time. He set down the fol- 
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lowing directions in which British tram- 


ways are handicapped as compared to _ 


other countries: (1) British cars are not 
permitted to travel fast enough, the aver- 
age speed being less than ten miles an 
hour. (2) Our double-deck cars, in 
general use, cause much delay, particular- 
ly at stopping points. This type of car 
was adopted in order to comply with regu- 
lations. (3) Traffic could be handled 
more successfully on special occasions were 
the present licensing restrictions regard- 
ing passengers removed or amended. 
Speaking of foreign countries he said that 
the main obstacle to greater development 
in eastern cities was the narrowness of the 
streets—this was particularly noticeable in 
Tokio, Japan, which city has a network 
of electric tramways, either in operation 
or proposed. Wherein British tramways 
lagged behind other countries, it was not 
the fault of capitalists or engineers, or 
business men—legislative restrictions and 
innate conservatism were the real 
troubles; but we in England had profited 
by the experience and mistakes of other 
countries in the matter of efficient appa- 
ratus and plant. Sir Clifton Robinson has 
had to do with the promotion and engi- 
neering of a number of important English 
trolley lines and he has come to close 
grips with the manifold problems and dif- 
ficulties, and his views are those of one 
who has had exceptional opportunities to 
study the subject—especially from the 
private company point of view. Alfred 
H. Gibbings followed with a paper de- 
scribing modern forms of tramway rail- 
joints, and the methods which were now 
being employed to make the joint in oper- 
ation as nearly as possible like the rest of 
the rail. A lecture on “Rail Corrugation,” 
delivered by C. A. Carus Wilson, was 
the other feature of particular interest at 
_ the congress. 


There is now proceeding at Olympia 
an exhibition of mining machinery. It 
contains many specimens of typical Eng- 
lish electrical machinery and apparatus 
for application in mines, electrically 
driven equipments being present in all 
parts of the building. The exhibition is 
timely in view of the great development 
that is now taking place in colliery equip- 
ment. The Franco-British Machinery 
Hall, with its electrical exhibit, is now in 
a complete condition. Arrangements are 
now being pushed forward rapidly for the 
electrical exhibition which opens at Man- 
chester about two months hence. 

ALBERT H. BRIDGE. 

London, July 25. 
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FUNDAMENTAL CONSIDERATIONS 
GOVERNING THE DESIGN 
OF TRANSMISSION-LINE STRUC- 
TURES.’ 


BY D. R. SCHOLES. 


Before the work of designing a tower or 


pole for a given transmission line can pro- 
ceed, a statement must be made setting 
forth the loads which the structure should 
be capable of withstanding. This state- 
ment is, in general, based on a forecast 
of the probable extreme weather conditions 
which may occur in the vicinity of the 
line, and also on a prediction as to what 
accidents will probably occur to the con- 
ductors of the line. : 

There are naturally considerable varia- 
tions in forecasts of this sort and these 
variations are due primarily to a lack of 
accurate data regarding the various fac- 
tors which enter into the case. The cost 
of a line is affected very largely by the 
figures which are selected to represent the 
probable extreme conditions, and the selec- 
tion and application of these figures are 
therefore matters of a great deal of im- 
portance. Unfortunately, data on this 
subject are very meagre, and a rational 
solution of a problem involving weather 
conditions and possible accidents is mani- 
festly impracticable. It seems, therefore, 
that the best guide in selecting figures to 
represent the probable extreme load con- 
ditions is experience with existing trans- 
mission-line structures and other struc- 
tures similar to them. 

During the last few years many mem- 
bers of the Institute have had occasion 
to investigate this subject, in preparing 
specifications for transmission lines. A 
discussion referring to experience with 
these lines and bringing out the ideas of 
each as to what load conditions should be 
provided for would be very beneficial. It 
is hoped that there will be such a dis- 
cussion following this paper. 

Figures must, in general, be selected 
to represent the forces which may come 
upon a transmission-line structure as a 
result of one or more of the following in- 
fluences: 

Wind. 

Sleet. 

Low temperature. 

Accidents, as breaking of cables, etc. 

It is also necessary to select a factor 
or factors of safety for use in connection 
with these figures, and a prediction must 
be made as to whether or not loads result- 
ing from two or more of these causes are 
likely to occur at the same time. Con- 


ee  ————— 
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siderations of cost often determine to what 
extent provision shall be made, in a given 


. line, against such combinations of extreme 


conditions. In a very important line it 
may properly be considered desirable to 
provide strength against a combination of 
conditions likely to occur only once in a 
hundred years, whereas in a less impor- 
tant line the possibility of such a chance 
condition might, with equal propriety, be 
neglected. 

Wind Pressure on Structures—The 
records of the Weather Bureau are avail- 
able as an aid in estimating the maxi- 
mum wind velocity to be expected in a 
given locality. The relation between wind 
velocity, however, as indicated by a gov- 
ernment anemometer, and the actual 
pressure in pounds per square foot pro- 
duced by a wind of that velocity on a 
cable or on the members of a tower, is 
by no means definitely known. In fact 
this relation is so uncertain that the most 
one can hope to gain from an examination 
of the weather reports is a general idea 
as to whether the winds occurring in a 
given locality are likely to be high or not. 
The anemometers of the Weather Bureau 
do not take account of sudden gusts of 
wind. The published velocities are not 
accurate, but must be corrected according 
to a correction table which may be ob- 
tained from the Weather Bureau. 

The relation between wind velocity and 
the pressure produced by the wind on a 
plane surface normal to the direction of 
the wind is given by the formula, 

M = K V?, where 

M = pressure in pounds per square foot, 

V = wind velocity in miles per hour, 
and 

K = constant. 

Experiments in general indicate that 
the form of this equation is correct, but 
experiments differ as to the proper value 
of K. The values given range from 
0.0035 to 0.0048. According to tests by 
the Weather Bureau, K = 0.004, which 
is probably ihe most reliable figure there 
is for K. 

Experiments indicate that, in general, 
higher pressures are to be expected at the 
top of a tower than near the ground, but 
little is known as to how the pressure is 
distributed. There is considerable doubt 
as to what should properly be considered 
the exposed area of a structure; it is cer- 
tain, however, that both faces are not, in 
general, subject to the same pressure. It 
is usually considered that a reduction fac- 
tor of 0.5 should be used in figuring the 
wind pressure per square foot of projected 
area of cylindrical surfaces. The wide 
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use which has been given this factor is its 
principal recommendation. 


The purpose of the foregoing remarks ° 


on wind pressure is to point out some of 
the reasons for uncertainty in wind-press- 
ure calculations. In view of these uncer- 
tainties it seems necessary to turn to 
some empirical method for providing 
against loads due to wind pressure. In 
bridge work pressures of from thirty to 
fifty pounds per square foot are commonly 
assumed, and these pressures are used in 
connection with factors of safety of from 
four to six. Structures built to withstand 
loads calculated in this way are found to 
be strong enough. How much too strong 
they are is a matter of conjecture. The 
usual transmission line can not stand the 
expense of structures built to bridge speci- 
fications. Experience with bridges can 
not, therefore, be of much help in the 
present connection. 

Steel windmill towers have been in 
general use for about eighteen years. 
Such towers are built to withstand wind 
loads almost exclusively and their use is 
very widespread. It is known that the 
provision against wind loads in these 
structures is not excessive, for there are 
occasional failures. The windmill tower 
is, in general, similar to the towers used 
in transmission lines. The success of a 
given design of windmill tower depends 
on what might be called the integrated 
experience of all the users of towers of 
such design. Competition has led build- 
ers to reduce their weight to a minimum. 
It is probable, therefore, that a windmill 
tower of standard design which is widely 
used has just about enough strength to re- 
sist the highest winds, tornadoes excepted, 
and it would appear that a study of such 
a windmill tower will probably give the 
best data available for use in connection 
with transmission-line structures, 

An examination of a standard design of 
windmill tower, of which many thousands 
are in use, shows that such tower will 
actually fail under loads calculated on the 
basis of wind pressures of from forty to 
fifty pounds per square foot. The tower 
referred to is of square pyramidal form, 
and in the calculations it is assumed that 
the wind is blowing at right angles to 
one side, and both faces of the tower are 
considered equally exposed. 

It appears, therefore, that it would be 
good practice in transmission-line con- 
struction to specify that the poles or 
towers should, in addition to their other 
properties, have strength to resist loads 
on their members due to a wind pressure 
of forty pounds per square foot, with a 
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factor of safety of from 1.5 to two, based 
on actual test. Such a structure would 
be suitable for locations where the winds 
are high; in other locations these figures 
would be reduced by judgment, aided by 
a consultation of the weather reports and 
other such data. 

Factor of Safety—A few remarks re- 
garding factor of safety may be proper 
at this point. The factor of safety used 
in connection with the design of a given 
piece of engineering apparatus, is, in a 
sense, a measure of the uncertainty at- 
tending the making of calculations of the 
loads to be sustained or of the strength of 
the structure under consideration. In de- 
signing a complicated structure to sustain 
a complex system of loads it would be 
natural and proper to allow a large factor 
of safety, particularly if the structure 
were such that it could not be tested to 
destruction to check all calculations and 
methods. On the other hand, a smaller 
factor of safety would be equally safe in 
conncction with a simple structure to sus- 
tain certain definite loads, the actual ulti- 
mate strength of the structure having 
been determined by testing it to destruc- 
tion. 

The structures ordinarily used in trans- 
mission lines are simple. They are usual- 
ly built in large numbers from standard 
designs. It is proper, therefore, that the 
design for such a structure should be 
carefully investigated and that specimen 
structures should be tested in such a way 
as to remove all doubt as to their ability 
to withstand the loads for which they are 
intended. And, notwithstanding the fact 
that calculations of wind pressure are un- 
certain, experience with windmill towers 
removes, to a large extent, the uncertainty 
which would otherwise surround the fig- 
ure forty pounds per square foot which 
has been suggested. 

Wind Pressure on Cables—The opinion 
is commonly held that, in providing 
against wind pressure on a surface such 
as that of a long span transmission-line 
cable, it is not necessary to allow for as 
high a pressure as is necessary for a sur- 
face extending through smaller linear dis- 
tances. Data on this subject are, as yet, 
very indefinite, and there is great need of 
specific figures for the pressure experi- 
enced on the cables of a transmission line. 
The following experiment is suggested as 
a means of securing such data: 

The experimental apparatus would con- 
sist of a typical transmission-line span 
of from 500 to 1,000 feet, erected as near 
as possible to a Weather Bureau station. 
The cable would be fixed to the tower at 
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one end and would pass over a pulley at 
its other end and be secured to a weight, 
this weight serving to maintain a uniform 
tension in the cable at all times. The 


position of the weight would be recorded 


at all times by means of a pencil and 
moving drum. Continuous records of 
temperature and wind velocity are made 
in the Weather Bureau stations. An anal- 
ysis of the three records, namely, those of 
temperature, wind velocity and the length 
of the cable in the span, would give data 
from which the wind pressure in pounds 
per square foot of projected area of the 
cable could be calculated. It would also 
be desirable to have a continuous record 
of the direction of wind, and this record 
could be readily obtained. 

Records from such apparatus extending 
over a period of a year or more would be 
of much interest. It is to be observed 
that the readings would furnish a means 
of checking the coefficient of expansion of 
the cable. Data obtained in this way 
would have direct relation with the 
Weather Bureau reports, and most ques- 
tions as to methods of calculation of press- 
ure on conductors would thus be elimi- 
nated. 

In the absence of specific data relating 
to wind pressures on the cables of long 
spans, it seems unsafe to assume a press- 
ure of less than thirty pounds per square 
foot. for localities where the winds are 
known to be high. The figure thirty 
pounds per square foot is commonly used 
in bridge calculations for surfaces extend- 
ing through horizontal distances of sixty 
feet or more. It seems that a factor of 
safety of two should be used in connec- 
tion with this pressure, so that the con- 
ductor will not be stressed beyond its 
elastic limit, under extreme conditions. 

Sleet—Destructive sleet storms occur 
in the eastern part of the United States 
at least as far south as Atlanta. During 
the past winter a sleet storm occurred in 
the region of Chicago after which a coat- 
ing of ice over half an inch thick was ob- 
served on conductors of various sizes. In 
many cases the thickness of ice at the 
centre of the span was much greater than 
at the insulators, due to the tendency of 
the water in the sleet to run down to the 
lowest point while freezing. The sleet 
formed during this storm was practically 
solid ice, and it remained on the con- 
ductors for several days. In view of ob- 
servations made after this storm, it is 
the writer’s opinion that, for localities 
where sleet is known to form, provision 
should be made against a coating of ice 
on the cables at least one-half inch thick, 
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in combination with a factor of safety of 
not less than two based on the ultimate 
strength of the conductor. 

There is much discussion as to whether 
the safety of a line demands that pro- 
vision he made against sleet, low tempcra- 
ture, and high wind all occurring at the 
same time. If the sleet forms at all, it 
is certainly possible that it will remain on 
the wires several days. And if it remains 
on the wires several days it is certainly 
entirely within the range of possibility that 
high wind or low temperature, or both, 
will occur before it melts off. Whether or 
not provision should be made against a 
combination of these three extreme con- 
ditions becomes, therefore, entirely a ques- 
tian of how much the owners of the line 
are willing to pay for immunity from in- 
terruptions of service due to these causes. 
These are matters to be settled between the 
engineer and the owner of the line. 

Accidents, as Breaking of Wires, Ete.— 
In providing mechanical strength in the 
line to resist loads due to accidents to 
the cables, there are two well-known plans 
which may be followed. In the one all 
structures are given the same strength, 
each having strength to withstand the loads 
due to accidents which it is contemplated 
may occur in any span; in the other plan, 
two kinds of structures are used—a stand- 
ard structure intended to support loads 
transverse to the line only, and a heavy 
structure having strength against the 
breaking strength of all the cables. These 
heavy structures are distributed along the 
line at intervals of a mile or so. The first- 
mentioned type of construction is best 
adapted for lines having relatively small 
conductors, while the second type is favor- 
able where the conductors are heavy. 

In designing a line of the first-men- 
tioned type it is usual to assume that any 
two conductors may break in a given span 
due to the formation of an are between 


them, and that the tower or pole should 
be capable of withstanding the loads so de- 
veloped without damage to itself. Provi- 
“10n 18 not, in general, made for the simul- 
taneous occurrence of such breakage and 
igh wind or sleet. It would seem, how- 
viet that in such cases the towers might 
F etter designed to withstand wind loads 
ransverse to the line in addition to the 
oads due to the breakage of any two con- 
ductors, since arcing is more likely to oc- 
Eo a high wind than at other times. 
f: is believed that the factor of safety 
a Connection with the loads due to 
in ge of conductors should be greater 
= © case of suspension type insulators 
Gee Pin insulators. When a con- 
ae ae et by suspension insulators 
the vt : will suddenly move away from 
i 7 of breakage and will be brought 
udden stop when the insulator comes 
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into line with the cable. The movement 
will occur, in decreasing amount, all along 
the line or until the strain insulator is 
reached. This sudden application of 
load and the attending inertia effect will 
subject the cross-arm to a greater force 
than the tension which existed in the 
cable before it broke. It is suggested that 
cross-arms be tested to loads equal to 1.25 
times the elastic limit of the conductor 
for pin insulators and 1.5 times the elastic 
limit of the conductor for suspension in- 
sulators. 

Foundations—It is a usual assumption 
that the resistance to uplift offered by a 
foundation is equal to the weight of the 
foundation plus the weight of earth con- 


Fria. 1—GRAPHICAL DIAGRAM OF FOUNDATION 
RESISTANCE TO UPLIFT. 


tained in the frustum indicated in Fig. 1, 
the angle of inclination of the sides of the 
frustum being thirty degrees. The re- 
sults obtained by this method agree quite 
closely with practice in anchors for wind- 
mill towers. In addition to resisting up- 
lift, the foundation must, in general, have 
strength against horizontal forces at the 
ground line. 
foundations is so great as to make a dis- 
cussion of them impossible within the 
limits of this paper. It is suggested that, 
in developing the design of a foundation 
for a given line, tests should be made to 
determine the holding power, density, etc., 
of the soil of the locality so that the 
strength of the foundation will be known 
as accurately as the strengths of the other 
parts of the line. 
— 0 

Copper Production in 1907. 

The Department of the Interior, United 
States Geological Survey, has issued an 
advance statement of the country’s pro- 
duction of copper in 1907. The output is 
given as 868,996,491 pounds. This is a 
decrease of 48,809,491 pounds, or 5.6 per 
cent, from the record figures of 1906, the 
largest actual decrease ever recorded and 
the largest relative decrease since the 
American copper industry became impor- 
tant. This is the first time since 1901 
that the annual production has been 
smaller than that of the preceding year 
and the first time since 1872 that it has 
been smaller than that of the second pre- 
ceding year. 

In the following table the copper pro- 
duction for 1907 is apportioned to the 
states in which the copper was mined. 
The total is made up of the fine copper 
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content of blister produced and of the 
smelter output of ingot and anode copper 
from Michigan. The production for 1906 
is given for comparison: 


1907. 1906. 

Alaska ........ ...-. 7,034,763 8,685,646 
Arizona .... css... 256,778,437 262,566,103 
California ........... 33,696,602 28,158,202 
Colorado ............ 13,998,496 7,427,253 
GOOmladuececscisn esc wen 17,182 
ldali0 ssc deren s S005 o 9,707,299 8,578,046 
Massachusetts ....... 0 wea eeeee 9,744 
Michigan............ 219,131,503 229,695,730 
Missouri.. ... onnan araeo 54,847 
Montana............. 224, 263,789 294,701,252 
Nevada.............. 1,998, 164 1,090,635 
New Mexico......... 10,140, 140 7,099,842 
North Carolina.. .... 544 040 582,209 
Oregon.............. 518,694 545,859 
Tennessee ........... 19,475,119 17,809, 442 
TEXAS 6 cots Gia uma, epee 51,877 
Utah 6 dsccidsceen oes 66,418,370 50,329,119 
Vermeont............. 696,102 11,694 
Virginia............. 57,008  ........ 
Washington ......... 122,263 290,823 
Wyoming........... 3,026,004 106,175 

Alabama, Georgia and 
Maryland.......... 90,655 ........ 

. Missouri and unappor- 
tioned............. 1,299,043 =... 
TOUS nto eisers 868,996,491 917,805,682 


Of this quantity, approximately 10,- 
075,048 pounds in blister were produced 
in foreign smelters from domestic ma- 
terials exported. In addition to the do- 
mestic materials handled, smelters in this 
country turned out as blister 64,145,648 
pounds from foreign ore, concentrates, 
and matte. Domestic blister containing 
42,350,963 pounds was exported unrefined, 
while blister from foreign sources contain- 
ing approximately 183,530,132 pounds 
fine copper was imported for refining in 
this country. 

The production in 1907 of refined new 
copper of domestic origin was 784,271,427 
pounds, a decrease of 103,410,960 pounds, 
or 13.2 per cent, from the production of 
1906. The total output of refined copper 
(exclusive of domestic scrap, ete.) by do- 
mestie refineries in 1907 was 1,032,516,- 
27 pounds. 

Returns from all the Lake and electro- 
Ivtic refineries are practically complete 
and show that the following stocks of re- 
fined copper were on hand at the begin- 
ning and end of the year: 


Pounds, 
January 1, 1908................... 125,745,796 
January 1, 1907................... 46,497,181 
Stocks increased during 1907... .. 49,248,615 


Undelivered sales are almost entirely 
excluded from these figures. Stocks car- 
ried by consumers and brokers have not 
been estimated. In addition to these 
stocks of refined copper, there were at 
smelters, in transit to the refineries, and 
at the refineries blister copper and ma- 
terial in process of refining to the amount 
of 135,810,289 pounds on January 1, 
1907, and of 175,254,659 pounds on Janu- 
arv 1, 1908. 

The apparent consumption of refined 
new copper in the United States in 1907 
was about 485,000,000 pounds, as com- 
pared with about 685,000,000 pounds in 
1906. One method of deriving these fig- 
ures is based on the total refinery output. 
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American Electrochemical 
Society. 


At a recent meeting of the board of 
directors of the American Electrochemical 
Society the previous action of the board 
in regard to the new class of subscribers, 
to be called “junior associates,” was 
amended to read as follows: “Students 
in high schools, technical schools, colleges 
or universities, or assistants in technical 
laboratories, furnishing references of good 
character from their professors or em- 
ployers, subject to the approval of the 
hoard of directors, may, by the payment 
of the annual dues, without entrance fee, 
become affiliated with the American Elec- 
trochemical Society as ‘junior associates.’ 
They will be printed as such on the roll 
of the socicty, will receive the transac- 
tions, the monthly bulletin and other 
notices of the society, may attend meet- 
ings, offer papers, take part in the discus- 
sions of papers and participate in visiting 
and social functions; but they do not have 
the right to hold office, vote for officers, or 
vote on or discuss business motions 
brought before the society. The said 
‘junior associates’ may remain as such 
not over five years after their first en- 
rollment and may become members at any 
time by being regularly elected by the 
board of directors and paying the entrance 
fee.” 

At the same meeting of the board the 
committee appointed to draw up the regu- 
lations governing the competition for the 
award of the Pacific Coast Borax Com- 
pany’s prize of $500 reported. This com- 
mittee consists of Alois von Isakovics, 
Dr. E. F. Roeber and Dr. Leo Baekeland. 
Their recommendations are as follows: 

The sum of $500 has been paid to the 
American Electrochemical Society, and de- 
posited in trust, as a research fund, to be 
awarded as a prize, under the following 
conditions: 

The Pacific Coast Borax Company de- 
sires to awaken an interest in research 
work and experiments which may lead to 
some improvement in the commercial 
method of manufacturing ferro-boron, by 
a direct process from Colemanite. 

It is essential that the process should 
be sufficiently economical and suitable to 
be applied on a large scale, so that the 
finished product may be available for com- 
mercial purposes. (Commercial ferro- 
boron, as now made, contains twenty per 
cent or more of boron, less than three per 
cent of carbon, and sulphur and phosphor- 
us are practically absent.) 

The prize has been deposited with the 
American Electrochemical Society, with 
the request that the board of directors 
award the same for the best practical solu- 
tion of the problem, under reasonable con- 
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ditions, to be decided upon by the board 
of directors. 

In accordance with the above request, 
competitors for the prize are notified that 
they must comply with the following con- 
ditions: 

1. The treatise on the subject must be 
in typewritten form and accompanied by 
a sainple produced by the process described 
in same. 

2. The competition for the prize is 
open to any one and is not restricted to 
members of this society. The treatise on 
the subject must be enclosed in a plain, 
sealed envelope, not bearing the author’s 
name, but identified by a pseudonym. The 
outside of the envelope containing the 
paper must be labeled with the pseudonym 
and with it should be sent another plain, 
sealed envelope, also labeled with the same 
pseudonym, which should contain inside 
the envelope the name and address of the 
competitor. Both these envelopes should 
be sent to Professor Morris Loeb, 273 
Madison avenue, New York city. 

3. All papers competing for the prize 
must be in the hands of Professor Loeb 
before October 1, 1909. Professor Loeb 
shall retain the small sealed envelope con- 
taining the address of the competitor and 
forward the large envelope containing the 
treatise, as well as the sample of the prod- 
uct, both merely labeled with the pseu- 
donym, under cover, to the secretary of 
the American Electrochemical Society, to 
be submitted to the board of directors 
who will award the prize. In this manner, 
as the treatise must be typewritten, the 
board can act with entire impartiality and 
the paper shall be judged on its own 
merits so that the author’s standing can 
have no influence whatever on the decision. 
The competitors for the prize forfeit none 
of their property rights in the process 
submitted. 

4. As soon as the board of directors 
lras agreed upon the best treatise, it will 
request from Professor Loeb the address 
of the author thereof, who will then be 
required to demonstrate his process before 
the prize will be finally awarded. 

5. The Pacific Coast Borax Company, 
100 William street, New York city, has 
offered to supply any one who desires to 
compete for the prize seriously with all 
the crude Colemanite that the parties mak- 
ing the experiment may require, provided 
that the request for this Colemanite be 
accompanied by a letter signed by one 
member of the board of directors of the 
American Electrochemical Society, endors- 
ing the application for the material. This 
condition is merely made so as to furnish 
the material only to those who may have 
the proper qualifications to experiment in- 
telligently and with some chance of suc- 
cess. : 

For the convenience of competitors who 
may desire to consult some of the pub- 
lished literature on the subject, a brief 
bibliography is herewith attached : 

H. Moissan and G. Charpy, Sur Pacier 
au bore, Comptes Rendus, 1895, vol. cxx, 
p. 130. 

M. L. Guillet, Les aciers au bore, Revue 
de Metallurgie, August, 1907, vol. iv, pp. 
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784 to 796 (translated in abstract in 
“Electrochemical and Metallurgical In- 
dustry,” 1907, vol. v, p. 421). 

A bibliography on boron and borides 
in general may be found in O. P. Watts, 
“An Investigation of the Borides and 
Silicides,” Bulletin University of Wiscon- 
sin, No. 145 (Engineering Series, vol. ili, 
No. 3, 1906). 

As previously announced the fourteenth 
general meeting of the society will be 
held in New York, October 31, at the 
Chemists’ Club, 108 West Fifty-fifth 
street. The invitation of President Ache- 
son to hold the fifteenth annual meeting 
at Niagara Falls, Ontario, May 6, 7, 8, 
1909, was accepted. Headquarters will be 
at the Clifton House. 

—— e 
Commission Opposed to Ceh- 
tral Express Company. 


In denying the application of the Inter- 
urban Express Company, Syracuse, N. Y., 
for permission to exercise rights as an ex- 
press company on certain railroads in and 
near Syracuse, the Public Service Commis- 
sion, Second District, lays down the rule 
that an operating railway or trolley com- 
pany should not be permitted to divest it- 
self in favor of another corporation of the 
obligation to perform any of the public 
services for which it is incorporated unless 
it can show clearly that public necessity so 
demands or public convenience can be 
better served thereby. 

The company in question was organized 
as an express company to do an express 
business from and to any points in the 
United States or otherwise by means of 
electric cars and vehicles, horses, wagons, 
boats or other means of transportation. 
The application to the commission was 
made particularly in connection with the 
interurban and electric roads controlled by 
the so-called Bebe Syndicate, namely, the 
Auburn & Syracuse Electric Railroad 
Company, the Rochester, Syracuse & East- 
ern Electric Railroad Company, the Syra- 
cuse & South Bay Electric Railroad Com- 
pany, the Syracuse, Lake Shore & North- 
ern Railroad Company and the Auburn & 
Northern Electric Railroad Company. 

Under the Public Service Commission’s 
law the company can not do business with- 
out the consent of the commission. The 
opinion written by Commissioner Osborne 
among other things says that the advan- 
tages claimed by the service apvlied for 
can be easily secured by the trolley com- 
panies themselves without the formation 
of a central express company. He urges 
against the granting of the application the 
duplication of companies whereby the pub- 
lic would pay directly to the express com- 
pany for carrying the package and would 
also pay indirectly to the railroad com- 
pany for the use of its tracks in carrying 
the same package, and the cost to the pub- 
lic is certainly increased by the addition 
of the extra company. 
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Some Interesting Advertising 
Literature from Central 
Stations. 
The Commonwealth Edison Company, 
Chicago, Ill., has long been famous for 
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milk-warmer, the electric corn-popper, 
the electric chafing dish, and the electric 
waffle iron. The card is printed in brown 
and red. 

The company has recently published a 


A BEAUTIFUL SERIES OF PosTAL CABDS FROM THE COMMONWEALTH EDISON COMPANY, 
CuicaGo, ILL. 


the attractive quality of its advertising 
literature. Dana H. Howard, manager of 
the advertising department of this com- 
pany, has introduced some of the most 
novel ideas which have come to our notice, 
and the department is one of the most 
successful in the field. The accompany- 
ing illustrations show some of the newest 
ideas which Mr. Howard has evolved. 
The series of postal cards showing the 
Various uses of electrical devices, such as 
toasting irons, chafing dishes, desk lamps, 
flat-irons, electric fans and coffee percoy 
lators, is very handsome and has at- 
tracted a great deal of favorable com- 
ment. These cards are all photographic 
reproductions of the highest grade of 


THe Denver Bryan WELOOME. 


Postal-card souvenir. Another card which 
the company is making good use of is the 
assignment card, an illustration of which 
ar herewith, This series includes 

ences to closet lighting, the nursery 
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recipes for use with the electric chafing 
dish. Still another illustration is a re- 
production of a large-sized lithograph 
which the company is displaying in de- 
artment stores, drug stores, stationers, 
and in all public places. 

The Denver Gas and Electric Company 
is keeping up its good publicity work, one 
of its most recent ideas being the distribu- 
tion of a fine series of postal cards in con- 
nection with the Democratic National 
Convention. The accompanying illustra- 
tion shows the mammoth electric sign 
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€. The Commonwealth Edison Company bas its mains i rhis vicinity and is 
“prepared to furnish you with ; 
Electricity for _ W 
Lighting, Heating and Power Purposes 
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C The Flectric current, which supplies the most sanitary ligh 
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Name — 


ONE OF A SERIES OF ASSIGNMENT PusTAL 
CARDS Usep BY THE COMMONWEALTH EDISON 
CoMPANY. 


which was used on this occasion, and 
which has been reproduced and com- 
mented upon in the daily papers through- 
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vest-pocket catalogue of electrical devices 
for use in the home. This illustrates and 
describes the electric chafing dish, the elec- 
tric fan, electric curling-iron heaters, elec- 
tric flat-irons, the electric coffee perco- 
lator, the electric toaster, and gives several 


out the entire West. This electric sign 
was easily the hit of the decorative fea- 
tures of the convention, and impressed the 
visitors with the ingenuity and availabil- 
ity of the electric sign as a means of at- 
tracting attention. 
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Absorption of X-Rays. 
Probably all elements when subjected to 
a suitable primary beam become sources of 
homogeneous Roentgen radiation which is 
characteristic of the element emitting it. 
These radiations have been studied by C. 
G. Barkla and C. A. Sadler, who here 


give some of their conclusions. When a 
very absorbable primary radiation is in- 
cident on a given element, the homo- 
geneous radiation characteristic of that 
element is not emitted in appreciable in- 
tensity. As the penetrating power of the 
primary radiation is increased, the ab- 
sorption decreases only up to a certain 
point. When the penetrating power be- 
comes greater than that of the radiation 
characteristic of the absorbing element the 
absorption of the primary radiation begins 
to increase and a secondary homogeneous 
radiation begins to be emitted. Then 
there is a rapid and considerable increase 
in both the absorption of the primary rays 
and in the emission of the secondary rays. 
When the general penetrating power is in- 
creased still further, the absorption de- 
creases again in the usual way, and the 
intensity of radiation decreases at the 
same rate as the ionizatien produced by 
the primary beam in air. Experiments 
have not been made to determine if all the 
extra energy absorbed appears as energy 
of secondary radiation; but from obser- 
vations of the absorbability of the second- 
ary radiation and of the ionization it pro- 
duces, it appears probable that a large 
proportion is re-emitted. The emergent 
radiation is a mixture of two homogeneous 
radiations, the proportions of which de- 
pend primarily on the coefficients of the 
absorption of the incident radiation and 
of the radiation characteristic of the metal 
in the metal itself, and the coefficient of 
the transmission of one into the other type 
-of radiation and the thickness of the ab- 
sorbing plate. The following is given as 
a more precise statement of the special 
power of a homogeneous radiation of 
penetrating the element emitting it than 


has previously been given: A radiation ' 


which is more absorbable, equally absorb- 
able, or only slightly more penetrating to 
most substances than the radiation char- 
acteristic of the element upon which it is 
incident, is absorbed much less than one 
of more penetrating type. It also pro- 
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duces little or none of the characteristic 
secondary radiation which is produced by 
the more penetrating radiation.—A bstract- 
ed from Nature (London), July 16. 
< 
On Some Methods of Measuring Ca- 
pacity with Alternating Currents 

of Complex Wave Forms. 

A quick and convenient method of de- 
termining capacity is to measure the cur- 
rent flowing when a sinusoidal electro- 
motive force of known value is applied. 
But if the wave form departs from a pure 
sine wave, the ordinary method can not be 
used without certain precautions. In this 
article, Robert Beattie describes a number 
of methods of measuring capacity accu- 
rately, which are not affected by the form 
of the electromotive-force wave. The first 
of these to be described is the use of a 
“swamping”? resistance placed in series 
with the condenser under test. If this 
resistance is so large when compared with 
the reactance of the condenser that the 
former determines the magnitude of the 
current flowing, the capacity may then be 
measured with an accuracy of a few per 
cent irrespective of the wave form. With- 
out the “swamping”? resistance an ir- 
regular wave form might introduce an 
error of from thirty to forty percent. If 
there is any doubt of the adequacy of the 
swamping resistance, a swamping induct- 
ance may be used. The resistance of this 
must be negligible, and when this is the 
case the reactance is more effective than a 
swamping resistance. With this method 
it is not difficult to measure the capacity 
accurately within one per cent. If a 
known capacity be available, the unknown 
may be compared directly with this, and 
since the irregularities of the electromo- 
tive force affect both to a similar degree, 
no error will be introduced. In the same 
way the capacity may be measured by 
connecting the condenser in series with a 
known inductance. Rowland in 1898 de- 
scribed a number of zero methods of meas- 
uring capacity by means of alternating 
currents, but did not point out that when 
these zero methods are used the result 
is independent of the wave form. Defiec- 
tional methods may also be employed, if, 
instead of measuring merely the current 
and the electromotive force, the power is 
also measured. To indicate the value of 


these different methods, the results of a 
series of experiments on a single condenser 
with a wave form of very irregular shape 
are given. With the simple current and 
electromotive-force measurements the ca- 
pacity was apparently twice as much as it 
was known to be. By placing a swamping 
resistance in series, the result was within 
two per cent of the-known value. With 
a swamping inductance the discrepancy 
was within the limits of experimental 
error, and the same accuracy was obtained 
when applying the other methods referred 
to. — Abstracted from the Electrician 
(London), July 17. — 

< 


Electricity Supply in Sutton (Surrey,) 
England. 

A brief description is given here of the 
new electric supply station of the town- 
ship of Sutton, which lies just outside of 
the southwestern boundary of the County 
of London, England. This installation is 
interesting because of the methods 
adopted to avoid vibration and noise. The 
original equipment consisted of alternators 
direct-connected to reciprocating engines. 
This gave rise to so much trouble with 
surrounding householders, through vibra- 
tion and noise, that the company decided 
upon the adoption of a steam-turbine 
plant. This decision was reached after a 
number of attempts had been made to 
stop the vibration. One of these consisted 
in digging a trench thirty feet deep 
around the edge of the company’s land, 
but this had no appreciable effect. The 
station stands on solid chalk, as does also 
private property 100 yards away. The 
new generating equipment consists of 
three 500-kilowatt turbines, each coupled 
to a 250-kilowatt direct-current generator 
and a 250-kilowatt alternator placed in 
tandem. Each machine has also an ex- 
citer mounted on the end of the shaft. 
The units run at 3,000 revolutions per 
minute, and supply. fifty-cycle, single- 
phase current at 2,200 volts alternating, 
and direct current at 550 volts. The units 
are mounted on a ferro-concrete pad 
eighteen inches thick, which in turn is 
supported on fourteen groups of rubber 
pads on the Prache system, each group 
consisting of seven pads carried on a cir- 
cular cast-iron tray mounted on a con- 
crete pillar which forms the fixed founda- 
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tion. This arrangement is said to be en- 
tirely satisfactory in damping down the 
vibration. Another interesting feature of 
this plant is the use of a Raworth cutout 
on the switchboard. This is necessary 
since a part of the direct-current output 
is used for electric railway purposes where 
the Raworth regenerative system of oper- 
ation has been adopted. The cutout is a 
reverse-current breaker which disconnects 
the feeder when the incoming regenerated 
current from the car exceeds that sent 
vut by the station—Abstracted from the 
Electrical Review (London), July 17. 
< 

The Economical Aspects of Wood 

Preservation for Structural 

Purposes. 

There has been more or less discussion 
during recent years on the value of the 
various processes of treating wood with a 
view to preventing decay. However, a 
good deal of uncertainty still exists re- 
specting the economical value of such 
treatment. In this article C. P. Winslow 
discusses the subject from this point of 
view. After pointing out the enormous 
consumption of timber of all sorts, which 
exceeds three times the-annual growth of 
the forests in this country, he emphasizes 
the necessity for reducing the annual cut 
of wood, and says that the only apparent 
method of relieving the situation is some 
treatment of the timber which will protect 
it against decay. To be successful, the 

process employed must reduce the cost of 
_ the timber to the consumer; but in deter- 
mining this cost the effect of the reduc- 
tion in price due to the reduced cut, as 
well as the cost of replacement, must be 
considered. Such a system should render 
durable the soft woods which to-day can 
not be used where exposed to the weather. 
It has already been shown that the life 
of timber may be doubled by the use of 
cheap preservatives; and by using a more 
expensive treatment, the life can be still 
further prolonged. In applying such 
treatment on a large scale the additional 
cost will seldom exceed the present price 
of the lumber. This cost may then be 
set off against the cost of replacing the 
material and the increase in price which 
would have taken place had the drain on 
the forests continued at its present in- 
creasing rate. During the past five years 
the cost of mining timbers in the West 
has increased forty to fifty per cent, and 
3 corresponding increase may be expected 
during the next five years, if no relief 
be secured. To show more specifically 
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what the effect of treatment might be, 
consider the railway tie situation. Dur- 
ing 1906 about 103,000,000 ties were 
purchased, these being in general oak, 
cedar and chestnut. Oak formerly was 
the most largely used wood, but the cost 
of oak ties has doubled in the past ten 
years, so that other woods are now being 
taken. It has been estimated that on an 
important western road the average cost 
of untreated hemlock is about seventy-five 
cents a tie; the cost of a satisfactory treat- 
ment with zine chloride is about twelve 
cents a tie, raising the cost of the treated 
tie to eighty-seven cents. If the un- 
treated tie last five years, and interest be 
allowed at four per cent, the annual 
charge on this tie would be 16.8 cents. If 
the treated tie last but a single year 
longer, the annual charge is lowered to 
16.6 cents, while if it last ten years, the 
annual charge is 10.7 cents. By the sub- 
stitution of creosote for zinc chloride, with 
some increase in the cost of treatment, the 
ties can be counted upon to resist decay 
for twenty years. It is of no use, however, 
to give a tie a length of life as long as 
this, if its mechanical life is but ten’ years ; 
so that screw spikes and tie plates would 
become advisable when the more expensive 
processes of treatment are used. To take 
another instance, during the year 1906, 
nearly 3,600,000 poles were cut for tele- 
phone, telegraph and electric power lines. 
The average value of these poles at the 
point of purchase was $2.65. As these 
poles come from a limited section of the 
country, the cost of transportation often 
equals the initial cost at the point of pur- 
chase. All these poles must be renewed 
within fifteen years; and as the supply of 
cedar and chestnut, the woods principally 
used for poles, is becoming exhausted, a 
substitute must be found which may be 
treated so as to give it a satisfactory life. 
A thirty-five-foot loblolly pine may be 
purchased, hauled and set for five dollars ; 
so that allowing interest at five per cent, 
the annual charge becomes $1.15. A pole 
of this sort may be given a satisfactory 
butt treatment with creosote for one dollar 
and unless set in very unfavorable condi- 
tions will have a life of twenty years. 
The annual charge is thus reduced to 
forty-eight cents, a yearly saving of sixty- 
seven cents a pole. These two instances 
demonstrate the economical value of a pre- 
servative treatment when properly applied. 
Several other examples are given, apply- 
ing to other lines of construction, all of 
which show that whenever timbers are to 
be placed for permanent use under condi- 
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tions favorable to decay, or where a sub- 
sequent replacement would entail heavy 
charges, a thorough preservative treatment 
of the best quality is recommended. Fre- 
quently when a company is using large 
quantities of timber the establishment of 
a treating plant will soon repay the cost 
of investment.—Abstracted from the En- 
gineering Magazine (New York), August. 
< 
High-Speed Electric Elevators. 


During a discussion on traction ele- 
vators before the Western Society of En- 
gineers, John W. Mabbs described the 
high-speed electric elevators now in serv- 
ice in the Chicago Board of Trade Build- 
ing. The car of the elevator is suspended 
from one end of the system of ropes; the 
latter are then carried over the overhead 
sheaves, and down around an idler to 
which is attached the counterweight, and 
then up to a fixed point. The counter- 
weight is a self-supporting and self-pro- 
pelled device; it is worm-geared, and 
climbs up and down two vertical columns 
by means of four pinions which engage 
four racks mounted on the columns. As 
the motor ascends the racks, the car de- 
scends at twice the speed, covering the 
entire travel while the counterweight 
travels but half the height of the build- 
ing. To prevent over-running in either 
direction, automatic stops are provided 
at both ends of the travel of the counter- 
weight, and there are also mechanical oil 
buffers which are sufficient to take care of 
the machine should the controller and all 
the automatic stops fail. The speed of 
the elevator ranges from 540 to 600 feet 
a minute, though it is said a higher speed 
may safely be given if desired. These 
elevators may be reversed at full speed 
without perceptible pause and without a 
particular shock or jar. The cars stop more 
quickly and less disagreeably than hydrau- 
lic elevators. One of these elevators has 
been in constant operation in the Chicago 
Board of Trade Building for five and a 
half years, and has been out of service but 
a single day. Two years ago four more 
similar elevators were installed in the 
same building and have been in operation 
since then, and but one machine has been 
out of service, and that for only a single 
day. The repairs on the elevators have 
averaged less than $85 each a year, while 
the energy consumed has been 3.54 kilo- 
watt-hours per car mile.—Abstracted from 
Journal of the Western Society of Engi- 
neers (Chicago), June, 


220 


INDUSTRIAL SECTION 


Vol. 53—WNo. 6 


ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


New Gem and Tungsten 
Lamps. 

The members of the National Electric 
Lamp Association are placing upon the 
market four new types of lamps. Two of 
these are Gem lamps with oval filaments, 
all Gem lamps of the same voltages having 
been heretofore made with two-loop fila- 
ments only. Two of these are tungsten 
Meridian type lamps in the regular round 
Meridian type bulbs of three and three- 
quarters-inch and five-inch diamcters. 

The existing Gem filament type lamps. 
ninety to 130 volts, are all made in the 


GeM Forty-Watt Lamp. 


double-loop type. A great deal of dif- 
ficulty has been experienced in properly 
metallizing filaments of other forms and 
types. ‘This difficulty has been now over- 
come so far as the oval type is concerned 
and this type of filament is being em- 
ployed in the two new Gem lamps now 
ready for the market. 

Gem lamps, voltages 90-130, have been 
made heretofore in the 50, 100, 125, 187 
and 250-watt sizes. The twe new types 
are supplementary to the above, are of 
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forty and eighty-watt sizes and are de- 
signed for the same voltages, namely, 90- 
130, as the present Gem lamps. The mean 
horizontal candle-power of the forty-watt 
size, therefore, is sixteen candles and of 
the eighty-watt, thirty-two candles, at two 
and one-half watts per mean horizontal 
candle. 


GEM Eicuty-Watt Lampe. 


These two lamps are made in bulbs 
which are standard in the carbon-fila- 
ment sizes for sixteen and thirty-two- 
candle-power, respectively. The sixteen- 
candle-power bulb (the SS 19 bulb) is 
standard in the Gem fifty-watt size now 
on the market; consequently, the Gem 
forty-watt lamp in this size of bulb is 
similar to the Gem fifty-watt lamp, al- 
though dissimilar as above noted, in the 
type of filament. 

The Gem eighty-watt lamp, designed to 


operate at thirty-two candles at 2.5 watts 
per candle is made in the bulb (the SS 24 
bulb) which is standard in the thirty-two- 
candle-power carbon type of lamp, and, 
therefore, so far as cursory inspection 
goes, this lamp is exactly similar in ap- 
pearance to the thirty-two-candle-power 
carbon lamp which it is expected it will 
largely displace. 

Illustrations of these two lamps using 
the ordinary smal] standard Edison base 
are shown herewith. The tungsten Merid- 
ian lamps, illustrations of which are also 
shown herewith, differ from the other 
tungsten-filament lamps which the mem- 
bers of the National Association have been 
putting out for these voltages (100-125) 
in that five filaments are emploved instead 
of four, and in the size and shape of the 


FortTY-WATT MERIDIAN TUNGSTEN LAMP. 


bulb. Every change in size and shape of 
the bulb involves new problems in exhaus- 
tion and means new apparatus and equip- 
ment, 

The development of the tungsten 
lamp in this country has been extremely 
rapid and the production facilities of the 
association members have been taxed to 
supply the demand. The supply, however, 
of the larger-bulb lamps is now equal to 
the demand and, inasmuch as these two 
lamps require somewhat similar manufac- 
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turing facilities to the large-bulb lamps, 
the attention of the staff, which has been 
devoted to the developing of the larger- 
bulb tungsten lamps (100-125 watt) has 
recently been given to equipping for the 
tungsten Meridian type lamps which are 
expected to displace the present Meridian 
type lamps almost universally. 

The Meridian type lamps were first 
placed upon the market with carbon fila- 
ments and gave sixteen and thirty-two 
candles mean horizontal (unfrosted) at 
sixty and 120 watts, respectively. 


Sixty-WaTT MERIDIAN TUNGSTEN LAMP. 


With the advent of the Gem filament 
these same lamps were put upon the mar- 
ket at fifty and 100 watts with an increase 


in candles (mean hemispherical candle- 


power, unfrosted) to twenty and forty 
candles, respectively. It will be noted that 
these new tungsten lamps give higher 
candles than any of the preceding types, 
in the same size of bulb, namely, thirty- 
two and forty-eight, respectively (mean 
hemispherical candle-power, clear bulb). 
These lamps operate at the same fila- 
ment temperature that has been adopted 
for the other types of tungsten lamps, 
namely, 1.25 watts per candle horizontally. 
These tungsten Meridian lamps can be 
operated at any angle and are designed 
to give the proper distribution of light 
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with the present Meridian or prismo type 
reflectors and involve no additional fit- 
tings (in the way of sockets, shade-holders, 
etc., or reflectors), and are made in all 
voltages from 100 to 125 exactly as are 
other tungsten-filament lamps. 

Data book sheets covering these lamps 
in detail are in the hands of all members 
of the National Electric Lamp Association 
and any further detailed information as 
to standard package quantities, deliveries, 
prices, etc., can be furnished by the mem- 
ber companies upon request. 

The same life values of the 
approximate sizes are named 
for these new lamps. 

———_—___-@=——__ 
Sales of Small Curtis 
Turbines. 


The increasing use of small 
Curtis steam turbines is strik- 
ingly shown by an inspection 


under 500-kilowatt capacity 
which, up to the present time, 
have been installed by the 
General Electric Company or 
are under construction. 

Of the 570 odd turbines 
listed, representing a total 
capacity of about 37.000 kilo- 
watts, seven per cent are for 
the export trade. The re- 
mainder are intended for do- 
mestic service in central sta- 
tions, marine work, laborato- 
ries of educational institutions, 
power and lighting plants for 
hotels and office buildings, 
laundries, mines, printing es- 
tablishments and in every 
branch of manufacturing. It 
is interesting to note the wide- 
ly different industries in which 
small Curtis steam turbines 
are used. Among the list are wood- 
working plants, foundries, iron and steel 
mills, distilleries, chemical plants, ice 
plants, textile mills, breweries, tanneries, 
flour mills, shoe factories, paper mills, 
machine shops, textile mills, and ammuni- 
tion manufacturing plants. 


Turbines for train lighting are finding ~ 


a ready market and it is interesting to 
note that the leading railroads are using 
this method of train illumination. The 
latest application of moderate size Curtis 
turbines is for driving fire pumps, in 
which capacity they have been very satis- 
factory. On board ship, where a compact 
generating unit is required, small turbine 
lighting sets are also rapidly coming into 
favor. 


of a partial list of turbines | 
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New Air-Brake Type of Air- 
Compressor for Indusfrial 
Service. 

The adaptation of the standard types 
of air-compressors used with air-brake 
equipments to many industries requiring 
compressed air has been decidedly suc- 
cessful. The demand for them has broad- 
ened to such an extent that the Westing- 
house Traction Brake Company has found 
it necessary to provide a line of belt-driven 
compressors similar to their well-known 
motor-driven compressor for cases where 
the only power available is from shafting 
or where it is not expedient to use either 

steam or electric motive power. 

These compressors, designated as the 
type F-B belt-driven air-compressors, are 
made in four different sizes, viz., F-1-B, 
F-2-B, F-3-B and F-4-B, having fifteen, 
twenty-six, forty-four and one-half and 


AIR-BRAKE TYPE OF AIR-COMPRESSOR. 


fifty-four and one-half cubic feet of free 
air per minute capacity, respectively, at 
the standard speeds, 220 revolutions per 
minute for the F-1-B and F-2-B, and 
200 revolutions per minute for the F-3-B 
and F-4-B compressors. The horse-power 
required to operate the compressor in the 
four different sizes, at 100 pounds press- 
ure, is three, five, nine and eleven re- 
spectively. 

They will operate successfully against 
pressures up to 200 pounds per square 
inch, and may be had with or without 
water-jacketed air cylinders as occasion 
requires. 

The F-B compressor is most compact in 
design, being similar in all respects to the 
motor-driven compressor, except that the 
motor is replaced by a belt wheel, keyed 
on the crank-shaft of the compressor. It 
is of the duplex, horizontal, single-acting 
type, portable, applicable to any industrial 
service, and maintained at small cost. 
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The Phelps Adjustable Sign. 

The accompanying illustrations show 
an adjustable sign which has been de- 
veloped by the Phelps Manufacturing 
Company, 54 State street, Detroit, Mich. 
In designing this sign the aim has been to 
produce a unique electric sign at a low 
price. This form of sign is adaptable to 


PAELPS ADJUSTABLE SIGN PLACED aT ENv or LAMP BULB. 


every kind of electric fixture, and can be 
turned to read in any desired direction. 
As a show-window sign the lamp, while 


PHELPS ADJUSTABLE SIGN PLACED PARALLEL wiru LAMP BULB. 


illuminating the sign, also throws light 
on the goods in the window. It is easy to 
handle, economical to ship by mail or 
express, and fits any socket at any angle. 
The sign is lettered in translucent colors 
with either raised or surface work. 
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Motor-Driven Refrigerating 
Machinery. 


A comparatively new, yet rapidly grow- 
ing, use to which electric motor drive is 
applicable is that of the refrigerating out- 
fit. Only those closely connected with the 
trade realize the varied and extensive use 
to which these machines are put. 


À 
A 
i 


Two years ago motor-driven refrigerat- 


ing machines were common in residences, 
dairies, saloons, drug stores, butcher shops, 


packing houses and hotels. To this list 
have been added ice cream and candy fac- 
tories, florists, fish and game markets, 
hospitals, cold-storage warehouses, tan- 
neries and general office buildings. 

The tendency on the part of the public 
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to demand pure, cool drinking water 
points to the general use of refrigerating 
machines for cooling drinking water in 
all public institutions, such as libraries, 
schools, etc., and in general office build- 
ings. In connection with refrigeration, 
motor-driven carbonating machines might 
be suggested. These machines may be in- 
stalled in drug and confectionery stores 
for supplying the aerated water used in 
soda fountains. 


Fig. 1.—Forty-Uorse-PowerR Motor DRIVING CoMPRESSOR. 


Electric motor drive, besides betng in 
most cases the most economical in opera- 
tion, is a clean, reliable source of power, 
and one available at all times. Motor 
drive, because of its simplicity, can also 
be readily understood and operated by 


Fic. 2.—Motor-Deaiven BLOWER AND CENTRIFUGAL PUMPS. 


even the ordinary mechanic. The subject 
of cleanliness is one not to be overlooked, 
especially by those engaged in the manu- 
facture of ice cream and candy. 

The cost of electric energy is about onc- 
half that of ice at the present scale of 


ae 


August 8, 1908 


prices, and the owner of a refrigeration 
plant has no fear of an ice famine. In 
most cases it is not necessary to operate 
the plant continuously. This, and the 
fact that the minimum capacity is re- 
quired at night and in cool weather, makes 
it possible for the user of electric energy 
to keep his machines off the peak load of 
the station, and thus obtain ‘the lowest 
kilowatt-hour rate. 

The installations in common use vary 
in size from one-quarter-ton residence out- 
fit to the fifty-ton packing-house plant. In 
most cases the smagl machines are belt- 
connected to motors, and the large ma- 
chines use silent roller chain drive. 

Fig. 1 and Fig. 2 illustrate the equip- 
ment of the Western Electric Company’s 
motor-driven refrigerating plant at their 
Hawthorne works. This equipment, used 
to cool the rooms of the cable plant dur- 
ing the summer months, acts hoth as a 
cooling and ventilating system.. ‘The brine 
circulation system is used exclusively, all 
expansion coils being located in the brine 
tanks. The apnaratus consists of an am- 
monia compressor, a cooler containing the 
brine tanks, a blower and a brine pump. 

The compressor, shown in Fig. 1, is 
driven by a forty-horse-power, direct-cur- 
rent motor, mounted near the ceiling. 
The compressor, operating in connection 
with ammonia pipes in the brine tanks, 
reduces the temperature of the brine, 
which in turn cools the air in the cooler. 
These brine tanks are open, and the brine 
in them is kept in circulation by means 
of a centrifugal brine pump, driven by an 
eight-horse-power motor. When the air 
within the cooler is at the desired tempera- 
ture, the large exhaust fan, shown in Fig. 2, 
is started. This fan drives the air through 
the cooler, where the temperature is 
lowered, and out into a distributing sys- 
tem. The blower is belt-connected to a 
twenty-horse-power, direct-current motor. 
This plant was designed by S. W. Cal- 
houn, consulting engineer, of Chicago, 
and has a capacity of fifteen tons. The 
motors used to drive the compressor, brine- 
circulating pump and fan are all 220-volt, 
direct-current machines, built by the 
Western Electric Company. 

New Sectional-Gang Conduit 
Boxes. 

The Chicago Fuse Wire and Manufac- 
turing Company, 170 South Clinton 
street, Chicago, is placing on the market 
a new conduit box, No. 160, embodying 
the sectional-cang idea employed in its 
Well-known type “AA” and “BRB” boxes 
for flexible conduit, A box for any num- 
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ber of gang switches can be built up from 


.a two-gang box shown in Fig. 1, by loosen- 


ing the screws and inserting spacers, the 
box and cover part of the spacer being 
formed of one picce, the only detachable 
part on top being the smal} end-cover 
plates which may be removed without tak- 
ing out a screw, permitting ready access 
to the bushings of end conduits, also al- 


Fig. 1.—Two-Gaxa Box. 


lowing examination of wires without dis- 
turbing switches. | 

Fig. 2 shows a three-gang box with 
spacer in place, the hook-eve construction 
enabling these boxes to be assembled with- 
out removing a single screw, forming a 
perfectly tight box, meeting in every detail 
the requirements of underwriters, as well 
as filling a long-felt want of electrical 
contractors for a sectional-gang conduit 
box in which there is ample room for con- 
duit connections, wire joints. etc. This 
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Fic. 2.—TuHREE-GaNo Box. 


box makes an idea] junction box when 
equipped with a flat cover, and is par- 
ticularly suitable as a cutout box, being 
designed to accommodate the single and 
double-pole main line blocks and also 
several single and double-branch cutouts 
manufactured by this company. 

Each spacer is provided with two knock- 
out plugs for one-half-inch or three- 
quarters-inch conduit as specified, while 
each box portion is equipped with six 
such openings. 

The spacings between switch-lug centres 
are standard so that all gang-switch plates 
fit perfectly. The advantage of this con- 
struction over the single-piece gang boxes 
must appeal at once to every user of con- 
duit boxes, as it enables him to meet any 
demand for gang hoxes with only a stock 
of two-gang boxes and spacers, 
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Glue Cookers. 

The accompanying illustration shows a 
ten-gallon glue cooker shipped to the J. B. 
Lyon Company, Albany, N. Y., by the 
Westinghouse Electric and Manufacturing 
Company. The Westinghouse company 
builds a line of these cookers ranging 
from five to twenty-five gallons in capac- 
ity, and they are used by the manufac- 
turers of printing press rollers, book- 
binders and large cabinet work shops 
where it is necessary to melt and keep in 


ELECTRICALLY HEATED GLUE COOKRR. 


working condition large quantities of 
glue or other compositions for replenish- 
ing the smaller glue pots used on the 
bench. These glue cookers are arranged 
with two heats,.a high heat for melting 
down raw stock, and a low heat for hold- 
ing the stock at a working consistency. 

A New Seamless Trolley Pole 


A new seamless trolley pole is being put 
on the market by the R. D. Nuttall Com- 
pany, Pittsburg, Pa. It is made of cold- 
drawn seamless tubing of ‘the highest 
grade to be obtained. 

Great strength is insured by a rein- 
forcement at the bottom and a gradual 
taper at the top. The reinforcement is 
sixteen and one-half inches long and 
made of the same material as the pole 
proper. . It is inserted cold and with such 
care as to fit that it practically becomes a 
part of the pole. 

The taper begins three feet from the 
top and reduces the diameter from one 


and one-half inches at this point to one 


inch at the end. This gives to the pole 
great strength and rigidity. | 

The pole is made in all lengths up to 
eighteen feet and combines rigidity with 
light weight. The average weight of the 
twelve-foot poles is twenty-two pounds, 
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The Crocker-Wheeler Com- 

pany and Ampere. 

The island now known as Manhattan 
has had at various times forty-six differ- 
ent names applied to it, ranging from 
Manetto and Manath to Munhaddons. 
The town of Ampere, N. J., is often called 
out of its name in spite of the natural 
simplicity of the word. Ampere is named 
after the celebrated French scientist, 
whose name is also used throughout the 
world as the unit of electrical current. 
Letters addressed to Ampere (which, by 
the way, is the only place in existence so 
named) have borne the following words: 
Amfere, Amphion, Amperre, Ampore, 
Ampee, Amperr, Ampre, Ampire, Am- 
pier, Ampiere, Ampsere, Ampero, Ampere, 
Ampen, Ambere, Amerer, Ampeal, Am- 
peare, Amphere, Amphen, Ampicre, Aus- 
pere, Ampeere, Ampers, Amperel, Ampeu, 
Monpere, Onyiere. 

The town was named Ampere by the 
Crocker-Wheeler Company, manufacturer 
of electrical machinerv. The name of the 
company has been variously written as 
follows: | Corcker-Wheeler Company, 
Crocker-Wheller Company, Crooker- 
Wheeler Company, Crocker Water Motor 
Company, Croaker & Wheeler, Crocker- 
Wheeling Company, Crocker-Wheelwe 
Electric Company, Crocker-Wheel Com- 
pany, Crocker-Wheeler Electric Company. 
Booker - Wheeler Company, Brocker - 
Wheeler Company, Crokett-Wheeler Com- 
pany, Chrocker- Wheeler Company, 
Clocker-Wheeler, Cricker-Wheeler Com- 
pany, Rocker-Wheeler Company, Croker & 
Wilson Gas Engine Company, Croker & 
Wheeler Company, Crosier Wheeler Elec- 
tric Company, Crocker-Wheeles Company, 
Croker Willer Dynamo Company, Croper 
& Weeler Company, Croker-Wheeler Com- 
pany, Croquer-Wheeler Company, Crocker- 
Whaler Motor Company. Crocker-Wheelef 
Company, Wicker & Wheeler, Vrocker 
Wheeler Company, Wheeler & Crocke, 
Crocker-Williams Company. 

a 

Electrical Supplies for the 

Navy Department. 

The Bureau of Supplies and Accounts 
will open bids in Washington, D. C., on 
August 18 for the following electrical sup- 
plies: 35,000 arc-lamp carbons, 1,000 feet 
of lamp cord, miscellaneous fuses, mis- 
cellaneous electrical supplies, weatherproof 
wire and rubber-covered wire, for delivery 
at Norfolk, Va.; 2,500 feet of Circular 
Loom, miscellaneous electrical supplies, 
switches and rubber-covered wire, for de- 
livery at Washington, D. C.: two feeder 
panels for delivery at Boston, Mass. 
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The “Staveleo” Semi-En- 

closed Arc Lamp. 

The accompanying illustration shows 
the new “Stavelco” semi-enclosed arc lamp 
which has been placed on the market by 
the Stave Electrical Company, No. 1 
Madison avenue, New York city. It is 
claimed that by allowing a certain amount 
of the oxygen from the air to burn with the 
arc, the luminosity of the lamp is added 
to, and the ultra-violet rays are elimi- 
nated. The light emitted by this lamp is 
almost pure white, and is exceptionally 
favorable for department stores, printing 
plants and other industries where colors 
have to be matched under artificial illumi- 
nation. 

The mechanism of the lamp is decidedly 
simple and depends upon the clutch-feed 


THe ‘‘ STAVELCO” SEMI-ENCLOSED ARC 
LAMP. 


principle. 'The matter of trimming the 
lamp has been carefully worked out, and 
the carbon guide is split at the lower end 
so that the carbon-holder is easily acces- 
sible for inspection. The life of the elec- 
trodes is between twenty-eight and thirty 
hours, and small-sized carbons are used. 
The diameter of the carbon is six milli- 
metres, and the crater is thus confined to 
a small point on the carbon, and there is 
little tendency for the crater to travel on 
the outer edge of the carbon, resulting in 
a greater steadiness of light. 

The efficiency of the lamp is stated to 
be very high. With a current consump- 
tion of four amperes, the mean hemi- 
spherical candle-power is 800. 

The lamps are arranged so that they 
can burn in multiple on 110 volts or in 
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series on 220 volts. They are made for 
either direct current or alternating cur- 
rent, and in the latter case for any fre- 
quency from forty cycles to 125 cycles. 
— ——o 
Wagner Transformers for 
United States Reclama- 
tion Service. 

An initial shipment of water-cooled 
power transformers, forming part of an 
ultimate equipment of thirty-six trans- 
formers, aggregating 10,530 kilowatts, for 
the United States Reclamation Service in 
connection with the @alt River, Arizona, 
irrigation project, has recently been made 
by the Wagner Electric Manufacturing 
Company. The specifications for these 
transformers were issued last July, and 
the contract was awarded to the Wagner 
company under severe requirements as to 
insulation, operating characteristics, etc., 
and also under rigid stipulations as to 
prompt delivery. The recent shipment 
comprises six 350-kilowatt, twenty-five- 
cycle, 2,300-26,000-volt step-up trans- 
formers and nine 235-kilowatt, twenty- 
five-cyele, 23,100-1,100-volt step-down 
transformers. The design of the trans- 
formers required dealing with certain 
special conditions at the places of installa- 
tion, among which were the limited space 
for handling the transformers in the 
power-house, and the high temperature of 
the cooling water due to the hot climate 
of the desert region. The water is circu- 
lated through the cooling coil of each 
transformer by a Wagner three-phase 
motor-driven triplex pump. | 

__-@—<—_—_ 
New Shelby Tube Company 
Elects Officers. 


Permanent organization of the new 
Shelby Tube Company has been perfected 
by the election of the following officers 
and directors : 

President, J. C. Fish; vite-president, C. 
M. Skiles; second vice-president, C. S: 
Hook; general manager, A. C. Morse: sec- 
retary, Howard Seltzer; treasurer, James 
Brubaker. Directors: J. C. Fish, Charles 
Hook, G. M. Skiles, A. C. Morse, J. A. 
Seltzer, Roger Heath, Edwin Mansfield, 
H. W. Hilderbrandt, T. J. Green, Jonas 
Feigher, Y. O. Peters, Robert Greer, J. 
W. Wiliams, R. P. Bricker and C. S. 
Moore. The total amount of capital sub- 
scribed is $250,000. The company is in- 
corporated for $500,000. 

Ground will be broken soon at Shelby, 
Ohio, to erect the new tube mill. The 
United States Steel Corporation owned a 
tube mill at that place, and it was de- 
stroyed by fire about six weeks ago. 
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DOMESTIC AND EXPORT. 


TO BUILD BIG POWER-HOUSE AT GRAND RAPIDS—At a 
directors’ meeting of the Menominee & Marinette Light and Traction 
Company it was decided to increase the capital of the company from 
$450,000 to $1,000,000 for the purpose of building a power-house at 
Grand Rapids, Mich. Seven thousand horse-power will be developed 
by this plant, which will be brought to the cities of Menominee and 
Marinette. The necessary capital has been subscribed. 


THE VANDERBILT ELECTRIC LINES—The Mohawk Valley 
Company, which has been the holding company for the Vanderbilt 
electric lines in New York, has certified to the secretary of state 
that it has reduced its capital stock from $20,000,000 to $7,500,000. 
The paper is signed by W. C. Brown as vice-president of the New 
York Central & Hudson River Railroad Company, and Horace E. 
Andrews as manager of the Central Railway syndicate. It is stated 
that the ascertainable debts and liabilities of the company are $7,104,- 
657, and that the amount of the reduction of the capital stock is to 
be distributed among the stockholders of the company. The capital 
stock of the Rochester & Eastern Railway Company, another Van- 
derbilt road, is increased from $1,500,000 to $15,290,200, the cer- 
tificate being signed by Horace E. Andrews as president of the 
Mohawk Valley Company. 


NEW COLORADO POWER PLANTS—Plans for th projected 
$1,000,000 improvements of the Empire Water and Power Company 
in Cascade Cañon, west of Colorado Springs, have been approved 
ata deferred annual stockholders’ meeting, and work will be begun 
soon. The stockholders have authorized the issuance of a $1,000,000 
mortgage and the delivery of $500,000 of its first mortgage bonds 
to a New York banking house, making this amount available at 
once. Three power plants will be built, one at Green Mountain 
Falls, a second at Cascade and a third at Manitou. The company 
will generate electricity by water received from its reservoirs on 
the north slope of Pike’s Peak. The directors would not await the 
outcome of a suit by L. A. Bigger, of Kansas, owning property in 
the cafion, who seeks an injunction restraining the company from 
Carrying out its plans on the ground that it will depreciate the 
beauty of the cafion. 


NEW NORTH CAROLINA POWER COMPANY FORMED—The 
Charlotte Power Company has been formed under the laws of the 
state of New Jersey. Among those interested are W. S. Lee, W. H. 
Martin, L. C. Harrison and R. B. Arrington, all officials of the 
Southern Power Company, and in addition to these, it is understood 
that a number of prominent capitalists from New York are also 
behind the movement. The Southern Power Company, as a cor- 
poration, has a block of stock in it. The capital stock of the com- 
pany is $300,000 and the charter provides for the construction and 
Operation of gas, electric and lighting systems in and around 
Charlotte. The main offices of the concern will be located at Char- 
lotte, from which point as a pivot operations will begin. Permanent 
organization is expected to be formed at an early date with the elec- 
tion of officers and the transaction of other business incidental to 
launching a project of such proportions. 


NEW VIRGINIA ENTERPRISE—One of the biggest concerns 
organized in Virginia for a long time is that for which application 
has been made for a charter. It is the Roanoke Traction Company, 
with a capital stock of from $500,000 to $2,000,000. Roanoke, Lynch- 
burg and Clifton Forge are to be the principal offices of the com- 
pany, which is to engage in general lighting, heating and furnish- 
ing of power for all sorts of enterprises in the cities named. The 
Power for developing this electricity is to be obtained from the 
James River, at what is known as the “Horseshoe,” up above the 
“ity of Lynchburg. The water power there is susceptible of easy 


220 


development and can be cheaply transmitted to the three cities 
named. At the same time the small towns intervening between the 
three cities will be able to have electric lights at the minimum 
of cost. James P. Wood, of Roanoke, is president; R. C. Jackson, 
vice-president; James C. Martin, secretary-treasurer. A check ‘for 
$1,000 accompanied the application for the charter. 


NEW PUBLICATIONS. 

SOME THINGS A MANUFACTURER SHOULD KNOW ABOUT 
COAL—The Arthur D. Little Laboratory has issued as professional 
paper No. 3, an article entitled “Some Things a Manufacturer Should 
Know About Coal,” by E. G. Bailey, chief of the coal department. 
The work of this laboratory is primarily directed toward increasing 
the efficiency of industrial effort, by aiding manufacturers, public 
service corporations and individual clients in the economical selec- 
tion of raw materials, the mechanical control of processes and prod- 
ucts, and the study of special problems. This article was originally 
presented as a paper at the annual meeting of the National Asso- 
ciation of Cotton Manufacturers, held at Boston, Mass., April 16 
and 17. 


LIST OF APPROVED ELECTRICAL SUPPLIES—The Electro- 
craft Publishing Company, Detroit, Mich., announces that the third 
edition of the “Electrocraft Illustrated List of Approved Electrical 
Supplies” will shortly be issued, and that copies will be sent free 
of charge only to actual buyers of electrical supplies and persons 
directly influencing buying. The publisher requests immediate 
applications for copies, to be made on the letter-heads of the appli- 
cants and accompanied by ten cents in stamps or silver to pay 
postage. The new list will be greatly enlarged and improved, and 
everything electrical which has been approved by the Underwriters’ 
Laboratories will be fully illustrated and described. It will also 
contain the National Electrical Code, illustrated and explained. 


NEW INCORPORATIONS. 


LOS ANGELES, CAL.—Needles Light and Power Company. $50,- 
000. Directors: W. B. Palmer, W. W. Perry and M. P. Thy]. 


MILLTOWN, WIS.—Milltown Mutual Telephone Company, Mill- 


town. $4,000. Incorporators: John H. Rahr, Mads Bank, Simon 
R. Tweeten. 


LITTLE ROCK, ARK.—The Grant and Dallas County Telephone 
Company. $25,000. Incorporators: R. E. Harrison, president; M. G. 
Bell, secretary and treasurer. 


BEALLSVILLE, OHIO—The Mellott Ridge Telephone Company, 
Beallsville. A. N. Varner, C. F. McDougal, L. A. Mellott, Charles 
Bolon, G. Pittman. Capital $30.000. 


GUTHRIE, OKLA.—The Hackleberry Farmers’ Telephone Com- 
pany, McPeek. $5,000. Directors: D. M. Davis, D. E. Glency and 
J. C. Pierce, of Arnette; S. S. Lawrence, of Reason, and H. M. 
Connor, of McPeek. 


DEPEW, OKLA.—Depew Telephone Company, Depew. $1,000. 
Directors: M. Pate, John S. Crail, L. N. Cothern, W. F. Malley, 
W. S. Langfitt, W. J. Green, E. W. Sims, J. M. Bryden, O. S. Coppage 
and W. A. Stanfield, all of Depew. 


EASTON, ME.—Easton Electric Company. For the purpose of 
making, generating, distributing and supplying electricity in the 
town of Easton, Aroostook County, Maine. $5,000. Officers: 
President, C. N. Delaite, Easton; treasurer, C. W. Spear, Easton. 


MILWAUKEE, WIS.—The Wayside Telephone Company, Way- 
side, Brown County; $2,000; incorporators: Joseph Hoffman, 
Thomas Monahan and John Natzke. The McKinley Telephone Com- 
pany, McKinley, Polk County; $1,500; incorporators: E. J. Pfluger, 
Anton Lundmark and Oscar Risberg. 
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TELEPHONE AND TELEGRAPH. 

PENNINGTON, N. J.—A special meeting of the Hopewell Town- 
ship Committee was held on July 22 to vote on the proposition to 
grant Pennington Telephone Company, No. 1, the right to set poles 
along the public highway from T. Romine Voorhees’s to Nathaniel 


F. Woodwards’s. The committee decided unanimously in the tele- 
phone company’s favor. 


HILLSDALE, IND.—Residents of Hillsdale and vicinity have 
organized for the purpose of building an independent telephone 
line. At a meeting of a number of persons interested in this 
movement the following officers were elected to carry out the 
temporary organization: President, D. B. Highfill; secretary, John 
‘Fagler; treasurer, Samuel Hamersley. 


CHIHUAHUA, MEXICO—Chihuahua has 553 telephones in its 
telephone system, an increase of fifty per cent in two years and a 
half. There are ten miles here in the city with 500 miles of wire 
and cable strung over them. The rural lines connected with the city 
office cover eighty-five miles. The system belongs to a local company 
which has invested $60,000. F. Lee Clevenger is manager. 


SAN DIEGO, CAL.—Announcement is made that the Home Tele- 
phone Company of San Diego has been sold to an eastern syndi- 
ciate. It is said that the purchasers paid $120,000 cash for the 
plant. The deal was conducted through Louis J. Wilde, president 
of the American National Bank of this city. An important exten- 
sion to the system projected is the construction of a line to all 
points in the Imperial Valley. 


MOUNT PULASKI, ILL.—According to a certificate filed with 
the circuit clerk, the Mount Pulaski Independent Telephone Com- 
pany is no more. The certificate recites that at a meeting held in 
the Scroggin opera house, July 10, 220 votes out of 265 were repre- 
sented and of this number 218 voted for a voluntary dissolution and 
two against it. In accordance with the vote, the company was 


dissolved, the property disposed of, debt paid and the residue paid 
those to whom it was due. 


MEMPHIS, TENN.—A new long-distance telephone line between 
Memphis and Jackson, Miss., along the line of the Yazoo & Missis- 
sippi Valley Railroad, upon which construction work was stopped 
by the Cumberland Telegraph and Telephone Company last year, 
is to be rushed to completion. The line had been completed as far 
south as Belzoni, Miss., when suspension was ordered on account 
of hostile litigation instituted against the company and the heavy 
advance in the cost of construction material. 


WHEELING, PA.—The control of the National Telephone Com- 
pany of Wheeling, one of the largest of the independent companies 
of the section, has been secured by S. W. Harper and Hon. John A. 
Howard, of Wheeling, each taking about a third of the stock. The 
company has been reorganized, Mr. Howard being elected president; 
Mr. Harper vice-president and treastrer. The company will extend 
its operations in Washington County, Pa., where it has many fran- 
chises, doing much work in Washington borough at this time. 


MORELIA, MEX1CO—Several business men of Morelia have 
gotten together to form a stock company to construct a modern 
underground telephone installation. The company will be called 
“Compañia dé Telefonos Comerciales.” A contract has already been 
entered into with the firm of Siemens & Halske and the correspond- 
ing public deed has been drawn up before Notary Public Lic. Fran- 
cisco Barroso. The stockholders have already made payment of the 
first assessment according to the by-law of the company, which is 
capitalized at $80,000. 


PEORIA, ILL.—At a recent meeting of the directors of the 
Farmers’ Mutual Telephone Company it was decided to open an 
office in Tremont, where headquarters will be established. The 
$20,000 stock of the company has all been subscribed and will be 
issued at once. The matter of building a new line or buying out 
an opposition company has been left to a committee and it will 
get down to business immediately. The proposed line will traverse 
six of the best townships in the county and has among its stock- 
holders the best farmers of the county. 


NASHVILLE, TENN.—The United States Trust Company, of 
Louisville, Ky., has filed a bill in the Federal Court asking for a 
recejvership for the Home Telephone Company, of (Clarksville, 


~ 


Vol. 53—No. 6 


Tenn., and Ernest B. Denizen, who has been manager of the com- 
pany at Clarksville, has been named receiver. The receivership is, 
in effect, a step in the direction of complete reorganization of the 
company. The bondholders are seeking to foreclose a mortgage for 
$140,000 spent in constructing the plant. The company controls 
exchanges in Montgomery, Houston and Stewart counties. 


LAPORTE, IND.—The Merchants’ Mutual Telephone Company, 
of Michigan City, and the Central Union Telephone Company, which 
for some time past have had under consideration the proposition 
of a consolidation of the telephone business in Michigan City, make 
public the fact that the negotiations are about completed and that 
the Mutual company is soon to absorb the Central Union's exchange 
and business. The Central Union plant is to be taken over by the 
Mutual company, the exchanges are to be consolidated and Michigan 
City will have but one exchange, operated by the Mutual company. 


ST. LOUIS, MO.—The Bell Telephone Company of Missouri will 
erect an addition to its present building at the southeast corner of 
Beaumont and Locust streets, to cost about $75,000. The addition 
will have a frontage of fifty-three feet on Locust street, giving the 
entire structure a frontage of 100 feet on both Locust and Beau- 
mont. The structure will conform in architecture with the present 
building. It will be of brick and stone and in all details modern. 
The improvement is planned to meet the growing business of the 


Beaumont exchange and long-distance station, located in the present 
building. 


ALBUQUERQUE, N. M.—Colonel D. K. B. Sellers, representing 
important telephone interests, has let a contract to the Nash Elec- 
trical Supply Company, of this city, for the immediate construction 
of forty miles of telephone line from this city to Moriarty, in the 
Estancia Valley. The contract marks the beginning of a new tele- 
phone enterprise which is of first importance to Albuquerque, for 
not only will it give direct connection with all the towns in the 
Estancia Valley, but through additional lines now under construc- 
tion will shortly give direct telephone connections with all the 
towns along the El Paso & Southwestern Railroad. 


ELECTRIC LIGHTING. 
BRUNSWICK, ME.—It is understood that the Brunswick Light- 
ing and Power Company is negotiating for the purchase of the 
real estate and water rights of the Androscoggin Pulp Company. 


BRAINERD, MINN.—A $120,000 bond issue has been voted by 
the city of Brainerd, Minn., for the construction of a new electric 
light plant and waterworks. The municipal plant does the exclusive 
electric lighting of Brainerd. 


MORRISTOWN, N. J.—It is announced that negotiations have 
been concluded between the Public Service Corporation and the 
Morris & Somerset Electric Company whereby the latter leases 
for a term of 900 years the Public Service Corporation’s Morristown 


electric lighting plant, which also includes franchises in Morris 
Township. 


SILVER CITY, N. M.—The electric light company has been doing 
some extensive improvement work on its plant. New machinery 
sufficient to double the capacity of the plant has been installed and 
work on a new power-house is now in operation. Arrangements 


have been made to furnish motive power in any quantity to all 
consumers. 


KINGSTON, N. Y.—The Public Service Commission, Second Dis- 
trict, has granted the petition of the Kingston Gas and Electric Com- 
pany for authority to issue $33,000 bonds, not to be sold for less 
than ninety, the proceeds to be devoted by the Kingston Gas and 
Electric Company for the refunding of the $32,500 bonds of the 
Rondout & Kingston Gas Light Company, which are past due. 


POCATELLO, IDAHO—James H. Brady, president of the Idaho 
Consolidated Power Company, of Pocatello, and principal owner 
of various irrigation and power properties in this section of the 
state, including the Rexburg Light and Power Company, has closed 
a deal for the sale of the last-named property to T. M. Hodgins, 
of Butte, the consideration being $25,000. Mr. Hodgins is owner of 


the St. Anthony electric light and power plants, and will inaugurate 
a day and night service. 


LEON, IOWA—The Leon Electric Light, Heat and Power Com- - 


pany is to be incorporated, the incorporation papers having already 
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been filed. The company is to be incorporated with a capital stock 
of $15,000 and shares at $100 each will be offered for sale. The 
present owners, who are experienced electric light men, are pre- 
paring to use the funds derived from the sale of stock in the re- 
organized company for the improvement of the plant. H. E. Chase 
and W. S. Curtis are the owners of the plant. 


HARTFORD, WIS.—The city council has purchased the L. 
Kissel & Sons’ electric light plant, exclusive of power plant, the 
price paid being $5,000. The city voted some weeks ago to install 
a municipal alternating lighting plant at a cost of $27,000. bonds to 
be issued for that sum. The Kissel company has been operating 
an electric plant for a number of years, its franchise expiring 
this year. As it is not incorporated it was unable to secure 
an indeterminate franchise. The city will proceed at once to 
install a power plant on a site recently purchased. 


YOUNGSTOWN, OHIO—The Consolidated Gas and Electric Com- 
pany has secured a new contract for city lighting. The company 
agrees to light the city all night and every night from now until 
the end of the year at the present rate. The city is now paying 
$64 per year for each light on a moonlight schedule. The ordinance 
provides for an all-night and every-night schedule at $68 per light. 
As the semiannual appropriation has been made the company will 
have to furnish the light at the present rate, but has agreed to 
give an all-night and every-night schedule. The contract is for a 
term of five years. 


FARMINGTON, ME.—Work will be begun shortly on the build- 
ing of a 200-foot log dam with concrete bottom at Cleveland Rips, 
in North Anson, on the Carrabasset River, by the Franklin Power 
Company, chartered in 1903 under the name of the Carratunk 
Power Company, capitalized. at $100,000, to provide Farmington, 
New Vineyard and ultimately the town of Wilton with electricity 
for illuminating and manufacturing purposes. The president of the 
Franklin Power Company is S. O. Tarbox, a well-known Farmington 
man, and the treasurer is C. O. Sturtevant, of Winthrop. Judge 
A. L. Fenderson, of Farmington, and Hon. George G. Weeks, of 
Fairfield, are on the board of directors. 


CHEYENNE, WYO.—The Cheyenne Light, Fuel and Power Com- 
pany has secured a new franchise of the city council, material con- 
cessions in rates having been made by the company. The new rate 
to consumers will be twelve cents per kilowatt-hour. The old rate 
was twenty cents and was reduced to fifteen cents, the company 
offering to make a further reduction to fourteen cents. Electricity 
for power will be five cents per horse-power-hour, all bills being 
subject to a discount for prompt payment, the minimum Dill to be 
one dollar. The city has also secured a concession in the rate it is 
paying for street lights. The new franchise includes a contract 


for ten years: for five years the city is to pay $95 for its street 


lights each per year and for the remaining five years $90, when a 
hew contract will be made. In order that the company may suffer 
no reduction of revenue by the reduction in rate, the city agrees 


to install additional lights to make the monthly payments the 
Same as at present. 


SALT LAKE CITY, UTAH—Work on the preliminary surveys 
for a third power plant for the Utah County Light and Power Con- 
pany has begun. Professor Richard R. Lyman, of the University of 
Utah, is in charge of the work. The third power plant, which will 
be constructed by the company, will be built in Alpine Cañon, 
about six or eight miles from American Fork. The other two plants 
of the Utah County Light and Power Company are located in 
American Fork Cañon. Construction work on the second plant 
has hardly been completed, but the demand for electrical power 
a tie So great within the last few years that the backers of this 
eget it wise to build a third plant. Two sites have been 
as in Alpine Cañon for the third plant, but the matter of 
ivan on site will be held penyling a report from Professor 
electrical e Utah County Light and Power Company furnishes the 
at the mo aie for the pumping plant owned by Salt Lake City 
z atts h of the Jordan River. Last spring the company secured 
power The supply the Knight smelter at Tintic with electrical 
trical] a power line has only recently been completed. Elec- 
at Silver T will soon be transmitted to and used at the smelter 

T City. Besides having these two large contracts, the com- 


K 
bany supplies all the electric light used in the northern end of 
Utah County, 
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ELECTRICAL SECURITIES. 


While prices still made slight gains last week, there was apparent 
a falling off in speculative activity and a diminution in the interest 
manifested by the outside public in both stocks and bonds. The 
commission houses reported considerably curtailed business, and 
it is expected that the present month will witness some slight 
reaction, although business is expected to continue improving. While 
it is agreed quite generally that there will be very little improve- 
ment in the value of stocks until after the election in the fall, it 
must be remembered that prices are now at a higher level than they 
were last August. This is particularly significant of the fact that 
the present prices will discount considerably gains for the next 
three or four months. The report of the United States Steel Cor- 
poration for the second or June quarter was considered reasonably 
assuring. Net earnings were slightly larger, but orders on hand 
showed a small decrease. The improvement in profits. reflects the 
gradual recovery of this important industry. 

Dividends have been declared upon the following electrical secu- 
rities: Electric Properties Company, regular quarterly dividend of 
114 per cent on the preferred stock, payable August 10; Consolidated 
Gas Company, regular quarterly dividend of 1 per cent, payable 
September 15 to stock of record August 19. Susquehanna Railway, 
Light and Power Company, regular semi-annual dividend of 2% 
per cent on the preferred stock, payable September 1 to stock of 
record August 15. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED AUGUST 1. 


New York: Closing. 
Allis-Chalmers common .................00. 10%, 
Allis-Chalmers preferred .............-.000% 33 
Brooklyn Rapid Transit ................... 52, 
Consolidated Gas ......... ccc eee cee eee nee 138% 
General Electric .......... ccc. cece cece ees 146 
Interborough-Metropolitan common ........ 11%, 
Interborough-Metropolitan preferred ....... 32% 
Kings County Electric ..................... 123 


Mackay Companies (Postal Telegraph and 


Cables) common ..............c0c eens 70 
Mackay Companies (Postal Telegraph and 

Cables) preferred ................cc00- 69% 
Manhattan Elevated ..................0 ce 138 
Metropolitan Street Railway ............... 25 
New York & New Jersey Telephone......... 112 
Western Union «2 sie avon od ike s ac tend ede 55% 
Westinghouse Manufacturing Company ..... 78% 

Boston: Closing 
American Telephone and Telegraph......... 121% 
Edison Electric Illuminating ............... 215 
Massachusetts Electric .................... 49 
New England Telephone ................... 113 


Western Telephone and Telegraph preferred. 68 


Philadelphia: Closing. 
Electric Company of America .............. 10 
Electric Storage Battery common........... 39 
Electric Storage Battery preferred......... 39 
Philadelphia Electric ...................... 9% 
Philadelphia Rapid Transit ................ 15 
United Gas Improvement .................. 88 

Chicago: Closing 
Chicago Telephone ........................ — 
Commonwealth Edison .................... — 
Metropolitan Elevated preferred ........... 47 
National Carbon common .................. 69 
National Carbon preferred ................. 109 


The July average of passengers carried by the Northwestern Ele- 
vated was 99,463, an increase of 7,921. 


LEGAL NOTE. 


METAL SLEEVE DRUM CONTROLLER CASE—Judge Taylor has 
handed down an opinion in the United States Circuit Court, North- 
ern District of Ohio, Eastern Division. June 24, in the Metal Sleeve 
Drum Controller case, involving the Lange and Lamme patent No. 
518,693, between Westinghouse Electric and Manufacturing Com- 
pany, complainant, and the Electric Controller and Supply Company, 
defendant, adjudging the validity of the patent, and concluding ied 
infringement has been discovered, 


PERSONAL MENTION. 


MR. C. E. F. AHLM has been retained as consulting engineer 
by the Board of Public Service of Wooster, Ohio, in connection with 
the proposed municipal electric lighting plant for that city. 


MR. CYRUS OSBORNE BAKER, the head of the house of Baker 
& Company, and known as the platinum king of America, is spend- 
ing the month of August at the Samoset, Rockland Breakwater, Me. 


MR. ARTHUR H. KIMBALL has resigned as superintendent of 
the Fitchburg Gas and Electric Light Company to accept the posi- 


tion of genera] manager of the Fall River Electric Lighting Com- 
pany. 


MR. E. J. KULAS, one of the well-known men in the incandes- 
cent lamp field, and for years secretary and general manager of the 
Brilliant Electric Company, of Cleveland, Ohio, has been elected 
president and general manager of the Tungstolier Company, of 
Cleveland. The “Tungstolier” is a new departure in electric Hght- 
ing, consisting of tungsten lamps, Holophane shades, and a special 
fixture, the whole presenting a practical and harmonious illuminat- 
ing device which may be utilized for every character of electrical 
illumination. Mr. Kulas has been very successful in his manage- 
ment of the Brilliant Electric Company, and the same forceful, 
enterprising and affable characteristics will win for the Tungstolier 


Company the hearty support of all those requiring lighting devices 
of this nature. 


ELECTRIC RAILWAYS. 


MADISON, WIS.—Solomon Perris, attorney for the Interstate 
Transfer Railroad Company, appeared recently before the railroad 
commission to ask for a certificate to authorize the road to begin 


at once the construction of a line from the steel mills near Duluth 
to Superior. 


HAGERSTOWN, MD.—A movement is on foot to construct a 
trolley line from Hagerstown to Security, a village located about 
two miles east of Hagerstown. A cement plant costing over $1,000,- 
000 is being erected at Security by the Maryland Portland Cement 
Company, in which Baltimoreans are interested. 


FREMONT, OHIO—The Fremont City Railway, now operating a 
line between Fremont and Ballville, a village on the south, has 
made application to the city council for a franchise which will 
enable the company to extend its lines to the Lake Shore station 
and to Spiegel Grove, the Hayes home. The council now has the 
application under advisement. 


GRAND JUNCTION, COL.—The city council has granted a 
twenty-year franchise to the Fruit Belt Power Company for the 
construction of a street-car line in the city of Grand Junction and 
from Grand Junction to Fruita. The company is controlled by Col- 
orado Springs and Grand Junction capital. The work on the new 
road is to begin under the terms of the grant by October 1. 


BETHLEHEM, PA.—A new trolley company has been organized 
at Mauch Chunk and named the Carbon Transit Company. These 
are the officers and directors: president, Horace Lentz; vice-presi- 
dent, J. C. Dolan; secretary and treasurer, Charles Neast; directors, 
John C. Dolan, N. D. Cortright, Horace Lentz, Charles Neast, of 
Mauch Chunk; George K. Moser and Andrew S. Keck, of Allentown. 


PENDLETON, ORE.—The city council has granted eastern cap- 
italists a franchise for a street railway system through Pendleton. 
Work will begin soon. Connection will eventually be made with 
Columbia River and different Umatilla County points. Montle B. 
Gwinn represented the company before the council. The capitalists 
back of the project are the same Pittsburg people who built the line 
from Bois to Caldwell, Idaho. 


UNIONTOWN, PA.—Plans have been made to build an inter- 
urban traction line across the Allegheny Mountains from Oakland, 
Md., to Uniontown, Pa., most of the way near the main line of 
the Baltimore & Ohio. The company will be known as the Oakland, 
Sparrow Falls & Uniontown Electric Railway. A charter has been 
secured in Maryland and one will be secured in Pennsylvania by 
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J. B. Hogg and others, of Uniontown. A double-track survey from 
Swallow Falls to Oakland is now being made. 


MONROE, MICH.—The city council has granted a street-railway 
franchise to the Toledo, Ottawa Beach & Northern. Provision is 
made that the company shall forfeit $2,000 for each year the road 
is not completed and in operation after three years from the date 
of the franchise. It is the purpose of the company to extend the 
road to Detroit as soon as possible. Right-of-way agents have been 
busy for some time, and it is anticipated that everything will be 
in readiness to proceed with construction next spring. 


DENVER, COL.—Articles of incorporation have been filed with 
the secretary of state by the Burlington Interurban Railway Com- 
pany for the board of directors. The incorporators are: Ray C. 
Watson, Frederick O. Olsan, John P. Klug, Frank K. Hatch, Charles 
I. Moore, Clarence A. Fletcher and Milton L. Chapman. The com- 
pany is capitalized at $2,500,000 and has its principal offices in. 
Denver. It will operate electric cars in the counties of Denver, 
Adams, Larimer and Weld and will have terminals at Denver, Fort 


Collins and Crow Creek in Weld County. The existence of the cor- 
poration is fifty years. 


LAKE CHARLES, LA.—The Lake Charles Railway and Light 
Company will take over the franchises and property of the Lake 
Charles Street Railway Company. The capital stock of the company 
is fixed at $750,000, divided into shares of $100 each. One-third, or 

250,000, shall be preferred stock, bearing a fixed dividend of six 
per cent, and the rest common stock that shares in the ordinary net 
profit. The officers and first board of directors follow: Thompson 
J. Bird, president; J. Alfred Landry, first vice-president; D. J. 


Landry, second vice-president; A. J. Pujo, third vice-president; 
Paul O. Moss, treasurer. 


JANESVILLE, WIS.—With the incorporation of the Cincinnati 
Construction Company, which seeks to build an electric interurban 
railroad between Janesville and Madison, the first step in the con- 
struction of the road proposed by an Ohio syndicate was made 
The incorporators are all Janesville men, being J. M. Bostwick, 
M. P. Richardson, Archie Reid, P. H. Korst and Richard Valentine. 
Chief Engineer Joseph Ellis, of Columbus, has finished the first 
survey of the line from Janesville to Stoughton. It is understood 
the road will run from Janesville to Madison by way of Edgerton 
and Stoughton. It will leave Janesville by what is known as the 
river road and cross the Rock River above Indian Ford. It will 


he an air line, running to the west of both lakes Kegonsa and 
Waubesa. 


ALLENTOWN, PA.—Mayor Stiles signed the ordinance providing 
for trolley freight in Allentown. It was passed by councils on 
July 14, granting the privilege to the Lehigh Valley Transit Com- 
pany to establish a trolley express service, under certain reason- 
able restrictions. The cars are to be neat and no freight is to be 
carried which would be dangerous or offensive. The establishing of 
a trolley freight system was conceived by President Stevens. The 
freight house in Allentown is to be located at the old power-house. 
A special effort will be made to establish a prompt and efficient 
service to Philadelphia, as well as all other points along the sys- 
tem. From present indications the Philadelphia Milk Exchange 
will ask the Transit Company to put on refrigerator cars to carry 
milk. It is proposed to expend $80,000 to start the service. 


COLUMBUS, OHIO—At a meeting of the board of directors of 
the Scioto Valley Traction Company, held recently, the franchise 
lately granted the company by the city council of Chillicothe was 
accepted. The company has been making a fight for this franchise 
ever since the line was completed to Chillicothe some three years 
ago. The city insisted that tif Scioto Valley must enter over the 
track of the local street railway company, which would have added 
largely to the mileage operated by the interurban cars. The trac- 
tion company refused to do this, and as a result has stopped at 
the corporation line. In the end, however, the company gets the 
right to lay its own tracks in Chillicothe, and thus will gain an 
entrance into the heart of the city by the construction of about 
2,000 feet of new line. The franchise will mean much more traffic 
for the company to and from Chillicothe. 
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INDUSTRIAL ITEMS. 


THE NOVELTY INCANDESCENT LAMP COMPANY, Empo- 
rium, Pa., is distributing its usual attractive monthly calendar card. 


FOX BROTHERS & COMPANY, 126-130 Lafayette street, New 
York city, are mailing a card calling attention to the merits of the 
“Polar” flaming arc lamp and the “Radiante” Economy lamps. 


THE F. BISSELL COMPANY, Toledo, Ohio, has ready for dis- 
tribution its calendar card for August. This contains the suggestion 
that “it is easy to see through” the constant increase in the com- 
pany’s business. The allusion is completed by reference to a piece 
of clear window glass. 

THE DIEHL MANUFACTURING COMPANY, Elizabethport, 
N. J., is distributing several attractive bulletins, as follows: No. 20, 
direct-current ceiling fans; No. 21, direct-current Universal fans; 
No. 151, types “F” and “FC” motors and generators; No. 501, small 
ventilating fans; No. 502, electric coffee mill. 

THE GAS MACHINERY COMPANY, 715-722 Citizen Building, 
Cleveland, Ohio, announces that the Wile producer heretofore fur- 
nished by the Wile Power Gas Company will hereafter be exclu- 
sively manufactured by the Gas Machinery Company. J. I. Wile 
will be sales manager of the Wile producer depastment. 


THE FORT WAYNE ELECTRIC WORKS, Fort Wayne, Ind., 
has issued bulletin No. 1,107, describing and illustrating standard 
alternating-current, single-phase switchboard panels. Bulletin No. 
1,108 describes and illustrates multiphase, revolving-field, belted 
generators, form A. Copies of these bulletins will be furnished to 
those interested upon request. 

THE ALLIS-CHALMERS COMPANY, Milwaukee, Wis., has 
prepared a bulletin describing in detail an American Blower engine 
direct-connected to an Allis-Chalmers “NJ” generator. The condi- 
tions met with in small isolated light and power plants in public 
places, factories, private residences and aboard ship are satisfied 
in this combination of engine and generator. Copies of this bulletin, 
No. 1,042-A, will be furnished to those interested upon request. 


THE AMERICAN DISTRICT STEAM COMPANY, Lockport, 
N. Y, on Friday, the 24th ult., suffered the loss by fire of a 
portion of its Tonawanda plant, where is located its casting mill 
and foundry. Plans are made for rebuilding the burned portion on 
an enlarged scale, which is to be of fireproof construction as nearly 
as may be. The company states that its business for the 
season will not be delayed on account of the fire. The loss is fully 
covered by insurance. 
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DOSSERT & COMPANY, 242 West Forty-first street, New York 
city, have received orders from Westinghouse, Church, Kerr & 
Company for 115 special solderless elbow-connectors, 300 and 600- 
ampere sizes, to connect the station buses through oil switches to 
the 2,400-volt outgoing lines at the Dutch Point station of the Hart- 


ford Light and Power Company, Hartford, Ct. These elbow-con- / 


nectors can be used to make joints at either right or left angles, 
and afford a striking illustration of the flexibility of the Dossert 
devices. 


THE MASSACHUSETTS CHEMICAL COMPANY, Boston, Mass., 
announces that it has entered into a contract with one of the 
great and conservative insulated-wire manufacturers to supply its 
entire requirements of cable cloth. The wire and cable company 
has for many years made its own cable cloth, but has been convinced 
that by delegating this part of its cable making to the Massachusetts 
Chemical Company it will get not ‘only a better and more uni- 
form product, but get it at a lower cost per yard than it has been 
producing it itself. 


THE GENERAL ELECTRIC COMPANY, Schenectady, N. Y., has 
issued two bulletins, 4,601 and 4,602, describing its improved auto- 
matic voltage regulators. These are made in various styles for 
the regulation of one generator or of two or more generators in 
parallel, either alternating or direct current. Bulletin 4,609 de- 
scribes a new lamp-testing watt indicator. This instrument is of 
the portable type and may be carried in the pocket, is intended for 
use with Edison base lamps, but can be fitted with an adapter for 
use with either Thomson-Houston or Westinghouse socket lamps, 
and is designed to give a practical demonstration of the relative 
watt consumption of various incandescent lamps. 


THE CENTRAL ELECTRIC COMPANY, Chicago, Il., is dis- 
tributing information on its meter-testing load box for use in test- 
ing integrating wattmeters, either in the laboratory or at the point 
of installation. The boxes are of novel design in that the various 
resistance units are mounted in enclosed fuse clips and are handled 
in very much the same manner as the Standard Code fuses. The 
company is also distributing a new handbook giving considerable 
data on lighting with tungsten lamps. Tables are given showing 
the cost of lighting with tungsten lamps as compared with gas 
mantles and gas arcs, this being worked out at various values from 
two cents to thirteen cents per kilowatt-hour. This book embodies 
some twenty-four pages and should prove of interest to central 
stations in demonstrating to their customers the efficiency of tung- 


sten lamps. 


Directory of Electrical and Allied Engineering 
and Scientific Societies. 


(Published in the Second Issue of Each Month.) 


AMERICAN ASSOCIATION FOR THE ADVANCEMENT OF 
ogee Secretary, L. O. HOWARD, Cosmos Club, Washing- 
on, D. C. 


AMERICAN ELECTROTHERAPEUTIC ASSOCIATION. Secre- 
tary, Dr. Albert C. Geyser, 352 Willis avenue, New York city. 


AMERICAN ELECTROCHEMICAL SOCIETY. Secretary, Dr. J. W. 
ao Bethlehem, Pa. Fall meeting, New York city, October 


AMERICAN FOUNDRYMEN’S ASSOCIATION. Secretary, Dr. 
Richard Moldenke, Watchung, N. J. 


AMERICAN INSTITUTE OF ELECTRICAL ENGINEERS. Secre- 
tary, Ralph W. Pope, Engineering Societies Building, 29 West 
Thirty-ninth street, New York city. 


AMERICAN MATHEMATICAL SOCIETY. Secretary, F. N. Cole, 
0 West 116th street, New York city. 


AMERICAN RAILWAY MASTER MECHANICY ASSOCIATION. 
cretary, J. W. Taylor, Old Colony Building, Chicago, Ill. 


A) , 
E OAN ROENTGEN RAY SOCIETY. Secretary, Dr. G. C. 
nson, 514 Bijou Building, Pittsburg, Pa. 


AN 
IERICAN SOCIETY FOR TESTING MATERIALS. Secretary, 


Professor Eq ati 
delphia, Pa, gar Marburg, University of Pennsylvania, Phila- 


AMERICAN SOCIETY OF CIVIL ENGINEERS. Secretary, Charles 
Warren Hunt, 220. West Fifty-seventh street. New York city. 


AMERICAN SOCIETY OF MECHANICAL ENGINEERS. Secre- 
tary, Calvin W. Rice, 29 West Thirty-ninth street, New York 
city. 


AMERICAN SOCIETY OF MUNICIPAL IMPROVEMENTS. Secre- 
tary, G. W. Tillson, Park Row Building, New York city. An- 
nual meeting, Atlantic City, N. J., October. 


AMERICAN STREET AND INTERURBAN RAILWAY ASSOCIA- 
TION. Secretary, B. V. Swenson, Engineering Societies Build- 
ing. 29 West Thirty-ninth street, New York city. Annual con- 
vention, Atlantic City, N. J., October 12-16. 


AMERICAN STREET AND INTERURBAN RAILWAY ACCOUNT. 
ANTS’ ASSOCIATION. Secretary, Elmer M. White, treasurer 
Birmingham Railway, Light and Power Company, Birmingham 
Ala. Annual convention, Atlantic City, N. J., October 12-16. ` 


AMERICAN STREET AND INTERURBAN RAILWAY CLAIM 
AGENTS’ ASSOCIATION. Secretary, B. B. Davis, claim agent 
Columbus Railway and Light Company, Columbus, Ohio An- 
nual convention, Atlantic City, N. J., October 12-16. i 


AMERICAN STREET AND INTERURBAN RAILWAY ENGINEER. 
ING ASSOCIATION. Secretary, J. W. Corning, electrical engi- 
neer Boston Elevated Railway Company, Boston, Mass, Annual 
convention, Atlantic City, N. J., October 12-16. 
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AMERICAN STREET AND INTERURBAN RAILWAY MANU- 
FACTURERS’ ASSOCIATION. Secretary, George B. Keegan, 


2321 Park Row Building, New York city. Annual convention, 
Atlantic City, N. J., October 12-16. 


ARKANSAS INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, Charles F. Speed, Texarkana, Ark. 


ASSOCIATION OF EDISON ILLUMINATING COMPANIES. Sec- 
retary, W. W. Freeman, vice-president and general manager 
Edison Electric Illuminating Company, Brooklyn, N. Y. 


ASSOCIATION OF ELECTRIC LIGHTING ENGINEERS OF NEW 


ENGLAND. Secretary, Welles E. Holmes, 308 Washington 
street, Newton, Mass. 


ASSOCIATION OF RAILWAY TELEGRAPH SUPERINTENDENTS. 


Secretary, P. W. Drew, Wisconsin Central Railway, Milwaukee, 
Wis. 


CALIFORNIA ELECTRIC RAILWAY ASSOCIATION. Secretary, 
L. E. W. Pioda, Oak and Broderick streets, San Francisco, Cal. 


CALIFORNIA INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, P. T. Whittier, Spencer, Cal. 


CANADIAN ELECTRICAL ASSOCIATION. Secretary, T. S. Young, 
Toronto, Canada. 


CANADIAN STREET RAILWAY ASSOCIATION. Secretary, Acton 
Burrows, 33 Melinda street, Toronto, Ontario. 


CENTRAL ELECTRIC RAILWAY ASSOCIATION. Secretary, W. 
F. Milholland, secretary and treasurer Indianapolis Traction 
and Terminal Company, Indianapolis, Ind. 


COLORADO ELECTRIC LIGHT, POWER AND RAILWAY ASSO- 
CIATION. Secretary, J. F. Dostal, Denver, Col. Annual con- 
vention, Glenwood Springs, Col., September 16-18. 


CONNECTICUT STATE STREET RAILWAY ASSOCIATION. Sec- 
retary, F. W. Poole, Bridgeport, Ct. 


ELECTRIC CLUB OF CLEVELAND. Secretary, George L. Crosby, 
1200 Schofield Building, Cleveland, Ohio. 


ELECTRICAL CONTRACTORS’ ASSOCIATION OF NEW YORK 
STATE. Secretary, John P. Faure, 77 Water street, Ossining, 
N. Y. ; 


ELECTRICAL CONTRACTORS’ ASSOCIATION OF STATE OF 
MISSOURI. Secretary, Charles J. Sutter, 1220 Pine street, 
St. Louis, Mo. 


ELECTRICAL TRADES ASSOCIATION OF CHICAGO. Secretary, 
Frederic P. Vose, Marquette Building, Chicago. 


ELECTRICAL TRADES ASSOCIATION OF PHILADELPHIA. 
Secretary, E. A. Symmes, 810 Drexel Building, Philadelphia, Pa. 
Meetings, second and fourth Thursdays of each month. 


ELECTRICAL TRADES ASSOCIATION OF CANADA, LIMITED. 
Secretary, William R. Stanley, Royal Insurance Building, Mon- 
treal, Canada. 


ELECTRICAL TRADES ASSOCIATION OF THE PACIFIC COAST. 
Secretary, Albert H. Elliott, Claus Spreckels Building, San 
Francisco, Cal. Monthly meetings, San Francisco, first Thurs- 
day of each month. 


ELECTRICAL TRADES SOCIETY OF NEW YORK (Member 
National Electrical Trades Association). Secretary, Franz 
Neilson, 80 Wall street, New York city. Board of directors 
meets second Friday of each month. 


EMPIRE STATE GAS AND ELECTRIC ASSOCIATION. Secre- 
tary, Charles H. B. Chapin, 154 Nassau street, New York city. 


ENGINEERS’ CLUB OF PHILADELPHIA. Secretary, H. G. Per- 
ring, 1317 Spruce street, Philadelphia, Pa. 


ENGINE BUILDERS’ ASSOCIATION OF THE UNITED STATES. 
Secretary, J. I. Lyle, 39 Cortlandt street, New York city. 


ILLINOIS INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, C. A. Camp, Henry, Ill. 


ILLINOIS STATE ELECTRICAL ASSOCIATION. Secretary, H. E. 
Chubbuck, La Salle, Ill. 


ILLUMINATING ENGINEERING SOCIETY. Secretary, Van Rens- 
selaer Lansingh, Engineering Societies Building, 33 West 
Thirty-ninth street, New York city. Annual convention, Phila- 
delphia, Pa., October 6-7. 


INDEPENDENT TELEPHONE ASSOCIATION OF TEXAS AND 
LOUISIANA. Secretary, C. A. Shock, Sherman, Tex. 


INDIANA ELECTRIC RAILWAY ASSOCIATION. Secretary, P. H. 
White, Indianapolis, Ind. Monthly meetings, second Tuesday 
of each month. 


INDIANA INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, C. S. Norton, Indianapolis, Ind. 
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INTERNATIONAL ASSOCIATION OF MUNICIPAL ELECTRI- 
CIANS. Secretary, Frank P. Foster, Corning, N. Y. Annual 
meeting, Detroit, Mich., August 19-21. 


INTERNATIONAL INDEPENDENT TELEPHONE ASSOCIATION. 
Secretary, J. B. Ward, Grand Rapids, Mich.; assistant secretary, 
J. A. Harney, Monadnock Building, Chicago, Ill. 


IOWA ELECTRICAL ASSOCIATION. Secretary, W. N. Keiser, Des 
Moines, Iowa. 


IOWA INDEPENDENT TELEPHONE ASSOCIATION. Secretary, 
C. C. Deering, Boone, Iowa. 


IOWA STREET AND INTERURBAN RAILWAY ASSOCIATION. 
Secretary, L. D. Mathes, Dubuque, Iowa. 


KANSAS GAS, WATER, ELECTRIC LIGHT AND STREET RAIL- 


WAY ASSOCIATION. Secretary, James D. Nicholson, Newton, 
Kan. 


KENTUCKY INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, W. G. Turpine, Henderson, Ky. 


MAINE INDEPENDENT TELEPHONE ASSOCIATION. Secretary, 
M. E. Crow, Houlton, Me. 


MAINE STREET RAILWAY ASSOCIATION. Secretary, E. A. 
Newman, 471 Congress street, Portland, Me. 


MASSACHUSETTS STREET RAILWAY ASSOCIATION. Secre- 
tary, Charles & Clark, 70 Kilby street, Boston, Mass. Meets 
second Wednesday of each month, except July and August. 


MASTER CAR BUILDERS’ ASSOCIATION. Secretary, J. W. Tay- 
lor, 390 Old Colony Building, Chicago, Ill. 


MICHIGAN ELECTRIC ASSOCIATION. Secretary, A. C. Marshal, 


Port Huron, Mich. Annual meeting, Grand Rapids, Mich., 
August 18-21. 


MICHIGAN INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, A. A. Burch, Battle Creek, Mich. 


MISSOURI ELECTRIC LIGHT, GAS AND STREET RAILWAY 
ASSOCIATION. Secretary, Claude L. Clary, Sikeston Electric 
Light and Power Company, Sikeston, Mo. 


MISSOURI INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, George W. Schweer, Windsor, Mo. 


NATIONAL ARM, PIN AND BRACKET ASSOCIATION. Secre- 
tary, J. B. Magers, Madison, Ind. 


NATIONAL ELECTRICAL CONTRACTORS’ ASSOCIATION OF 
THE UNITED STATES. Secretary, W. H. Morton, 94 Genesee 
street, Utica, N. Y. 


NATIONAL ELECTRICAL TRADES ASSOCIATION. Secretary, 
Frederic P. Vose, 1343 Marquette Building, Chicago. 


NATIONAL ELECTRIC LIGHT ASSOCIATION. Secretary, Jobn 
F. Gilchrist, Commonwealth Edison Company, Chicago, Ill. 


NEBRASKA ELECTRICAL ASSOCIATION. Secretary, William 
Bradford, Lincoln. 


NEBRASKA INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, R. E. Mattison, Lincoln, Neb. 


NEW ENGLAND ELECTRICAL TRADES ASSOCIATION. Secre- 
tary, Alton F. Tupper, 60 State street, Boston, Mass. 


NEW ENGLAND STREET RAILWAY CLUB. Secretary, John J. 
Lane, 12 Pearl street, Boston, Mass. Meetings held on fourth 
Thursday of every month. 


NEW YORK ELECTRICAL SOCIETY. Secretary, G. H. Guy, Engi- 


neering Societies Building, 29 West Thirty-ninth street, New 
York city. 


NEW YORK STATE INDEPENDENT TELEPHONE ASSOCIA- 
TION. Secretary, R. Max Eaton, Niagara Falls, N. Y. 


NORTHWESTERN ELECTRICAL ASSOCIATION. Secretary, R. 
N. Kimball, Kenosha, Wis. 


OHIO ELECTRIC LIGHT ASSOCIATION. Secretary, D. L. Gas- 


kill, Greenville, Ohio. Annual convention, Put-in-Bay, Ohio, 
August 25-27. 


OHIO INDEPENDENT TELEPHONE ASSOCIATION. Secretary, 
O. O. Welsheimer, Columbus, Ohio. 


OHIO SOCIETY OF MECHANICAL, ELECTRICAL AND STEAM 
ENGINEERS. Secretary, F. W. Ballard, Cleveland, Ohio. 


OHIO STREET RAILWAY ASSOCIATION. Secretary, Charles 
Currie, Akron, Ohio. 


OKLAHOMA ELECTRIC LIGHT, RAILWAY AND GAS ASSOCIA- 
TION. Secretary, Galen Crow, Guthrie, Okla. 


OLD TIME TELEGRAPHERS’ AND HISTORICAL ASSOCIATION. 
Secretary, John Brant, 195 Broadway, New York city. 


ORDER OF THE REJUVENATED SONS OF JOVE. C. B. Roulet, 
Mercury, Dallas, Tex. 


August 8, 1908 


PACIFIC COAST ELECTRIC TRANSMISSION l 
Secretary, Samuel G. Reed, Portland, Ore. ASSOCIATION. 


PENNSYLVANIA STATE INDEPENDENT TELEPHONE A 
CIATION. Secretary, H. E. Bradley, 135 South Second ARE 
Philadelphia. ' 


PENNSYLVANIA STATE STREET RAILWAY ASSOCIATION. 
Secretary, Charles H. Smith, Lebanon, Pa. 


PIKE'S PEAK POLYTECHNIC SOCIETY. Secretary, E. A. Saw- 
yer, Colorado Springs, Col. Meetings, second Saturday of each 
month. l 

RAILWAY SIGNAL ASSOCIATION. Secretary, C. C. Rosenberg, 
Bethlehem, Pa. 


SOCIETY FOR THE PROMOTION OF ENGINEERING EDUCA- 
TION. Secretary, Arthur L. Williston, Pratt Institute, Brook- 


lyn, N. Y. 

SOUTH DAKOTA INDEPENDENT TELEPHONE ASSOCIATION. 
Secretary-Treasurer, E. R. Buck, Hudson, S. D. 

SOUTHWESTERN ELECTRICAL AND GAS ASSOCIATION. Sec- 
retary, J. A. Myler. 

STREET RAILWAY ASSOCIATION OF THE STATE OF NEW 
YORK. Secretary, J. H. Pardee, J. G. White & Company, New 
York, N. Y. 

TEXAS INDEPENDENT TELEPHONE ASSOCIATION. Secretary, 
Charles F. Speed, Texarkana, Tex. 

UNDERWRITERS’ NATIONAL ELECTRIC ASSOCIATION. Sec- 
retary Electrical Committee, C. M. Goddard, 55 Kilby street, 
Boston, Mass. - 

VERMONT AND NEW HAMPSHIRE INDEPENDENT TELE- 
PHONE ASSOCIATION. Secretary-treasurer, G. W. Buzzell, 
St. Johnsbury, Vt. i 


VERMONT ELECTRICAL ASSOCIATION. Secretary, C. C. Wells, 
Middlebury Electric Light Company, Middlebury, Vt. 
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VIRGINIA STATE INDEPENDENT TELEPHONE ASSOCIATION. 
Secretary, B. L. Fisher, Rocky Mount, Va. 

WESTERN ASSOCIATION OF ELECTRICAL INSPECTORS. Sec- 
retary, W. S. Boyd, 382 Ohio street, Chicago, Ill. 

WESTERN SOCIETY OF ENGINEERS (Electrical Section). 
retary, J. H. Warder, 1737 Monadnock Block, Chicago, Ill. 


WISCONSIN ELECTRIC AND INTERURBAN RAILWAY ASSO- 
CIATION. Secretary, Clement C. Smith, president Columbia 
Construction Company, Milwaukee, Wis. 


WISCONSIN INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, J. C. Crowley, Jr., Superior, Wis. 


DATES AHEAD. 


Michigan Electric Association. Annual meeting, Grand Rapids, 
Mich., August 18-21. 
International Association of Municipal 
convention, Detroit, Mich., August 19-21. 
Ohio Electric Light Association. Annual convention, Put-in-Bay, 
Ohio, August 25-27. 
Colorado Electric Light, Power and Railway Association, Glen- 
wood Springs, Col., September 16-18. 
_ Old Time Telegraphers’ and Historical Association, and Reunion 
of Military Telegraphers, Niagara Falls, N. Y., September 16-18. 
Illuminating Engineering Society. Annual convention, Philadel- 
phia, Pa., October 6-7. $ 
American Street and Interurban Railway Association. 
convention, Atlantic City, N. J., October 12-16. 
American Street and Interurban Railway Accountants’ Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 
American Street and Interurban Railway Claim Agents’ Asso- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 
American Street and Interurban Railway Engineering Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 
American Street and Interurban Railway Manufacturers’ Asso- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 
American Electrochemical Society. Fall meeting, New York 


city, October 30-31. 


Sec- 


Electricians. Annual 


Annual 


Record of Electrical Patents. 


Week of July 28. 


INCANDESCENT LAMP. William W. Dean, Chicago, Ill., 
Company, Chicago, 


he terminals being 


894,193. 
assignor to Kellogg Switchboard and Supply 


Ill. A telephone signal lamp, the ends of t 
bent so as partially to enclose the bulb. 
894,199. SYSTEM OF CONTROL FOR ELECTRIC MOTORS. Ralph 


M. Gaston, Morgan Park, Ill. A controller in an auxiliary cir- 
cuit governs a motor which controls the operating current. 


894,201. INSULATOR. Thomas E. Hallett, Chicago, Ill. The insu- 
lator is held on a rigid support by a threaded wedge. 


894,282. —MoToR-CONTROLLING SYSTEM. 


ae TROLLEY GUARD. George S. Keck, Baltimore, Md. 
terally swinging guard arms are provided. 


894,214. TELEGRAPHY. Isidor Kitsee, Philadelphia. Pa. A system 
employing true current reversals and using an inductorium for 
this purpose. 


894,217. ELECTRIC RAILWAY. Mathias A. Lazareff, New York, 
Aah A sectional supply conductor normally connected to the 
Sone the connecting switches being held open by elec- 


894,232. MOTOR-CONTROLLING SYSTEM. Walter J. Richards,’ 
Norwood, Ohio, assignor to Allis-Chalmers Company. Gears for 
driving at different speeds are controlled by magnetic clutches. 


894,233. SYSTEM OF MOTOR CONTROL. Walter J. Richards, 
Norwood, Ohio, assignor to Allis-Chalmers Company, A con- 
troller operated from a distance. 


894,237. MEANS FOR CHARGING STORAGE BATTERIES. 
Mary N. Stivers, Jersey City, N. J. A reversing motor is con- 
nected in an auxiliary circuit, the former being mechanically 
connected to the controlling rheostat. 


894,257. TELEPHONE APPARATUS. Arthur M. Cobb, Lynn, Mass. 
A telephone head set supporting two receivers and one trans- 


mitter. 


894,258. TELEPHONE APPARATUS. Arthur M. Cobb, Lynn, Mass. 
A head set with a universal joint for the transmitter. 


894,305. TURBO-GENERATOR. Alfred H. Wouters, Norwood, 
Ohio, assignor to Allis-Chalmers Company and the Bullock Elec- 
tric Manufacturing Company. An enclosing end bell is provided 
for supporting the end turns. 


894,317.. ELECTRODE FOR ELECTROLYTIC OR LIQUID OS- 
CILLATION-DETECTORS FOR WIRELESS TELEGRAPHY. 
Lee de Forest, New York, N. Y. An electrode of the insulation- 
covered type for detecting feeble electrical impulses. 


894,318. AEROPHORE. Lee de Forest, New York, N. Y., assignor, 
by mesne arrangements, to De Forest Radio Telephone Com- 
pany. A device for transmitting electromagnetic waves in pre- 
determined directions. 

894,323. ELECTRIC WATER-HEATER. Frank E. Holt, Van- 
couver, British Columbia, Canada. The water passes through a 
series of passages, each of which is provided with a heating 
element. 

894,326. ELECTRIC SWITCH-REGISTER. John H. Jackson, Wa- 
tonga, Okla. The track switch automatically closes an electric 
signal in circuit. 

894,329. ELECTRIC GENERATOR OR MOTOR. Carlton L. Ken- 
nedy, Braintree, Mass. The pole-pieces are divided and pro- 
vided with magnetic shunts. 

894,333. ELECTRICALLY PROPELLED VEHICLE. Joseph Led- 
winka, Philadelphia, Pa., assignor to Russell Thayer, Philadel- 
phia, Pa. A car drawing its power intermittently from an 
external wire or a storage battery. 
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LESS SIGNALING APPARATUS. Lee de Forest, 

ae oni Y., assignor to De Forest Radio Telephone pines 

pany. The combination of a sending device having a pua 

of wave producers and a receiving apparatus consisting of & 
plurality of complemental wave-responsive devices. 


894,435. ELECTROLYTIC APPARATUS FOR PURIP YIS 
LIQUIDS. John T. Harris, New York, N. Y. Water is ues 
between parallel electrodes formed of metal capable of yielding 
a colloidal hydroxide. 


894,305. — TURBO-GENERATOR. 


894,460. TELEPHONE TRANSMITTER. Emile J. Pitrat, Urbana, 
Ill. A receiver in which the button is kept vertical although 
the diaphragm may be set at different angles. 


§94,468. TANK INDICATOR. Julius E. Smith, North Lansing, 
Mich. A float for closing a signal circuit when the tank is filled. 


894,479. INDUCTION COIL. Amos R. Bliss, Lowell, Mass. The 
secondary winding is composed of units each consisting of a 


coil of wire wound on a spool provided with external contact 
members. 


894,482. PLATING MACHINE. Seth C. Catlin, Bloomfield, N. J. 
A rocking plating tank. 


894,518. LIGHTNING ARRESTER. Maurice Milch, Nagy Bittse. 
Austria-Hungary, assignor to General Electric Company. A 
plurality of conductors of different material disposed to form a 


series of air-gaps having greater resistance to the flow of cur- 
rent in one direction than in the other. 


894,522. VOLTAGE-REGULATING SYSTEM. Wilbur L., Merrill, 
Schenectady, N. Y., assignor to General Electric Company. A 
plurality of counter-electromotive-force generators, each con- 
trolled by a separate rheostat, is employed. 


804 318.— AEROPHORE. 


894,533. DYNAMOELECTRIC MACHINE. Henry G. Reist, Sche- 
N nectady, N. Y., assignor to General Electric Company. A bind- 


ing band comprising a metal strip having holes therein and 
clips acting as fan blades. 


894,539. REGULATION FOR MULTIPHASE SYSTEMS. Edward 
Schildhauer, Washington, D. C., and Albert A. Radtke, Chicago, 
Ill. A regulating generator is connected in each phase of the 


main supply circuit, all the auxiliary machines being mounted 
on one shaft. 


894,547. APPARATUS FOR MANUFACTURING NITROUS COM- 
POUNDS. Charles P. Steinmetz, Schenectady, N. Y., assignor 


to General Electric Company. Electric arcs are drawn out in 
an enclosed air chamber. 


894,563. STARTING RHEOSTAT. William C. Yates and George 
W. Cravens, Schenectady, N. Y., assignors to General Electric 
Company. Means are provided for rendering neutral a switch 
having a tendency to return to the off position. 
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i N. Y., as- 
894,564. RHEOSTAT. William C. Yates, Schenectady, ; 
signor to General Electric Company. A reversing rheostat 
which normally returns to the off position, but which can be 
held in any position when desired. 


Y., as- 

894,565. RHEOSTAT. Paul H. Zimmer, Schenectady, N. Y., 
signor to General Electric Company. A rheostat with an over- 
load switch. 


v H. 
4,602. SECONDARY OR STORAGE BATTERY. Charles 
7 Clare, Sivaihan, N. H. An element having an assemblage of 
electrodes, active material and plates for supporting the latter, 
with an opening for receiving and holding an exciting fluid. 


894,614. RHEOSTAT. George H. Gorgeloh, Schenectady, N. Y., as- 
signor to General Electric Company. A combined armature and 
field rheostat. 


894,329. —ELECTRIC GENERATOR OR MOTOR. 


894.620. TRANSFORMER. John J. Frank, Schenectady, N. Y., 
assignor to General Electric Company. A combined step-up and 


step-down transformer, the latter having its primary and sec- 
ondary windings spaced apart. 


894,625. INCANDESCENT LAMP. Emery G. Gilson, Schenectady, 
N. Y., assignor to General Electric Company. The tubular mem- 
bers for supporting the filament are sealed with metal caps. 


894,637. TROLLEY CONTACT. Laurence A. Hawkins, Schenec- 


tady, N. Y., assignor to General Electric Company. A long, fiat, 
flexible strip of metal. 


894,643. CONTACTOR. George H. Hill, Schenectady, N. Y., as- 


signor to General Electric Company. An electromagnetic 
switch. 


894,644. BUS-LINE COUPLING SOCKET. George H. Hill, Sche- 
nectady, N. Y., assignor to General Electric Company. The 
socket member of the coupler is of insulating material having 
a terminal projecting from the bottom of the cup. 


894,539.—REGULATION rok MULTIPHASS SYSTEMS. 


$94.645. CONTACTOR. George H. Hill, Schenectady, N. Y., as- 
signor to General Electric Company. An electromagnetic switch 
operated by a coil and plunger magnet. 


894,651. METER. Charles E. Holmes, Lynn, Mass., assignor to 
General Electric Company. An induction meter. 


894,668. SYSTEM OF ELECTRICAL DISTRIBUTION. Osias O. 
Kruh, Schenectady, N. Y., assignor to General Electric Com- 
pany. A combination of a mercury rectifier and transformer. 


894,714. VARIABLE-VOLTAGE TRANSFORMER. Mercer G. 
Young, Pittsfield, Mass., assignor to General Electric Company. 


Means are provided for varying a portion of the primary flux 
which passes through the secondary winding. 


894,766. MEANS FOR OPERATING VAPOR ELECTRIC LAMPS. 
Ezechiel Weintraub, Schenectady, N. Y., assignor to General 


Electric Company. A plurality of vapor electric lamps con- 
nected in series with one another. 
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PREVENTING VIBRATION. 

Sometimes it happens that an engineer is called upon to 
prevent vibration of a building or apparatus, caused by neigh- 
boring machinery. Many can recall the annoyance and trouble 
experienced during their college days, when working in a 
physical laboratory near a street along which heavy vehicles 
traveled, or even due to the operation of some piece of apparatus 
in another part of the same building. Various plans have been 
devised for preventing this trouble, the simplest possibly being 
to mount the galvanometer or other instrument on a block of 
Under the right condi- 
tions the motion of the pedestal or table upon which the box 


stone supported in a box of sawdust. 


is supported is absorbed in the sawdust, so that the galvanom- 
eter remains comparatively quiet. Sometimes the instrument 
can be supported on a light board carried on rubber bands, with 
good results. Probably the most satisfactory arrangement is 
that known as the “Julius Suspension,” in which a system of 
springs and weighted supports, adjusted so as to avoid any 
harmonic swaying which might be set up, carries the instrument. 
This device, however, is somewhat expensive and elaborate, and 
is not available at every point. 

It occasionally happens that annoyance is caused in other 
quarters than the physical laboratory by the opcration of ma- 
chinery. Sometimes, under unfavorable conditions, this annoy- 
ance becomes serious. An interesting example of this was noted 
in the EvecrricaL Review for August 8, in which the running 
of the reciprocating engines driving generators in the central 
station of the township of- Sutton, England, gave rise to so 
much complaint that it was decided to change the type of 
equipment. This decision was not reached until other means 
of avoiding the trouble seemed to have been exhausted. Deep 
trenches were dug around the power-house, going well down 
below the engine and house foundations; but as both engines - 
and houses were on the solid chalk, this plan, as might have 
been expected, failed. It was therefore decided to adopt steam 
turbines, which it was thought would not be as objectionable, 


as vibration should be less; but, in addition to this, special 


_ arrangements were made to absorb any vibration which might 
7 D 


arise in the turbines. The plan adopted was quite similar to 
the arrangement resorted to in the physical laboratory. The 
turbine was set on a solid block of concrete, which was, in turn, 
supported on rubber cushions. In this case, of course, it is 
the vibrating device which is cushioned, and not the object 
which it is desired to -protect. The result, of course, is the 
same, but it is interesting to note that the plan would not have 
been feasible for any present type of prime mover, except the 
turbine. It is true that well-balanced reciprocating engines are 
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frequently run without being bolted solidly to their founda- 
tions, but few engine builders or operating engineers would be 
willing to trust these engines on a flexible support such as 
cushions of rubber. 

While on this subject of vibration it is rather interesting to 
call attention to the recent improvement in the running condi- 
tions of the steamship “Mauretania,” which, it will be remem- 
bered, is driven by four steam turbines, and which recently 
damaged one of her propellers. While repairing the latter 
advantage was taken of the opportunity to change the propeller 
bladea a little, and it is said the change reduced very appre- 
clably the vibration of the vessel. It seems that there was more 
or less resonance between the vibration caused by the propeller 
blades and the speed at which they were driven; so by throwing 
the two out of harmony, the effect is damped out. Doubtless 
similar conditions exist elsewhere and frequently are the cause 
of the entire trouble due to vibration, and by some slight change, 


throwing the apparatus or its support out of tune, the effect 
is removed. 


ELECTRICAL SMELTING OF IRON. 

The greater part of the efforts to apply the clectrical furnace 
to the production of iron in its various forms has been in 
the direction of making special kinds of iron and steel. For 
such purposes a somewhat higher cost of production is not 
prohibitive, since the special character of the product brings a 
good price. In the clectric furnace the treatment can be 
brought so thoroughly under control that any special character 
or quality of product is more surely produced. And at a time 
when steel capable of use under extraordinarily severe conditions 
is demanded, such, for example, as cutting metal while the 
tool is red hot, the commercial application of a method of pro- 
duction which, under present conditions, is somewhat expensive 
has been possible. Recognizing this condition, electro-metal- 
lurgists have been largely content to supply the present re- 
quirements, and to leave to a later day the development of an 
electric furnace for smelting the ore. 

Not. all investigators have, however, been content with the 
most obvious application of the electric furnace to the metallurgy 
of iron, as some have sought to use it for the reduction of 
special ores which are not profitable to treat in the usual 
blast furnace. Others again have sought to devise a plan by 
which the energy of waterfalls might be utilized, in places 
where fuel is expensive, and thus start an iron industry in 
countries where lack of coal at present prohibits it; such, for 
example, as Sweden and Italy, where attempts have been made to 
reduce iron ore in electme furnaces; and also in Canada, where 
some rather elaborate experiments were carried out not Jong 
since. It is certain that the results of these experiments, which 
have been made public, seem to be favorable to the processes, 
but they have been generally considered rather too optimistic. 
It has been shown that iron can be produced from the ore in 
an electric furnace, which no one disputes, but the conditions 
under which the various tests were conducted make it some- 


what difficult to determine accurately the cost of production 
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by each process. In each case it becomes evident that the elec- 
tric furnace can only compete with the blast furnace when the 
cost of electrical energy is much less than what it is sold for 
anywhere to-day. Hence certain of the reports of such tests 
devoted a good deal of attention to the question of power pro- 
duction, and in the Canadian -reports and those of the work in — 
Sweden, it was said that an electrical horse-power-year could 
be produced for $8 or $10, or even less. 

The most recent attempts to smelt iron in an electric fur- 
nace are those which have been made during the present vear 
in California. After preliminary experiments at the Lewis and 
Clark Exposition, a furnace of the Heroult type was built last 
year by H. H. Noble, in California, to determine whether it 
was commercially practicable to apply clectric smelting for the 
production of iron from the California ores. This furnace 
was somewhat large, requiring when in full operation about 
1,500 kilowatts, the power being supplied by the Northern 
California Power Company. Iron was produced, but the output 
of the furnace was considerably less than had been expected, 


and the power-factor was low, being only seventy-three per 


cent. Moreover it was found impossible to work the furnace 


continuously at full capacity. 

The work was then taken up by Mr. G. H. Clevenger and 
Professor D. A. Lyon, who constructed a small furnace requir- 
ing only 160 kilowatts, but the design of which was intended 
to avoid the objections of the larger furnaces. A steel tasing 
was not used, so as to keep the power-factor high; and a design 
resembling more nearly a blast furnace was adopted, with the 
expectation .that this type could be run continuously, and a 
good part of the heat given off would be saved by ‘using it 
to heat the cold charge as it moved slowly down the stack. The 
results of these experiments are given in a brief abstract elsc- 
where in this issue. They seem to be unexpectedly good, but 
still leave the question of the commercial value of the process 
at the present time in doubt. 

The performance of this furnace as regards power con- 
sumption does not seem to be as good as that of the larger 
Heroult furnace; for the latter, it is said, produced a ton of 
iron with an expenditure of 0.26 kilowatt-vear, while the latest 
furnace required about 0.35 kilowatt-year. This figure includes, 
it should be noted, the energy required for the preliminary heat- 
ing of the furnace; and since the furnace ean be run continu- 
ously for months at a time, a slightly lower energy consumption 
is to be expected. It is estimated that for a large furnace oper- 
ating without intermission, the energy required to produce a 
ton of pig iron will be about 0.31 kilowatt-vear. The power- 
factor of the furnace is said to be ninety-five per cent, and by 
varying the applied voltage the heat energy developed at any 
time is under complete control. 

In the article referred to above, the author, Mr. C. F. 
Elwell, attempts to determine what will be the cost of producing 
pig iron in a furnace of the type just referred to, but large 
enough to produce fifteen tons a day. Such a furnace would 
require about 1,500 kilowatts, and the daily cost of operation 
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would be $207.10. This includes everything. Electrical energy 
is charged for at $5 per ton produced, or at about the rate 
The cost of 


a ton of pig is found from these figures to be $16.14. 


of $16 a kilowatt-vear or $f2 a horse-power-year. 


At this figure of $16.14 per ton of pig, it would seem that 
the furnace can be applied successfully only under special con- 
ditions; if can not compete with the large blast furnaces. 
Moreover, the price of $16 a kilowatt-year can be secured in 
very few localities; and an addition of $4 to the cost, bringing 
it up to, say, $20 per kilowatt-year, would bring the cost of the 
pig iron to about $17.50 per ton. Another difficulty is the com- 
paratively small size of the furnace, as it produces only fifteen 
tons a day. This objection will doubtless be overcome by the 
construction of still larger furnaces, after more experience has 
heen obtained. It might be found, indeed, that there is less 
need to go to such sizes as are customary in blast-furnace work. 

On the other hand, it is urged, in favor of the electric furnace, 
that it costs little to install, is simple and easily controlled, 
repairs are not expensive, a breakdown is not fatal, and the 
quality of the output is under better control. The most impor- 
tant advantages, however, are the substitution of the energy of 
waterfalls for that of coal, in locations where fuel does not 
exist, and the ability to smelt ores which are valueless for 
blast furnaces. From what has already been done it does not 
seem to have been shown that the electric furnace can enter 
immediately into competition with the blast furnace, but it 
must not be overlooked that the price of fuel is constantly 
rising, and the work of adapting the clectric furnace to smelting 
iron ores has only been begun. Although the process may not 


be commercial to-day, it is well worth further study. 


—— RAEES p i 


TELEGRAPH STATISTICS. 

Telegraph statistics for various countries are made public 
from time to time, but it is not often that a compilation showing 
conditions in the various countries at one time is possible. Such 
a compilation has, however, been made by the German Govern- 
ment. The figures which it shows are interesting, not only as 
indicating the enormous use of this means of communication, 
but as showing the differences existing in telegraph conditions 
among the several countries. The most striking figures are 
those for this country, Germany, the United Kingdom and 
France. We lead in the extent of our telegraph lines, but only 
come second in their use, due no doubt to the difference in rates 
existing here and abroad. In England, for example, there are 
about 94,000,000 messages annually, while we send only 65,- 
900,000. France comes next to us with 58,000,000, with Ger- 
many close behind with 52,500,000. 
of the telegraph in this country is estimated at $27,985,000, as 
against $15,247,000 in the United Kingdom. Thus, although 


fewer messages are sent in this country, the considerably higher 


The income from the use 


average rate, due, of course, not only to the higher rate for 


similar service, as compared with other countries, but to the 
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greater distances over which messages are sent, brings the total 
expenditures for messages above that for other countries. Thus 
the average rate in England is sixteen cents for a message, while 
in this country it is forty-two cents. In Germany the rate is 
lower even than in England, being only fifteen cents, and it is 
still lower in France, where it is twelve cents. The total receipts 
of the telegraph service in Germany are $8,299,000, and in 
France, $7,334,000. 


the service is rendered by the governments, and in this country 


In the three foreign countries considered 


alone is it given by private companies. 


ELECTRICALLY PROPELLED FERRY BOATS. 


Some years ago we suggested that a very acceptable applica- 
tion of the electrical drive might be on the many ferry boats 
which furnish transportation between the island of Manhattan 
and the neighboring cities. The idea was to install storage bat- 
teries of suitable capacity on the boats, and to charge these 
fully during periods of rest and as much as possible in the inter- 
vals between trips. The service would possibly be rather hard 
on the batteries, as the idle periods are short and most of the 
time is spent in making the runs; but when all of the suburban 
traffic, as well as that within the city itself, is transported elec- 
trically, it seems as though the connecting link above water 
should be operated in the same way. For the service through 
the many tunnels now in operation or under construction be- 
neath the two rivers flowing on either side of the island, no other 
system of propulsion was contemplated. However, no movement 
has yet been made in this direction toward converting the ferry 
boats—indeed, the tendency seems to be to abandon the ferries 
at New York, and depend entirely upon the tunnels and bridges. 
The scheme has, however, been adopted in Germany, where 
an electrically propelled ferry boat has been fitted up for service 
This 
boat will carry about 650 passengers. Further details of the 


on the route between Godesberg and Niederdollendorf. 


service are not at hand; but it is to be presumed that it will not 
be as severe as would be the case at New York. Thus again 
have our German friends become the pioneers in an interesting 


electrical adaptation. 


———— 


AN ELECTRIC MOTH-TRAP. 

According to dispatches which have been noticed in several 
daily papers, the municipal authorities of Zittau, in the province 
of Saxony, Germany, have made capital use of electric search- 
lights in reducing the damage created by a pest of nun moths 
which have been ravaging the trees of the valley of their foliage, 
threatening some of the more densely planted sections with 
destruction. The scheme apparently is to use a large induced- 
draft fan in connection with a high-power are and reflector. 
The moths are attracted along the beam of light and, getting 
in proximity to the reflector, are drawn by the suction of the 
fan into a chamber and destroyed. It is stated that on the first 
night no less than three tons of moths were caught. 
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THE TEST-METER METHOD OF TEST- 
ING SERVICE METERS -—II. 


BY JOSEPH B. BAKER. — 


THE MOWBRAY TEST METER—FIRST FORM 
—OBJECTS OF DESIGN. 

W. J. Mowbray, in a paper entitled 
“The Testing of Meters on Consumers’ 
Premises by Means of a Specially Con- 
structed Watt-Hour Meter,” read before 
the 1902 convention of the Association 
of Edison Illuminating Companies, de- 
scribed a form of portable test meter’ 
of the commutator type, in the construc- 
tion of which it was sought to eliminate 
the defective features of existing forms 
of this apparatus that were mentioned in 
the preceding article. This form of test 
meter consisted of a standard test-record- 
ing wattmeter with the register removed, 
and with several simple modifications de- 
signed to facilitate the connecting and 
manipulating of the apparatus and to 
eliminate the sources of error already men- 


- tioned to which the ordinary integrating 


wattmeter is liable when used as a port- 
able test meter. 

SPECIAL HIGH-TORQUE FIELD-WINDING. 

The principal feature of the Mowbray 
test meter, which is shown in the ‘accom- 
panying views, Figs. 1 and 2, is a com- 
posite field-winding made by adding a 
second pair of field coils to the existing 
fields of the meter as received from the 
manufacturer. The object of this com- 
posite field is to eliminate the first-men- 
tioned source of error by enabling the 
torque of the test meter to be increased 
for a given load constituting a light load 
on the meter under test. 

In a recent communication to the writer 


Mr. Mowbray makes the following state- 
ment: 


“Hearing of the above method [of test- 
ing by the use of a portable standard 
meter], and recognizing the disadvantages 
just cited, I conceived the idea that a 
test meter with a plurality of field-wind- 
ings would eliminate the light-load error 
in testing. For example, if a test meter 
were constructed with a ten-ampere wind- 
ing and also a one-ampere winding, and 
used to check a consumer’s meter of ten- 
ampere capacity, on full load the ten- 
ampere fields of both would be connected 
in series and an accurate full-load test 
would be obtained—the same as by the 
original method. However, on light load 
—one ampere—we would make connec- 
tions with the one-ampere field of the 
test meter, and the latter would run at 


1 See the following references in the Electrical World 
and Engineer: 

Article entitled "The Testing of Recording Watt- 
meters on the Consumer's Premises by Means of a 
Specially Constructed Portable Test Meter,” by W. J. 
Mowbray, page 475. Editorial entitled ‘Testing of Re- 
cording Wattmeters on Consumer's Premises,“ page 
470, March 21, 1908. 

Letter to the paitor OY W. J. Mowbray, headed 
“ Meter Testing,“ page . March 28, 1903 
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full torque, speed and accuracy; and 
would, if the consumer’s meter happened 
to be correct, make ten revolutions while 
the consumer’s meter made one revolu- 
tion. Thus the error on light-load tests 
was eliminated. 

“It was found possible to make not 
merely a one and ten-ampere test meter, 


Fic. 1.—Mowsray Trst METER. 


but a one, four, sixteen and cighty-ampere 
meter, and it was obvious that such a 
meter would suffice to test all sizes of 
consumers’ meters, from three to 150 am- 
peres’ capacity, especially as it was wound 


Fig. 2.—Mowsray Test METER. 


to give a very high torque, enabling each 
winding to be used with accuracy from 
one-half to one and one-half rated load. 
The old method of comparing the revolu- 
tions by sighting from one dise to the 
other evidently could not be used, as con- 


sumers’ meters run in sizes such as three, 


Vol. 583—No. % 


three and one-half, five, seven and one- 
half, ten, fifteen, twenty-five, seventy-five, 
100, 150, etc., and would not all run at 
the disc speeds given by the one, four, 
sixteen and eighty connections of the test 
meter. For this reason the method of 
comparison by two stop-watches, in the 
hands of two men, was temporarily used.” 

This feature may be illustrated by a 
concrete example. In the ten-ampere size 
of the test meter, which is initially a regu- 
lar ten-ampere, 115-volt, two-wire test- 
recording wattmeter, the additional field- 
winding, placed outside the original ten- 
ampere fields, consists of a pair of coils 
wound with No. 20 B. & S. wire, giving 
the same number of ampere-turns for a 
current of one ampere as are given by 
the regular fields for a current of ten 
amperes. By connecting up this composite 
field-winding in various ways, three dif- — 
ferent field strengths—or “scales,” as they 
have been termed in analogy to the 
various scales of an indicating ammeter, 
for example—giving correspondingly dif- 
ferent torques for the same load through 
the meter, are obtained as follows: 

A one-ampere scale, obtained by con- 
necting the one-ampere ficld-coils in series. 

A two-ampere scale, obtained by con- 
necting the one-ampere field-coils in mul- 
tiple. 

A ten-ampere scale, obtained by con- 
necting the ten-ampere field-coils in series. 

The different field strengths, or “scales,” 
obtained in this way constitute an im- 
portant feature of the test meter. As in 
an (indicating) ammeter, a choice of 
several scales facilitates the obtaining of 
accurate indications on different loads, so 
in the recording wattmeter, equipped as 
described with means of obtaining differ- 
ent torques for a given load, accuracy of 
integration of the power passing through 
the meter is facilitated hy the ability to 
make a light load give a strong torque, 
thus minimizing the effect of variation in 
friction or vibration. By always connect- 
ing the test load through a suitable scale 
or field of the test meter, the latter is 
always run at full-load conditions of 
torque and accuracy, even for light load 
on the meter under test—never at an or- 
dinary low torque which would admit 
errors due to friction. 

The test meter is, in fact, an apparatus 
of the rotating-wattmeter type especially 
designed to secure positiveness of opera- 
tion on small loads, and thereby accuracy 
of integration of such loads, at the sacri- 
fice of mere motor efficiency ; the excessive 
energy required to give the abnormal posi- 
tiveness consumed in each of the very 
small number of test meters that might be 
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in use on the central station system at a 
given time being of negligible importance 
compared with the object in view. 

Returning to our concrete example: It 
is generally known that the accuracy of the 
Thomson meter is practically independent 
of ordinary changes in friction and vibra- 
tion on loads exceeding one-half its rated 
capacity, and that it will carry twenty- 
five per cent overload for a considerable 
time without introducing serious errors 
due to heating. In other words, that por- 
tion of its accuracy curve from fifty to 125 
per cent of its rated capacity is very nearly 
a straight line. 

RAPID WARMING UP OF POTENTIAL 

CIRCUIT. 

Another advantage of the direct-current 
test meter as compared with an ordinary 
standardized meter used for testing pur- 
poses, and logically to be referred to in 
connection with the composite field con- 
struction, is the facility provided for rapid 
warming up of the potential circuit to 
normal running temperature, therebv 
avoiding the second-mentioned source of 
error. The potential circuit of the ordi- 
nary direct-current meter, consisting of 
armature and resistance in series, must be 
connected to the supply mains for at least 
fifteen minutes in order to attain normal 
temperature and therefore normal resist- 
ance under running conditions. In the 
test meter provision is made for rapid 
warming up by having two potential cir- 
cuits, or “scales,” for 115 volts and 230 
volts, respectively. The 115-volt poten- 
tial circuit consists of the standard 
ten-ampere, 115-volt, two-wire meter arma- 
ture, in series with an ordinary adjust- 
able shunt having 1,200 turns and ap- 
proximately 450 ohms resistance. The 
*30-volt potential circuit consists of this 
armature and shunt in series with a re- 
sistance card of resistance at normal work- 
ing temperature equal to that of the 
armature and shunt. This extra card is 
wound with tinned iron and German-silver 
wire in the proportion of seventy-six and 
one-half per cent of the former to twenty- 
three and one-half per cent of the latter, 
the proportion used regularly by meter 
manufacturers in order to get a poten- 
tial circuit having a temperature coeffi- 
cient equal to that of the metal of which 
the meter dise ig composed. By connect- 
ing the 230-volt scale to the 230-volt 
mains, a period of only one and one-half 
minutes ig required to bring the resistance 
of the circuit up to normal running value ; 
or if this double voltage is not available 
the same object may be attained by con- 
necting the two potential scales, in paral- 
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lel, to the 115-volt mains. By this means 
the inspector can get his test meter into 
accurate running condition with entire 
avoidance of error due to “cold potential 
circuit,” with minimum loss óf time. 

The inductance of these potential cir- 
cuits is stated by the inventor to be suffi- 
cient to introduce some error, requiring 
to be compensated for, when the test meter 
is to be used on alternating-current loads. 

The connecting of the test meter on the 
correct polarity, to avoid the third source 
of error, is of considerable importance 
owing to the existence in the test meter, 
as in other forms of direct-current motor 
meters, of a flux composed of (a) the 
compensating coil flux, and (b) the stray 
field from the braking magnets, which 
exist notwithstanding the care taken in 
the factory to equip the meter with mag- 
nets of equal strength, symmetrically dis- 
posed. 

The correct poling of the compensating 
coil of a meter, t.e., the way it is poled 
when sent out from the factory, is that 
poling which gives a flux through the 
armature in the same direction as the 
stray field from the svstem of magnets, 
thereby producing a stronger tendency for 
the meter to creep than when the com- 
pensating coil’s flux is opposed to the mag- 
nets’ stray field. The correct poling of 
every meter is therefore that which gives 
the greater tendency to creep. In the com- 
munication already referred to Mr. Mow- 
bray states that in the operation of cali- 
brating his test meter an abnormally large 
current is passed through the fields, 
thereby distorting the distribution of flux 
from the braking magnets and making 
component (b) of the no-load flux abnor- 
mally large, so as to give the test meter 
a very decided “polarity,” which should be 
followed at all times in connecting up the 
test meter. 

The correct poling of the test meter is 
most readily determined during the heat- 
ing up of the potential circuit by touching 
the potential leads to the source of poten- 
tial first one wav and then reversed. As the 
potential circuit during the heating is on 
double voltage, the current in the arma- 
ture and compensating coil is twice as 
strong as under normal running, hence 
the difference in rate of creep on reversing 
the potential leads at the source of poten- 
tial will be very great; so that the opera- 
tion of determining the correct poling of 
the potential circuit takes only a few mo- 
ments. After the heating is done, and as 
the load is being connected through the 
ficlds, it is only necessary to connect the 
load so that the test meter rotates in the 
forward direction to be assured that its 
polarity is correct. 

Prior to this method of determining the 
correct polarity of the test meter, an ordi- 
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nary electrolytic “pole tester’ was used. 
Its use was superseded by the above 
method, not only on account of its trouble- 
some operation and liability to cause short- 
circuits, but mainly because in case the 
no-load flux of the test meter became re- 
versed, its use insured that the meter was 
always connected on the wrong polarity. 
For example, it sometimes happens that a 
careless tester will momentarily connect 
a heavy load to a low-value field-winding, 
and if the current happens to be in the 
wrong direction it will reverse the polarity 
of the test meter. The indication of the 
“pole tester” would give the wrong poling 
of the test meter; whereas the mere re- 
versal of the connections to the test meter, 
after such accidental reverse overload, 
would insure that the compensating coil’s 
flux and the stray field from the magnets 
were in the same direction. 

Another plan to indicate the polarity 
(now also superseded) was to mount a 
small compass near the field coils and 
follow its indications by poling the meter 
so that the S end of the needle pointed 
to the coils. This device was open to the 
same objection as the “pole tester,” and it 
also had a fault of its own, viz., that if the 
needle happened to be caught in a certain 
position when the current was applied to 
the fields it would be reversed. 

(To be continued.) 
— 0 


An Electric Moth-Trap. 


The Saxony authorities have discovered 
what would seem to be an excellent way 
to put an end to the caterpillar plague 
which is having such a disastrous effect on 
the local forests. They have discovered a 
method to catch the brown nun moths 
that lay the eggs from which the cater- 
pillars come in enormous quantities. 
They make use of what they call the 
electric light trap. This consists of two 
large and powerful reflectors placed over 
a deep receptacle and powerful exhaust 
fans. The whole has been erected on top 
of the municipal electric plant at Zittau. 
At night two great streams of light are 
thrown from the reflectors on the wooded 
mountain sides half a mile distant. 

The results have been astonishing. The 
moths, drawn by the brilliancy, come 
fluttering in thousands along the broad 
rays of light. When they get to a certain 
distance from the reflectors the exhaust 
fans take up their work and with powerful 
currents of air swirl them down into the 


receptacle. On the first night no less than 
three tons of moths were caught. It has 
heen decided to build another trap on the 
Rathaus Tower, and the fight with the 
moths will be continued. 

The forests of central Europe have, 
from time to time, been ravaged by raids 
of moths from Russia, whose larvæ do- 
nude the trees of their foliage. The 
splendid pines of the Lausitz Mountains 
are this vear threatened with destruction, 
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The Reduction of Iron Ores 
by Electricity. 

A discussion is given in the issue of 
July 18 of the Journal of Electricily, 
Power and Gas, San Francisco, by C. F. 
Elwell of the attempts to reduce iron ore 
in an electric furnace which have been 
made recently in California. After a 
brief historical introduction the author 
takes up the California work. This was 
instigated by experiments made by Dr. 
David T. Day for the United States 
Government at the time of the Lewis and 
Clark Exposition, Portland. A furnace 
of the Héroult type was constructed, con- 
trolled by varving the voltage. This con- 
trol was found to be satisfactory, but no 
quantitative results were obtained. After 
Dr. Day’s return to Washington the work 
was taken up by G. H. Clevenger, of Le- 
land Stanford, Jr., University. In July, 
1907, H. H. Noble, of the Northern Cali- 
fornia Power Company, looking for a mar- 
ket for some of the power developed by 
his company, retained Dr. Héroult to de- 
sign and build a furnace for smelting iron 
ore of the Shasta Iron Company. A 
1,500-kilowatt, three-phase furnace was 
built and put into operation. Tt con- 
sisted of a steel shell thirteen, feet long 
and five feet six inches wide, lined with 
brick. Three electrodes were suspended 
above it, on a plan similar to that adopted 
at the Soo. The bottom was of carbon, 
and formed the neutral point of the three- 
phase star connection of the furnace. It 
was confidently expected that this furnace 
would produce twenty-four tons of iron a 
dav. However, the largest production was 
only eleven tons a day, and it was found 
impossible to run the furnace for any 
length of time. The electrodes were ex- 
posed to the air and were consumed rapid- 
ly, and due to the open construction of the 
furnace the heat was unbearable, so that 
men refused to work. The thermal ctt- 
ciency of the furnace was good, as but 
0.26 kilowatt-vear was required per ton; 
but the furnace would not produce 
enough iron at that figure to make it pay, 
one reason being the low power-factor, 
which is seventy-three per cent, and an- 
other the inability to keep full power on 
the furnace all the time. In January of 
this vear Mr. Clevenger, co-operating 
with Professor D. A. Lyon, constructed a 
160-kilowatt, single-phase furnace. The 
stack is of concrete, twenty-nine feet high. 
The electrodes are fixed in the walls of 
the crucible, and a variable-voltage trans- 
former is used to keep full power on the 
furnace at all times. The charging is 
done from the top, so that the long column 
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of charge is effectually ‘preheated before 
it reaches the zone of fusion between the 
electrodes. The latter are twenty-four 
Inches apart. The crucible is lined with 
fre-brick, and water-cooled. The metal 
tap hole is a water-cooled casting, but the 
slag tap hole is not cooled. Current is 
supplied by means of a 160-kilowatt, 
variable-voltage transformer, supplying 
from sixteen to ninety-six volts, in twenty 
steps. The highest potential is used at 
starting. When running normally, the 
voltage is about thirty-five, and the cur- 
rent 4,000 amperes. Up to the present 
time, six runs have been made, varying 
in length from ninety to two hundred 
and seventy-nine hours. The lowest fig- 
ure for a run was 0.35 kilowatt-vear per 
ton of pig. This includes the preheating 
of the crucible before any charge is put 
into it. This preheating of the crucible 
takes current for about twenty-four hours 
before smelting is commenced. This 
charge will hecome insignificant in a fur- 
nace which will run for three or six 
months without being shut down. Plans 
are now being drawn for a 1,500-kilowatt 
furnace similar to the one just described. 
This, however, will use three-phase cur- 


rent. The author then discusses some of © 


the problems presented in designing an 
electric smelting furnace. The rate of 
heat production necessary to maintain a 
given temperature in the furnace depends 
upon the thickness and the conductivity 
of the walls. An analvsis of furnaces 
which have been built up to this time 
shows a fair uniformity, which may be 
stated to be from seven to fifteen kilo- 
watts per cubic foot of crucible. Some- 
times it is difficult to determine just what 
constitutes the crucible. The ning must 
be adapted to the character of the ore, a 
basie brick being used with basie slag. 
The brick must be efliciently cooled, or it 
will not last for any length of time. Care 


must be taken in the arrangement of the | 


water jackets, or electrical difficulties will 
be met. The bricks at high temperatures 
become good conductors of electricity. 
The power-factor of the 160-kilowatt 
furnace just described was ninety-five per 
cent. A good deal, however, depends upon 
the layout of the bus-bars carrying the 
large currents to the furnace. There is 
ditliculty in securing electrodes which will 
stand the service. Those giving the most 
satisfaction have been manufactured by 
the Tféroult process. They are usually 
sixteen inches square and six feet long. 
An electric furnace can compete success 
fully with a blasi furnace only where 
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water power is cheap and coal dear. As- 
suming a heating efficiency of twenty-five 
per cent for fucl, and seventy-five per cent 
for electric heating, then electricity is 
cheaper than coal only when one ton of 
coal costs more than half the cost of an 
electrie horse-power-vear. The author 
estimates that the running cost of a 1,500- 
kilowatt furnace, producing fifteen tons 
a day, would be $204.60, or $13.64 per 
ton. Allowing $2.50 for incidentals 
brings the total cost to $16.14. The cost 
of energy is estimated at $5 for each ton 
produced. The consumption allowed for 
is 0.31 kilowatt-vear per ton. The method 
of operating the furnace consists of first 
filling it to the top with previously heated 
coke, which is a conductor. By applying 
a low voltage the temperature can be 
gradually increased. After twelve hours 
the first charge is fed in, consisting of 
iron ore, lime and andesite. This is put 
in at the rate of a shovelful every four 
minutes, and after it is all in the regular 
charge is commenced. It may consist of 
1,000 pounds of iron ore, 253 pounds of 
charcoal, 100 pounds of Inne and 100 
pounds of andesite, which is fed in rapidly 
at first, so as to get a column of charge 1n 
the stack. After four hours the furnace 
is tapped and a part of the iron drawn off. 
A proper amount of slag is maintained by 
drawing off occasionally from the slag tap 
hole. The advantages given for this type 
of furnace are the original small cost of 
the furnace and the absence of bulky anid 
costly charging machinery, the small ex- 
pense involved through breakdowns, the 
small cost of repairs and the ease with 
which they may be made, the loss due 
to wrong composition of charge is reduced 
toa minimum, the quality of iron is much 
better, high-sulphur ore can be converted 
into low-sulphur pig, there is no danger 
of the formation of cvanides due to the 
presence of nitrogen, and the silicon in 
the iron may be varied as required. Tt 1s 
said that ore containing as much as one 
and one-half per cent of sulphur can he 
reduced successfully in the electric fur- 
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Street Railways in England. 
There are 2,391 miles of street rail- 
wavs in England, an increase of 1,380 
miles in the past ten years. In that 
period the capital expenditure per single 
mile of track has increased from £10,469 
to £16618, while the ratio of expenditure 
to receipts has decreased from 76.93 per 
cent to 62101 per cent, and the average 
fare per passenger from 1.238d. to Lld. 
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COPPER PRODUCTION IN 1907. 


ADVANCE STATEMENT BY UNITED STATES 
GEOLOGICAL SURVEY. 


The smelter production of copper in the 
United States in 1907, according to L. C. 
Graton, of the United States Geological 
Survey, was 868,996,491 pounds. From 
the record figures of 1906 this is a de- 
crease of 48,809,191 pounds, or 5.6 per 
cent, the largest actual decrease ever re- 
corded and the largest relative de- 
crease since the American copper industry 
became important. This is the first time 
since 1901 that the annual production has 
leen smaller than that of the preceding 
vear, and the first time since 1872 that it 
has been smaller than that of the second 
year preceding. 

The total given above is made up of 
the fine copper content of blister pro- 
duced and of the smelier output of ingot 
and anode copper from Michigan. Of 
this quantity, approximately 10,075,048 
pounds in blister were produced in foreign 
smelters from domestic materials export- 
cl. In addition to the domestic materials 
handled, smelters in this country turned 
out as blister 64,145,648 pounds from for- 
eign ore, concentrates and matte. Domos- 
tie blister containing 42,350,963 pounds 
was exported unrefined, while blister from 
foreign sources containing approximately 
183,530,132 pounds fine copper was im- 
ported for refining in this country. 

The greatest decreases in smelter out- 
put are shown by the returns from the 
three states that rank highest. Montana’s 
production, which was 294,701,252 pounds 
in 1906, was but 224,263,789 pounds in 
1907, and the state yielded first place to 
its rival, Arizona, whose production, how- 
ever, showed a decrease of nearly 6,000,- 
000 pounds, from 262,566,103 pounds in 
1906 to 256,778,137 pounds in 1907. 
Michigan still holds third place, with its 
production decreased from 229,695,730 
pounds in 1906 to 219,131,503 pounds in 
1907. Decreased production is also shown 
by the returns from Alaska, Oregon, 
Washington and North Carolina. 

Many of the other copper-producing 
states showed substantial gains. The out- 
put of Utah, the fourth atate in point of 
production, was nearly 16,000,000 pounds 
in excess of that of 1906— 66,418,370 
pounds in 1907 as against 50,329,119 
pounds in the preceding vear. The pro- 
duction of California increased from 
28,153,202 pounds in 1906 to 33,696,602 
pounds in 1907; that of Colorado from 
1,427,253 pounds in 1906 to 13,998,496 
pounds in 1907; that of New Mexico from 
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7,099,842 pounds in 1906 to 10,140,140 
pounds in 1907, and that of Idaho from 
$8,978,046 pounds in 1906 to 9,707,299 
pounds in 1907. Nevada and Vermont 
also showed productive gains. 


REFINED COPPER. 


The production in 1907 of refined new 
copper of domestic origin was 784,27 1,- 
427 pounds, a decrease of 103,410,960 
pounds, or 13.2 per cent, from the pro- 
duction of 1906. The total output of re- 
fined copper (exclusive of domestic scrap, 
ete.) by domestic refineries in 1907 was 
1,032,516,247 pounds. In addition to 
this production of refined copper 25,129,- 
617 pounds were recovered during the 
year by the regular copper-refining com- 
panies of the country from domestic scrap, 
drosses, ete., and returns from practically 
all the known refiners of secondary ma- 
terials indicate that 35,355,966 pounds 
additional were turned out by them as 
casting copper and in alloys. The copper 
produced from secondary sources in 1907 
was therefore somewhat in excess of 60,- 
000,000 pounds, or more than 7.5 per 
cent of the vear’s production of refined 
new copper. 

STOCKS. 

Returns from all the Lake and electro- 
lytic refiners are practically complete and 
show the following stocks of refined cop- 
per on hand at the beginning and end of 
the vear: 


Pounds. 
January 1, 1908................ 125,745,796 
January 1, 1907................ 46,497,181 
Increase during 1907... .... 79,248,615 


Undelivered sales are almost entirely 
excluded from these figures, and stocks 
carried by consumers and brokers have 
not been estimated. In addition to these 
stocks of refined copper there were at the 
smelters, in transit to the refineries, and 
at the refineries blister copper and ma- 
terial in process of refining to the amount 
Of 135,310,289 pounds on January 1, 
L907, and 175,254,659 pounds on January 
1, 1908. 

CONSUMPTION, 

The apparent consumption of refined 
new copper in the United States in 1907 
was about 485,000,000 pounds, as com- 
pared with 685,000,000 pounds in 1906, 


and it is probable that in addition most or- 


all of the 60,000,000 pounds of reworked 
copper was consumed. 

The figures given above are compiled 
by Mr. Graton from the exact records of 
all but one known producing company. A 
comprehensive report on the copper in- 
dustry in 1907 is in preparation and will 
be published bv the Geological Survey as 
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an adve ice chapter from “Mineral Re- 
sources of the United States, Calendar 
Year 1907.” The preliminary statement 
herewith presented is made in advance to 
meet a demand for official figures at the 
earliest possible date, covering the two 
most important statistical features of the 
industry—production and consumption. 
So far as is known at present, no revision 
of the figures will be necessary, but the 
right is reserved to make in the complete 
report any slight reapportionment that 
final analysis of the figures may require. 
——__-@-—. —_- 
The Arkansas Association of 
Public Utilities Operators. 


The first annual convention of the 
Arkansas Association of Publie Utilities 
Operators will be held at Little Rock, 
Ark., September 17 and 18. This asso- 
ciation was formed at Little Rock, July 
17 and 18. The purpose of the organiza- 
tion is the mutual benefit of the members 
and the advancement and development of 
publie service corporations in Arkansas. 
The membership of the association has 
been classified as follows: Class A mem- 
bers are operators and executive. officials 
of publie service corporations. Only this 
Class of member has a voice in the execu- 
tive business of the association. Class B 
is composed of salesmen representing sup- 
ply and jobbing companies selling to the 
gas, electric and water utilities. Class C 
is Composed of honorary members who, 
while they may not be direetly identified 
with a public utility corporation, take an 
interest in such concerns, 

The following officers have been elected : 

President, D. A. Hegarty, general man- 
ager of the Little Rock Railway and Elec- 
trie Company. 

First vice-president, G. B. Harpole, 
general manager of the Batesville Water 
and Light Company, 

Second vice-president, W. H. Walkut, 
Seavey Hlectrie Light Company, 

Third viee-president, J. M. Hewett, 
president of the Marianna Lighting Com- 
pany. , 

Secretary, J. B. Cowles, superintendent 
of lighting, Hot Springs Light and Rail- 
way Company. 

Treasurer, D. L. Ellis, gencral manager 
of the Camden Lighting and Power Caii 
pany. 

Executive committee—the president, 


secretary and the following: Edwin 
Hardin, superintendent of railwavs, Hot 
Springs Light and Railway Company; 
A 1 A eee $ f ery ee 
W. C. MacGuire, superintendent Wilson 
Water and Electric Company, Arkadel- 
phia: S. A. Stearnes, general manager 
Home Water Company, Little Rock. 
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Brooklyn Edison Company 
Dines Electrical Men. 

The annual dinner tendered by the 
Edison Electric Illuminating Company of 
Brooklyn to the electrical contractors of 
the borough of Brooklyn, New York city, 
was held on the pier at “Dreamland,” 
Coney Island, Tuesday evening, August 4. 
Two hundred guests were present. W. W. 


Freeman, vice-president and general man- 


ager of the company, was toastmaster. 
Among those who made addresses were: 
T. C. Martin, C. A. Christensen, president 
of the Independent Electrical Contractors’ 
Association of Greater New York, and 
A. S. Beach, president of the Long Island 
Electrical Contractors’ Association. 

In his address of welcome to the con- 
tractors Mr. Freeman stated that the com- 
pany had increased its business very large- 
ly during the past year. The contracts 
held by the company for the seven months 
ended July 31 showed that 317,000 six- 
teen-candle-power lamps had been used, as 
against 298,000 during the same period in 
1907. 

A suggestion had been made concerning 
the organization of a club of the electrical 
contractors, and all those directly or in- 
directly interested in the electrical busi- 
hess, to be known as the Kilowatt Club. 
Mr. Freeman stated that at an early date 
a meeting would be called for discussing 
the formation of such an organization. 

M. S. Seelman, Jr., manager of the 
publicity department of the Edison com- 
pany, was chairman of the dinner com- 
mittee. Among those present and the con- 
cerns represented at the dinner were the 
following : ; 

Acme Electric Construction Company, 
Alzman Brothers, Edward F. Andrews, 
Edward J. Anthony, Gilard W. Apgar, 
F. A. Armstrong, Thomas F. Attix Elec- 
tric Engineering Company, W. F. Austin, 
C. F. Adams, H. C. Alvord, P. R. Atkin- 
son, C. A. Barton, Barrell & Treshen, 
Bateman & Miller, A. S. Beach, F. Birk, 
George Bischoff, H. W. Bishop, Frank G. 
Blanchard, Francis T. Braillard, Brook- 
lyn Electric and Construction Company, 
A. W. Brown, Brown Brothers, M. S. & 
P. S. Brown, I. Bugg, William Banta, 
C. W. Brown, Thomas Boudreau, J. F. 
Becker, Jr.; E. W. Babcock, G. E. Brown, 
E. A. Baily, G. E. Bruen, T. Beran, A. 
D. Bablon, James D. Campbell, Carrano 
Brothers, Charles H. Clark, Lincoln C. 
Cocheu, Collier, Smith & Company, Con- 
tractors Electrical Company, Thomas H. 
Cooper, C. Cumberworth, J. J. Carboy, 
C. W. Copeland, William A. Carey, N. A. 
Cassidy, J. D. Coveney, Samuel Chase, 
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CŒ. A. Christensen, H. E. Conklin, W. J. 
Canning, P. De Latinovics, J. C. Don- 
nelly, Jr.; H. G. Disque, S. Davies, 
Electrical Contracting and Repairing 
Comnany, Emergency Electrical Con- 
struction Company, J. H. Evans, Henry 
Fallek, Force & Sheldon, H. Fortenbach, 
John Fowler, W. W. Freeman, H. F. 
Fresse, W. T. Fairbairn, Robert Findlay 
Manufacturing Company (E. J. Greene), 
J. C. Forsythe, W. Ferris, A. E. Green, 
F. Gunian, W. P. Graef, C. A. Graves, 
Theodore R. Guild, J. J. Gohan, Globe 
Electric Company, Philip J. Hamm, M. 
J. Hanson, Paul Helfer, Louis Hirten- 
stein, William Hurth, Leonard J. Huking, 
Z. M. Hyer, R. A. Haight, W. F. Hutchin- 
son, H. Hochhavsen, Fred C. Hill, R. 
Holt, J. J. Holshuh, F. E. Hall, Harding 
& Roth, Joseph Ingram, Interurban Elec- 
tric and Equipment Company, J. A. John- 
son, P. Johnson, Johnson & Sloan, George 
O. Jenney, Louis Kallisher, L. Karan, 
Kent Grete Electric Company, A. Klein- 
feldt, P. J. Koster, John L. Kruger, 
Kirshmer, G. L. Knight, James A. Ken- 
ney, William Keener, G. M. Kebbe, Justus 
G. Lang, A. Lang, Levine Electric Com- 
pany, Isaac Lillenstern, Thomas J. Little, 
J. J. Leddy, Edward Latham, J. W. 
Lafferty, Frederick Luckett, James Luck- 
ett, R. D. Langley, R. Manquis & Son, 
Martin Electric Company, John A. Matte- 
feld, A. J. McNamara, Mezger & Com- 
pany, Monaton Construction Company, 
Moncrief & Dean, F. M. Montignani, C. J. 
Mullin, D. Murphy, Noel A. Myers, Peter 
D. Myers, H. F. Musgrave, G. M. Mc- 
Mullin, L. E. Moffitt, A. T. Murray, T. 
C. Martin, A. O. Miller, W. J. Moore, 
R. M. Mann, Alfred Moore, E. H. Myer, 
H. C. Mathey, C. C. McIntyre, R. H. 
Mount, J. E. Muhl, W. C. Meinch, A. 
Newberger Electric Company, William 
Nicolay, Frederick Nolte, Nowak & 
Ward, William Nelson, A. B. Neill, 
Nicholas Gas Fixture Manufacturing 
Company, P. O’Rourke, Charles Piesch, 
Potbury & Wagner, Prospect Electric 
Construction Company, John Powers, I. 
D. Phillips, J. H. Porter, C. W. Price, 
Joseph M. Quigley, A. W. Reamer, Robert 
Reichard, F. J. V. Rhodes, E. J. Roeder, 
James Rooney, Charles Rosenberg, Ross 
Brothers, F. E. Richards, George W. 
Regan, C. P. Stephan, Staines, Bunn & 
Taber Company; M. S. Seelman, George 
Sabe] & Son, J. G. Saltsman, N. Samuel- 
son, Schaefer Construction Company, C. 
Schweitzer & Company, O. E. Seastrand, 
Leo Skememe & Company, Sleaster- 
O’Byrne Company, A. Solberg, Charles 
A. Soper, Frederick Spring, Eugene B. 
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Stratton, J. A. Swin, J. K. Simmonds, E. 
Schaible, P. D. Sharkey, Edward Sul- 
livan, O. E. Smith, C. W. Simpkins, 
Thomas J. Spence, F. Slater, M. Tanne- 
baum, E. J. Theimer, E. F. Thomas, C. 
H. Thurling, C. F. Tuttle, W. D. Van 
Roden, W. C. Vosburg Manufacturing 
Company, C. H. Van Der Leith, George 
J. Wagner, Wall & Klein, Frederick H. 
Ward, R. J. Ward & Son, George L. War- 
ren, William Watson, George Weiderman 
Electrice Company, A. T. Weigold, jr: 
F. Weitzstein, Chester Wells, H. F. Wal- 
cott, Charles J. Woodward, W. J. Walsh, 
J. E. Wallace, F. E. Wegner, H. H. Wells, 
J. L. Wiltse, Cecil R. Wood, W. F. Wells, 
H. P. Wood, C. E. White, Herbert | S. 
Wynkoop, W. C. Ward, Roger Williams. 
oo or Qo 
FINANCIAL REPORTS OF ELECTRICAL 
COMPANIES. 
LAKE SHORE ELECTRIC RAILWAY COMPANY. 


The report of the Lake Shore Electric 
Railway Company, Cleveland, Ohio, for 
June and the twelve months ended June 
30 shows June gross of $78,827; expenses 
and taxes, $43,644; interest, $25,893; 
June surplus, $9,920. This compares 
with $14,134 for the same period last 
year. Twelve months’ gross, $922,914; 
expenses and taxes, $514,670; interest, 
$305,785; twelve months’ surplus, $102,- 
459; a decrease of $25,907 over the same 
period last year. 


CHICAGO TELEPHONE COMPANY. 

The Chicago Telephone Company Tê- 
ports gross revenue for the six months 
ended June 30 last of $4,188,844, an 1D- 
crease of $7,935; total net revenue of 
$1,546,880, an increase of $298,315, and 
surplus after dividends of $540,840, an 
increase of $55,596. The report says: 

“The new ordinance rates went into ef- 
fect December 1 last. It is not possible 
to make an exact comparison between 
operations for 1907 and 1908, with refer- 
ence to the effect of the new ordinance 
which lowered rates materially, for the 
reason that operations of the company 1D 
the city and outside of the city were not 
kept separately for 1907. A rough ap- 
proximation of the effect of the new 
ordinance rates is that receipts of the 
telephone company from 210,000 tele- 
phones (city and country) is the same as 
for 180,000 telephones at old rate, a 
money difference of about $1,400,000 per 
annum. At the same time the average 
capital account is increased $3,340,000 in 
part payment for 31,000 additional tele- 
phone stations. Operating conditions 
have been more favorable in 1908 than 
last year in that the heavy repairs re- 
quired because of frequent storms were 
less, so that operating expenses were less.” 
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The American Street and 
Interurban Raliway Asso- 
ciation Convention. 

The annual convention of the American 
Street and Interurban Railway Associa- 
tion and the affiliated associations of the 
Engineers, Claim Agents, Accountants, 
Transportation and ‘Traffic Association 
and the Manufacturers’ Association, will 
be held at Atlantic City, N. J., from 
October 12 to October 16. 

Young’s million-dollar pier has been 
selected as the exhibit place, and a ma- 
jority of the convention meetings will also 
be held on the pier. Over 60,000 square 
feet of space for exhibit purposes is avail- 
able, and the indications point to an ex- 
hibit which will be fully as large and as 
interesting as that given in 1907. 

The committees on subjects for the 
various associations have been actively en- 
gaged on programmes for several months, 
and interesting papers will be presented 
at the sessions of each association. 

The morning of Monday, October 12, 
will be reserved for registration purposes 
and the first meetings of the convention 
will be held on the afternoon of that day. 
The meetings will continue throughout 
the week, closing on Friday, October 16. 
The following general schedule of meeting 
days has been decided upon: 


MONDAY, OCTOBER 12. 


9.30 A. M.—12.30 r. u.—Registration 
and Badges—Claim Agents’ Association ; 
Transportation and Traffic Association. 

2.00 P. m.—5.00 P. M.—Meeting of 
Claim Agents’ Association; Meeting of 
Transportation and Traffic Association. 

TUESDAY, OCTOBER 13. 


9.30 A, M.—12.30 Pr. m.—Registration 
and Badges—American Association; En- 
gineering Association; Meeting of Claim 
Agents’ Association; Meeting of Trans- 
portation and Traffic Association. 

2.00 P. M.—5.00 P. M.—Registration 
and Badges—Accountants’ Association; 
Meeting of American Association; Meet- 
ing of Engineering Association ; Meeting 
of Claim Agents’ Association. 

WEDNESDAY, OCTOBER 14. 


9.30 A. M.—12.30 r. m.—Meeting of 
Accountants’ Association : Meeting of En- 
gineering Association; Meeting of Claim 
Agents’ Assdciation; Meeting of Trans- 
portation and Traffic Association. 

7.00 P. M—5.00 P. m.—Meeting of 
American Association; Meeting of Engi- 
neering Association. 


THURSDAY, OCTOBER 15. 


9.30 A. M.—12.30 P. M.—Meeting of 
Accountants’ Association; Meeting of 
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Transportation and Traffic Association; 
Inspection of Exhibits by Engineering As- 
sociation. 

2.00 P. M.—5.00 P. M.—Meeting of 
American Association; Inspection of Ex- 
hibits by Engineering Association. 

FRIDAY, OCTOBER 16. 


9.30 a. M.—12.30 P. M.—Meeting of 
Accountants’ Association; Meeting of En- 
gineering Association. 

2.00 P. M.—5.00 P. m.—Meeting of 
Engineering Association. : 

In addition to the above programme the 
Accountants’ Association will have a “Get 
Together” lunch and smoker on Wednes- 
day afternoon; the Claim Agents will have 
a smoker on Tuesday evening and the 
Transportation and Traffic Association 
will have a dinner on Wednesday evening. 
Similar arrangements will probably be 
made for the American and Engineering 
associations. 

Two convention halls, located on the 
convention pier and each capable of scat- 
ing approximately 300 people, will be 
provided for the mectings of the conven- 
tion. In addition, suitable meeting rooms 
are available in the Chalfonte Hotel and 
in the Traymore Hotel. 

All of the meetings of the American 
Association, the Engineering Association 
and the Transportation and Traffic As- 
sociation will be held in the meeting halls 
on the convention pier. The accountants 
will hold their two sessions on Wednesday 
at the Chalfonte Hotel, and their Thurs- 
day and Friday sessions on the convention 
pier. The claim agents will hold all of 
their sessions at the Traymore Hotel. 
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Advanced Degrees in Elec- 
trical Engineering, Includ- 
ing the Degree of Doctor of 
Engineering, at the Massa- 
chusetts Institute of Tech- 
nology. 


The demand for young men with a 
more extended and a deeper training in 
electrical engineering theory than can be 
obtained in an undergraduate engineering 
course has led the Massachusetts Institute 
of Technology to emphasize its graduate 
courses. These graduate courses lead 
either to the degree of Master of Science, 
for young men who propose to spend one 
vear in advanced study of electrical en- 
gineering, or to the degree of Doctor of 
Philosophy or Doctor of Engineering, for 
young men who propose to spend longer 
periods in their advanced study and re- 
search. The degrees of Master of Science 
and Doctor of Engineering are particu- 
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larly applicable to students following elec- 
trical engineering studies, and lectures, 
seminars, and other advanced instruction 
for students who are candidates for the 
doctor’s degree will be well under way in 
the electrical engineering department dur- 
ing the next school year. In addition to 
students who will follow the course lead- 
ing to the degree of Master of Science, 
candidates who will follow the work lead- 
ing to the degree of Doctor of Engineer- 
ing have already arranged to begin this 
work next fall at the institute. The ad- 
vanced work leading to the doctor’s degree 
may follow in its major part either the 
lines outlined by Professor Jackson’s lec- 
tures on the organization and administra- 
tion of public service companies, or by 
Professor Clifford’s advanced course on 
alternating currents, as the individual 
student may choose, and it is expected to 
be accompanied by such other work as may 
be chosen by the individual student (sub- 
ject to faculty approval) from other -de- 
partments of science and engineering. It 
is believed by the faculty of the Massa- 
chusetts Institute of Technology that 
engineering students of particular ability 
can well afford to spend from one to three 
years of“ special advanced study under 
competent instructors along the lines of 
engineering theory and practice, and that 
such students will profit largely from the 
results of such study. Indeed, this seems 
to be proved by the experience of numbers 
of engineering students who have gone 
through courses of advanced study in en- 
gineering or scientific schools either in 
this country or abroad. The schools of 
foreign countries were doubtless formerly 
in advance of the American schools, for 
the purpose of advanced study in engi- 
neering and applied science, but it is be- 
lieved that this condition no longer pre- 
vails. The advanced courses in electrical 
engineering at the Massachusetts Insti- 
tute of Technology are planned particu- 
larly with a view to meeting the needs of 
such students as have hitherto found it 
necessary to go to foreign countries for 
advanced engineering instruction. 
E 
Electrical Supplies for the 
Navy Department. 

The Bureau of Supplies and Accounts, 
Washington, D. C., will open bids on 
September 8 for the following electrical 
material: Six primary condensers, mis- 
cellancous insulators, 600 Leyden jars, 
250 condenser plates, 20,000 feet phos- 
phor-bronze wire, for delivery ať Mare 
Island, Cal. l 
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Coal-Mining Reports. 


Indiana continues to rank sixth among 
the coal-producing states of the Union, 
and in 1907 it was a close rival of Ala- 
hama for fifth place. 

The total coal production of the state 
in 1907 was 13,985,713 short tons, having 
a spot value of $15,114,300, an increase 
over the production of the preceding vear 
of 1,893,153 short tons, or 15.66 per cent, 
in quantity, and of $1,998,039, or 15.23 
per cent, in value. The growth of the 
industry in the last three decades, as 
shown by the statistics published by the 
United States Geological Survey, has been 
remarkable. The production of coal in 
the state in 1870, reported by the census 
for that year, was 437,870 short tons; in 
1880 it was 1,454,327 tons; in 1890 it 
amounted to 3,305,737 tons. In the clos- 
ing year of the last century the produc- 
tion had nearly doubled again, amounting 
to 6484,086 short tons, and this output 
was once more nearly doubled by the ton- 
nage of 1907. | 

The output of coal in Kentucky in 
1907—10,753,124 short tons, having a 
spot value of $11,405,038—was the largest 
in the history of the state, being nearly 
three times that of 1897 and nearly double 
that of 1901, = 

In a preliminary statement given to 
the press by the United States Geological 
Survey carly in February it was estimated 
that the coal production of Kentucky for 
1907 had increased about 10 per cent over 
that of 1906. The complete statistics for 
the state, as reported to the Survey, show 
a gain in production of 1,099,177 short 
tons, or 11.39 per cent, in quantity, and 
$1,595,100, or 16.26 per cent, in value, 
The increase would probably have been 
considerably greater, in spite of the finan- 
cial flurry marking the closing months of 
the year, had not the abnormally high tem- 
peratures that prevailed during Novem- 
ber and December lessened the usual de- 
mand for coal for local consumption. 

The total production of coal in North 
Dakota in 1907 was 347,760 short tons, 
having a spot value of $560,199—a gain 
over the output in the preceding year of 
42,071 short tons, or 13.76 per cent, in 
quantity, and of $108,617, or 24.11 per 
cent, in value, 

The lignite mines of the state gave em- 
plovment in 1907 to 562 men, who worked 
for an average of 223 days, as compared 
with 488 men, who worked for an aver- 
ave of 209 days, in 1906. The average 
production per man decreased from 626.4 
tons in 1906 to 619 tons in 1907, while 
the daily production for each employé de- 
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creased from three tons in 1906 to 2.78 
tons in 1907. The number of mining 
machines in use increased from nine in 
1905 to eleven in 1906 and to twelve in 
1907, while the machine-mined product, 
which decreased from 97,789 tons in 1905 
to 97,035 tons in 1906, increased to 136,- 


700 tons in 1907. 
—__-@-—_—_ 


Oppose Funding Plan. 


Dissatisfaction among the bondholders 
of the Hudson River Electric Power Com- 
pany over the plan announced by the com- 
pany recently providing for funding of 
the coupons for a period of four years, 
has resulted in the formation of a com- 
mittee to protect the interests of the bond- 
holders. The offer of the company to 
give, in exchange for the coupons, five 
per cent notes secured by the coupons 
themselves, in addition to a ten per cent 
stock bonus, is not liked by many of the 
bondholders. 

Recently Eugene L. Ashley, president 
of the company, in a circular to stock- 
holders requesting them to consent to the 
funding scheme, stated that there had 
been a substantial increase in gross and 
net earnings of the several controlled 
companies, until the last quarter of last 
vear, when the falling off then made it 
impossible for the company to meet its 
interest charges. In addition to the de- 
cline in earnings, he said, the company 
had a floating debt of $600,000, which it 
had been unable to retire by the sale of 
bonds. At that time a large majority of 
the bondholders assented to the plan, ac- 
cording to President Ashley. 

Now some of the bondholders contend 
that they are not satisfied concerning the 
necessity of defaulting the August 1 
interest payments, and substitute this 
plan of funding cash. They state their 
intention of taking steps to secure an m- 
dependent audit of the company’s books 
to determine just what the financial status 
of the company is, and also the relation of 
the parent company’s finances to those of 
its subsidiary companies, the Hudson 
River Water Power Company, the Hudson 


River Electrie Company, the Hudson, 


River Power Transmission Company, and 
others, 

To further these steps the following 
committee has been formed: John A. 
Young, president of the Windsor Trust 
Company, of New York; James (C 
Chaplin, vice-president of the Colonial 
Trust Company, of Pittsburg; Harlan W. 
Whipple, president of the Central Trust 
and Savings Company, of Philadelphia; 
Le Roy W. Baldwin, president of the Em- 
pire Trust Company, of New York. 
Parker, Hatch & Sheehan and Rollins & 
Rollins, of New York, and J. H. McNeal, 
of Philadelphia, are counsel for the com- 
mittee. Winthrop E. Searritt, of New 
York, is secretary. 
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Public Service Commission 
Ruling on Isolated Plants. 
Chairman Stevens, of the Public Service 

Commission in the Second District, state 

of New York, announced at Albany on 

August 5 that the commission holds that 

under the definition of an electrical cor- 

poration as laid down in the Public Serv- 
ice Commissions law, persons may be con- 
sidered ax electrical corporations. ‘This is 
the first public announcement of the com- 
mission in regard to its position as to 
its jurisdiction over individuals operating 
lighting plants. | 

The announcement was made after the 
hearing in the case of Albert H. and Lynn 
B. Murdock, of Oneonta, who appeared 
on an order to show cause why the com- 
mission should not begin suit against them 
for an alleged violation of the Public 
Service Commissions law in operating an 
electrical lighting plant and occupying 
publie strects and places in the village 7 
Oneonta. The order was made on 
complaint of the Oneonta Light T 
Power Company, which now furnishes 
ight village. 

a. asserted that they were 

not an electrical corporation, and therc- 

fore not subject to the jurisdiction of the 

commission. They, however, said they did 

not intend to proceed further in furnish- 

ing light or occupying streets In Oneonta, 
and the matter was dismissed. 
— + @=———— 

Power Companies Merge- 

Announcement has been made at 
Raleigh, N. C., of the merger of the 
Raleigh Electrice Company, of Raleigh: 
the Central Carolina Power Company, oi 
Buckhorn Falls, and the Consumers 
Light and Power Company, of Sanford, 
the new concern being known as the Caro- 
lina Power and Lighting Company. It 
controls the street car and lighting system 
of Raleigh, the power systems of Raleigh, 
Favetteville and Sanford, These com- 
panies are all financed by the Electric 
Bond and Share Company, of New York. 
From the power plant at Buckhorn Falls 
power Is now transmitted to Fayetteville 
and this will be brought to Raleigh and 
Sanford. 

— __-@——_—- 
Wireless for Alaska. 

A wireless station in Prince William 
Sound, Alaska, is to be erected by the 
Navy Department, the exact site to be 
selected shortly, This will be about 500 
miles from the military wireless station 
being installed in Fort Gibbon, and will 
form a connecting link between that sta- 
tion and the naval wireless station at 
North Head, Wash. The government 
then will be able to maintain wire- 
less communication up the Pacifie coast 
to the Alaska station, which forms a 
part of the Alaska military wireless tele- 
graph system. 
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The Brusio Hydroelectric Plant and Its 50,000-Volt Swiss- 
Italian Transmission System.—Il. 


CURRENT DISTRIBUTION. 
. S previously stated, much of the 


current generated must be trans- 

mitted across the boundary line 
into Italy, and it was deemed advisable 
to run duplicate circuits to the substation 
at Piattamala. Since, however, the valley 
is quite narrow and atmospheric dis- 
charges are of great frequency, a tunnel 
was built for the purpose of carrying these 
wires to this station. 

The conductors leave the basement of 
the switchroom and cross the River Pos- 
chiavino through a covered bridge (see 
Fig. 3'), where they then enter the tunnel 
mentioned. This tunnel, which runs to 
the substation, is 1,650 feet long. It is 
8.2 feet wide and 9.8 feet high, the top 
being arched. 

Owing to the customs regulations be- 
tween the two countries, the tunnel can 


Fig. 10.—CRoss-Section oF CABLE TUNNEL 
LEapING Across BOUNDARY, BETWEEN 
OWER-HOUSE AND Step-Up TRANSFORMER 
STATION, BRusiO HYDROELECTRIC PLANT. 


not be entered from the power-house end. 
Entrance is obtained, however, through a 
door visible from the street, while at the 
boundary line the tunnel is closed off by 
an iron door separating the Italian and 
Swiss sections. The accompanying cross- 
section, Fig. 10, illustrates the scheme of 
arranging the conductors in the tunnel. 
These conductors consist of copper bars, 
0.25 square inch in section, which are 
carried on petticoat insulators supported 
‘Etzcraica, Review, August 8. 


(Concluded.) 


By Frank Koester. 


walls of the tunnel. These channels are 
spaced longitudinally 4.9 feet, with rein- 
forced concrete slabs spanning them and 
forming partitions between the conductors. 
The outgoing feeders tap the middle ‘of 
the bus-bar system, then are carried on 
either side of the tunnel to the substation. 
For the protection of the customs officials 
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At one end of the transformer room is 
the meter room, where the current is 
checked by the two companies. The 
transformers are arranged in two rows, 
between which are two tracks leading into 
the inspection and repair room. This is 
in the middle of the cross-arm of the T, 
in which there is a ten-ton dada crane. 
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Fic. 11.—PLAN AND ELEVATION, Ster-Up TRANSFORMER STATION AT PIATTAMALA. 


the conductors are provided with a remov- 
able wire netting. 
STEP-UP STATION, PIATTAMALA. 
As will be seen from the accompanying 
plan, this station is built in the shape of 
a T, 180.5 fect long, 68.8 feet wide and 
982 feet high, the cross-arm being ninety- 
two fect long by 42.6 fect high. It is de- 
signed to accommodate twenty-four single- 
phase transformers having a capacity of 
1,250 kilowatts each. At present there are 
thirteen installed, with a total normal ca- 
pacity of 16,250 kilowatts. 


The transformer-switchboard rooms are 
directly behind each row of transformers. 
From the illustration it will be seen that 
the substation is divided into two distinct 
sections. The outgoing feeders leave the 
building from the third story of the cross- 
wing. 

The feeder lines from the power station 
enter the substation from the tunnel on 
the ground floor, as the station (Fig. 12) 
is built into the hillside. As two com- 
panies are concerned in the amount of 
current used, the Brusio company supply- 
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ing the power and the Societa Lombarda 
receiving the current for distribution, this 
room, on the second floor, is thoroughly 
equipped with measuring instruments, 
some of which are kilowatt meters of dif- 
ferent makes, and are switched in series 
in order to check each other. 

The meter switches are so arranged that 
the current may be thrown onto either 
row of transformers from either of the 
two feeder lines, or the current from both 
feeders may be thrown on one row of trans- 
formers only. The oil switches in the 
meter room are of the remote-control, 
hand-operated type. It was not deemed 
advisable to install automatic switches, 
because a sudden cutting out the whole 
load, which might amount to 20,000 kilo- 
watts, might seriously interfere with the 
operation of the plant. particularly the 
hydraulic end. 

Above the aisle, between the two rows 
of transformers, and extending the full 
length of the room, is a mezzanine floor 
carrying the feeders in two vertical rows, 
one on either side, to the transformers. 
The phases of the bus-bar system are sep- 
arated by concrete shelves, the front re- 
maining open. The high-tension, or 
50,000-volt, bus-bars run on the mezzanine 
floor above the transformer switchboard or 
operating rooms. These bus-bars are ar- 
ranged in horizontal rows separated by 
concrete partitions but not covered. 

The transformers are of the Alioth 
water-cooled oil type, a system of water 
circulation from a spring under a head 
of twenty-six feet being provided. The 
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With cos @ = 0.8 is 2.2 per cent. The 
greatest drop is 2.8 per cent. 

Each transformer is contained in a well- 
ventilated concrete compartment, the front 


Vol. 583—No. 7 


Each transformer is provided on the 


low-tension side (7,000-volt) with a three- 
pole oil switch, while on the high-tension 
side (50,000-volt) three oil switches, one 


Fie. 18.—Switca Room at THE STEP-Urp TRANSFORMER STATION AT PIATTAMALA. 


being provided with a corrugated-iron 
rolling shutter. The transformers are 
provided with pinion wheels resting on 
pairs of racks secured to the floor, the 
transfer table also being provided with 
such racks. This device greatly facilitates 


the handling of the transformers, a ratchet 


Fia. 12 —Step-Up TRANSFORMER STATION, PIATTAMALA. 


efficiency of the transformers under actual 
test at full load was 97.5 per cent; at half 
load, 96.5 per cent. The drop in voltage 
between no load and full load with a 
power-factor, cos @ = 1 is one per cent. 


being used for moving them onto the 
transfer table by which they are trans- 
ported on the track to the inspection and 
repair room, where the cores are easily 
taken out by the overhead crane. 


for each phase, are provided. These 
switches, interconnected, are remote-con- 
trolled, and may be operated either by 
hand or automatically. Access to the 
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Fra. 14.—F1rry-THOUSAND-VOLT WATER-FLOW 
LIGHTNING ARRESTERS AT STEP-UP STATION, 
PIATTAMALA. 


7,000-volt switches, which are protected by 
doors, can only be had when the current 
is off. The 50,000-volt switches are simi- 
larly protected. All these switches are 
accessible from the aisles of the operating 
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rooms. Between each group of trans- 
formers sectionalizing switches and choke- 
coils are provided for protection against 
variations in load caused by throwing the 
switches. 
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ing material, thus forming a solid tightly 
wound spool which sudden surges will not 
distort. For taking up lighter static and 
atmospheric discharges, the more sensitive 
roll lightning arresters were installed and 
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Fie. 15.—RarLway CROBSING. 


On account of the high tension and 
long transmission line, the great variation 
in altitude and consequent difference in 
temperatures, and particularly on account 
of the frequent storms and atmospheric 
discharges, various devices were installed 


connected in series with water-flow resist- 
ances. Finally, as all surges will create 
more or less variation in pressure, water- 
flow rheostats are installed for each phase 
to maintain a uniform pressure. This 
apparatus consists of a nozzle for forcing 
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ing switches. All metallic features of the 
installation are interconnected and well 
grounded. Figs. 13 and 14 show switch- 
room and water-flow rheostats at Piatta- 
mala. 
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Fic. 18.—SPAN Over RIVER Appa BELOW 
Lecco. 


TRANSMISSION LINES. 

The transmission line (50,000-volt) 
may be considered the most important in 
Europe. It consists of two independent 
lincs, each 88.5 miles long. As the line 
runs over mountains and valleys, the peaks 
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Fie. 17.—STREET AND TELEPHONE Carossinc NEAR LEcco; ALSO 
SECTION SwitcH HOUSE. 


for protection against surges. For this 
purpose the choke-coils above mentioned 
are placed on each: side of the trans- 
formers, and horn lightning arresters are 
Placed on the outgoing feeders. The 
latter have a gap of two and three-eighths 
inches and are connected in series with 
Water-flow resistances. The choke-coils 
consist of two spools, having a brass core, 
upon which is tightly wound a copper 
band of sixty turns, separated by insulat- 
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a jet of water, under a head of twenty-six 
feet (supplied from above-mentioned 
spring), against a baffle-plate connected 
to the line. The stream of water is three- 
eighths inch diameter and twenty-eight 
inches high and allows a leakage of one- 
tenth ampere. Ammeters are inserted in 
the wire connection to this apparatus in 
order to detect failures in the grounding. 
All lightning arresters, as well as the out- 
going lines, are provided with disconnect- 
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Fic. 18.—STEp-DowN TRANSFORMER STATION AT LOMAZZO. 


were avoided as much as possible to escape 
the unavoidable difficulties due to atmos- 
pheric discharges. These lines cross three 
provinces and ninety-four townships, and 
required the right of way through 6,000 
properties, the cost of which averaged 
about $800 per mile. The lines crosg ten 
railways, one tramway, ten state roads and 
120 county roads. | 

From the main substation at Piatta- 
mala the line runs westward through the 


2-46 


Adda Valley to Colico, thence along the 
shore of Lake Como to Bellano, from 
which point it runs in a southeasterly 
direction over the Valsasina Plateau. 
Palasco, the highest point of the line, is 
2,130 feet above sea level. From Val- 
sasina the lines run in the mountains 
of Lecco in a southwesterly direction and 
cross the Adda Valley with a span of 720 
feet, this being the lowest point of the 
line (640 feet above sea level). From 
here until the first step-down station, at 
Lomazzo, is reached, 84.5 miles distant 
from the step-up station at Piattamala, 
the run is practically straight. Eight and 
one-half miles beyond Lomazzo, at Cas- 
tellanza, is another step-down station. 
The average span is 393 feet. In 
cighty-seven cases, however, the span ex- 
ceeded the average, the longest span being 
1,280 feet, across the Gravina Valley at 
Colico. The transmission line consists of 
two parallel rows of towers, from thirteen 
to 16.5 feet apart, of latticed-girder con- 
struction imbedded in concrete. Wach 
tower is provided with six brackets, three 
for present use and three for future ex- 
tension, so that there will be eventually 
four separate three-phase circuits. The 
porcelain insulators are supported on pins, 
fastened to oak and chestnut blocks se- 
cured to the steel brackets. Each cable 
consists of nineteen wires, 2.6 millimetres 
in diameter, the total diameter of the 


Fre. 20.—TRANSFORMER Room At LOMAZZO. 


cable being fourteen millimetres (105 
square millimetres area). 

The towers are calculated for a wind 
pressure of seventy miles per hour, allow- 
ing a stress in the copper of 8,500 pounds 
per square inch and on the tower of 17,000 
pounds per square inch. Allowance is 
made for a temperature difference of 120 
degrees Fahrenheit. On account of the 
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difference in the spans and frequent 
changes in direction of the lines, four dif- 
ferent types of towers are employed, 
weighing from 1,250 to 2,500 pounds each. 
There are a total of 3,100 towers, averag- 


Fra. 19.—FIFTY-THOUSAND-VOLT SWITCH 
Room ar Lomazzo. 


ing in price $80 each, including founda- 
tion and erection. The two existing lines 
represent 900 gross tons of copper and 
10,000 insulators at $2.60 each, includ- 
ing mounting and wooden blocks. The 


laying of the cables cost $128 per mile 
of transmission. 

The transmission system is divided into 
six sections, varying from 8.5 to 25.5 
miles, and is provided with section 
switches, arranged so that in case of a 
break in a section of one line the current 
may be by-passed over the other line. 
There is a small station at each section 
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for housing the sectionalizing switches, 
measuring apparatus, lightning arresters, 
some of which are of the horn type, some 
of the coil type and some are also provided 
with water-flow rheostats as described pre- 
viously. 

At a distance of sixty-five feet and 
parallel with the high-tension lines, a tele- 
phone and telegraph line is carried the 
entire length of the transmission system 
for the exclusive use of the plant. There 
are two wires carried on wooden poles and 
thirty stations costing $30 each, while the 
line costs about $380 per mile. Fig. 15 
shows the transmission line crossing the 
railway. Fig. 16 shows the long span over 
the River Adda. Fig. 17 shows the trans- 
mission line crossing the street and the 
telephone wires, and also a section switch 
house near Lecco. 

TRANSFORMER STATION, LOMAZZO. 

This substation is located centrally in 
the low-tension distributing district. It is 
built in the form of an J. The wing at 
one end containing the apparatus for the 
incoming feeders is eighty-five feet by 
thirty feet, and forty-eight feet high. The 
wing at the opposite end is of the same 
dimensions and contains the apparatus for 
the outgoing feeders. The middle mem- 
ber of the. building, containing the trans- 
formers, is fifty-five feet wide by sixty 
feet long and thirty-three feet high. The 


Fie. 21.—Bus-BaAarR ARRANGEMENT AT LOMAZZO. 


over-all dimensions are eighty-five feet by 
120 feet. 

The two 50,000-volt circuits enter the 
second floor of one of the wings in a way 
similar to the outgoing feeders leaving 
the step-up station at Piattamala. The 
feeders are similarly protected against 
electrical discharges, excepting that the 
water-flow lightning arresters are sup- 
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plied with water by a centrifugal pump 
and tank under a head of forty feet in- 
stead of a natural head from the moun- 
tain stream. The transformers (1,250 
kilowatts, 50,000-11,000 volts) are ar- 
ranged in two rows, similar to those at 
Piattamala, with tracks in front of the 
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air-cooled type, for which two blowers are 
at present installed. The final equipment 
demands four blowers, of which two will 
be kept in reserve. The blowers are mo- 


tor-driven and discharge through air ducts 
located beneath the two rows of trans- 
formers. 


The cores of the transformers 


Fie. 23.—Switca Group, 11,000-20,000 Votts, at Lomazzo. 


compartments, of which there are six on 
each side. There are also six. three-phase 
transformers of 5,000 kilowatts each 
(11,000-20,000 volts). There are at 


present installed only three single-phase 
and three three-phase transformers. While 
the transformers at Piattamala are of the 
oll-cooled, water-circulating type, those at 
this station (Lomazzo) are of the forced- 


are not encased, The fronts of the trans- 
former compartments are provided with 
rolling shutters, and ventilators are placed 
in the roof. Good results were obtained 
with these transformers, an advantage 
being that the cores can be easily in- 
spected. The primary winding is provided 
with taps so that the voltage may be re- 
duced to 35,000. This was done so that 
easy regulation might be secured. The 
tests show that the efficiency at full load 
is ninety-seven per cent and at half load 
96.5 per cent. The pressure loss at full 
load with a power-factor of cos @ = 1 is 
one per cent, and with a power-factor 
0.8 it is three per cent. The temperature 
rise is forty degrees centigrade. The 
high and Jow-tension sides, respectively, 
were tested to 65,000 and 17,000 volts, ten 
minutes’ duration. The transformers are 
capable of standing an overload of twenty- 
five per cent with a total temperature rise 
of sixty degrees centigrade. The opera- 
tion of the blowers is included in the 
above-named efficiencies. 

The 11,000-20,000-volt, 500-kilowatt, 
three-phase transformers have an efficiency 
of ninety-seven per cent at full load with 
a power-factor of cos ¢ = 1, while with 
cos @ == 0.8 is ninety-six per cent and 
three-quarters load ninety-six per cent and 
ninety-five per cent, while at half load il 
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is 95.5 and 94.5 per cent. The drop in 
pressure is 1.5 per cent with a power- 
factor of cos ¢ = 1, and three per cent 
with a power-factor of 0.8. The tempera- 
ture rise is fifty degrees centigrade and 
the overload capacity is twenty per cent 
for two hours. 

The wiring diagram is made so that 
under normal operating condition the line 
“A” will distribute 11,000-volt current in 
the district about Lomazzo, and “B” and 
“C” will supply Castellanza. The arrange- 
ment is such that one bus-bar system may 
feed either of the outgoing lines, or that 
the line “A” to Lomazzo may be fed from 
line “C.” Through the line “C” 11,000- 
volt current may be drawn from the steam- 
power plant at Castellanza, of the So- 
cietà Lombarda, which is a reserve for the 
hvdraulic plants at Turbigo and Vizzola. 
It will be seen that with this auxiliary 
source of supply, in case of emergency 
current may be sent through this station 
(Lomazzo) and through the station at 
Piattamala to the hydraulic plant at 
Brusio. 

A fourth line of 20,000 volts leads 
northward to Como, for which purpose the 
three-phase 11,000-20,000-volt trans- 
formers were installed. — 

The feeders from the 50.000-11,000- 
volt transformers lead to the three-pole 
oil switches on the mezzanine floor above 
the aisle between the two rows of trans- 
formers. The feeders to and from the 
transformers are provided with cut-out 
switches. 

The 50,000, 11,000°and 20,000-volt bus- 
bars are arranged, according to the space 
available, in horizontal or vertical TOWS, 
and the phases are separated by concrete 
shelves or partitions. Three bus-bar com- 
partments remain uncovered. The 20,000- 
volt outgoing feeders are protected like 
those at the step-up station at Piattamala. 
Fig. 18 shows the step-down transformer 
station at Lomazzo, Fig. 19 shows the 
50,000-volt switehroom, Fig. 20 shows the 
transformer room. Fig. 21 shows the bus- 
bar arrangement, Fig. 22 shows the 5,000- 
kilowatt-ampere air-cooled transformers, 
and Fig. 23 shows the 11,000-20,000-volt 
switch group. 

TRANSFORMER STATION, CASTELLANZA. 

As previously stated, the Società Lom- 
barda possesses a steam-power plant at 
Castellanza having an equipment of two 
2,500-horse-power engines and two 5,000- 
horse-power steam turbines, which work 
in parallel with the above-deseribed hy- 
droelectric plants at Brusio, Turbigo and 
Vizzola. A temporary transformer station 
has been erected in the engine room of 
this power-house containing six single- 
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phase, 1,250-kilowatt transformers ar- 
ranged in groups of three. The whole 
apparatus, owing to the small space avail- 
able, has been located on three floors. The 
transformers, which are of the oil, water- 
cooled type, are designed similarly to those 
at Piattamala, except for a voltage of 
11,000-40,000. Taps are provided so that 
some coils may be cut out to secure a 
voltage of 35,000. The efficiency of the 
transformers at full load is ninety-eight 
per cent and at half load ninety-seven per 
cent. The drop in pressure at full load 
and with a power-factor of cos. ¢ = 1 is 
one per cent, while with cos. ¢ = 0.8 
it is two per cent. The rise in tempera- 
ture is forty-five degrees centigrade, using 
five gallons of water in twenty minutes at 
fifteen degrees centigrade. They are ca- 
pable of standing an overload of twenty- 
five per cent, maintaining the tempera- 
ture of forty-five degrees centigrade, and 
using ten gallons of water, or with a mse 
of temperature of sixty degrees using five 
gallons of water. The transformers were 
tested at 65,000 volts for a duration of 
ten minutes. 

Okonite insulation has been used 
throughout this station. 

As the capacity of the steam-power 
plant is expected to be increased in the 
near future, an isolated transformer sla- 
tion is now being erected alongside of this 
power-house which will accommodate 
eighteen transformers. 

The entire installation was put in 
operation within two and one-half years 
from the organization of the company, 
and is giving most satisfactory results; 
the expectation being that the maximum 
output will be reached during this year. 

The entire plant was installed in ac- 
cordance with the plans of the “Elec- 
tricitäts Gesellschaft. Alioth, A. G.” 
Miinchenstein. Switzerland, which also 
furnished the bulk of the electrical equip- 
ment. 

See 
BOOK REVIEWS. 

“Railway Signaling.” By a Staff of Ex- 
pert Signal Engineers, Pittsburg. The Elec- 
tric Journal. Cloth. 108 pages. Illustrated. 


614 by 914 inches. Furnished by the ELEC- 
TRICAL Review for seventy-five cents. 


In this hook have been brought together 
various authoritative articles on signals 
and signaling which have appeared from 
time to time in the Electric Journal. 
The subjects dealt with include mechan- 
ical interlocking, electro-pneumatic inter- 
locking, electric interlocking, the electric 
train staff system, automatic block system, 
both direct and alternating currents, and 
the language of fixed signals. In each 
case the principle of the system is clearly 
explained and the apparatus by which 
it is put into service is described. 


“High-Speed Dynamoelectric Machinery.” 
H. M. Hobart and A. G. Ellis. New York. 
John Wiley & Sons. Cloth. 526 pages. 355 
figures. 6 by 914 inches. Furnished by the 
ELECTRICAL REVIEW for $6. 


The authors of this book have per- 
formed a very acceptable task in bringing 
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together and discussing the available in- 
formation concerning one of the most re- 
cent developments in the construction of 
dynamoelectric machinery—the designing 
and building of high-speed machines suit- 
able for steam-turbine driving. As is 
pointed out, the previous developments in 
this field have been very rapid, important 
innovations having been made within the 
last few months. A good deal of the ma- 
terial contained in this book has been 
published before in the technical journals, 
but there is much that is new, and the 
whole is arranged in a logical manner. 
One feature in the treatment is the giving 
of first place to alternating-current ma- 
chinery, following this with direct-current 
dynamos. This has been done for the 
sake of variety, and, the authors say, in 
order to depart from a meaningless tradi- 
tion. In this we do not entirely agree, 
hecause the best arrangement of a course 
in a technical school is that which takes 
up direct-current machines first; and, 
moreover, it must be admitted that, 
neglecting a few early alternators which 
had little effect upon subsequent design, 
the first development was in direct-cur- 
rent machinery; and when alternating- 
current machinery began to be used, the 
designers depended largely upon their ex- 
perience with the other type. Possibly, 
however, this arrangement may be the 
most satisfactory for the advanced de- 
signer. In the introduction it is pointed 
out that, in spite of the general opinion 
that the higher the speed the more satis- 
factory the machine, this does not apply 
to continuous-current dynamos; and the 
two following principles are laid down: 
“When not carried to excess, the lower the 
speed in revolutions per minute, the more 
satisfactory will be the resnits which may 
be obtained in designing continuous-cur- 
rent dynamoclectrie machines.” On the 
other hand, “When not carried to excess, 
the higher the speed in revolutions per 
minute, the more satisfactory will be the 
results which may be obtained in design- 
ing alternating-current dynamocelectric 
machines.” From these two follows a 
third: “For a given rated output the 
preferable speed will be much lower for 
a continuous-current design than for an 
alternating-current design. The book is 
divided into three parts. Part i, entitled, 
“General Tnstructions’ contains four 
chapters taking up matters common to 


both classes of machinery. Part ii is 
devoted to alternating-current generators, 
and Part iii to continuous-current. gener- 
ators. The treatment throughout is prac- 
tical, the statements being made clear by 
numerous examples and a free use of 
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curve sheets, which show how the various 
quantities change under different condi- 
tions. Frequent illustrations of actual 
machines show how the principles have 
been put into actual practice. 

“ Wireless Telephony in Theory and Prac- 
tice.’ Ernst Ruhmer. Translated by James 
Erskine-Murray, with appendix by trans- 
lator. New York. D. Van Nostrand Com- 
pany. Cloth. 224 pages. Illustrated. 6 by 
9 inches. Furnished by the ExecrricaL Re- 


VIEW for $3.50. 

The appearance of this work is timely, 
both on account of the present interest in 
the new method of space telephony and 
the uncertainty of many engincers as to 
the precise difference in the modus oper- 


andi of space telegraphy and telephony. 
The book divides the subject into two 
main parts, the first being “Radiophony, 
or Wireless Telephony by means of Light 
or Heat Radiation.” The second is 
“Wireless Telephony Proper, or Telephony 
by Means of Electromagnetic Forces.” 
The first part contains six chapters deal- 
ing with the various schemes deyised for 
telephoning without wires, not, of course, 
including those coming under the second 
division. In the second part of the book 
there are thirteen chapters, treating of 
closed-circuit telephony, electromagnetic 
induction telephony, spark telephony, ac- 
celerated spark rates, multiphase spark 
discharges, high-frequency alternators, 
the are as a high-frequency generator, the 
Poulsen generator, multiple arcs in air, 
the application of the arc to telephony, the 
Duddell phenomenon, forced vibrations, 
and then a general conclusion. There is 
an appendix by the translator, referring 
to recent monographs on high-frequency 
work, with an account of Fessenden’s ex- 
periments at Brant Rock. There is also 
a fairly comprehensive bibliography and 
two good indices of names and subjects. 
The book as a whole is logically arranged, 
though certain chapter divisions are some- 
what artificial, The work of various in- 
vestigators is painstakingly if, at times, 
arbitrarily, followed up, the result being 
a popular, instead of a scientific, account. 
No consistent mathematical treatment 1s 
given, except a perfunctory statement of 
the general charging equation of a reso- 
nant circuit which shows nothing not 
equally well given by the diagrams. In 
spite of this the book is the best to date 
on its subject, in English. One criticism 
may be made of the appendix. In this 
Dr. Murray refers to Dr. Barkhausen’s 
recent monographs on force oscillations, 
but makes no reference to Wien’s clas- 
sical paper on “The Reaction of a Reso- 
nating System.” Nor is this referred to 
even in the preface. At times throughout 
the book the personal equation becomes 
painfully evident, much space being given 
to the author’s own work, and the parallel 
work of others being dismissed with a 
casual reference. 
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SOME CONSIDERATIONS ON THE DE- 
SIGN OF A GENERATING STATION. 


BY H. RICHARDSON. 


Before commencing the design of a 
generating station an engineer has to con- 
sider the characteristics of the various 
available types of plant and systems of 
supply, the choice of which should be con- 
trolled by area of supply, density and cus- 
toms of population, staple industries, geo- 
graphical position, probable future of 
localify, tendency of its industries, and its 
relations with adjacent boroughs and 
localities. The plant to be discussed will 
be a steam turbo-alternator system with 
extra high-pressure alternating supply, 
this giving greater choice of sites. Fig. 1 
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laid in the ground, if they are not special- 
ly and expensively protected. The prob- 
lem of securing foundations giving a 
maximum of stability with a minimum of 
cost is, however, an interesting point in 
connection with such sites, and much 
could be said thereon. 

First of all the cheapest system is the 
construction of a large floating or raft 
foundation, the main object of which is to 
distribute the concentrated weights of the 
plant and buildings over such an area 
that the resulting intensity of pressure is 


less than the safe bearing capacity of the 


ground. The commonest method was to 
use a plain concrete raft of considerable 
thickness, but there are very few cases 
where this has not developed cracks and 


Fig. 1.—ARRANGEMENT OF STATION ON SITE. 


shows an arrangement which would be 
suitable for such a station. 

In most large towns near rivers or 
estuaries, the railways run very near the 
water, therefore sites near the water pos- 
sess a double advantage. Unfortunately, 
when such land is to be had at a reason- 
able price, it is usually found to be filled- 
in or made-up land, reclaimed within a 
comparatively recent period. Therefore, 
viewed from a foundation standpoint, it 
is always very bad, unreliable and, in 
many cases, contains the potentialities of 
chemical actions which will cause the 
authorities grave distress ere long with re- 
gard to pipes, cables, ete., which have been 

' Abstract of a paper read before the Incorporated 


Municipal Electrical Association, Nottingham, Eng- 
d, June 90 to July 8. 1908. 0” fe 


unequal settlement of superstructures has 
occurred. Many such rafts have been re- 
inforced with old tramway rails, but with 
little improvement. 

We now come to piling foundations, and 
as wood piles, particularly in such grounds 
as the above, are liable to rapid deteriora- 
tion, the tendency in view of the experi- 
ence obtained latterly is to make use of 
reinforced concrete in the construction of 
piles. If carefully and properly executed 
no better foundations can be made, taking 
into consideration maximum stability with 
minimum weight and cost. 

Among the attached sketches is a plan, 
Fig. 2, showing the arrangement of the 
piles and raft for a generating station 
at present being constructed by the author 
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and for information it may be observed 
that the cost of the foundation, including 
the raft, the piles and reinforced founda- 
tion for the pipe track and reinforced 
pump chamber was $29,000. The depth 
from ground level to rock was thirty feet. 

Buildings—The advantages of rein- 
forced concrete construction may be car- 
ried beyond the actual piling, as it can 
be used to make a strong and light raft or 
floor over the heads of the piles and mono- 
lithic with them, forming a very complete 
and stable foundation for the superstruc- 
ture. It lends itself to easily and cheaply 
conforming to the exigencies of the plant 
as regards differences in level of floors 
and foundations. 

As regards superstructures they may be 
subdivided into the following classes of 
buildings: 

1. Brick or stone entirely. 

2. Reinforced concrete. 

3. Steel skeleton with light brickwork 
filling. 

4. Steel skeleton and corrugated-iron 
walls and roofs. 

With regard to the first-named, such a 
building is unnecessarily heavy and ex- 
pensive, and is the form generally used 
when an architect is allowed carte blanche. 
The heavy burden of capital expenditure 
unnecessarily carried by many stations has 
undoubtedly been largely contributed to 
by such useless extravagances, further ag- 
gravated in many cases by equally useless 
and more sinful ornamentation. 

In reference to reinforced concrete 
superstructures, the author is strongly of 
opinion that they are not eminently suit- 
able for the requirements of electrical 
generating stations. Thev are not cheaper 
than the style of building above referred 
to, the stability is in no way superior 
and, while certainly lighter, considerable 
inconvenience is met with in the fact that 
once up, the design can not be interfered 
with in the way of alterations without 
prohibitive cost. 

Coming now to the composite building, 
consisting of a steel skeleton filled in with 
light brickwork, this appears at the pres- 
ent time to be the most perfect system 
of building, provided unnecessary orna- 
mentation such as mentioned in OI 
tion with purely brick or stone buildings 
be eliminated, giving as it does a mini- 
mum of cost and weight when considered 
in connection with its probable life, re- 
liability, strength, adaptability, neatness 
and appearance. Tf the insides of the 
buildings are to be lined for the sake of 
cleanliness, the author is of opinion th 
opalite or crystopal tiles are very 


at. 
much 
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superior in appearance, cleanliness and ex- 
pense, to the ordinary glazed brick. In 
connection with the subject of cleanliness 
and internal appearance, a plea is here 
made for the boiler house. In many sta- 
tions having splendid engine rooms, the 
boiler houses are unnecessarily dirty, 
gloomy and apparently neglected, for some 
unknown reason. This undoubtedly has a 
depressing effect on the human element of 
the boiler house, with a derogatory in- 
fluence on the general efficiency. The 
author does not admit that under modern 
conditions there is the slightest excuse 
for the boiler house to be anv dirtier than 
the engine room. It is by far the most 


important part of a generating station | 


and should be treated as such, both in de- 
sign and management. 

A very great deal can be said in support 
of corrugated-iron buildings throughout. 
As regards their life, it is undoubtedly 
shorter than that of other buildings, but 
the question to be considered is whether 
their life, though short, is net amply long 
enough. In most cases the stecl-skeleton 
building with corrugated-iron walls is the 
right form to use if the locality of the 
generating station docs not 
esthetic consideration. 

Chimnevs—The engineer has the choice 
of three main types, viz., brick, reinforced 
concrete and steel. All the peculiarities 
of brick chimneys are well enough known 
and, provided great care is taken to 
spend some weeks after the work is fin- 
ished in gradually heating up the chimney, 
there is, perhaps, nothing to beat it. 

An interesting modern development is 
the reinforced concrete chimney, The 
author had occasion to go very carefully 
into the merits of this form of construc- 
tion and came to the conclusion that there 
is a good deal to be said for it, because, 
owing to the simplicity of form, the be- 
fore-mentioned 
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disadvantages of rein- 
forced conerete should not have an oppor- 
tunity of attaining importance. 

The author was surprised to find that 
in comparing steel chimneys with brick- 
work the result is so very doubtfully in 
favor of the steel chimney. Dealing with 
chimneys from 120 to 200 feet high, the 
steel chimney equals, and in some cases 
exceeds, in cost of the brick one, if the 
foundations are excluded, but as so many 
modern generating stations are built on 
very bad ground the foundations have to 
be particularly good in both cases so that 
the lower cost of foundations for the steel 
chimney is not in any proportion to its 
comparative lightness. 


In reference to chimneys generally the 
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great importance of a smooth interior is 
often lost sight of. 

Types of Plant—There is very little 
choice left us under the present conditions 
in England, and as water power in any 
quantity is very rare, the case is limited 
to the consideration of gas or steam-driven 
prime movers. Being anxious to put in 
most up-to-date plant, and attain the best 
possible results in the supply of cheap 
power, the author was very desirous of 
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the reciprocating steam engine versus the 
steam turbine. 

On inquiry there seemed to be no doubt 
as to the superior efficiency of the steam 
turbine, but in view of the common ac- 
cusations of hich cost of upkeep and lia- 
bility to breakdown, visits were made to 
several turbine plants in the country, and 
the result was distinctly in favor of the 
turbine on all points, and as regards re- 
liability, the vertical impulse type was 
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Fie. 2.— REINFORCED CONCRETE FOUNDATION OF STATION. 


using gas engines in connection with a 
new power station, and with much optim- 
ism made most detailed and careful in- 
quiries from owners and engineers” who 
were using such engines of modern types. 
Some six months were spent over this 
work as answers had in many cases to be 
got from abroad. The inquires were 
limited to the larger units and latest in- 
stallations. The results were extremely 
disappointing in that by a large majority 
opinions were unfavorable, principally on 
the grounds of unreliability, cost of up- 
keep. space occupied, first cost and the 
inability to meet sudden overloads of 
short duration. This being so, the ques- 
tion was reduced to the consideration of 


equal, if not superior, to the horizontal 
reaction type. , 

Generation of Stean—Under this head 
fall, to be considered for the larger elec- 
trie stations, only two classes of boilers, 
viza the shell type (with ample econo- 
mizer plant) and the water-tube type. 
Engineers will agree that a well-designed 
Lancashire boiler is about the best of 1ts 
type, and in comparing it with the water- 
tube boiler it appears, in the author's 
opinion, to fall behind the latter. 

The type of boiler should be chosen 
after careful consideration of the follow- 
ing points: 

Size of boiler and space occupied. 

Arrangement and size of grate and size 
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of combustion chamber in relation to the 
quality of coal dictated by local conditions. 

Adaptability to a practical and efficient 
arrangement of superheater. 

Simplicity in arrangement of tubes. 

Ease of inspection. 

Accessibility and cost of cleaning. 

Liability to priming. 

Cost of repairs and maintenance. 

In view of the above the ease and specd 
with which standard parts can be got for 
repairs and maintenance is a serious con- 
sideration which should go a very long 
way in settling the particular plant to 
be used. 

Before deciding the working pressure, 
the peculiarities of the type of turbine 
must be taken into consideration. Speak- 
ing generally for reaction turbines, a 
commercially high and quite successful 


efficiency is obtained with working press- - 


ure of from 160 to 200 pounds per square 
inch, with a minimum of practical dif- 
ficulties, As regards superheat, however, 
the author is of opinion that in order to 
avoid anv working difficulties and secure 
at the same time a maximum reliable 
efficiency the amount of superheat should 
be that necessary to attain a working tem- 
perature of 550 degrees Fahrenheit. 
Much controversy has taken place as 
to the superiority of separately fired super- 
heaters over those combined with the 
boilers. While the efficiency of the sepa- 


rately fired superheater is undoubtedly’ 


lower than that of a combined super- 
heater, vet it has a great advantage in the 
possibility it holds out of maintaining a 
regular superheat at all loads. This is 
neutralized by the extra space, attention 
required and multiplication of pipes and 
valves, 

Economizers—The development of the 
water-tube boiler has undoubtedly ren- 
dered the installation of these valuable 
adjuncts of less importance, and in par- 
ticular, where cheap coal is being used 
they have a difficulty in justifying their 
extra cost. At the same time the author 
recognizes that in connection with turbine 
plants, where the condensed water is at 
sich a low temperature, they have their 
uses in protecting the boilers from the 
well-known bad effects of a cold feed. 
Under ordinary circumstances economizers 
should be put in and careful attention 
given to their position and size to give 
the best results from the commercial 
rather than the strictly technical point of 
view, 

Brickwork Settings—No far as their 
arrangement is concerned the principal 
rule to follow is to design the settings as 
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compact, stable and accessible as possible 
and to shorten the lengths of all flues and 
passages to an irreducible minimun, giv- 
ing good sweeping, smooth curves at 
every change in area or direction. Much 
trouble has been caused when the flues 
have been roofed with brick arches by 
the expansion and contraction of the latter 
causing the side walls to bulge, loosening 
the brickwork and sometimes causing the 
collapse of the lining. Heavy T irons 
and cast-iron plates get over this difficulty 
besides providing a smoother surface. To 
reduce the loss of heat by radiation is an 
additional reason for compact design. Two 
practical devices suggest themselves in 
this connection: One is to build the set- 
tings with hollow walls, packing the cavi- 
ties with a suitable non-conducting sub- 
stance, and another to face the outside 
with glazed bricks. 

Built-in fittings, particularly dampers, 
must be carefully designed with a view to 
freedom from sticking in working, due 
either to their position, settling of brick- 
work, expansion or contraction. Instead 
of being as rough as they often are they 
should be most carefully fitted. Arrange- 
ments should be made to stop the leak- 
age usually considered inseparable from 
dampers. The best cure for this is the 
use of butterfly dampers. Expansion be- 
ing a considerable factor in such fittings 
sufficient clearance must be left to insure 
easy working when the boilers are being 
forced, as the inability to open or close a 
damper may have very serious effects. 

Draft—If mechanical draft is decided 
upon by anv designer, he has to choose 
between an induced-draft system, and what 
is called forced draft. If forced draft 
means brutal treatment of a boiler by 
forcing a supply of air for overworking 
an undersized combustion chamber, then 
the author would have none of it, but 
would substitute for consideration against 
induced draft a system of moderate press- 
ure supply designed to control the air for 
combustion to a boiler within the limits 
of efficiency and without deteriorating ef- 
fects. In considering such a pressure 
draft it is assumed that the air is supplied 
to a closed ash-pit, and that the pressure 
above the fire is equal to or very slightly 
below that of the surrounding air. The 
difference of pressure necessary to over- 
come the resistance of the boiler flues and 
economizer would then be provided by a 
comparatively short chimney. It is sub- 
mitted that the pressure draft is superior 
for the following reasons: In case of any 
leaks in the settings, the efficiency of the 
draft will be preserved, and as the dif- 
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ference in gas pressure between the in- 
terior of the flues, etc., and the surround- 
ing air is much less, harmful air leakages 
will be avoided. If the quality of the coal 
is such as to require frequent opening of 
the fire-doors to break up clinkers, etc., 
the inrush of cold air with consequent loss 
of efficiency and damage to brickwork and 
boiler will be avoided. 

The size and consequent price of the 
plant is smaller. 

Speaking generally of draft the instal- 
lation of a chimney of a capacity suffi- 
cient to deal with the normal full load of 
the plant is recommended because this 
method is, after all, the most efficient, 
simple and reliable, and appears to be 
cheaper in first cost. The author does 
not condemn the use of mechanical draft 
for all circumstances; the above recom- 
mendation only refers to the normal con- 
ditions while a power station is going 
easily. During the erection of extensions 
nearly all power stations are pressed, 
therefore it is recommended that every- 
thing should be constructionally ready for 
the installation of a pressure or induced 
draft, not in recognition of the superior 
economy of such apparatus, but in appre- 
clation of their temporary utility in pro- 
ducing a desirable margin of power. 

Coal-Handling Plant—It is only after 
a power station has attained considerable 
size that any superiority in the mechanical 
or automatic handling of coal is made 
manifest. Quite a number of stations are 
fitted with such plant, but apart from 
handiness they do not pay commercially. 
The question is entirely one of putting 
the standing charges and maintenance 
cost of such plant against the saving in 
labor and probably increased efficiency of 
the mechanical stoker. As this paper re- 
fers to larger stations, thev will be con- 
sidered as necessary, and it will be taken 
for granted that a railway siding runs 
into the station premises, with facilities 
for feeding the said sidings with cars 
from the wharves if not near enough for 
transporters. 

The first questions to consider are the 
methods of filling the feed hopper, and the 
position of the latter relative to the neces- 
sarv conveyer. A not uncommon difficulty 
in made-up ground is the limited depth 
to which one may go with the hopper. 
If the required depth is likely to be 
below the water level it js desirable to 
sink a water-tight cast-iron tank and line 
the same with concrete. As to the means 
of emptying the cars there are four 


methods available, riz., by hand, bottom 


door emptying, end tipping and side tip- 
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ping. The choice between the last three 
necessarily depends upon the type of cars 
available and the speed of service. 

Leaving the worm and belt conveyers 
out of the question for this work prac- 
tically limits consideration to the well- 
known bucket type and the equally 
familiar scraper type. The author's 
opinion favors the bucket type in spite 
of its considerably higher cost for the 
following reasons: Longer life, neater and 
cleaner work, less wear and tear, less 
power used, less noise, increased reliabil- 
ity, less breakage of coal; in short, less 
total cost in working. 

As to the bunkers, although steel 
bunkers are convenient, light and in more 
general use, yet a case is clearly made out 
for the serious consideration of reinforced 
concrete. An estimate of the probable 
saving in cost obtained from four known 
cases approximates twenty-five per cent 
for equal capacities. 

In designing the bunkers special atten- 
tion should be given to the arrangement of 
the compartments with a view to storing 
different classes of coal to be easily drawn 
from by the engineers at their discretion. 
Such facilities are great convenience and 
have a considerable effect on the total 
economy of the station. 

As regards the measuring of coal, the 
conflicting results obtained where the 
weighing system is in vogue and the im- 
possibility of tallying, however accurate 
the machines, decide in favor of the vol- 
umetric measuring as against weight meas- 
urement. The results thus obtained will 
compare more consistently. This only re- 
fers to boiler-house measurement, and not 
to the measurement of coal supplied to 
the station, which, of course, must be 
weighed. l 

Mechanical Stokers—The different re- 
quirements which must be fulfilled by any 
satisfactory mechanical stoker are: Low 
first cost, reliability and simplicity, cost 
of upkeep, cost of power for working, ac- 
cessibility and ease in replacing damaged 
parts, extent of control over rate of com- 
bustion, suitability to the type of boiler 
to be adopted, smokelessness. 

After consideration it will be found 
that the number of stokers that will an- 
awer the above requirements satisfactorily 
is very limited, and so far as use with 
water-tube boilers is concerned the author 
favors chain-grate close-linked stokers. 

Ash and Soot Handling Arrangements 
—These should be designed so as to keep 
ash and soot out of and away from the 
boiler house proper. The ash basement 
under the boilers or firing floor is the 
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proper place for dealing with such refuse, 
and it is quite simple to load it into the 
conveyer with a minimum amount of scat- 
tering or dust. The cleaning of the econo- 
mizers ought to be arranged for in the 
same way, giving easy connection with the 
conveyer. In reference to this matter 
there will be noted in the accompanying 
plan, Fig. 3, an economizer arrangement 
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Such pumps, however, do not lend them- 
selves easily and economically to regula- 
tion over wide ranges and this, combined 
with their appreciably higher first cost, 
militates against their use under condi- 
tions of variable loads. It is necessary in 
anv case to install one steam-driven feed- 
pump at least, in a generating station for 
use in emergencies when electrical power 
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which was intended for use with very 
small, cheap coal. Specially designed 
screw conveyers are fitted in sloping-sided 
compartments, forming the floor of the 
economizer chamber. This will prevent 
the annovance of shutting and cooling 
down of the economizers for the necessary 
frequent cleaning and will result in a 
considerable saving of labor. 

Feed Pumps—Where a pump is to 
work at a full-load rate for long periods 
the superior efficiency of the electrically 
driven pump would point to its adoption. 


is not available. Probably the best policy 
to follow is to start the first installment of 
plant in a station with steam pumps and 
use electrically driven pumps for the ex- 
tensions. Although feed-pumps are more 
frequently located in the boiler house 
there is a great deal to be said for situat- 
ing them in the engine room. The ar- 
rangement of feed-piping can ‘often be 
simplified and made more direct and the 
pumps are likely to receive more attention 
than they would get at the hands of the 
firemen. It is important in such cases to 
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arrange for convenient regulation from 
the boiler house. 

Engine-Room Layout—In dealing with 
the layout of the engine room with turbine 
plant of the horizontal type, the first thing 
is to decide whether the axis of the tur- 
bines shall be parallel to the length of the 
engine room or across it. With the larger 
sizes of turbines of 1,500 kilowatts and 
above, and a single row of boilers parallel 
to the engine room, considerable space can 
be saved by the first arrangement. Before 
taking the utmost advantage of this, how- 
ever, it is well to forecast future possi- 
bilities in the way of other types of plant, 
such as vertical turbines, gas engines, etc., 
as the span and height of the crane may 
otherwise greatly handicap the choice of 
plant required for extensions. With re- 
gard to the position of the condensing 
plant, this is now almost universally situ- 
ated immediately below the turbines, on 
account of the importance of reducing the 
frictional resistance to the flow of the 
exhaust steam, and it also minimizes 
chances of leakage by diminishing the 
number of joints. The condensers can 
either be placed lengthwise with the tur- 
bines or across; the former gives a very 
compact arrangement with the turbines 
along the length of the engine room. In 
condensers of the contra-flo type, how- 
ever, the steam inlets are situated eccen- 
trically, and such condensers must, there- 
fore, be placed across the turbine. 

With regard to the air-pumps there are 
two or three modifications to choose from, 
viz., the simple air-pump or two separate 
pumps, one for dealing with air and 
vapor, the other for the water, or thirdly, 
a vacuum augmenter in combination with 
the air-pump. The absolute pressures at- 
tainable respectively in the condenser de- 
crease in the above order, the extra com- 
plications being intended to increase the 
density of the air and vapor before it ‘is 
dealt with by the air-pump, which is done 
by cooling in the one case and by a prelim- 
mary Compression with a steam jet puinp 
in the other. The practical advantage of 
the possible increase in vacuum by the use 
of such methods is rather doubtful except, 
perhaps, in the case where the available 
amount of cooling water is limited and 
ita temperature is high. 

Tt will also be found that this apparatus 
requires to be below the level of the con- 
denser, and that the necessary depth can 
nO always be given owing to complica- 
tions of Sewers and liability of flooding. 
Facilities for the cleaning and replace- 
ment of tubes should not be lost sieht of 
in the design. E 
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Circulating Water-Pipe System—To re- 
duce the power required for pumping the 
circulating water to a minimum, the out- 
let end of the discharge pipe should be 
below the level of the source,of supply, 
so that the arrangement forms a species 
of syphon. Precautions*are necessary to 
deal with air liberated from the water 
or leaking in at joints if the top of the 
svphon is far above water level, otherwise 
the svphonic action will soon cease. The 
advantage of the syphonic effect is, of 
course, limited to about thirty feet (prac- 
tically it may be found to be much less), 
and in cases where the waier has to be 
raised to a considerable height, the re- 
covery of power rendered possible by the 
use of turbines situated near the lower 
end of the discharge pipe, and driven by 
the water on its return, merits considera- 
tion. As the integrity of the circulating- 
water system is of such vital importance 


‘in a steam-turbine installation, every care 


should be taken in the laving and joint- 
ing of the pipes, and the latter should be 
specially protected from corrosion if the 
ground is bad. Trouble has been experi- 
enced in cases where cast-iron pipes have 
been embedded in solid concrete with 
breakage due, probably, to expansion and 
contraction with the varying temperatures 
of the discharge water. A form of pipe 
which possesses considerable advantages 
for this work is one constructed of rein- 
forced conerete. Such pipes are cheap and 
durable, and can be molded practically in 
any desired shape. In any case substan- 
tial foundation must be provided for the 
pipes to obviate subsidence, and if the 
ground is soft, piling becomes necessary. 
Main Steam and Feed Piping—The 
author desires to advance a plea for re- 
ducing ‘duplication of pipework to an 
absolute minimum and securing reliability 
by simplification, thoughtful design, care- 
ful ereetion and the use of the very best 
materials. The simplification and reduc- 
tion of the amount of steam piping has its 
effects on the coal bill, while the reduction 
in the number of valves and joints is 
correspondingly beneficial in economy of 
maintenance. The diameter of the main 
steam pipes can advantageously be re- 
duced when used for superheated steam. 
When turbines are used there are addi- 
tional reasons, as the flow of steam is more 
uniform and the retention of temperature 
of superheat is of greater importance than 
a slight reduction in steam pressure. 
(fenerators—The modern standard de- 
signs of generators of the best makers are 
very similar and their differences do not 
entail any special features in the design 


253 


of a station. The question of efficient 
ventilation has risen into great promi- 
nence since the advent of the turbo-gener- 
ator, and ducts are generally formed in 
the concrete foundations for this purpose. 
If possible it should be arranged that these 
ducts Jead from a cool space in which the 
air is still, dry, free from oily matter and 
has had time to deposit some of its dust. 
If air is drawn specially from outside the 
building, the position of its entrance 
should be carefully considered in connec- 
tion with this question of dust, and filters 
may be used. 

Auxiliaries—The use throughout a 
generating plant of continuous-current 
motors for driving auxiliaries is recom- 
mended in cases where direct current is to 
be distributed in the locality of the gener- 
ating station, as it is very convenient to. 
have a storage battery reserve for this 
class of work and economical adjustment 
of speed has advantages. 

Switchgear—In moderate and large- 
sized stations the best system is to isolate 
the whole of the high-tension gear in 
special chambers, the operation being ef- 
fected from a gallery overlooking the en- 
gine room through the medium of elec- 
trical control. The cellular tvpe of board 
is to be preferred, and as much space as 
can be afforded should be allowed for the 
gear. This is a strong reason for arrang- 
ing the switch chambers along the side 
of the engine room, rather than across the 
end; besides this method allows of some 
simplification in the connecting cables. 
The bus-bars should be divided by means 
of section switches so that any part may 
be made dead for inspection or repair 
without interference with the supply. 
Too mich thought can not be bestowed 
in obtaining a safe working arrangement. 
In a system which is being carried out by 
the author the doors of the compartments 
containing the feeder isolating switches 
are provided with double locks. One key 
will be kept by the station department and 
one by the mains department. Whenever 
any cable is required to be diseonnected 
for testing or repair, the isolating switch 
will be opened and the compartment 
locked by both parties. The cable then 


can not be made alive again except in the 


presence of both the departments con- 
cerned, Facilities for earthing parts of 
the gear should he provided as a safeguard 
against their becoming charged bv leak- 
age or otherwise, while persons are work- 
ing on them. It is almost universally 
acknowledged that oil-break switches are 
the only type that should be used for 
breaking high-tension circuits, and their 
breaking capacity should be chosen with 
reference to the total kilovolf-ampere ca- 
pacity of the station on a momentary 
short-circuit. 
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REVIEWS OF CURRENT ENGINEERING 
AND SCIENTIFIC LITERATURE 


The Nature of the Gamma and X-Rays. 

Some time ago W. H. Bragg expressed 
dissatisfaction with the generally accepted 
ether-pulse theory of the y rays. This 
theory does not seem to him to account for 
a number of phenomena observed in con- 
nection with the production and action 
of these rays, and he suggests, in place of 
it, what he calls the “neutral power” 
theory. In this, an electron is supposed to 
be associated with a positively charged 
particle, so that no external electric or 
magnetic forces will affect the pair in its 
motion through space. Working on this 
theory, he has made an investigation of 
the secondary radiation produced by y 
rays and he believes. that all the facts 
which he has noticed are easily explained 
by his theory. The investigation has been 
continued, and he here gives a general 
summary of his results. When the y 
radiation is diminished in quantity, as it 
passes through matter, B radiation ap- 
pears in its place, moving at the outset 
in the original direction of the y radia- 
tion, and subsequently undergoing scat- 
tering in the ordinarv manner of ĝ rays. 
The penetration, and therefore the speed, 
of the 8 radiation thus produced increase 
with the penetration of the y radiation to 
which it is due. The speed of the radia- 
tion does not depend upon the nature of 
the atom in which it arises. In the case 
of radium, at least, the speed of the B 
radiation is nearly equal to the speed of 
the normal 8 rays emitted by the radium 
itself. When very hard y rays traverse 
matter, their absorption, and therefore the 
production of B rays, are almost inde- 
pendent of the atomic structure of the 
matter. Softer ravs are affected by atomic 
structure. They are more absorbed by 
hight atoms for equal weights of absorb- 
ing screens. The softer the rays, the 
greater is this effect. If there are any 
secondary y rays, the ionization which 
they produce is negligible as compared to 
that produced by the secondary 8 radia- 
tion, All of these facts can be explained 
very simply and directly on the “neutral 
pair” theory: but an explanation on the 
ether-pulse theory is not easy. On this 
theory, both the electron and the electrons 
energy are supposed to be drawn from the 
atom, the y ray merely starting the action, 
This does not account for the direction in 


which the radiation starts, and the differ- 
ences in velocity which may be observed. 
Another difficulty is the insufficient in- 
tensity of the y rays to produce these 
effects, if they be supposed to spread out 
in an ever-widening surface. To overcome 
this difficulty, Thomson and Campbell 
have suggested that the y ray does not 
spread out, but travels as a parallel beam. 
But this seems rather to complicate the 
theory of the subject. The “neutral pair” 
theory seems to the author the simplest 
and most satisfactory that has vet been 
suggested, and he points out that this ex- 
planation will hold with the X-rays as 
well.—A bstracted from Nature (London), 


July 23. 
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Electric Traction on the Brighton 
(England) Railway. 

A brief summary of the particulars of 
clectrical working which will be shortly 
put into service on the suburban lines of 
the London, Brighton & South Coast 
Railway are given here. The section of 
the line at present being electrified extends 
from Victoria station to London Bridge, 
a distance of nearly nine miles. The total 
length of track is nearly twenty-three 
miles. At the Victoria station there are 
five platforms and two through lines, and 
at London Bridge station there are six 
platform lines electrically equipped. The 
improved service will require seven work- 
ing trains and one spare one, each train 
comprising two third-class motor-cars, 
with baggage and motorman’s compart- 
ments, cach equipped with four 125-horse- 


power motors. The motor-cars will be’ 


placed at each end of the train with a 
first-class trailer in between. A ten- 
minute service will be given. The time 
required for the entire run will be twenty- 
five minutes, including stops, which may 
be compared with the thirty-six minutes 
at present taken by the same trains. A 
new type of car has been adopted which 
has communicating compartments, en- 
abling passengers to pass from one part 
of the ear to another. The electrical 
equipment is arranged so that no one can 
come in contact with any high-tension an- 
paratus. fn fact, this is only accessible 
when the current is cut off and high-ten- 
sion connections connected to the ground, 
The overhead conductor for this line js 


a heavy grooved solid wire, one-half inch 
in diameter, supported on the double- 
catenary svstem. The messenger wires are 
suspended in massive porcelain insulators, 
tested to ten times the working pressure. 
Throughout the entire overhead construc- 
tion a factor of safety of ten has been 
adopted. The overhead conductor is di- 
vided into sections at each station by 
means of specially constructed. switchgear 
in fireproof cabins. Thus it is possible 
to isolate any section of the line to make 
repairs or to prevent accidents. A com- 
plete system of telephone connections ex- 
ists between the cabins and signal houses. 
A duplicate feeder system has been sup- 
plied throughout the line to insure relia- 
bility, and a special system of cables was 
installed to bring the voltage drop in the 
return circuit within the requirements of 
the board of trade. The energy will be 
supplied to the Brighton Company from 
the London Electric Supply Corporation 
through mains connected to the Deptford 
station. There are four 2,000-kilowatt 
generating units installed there, one of 
which it is thought will be sufficient to 
carry the normal load. Some rather per- 
plexing difficulties were encountered in in- 
stalling the overhead equipment. At cer- 
tain points bridges are so low that the 
overhead conductor could not be more 
than fourteen feet from the ground. In 
the station it was necessary to place it 
twenty-one feet from the ground, because 
railway employés have to work on the 
roofs of the trains, which made it neces- 
sarv to design a special form of collector 
bow capable of working satisfactorily at 
high speeds through a range of between 
twenty-one and fourteen feet. Special 
devices have also been necessary at the low 
bridges to prevent accidental contact with 
the high-tension wires.—Abstracted from 
Electrical Engineering (London), July 23 
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A Quantitative Determination of the 
Radium Emanation in the 
Atmosphere. 

About six vears ago Elster and Geitel 
showed that an actively charged wire ex- 
posed for a few hours in the air received 
a radioactive deposit: similar in character 
to the quick-changing radium products. 
The first attempt to measure the amount 
of radioactive matter in the atmosphere 
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was made by Eve in 1905. His results 
varied greatly, being for one determina- 
tion 82 X 10-!? and for another 287 X 
10-12 gramme to a cubic metre of air. 
Eve has since described a new method 
of determining directly the amount of 
radium emanation in the atmosphere, 
which makes use of the property of cocoa- 
nut charcoal to absorb the emanation at 
low temperatures. This gave results of 
the same general magnitude, also varying 
greatly among themselves. It occurred to 
G. C. Ashman that a good opportunity for 
quantitative measurement was offered by 
the fact discovered by Rutherford that 
the emanation could be condensed at the 
temperature of liquid air. For this pur- 
pose the author drew air from out of 
doors at ground level, passed it through 
purifying solutions, then condensed it in 
a coil of copper tube immersed in liquid 
air. It was finally collected in aspirators 
made of carbovs of known capacity. Two 
hundred litres of dry air, free from car- 
bon dioxide, could be drawn through the 
coil at a moderate rate in six hours. At 
the end of that time the coil was allowed 
to heat up, and the volatilized emanation 
was transferred to a standardized gas elec- 
troscope. The results of four experiments 
varied from 45 X 10-!? to 200 X 107? 
gramme of radium to a cubic metre of 
air—variations comparable with those of 
Eve’s experiments. Thinking that these 
variations might be due to incomplete 
condensation of the emanation, a second 
coil similar to the first one: was ‘joined in 
series with the latter. Both weré im- 
mersed in liquid air. Upon repeating the 
experiment, the emanation from the first 
coil corresponded to 51 X 10-1? gramme 
of radium to the cubic metre; while the 
second coil did not show a trace of the 
emanation, thus clearly proving that it 
was entirely condensed in the first 
coil. This seemed to indicate that 
the variations in results were really 
| due to variations in the amount of emana- 

tion in the air at different times. To de- 
termine this point, simultaneous duplicate 
experiments were conducted, the air being 
drawn through two coils in parallel at the 
same time. In one experiment it was 
found that each of two coils through 
Which equal amounts of air had been 
passed simultaneously gave results cor- 
responding to 131 X 10? gramme of 
radium, clearly showing that the varia- 
tions were, as supposed, really those oc- 
curring in the atmosphere. The author 
finds that his mean result is about twenty- 
five per cent higher than the mean value 
found by Eve. This may easily be due to 
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variations in the quantity measured. His 
highest determination was made with air 
immediately after a heavy rain and a 
general thaw, following several weeks of 
freezing weather, with an unusual cover- 
ing of snow on the ground. Six experi- 
ments made at Chicago showed that the 
average amount of radium emanation per 
cubic metre of air could be maintained 
by 1 X 10-° gramme of radium.—Ab- 
stracted from the American Journal of 
Sctence (New Haven), August. 
< 

on the Lancashire & York- 
shire Railway. 

An abstract is given here of the report 
issued by A. B. Trotter of the British 
Board of Trade, on the fire which broke 
out on the trailer of a train of the Liver- 
pool & Southport Railway last April. 
This fire started after the train had left 
a station. No one was injured. The fire 
is divided into two kinds: The primary 
fire, due to and supported by and in the 
immediate neighborhood of the electric arc 
which started it; and the secondary fire, 
which spread by ordinary combustion 
when inflammable woodwork had caught 
fire. The cause of the primary fire is 
divided into two considerations: The de- 
fect, undoubtedly a short-circuit from the 
positive cable to earth, and the persist- 
ence of the electric current after the sub- 
station circuit-breaker had automatically 
opened. The effects of the arc were eon- 
fined to a distance of a foot or so from the 
spot where the fire broke out, below the 
floor and at the point where the cables 
turned to rise up and pass through the 
floor. The probable cause of the fire was 
the main trolley cable which was insulated 
with pure and with vulcanized rubber 
taped and braided with fire resisting 
braidings. These and other cables are 
bunched in a wooden casing lined with 
thin uralite. Where they bend upward 
the uralite is cut awav so that the braid- 
ing of the cable rests against the wood. 
After passing through the floor the cables 
are well taped and compounded ; but this 
protection against moisture is inflam- 
mable. Mr. Trotter criticizes the bunch- 
ing of the cables in a common trough and 
the cutting away of the uralite so as to 
expose the wood, and compares this prac- 
tice with that of the Northeastern Rail- 
way, where each cable is carried in a 
separate iron pipe and the pipes them- 
selves are arranged not to cross each other, 
and all are carefully grounded to the 
frame. To prevent the collection of 
moisture in these pipes, it is recommended 
that they be sealed up by means of split 
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wooden ferrules driven tight around the 
cable. The arc which started this fire was 
very severe, and lasted two or three 
minutes. Several pounds of iron were 
melted by it out of the frame. The cause 
of the persistence of the arc is said to 
have been the replacing of the circuit- 
breaker on the converter at the station 
after it had come out the first time. 
As the line breakers did not come out, 
no serious trouble was suspected, and 
current was still supplied to the car from 
more distant substations. To distinguish 
between simple overloads, grounding of 
the feeders, and arcing of the kind which 
causes fire, Mr. Trotter suggests that a 
telephone receiver be connected in an in- 
duced circuit and in shunt with as much 
of the conductor as is available at the 
substation. It might in this way be pos- 


sible to distinguish between the variations 
in current due to running of the motors, 
the comparative silence due to leakage, 
and the characteristic roar caused by an 
arc. The report is concluded by recom- 
mending certain changes in the methods 
of running the cables on the cars so as to 
protect them from the weather and the 
planning of the feeders and switching de- 
viccs with a view to limiting to each sec- 
tion the current supplied to that section, 
with a reasonable margin for overloads. 
Such sections should, if possible be of such 
lengih that there would be but one train 
starting on them at a time.—Abstract 
from Electrical Engineering (London), 
July 16. 
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Street Railway Earnings. 

A director of two of the largest street 
railway systems in the United States says, 
according to the Wall Street Journal: 

“An important lesson learned from the 
past ten months of business depression 
has been the demonstrated stability of 
street railway earnings. Many of the 
large railroads of the country have shown 
shrinkage in gross for the year ended June 
30 of twenty to twenty-five per cent. 
Street railway earnings, on the other hand, 
have in such cases as the traction systems 
of Boston, Chicago, Philadelphia and St. 
Louis shown small gains or at the worst 
slight losses of less than three per cent. 

“In the return of prosperity the street 
railways will start a lap ahead of the rail- 


roads,” 
ee Oe een 


Edison Companies’ Conven- 
l tion. 

It is announced by President Alex Dow 
that the annual convention of the Asso- 
ciation of Edison Illuminating C'om- 
panies will be held this year at the Hotel 
Aspinwall, Lenox, Mass., on September 
15, 16 and 17, with committee meetings 
on the 14th. 
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Heavy Traction Gearing. 

The development of modern electrical 
railway systems has involved a continued 
increase in the size and weight of both 
cars and equipments in order that the 
high speeds now demanded in this service 
may be maintained. As a consequence of 
these conditions the augmented stresses 
to which the teeth of motor gearing are 
subjected, combined with the limited space 
available, have rendered the strength and 
wearing qualities of gears and pinions im- 
portant factors in the cost of operation. 

In order to successfully meet these con- 
ditions without an excessive increase in 
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cost, the General Electric Company, Sche- 
nectady, N. Y., has developed a highly 
efficient gear which consists of a forged- 
steel rim or tire mounted on a cast-steel 
centre so as to form what is practically a 
one-piece gear, as a pressure in excess of 
200 tons would be required to force the 
rim off the cast centre. This combination 
not only gives added resistance to wear 
on the gear teeth, but enables a rim to be 
replaced when finally worn out, with a 
minimum of delay and expense. | 

The success with which this form of 
motor gear has met in actual service is 
indicated by the fact that during the past 
three years it has been installed in original 
equipments on many of the most impor- 
tant electric railway systems in the 
United States, among these being the {n- 
terborough Rapid Transit Company, the 
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Hudson & Manhattan Railway Company. 
the New York, New Haven & Hartford 
Railroad, the West Jersey & Seashore 
Railway Company, the Scioto Valley 
Traction Company, etc., in all of which 
the mileage records show graphically the 
increase in efficiency obtained by its use. 
As a further development along these 
lines the General Electric Company con- 
ducted a series of exhaustive experiments 
with the object of obtaining great strength 
with a uniform quality of metal, and it 
has now developed a pinion having re- 


markable physical characteristics of ten- 
sile strength combined with a high elastic 
limit. These qualities are obtained with- 
out in the least sacrificing the element of 
toughness so essential to the continued 
operation of heavy equipments. 

This pinion is known as the General 
‘lectrie “New Long Life Pinion,” grade 
“F.” This special (grade F) steel, after 
being machined, is treated by a process 
which avoids any possibility of distortion 
or internal stress while cooling. 

The increased strength obtained by this 
process insures an ample factor of safety 
over the stresses to which the pinion teeth 
are subjected in ordinary service, while 
the hardness of the steel minimizes the 
effects of abrasion and thereby reduces the 
wear from friction. As a result there is 
a notable saving in the labor cost of re- 
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newals, and, in addition, the item of ex- 
pense caused by interrupted service is 
materially reduced. There is also ob- 
tained a more nearly even wearing of 
gears and pinions. 

This latter point is worthy of serious 
consideration, as the ordinary cast-steel 
gear usually outlasts three soft pinions, 
with the result that during a considerable 
proportion of its life it is operating with 
worn pinions and under conditions of low 
efficiency, which add to the mechanical 
strain on the motor. In addition to this, 


G. E. RAILWAY Motor GEAR, WITH STEEL TIRE AND Cast STEEL HUB. 


the vibration and noise so frequently asso- 
ciated in the minds of the public with 
electric railway service are largely due to 
the unequal wearing of gears and pinions. 
The (grade F) pinion should, under 
average conditions, last as long as the 
cast-steel gear and, as a result, outwear 
three ordinary-grade pinions, with an ob- 
vious saving of the cost of two renewals 
as well as insuring operation at maximum 
efficiency. 

The general appearance and method of 
assembly of steel-tired gears are shown 
in the accompanying illustrations. In 
addition to this standard design, the Gen- 
eral Electric Company manufactures the 
grade “F” steel rim or tire so that it can 
be mounted on various forms of extended 
car-wheel hubs or stecl flanges to meet 
special conditions. 
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Thermostatic Magnet Pro- 

tector. 

Appreciating the opportunity which 
exists for a reliable magnet protective de- 
vice which would not be dependent upon 
an electromechanical mechanism, the de- 
signers of the thermostatic magnet pro- 
tector, illustrated herewith, after a long 
series of exhaustive tests under actual 
service conditions, finally adopted this 
form as embodying all the desirable fea- 
tures called for in a protective device of 
this nature. 

The device consists of a spring clip 
mounted on a metal holder and locked in 
position by means of a small metallic 
“button.” This button is composed of a 
special alloy, which will melt at a pre- 
determined temperature, and in melting 
releases the spring clip, which instantly 
opens the circuit and cuts the apparatus 
being protected out of circuit—thus pre- 
venting a burnout. It should be under- 
stood that this button carries no current 
and does not act as a fuse, but is de- 
pendent for its operation upon the actual 
temperature of the apparatus to be pro- 
tected. 

The thermostatic magnet protector was 
primarily designed for the protection of 
arc-lamp coils, and in this field found its 
widest application. There are many so- 
called indestructible magnet coils, but they 
frequently burn out under actual service 
conditions and generally do more or less 
damage to other parts of the apparatus. 

By placing the thermostatic magnet 
protector in series and with the magnet 
coils, it will be found impossible to dam- 
age the coils, as this device will always 
cut the lamp out of service before a dan- 
gerous temperature has been reached. 

Are-lamp repairs are expensive, both in 
material, time and loss of service, and any 
device which will prevent this expense will 
be appreciated by users of arc lamps. 

The following report, dated June 8, 
from the Commonwealth Edison Com- 
pany’s laboratory, on the operation of this 
protective device, is of interest and clearly 
illustrates the inherent reliability of this 
new device which is being placed on the 
market by thé Central Electric Company, 
Chicago, TI.: F 

“We have made numerous tests on are 
lamps equipped with the thermostat pro- 
tective device, and find the following con- 
ditions: 

“The thermostat, situated as it is in the 
shell of the lamp, is actuated by the tem- 
perature of the air surrounding the coil. 
lhis air, in the case of the direct-current 
lamp, is not heated nearly so much by the 
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coil as it is by the resistance spools. In 
each case the temperature of the air sur- 
rounding the thermostat was within two 
or three degrees of 135 degrees centigrade, 
as measured by the thermometer when the 
circuit was opened by the thermostat. In 
order to find out whether the external 
temperature of the coil was higher or 
lower than the internal temperature, the 
resistance of the coil was measured at the 
same time that the temperature readings 
were taken. With the current in the lamp 
approximately twenty-five per cent above 
normal, and with the surrounding air 
at about twenty-two degrees centigrade, it 
was found that the mean temperature of 
the coil as determined by the resistance 
method was approximately eight to ten 
degrees centigrade lower than the external 
temperature of the coil. 

“To determine the effect of lower ex- 
ternal temperatures and wind upon the 
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operation of the thermostat, and the rela- 
tion of mean coil temperature to external 
temperature of the coil, under these con- 
ditions, a fan was arranged to throw a 
current of air upon the shell of the lamp. 
The current in this case was also kept at 
about twenty-five per cent above normal, 
and the temperature, by thermometer 
placed on the outside of the coil, compared 
with the mean temperature as obtained 
by resistance method. In this case it was 
found that the mean temperature of the 
coil as found by the resistance method 
was four or five degrees higher than the 
temperature of the air surrounding the 
thermostat. With extreme weather condi- 
tions it is possible that the difference 
would be much greater. 

“The thermostat will not operate under 
ordinary operation of the lamp, but will 
blow within one or two minutes after the 
temperature of the surrounding air at the 
plug has reached 135 degrees centigrade. 

“On each test made the thermostat has 
opened the circuit satisfactorily.” 


ROT 


Motor-Driven Cold-Metal 
Saw. 

The use of small cold saws for cutting 
off all sizes and shapes of metal work has 
become very general in a great variety of 
establishments, not only because of the 
utility of the saw itself, but also because 


MoTOR-DRIVEN CoLD-METAL Saw. 


of the fact that individual motors have 
been most successfully fitted to the saws. 

In a great many establishments it would 
be almost impossible to locate the saw so 
that it could be conveniently used by the 
workmen. In the average machine shop 
one or more saws are required in the stock 
room or some other equally inconvenient 
place for mechanical drive. Here the use 
of a small motor on the saw permits the 
location to be selected without reference 
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to any requirements except the conve- 
nience of putting work through. 

In structural iron works the self-con- 
taincd unit of motor and saw can be 
picked up by a crane and carried to any 
part of the building or yard. Similarly 
the use of the motor-driven set is found 
very advantageous in a great many plants. 

The cold saw illustrated, which is one 
that does not require a bevel gear, is es- 
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pecially adapted to motor drive. The 
saw is manufactured by the Lea [quip- 
ment Company, of New York city, and is 
fitted with a Westinghouse shunt motor. 
The size shown requires a two-and-one- 
half-horse-power motor and is capable of 
cutting eight-inch round stock. A Morse 
silent chain is used to connect the motor 
to the saw, in preference to gearing, as 
experiments have shown the former to be 
more satisfactory. 

It is necessary to be able to adjust the 
speed of the saw in order to cut different 
metals with maximum efficiency. For in- 
stance, experience has shown that the per- 
ipheral speed of the saw should be fifty-two 
feet per minute with a very coarse feed 
for structural iron, machinery steel and 
metals of this class. For annealed tool 
steel a lower speed of but thirty-seven feet 
a minute is the most efficient. This same 
speed is also used on, Krupp’s chrome 
nickel steel. In order to obtain these 
speeds, an adjustable-speed motor with 
speed range of one and one-third to one 
is used, with a speed-controlling rheostat. 
It is only necessary to move the handle of 
the controller to obtain any desired speed. 


a. 
Feed-Water Filtration. 
The accompanying illustrations show 
the Blackburn-Smith feed-water filter and 
grease extractor, a device which is in- 


EXTERIOR VIEW OF CARTRIDGE-UNIT TYPE 


stalled in the feed line and subjects all 
entering water to double filtration through 
separated terry cloths. If an open heater 
is used the filter is placed between the 
pump and the boiler, but if the heater is 
of the closed type the filter is installed 
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between the pump and the heater, in order 
that the suspended particles will be caught 
before they can settle on and reduce the 
efficiency of the heater surface. 

This filter is very effective in removing 
mechanically suspended particles from the 


REMOVING THE FILTERING MEDIUM. 


water supply, for removing all particles of 
oil, grease and dirt from the lines, and 
anywhere that the condensed exhaust re- 
turns from steam-heating systems, con- 
densers, drying coils, ete. By removing 
the scale-forming matter the filter reduces 


repair bills and also effects a saving in 
coal bills and bills for water supply. 
Terry cloth can be cleaned and used over 
and over again, and the filter costs prac- 
tically nothing for maintenance. 

Where muddy water is to be filtered, or 
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where oil or grease is present in large 
quantities, a better arrangement is to run 
two or more filters in parallel. Each 
filter can then be thrown into service or 
cut out at will, and any filter can be 
cleaned while the plant is running, and 
no impurities reach the boiler. 

The water passes from the feed pump 
into the filter inlet, through the upper or 
filtering chamber, then through the filter 
cartridges into the pump chamber, and 
from the pump chamber through the out- 
let to the heater or boiler. 

The water passes through the cartridges 
with very little friction, but in the course 
of time, as the foreign material accumu- 
lates on the filtering cloth, some resistance 
will result. When the difference of press- 
ure, as shown by the pressure gauge, in- 
creases to twenty pounds per square inch, 
the filter should be cleaned. A water re- 
lief valve automatically prevents the build- 
ing up of excessive pressure in the pump 
discharge line. 

The valve chamber is made right-hand 
or left-hand, as desired, so that the filter 
may be set on either side of the line. 
Both the main valves are in a straight 
line with the feed pipe. 

The number of cartridges in each filter 
varies with the size of the unit. Each 
cartridge consists of two concentric 


cylinders of heavy perforated brass tubing 
covered with linen terry. The lower end 
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of the inner cylinder is expanded into the 
partition which separates the filtering and 
outlet chambers, and the upper end is 
covered by a perforated brass cap. 

The Blackburn-Smith filter is made by 


James Beggs & Company, 109 Liberty 
street, New York city. 
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Troy Electrical Company’s 
Iron-Clad Fittings. 

The accompanying illustrations show 
several fittings which have been placed on 
the market by the Troy Electrical Com- 
pany, of Troy, N. Y. Fig. 1 shows the 
new “Teco” iron-clad standard service or 


Fic. 1.—‘‘ Teco” IRUN-CLaD STANDARD SERVICE OR ENTRANCE 


SwircH, No. 120. 


entrance switch. This is made in sizes 
ranging from eight and one-half by four 
and one-half by four and one-half inches 
to thirty-one and one-half by ten by five 
inches, for . double-pole, triple-pole and 
four-pole switches, for open work, for 


Fie. 2.—“ ‘fEco” STYLE D” UNION 
= CONDUIT FITTING. 


half-inch, three-quarters-inch and one- 
inch conduit. 

Fig. 2 shows the style “D” Union con- 
duit fitting. This fitting is made for one- 
half-inch, three-quarters-inch, one-inch, 
one-and-one-quarter-inch, one-and-one- 
half-inch, two-inch, two-and-one-half-inch 
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holes. The one-and-one-half-inch and 
two-inch fittings have porcelain bushings 
with seven-eighths-inch holes. The two- 
and-one-half-inch and three-inch fittings 
have one-and-one-half-inch bushings. 


Fig. 3 shows the style “A” Union rigid 
and flexible conduit fitting. This is made 
to accommodate one-half-inch and three- 
quarters-inch conduits, and is fitted with 
adjustable covers for one, two and three- 
wire circuits. 

These conduit fittings are especially 
adapted for open construction, and the 
style “A” fitting is interchangeable with 
a “T” or an “X,” which makes it an easy 
matter to add to a line after the work 
has been finished up. 

ee ee 
The Chicago Conduit Rod 
Coupling. 

The accompanying illustrations show 
the conduit rod coupling which has been 
placed on the market by the Chicago Con- 
duit Rod Coupling Company, 310 Cuyler 
avenue, Chicago, Ill. The function of this 
coupling can be readily understood from 
the illustrations. The tongue which 
enters the groove in the other portion of 
the joint fits tightly against the butt of 
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is at the precise point where the greatest 
strain occurs. The coupling is so de- 
signed that four-foot rods may be con- 
nected and disconnected with perfect ease 
in the smaller manholes. Double rivet 


Fig. 8.—‘‘ Teco” STYLE “A” Union RIGID AND FLEXIBLE 


CONDUIT FITTING. 


hoies are provided, giving great pulling 
strength and also high twisting strain. 
The tongue is pierced, permitting the at- 
tachment of a pulling cable and also 
facilitating the cleaning of the joint if 
this should become necessary. 
——__-@—-—____ 
Alternating Current in New 
York City. 

The United Electric Light and Power 
Company, New York city, has closed a 
contract with the Astor estate covering 
the complete supply of electricity for 
lighting to a new office building to be 
erected on Seventh avenue, extending 
from Forty-third to Forty-fourth street, 
opposite the New York Theatre. Thirty- 
four stores will be included in this build- 
ing. Elevators and pumps will also be 
supplied with alternating current. 

The Hedden Construction Company 
has placed an order for sixteen hoisting 
machines to be operated by two-phase 
alternating-current motors. These hoists 
will be the first used on the new office 
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and three-inch conduit, for two, three and 
four wires, and with blank bushings and 
locknuts, The one-half-inch and three- 
quarters-inch fittings have composition 
bushings in the head for wire outlets. 
he one-and-one-quarter-inch fittings have 
Porcelain bushings with one-half-inch 


that casting, preventing end play. It also 
prevents lost motion in twisting, as there 
is just enough side play to permit the 
rods to be used in pipe laid with slight 


irregularities and changes of direction. 


The conduit heads are made of malleable 
cast iron. The thickest part of the casting 
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building to be erected on the site of the 
Fifth Avenue Hotel. The current will be 
supplicd from the mains of the United 
Electric Light and Power Company. 
Over 800 horse-power in hoists will be 
used during the construction of this build- 
ing. | 
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DOMESTIC AND EXPORT. 

TO GENERATE ELECTRICITY IN WEST VIRGINIA GAS 
FIELDS—It is understood that a company, to be capitalized at 
$3,500,000, is being formed to generate electricity at gas flelds ir 
West Virginia, to be transmitted to Cincinnati, Ohio. The directors 
of the Columbia Gas and Electric Company, Cleveland, Ohio, which 


owns large gas fields in West Virginia, are said to be interested in 
this enterprise. 


TO TEST STATE'S WATER RIGHT—Interests using hydraulic 
power on the Oswego River at Fulton, Oswego County, New York 
state, have filed against the state claims aggregating $1,043,940. 
The state, it appears, has appropriated the water at that point for 
the new barge canal. The character of the damage is similar to 
that involved in a claim of the Fulton Light, Heat and Power Com- 
pany for $3,000,000, which is now pending before the State Court of 
Claims. 


ECONOMIC POWER AND CONSTRUCTION COMPANY GETS 
TEMPORARY INJUNCTION~—Supreme Court Justice George H. 
Fitts, of Albany, N. Y., has granted a writ of prohibition to the 
Economic Power and Construction Company, restraining the Public 
Service Commission until September 28 from holding a hearing on 
the company’s right to operate in Geneva, N. Y. The Economic 
company claims to have a general franchise in the state granted 
to it prior to the existing franchise laws and commissions created 
by the legislature. The company proposes to supply steam heat and 
electric power to Buffalo citizens as soon as suits now pending in 
the courts have been disposed of. 


TO CONSOLIDATE LIGHTING PLANTS—Plans are maturing, 
it is reported, for the consolidation by H. E. Huntington and asso- 
ciates of all the power and lighting companies in Los Angeles, Cal., 
with $50,000,000 capital stock. On September 1 the plant of the 
City Gas Company, purchased recently by Huntington's Pacifi Light 
and Power Company, will be formally turned over, and the next 
intended step, it is asserted, is the purchase of the Los Angeles Gas 
and Electric Company, on which a price of $7,000,000 with a bond 
issue of $3,500,000 is said to have been set. No figures have been 
given out regarding the Edison Electric, the largest of all the com- 
panies, but it is believed that it is included in the project. 


NEW ELECTRIC ROAD—Work is to begin at once near Fred- 
ericksburg, Va., on a dam across the Rappahannock River. The 
work is to be under the direction of W. C. Whitner, hydraulic engi- 
neer for the Virginia Passenger and Power Company, who is also 
president of the Fredericksburg Power Company. Both these com- 
panies are controlled by the Gould interests. The Goulds last year 
succeeded in obtaining a repeal of the law prohibiting a paralleling 
of the Richmond, Fredericksburg & Potomac Railroad, and announced 
their intention of building an electric line from Richmond, Va., to 
Washington, D. C. Application for a charter with this object in 
view was made, but it was withdrawn, and a charter will be asked 
for a line to connect with the Richmond & Chesapeake Bay line 
at Ashland and an electric line which comes from Washington into 
Virginia and which line is owned by the Goulds. Power developed 
by the building of the new dam near Fredericksburg will be used to 
operate the cars on the new line. The dam will involve an expendi- 
ture of $50,000, will be of concrete, 800 feet long, twenty-five feet 
high and will be completed by Christmas. The power to he devel- 
oped will reach about 12,000 horse-power. 


NEW WESTERN ELECTRIC LINE—M. D. Wright, a capitalist 
of Ceur d’Alene, Idaho, has authorized the announcement that work 
on an electric railway between Cœur d’Alene and Wallace, ninety- 
five miles, will begin within four months. The new road will be a 
branch of the Spokane & Inland Empire Railway System, and will 
be under its control. The system already operates a line between 
Spokane and Ceur d’Alene and Hayden Lake. Mr. Wright added: 
“There is no doubt that the long-talked-of line between Cœur d’Alene 
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and Wallace will be built, and the Hayden Lake line will be built 
as far as Squaw Bay on Pend Oreille Lake. A junction of the 
two roads will be at Ceur d’Alene. The Wallace line will follow 
the Blue Creek route to Catalbo, and from there it will parallel the 
Oregon Railroad and Navigation line to Wallace. It will aimost 
follow the Washington Water Power high-tension line. The grade 
will be much better than the Fourth of July Cañon route, there 
being few and short tunnels, if any. The grade will be about one 
per cent.” Announcement is also made by Jay P. Graves, president 
of the system, that his company and associates are planning an elec- 
tric line from Nine Mile Bridge to Miles, thence to Kettle Falls, 
Wash., 145 miles. This will afford an outlet to Spokane for im- 
mense mineral tonnage from the properties along the Columbia 
River, as well as in the interior of the Colvilie reservation. 


ROCHESTER, CORNING & ELMIRA TRACTION COMPANY— 
The Public Service Commission for the Second District of New 
York state has issued a supplemental order in the case of the 
Rochester, Corning & Elmira Traction Company, providing that the 
company can issue capital stock to the amount of $380,000, par value, 
and bonds, par value, to the amount of $1,000,000. The new order 
is made upon the condition that none of the proceeds of the stock 
or bonds be used for contingencies, legal or other expenses, or- 
ganization expenses or working capital, the proceeds of the stock 
and bonds to be used exclusively for the construction and equip- 
ment of that part of the road from Rochester to Conesus Lake; and 
that any excess above such requirements shall be held until fur- 
ther order from the commission, but no bonds shall be issued or 
sold until stock to the aggregate amount, par value, of $380,000 
shall have been subscribed for by responsible parties, such subscrip- 
tion to be approved to the satisfaction of the commission. The 
original application asked for an authorization for the issuing of 
bonds to the amount of $8,000,000 and of the balance of its stock, 
$3,880,000. The company had previously issued $120,000 capital 
stock. The order allowed an issue of $4,210,000 in bonds and the 
full issue of $4,000,000 in stock, a total capitalization of $8,210,000. 
The commission required as a condition of the order that the 
$4,000.000 of capital stock must be subscribed by responsible parties 
before any bonds could be issued. The projectors of the company 
reported that it was impossible to dispose of the stock and bonds 
necessary for the construction and completion of the road, but 
stated that if the company were permitted to construct first that 
part of its road extending from Rochester to Conesus Lake, a dis- 
tance of twenty-five miles, and equip and put it in operation, it 
would be able to sell and dispose of the stock and bonds necessary 
for such construction and equipment. From the application it ap- 
peared that the company had in hand $120,000 in cash, the pro- 
ceeds of its capital stock issued prior to July 1, 1907, and that the 
estimated cost of twenty-five miles of road would be $1,350,000. 


NEW INCORPORATIONS. 


DICKENS, NEB.—North Platte & Dickens Telephone Company. 
$5,005. 


HARRISBURG, PA.—Boyertown Electric Company, Boyertown. 
$5,000. 


DOVER, DEL.—Electrical Corporation Consolidated Company, 
Wilmington. $1,500,000. 


MADISON, W1S.—Farmers’ Mutual Telephone Company, Bara- 
boo. An amendment increasing its capital from $6,000 to $12,000. 


SALEM, ORE.—Gordon Falls Electric and Manufacturing Com- 


pany, Portland. $225,000. Incorporators: Charles Coopey, George 
L. Peaslee and E. Y. Judd. 


MILWAUKEE, WIS.—The Home Telephone Company, Durand. 


$12.000. Incorporators: W. E. Plummer, George Tarrant, A. J. 
Wallace and Frank Pierce. 
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ELECTRIC RAILWAYS. 


MILWAUKEE, WIS.—The Milwaukee Electric Railway and 
Light Company has inaugurated hourly service between Milwaukee 
and Watertown. 


DENVER, COL.—The electric service to Eldorado Springs from 
this city and Boulder has been opened. This completes the entire 
Denver & Interurban system. 


ASHEVILLE, N. C.—Actual work has been begun on the Weaver- 
ville Electric Railway, which is to extend from New Bridge Station, 
on the Rapid Transit Railway, four miles to Weaverville. 


CANON CITY, COL.—President S. H. Atwater, of the Kansas & 
Colorado Railroad Company, has signed contracts for the surveying 
and grading of the Cañon City division, and work has been begun. 


NIAGARA FALLS, N. Y.—The International Railway Company 
will begin at once the work of extending its Devil’s Hole line to the 
tracks of the Rome, Watertown & Ogdensburg Railroad just below 
Niagara University. 


PORTLAND, ME.—The directors of the Portland & Northern 
Railroad Company, which contemplates the operation of an electric 
line from Portland to Bridgton, went over the proposed route of the 
road recently and made arrangements for the survey. 


MEADVILLE, PA.—In the offices of the register and recorder 
in this city there has been filed a mortgage of $300,000 against the 
Erie & Cambridge Springs Street Railway Company in favor of 
A. L. Curtze, trustee, to secure an issue of five per cent gold bonds. 


OAKLAND, CAL.—The board of supervisors has decided pro- 
visionally to grant permission to A. W. Maltby and Joseph Naphtaly 
to operate an electric street railway through the Alameda County 
part of the Alameda-Contra Costa tunnel, back of Claremont. The 
franchise is limited to five years. 


IOLA, KAN.—A deal has been closed whereby the Iola Electric 
Railway Company, now running cars between Iola and LaHarpe, 
comes into possession of the Kansas Southern Electric Railway 
Company, which will build an electric line between this city and 
Pittsburg, Kan., touching all important cities. 


McKINNEY, TEX.—E. M. Hopkins and associates, of Detroit, 
Mich., who have held several conferences with citizens along the 
line of the proposed Fort Worth-Bonham Interurban, finding that 
their proposition would not be accepted by the local citizens, have 
purchased the right of way of the old proposed line from here to 
Bonham. 


MORGANTOWN, W. VA.—At a meeting of the directors of the 


‘Morgantown & Dunkard Valley Electric Railway, held at Blackville, 


it was decided to start the work of building the first section of the 
road. This is to be constructed from Granville to Stumptown to 
the mouth of Wade’s Run. J. A. Martin has been selected to super- 
intend the construction of the road. 


BILLINGS, MONT.—The survey for the proposed electric line 
from Columbus to Cooke City has been completed between the former 
city and Absarokee, and right-of-way men are making arrangements 
to secure right of way for the road from Absarokee to Cooke City, 
a free right of way having been assured between Columbus and 
Absarokee. The city of Columbus has also donated terminal land 


' and raised sufficient to build a bridge across the Yellowstone. 


BUTLER, PA.—Butler and Pittsburg capitalists recently went 
Over the route of the proposed new trolley line from Butler to 
Greenville by way of Queens Junction, Slippery Rock, Grove City 
and Mercer, and announcement is made that the right of way will 
be obtained this fall. Two routes are now being considered. The 
route favored follows the Bessemer & Lake Erie Railroad to Kiester 
Station and then west to Slippery Rock. The road to Greenville 
Would cost $3,000,000. i 


PITTSBURG, PA.—Contracts have been awarded for the con- 
nection of the Youngstown & Ohio River Railway with the Ohio 
Valley Scenic route at -East Liverpool. Four miles of track will 
have to be constructed, from East Liverpool north to a point between 
East Liverpool and West Point. The Youngstown & Ohio River 
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electric road is arranging to haul coal from a large undeveloped 
field in the vicinity of West Point to make shipping connection with 
the Erie Railroad at Lisbon. 


MEMPHIS, TENN.—Contract for the construction of the first 
section of the interurban system between Memphis and Lake View, 
Miss., has been let by the board of directors of the Lake View Trac- 
tion Company to M. J. Roach. The total cost of the Lake View 
division, about twelve miles, excluding the electrical equipment and 
rolling stock, will be about $189,000. The contract calls for the 
completion of the railroad and track laying on this division by 
January 1, 1909. Next summer, it is expected, will see the system 
in active operation. 


JANESVILLE, WIS.—Organization of the Cincinnati Construc- 
tion Company has been completed with the election of H. H. Zigler, 
Columbus, as president; W. L. Jamison, vice-president; F. D. Jami- 
son, Cincinnati, secretary and treasurer; Joseph Ellis, Janesville, 
resident manager and assistant secretary. The officers and George 
P. Stimson, of Cincinnati, constitute the board of directors. Janes- 
ville was designated as the headquarters. Behind the company is a 
syndicate of Ohio capitalists which has built several roads in Michi- 
gan. H. H. Zigler, the president, says that he hopes to have the 
survey complete, the profiles ready and everything ready for appli- 
cation to the State Railway Commission for a franchise by October 
1. Then, if the winter is an open one, work of construction on the 
line to Madison will begin at once. 


KANSAS CITY, KAN.—Plans are being perfected for the or- 
ganization of a trust company in Kansas City. It will be known as 
the Kansas City Union Trust Company, and the purpose is to 
finance a system of interurban trolley lines out of Kansas City. 
The company that is first to build these lines is known as the Inter- 
state Power and Transit Company. The road will run through 
Topeka and Lawrence, with a road to Coffeyville, through Garnett, 
Iola, Humboldt and Cherryvale, with branch lines to Parsons and 
Independence. Later it is proposed to extend the line from Coffey- 
ville to Oklahoma City by way of Tulsa, with spurs to Guthrie, 
Shawnee and Muskogee. Another proposed extension is from To- 
peka to Salina and Hutchinson. It is also proposed to build from 
Parsons to Joplin. l 


ST. CATHARINE’S, ONTARIO—The projected electric railway 
across the Niagara peninsula from Dunnville appears to be a prac- 
tical undertaking. The scheme was introduced some months ago, 
but fell through even after municipal by-laws had been passed tu 
purchase a $39,000 bond issue to aid the promoters. The president 
of the company, James A. Ross, of Wellandport, the provincial mem- 
ber, has been working out the new scheme and has enlisted the aid 
of George Dunstan, of Toronto, and P. T. McGrath, of Worcester, 
Mass. It is now proposed to build from Dunnville through Welland- 
port and St. Ann’s to Beamsville, where a connection would be made 
with the Hamilton, Grimsby & Beamsville line. A party of survey- 
ors is now at work. The Dunnville people will not be called upon 
to finance the bonds, but will be asked for the right of way through 
certain streets. The proposed road would open up a large section 
which is now practically shut off from quick communication with 
the more northerly and easterly end of the district. 


BUFFALO, N. Y¥.—The Public Service Commission for the Sec 
ond District has given its consent to the Niagara Falls Electrical 
Transmission Company to grant and transfer to the Buffalo, Lock- 
port & Rochester Railway Company private rights of way for its 
transmission line in the villages of Middleport, Medina, Albion, 
Brockport and Spencerport and towns of Greece, Gates, Ogden and 
Ridgeway, which lie between the city of Lockport and the city of 
Rochester along the right of way of the railway company, and to 
the Buffalo, Lockport & Rochester Railway Company to take and 
hold the same. The Niagara Falls Electrical Company ig also per- 
mitted to assign and transfer to the Buffalo, Lockport & Rochester 
Railway Company the municipal consents or franchises of the locali- 
ties mentioned above. The Buffalo, Lockport & Rochester Railway 
Company is authorized to take, hold and exercise all the rights 
conferred or created by these consents. The Buffalo, Lockport & 
Rochester Railway Company is authorized to use the transmission 
line constructed by it from South Greece station in the county of 
Monroe to the substation in the village of Albion, county of Or. 
leans, in and about the operating of its railroads. 
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ELECTRIC LIGHTING. 
TAUNTON, MASS.—The committee on street lights has voted 
to extend the intandescent lighting system at a cost of about $8,000. 


LANDER, WYO.—It is announced that Asmus Boysen, of Chi- 


cago, will build another power plant in the cafion of the Pope Agie, 
above Lander. 


PEMBROKE, ME.—The plant of the Pembroke Power Company, 


which was destroyed by fire last spring, will be rebuilt, work to 
Start at an early date. 


STRASBURG, VA.—The Rock Spring Electric Company, incor- 
porated with $25,000 capital, will establish an electric plant and 
has contracted for machinery. 


ALBANY, N. Y.—The Albany Electric Illuminating Company has 
contracted for the purchase and installation of new street lamps in 
this city. The amount of the contract is $59,000. 


GEORGETOWN, PA.—The township commissioners have awarded 
a street lighting contract to the Prospect Rock Light, Heat and 
Power Company. There will be twenty-five arc lamps installed. 


SUTTON, MASS.—The Grafton Electric Company has been 
awarded the contract for street lighting. This calls for sixty-five 
incandescent lamps at a cost of $14 per year, the contract to run 
for five years. 


WEST CALDWELL, N. J.—The West Caldwell borough council 
has decided to extend its lighted territory and authorized the light- 
ing committee to execute a contract with the Public Service Cor- 
poration to install additional lamps. 


MEDFORD, ORE.—Colonel F. H. Ray, of New York, president of 
the Rogue River Electric Company, formerly the Condor Water and 
Power Company, on a recent trip West, gave final orders for the 
enlarging of the plant which is now furnishing electric power to 
southern Oregon towns. 


CLINTON, MASS.—The town of Leominster is said to be con- 
sidering the feasibility of securing electricity for municipal light- 
ing from the Connecticut River Power Company, and as a part of 
that scheme the purchase of the Leominster Electric Light and 
Power Company’s plant. 


COLORADO SPRINGS, COL.—By an arrangement concluded re- 
cently between the United Hydroelectric Company, of Georgetown, 
and the Central Colorado Power Company, of this city, the former 
company has been made the sole distributing agent in Gilpin and 
Clear Creek counties for the latter company. 


FREMONT, OHIO—The Fremont Power and Light Company, 
recently granted ə. franchise by the city council, has accepted the 
terins of the grant and announces that work on the new plant will 
begin at once. The company proposes to harness the Sandusky 
River and erect a large power plant in Ballville, south of Fremont. 


NEWARK, N. J.—The municipal lighting committee has asked 
the finance committee for $10,000 for preliminary plans for building 
a municipal lighting plant. The scheme was voted on favorably 
at the 1907 election, and calls for an expenditure of $1,000,000. The 
$10,000 is to pay an expert for making estimates and drafting plans. 


SHELBURNE FALLS, MASS.—The Shelburne Falls Electric 
Light and Power Company has purchased of the Lamson & Good- 
now Company the strip of land south of the W. C. Thompson Block, 
and is planning to build a new power station. The company will 
go ahead with the work at once, and when completed will give both 
day ard night service. 


GROTON, VT.—Clark & Davidson, owners of the grist mill at 
this place, are to put in an electric light and power plant, to supply 
power to the stone sheds and electricity for street and house light- 
ing. The firm has purchased the old Baldwin mill water rights 
located at the lower end of the village, and the work of replacing 
the dam washed out several years ago has commenced. It is ex- 
pected to have the plant in operation by October 1. 


HAGERSTOWN, MD.—The Antietam Electric Light and Power 
Company, composed of Clarence E. Easterday, Orville E. Shifler and 
Harry L. Moser, has purchased of John W. Nihiser a portion of the 
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Delemere tract, along the Antietam Creek, for $4,250. The property 
is valuable by reason of the water power, a large milldam built in 
the creek being part of the property. The buyers, who recently 
obtained a contract to light Boonsboro for ten years, will build a 
power plant at the old Delemere Mill. 


PITTSFIELD, ME.—Work will be begun shortly on the build- 
ing of a 200-foot log dam with concrete bottom at Cleveland Rips 
in North Anson, on the Carrabasset River, by the Franklin Power 
Company, chartered in 1903 under the name of the Carratunk Power 
Company, capitalized at $100,000, to provide Farmington, New Vine- 
yard and ultimately the town of Wilton with electricity for illumi- 
nating and manufacturing purposes. It is expected that by October 
lights will be in operation in Farmington. 


OLYMPIA, WASH.—Papers for what is thought to be a rival 
company to the Skookumchuck Power Company have been filed with 
the county commissioners by H. P. Schiel and William McArthur. 
The new company will get power in the Deschutes near Ranier 
and furnish power in the vicinity of Ranier, Bucoda and Tenino. 
The Skookumchuck Power Company will get its power about four- 
teen miles above Tenino in the Skookumchuck. Both companies 
state work will commence immediately when franchises are granted. 


LEGAL NOTES. 


RIGHT TO DISTURB WIRES OF STREET RAILWAY SYS- 
TEM—tThe right to move a building along a public street upon 
which an electric railway has been lawfully constructed, to the 
serious interference with the operation of the cars and the wires 
by which they are operated, is denied in Fort Madison Street Rail- 
way Company vs. Hughes (Iowa), 114 N. W. 10, 14 L. R. A. (N. S.) 
448. 


RIGHT TO REMOVE TELEPHONE POLE—The right of the 
owner of a leasehold renewable forever, which extends to the centre 
of a private alley, to cut down and remove a telephone pole placed 
on his half thereof without permission in sach a manner as to in- 
terfere with his reasonable use of the alley, after giving notice to 
its owner to remove it, which is not acted upon within a reasonable 
time, is sustained in Maryland Telephone and Telegraph Company 
vs. Ruth (Md.) 68 Atl. 358, 14 L. R. A. (N. S.) 427. . 


RIGHT OF CITY TO FIX ADDITIONAL BURDENS UPON 
TELEPHONE COMPANY—A city which, by ordinance, has per- 
mitted a telephone company to erect its poles and wires in the 
streets, and has thereby invited the company to make investments 
and expenditures, which it has made in good faith and in reliance 
on the ordinance, is held, in Plattsmouth vs. Nebraska Telephone 
Company (Neb.), 114 N. W. 588, 14 L. R. A. (N. S.) 654, to have no 
right arbitrarily to impose by subsequent regulations, without neces- 
gity or the demands of public convenience, additional burdens upon 
the company which are clearly beyond the reasonable exercise of the 
police power. 


RIGHT OF INTERURBAN ELECTRIC RAILWAY COMPANY 
TO USE OF CITY STREETS—An interurban electric railway com- 
pany using tracks in a city street for street-car business under a 
street-raliway franchise is held, in Brickles vs. Milwaukee Light, 
Heat and Traction Company (Wis.), 114 N. W. 810, 14 L. R. A. 
(N. S.) 644, not to take the interest of abutting owners for inter- 
urban purposes until it transforms the tracks, roadbed and appli- 
ances to interurban uses; neither the passage of a statute authoriz- 
ing condemnation, nor the continued wrongful use for interurban 
purposes of the street railway tracks thereafter, being considered 
an expropriation of their rights. 


PRELIMINARY INJUNCTION GRANTED ON ALLEGED 
TRANSFORMER INFRINGEMENT—Judge Ray, of the United 
States Circuit Court for the Northern District of New York, has 
granted a preliminary injunction against the Middleburg & Scho- 
harie Light, Heat and Power Company, in the suit of the Westing- 
house Electric and Manufacturing Company against the Middleburg 
company for infringement of the Stanley patent, No. 469,809. The 
Middleburg company uses the transformer manufactured by the 
Pittsburg Transformer Company. The operation of the injunction 
is suspended until November 15 to permit the Middleburg com- 
pany to either remove the infringing transformers or to appeal. 
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August 15, 1908 


PERSONAL MENTION. 


MR. A. A. ARLINE, of Dallas, Tex., has been appointed man- 
ager of the Orange, Tex., office of the Southwestern Telegraph and 
Telephone Company. 


MR. H. A. EVERETT has resigned as president and director of 
the Toledo Railways and Light Company. Barton Smith takes his 
place as director, but the office of president remains unfilled. 


MR. J. J. BROOMFIELD, manager of the contract department of 
the Interstate Telephone Company, has resigned and will be suc- 
ceeded by F. B. Shalters, who has assumed charge of the Trenton, 
N. J., office. 


MR. CLAUD HAUGH, for ten years inspector of the Waynesboro, 
Pa., exchange of the Bell Telephone Company of Pennsylvania, has 
resigned and will devote his attention to the electrical contracting 
business which he recently established. 


MR. W. V. N. POWELSON, it is announced, has resigned as 
president of the Union Electric Light and Power Company, of St. 
Louis, Mo., and will be succeeded by Arthur Williams, of New 
York. Mr. Powelson will engage in engineering, establishing a com- 
pany in New York to be known as Cooper & Powelson. 


DR. WILLIAM M. HABIRSHAW, president of the Habirshaw 
Wire Company, of Yonkers, N. Y., a widely known man in the elec- 
trical field, and one of the most skilful analytical chemists in the 
country, is very ill at Saratoga, N. Y., his summer residence. Dr. 
Habirshaw has been an invalid for several years and recently suf- 
fered a relapse, from which it is hardly expected he can recover. 


MR. D. S. DRAKE, local manager for the Bell Telephone Com- 
pany at Huntingdon, Lewistown and Saxton, Pa., has resigned to 
accept a position with the Raystown Water Power Company. Mr. 
Drake had been with the telephone company for many years and 
established the Lewistown exchange in 1883. H. E. Provost, of 
Scranton, succeeds Mr. Drake. The position has heen changed, 
however, to that of contract agent for the three exchanges named. 


DR. NEVIL MONROE HOPKINS, assistant professor of elec- 
trical engineering at George Washington University, and chief 
electrical engineer for the United States Navy Department in the 
consolidation of navy yard power plants, is the author of an en- 
trancing story entitled “The Investigation at Holman Square,” 
Which is one of the leading features of the September issue of 


Lippincott’s, Magazine. Dr. Hopkins is the author of several other 
detective stories. 


NEW MANUFACTURING COMPANIES. 


PORTLAND, ORE.—The Columbia Electrical Engineering Com- 
pany has been incorporated with a capital of $5,000. The incor- 
porators are J. E. Kilkenny, George L. Epps and J. F. Kendricks. 


CAMDEN, N. J.—The General Waves Power Company has been 
incorporated with a capital of $200,000 to act as mechanical and 
electrical engineer. The incorporators are E. E. McWhiney, G. E. 
Holmes and F. A. Kuntz, of Camden. | 


È BOSTON, MASS.—The United States Apparatus and Instrument 
Ompany, of Fall River, has been incorporated with a capital of 
$10,000, to deal in electrical and medical apparatus. The directors 


are: Louis Foster, Boston, president and treasurer; William J. 
Jones and M. Doherty. 


i LAKE CITY, UTAH—Articles of incorporation of the 
i nay Supply Company have been filed with the county 
shares a d ee. has a capital stock of $10.000 divided into $1 
are: Pre, i s incorporated for a period of fifty years. The officers 
eta: sident, Charles A. Halverson; vice-president, George Hal- 
» Secretary-treasurer, Lawrence Herdti. These, with O. W. 
Halverson and Arthur Halverson, compose the board of directors. 


oo FALLS, MONT.—Articles of incorporation for the 
county e Company have been filed in the office of the 
John Ole and recorder by the incorporators, Thomas Evans, 

P compan fred F. Evans and Fred W. Sewell, all of Great Falls. 
of engines i will engage in the manufacture, installing and selling 
of the a ectrical apparatus and machinery. The capital stock 
$10 each ai Bet at $35,000, divided into shares of a par value of 
Evans eN a argest portion of the stock is in the hands of Thomas 
each, Five ne ds 238 shares, the other members holding 114 shares 

ousand eight hundred dollars has been subscribed. 
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ELECTRICAL SECURITIES. 

There is very little to say concerning stock market develop- 
ments, except to reiterate the statements which have been made for 
the past three or four weeks. In the face of rather slow general im- 
provement in business, prices continue to rise, until it is feared that 
the present values have over-discounted a considerable gain in the 
near future. The factors making for the present rise appear to he 
the great ease with which time Joans can be obtained, the indica- 
tions of a bounteous harvest of every nature of agricultural product, 
the splendid condition of the freight railroads for handling large 
quantities of freight at a minimum expense, and the forecast of a 
continuation of the present form of government for at least the 
next four years. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED AUGUST 8. 


New York: Closing. 
Allis-Chalmers comrmon................0.es- 11% 
Allis-Chalmers preferred................000- 34% 
Brooklyn Rapid Transit.................... 565% 
Consolidated Gas.............. ccc cee ce eee 139 
General Electric............. 0. cece ecw ceces 146 
Interborough-Metropolitan common.......... 12% 
Interborough-Metropolitan preferred......... 3514 
Kings County Electric.................000.- 122 
Mackay Companies (Postal Telegraph and 

Cables) COMMON.............. ccc cece 661%, 
Mackay Companies (Postal Telegraph and 

Cables) preferred.............ccc ee eeee 66% 
Manhattan Hlevated................200- cee 138 
Metropolitan Street Railway................ 31 
New York & New Jersey Telephone......... 110 
Western Unión. i<.05:.26406 0. herded oe se sores 57 
Westinghouse Manufacturing Company...... 76 


The directors of the Kings County Electric Light and Power 
Company have declared the regular quarterly dividend of 2 per cent, 
payable September 1. The books close August 21 and open Sep- 
tember 1. ; 


Boston: Closing. 
American Telephone and Telegraph........ 122 
Edison Electric Illuminating. ............... — 
Massachusetts Electric.................0c00. 47 
New England Telephone.................... 112% 
Western Telephone and Telegraph preferred. 68 

Philadelphia: Closing. 
Electric Company of America............... 10 
Electric Storage Battery common........... 39 
Electric Storage Battery preferred.......... 39 
Philadelphia Electric....................... 9% 
Philadelphia Rapid Transit................. 14% 
United Gas Improvement................... 8814 

Chicago: Closing. 
Chicago Telephone......................... — 
Commonwealth Edison...................... — 
Metropolitan Elevated preferred............. 45 
National Carbon common................... 68 
National Carbon preferred.................. 108 


The Oak Park Elevated’s daily average of passengers carried, 
including transfers, for July, was 40,467, a decrease of 3,241. The 
daily average of passengers carried for July by the Metropolitan 
Elevated was 131,152, a decrease of 4,627, and by the South Side 
Elevated 114,362, an increase of 2,429. 


DATES AHEAD. 


Michigan Electric Associatton. Annual meeting, Grand R 
Mich., August 18-21. are 
International Association of Municipal Electricians. 
convention, Detroit, Mich., August 19-21. 
Ohio Electric Light Association. Annual convention -in- 
Ohio, August 25-27. iene 
Colorado Electric Light, Power and Railway Associ 
wood Springs, Col., September 16-18. maton, Glens 
Arkansas Association of Public Utilities Operators 
nual convention, Little Rock, Ark., September 17-18 l 
Old Time Telegraphers’ and Historical Association 
of a ee A elt Niagara Falls, N. Y., September 1618 hii 
uminating Engineering Society. Annual c i adal: 
phia, Pa., October 6-7. Aa eater: 
American Street and Interurban Railwa A iati 
convention, Atlantic City, N. J., October 12-16. sociation. Annual 
American Street and Interurban Railway Accountan 
tion. Annual convention, Atlantic City, N. J.. October 1 
American Street and Interurban Railway Claim A 
ciation. Annual convention, Atlantic City, N. J., Octob 
_ American Street and Interurban Railway Engineering Associ 
tion. Annual convention, Atlantic City, N. J., October 12-16 pene 
American Street and Interurban Railway Manufacturers" A 
ciation. Annual convention, Atlantic City. N. J.. October 12-16 SSR 
American Electrochemical Society. Fall meeting Ne j 
city, October 30-31. 1 New York 


Annual 


First an- 


ts’ Associa- 
2-16. 

gents’ Asso- 
er 12-16, 
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TELEPHONE AND TELEGRAPH. 


PLACERVILLE, CAL.—It is announced that an extension of the 


Pacific Telephone and Telegraph Company’s line from this city to 
Lake Tahoe will be undertaken at an early date. 


NORWOOD, MASS.—The New England Telephone and Tele- 
graph Company has changed its system from the magneto to the 
common battery type, and moved into new quarters. 


MILES CITY, MONT.—The Rocky Mountain Bell Telephone 
Company is making: preparations for the installation of a telephone 
system in Miles City, with headquarters in the Miles Building. 


ANACONDA, MONT.—Work is progressing rapidly on the Inde- 


pendent Telephone Company’s line between Butte and Anaconda, 


and the company expects to be ready for business in the early fall. 


HOUSTON, TEX.—The Southwestern Telegraph and Telephone 
Company is making a number of improvements to its system in 


the South End. Later it is intended to establish an exchange in 


that portion of the city. 


ALTURAS, CAL.—The Western Pacific Telephone and Telegraph 
Company has been incorporated for the purpose of connecting all 
the towns of Modoc, Lassen and Plumas counties, work to be com- 
menced in the near future. 


MILWAUKEE, WIS.—The underground telephone system be- 
tween Milwaukee and Racine, the first division of the proposed sys- 
tem between this city and Chicago, has been formally opened. The 
system is now open for general business. 


ATLANTA, GA.—The Southern Bell Telephone and Telegraph 
Company has purchased the Covington Telephone Company, of Cov- 
ington, Ga., and the two systems will be consolidated as rapidly as 
the physical work can be accomplished. 


MEREDITH, N. H.—At the annual meeting of the Meredith Tele- 
phone Company the following officers were elected: President, B. 
Blaisdell; vice-president, F. W. Storey; clerk, P. A. Ellsworth; 
treasurer, E. S. Wilard; manager, P. A. Ellsworth; auditors, E. W. 
Longley; directors, B. Blaisdell, J. F. Beede, B. R. Dearborn, Ed- 


mund Page. A dividend of $1.50 per share was declared, payable 
August 15. 


COLUMBUS, OHIO—The Farmers’ Independent Telephone Com- 
pany of Canal Winchester has been incorporated with a capital 
stock of $25,000. The line is to connect Canal Winchester, Colum- 
bus and Lancaster at present, and will extend through the counties 
of Fairfield, Pickaway and Franklin. The incorporators are McC. 
Martens, Thomas J. Barr, Thurman T. Courtright, W. F. O’Gara and 
R. C. M. Hastings. 


WATERVILLE, ME.—The Kennebec Farm and City Telephone 
Company has completed its line from Norridgewock to Oakland 
village by way of the Ten Lots. All the towns up the Somerset 
Railway may be reached as far as The Forks, including Norridge 
wock, Madison, North Anson, Solon, Bingham, Caratunk, Athens, 
Starks, Mercer, Canaan and Skowhegan. The whole system includes 
about 800 telephones. 


PAVILION, N. Y.—The Pavilion Telephone Company, which was 
incorporated under the laws of the state, in Albany, a few weeks 
ago, with a capital of $10,000, is actively at work. It already has 
available for use about fifteen miles of poles and wires, the property 
of the Inter-Ocean Telephone Company. The directors are D. C. 
Higgins, S. O. Hubbard, M. A. Christman, David Morrow, Earl Starr, 
Horace Bradley and Dean Hudson. The officers are: President, 
Horace Bradley; vice-president, Earl Starr; secretary and treasurer, 
D. C. Higgins. There are about 200 subscribers. The company 
expects to have its lines ready for service in thirty days. 


PORTLAND, ORE.—Extensions and betterment of the service 
are the purposes behind the plan of reorganization that has been 
adopted by the directors of the Pacific Telephone and Telegraph 


Company. This includes the redistricting of the company’s tele- 


phone system into three districts. The southern division will ex- 
tend from the Mexican line to San Luis Obispo, the central division 
from San Luis Obispo to the Oregon line, while the third, or north- 
ern district, will embrace the states of Oregon, Washington and 
Idaho. Under the plan of reorganization each of the three districts 
will have practically a system of its own, with its own respective 
corps of officers, W. J. Phillips, who for years has been superin- 
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tendent of the home or central division, with headquarters at San 


Francisco, has been transferred and will be the superintendent of 
the northern division. 


LUDINGTON, MICH.—The United Telephone Company of Michi- 
gan has been organized here with $200,000 capital and with several 
local capitalists interested. It will take over the property of the 
Lake Shore Telephone Company now operating in Mason and 
Oceana counties. The general offices of the latter company will be 
moved from Hart to Ludington and become the office of the new 
company. Thomas Bromley, Jr., of Hart, will be the general man- 
ager of the company. The officers are as follows: President, W. A. 
Cartier, Ludington; vice-president, Gardner Sands, Pentwater; sec- 
retary and treasurer, Thomas Bromley, Jr.; attorney, A. E. Keiser. 
C. H. Hood, of Detroit, who has been interested in the organization 
of the new company, says that $78,000 will be spent in reconstruct- 
ing the present county service, bringing it up to date, and that a 
model telephone building will be erected in Ludington. 


NEW PUBLICATIONS. 


NEW YORK STATE PUBLIC SERVICE COMMISSION, SEC- 
OND DISTRICT—The Public Service Commission of the State of 
New York, Second District, has published circular No. 38, effective 
August 1, 1908, giving the regulations prescribing the form and 
governing the construction and filing of freight tariffs and classi- 
fications and passenger fare schedules of railroad corporations, and 
general regulations and rulings. The commission has also pub- 
lished its opinion in the matter of the application of the Elmira, 
Corning & Waverly Railway, submitted July 9 and decided July 23. 


“ON THE CANAL ZONE’—Thomas G. Grier, of Chicago, Il., 
well known in the electrical field, is the author of a very interest- 
ing descriptive work entitled “On the Canal Zone.” During a trip 
which Mr. Grier recently made to the Isthmus of Panama he took 
copious notes and a great many photographs. The present volume 
is the result of this trip. The work is interesting, as it gives a first- 
hand impression of this remarkable enterprise. While it is not 
electrical in any way, Mr. Grier has incorporated a minute descrip- 
tion of whatever use has been found on the isthmus for electricity 
either for illumination or power. The book is from the press of the 
Wagner & Hanson Company, Chicago, Ill., and is dedicated to the 
memory of Mr. Grier’s father, John Alexander Grier, formerly chief 


engineer in the United States Navy, who spent several years cruis- 
ing in southern waters. i 


INDUSTRIAL ITEMS. 


THE SACHS COMPANY, Hartford, Ct., will be pleased to send 


to any one interested upon request its bulletin devoted to electrical 
protective devices for any voltage. 


THE H. T. PAISTE COMPANY, Philadelphia, Pa., in bulletin 
No. 57 devotes considerable space to a description and price list 


of the Paiste ground clamp and a blackboard talk on Paiste molding 
crossovers. 


THE METROPOLITAN ELECTRICAL SUPPLY COMPANY, 
Chicago, Ill., has been appointed agent for the Crescent Insulated 
Wire and Cable Company, of Trenton, N. J. The Metropolitan com- 
pany will carry a large stock of this well-known company’s product, 
enabling it to fill orders from Chicago promptly. 


THE TRUMBULL ELECTRIC MANUFACTURING COMPANY, 
Plainville, Ct., in the August issue of “Trumbull Cheer,” describes 
the Trumbull “Kappa” switch with high fingers. There is also an 
illustration of a very interesting special switchboard mounted in 


an iron box. The Trumbull switchboards are made to any specifi- 
cation. 


THE CENTRAL ELECTRIC COMPANY, Chicago, Ill., is dis- 
tributing a revised price list on “Raven Core” rubber-covered wires 
and cables. This price list, which includes all classes of wire and 
lamp cord, will be mailed upon request. The company will also be 
pleased to furnish revised price lists on Columbia incandescent lamps 
of the Gem, Gem Prismo, tungsten and tantalum types. 


THE TUNGSTOLIER COMPANY, 519-521 Citizens Building, 
Cleveland, Ohio, is preparing some very interesting literature de- 
voted to Tungstolier lighting fixtures. This line comprises an abso- 
lutely new design of lighting fixtures, especially developed for use 
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with tungsten lamps. The range of styles is wide enough to afford 
a selection which will fit in with any requirements. Full informa- 
tion may be secured from the company upon request. 


THE CUTTER COMPANY, Philadelphia, Pa., is announcing a 
competition for twenty-five essays on the use of circuit-breakers. 
Prizes to the amount of $1,200 will be distributed to the writers of 
the best essays, and the competition is open to every user of elec- 
tricity who is acquainted with the I-T-E circuit-breaker and its wide 
field of usefulness. The conditions of this competition will be mailed 
on receipt of request addressed “Essay Competition,” The Cutter 
Company, Philadelphia, Pa. 


THE NERNST LAMP COMPANY, Pittsburg, Pa., announces that 
H. H. Sturtevant, of Zanesville, Ohio, proprietor of the largest 
department store in southeastern Ohio, has placed an order with 
the Ohio Electric Railway Company for a complete installation of 
Westinghouse-Nernst Jamps, to replace electric arc lamps. This 


was at once the first order for the new Westinghouse-Nernst units . 


to be placed in the Cincinnati territory of the Nernst Lamp Com- 
pany, and the first fruits of the new business-getting campaign of 
the Ohio Electric Railway Company. . 


THE H. W. JOHNS-MANVILLE COMPANY, 100 William street, 
New York city, has ready for distribution literature describing the 
“Point-Tite’ roof cement for tinners’ and slaters’ use, and the 
“J-M” roof coating, which is made primarily of pure asphalt dis- 
solved in pure linseed oil. This coating is suitable for all kinds of 
roofing work, ‘metal work, and wherever protection from the ele- 
ments is required. One gallon will cover 100 square feet. Another 
leafiet which the company is distributing is devoted to the advan- 
tages of a “Built-Up” roof covering. This describes the asbestos 
roofing, which is built up of sheets of pure asbestos fibre. These 
sheets or layers are individually waterproofed and cemented to- 
gether with the company’s asphalt compound. 


THE KELLOGG SWITCHBOARD AND SUPPLY COMPANY, 
Chicago, Ill., has issued a bulletin describing its railway despatch- 
ing systems and a bulletin describing the new Kellogg railway 
pole telephone, with supplements giving a description of Kellogg 
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railway systems in successful operation. Some of the adva itages 
of the Kellogg train-despatching system are the safety, care and 
rapidity of train handling, the selective signaling of any or all 
stations, and the elimination of the service of telegraphers. Another 
bulletin just issued by this company is devoted to its standard line 
of common battery telephones. In addition to the handsome illus- 
trations and complete text, there is a special description of the new 
Kellogg “short back-board” wall instruments, the ‘‘steel hotel set,” 
and the new indestructible desk stand. 


THE BLAKE SIGNAL AND MANUFACTURING COMPANY, 
246 Summer street, Boston, Mass., is to be felicitated over the very 
complimentary paragraph which appeared in the issue of the 
Evening Capital, of Annapolis, Md., of August 1. Under the caption, 
“Official Route of Red Men—Washington, Baltimore & Annapolis 
Selected to Transport Next Tuesday’s Crowd,” the following state- 
ment appears: “In selecting the route the officials were impressed 
with the high degree of safety to which the single-track section 
between Naval Academy Junction and Annapolis has recently been 
brought by the installation of the Blake signal system. ... A 
demonstration of the working of the Blake system on the single 
track convinced them that the Annapolis branch was equally as 
well protected against accident as the double-track portion of the 
road.” 


THE EMERSON ELECTRIC MANUFACTURING COMPANY, 
St. Louis, Mo., is distributing bulletins Nos. 3,128, 3,129, 3,130, 3,131, 
3,132 and 3,906. These bulletins are devoted, respectively, to sin- 
gle-phase induction motors, frame 24 FA, one-twentieth horse-power, 
full load, automatic start; single-phase induction motors, frame 28 
LA, one-sixth horse-power, full load, automatic start; single-phase 
induction motors, frame 32 FA, one-eighth and one-sixth horse- 
power, condensed type, full load, automatic start: single-phase in- 
duction motors, frame 28 JA, onefifteenth horse-power, full-load 


. Start type, for intermittent service; single-phase induction motors, 


frame 28 JB, one-fifteenth horse-power, full-load start type, for 
intermittent service; family sewing-machine motors for Singer No. 
66 drop-head machines, for alternating and direct currents. In the 
issue of the ELECTRICAL Review for July 25 the ratings of these 
machines were incorrectly given. 


| Record of Electrical Patents. 


Week of August 4. 


894,818. ELECTRODE FOR THE EVOLUTION OF OZONE FROM 
OXYGEN OR ATMOSPHERIC AIR. John R. Craig, Jr., Glas- 
gow, Scotland. A dielectric plate is placed edgewise between 
two discharging electrodes. 
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894,878.— VARIABLE-SPEED TRANESMIEFSION. 


$94,820. TELEGRAPHY. Patrick B. Delaney, South Orange, N. J. 
A transmitter having an elastic vibrator which is released when 
the sending key ig closed. 


ae MULTIPLE CLUSTER SOCKET. Charles D. Gervin, New 
; Lads N. Y., assignor to John H. Dale, New York, N. Y. An 
nsulating block containing a plurality of socket shells. 


e 


894,836. RECEIVING TELEGRAPHIC AND TELEPHONIC IM- 
PULSES SIMULTANEOUSLY. Isidor Kitsee, Philadelphia, Pa., 
assignor of one-half to William J. Latta, Philadelphia, Pa. A 
telegraph receiver is shunted by a telephone receiver circuit 
containing condensers and a repeating coil. 


894,866. DRY BATTERY. George M. Wheeler and Henry Wilhelm, 
Brooklyn, N. Y. The containing shell is made up of a plurality 
of tubularly folded sheets, one of which is of zinc. 

894,878. VARIABLE-SPEED TRANSMISSION. Henry H. Cutler 
Milwaukee, Wis., assignor to the Cutler-Hammer Manufactur. 
ing Company. The change in speed is controlled by means of 
magnetic clutches. 

894,886. AUTOMATIC CUTOUT FOR INDICATING MEANS. Al- 
bert B. Herrick, Ridgewood, N. J. A plurality of registering 
fingers which are brought successively into action by the han- 
dle of the instrument. as 

894,910. AUTOMATIC MAGNETIC CIRCUIT-BREAKER. William 


M. Scott, Philadelphia, Pa. An adjustable retarded circuit- 
breaker mechanism. 


894,931. TROLLEY CAR FOR ELECTRIC MOTOR VEHIC 
ce Arno ae Luigi Negro, Turin, Italy. A eee 
lecting trolley carriage, the driving motor of whi 3 
nected when the main vehicle stops. oh 18. Macon 


894,944. INDUCTION-CURRENT GENERATOR. Martin Fischer 
Zurich, Switzerland, assignor to the firm of Actiengeselischafi 
“Magneta” (Electrische Uhren Ohne Batterie & Ohne Contacte) 
Zurich, Switzerland. Current impulses are generated by an 
oscillated armature. 


894,945. MAGNETIC INDUCTOR. Martin Fischer, Zurich Switzer- 
land. Current impulses are generated by a revolving armature 
894,950. DYNAMOELECTRIC MACHINE. Wiliam T. Hensley 
Wilkinsburg, Pa., assignor to Westinghouse Electric and Manu- 


facturing Company. The commutator lead is perfora 
slips over a lug on the commutator segment. p ted and 
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894,951. COMMUTATOR. William T. Hensley, Wilkinsburg, Pa., 
l assignor to Westinghouse Electric and Manufacturing Company. 


The commutator segment is perforated and slips over a lug on 
the lead. 


894,952. RAIL BOND. Albert B. Herrick, Cleveland, Ohio, assignor 
to the Electric Railway Improvement Company, Cleveland, Ohio. 
A rail bond built up of conducting plates cemented together. 


894,964. ELECTRIC RAILWAY. Joseph Mayer, Rutherford, N. J. 
A hinged pole supported on a double pantograph. 


894,979. LOAD EQUALIZER FOR ELECTRIC CIRCUITS. John 
S. Peck, Manchester, England, assignor to T. H. Given, H. S. A. 
Stewart and E. M. Herr, Pittsburg, Pa., receivers of Westing- 
house Electric and Manufacturing Company, East Pittsburg, Pa. 
A combination of a rotary converter having two mechanically 
and electrically connected rotors and independent stator wind- 
ings. 


894,886. — AUTOMATIC CUTOUT FOR INDICATING MEANS. 


895,006. MECHANISM FOR RECOVERING. TRANSFORMING 
AND CONSERVING ENERGY. Léon Dion, Wilkes-Barre, Pa, 
assignor to the Americus Electrohermetic Company, Wilkes- 
Barre, Pa. The waste water of the house is utilized for driv- 
ing a small battery-charging set. 


894,979.—Loap EQUALIZER FOR ELECTRIC CIRCUITS. 


895,012. MOTOR-CONTROLLING DEVICE. Fletcher D. Hallock, 
Wilkinsburg, Pa.. assignor to T. H. Given, H. S. A. Stewart and 
E. M. Herr, Pittsburg. Pa., receivers of Westinghouse Electric 
and Manufaciuring Company, East Pittsburg, Pa. A motor- 
starting rheostat with regulating field resistance. 


895,034. ATTACHMENT FOR PHOTOGRAPHIC PRINTING AP- 
PARATUS. Hervey H. McIntire, South Bend, Ind. A number 
of elements each mounted on an independent universal support. 


$95,035. ELECTRIC RAILROAD SIGNAL. Arthur W. McMaugh 
and Robert Welch, St. Catharine’s, Ontario, Canada. A sec- 
tional centre-rail system. 


895,070. TROLLEY POLE MOUNT. Edwin H. Burnes, Amster- 
dam, N. Y., assignor of one-third to Phebus H. Alexander, Am- 
sterdam, N. Y. A rotating trolley base. 


895,100. ALTERNATING-CURRENT METER. Emanuel Morck, 
Charlottenburg, Germany. An induction meter having two 
magnetic branch circuits. 
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895,135. CONTROLLING SYSTEM FOR LIFTING MAGNETS. 
Reuben I. Wright, Cleveland, Ohio, assignor to the Blectric 
Controller and Supply Company, Cleveland, Ohio. The lifting- 
magnet winding is in shunt with the motor circuit, means 
being provided for automatically inserting resistance. 


. 895,144. APPLICATION OF ELECTROLYSIS TO SCOURING AND 


SQUEEZING MACHINES. Jean M. J. Baudot, Roubaix, France. 


The fabric is passed between electrodes which liberate an alka 
line product. 


895,159. METHOD OF PRODUCING AMALGAMS OR ALLOYS. 
Courtland F. Carrier, Jr., Elmira, N. Y. An electric current 


passes from a common electrolyte to a plurality of independent 
bodies of fluid metal. | 


895,166. TELEPHONE SYSTEM. William W. Dean, Chicago, Ill., 
assignor to Kellogg Switchboard and Supply Company. A 


supervisory signal is associated with each end of the cord 
circuit. 


895,350.— MULTIPLEX TELEGRAPH SYSTEM. 


895,199. APPARATUS FOR RELEASING HORSES. Charles C. 
Rich, Mount Vernon, N. Y., assignor of one-half to Harry J. 
Douglas, Mount Vernon, N. Y. A gravity-operated electrically 
controlled release gear. 


895,242. ELECTROMECHANICAL MOVEMENT. George H. Davis, 
West Orange, N. J. The armature of the magnet is composed 
of a number of floating hinged sections. 


895,251. TROLLEY CATCHER. George Gessert, Edwardsville, Il. 
Rotatable wire guards project above the trolley wheel. 


895,314. AUTOMATIC COLLAPSING AND RE-ERECTING TROL- 
LEY POLE. George S. Thomson, Dunedin, New Zealand. A 
pivoted trolley pole supported by an arm which falls when the 
wheel leaves the wire. 


895,400.—MotTor-ConTROL SYSTEM. 


895,321. TROLLEY GUARD. Charles H. Yarrington, Waterbury. 
Ct. Wire guards attached to the trolley wheel. 


895,339. TROLLEY. Leon W. Campbell, Woonsocket, R. I. A ball- 
bearing wheel. 


895,350. MULTIPLEX TELEGRAPH SYSTEM. Amor W. Douglas, 
Albuquerque, N. Mex. An alternating-current telegraph system. 


895,374. MEANS FOR PERFORATING SLIPS FOR TELEGRAPHIC 
SIGNALING AND OTHER PURPOSES. Maximilian Kotyra, 
Paris, France. The punches are operated by electromagnets. 


895,378. REVERSIBLE AND COLLAPSIBLE TROLLEY POLE 
FOR ELECTRIC VEHICLES. John Lindsay and Robert Lind- 


Bay, Dunedin, New Zealand. A trolley pole is hinged at its 
centre. 


895,400. MOTOR-CONTROL SYSTEM. Charles D. Gilpin, Cleve- 
land, Ohio, assignor to the Electric Controller and Supply Com- 
pany, Cleveland, Ohio. An automatic motor-accelerating switch. 
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MATHEMATICS FOR ENGINEERS. 


In an abstract given elsewhere in this issue are a number of 
sensible remarks on the teaching of mathematics for engineers 
which have been taken from a longer discussion of the subject 
by Mr. Charles F. Scott. The problem is not simple; indeed, 
it is almost as complicated as that of laying out an entirely 


satisfactory course in any branch of engineering. One is always 


confronted with the question of how much time should be given 
to theory and how much devoted to application. We have on 
the one hand those who contend that the practical side of the 
subjects only should be taught, and on the other those who 
believe that each subject should be taught for itself alone. 
Mr. Scott holds rather to the first opinion in regard to mathe- 
matics, but he admits that the engineering student should be 
able to understand certain higher branches of mathematics, even 
though he can not, or does not, actually use them in his work. 
While we agree on the whole with Mr. Scott’s views, in cer- 
tain respects we differ from him. In the first place, Mr. Scott 
says mathematics is a tool from the standpoint of the engineer ; 
its value depends on the skill with which he can use it, and 
he is not concerned with the process by which the results are 
obtained. This is rather misleading, as there can hardly be a 
satisfactory use of any tool if the user does not comprehend the 
principles upon which it works. There is no absolute necessity 
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put to use recent developments in scientific knowledge. A 
notable instance of this is the development of wireless com- 


munication. The “wireless” engineer should, to-day, not only 


| understand but be able to apply mathematical processes which 


are seldom taught in an engineering course. 
But while asserting the necessity for advanced mathematical 


instruction we must not be understood as advocating the use of 


the higher branches in teaching science. There is danger, when 


such methods are employed, of laying too much stress upon 
the method and neglecting the thing. This is too often the 
case in teaching physics: the students are not given a physical 
conception of the principle or law—hence it means nothing to 


‘them and is of little use. 


Mr. Scott says what is required of engineers is common 
sense, but common sense is nothing more than logical reason- 
ing from fully understood principles; and it is no less common 
sense if the reasoner follow a line of thought less frequently 
used by others but familiar to himself. There can be as much 
common sense in the use of the calculus as in simple addition. 
But to-day this is the exception rather than the rule, because 
by far the greater number are more skilled in addition. And 
we need common sense in the teaching of science, not an obscur- 
ing of facts under a mathematical scaffold. 

` The trouble in teaching mathematics, as in nearly all other 
subjects, is the necessity of laying out a line of instruction 
suitable for the average student, but which will also point the 
way for the brilliant man to go further. The best plan, in all 
cases, scems to be to lay a thorough foundation of scientific 
principles and elementary mathematics. Upon this as high a 
structure of applications and advanced sciences as the time 
allows may be erected. The proportioning of this structure will 
depend upon the opinions of the instructors, but the founda- 
tion should never be weakened in the slightest, since it must 
bear not only the beginning of the structures which are made 
at the college, but the entire building which the man himself 
must complete. It should never be necessary for him to go 
back and strengthen or alter his foundations. 


————— 


ELECTRICAL TRANSMISSION FOR MARINE 
PROPULSION. | 

In the issue of the ELvectricat Review for April 4, 1908, 
we discussed an electrical method of propelling ships which had 
been proposed by Mr. Henry A. Mavor, and had been discussed 
before by the Institution of Engineers and Shipbuilders, of 
Scotland. In this system the propellers of the vessel- are to be 
driven by induction motors, and variations in speed are to be 
secured by mounting the stator so that it can revolve, thus 
reducing the actual speed of the motor without changing the 
relative speeds of rotor, stator and motor. This method, while 
not efficient for continuous running, introduces fairly good 
starting conditions, and is allowable for short maneuvers, such 
as docking and getting under way. Under normal running 


conditions the stator is fixed, and the speed can then be varied 
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only, by varying that of the prime mover, unless conditions 
warrant the losses which will be caused by allowing the stator 
to revolve, absorbing the energy thus developed in friction. 
Now another method of ship propulsion by means of the 
electric motor has been proposed and discussed by a second 
British society, the Institution of Marine Engineers. In this 
case Mr. William Durtnall, after describing the various other 
methods of ship propulsion by means of the electric motor, 
dwells at some length upon the system which he thinks offers 
the greatest prospect of success. In brief, he uses squirrel-cage 
induction motors, direct-connected to the propeller shafts, and 
obtains his variations in speed by means of the stator windings, 
which are arranged so as to develop magnetic fields having three 
or more different arrangements of poles. In this way a corre- 
sponding numbers. of speeds is obtained, and the system will 
operate at all of them efficiently, though it is probable that 
at the lower speeds conditions may not be quite as favorable 
as at the higher. It would seem likely also that the motors 
thus constructed would be larger and heavier than those de- 
signed for the highest speed only; so that unless conditions are 
such as.to make it essential to be able to run at two or more 
speeds, a less jnefficient, but lighter, system might, on the whole, 
be better. | | 
However this might be, it is rather interesting to note the 
good case which Mr. Durtnall makes out for his system as 
compared with the direct steam-turbine drive. As has been 
pointed out before, the advocates of such systems of propulsion 
hope to gain by driving both the steam turbines and the pro- 
pellers at those speeds which give the best results. Unfor- 
tunately for the marine engincer, a large slow-speed propeller 
is the most efficient, while a high-speed steam turbine is the 
most economical of steam. Thus, in modern practice it has been 
necessary to sacrifice at both ends; and although turbine- 
driven steamers have certainly shown creditable performances, 
they do not do as well as they would do were it not for these 
limitations. This condition offers the electrical engineer an 
opportunity to install a system of transmission which is efficient 
and which will permit both the turbine and the propeller to run 
at their best speeds. By so doing a large saving in steam con- 
sumption is expected. For instance, Mr. Durtnall thinks that 
a steamer driven by four propellers, each requiring 1,000 horse- 
power, would require generating equipment with an output of 
about 3,250 kilowatts. The propellers would run at 250 revolu- 
tions per minute, and the turbines at 1,500. With steam at 
150 pounds pressure, and 150 degrees Fahrenheit, it is esti- 
mated that the consumption of steam per kilowatt-hour would 
be thirteen pounds per shaft horse-power-hour. If the turbines 
were direct-connected to the propeller shafts, the steam con- 
sumption would be about twenty-two pounds per shaft horse- 
power-hour. Thus, in the first case, the total hourly consump- 
tion of steam would be 52,400 pounds, and in the second 88,000 
pounds, a saving effected by the electric drive of forty-one per 


cent, and consequently an equal saving in requisite boiler 
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capacity. 
made by the electric equipment. 

Such saving in steam, and therefore in coal, is important, 
but would not be allowable at too great sacrifice in weight. To 
determine this it is estimated that the electric equipment, 
including motors, generators and steam turbines, would weigh 
about 184 tons, while the direct-connected steam turbine would 
weigh only 148 tons, a difference in favor of the latter of thirty- 
six tons. But this is more than offset by the saving in boiler 
capacity, which, according to the steam consumption given above, 


At lower speeds savings nearly as good would be 


would be 180 tons, the steam turbine requiring 440 tons of | 


boilers, while the electric equipment requires only 260 tons. 
The net saving in weight will therefore be 144 tons. This, taken 
together with the saving in coal, which, from the foregoing, 
figures out at 1.6 tons an hour, or 230 tons for a six days’ 
sail, shows the marked superiority of the electrical drive. 

These conclusions should not, of course, be accepted without 
question. Other marine engineers might figure out considerably 
less advantage in the electrical drive, if indeed they did not 
throw it entirely the other way. Mr. Durtnall’s conclusions are 
nevertheless interesting and worthy of careful consideration by 
marine engineers. While he has discussed only the steam tur- 
bine, it is not unlikely that an equally good case could be made 
out for an internal-combustion engine, as the electrical transmis- 
sion would eliminate the handicap of this type of prime mover. 


POSITIVE ELECTRICITY. 

If we accept the views of the new school of electro-physicists 
we are fairly familiar with the character and importance of the 
electron, or, as some would have us believe, the negative par- 
ticle of electricity. According to J. J. Thomson and others, 
the smallest charge of electricity which has been isolated is 
negative in sign, and is always associated with what appear to 
be particles of matter having a mass of about one-thousandth of 
that of the hydrogen atom. Since this mass can not be disso- 
ciated from the charge, or the charge from the mass, it has 
been asserted that the two things go together; in fact, what 
appears to be matter may be merely an effect due to the electric 
charge itself. 

According to this theory, a positive charge or corpuscle, as 
Thomson calls these minute material particles, is necessary; but 
the positive charge has never been liberated—that is to say, 
it is apparently always associated with particles of matter com- 
parable in mass with the hydrogen atom, and therefore one 
thousand times as large as.the electron or negative corpuscle. 
Recent experiments by Thomson indicate the possibility of the 
existence of positive corpuscles, but these were still associated 
With large masses. A peculiarity of these positive charges was 
their appearance at points where they were not expected. When 
searching for the negative charge, one naturally looks between 
the two electrodes and expects to find this charge on its way 
from the cathode to the anode. By analogy one would there- 
fore look for the positive charge in the same place and expect 
to find it moving in the opposite direction; but it has never 
been detected there, If it was the positive charge which Dr. 
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Thomson noticed in certain of his experiments, this particle 
behaves in an erratic way, for it was found to be traveling 
in what seemed to be the wrong direction and in the wrong 
place. The particles which he noticed were traveling away 
from the cathode in the space beyond the anode. It was sug- 
gested that it was because of this unexpected behavior that the 
positive particle had not been detected before. 

M. Jean Becquerel makes the most recent claim of having 
captured, or at least separated, the positive electron. M. Bec- 
querel is following in the footsteps of his illustrious father, 
who first called attention to the then obscure phenomenon now 
known as radioactivity. The son has held certain ideas about 
the electrical theory, and devised experiments to test their accu- 
racy. He has particularly desired to isolate the positive elec- 
tron, and in a recent issue of Comptes Rendus asserts that he 
has done so. 

The experiment upon which this claim is based consists in 
passing an electrical discharge through an exhausted tube con- 
tracted along its central portion. The anode is in one of the 
larger sections at one end, and the cathode is in the other, 
placed close to the contracted neck. The cathode plate is itself 
perforated to allow the canal rays from the anode to pass 
through it and penetrate into the other enlarged portion of the 
tube. These canal rays, it will be remembered, are rays which 
are neutral and hence are not deviated by a magnetic field. 
When they pass into the second portion of the tube and the 
surface of the latter is earthed by any means at all, this spot 
becomes a secondary cathode, and a phosphorescent patch appears 
there. This patch has an orange color, but if the hand be 
approached to it, the secondary cathode rays which give rise to 
it are driven over to the opposite wall of the tube, while a 
whitish patch is formed in front of the hand; and by bringing 
up a magnet to this patch it is found to be deflected with ease. 
A more elaborate tube, in which a secondary cathode was intro- 
duced in a side extension, gave the same results, but more 
markedly. l 

The conditions under which this experiment was conducted 
seem to be rather complicated, as there is a mixture of X-rays, 
cathode rays, canal rays and apparently a general mixture of 
every kind of electric discharge procurable within an exhausted 
tube. 

This condition, however, seems to be necessary since, accord- 
ing to the author, the cathode ray is necessary to drive the 
positive particle out of the neutral canal ray. It is to be hoped 


that he will give us shortly further results of his investigation. 


He may perhaps devise some simpler way of ejecting the posi- 
tive corpuscle from its kennel, and of studying its peculiarities 
of character. Certainly, if we admit the existence of the nega- 
tive electron, it is hard to deny the existence of a corresponding 
positive charge; and our inability to dissociate this from large 
masses of matter is simply because we have not yet found out 
how. If M. Becquerel has been successful, he will have advanced 
our knowledge another important stage. Confirmation of his 
work by other investigators under other conditions is greatly to 
be desired. | 
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THE TEST-METER METHOD OF TEST- 
~ ING SERVICE METERS 1l. 


BY JOSEPH B. BAKER. 


TESTING BY READINGS ON CONSUMER'S 
METER. 


Of the special features of this form of 
test meter, next in importance to the com- 
posite field-winding—whereby the accu- 
racy of the test meter is increased on 
light loads by increasing its torque, as 
above described—is the time-saving device 
for making the actual test observations by 
what the inventor terms the “sight 
method.” The object of the composite 
field construction is to attain accuracy in 
testing equal to the inherent accuracy of 
the indicating-instrument method; and 
the object of the following described 
“sight method” of using the test meter is 
to attain a speed of making tests superior 
to the speed which it is practicable to 
attain by the indicating - instrument 
method under the largely adverse condi- 
tions of testing on consumers’ premises. 
The method has also the advantage of 
doing away with the use of stop-watches. 

It will facilitate the explanation of the 
above-mentioned device to assume that the 
test meter is connected for equal torque 


with the consumer’s meter, i.e., that at 


the given load the test meter means the 
same number of revolutions in a given 
time as the consumer’s meter would make 
if accurate. The device referred to oper- 


ates by virtually—not, of course, actually 


or mechanically—superposing the test- 
meter disc on the disc of the consumer’s 
meter in such a way as to enable the 
tester to observe the actual angular 
amount by which the latter’s disc lags 
behind, or advances ahead of, the test- 
meter disc. The device consists of a cir- 
cular paper scale with its circumference 
divided into ten equal scale divisions, 
each of which is again divided into ten 
divisions, making 100 scale divisions in 
all, mounted on a circular brass plate 
which is slotted from circumference to 
centre so that it may be supported in a 
horizontal position on the frame of the 
consumer's meter, the shaft of which 
passes through the centre of the circular 
ccale—of course. without touching. A 
light pointer is fixed on the shaft so as to 
sweep over the scale. With both consu- 
mer’s meter and test meter connected 
to the test load, it is obvious that if the 
former meter were as accurate as the 
latter its disc would neither lag behind 
nor advance ahead of the latter’s disc; 
so if the pointer were observed at any 


3 This method of testing is, of course, only applicable to 
meters the covers of which may be removed (* unsealed 
meters ``). 
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instant to be passing over a given scale 
division A; it would at the end of a given 
number of revolutions still be .found to 
be passing over A. If, however, the con- 
sumer’s meter were slower than the test 
meter, at the end of the given number 
of revolutions the pointer on its shaft 
would be observed to be passing over some 
other point, B, back of A; and the num- 
ber of scale divisions from B to A would 
indicate the percentage error of the con- 
sumer’s meter, the corresponding meter 
efficiency being represented by 100 minus 
the lag divided by 100. 


The general expression for percentage 
accuracy, in terms of disc revolutions, is 
the ratio | 
Actual revolutions of the meter under test 

Allotted revolutions of same, 

the denominator of which would be de- 
termined by the disc constant and indi- 
cating-instrument readings on the load. 
Inasmuch as in the application of the 
method any desired number of revolutions 
may be “allotted” to the meter under test, 
counting up to that number by the ob- 
server at the test meter, the use of a slide 
rule may be avoided by selecting an in- 
tegral number, which will facilitate mak- 
ing the division mentally, e. g.: 

Allotted revolutions of meter under 
test — 10 (counted at test meter). 

. Actual revolutions of meter under test 
= 10.55. 


i 10.55 

Ratio = 10 
meter under test to be 5.5 per cent fast. 

In actual practice, in order to cover the 
use of the test meter with higher torques 
than the torque of the- consumer’s meter 
(as in testing on light load) the number 
of revolutions of the test or “standard” 
meter varies according to the torque of 
the test meter. 
tion of the actual conduct of a light-load 
test by a team of two men, a tester and 
a helper, will serve to make clear the gen- 
eral method of reading the accuracy of 
the meter under test directly in percentage 
of the standard. 

The meter is first tested on light load, 
and should, if accurate, make one com- 
plete revolution in exactly the same time 
in which the standard makes a certain 
definite number of revolutions, found by 
reference to a “table of revolutions.” The 
helper is stationed at the standard, and, 
observing a white mark on the disc, in a 
short and sharp tone of voice gives the 
word “on” at the beginning and the word 
“off” at the end of this allotted number 
of revolutions of the standard. The tester 
is stationed at the consumer’s meter, and 
at the words “on” and “off? notes care- 
fully the respective positions of the pointer 
on the circular scale. 

Mr. Mowbray states that a telephone de- 


= 1.055, showing the 


The following descrip-’ 
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vice was added to the test meter in order 
to make this general method practicable 
for one man to handle instead of two. 
This device, which is attached to the form 
of test meter shown in Fig. 1, consisted 
of a telephone receiver connected to a 
special contact on the commutator of the 
test meter, and giving a click for every 
revolution of the test meter’s armature. - 
The tester noted the clicks while observing 
visually the revolutions of the consumer’s 
meter and would thus determine whether 
the latter were “fast” or “slow.” It was 
found, however, that when the difference 
in rate of the two meters was very great, 
the method was inferior to the audible 
count of a helper stationed at the test 
meter, the two-man method being less con- 
fusing, especially when it was modified 
by the helper’s audibly announcing only 
every third, sixth, etc., revolution of the 
consumer’s meter. The telephone system 
was used for about a year, but was super- 
seded by the method of starting and stop- 
ping the test meter electrically, described 
herein, which has now been in use over 
two years and has been adopted as the 
standard in the Mowbray and other test 
meters now being manufactured. 


The percentage accuracy is at once de- 
termined by noting the number of scale 
divisions passed over by the pointer—i. e., 
the number between A and B—counting 
around the scale in the direction of revo- 
lution of the pointer. For example, if the 
pointer were observed, from the word 
“on” to the word “off,” to pass over 
eighty-five small divisions, the accuracy 
of the meter would be eighty-five per cent. 


The result may be expressed in a different 


way by saying that the number of small 
divisions which the pointer may need to 
complete one revolution is the per cent 
slow, and the number by which it may ex- 
ceed one revolution is the per cent fast. 
From the foregoing it will be noted that 
these methods of directly reading the 
error of the consumer’s meter not only 
save the time required, in the indicating- 
instrument method, to reduce the result 
by shide-rule or pencil computations—e. g., 
for direct-current testing, the multiplying 
together of indicated volts and amperes 
to obtain watts, the reducing of the revo- 
lutions of the consumer's meter to meter 
watts, and the dividing of the meter watts 
by instrument watts to obtain the per cent 
accuracy of the consumer’s meter—but also 
save the time consumed in taking several 
sets of instrument readings necessitated, 
under conditions of varying voltage or 
varying load, or both, by the swinging of 
the instrument needles. It is obvious also 
that where the voltage or load varies con- 
siderably, the test meter, which actually 
integrates the load passing through the 
consumer’s meter, provides a more accu- 


| Page 236, Vol 58- No. 7. 
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rate reading of the load with which to 
compare the consumer’s meter than even 
an impracticably large number of sets of 
instrument readings. 

METHOD OF READINGS ON TEST METER. 


An alternative method of testing, ap- 
plicable to sealed meters, uses a pointer 
and scale attached to the standard (see 
Fig. 1), and is described in the article 
referred to in the footnote, page 236. In 
this method the tester is stationed at the 
standard and observes the revolutions of 
its pointer, and the helper is stationed 
at the consumers meter. The present 
forms of “Mowbray type” direct-current 
and alternating-current test meters, re- 
quiring but one man to perform the tests, 
are based on this method. 

In the application of the method the 
procedure is the converse of that described 
for unsealed meters. The revolutions of 
the meter under test are counted and ap- 
plied as the numerator of the ratio: 
Allotted revolutions of the test meter __ 
Actual revolutions of same 

Percentage accuracy. 

As the denominator would in some 
cases be a fractional number, a slide rule` 
is required to make the computations 
quickly—only one setting of the slide rule 
being necessitated, however. The follow- 
ing example—leading to the same result 
as in the example of the method by read- 
ings on consumer’s meter—may be given: 

Allotted revolutions of test meter = 10 
(counted at consumer’s meter). 

Actual revolutions of test meter = 9.48. 


10 
9.43 — 1.055 
This form of test meter is stated to be 
inexpensive in first cost—consisting as it 
does of regular stock meter parts, and of 
special parts which may be made in the 
meter department’s laboratory or machine 
shop—as compared with the cost of high- 
grade indicating instruments—voltmeter 
and shunt ammeter. 
Japan’s Electric Wire Trade. 
The modern development of the elec- 
trical business in Japan has resulted in 
such a large demand for electric wire that 
the annual sale of the article amounts to 
about 8,000,000 yen. Of this 5,000,000 
yens’ worth is imported from abroad. It 
is admitted that the imported wire excels 
the home-made in quality and is general- 
ly used in warships, steamers, and also for 
underground work. The art of electric- 
wire manufacture has, however, made 
rapid strides in Japan of late years, and 
this, coupled with the ample supply of 
cheap copper, has reduced the cost of pro- 
duction with the result that the wire is 
offered at a price considerably lower than 
is charged for the imported article. 
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Railway Electrification Plans 
on the Continent. 


Electrification of railways is daily at- 
tracting increased attention in a number 
of countries; the eventual transformation 
is regarded as a matter which can not be 
indefinitely postponed, and for which, in 
any case, it is advisable to prepare by in- 
vestigating the natural resources and con- 
ditions bearing upon the problem and 
making preparatory trials, so as to pave 
the way for the introduction of the new 
order of things whenever it may be found 
expedient to do so. The subject, says 
Engineering, London, July 17, naturally, 
is rather more advanced in those countries 
where sufficient water power is available 
for the generation of electricity, but it 
is not confined to such localities. 

Sweden is likely to assume a distinct 
lead as regards electric traction on rail- 
ways on a comprehensive scale, for the 
state railways of that country have taken 
up the subject. Both in Norway and Den- 
mark, also, electric railways are under 
consideration, and in the latter country 
several electric lines are likely to be taken 
in hand in the immediate future. Of 
much greater interest, however, is the pre- 
paratory work proceeding in Austria and 
Germany, where the respective states ap- 
pear to be anxious to see the question ad- 
vanced through rational and exhaustive 
investigations. 

A distinguished member of the Im- 
perial and Royal Austro-Hungarian Rail- 
way Board, Ober-Baurat Baron von 
Ferstel, recently delivered an interesting 
lecture on the subject, as far as it con- 
cerned Austria, at the Austrian Society 
of Engineers. ‘This lecture has attracted 
much attention on the Continent. He 
first dealt with the class of railways which 
particularly called for electrification, and 
the different advantages and savings aris- 
ing from it. The increasing cost of coal, 
he said, was an important reason for adopt- 
ing electric traction; the price has risen 
sixty-four per cent within two years, and 
for the ‘present year Austrian railways 
would require 730,000 tons of imported 
coal from German-Silesia, the Saar and 
the Ruhr district, and from England, the 
inland coal mines supplying some 640,- 
500 tons. Matters in Austria resemble in 
this respect the conditions in Italy, 
Switzerland and Sweden, where the dearth 
of inland coal has an important bearing 
on the case for the introduction of hydro- 
electric power on the railways. | 

The consideration is emphasized, as far 
as Austrian Alpine railways are concerned, 
bv the fact that the cost of transport is 


271 


exceedingly high, in some cases almost 
equal to the cost of the coal ;*lrydroelectric 
traction would seem, therefore, for more 
than one reason, a natural and desirable 
substitute for steam. Moreover, in 
Austria, as elsewhere, a fear has arisen 
that several comparatively young indus- 
tries may seize upon so much water power 
that the state will be left in the lurch: 
hence the extensive purchasing of water- 
falls by the Swedish State, and legislation, 
already effected or still under considera- 
tion, in various countries, to secure, if not 
a monopoly for the state, in any case a 
power to control and regulate the dis- 
posal of the waterfalls. This, at least, is 
the case of Norway, Italy and Bavaria. 

In Austria the legal position of water 
rights appears to be regulated by a dozen 
and a half different territorial laws, which 
the speaker thought it would take a long 
time to adapt or alter in favor of a general 
State scheme. It was therefore advisable 
to secure the requisite waterfalls as soon 
as possible, prior to which, however, the 
question of which waterfalls were the 
most suitable would have to be investi- 
gated. Many of the rivers in question 
carry a very variable quantity of water, 
which, of course, is a drawback. As an 
instance, the speaker mentioned the 
Tsonzo, which may have a flow of any- 
thing from a minimum of eight cubic 
metres per second up to more than 100. 
This river presents exceedingly favorable 
conditions of fall—over 500 feet—yet the 
minimum quantity of water only repre- 
sents 8,000 horse-power. Its average flow 
of 24.5 cubic metres per second would 
yield 38,000 horse-power; but this would 
certainly necessitate the construction of a 
reservoir capable of holding 115,000,000 
cubic metres, and of this the natural con- 
ditions will not allow. Reservoirs of this 
size are under consideration for other pur- 
poses at the present moment, and Baron 
von Ferstel mentioned the projected reser- 
voir close to the town of Zurich as an ex- 
ample. It is here proposed to dam up the 
Sihl in a mountain valley six miles in 
length, rendering possible the storage of 
96,500,000 cubic metres of water: the 
valley in question is somewhat thickly 
populated, and, of the total calculated cost 
of $2,400,000, two-thirds would be spent 
upon the purchase of property. The 
Austrian State Railways are planning a 
somewhat smaller reservoir for the Isonzo, 
based upon an average supply of fifteen 
cubic metres per second, and capable of 
holding some 48,000,000 cubic metres. 

A question of importance, almost equal 
to that of the best possible exploitation of 
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the various falls separately, is the proper 
selection, or combination for working 
purposes, of different falls and their 
power stations, in some cases, perhaps, in 
conjunction with steam-driven centra) 
plant; as an example, the speaker men- 
tioned the Villach-St. Lucia-Trieste Rail- 
way, which has a hydroelectric power sta- 
tion at Karceit and a steam-driven station 
at Trieste. 

Another question of importance is the 
possible utilization of the excess current, 
at times of plentiful water supply, for 
other purposes, such as electrochemical or 
metallurgical work. 

The investigations carried on in Austria 
cover all the railway lines worked by the 
state railways, irrespective of their being 
owned by the state or by private concerns. 
The aggregate mileage of the railways in 
question amounts to 2,500 miles. In 
Austria the electrotechnical studies of the 
question, and those referring to the traffic, 
are so far being carried on apart from the 
investigation of the water-power question. 
In order, however, to be fully prepared 
with all particulars of power requirements 
for the different districts, and from the 
different waterfalls, the whole of the sys- 
tem of railways has been divided into 
150 sections. The clubbing together of 
the different sections likely to come with- 
in the area of any one water-power 
central station will be comparatively easy 
and will allow of various alternatives. It 
is claimed that never has the electrifica- 
tion of a comprehensive railway system 
been more carefully prepared than in this 
case. The comparative details for steam 
and electric traction have been made out 
in as exhaustive a manner as possible. 
Experts in various industrial branches 
are also being consulted as regards the 
system to be chosen. 

The survey of the waterfalls likely to 
come within the limits of this great 
scheme—numbering about forty—is being 
proceeded with and will be pushed ahead 
energetically during the present summer. 
So far plans appear to have been com- 
pleted with regard to some twelve power 
plants, referring to a length of valley of 
some fifty-five miles, between the Boden 
Lake and the Kufstein streams; these 
twelve falls have an aggregate height of 
fall of 5,500 feet, averaging 460 feet 
for each station, with an aggregate mini- 
mum constant power of 41,100 horse- 
power. | 

Within the German Empire experi- 
mental electrification of railways has, of 
course, been carried on for several years; 
but the more comprehensive schemes of 


electric traction. 
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electrification at times put forward, as, 
for instance, a Berlin-Hamburg electric 
railway, have so far been allowed to re- 
main in abeyance. Of late different plans 
of electrification have assumed more defi- 
nite shapes, and, as in Austria, the whole 
question is now being officially investi- 
gated and reported upon, and, as far as 
can be foreseen at present, it is possible 
that the next few years may witness im- 
portant developments in this direction. 
Among the German states it seems prob- 
able that Bavaria will take the lead on 
account of the natural conditions of the 
country, which is rich in water power, but 
poor in coal. The Ministry for Public 
Traffic has recently prepared an exhaustive 
and instructive report on the question of 
electrification of the Bavarian state rail- 
ways, advocating a classification of the 
state railways into two groups, of which 
one comprises such lines or systems of 
lines which, on account of the nature and 
extent of their traffic and their proximity 
to cheap water power, are well suited to 
The State Railway 
Board is prepared to point out the requi- 
site waterfalls as soon as the Department 
of the Ministry for the Interior, which 
deals with the water power of the country, 
is ready to take action in this connection. 
With regard to the second group of lines 
the adoption of electric traction may not 
be found expedient for some time to come 
and the water power, upon which this 
second group of railways will have to rely, 
is in the meantime to be placed at the dis- 
posal of industrial concerns, but only on 
such conditions as regards the nature 
and duration of the concessions and the 
state’s option of purchase, that the state 
railways, when it may be found necessary, 
from time to time, will be able to acquire 
such falls or power stations. The state 
railways are expected to act in a spirit 
tending to advance the industry of the 
country. Military considerations also ap- 
pear to have to be consulted with regard 
to such Bavarian railways as may, or may 


not, be chosen for electrification; this side | 


of the question will, on the whole, be al- 
lowed to stand over for the present, but it 
may be said that the military authorities 
have raised no objections to some lines, of 
minor importance from a military point 
of view, being promptly electrified in order 
to obtain experience which should be of 
great value in the further development of 
the question. The report itself is divided 
into three sections, of which the most in- 
teresting is again divided into parts deal- 
ing, respectively, with the power required, 
the choice of system of electric traction 
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and the economy of the proposed change. 
The first question to be settled was the 
ratio of the maximum power required to 
the average power. The mean figure ar- 
rived at is 3. But the actual ratios vary 
very much on different railways, on some 
of which electric power has already been 
adopted. Thus on the Salgburg-Berch- 
tesgaden line the average demand is 550 
horse-power, but the maximum is 2,950 
—5.37 times larger than the average. On 
the Munich-Augsburg line the ratio is 
2.58; on the Munich-Partenkirchen line 
we have 21,500 horse-power maximum, 
against an average of 5,700 horse-power 
—a ratio of 3.78. The calculations for 
the total power required by all the rail- 
ways of the kingdom have been based on 
the assumption—derived from actual data, 
of course—that the requirements per ton- 
kilometre are 41.75 watt-hours by pas- 
sengen trains, 27.2 by goods trains, and 
33.4 watt-hours on local lines. That the 
goods trains consume less power is 
ascribed to the fact that they travel more 
slowly, and that the conditions are more 
favorable than is the case with passenger 
trains. Power is to be supplied from a 
great number of feeder stations. In al- 
lowing for the power capacity of these 
stations, ten per cent has been added to 
the actual figures to meet losses arising 
from unforeseen stoppages and delays; 
fifteen per cent more for the conversion of 
mechanical into electrical energy; twenty- 
five per cent more for line loss in voltage, 
assuming main conductors at 50,000 volts 
and working conductors at 10,000 volts. 
Making these allowances, it is thought 
that 142,000 horse-power would suffice 
on an average, and that three times that 
figure, 426,000 horse-power, might be re- 
quired as a maximum, to deal with the 
whole railway traffic. Since, however, the 
conversion will probably occupy a good 
many years, and will not be completed 
before 1920, a further forty-two per cent 
has been added to these figures to meet 
the presumable growth of traffic during 
this period. Thus about 600,000 horse- 
power would have to be provided. It is 
estimated that the running waters of 
Bavaria offer at present still 300,000 
horse-power available. When use is made 
of the Alpine lakes, however, and notably 
of the Walchensee, it will be possible to 
meet the maximum demand by hydroelec- 
tric installations without any difficulty. 
It is pointed out that the lakes could be 
utilized as feeders for rivers, which would 
not, in that case, have to be furnished 
with special reservoirs of their own. 

As regards the choice of system, the 
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report sums up in favor of single-phase 
current. It is not considered that direct 
current could profitably be supplied to 
heavy: locomotives by a third rail over dis- 
tances of more than 3.5 kilometres and at 
a pressure exceeding 1,000 volts; the third 
rail would, moreover, be too dangerous at 
the railway stations and crossings. Three- 
phase currents are objected to because the 
motors, unless fitted with complicated 
mechanism, would always run at the same 
speed, and because they necessitate three 
wires and complicated switches. Single- 
phase current is thought to be the most 
suitable, though it may not be so eco- 
nomical for long-distance transmission as 


three-phase currents. The question of the 


recovery of the electric power on down 
grades has not escaped attention. Such 
recovery is possible, though it has not 
proved simple with the three-phase system, 
and a slight alteration would also make it 
possible with the Winter-Kichberg single- 
phase series short-circuit motors, to which 
it is not directly applicable. The inquiry 
has demonstrated, however, that only 
about 2.3 per cent of the absorbed energy 
could be recovered from the trains run- 
ning down inclines, and this factor would 
not be decisive, therefore, as to the selec- 
tion of the current system. | 
The cost estimates refer to special lines, 
some of which are already worked by elec- 
tricity, notably various mountain railways 
on which a more elastic and more rapid 
service can be maintained with electric 
than with steam power. In some cases, 
for instance, on the Munich-Innsbruck 
line, the electric project has already as- 
sumed definite shape, and the estimates 
also take into consideration the necessity 
for relaying telegraph and telephone lines. 
Other items included are: Attendance on 
the locomotives, materials, working ex- 
penses and maintenance of locomotives, 
permanent way, conductors, etc. The esti- 
mates and the general conclusions are 
favorable to the adoption of electric power, 
and it is, moreover, pointed out that we 
must be prepared for rising prices for 
fuel, and that water power will hence be- 
come relatively cheaper. The lines where 
electrice traction could forthwith be 
adopted comprise the Salzburg-Bad Reich- 


enhall-Berchtesgaden Railway, and the 


Garnisch-Partenkirchen Railway to the 
Tyrolese frontier at Scharnitz and at 
Griesen, for. which’ purpose an extraor- 
dinary grant is being asked. Next in con- 
sideration there come the following rail- 
ways: Munich - Garnisch - Partenkirchen, 
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Tutzing - Kochel, Weilheim - Peiszenberg, 
Munich - Tölz, Holzkirchen - Schliersee, 
Holzkirchen-Rosenheim, and the local line 
of Munich-Gauting. The most convenient 
power stations for the above lines will be 
the Saalach station at Bad Reichenhall 
(4,000 to 5,000 horse-power) the station 
at Lechbruck (about 20,000 horse-power), 
and last, but not least, the Walchensee 
station, which, when completed, will pro- 
duce about 50,000 horse-power throughout 
the twenty-four hours, and at its earlier 
stages from 25,000 to 30,000 horse-power. 

Owing to the relative cost of coal and 
water power the southern and southeastern 
parts of Bavaria are particularly suitable 
for the use of electric power; the freight 
charges on coals are very high, while 
water power, on the other hand, is cheaper 
there than further north, owing to the 
proximity of the Alps. In consequence ít 
may prove economical to adopt electric 
traction in Southern Bavaria, even on 
lines with a comparatively small traffic. 

In Engineering, Vol. lxxxv, page 660, 
reference was made to extensive plans of 
electrification on the Prussian railroads, 
and it would seem that the project then 
mentioned is not an isolated one. The de- 
partment in question has urged all the 
different railway boards to consider the 
subject of the introduction of electric trac- 
tion, wherever electric current can be ob- 
tained so cheaply that the railways may be 
relied upon to produce as good returns as 
at present. Among the railway boards 
which have gone in seriously for electrifi- 
cation is the one at Essen. The first line 
to be electrified will be the Osterfeld-Heis- 
zcen-Hattingen, its passenger traffic being 
first dealt with in this way, and an electric 
railway through the Eifel, intended for 


. the goods traffic between the Ruhr dis- 


trict and the Saar district and Lorraine, 
is also planned. The latter, however, on 
account of its great cost, is likely to stand 
over until some experience has been 
gained on the former line. The question 
of cost naturally has a deterrent effect, 
as, for instance, in connection -with the 
local railways in and about Berlin, the 
electrification of which has often been 
advocated, but the cost, estimated by some 
at $100,000,000, has hitherto stood in the 
way. 

The aggregate length of the Leipsic 
Bitterfeld-Magdeburg and the Leipsic- 
Halle Railway is just 100 miles, and these 
railways will be used for making ex- 
haustive preliminary trials of electric trac- 
tion, both as regards passenger and goods 
traffic. . 
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Pennsylvania Railroad Pre- 
pares for Electrification. 


A party of Pennsylvania Railroad en- 
gineers and several members of the oper- 
ating department spent last Saturday 
studying the electrical equipment of the 
New York Central, with a view to getting 
data to be used in the final adoption of 
plans by the Pennsylvania Railroad for 
the electrification of the New York ter- 
minal and the tunnels in which the trains 
are to run under the Hudson and East 
rivers. The Pennsylvania men were con- 
ducted over the New York Central elec- 
trical zone by Superintendent Whaley and 
a number of his assistants. 

The Pennsylvania experts will pay 
visits to other cities in the near future, 
to make a further study of railroad elec- 
trification. 

The electrification of the Pennsylvania’s 
New York terminal and its approaches 
will be one of the largest contracts of the 
kind ever attempted by a railroad. It is 
expected that the electrical features alone 
will cost in the neighborhood of $20,000,- 
000. | 

—— 0 


Lowell & Fitchburg Bond- 
holders’ Committee. 


. At a meeting of the bondholders of the 
Lowell & Fitchburg Electric Company, of 
Lowell, Mass., the following were elected 
a bondholders? protective committee: 
James W. Green, chairman, and C. F. 
Allen, of Gloversville, N. Y.; H. $. 
Scofield, of Troy, N. Y.: W. H. Emhardt 
and Julius Christensen, Philadelphia. 

The committee has formulated a bond- 
holders’ agreement to be accompanied by 
a deposit of the bonds, and authorizing 
the committee to levy an assessment’ on 
the bondholders of not to exceed two per 
cent of the face value of the bonds, to be 
used for the purpose of placing the road 
in position to become part of a through 
line between Lowell and Fitchburg, Mass. 
Holders of $450,000 of the total of $550.- 
000 of bonds have signified their intention 
of becoming parties to the bondholders’ 
agreement. 
International Association of 

Municipal Electricians, 

The thirteenth annual convention of the 
International Association of Municipal 
Electricians was held at Detroit, Mich. 
August 19, 20 and 21. Headquarters 


were established at the Hotel Pontchar- 
train. n 
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Chicago Street Rallway 
Affairs. — 


Rehabilitation of Chicago’s street-car 


system has progressed far in advance of : 


the requirements laid down in the fran- 
chise ordinances. One-half of the three- 
vear rehabilitation period passed August 
1, and a report which is being prepared 
for the board of directors of the Chicago 
City Railway Company shows that much 
more than half the work has been done. 
The ordinances require the city railway 
company to reconstruct sixty miles of 
electric road and thirty miles of cable lines 
within the specified period. Approxi- 
mately seventy-five miles have already 
been reconstructed, and by the close of the 
present year an additional ten miles of 
new track will be laid. All the new track 
is laid with 129-pound steel rails at an 
approximate cost of $50,000 a mile. With 
the laying of new tracks the company has 
had to pave the street between the rails 
with granite blocks. In the last two years 
more than seventy-five acres of paving has 
been laid. Within certain districts the 
ordinances provide that the overhead wires 
be replaced with lead-covered underground 
distribution feeders, and this work is 
being carried out simultaneously with the 
laying of the new tracks and the building 
of car barns and distributing substations. 
To prevent electrolysis the company is in- 
stalling auxiliary bare copper wires for 
conducting the return current back to the 
power-houses and substations. Twenty- 
one miles of this copper wire was installed 
last year and 23.3 miles up to August 1 
of this year. An additional thirteen miles 
will be added during the remainder of this 
season. In 1907 thirty-one miles of new 
trolley wires, with the necessary spans, 
were put up, and forty-eight miles up to 
August 1 of this year, with a proposed ad- 
dition of thirty-one miles by the end of 
the season. Since the rehabilitation work 
began the company has built car barns at 
the following points: Seventy-seventh 
street and Vincennes Road, 347 feet by 
504 feet, with six bays of five tracks each 
and a capacity of 260 cars; Cottage Grove 
avenue and Thirty-eighth street, barn 336 
feet by 487 feet, with a capacity of 225 
cars; under construction a barn at Sixty- 
ninth street and Ashland avenue, 265 feet 
by 485 feet, with a capacity of 191 cars, 
and another at Archer avenue and Rock- 
well street, 310 feet by 400 feet, with a 
capacity of 210 cars. The capacity of the 
substations at Forty-second street and 
Wabash avenue and at Sixty-third street 
and Wentworth avenue has been increased 
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and a new. substation is being built at 
Forty-eighth and Honore streets. A 
large storage battery is to be built in the 
downtown district to furnish power in 
emergency cases in the event of a break- 
down at any of the generating stations. 
In addition to the work enumerated the 
company has added to its equipment in 
the workshops and in the car barns.— 
Railway and Engineering Review. 
— 0 


Jurisdiction of the Public 
Service Commission Over 
the Hudson & Manhattan 
Railroad Company. 
Counsel to the Public Service Commis- 

sion for the First District, state of New 

York, has rendered an opinion concerning 

the powers and jurisdiction of the com- 

mission over the Hudson & Manhattan 


_ Railroad Company. The counsel is of the 


opinion that the commission has juris- 


diction over the company and that orders . 


concerning reports. of accidents, records 
of stockholders, information as to car 
motors, and others, must be complied 
with. The fear has been expressed that 
if reports are rendered, conflicting orders 


‘may be given by the state and by the 


federal authorities. The company is to 
be assured that the commission will act 
within its jurisdiction in issuing any of 
its orders. The opinion adds: 

“Inasmuch as these orders of the com- 
mission do not directly regulate interstate 
commerce, and, in fact, hardly even in- 
directly affect it, but are simply regula- 
tions upon the instruments of interstate 
commerce made in reliance upon the re- 
served police power not granted to Con- 
gress and not incompatible with any 
ruling that Congress has made under its 
power to regulate commerce, and as they 
certainly have less effect upon commerce 
than many other regulations of states 
heretofore upheld by the courts, like 
harbor regulations and laws concerning 
pilots, the orders would seem to me to be 
in aid of commerce and not an interfer- 
ence with it, and should be obeyed.” 

eee 


The International Conference 
on Electrical Standards. 


The president of the Board of Trade 
has appointed Lord Rayleigh, Professor 


J. J. Thomson, Dr. R. T. Glazebrook, ` 


Sir John Gavey and A. P. Trotter to be 
the British delegates to the International 
Conference on Electrical Units and 
Standards, which is to assemble in Lon- 
don on October 12. W. Duddell and M. 
G. Collins, of the Board of Trade, will act 
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as secretaries to the British delegates, and — 
F. E. Smith and C. W. S. Crawley as 
assistant secretaries. 


——0 
Electrical Power in Australian 
Mines. 

The Australian Mining Standard states 
that following the success of the earlier 
portion of the electrical equipment of the 
Mount Lyell mines, a contract has been 
placed for an electrically driven air-com- 
pressor with a capacity of 2,000 cubic feet 
of free air per minute and a final pressure 
of eighty pounds per square inch. This 
represents the application of electricity for 
compressing purposes on a far larger scale 
than anything. previously undertaken in 
Australasia. Some new pumping plant is 
also on order. The North Lyell mine was 
the first in Australia to install an Ilgner 
main electrical winding plant. The new 
compressor will be of the two-stage type, 
manufactured by Messrs. Thompson & 
Company, of Castlemaine (V.), and 
will be driven at a constant speed of 144 
revolutions per minute by an A.E.G. 
three-phase induction motor, 350 horse- 
power, 3.000 volts, mounted direct on the 
shaft between the high and low-pressure 
cylinders. As the output of the com- 
pressor can not be economically altered 
by varying the speed of the motor, an 
automatic mechanical device will be pro- 
vided, which will cause the compressor to 
run light immediately a predetermined 
maximum pressure is reached in the re- 
ceiver, and again run fully loaded as soon 
as the receiver pressure has fallen a few 
pounds below normal. The motor will be 
controlled by a liquid starter. The new 
pumping plant consists of four Pearn 
treble-ram electric mine pumps, each with 
a capacity of 6,000 gallons per hour, 
against a vertical head of 400-450 feet. 
The whole of the castings, valves, valve 
seats, plungers, etc., coming in contact 
with the water will be made of high-grade 
gun metal to resist the excessive corrosive 
nature of the mine water. Two of the 
pumps will be placed about 700 feet below 
the top of the shaft, and the other two 450 
feet lower. The pumps in each chamber 
will be placed over the well and will be 


automatically stopped and started by 


A.E.G. patent float controllers. The mo- 
tors driving the pumps will be of the 
three-phase slip-ring induction type, hav- 
ing a normal rating of twenty-five horse- 
power at 525 volts, but will be capable of 
running continuously, if necessary, at 
thirty horse-power. The efficiency of the 
pumps is guaranteed at eighty per cent 
and that of the motors at eighty-nine per 
cent.—Electrical Engineering (London). 
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Seebach-Wettingen 15,000-Volt Single-Phase Traction 
System, Switzerland. 


In the summer of 1904 the Oerlikon by the Oerlikon company and Siemens- 


OR the last few years the Swiss engi- 
F neers have been experimenting with 
single-phase traction, and -particu- 

larly with that of the Oerlikon system. As 
early as 1901 the Oerlikon company made 
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company had in operation locomotive No. 
1, running at 5,000 volts, fifty-cycles. 
Because of the. difficulties experienced in 
the operation of No. 1 the company built 


INTERIOR OF POWER PLANT, SHOWING OERLIKON THREE-STAGE TURBINE—SEEBACH- WETTINGEN 
SINGLE-PHAsE RAILWay. l 


the proposition to electrify the Seebach- 
Wettingen line. Before receiving their 


franchise the company made experiments operation November, 1905, and the results 


another, No. 2, to operate at 15,000 volts, 
fifteen cycles. This locomotive was put in 


INTERIOR OF SUBSTATION—SEEBACH-WETTINGEN SINGLE-PHASE RAILWAY. 


on a line between Oerlikon and Seebach 
and later on as far as Affoltern. To 
hinder matters there is a law prohibiting 
15,000-volt lines from being run alongside 
railroad tracks and telephone systems. 


of the experiments carried on were such 
that locomotive No. 1 was reconstructed 
on the lines of No. 2. By the end of 1907 
the whole line from Seebach to Wettingen, 
twelve miles, was put in operation, jointly 


Schuckert Werke. 

The section from Seebach to Regens- 
dorf, about four miles, is equipped with 
the Oerlikon trolley, and from Regensdorf 
to Wettingen, about eight miles, with the 
Siemens-Schuckert trolley. There are at 
present three locomotives in operation, 
which are equipped with both systems, 80 
that they can operate on the two systems. 

There are seven stations situated along 
the line and no grades of any account. 
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OERLIKON COLLECTING DEVICE IN DIFFERENT 
Positions — SEEBACH-WETTINGEN, SINGLE- 
Prase RAILWAY. i 

The smallest radius of the track is 980 

feet. The rails are used as a return cir- 

cuit. 
POWER PLANT. 

Power is supplied from the plant of the 
Oerlikon company at Oerlikon, for which 
purpose an additional 700-kilowatt turbo- 
generator was installed. The steam tur- 
bine is of the Oerlikon type, three-stage 
direct-acting, and is placed with the gener- 
ator on a common bed-plate. The turbine 
18 connected to a revolving-field generator 
by a needle coupling, and is provided with 
a jet condenser located in the basement. 
At the end of the generating room there i8 
a switchboard with three panels, equipped 
with the necessary instruments for throw- 
ing the current on the transformer station 
Seebach-Wettingen, or for manufacturing 
purposes. As all the equipment of the 
plant was 230 volts and fifty cycles, the 
generator adopted in this plant is the 
same. | 

SUBSTATION. 

The experiments were carried on at fifty 

cycles, which, however, proved unsatisfac- 
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tory, and fifteen cycles was adopted. The 
energy received from the power-house as 
three-phase, fifty-cycle current is trans- 
formed through motor-generator sets. The 
substation erected near the power-house 
has the following equipment: Two motor- 
generator sets of 700 and 500-kilowatt 
capacity. Each consists of a fourteen-pole, 
230-volt, fifty-cycle synchronous motor 
with 100-volt excitation coupled on one 
side to a four-pole, 700-volt, fourteen to 
fifteen-cycle generator with 100-volt ex- 
citation. On the other end is coupled a 
750 to 850-volt, 350-ampere, direct-current 
generator, which operates in connection 
with a storage battery. 

The fields of the generators are regu- 
lated by two Thury regulators. When the 
generators are operating in parallel the 
regulators are mechanically interconnected 
by gearing and shafting. 

The exciter current for the synchronous 
motors is furnished by a fifty-horse-power, 
fifty-cycle, 100-120-volt motor-generator 
set. 

A 120-horse-power booster outfit oper- 
ates in connection with the storage battery. 
The booster has two commutators which, 
when they feed the storage battery, operate 
in series, but when operating under normal 
conditions are switched in parallel. The 
booster is operated by a three-phase in- 
duction motor fed from the three-phase 
power-house supply. The regulation is 
done in two ways: either by a Thury regu- 
lator receiving current from the trolley 


. line or by means of a Siemens-Schuckert 


converter with a differential excitation, 
operated by a chain drive from the shaft 
of the 700-kilowatt motor-generator set. 
The converter furnishes thirty amperes at 
thirty-eight volts. 

The storage battery, located in a sepa- 
rate building, consists of 375 cells and has 
a capacity of 592 ampere-hours. For a 
period of five minutes it can give 1,200 
amperes or 1,800 for one minute. 

On one end of the substation is the 
transformer compartment in which are 
located four 250-kilowatt single-phase 
transformers to step up the 700 volts from 
the motor-generator sets to 15,000 volts 
for the trolley. There is also a 450-kilo- 
watt, three-phase transformer receiving 
30,000 volts from Hochfelden, stepping it 
down to 210 volts for the motor-gener- 
ators, in case the power-house supply 
should fail. 


OERLIKON TROLLEY SYSTEM. 


The Oerlikon trolley system is installed 
from Oerlikon to Seebach where it joins 
the main line to Regensdorf. At Seebach 
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the wire is suspended by catenary con- 
struction from bridges with cight spans of 
165 feet and 200 feet. The trolley is 
hung sixteen and one-half feet above the 
rail by steel wires about twenty-three feet 
apart. From Scebach to Regensdorf the 
trolley wire is carried on poles at the 
side of the track by means of semi-rigid 
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sists of an automatic adjustable arm 
mounted on the top of a four-bar linkage. 
By referring to the illustration herewith 
it will be seen that the arm may occupy 
any, position from I to V for a fixed posi- 
tion of the linkage. From positions I to 
V gives a sweep of 7.5 feet. By shifting 
the linkage an additional 2.5 fect is 


LocomoTIvVE No. 1, REMODELED—SEEBACH-WETTINGEN SINGLE Puase RAILWAY. 


construction mounted on cast-iron caps 
fastened to insulators which are mounted 
on the brackets of the poles. The line is 
divided up into several sections. At the 
end of each section is a horn section switch 
carried on a steel pole, which also carries 
a semaphore. The switch operates by 


SEEBACH-  WETTINGEN 
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gained. The trolley may hang directły 
overhead or eight feet to one side of the 
centre line and the current may be drawn 
from the top, side or bottom of the trolley 
wire, thus securing great flexibility, for 
which the system is noted. Under or- 
dinary conditions the trolley is at the side 


From Lert TO Bient, Locomotives No. 8, No. 1 anb No, 2— SEEBACH- WETTINGEN 
SINGLE-PHARE RAILWAY. 


hand or automatically from the railroad 
station, for which purpose a pilot wire is 
carried on the wooden poles. 

The Oerlikon collector is placed on top 
and to one side of the locomotive. It con- 


of the track, to facilitate erection and 
repairs. The collecting arm is held im 
contact with the trolley by a spring de- 
vice which may be operated by hand or 
electropneumatically. When not in oper- 
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ation the collecting arm is held flat on 
top of the car. 

The arms are made of seamless, drawn 
steel tubes about 7.5 feet long and slightly 
bent at one end. There are two such arms 
to one collecting device. 

SIEMENS-SCHUCKERT TROLLEY. 

The Siemens-Schuckert trolley system 
starts at Regensdorf, ends at Wettingen 
and overlaps the Oerlikon trolleys for a 


distance of 1,300 feet, so that the change 


from one system to the other is made with- 
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on pairs of channels spanning, in some 
cases, seven tracks. The overhead trolley 
line, with its complete catenary, is divided 
up into sections in order to keep them 
taut. The spans, in the sections where 


the wires overlap, are 375 feet long. For 
a distance of thirty-five or forty-five feet, 
in the middle of such a span, the wires are 
parallel and about five inches apart. The 
ends of each section are led from the 
centre of the track to side poles, where they 
are provided with a tension arrangement. 


ra a 


locomotives No. 1 and No. 2, of the 
Oerlikon make, have only one pantograph, 
while No. 3, of the Siemens-Schuckert 
make, has two. 

The poles on the line are placed between 
160 and 170 feet apart. In some cases, 
for experimental purposes, the span was 
lengthened to 330 feet. 

At sidings and locomotive barns the 
trolley wire is provided with circuit- 
breakers so that power may be supplied to 
the sidings when necessary. 


CATENARY SUSPENSION AT RAILROAD STATION AT WETTINGEN ; AL80 


LocomoTivE No. 8. 


INSIDE AND OUTSIDE POLE ARRANGEMENT—SEEBACH-WETTINGEN 
SINGLE-PHASE RAILWAY. 


out interruption. The trolley wire is sus- 
pended by catenary construction 19.5 
feet above the rails. Between Otelfingen 
and Wuerenlos, for a distance of 0.6 
mile, the trolley is only fifteen feet above 
the rail. The catenary wire, a steel cable 
thirty-five square millimetres, rests on 
cast-iron caps carried on insulators, and 
Sees an auxiliary catenary by suspen- 
8100 Wires 19.7 feet apart. From the aux- 
iliary catenary the main trolley is hung 
by clamps from nine to ten feet apart. 
On the main line, the trolley is carried on 
side poles, while at stations it is carried 


The weights in the above arrangement are 
600 pounds; as the sheaves have a ratio 
of one to two, there is a continuous pull on 
the line of 1,200 pounds. The sections 
are dead-ended at one end. 

A tension arrangement is located at 
cach station and midway between stations, 
so that the sections are about one mile 
long. 

The Siemens-Schuckert collecting de- 
vice is a sliding-bow pantograph arrange- 
ment. The contact piece is a removable 
U-shaped piece of aluminum pressed 
against the trolley by flat springs. The 


OVERHEAD CONSTRUCTION SPANNING TRACKS AT RAILROAD STATION, 


WETTINGEN. 


AT JUNCTION OF OERLIKON AND SIEMENS-SCHUCKERT SYSTEM8— 
SEEBACH-WETTINGEN SINGLE-PHASE RaILway. 


The rails are used as a return circuit 
and are well bonded. Every mile and a 
quarter they are specially grounded by 
large copper plates. 

STATIONS. 

From Wettingen to Secbach there are 
seven stations along the line, on the aver- 
age about two miles apart. The section 
switches are controlled from the stations 
and the keys to the switches are in the 
possession of the station master. At 
Kempfhof, owing to heavy street traffic, 
the sliding gates are electromechanically 
connected to the overhead trolley so that 
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when the trolley is alive the gates are 

closed. This was done at the request of 

the public service commission. __ 
LOCOMOTIVES NO. 1 AND NO. 2. 

There are at present three locomotives 
in operation. No. 1 is illustrated here- 
with. This machine was built in 1904 
for experimental purposes and was known 
as “the converter locomotive.” It was 
later changed over into a single-phase loco- 
motive. The converter was rated on the 
alternating-current side as a 650-horse- 
power, 700-volt, asynchronous motor and 
on the direct-current side as a 400-kilo- 
watt, 600-volt generator with a speed of 
1,000 revolutions per minute. Overhang- 
ing one end of the driving shaft was a 
150-volt, direct-current generator which 
was connected to the direct-current side 
of the converter. This generator acted 
as a booster or a bucker so that various 
voltages could be applied to the driving 
motors, which were shunt wound. The 
line voltage was stepped down from 15,000 
to 700 by two 250-kilovolt-ampere air- 
cooled transformers. It was found out 
during experiments that it would be ad- 
visable to change the equipment to single- 
phase, fifteen cycles, because, owing to the 
peculiar operating conditions (the fre- 
quent stops during which time the con- 
verter had to remain in operation), the 
current consumption was comparatively 
high, although otherwise the equipment 
was very satisfactory and highly efficient. 

The body of No. 1 rests on two four- 
wheel swivel trucks, each having a 200- 
horge-power motor mounted between the 
axles. There is no king pin; the theo- 
retical swiveling point is controlled by 
levers. The motor is geared to a separate 
driving shaft from which the drivers are 
operated by means of a crank-pin and 
connecting rod. The brakes, one for each 
wheel, are operated pneumatically or by 
hand. The total weight has been reduced 
from forty-eight to forty tons, due to 
change of equipment. 

The body of locomotive No. 2 is built 
on the same lines as No. 1 except that 
it has a cab at each end for the motor- 
man and weighs forty-two tons. It is 
equipped similarly to locomotive No. 1 
with an Oerlikon rod collector and a 
Siemens pantograph collector, both having 
hand and electropneumatic control. 

The current is led from the trolley to 
four transformers connected in series- 
parallel. Each transformer group has a 
capacity of 250 kilovolt-amperes. They 
are wound for 15,000 to 700 volt trans- 
formation, are air-cooled, and are located 
in the centre of the car. In the cabs, 


ELECTRICAL REVIEW 


at each end, are two controllers, one for 
controlling the motors, the other for con- 
trolling the transformer taps. 

The motors are series wound with inter- 
poles of 250-horse-power capacity each. 
They make 650. revolutions per minute 
normally and 1,000 maximum. With a 
gear ratio of one to 3.08 and drivers of 
39.5 inches, a speed of about thirty-six 
miles an hour is attained. On grades of 
0.8 to one per cent a speed of twenty-four 
miles per hour is attained, while on short 
stretches of 1.2 per cent the same speed 
can be maintained. These values are 
calculated for a train weighing 250 metric 
tons. Tests have shown that the motors 
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Horn SEcTION-SWITCH AND DEAD-END oF ONE 
TROLLEY SECTION — SEEBACH-WETTINGEN 
SINGLE-PHASE RAILWAY. 


can operate just as well on twenty-five 
cycles. 

Each locomotive has a six-horse-power, 
motor-driven air-compressor operating at 
140 volts. The compressors supply air 
at pressures between seventy-five and 105 
pounds. The operation is automatically 
controlled by the air pressure. The air is 
used for operating the various apparatus, 
such as bow collectors, ete. Current for 
these motors is drawn from special taps 
on the transformer, which also has taps 
for lighting and heating. 

LOCOMOTIVE NO. 3. 

Locomotive No. 3 rests on two six- 
wheel trucks; the king pins are 19.7 feet 
apart. The trucks are of the same design 
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as those of the famous Marienfeld-Zossen _ 
experimental locomotives, built by Sie- 
mens-Schuckert Werke, who also supplied 
locomotive No. 3. This locomotive is de- 
signed for a six-motor equipment although 
at present only four are mounted. Each 
motor has a capacity of 225 horse-power, 
eight poles, artificially cooled and geared 
to the drivers through a gearing with a 
ratio of one to 3.72. The design of the 
housing is seen in the accompanying illus- 
tration. The length over all is forty-five 
feet. The car is equipped with two Sie- 
mens-Schuckert collectors and one pair of 
Oerlikon collectors. The two trans- 
formers, of 500-kilowatt capacity each, are 
located in iron compartments with re- 
movable doors and are wound for 15,000, 
288, 330 and 378-volt transformation and 
are oil-cooled. On the high-tension side 
there are overload circuit-breakers, oper- 
ated automatically or by hand. There is 
provision in the high-tension compartment 
for the three motors of each truck, three 
contactors for speed control and two for 
controlling direction of current. The 
contactor compartments are placed in 
three tiers. 

This locomotive, equipped with four 
motors, has a weight of sixty-eight tons, 
and a tractive effort of 10,300 pounds for 
an hour; the maximum is 17,200 pounds. 
When equipped with six motors the weight 
is seventy-five tons and the tractive effort 
15,600 pounds for one hour; the maxi- 
mum, 25,740 pounds. 

EFFECT OF HIGH-TENSION LINES ON TELE- 
PITONE LINES, ETC. 

On the experimental section of this 
line, in 1904, for a distance of 2,500 feet, 
the 15,000-volt, fifty-cycle line ran 
parallel to the telephone systems. When 
the high-tension system was operated at 
fifty cycles, the operation of the telephone 
lines was impossible. The trouble was 
remedied by changing the frequency froin 
fifty to fifteen cycles. Experiments show 
that even thirty cycles have little or no 
effect. The voltage, 15,000, remained the 
same. Oscillograms of the motor show 
that the current and voltage curves, al- 
though sinuous in character, are very 
ragged. This trouble was corrected by 
changing the slot spacing and putting the 
poles on the skew. The former trouble 
was experienced on locomotive No. 1 
while the latter appeared on No. 2 after 
fifteen cycles was adopted. 

It might be of interest to state that be- 
tween December 3 and January 6 only 
three interruptions occurred: One insu- 
lator broke, a trolley wire slipped out of 
its end clamp, and a short-circuit in a sub- 
station. Encouraged by the success of 
this road the Swiss engineers propose to 
build 3,500 to 4,000-horse-power locomo- 
tives for further electrification of other 
trunk lines. 
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Decimal Classification for In- 
dexing Electrical Engineer- 
ing Data. , 


To THE EDITOR OF THB ELECTRICAL REVIEW : 


About three years ago Mr. L. C. Mar- 
burg and the writer devised a decimal 
classification for indexing electrical en- 
gineering data, which we give below for 
the benefit of any one who may be inter- 
ested. The index is constructed in accord- 
ance with the plan followed in Dewey’s 
“Decimal Classification,” and is, in fact, 
merely an extension of division 621.3 in 
that work. 

For convenience the figures 621.3 repre- 
senting the division “Electrical Engineer- 
ing” in Dewey’s index, have been omitted, 
but could be used if found desirable. The 
writer has found it convenient to use the 
letter “E” as a prefix when some dis- 
tinguishing mark was necessary. 

Considerable time and thought was 
spent on the classification and careful at- 
tention given to the introductory remarks 
in Dewey’s work. Any one interested in 
the subject should procure this book, which 
is published by the Library Bureau. 

In a number of the classes, the sub- 
divisions have been carried to only two 
places, and classes 7 and 8, owing to the 
authors’ unfamiliarity with the subjects, 
have not been subdivided at all. Further 
extension would, of course, be required 
should extensive use be made of these por- 
tions. “ 

The index has been used by the writer 
with extremely satisfactory results for 
nearly three years, and during the past 
year has been also very successfully used 


for indexing drawings in a manufacturing 
establishment. 

It is scarcely necessary to enumerate the 
many advantages of a decimal classifica- 
tion, as this has been so thoroughly ac- 
complished in the book above referred to. 


H. L. Van VALKENBERG. 
38318 Arch Street, Philadelphia, Pa. 
August 1. 


000—General: 
001—Dictionaries, Periodicals, Etc. 
002—History, Biography. 
003—Essays, Lectures, Addresses. 
004—Societies, Education. 
005—Executive, Works Management. . 
006—Law, Finance. 
007—Statistics, Costs. 
A Mae ant 
ectrical Theory. 
920—Units and Measurements. 
030—Commercia] Testing. 
040—General Data, Tables, Curves. 
050—Nomenclature, Notation, Abbreviations. 
060—Standardization, Underwriters’ Rules, 
Classification. 
070—Contracts, Specifications, 
i Drawings, Catalogues. 
0—Genera] Descriptions. 
"90—Miscellaneous. 
Materials: 
110—Conductors, 


111—Wires and Cables. 


Reports, 


ELECTRICAL REVIEW 


112—-Bars, Rods, Sheet Metal (except for 
resistances). 
113—Resistance Wire. 
114—Resistance Bars, Rods, Sheet Metal. 
115—Raw Materials. 
116—Graphite and Similar Material. 
117—Liquid Resistances. 
120—Insulators. 
121—Line Insulators, Strain Insulators. 
122—Bus-Bar and Cable Supports, Knobs, 
Etc. 
123—Bushings, Tubes, Washers. 
124—-Rods, Blocks, Heavy Sheets, Plates. 
125—Cloth, Paper, Fuller Board, Tape. 
126—Hose, Tubing (Flexible). 
127—Insulating Compounds. 
130—Iron and Steel. 
140—Other Metals. 
150—Lumber and Other Materials. 
160—Manufactures. 
170—Oils, Paints, Varnishes, Etc. 
180—Marble, Brick, Cement, Etc. 
190—Miscellaneous. 


200—Power-Generating and Transforming 
Apparatus: l 
210—Direct-Current Generators and Motors. 
220—Alternators and Synchronous Motors. 
230—Induction Motors. — 
240—Alternating-Current Commutator Mo- 
tors. 
250—Rotary Converters. 
260—Motor-Generator Sets. 
270—Transformers, Reactance Coils. 
271—Oi]-Insulated, Self-Cooled. 
272—Oil-Insulated, Water-Cooled. 
273—Air-Cooled. 
274—Instrument and Testing Transform- 
ers. 
275—Auto Transformers. 
276—Reactance Coils. 
277—Constant-Current Transformers. 
278—Induction Regulators. 
280—Storage Batteries, Primary Batteries. 
290—Miscellaneous. 


300—Austliary Apparatus: 


~ 


_410—Switchboards, Diagrams. 


311—Systems of Connections, Circuit 
Equipment. 

312—Panel Switchboards, Instrument 
Boards. 

313—Switch Cabinets and Panel or Tablet 
Boards. 


314—Switch Pedestals, Control Stands, In- 
strument Stands. 
315—Bus-Bar and Switch Structures. 
316— : 
317— 
318—Switchboard Details. 
320—Switching Apparatus, 
leys, Relays. 
321—Switches (Open Type). 
322—Circuit-Breakers (Open Type). 
323—Oil Switches. 
324—Instrument, Pilot, Control Switches, 
Ete. 
325—Relays. 
326—Fuses, Fuse Holders. 
327—Trolleys, Contact Shoes. 
328—Terminals, Connectors, 
Boxes. 
330—Regulating Apparatus, 
tems, Diagrams. 
331—Railway Controllers, 
tems. 
332—Motor Controllers. 
333—Alternating-Current Starters (Trans- 
former Type). 
334—Starting Rheostats. 
336—Resistances. 
337—Regulators. 
340—Measuring Instruments, Diagrams. 
341—-Ammeters, Voltmeters, Wattmeters 
(Indicating or Recording). 
342—Power-Factor or Phase Meters, Fre- 
quency Meters, Synchronizers. 
343—Integrating Meters. 
344—Galvanometers, Balances, Dynamom- 
eters, Flectrometers, Oscillographs. 
345—Bridges, Potentiometers, Standards. 
Standard Cells. 
346—Meters for Magnetic Measurements. 
347—Ground Detectors. 
%5O0—Maenets, Clutches, Electric Brakes. 
351—Electromagnets. 
352—Permanent Magnets. 


Cutouts, Trol- 


Junction 
Control 


Control 


Sys- 


Sys- 


ear are ee NN ee ee 
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353—Magnetic Clutches. 
354—Crane or Elevator Brakes. 
355—Railway Brakes. 
360—Lamps (Arc, Incandescent, Etc.). 
361—Arc Lamps, Arc Lighting Systems. 
362—Incandescent Lamps. 
363—Nernst Lamps. 
364—Vapor and Vacuum Tube Lamps. 
365—Searchlights. 
366— 
367— 
368—Lamp Fixtures, Etc. 
370—Heaters, Furnaces, Welding Machines. 
380—Lightning Arresters, Choke Coils, 
Static Interrupters, Condensers. 
390—Miscellaneous. 
400—Power Generation and Transmission: 
401—Operation and Management. 
402—Statistics, Costs. 
408—General Descriptions. 
410—Station Design and Construction. 
420—Station Operation. 
430—Steam Engines, Boilers, Etc. 
44N—Water-Power Systems and Motors. 
450—Gas and Other Engines and Auxiliaries. 
460—Electrical Apparatus, Operation and 
Connections. 
470—Transmission and Distribution, Sys- 
tems, Operation of Lines, Protection, 
Surges. 
480—Line Construction and Wiring. 
481—Overhead Lines. 
482—Subways. 
483—Conduits. 
484—Submarine Lines. 
485—Interior Wiring, Interior Conduits. 
490—Miscellaneous. 
500—Transportation: 7 
501—Operation and Management. 
502—Statistics, Costs. 
507—History. 
508—General Descriptions. 
510—Railway Power Distribution and Sup- 
ply Systems. 
ere Line Construction, Third Rall, 
te. 
530—Track and Road Bed. 
5940—Locomotives and Motor-Cars. Design 
and Equipment. . 
550—Service Performance of Locomotives 
and Motor-Cars. 
560—Train Resistance. 
§70— 
5RN—Blectric Automobiles. 
590—Miscellaneous. 


600—Industrial Applications: 
610—Elevators, Hoisting and 

- Mill Service. 
620—Machine Tool Work. 
630—Pumping and Ventilating. 
640—Various Industries. 
650—Marine Work. 
660—Illumination. 
670—Heating. Welding. 
k2N—Mectrochemical Applications. 
690—Miscellaneous. 
700—Telegraphy and Signaling: 
800—Telephony: 
900—Miscellaneous: 

| 
Long-Distance Wireless Tel- 
ephony. 

Dispatches from Paris announce that 
Lieutenants Colin, Jeance and Mercieri, 
the inventors of the wireless telephone 
apparatus which recent tests have shown 
to accomplish remarkable results, achieved 
a notable success with their new instru- 
ments on August 15. Communication 
was established between Paris and Raz 
de Sein, Department of Finisterre, a dis- 
tance of about 310 miles. The trans- 
mitted words were faint. but could he 
plainly distinguished. The officers are 
confident that they can make improve- 
ments in the apparatus enabling the ex- 
change of conversation up to 600 or 700 
miles. — 


Conveying, 
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THE NATURE OF THE VOLATILE MAT 
TER OF COAL AS EVOLVED UNDER 
DIFFERENT CONDITIONS. 


BY HORACE C. PORTER AND F. K. OVITZ. 


In connection with the fuel investiga- 
tions being conducted by the Technologic 
Branch of the United States Geological 
Survey, a special effort is being made to 
determine the chemical and physical struc- 
ture of coal. The chemical investigation 
is being pursued along three special lines: 
(1) The chemistry of combustion in the 
furnace; that is, determining the chemical 
composition of the hydrocarbons given off 
during the process of combustion; (2) 
the hydrocarbons which are given off at 
different temperatures, starting with a 
normal temperature and determining the 
uature of the hydrocarbons given off at 
each of a series of successively higher tem- 
peratures from the normal to the tempera- 
ture of the ordinary furnace, and (3) the 
hydrocarbons existing in the coal at 
normal temperatures to be determined 
by solution and subsequent analytical 
methods. 

A paper presented by Dr. Horace C. 
Porter, at the June meeting of the Ameri- 
can Chemical Society, of which the present 
statement is an abstract, relates to the 
second of these three lines of investiga- 
tion.- Dr. Porter is in charge of the 
chemistry of the distillates of coal under 
the United States Geological Survey. 

The statement is in part as follows: 

It is a familiar fact to retort coke-oven 
and gas-works operators that the volatile 
products of coal are largely affected both 
in quantity and character by the condi- 
tions of temperature and rapidity of the 
rise of temperature in the coal, and by the 
conditions to which the products are sub- 
jected after leaving the coal. The usual 
laboratory determination of volatile mat- 
ter serves almost universally as a more or 
less valuable indication of the coal’s 
adaptability to industrial uses either for 
combustion, destructive distillation, or 
gasification. The method for this deter- 
mination is, however, an arbitrary one and 
does not duplicate closely that of any in- 
dustrial operation, nor is the character of 
the volatile matter produced by the labor- 
atory method known with any degree of 
certainty. Furthermore, the results by 
the laboratory method are very sensitive 
to varying conditions and the influence of 
such variation on the character of the vol- 
atile products has not herctofore been the 
subject of extended study. 

The importance of the rôle played by 


o a a M 
(Presented with the permission of the Director 
United States Geological Survey.) 
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the volatile matter in all industrial ap- 
plications of fuel is generally recognized. 
There are more heat units in the vola- 
tile matter in proportion to its weight 
than in the fixed residue. Pittsburg coal 
of thirty per cent volatile matter and 
seven per cent ash has thirty-six per cent 
of its heat value in its volatile matter, as 
shown by comparing the heat values of 
coal and coke. When coal is fired under 
a boiler, either by hand or mechanically, 
it first undergoes a process of distillation, 
and both the quantity and quality of the 
volatile products and the relative ease of 
their liberation are concerned very largely 
in the boiler efficiency and the production 
of smoke. It is reasonable to suppose 
that coals of different origin may yield 
volatile gases carrying different percent- 
ages of tarry vapors and heavy hydrocar- 
bons, and may on that account differ 
in smoke-producing tendencies. A knowl- 
edge of the chemical reasons why coals 
smoke in vatying degrees, and why high- 
volatile coals are hard to burn with maxi- 
mum efficiency is a necessary preliminary 


to the taking of intelligent steps toward 


improvement in these respects. 

The gas producer for bituminous and 
low-grade fuels is coming more and more 
into favor. Here also the volatile matter 
in the fuel plays a very important rôle, 
since at the top of the fuel bed a process 
of distillation is continually going on. 
A certain proposed new type of producer 
will utilize high-volatile fuels, such as 
bituminous coal, lignite, peat and wood, 
by passing the hot gases from the producer 
through the raw fuel in a series of pre- 
liminary chambers, thus distilling the 
valuable hydrocarbon gases (as well as 
ammonia) out of the fuel before it is 
charged into the producer itself. 

Attention need hardly be called to the 
pre-eminent importance of the volatile 
matter of coal in the illuminating gas 
and by-product coke oven industries. It 
is of interest to note, however, the in- 
creasing favor accorded by the gas in- 
dustry to the vertical gas retort as most 
successfully operated by the Bueb system 
at Dessau, Germany, and to explain that 
one advantage of this process lies in avoid- 
ing decomposition of certain valuable 
gases in passing over heated surfaces, as 
occurs in the ordinary processes, although 
at the same time a higher gas yield is 
obtained by using higher temperatures in 
the retort itself. 


1 William Kent. Steam Boiler Economy, D. T. Ran- 
dall. Bull 884. U. S. Geol. Survey, "The Burning of 
Coal Without Smoke in Boiler Plants.” page 11; L. P. 
Breckenridge, Bull 15, Univ. of IM. Engineering Experi- 
ment Station. “How to Burn Minois Couls Without 
Smoke,” page 7. 
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PURPOSE OF THE INVESTIGATION. 


The purpose of the investigation de- 
scribed in this paper has been: (1) To 
throw light on the nature of the volatile 
products from coal, and on the manner in 
which they are affected by the conditions 
prevailing during their formation or to 
which they are subjected after formation ; 
(2) to contribute, in the interests of 
smoke abatement, some data on the com- 
parative amount and character of the 
gases and vapors distilled from different 
coals at low temperatures, a subject in- 
timately concerned in the production of 
smoke; (3) to prove experimentally that 
the volatile product of coal is to some 
extent incombustible, and that the pro- 
portion of inert volatile varies in differ- 
ent coals; and finally, (4) to show that 
the oxygen of coal is in many cases evolved 
in the volatile matter very largely in com- 
bination with carbon as CO and CO, as 
well as with hydrogen as water, thereby 
explaining in great degree the discrep- 
ancy found in these cases between the de- 
termined calorific value and that calcu- 
lated by Du Long’s formula. 


DETERIORATION IN HEATING VALUE AT 
ORDINARY TEMPERATURES. 

In connection with a series of experi- 
ments not yet completed, on the deterio- 
ration in heat value of various coals dur- 
ing storage under different conditions, a 
liberation of gas in remarkably large 
quantities was found in certain cases. 
About twenty-five pounds of bituminous 
coal of buckwheat size was stored in & 
five-gallon glass bottle closed with a rub- 
ber stopper, which was provided with 
glass tubes for removing gas samples. 
The bottles stood in the laboratory at a 
temperature ranging from twenty degrees 
to twenty-five degrees. In some of the 
bottles the coal was immersed in distilled 
water and the interstices well filled with 
water by attaching a partial vacuum for 
about one hour. About 400 cubic centi- 
metres of air remained above the surface 
of the water. 

The gas liberated during these experi- 
ments consisted almost entirely of 
methane with a very slight amount of CO, 
and no more than doubtful traces of CO 
and heavy hydrocarbons. No hydrogen 
could be detected by the palladium frac- 
tional combustion method. Whether this 
gas may properly be considered as volatile 
matter due to decomposition of the coal, 
or whether it is held in the coal as such 
by occlusion or absorption can not be 
decided without further study. The fact 
that the oxvgen of the air surrounding 
the coal was rapidly absorbed without 


August 22, 1908 


forming CO,, indicates a change of com- 
osition in the coal. It is reasonable to 
suppose that a larger quantity of gas es- 
caped between the mining of the coal and 
the starting of the experiments than was 
measured during the experiments. The 
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than moisture, principally CO, in small 
percentages. 
VOLATILE MATTER AT 500 DEGREES TO 
1,100 DEGREES CENTIGRADE. 
In studying the nature of the volatile 
matter at the medium and higher tempera- 


TABLE I—ANALYSIS OF COAL USED IN EXPERIMENTS. 
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TABLE JI—AVERAGE RESULTS OF TEN GRAMMES AIR-DRIED COAL. 


High- 
est G 
N 8 
Coal Tap: Tar. |Water. œ oe ), 
in 
Coal. 

10 minutes heating 

at 506 degrees: 
Connellsville, Pa....) 385 Jeene feens 8 
Zeigler, Ill........... B25. orice TT 20 
10 minutes heating | 

at 600 degrees: 
Connellsville, Pa....| 441 4.9 3.2 190 
Zeigler, UI........... 440 6.8 13.0 178 
1) minutes at 390 de- 

grees: 
Connellsville, Pa....| 562 11.0 3.5 583 
Zeigler, [il........... 545 7.8 14.0 471 
Sheridan. Wyo...... 580 8.2 18.5 1,020 
Pocahontas, W., Va..! 599 4.2 1.9 675 
10 minutes at 800 de- 

grees: 
Connellsville, Pa....| 687 12.6 4.5 1.875 
Zeigler, Iil........... 680) 9.8 18.9 1,251 
Sheridan, Wyo......|)........ 7.9 19.1 1.780 
Pocahontas, W Va..' .....! 6.5 2.4 1,590 


(TEN MINUTES’ HEATING.) 
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Gas Composition. 
(Calculated to undiluted gas.) 
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pe) Includes all higher paraffin hydrocarbons calculated as C,H,. (See description of gas-analysis methods 


ve. 
(b) Includes small amount of air. 


measurement of quantity of gas formed 
is, therefore, of little value. The gas 
pressure in the case of one coal immersed 


reached at one time seven inches of 
mercury. 


tures (500 degrees to 1,100 degrees centi- 
grade) two sets of experiments were run 
using a different apparatus in each. In 
one a small sample (ten grammes) was 
heated in a platinum retort suspended in 


TABLE III—ABSOLUTE QUANTITIES OF SMOKING AND NON-SMOKING PRODUCTS 


IN TEN MINUTES’ HEATING (TEN GRAMMES COAL).! 


| 
Temperature. | Smoking Products. Non-Smoking Gases (Ccs.) 
Designation of | | Gas (Ces.). | ! 
oal. Fur | Tar. Te l 
nace Coal. Ca | Etl ; Co. CO. | CH,. H, Total. 
' Cent.) lane, 
| Dium. etc. Total. | 
SB Sette a le | l a en i | 
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Zeigler, I... 500 | BB E ee 183.5) 4.7 ae nae 25.4 
Fonnelieville. Pa.... 600 441 4.9 16 | 46 62 12 11 71 4 98 
gler, Il... 600 440 6.8 12 39 51 | W 25 33 5 91 
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Pocahontas, W.Va" 700 BHO) 8.2 38 69 107 2944 | A4 190 154 842 
Va 700 599 | 4.2 30 109 139 ` 18 27 300 192 532 
Zotqelisville, Pa.... so | ox | 126] 7 166 2 o a 95 343 | 458 ` 917 
Sheridan, Wyo t BON) 850 0.3 47 7H 123 47 200 316 420 1,018 
ocahontas Wve sn 7.9 48 72 120 85A 881 254 534 ` 1.5% 
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VOLATILE MATTER AT 105 DEGREES 
CENTIGRADE. 

A series of experiments conducted 
primarily for direct weighing of moist- 
ay os off from coal at 105 degrees 
A ded results, incidentally, which showed 

extent of the loss of substances other 


1 Compiled from results in Table u.o 


an electric resistance furnace maintained 
constant at the desired temperature, the 
gases evolved being collected by displace- 
ment of water in a bottle. No attempt 
was made in this set of experiments to 
duplicate ihe methods or results of in- 
dustrial practice. The apparatus was de- 
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signed with the idea of maintaining 
definite and controllable conditions which 
would yield results comparable with each 
other in experiments on different coals. 
The other set of experiments was run on 
a somewhat larger scale, heating 400 
grammes of coal in a cast-iron retort rest- 
ing in a cylindrical electric-resistance fur- 
nace, the tar, water, ammonia, CO, H,S, 
and gas being collected in appropriate 
absorption apparatus and measured. Ow- 
ing to the heavy nature of the retort and 
the large sample of coal the temperature 
in the coal could not be varied as easily 
in these experiments as in those using the 
platinum retort. Accordingly one set of 
conditions was adopted approximating as 
nearly as possible those of industrial by- 
product coke-oven practice, and a number 
of typical coals compared under these 
conditions. The object was rather to com- 
pare the different coals with each other 
under this set of conditions, than to de- 
termine absolutely the industrial by- 
product yields; and further to de- 
termine the composition of the volatile 
matter from different coals under these 
conditions. | 
SERIES OF TESTS ON TEN GRAMMES OF COAL 
IN A PLATINUM RETORT. | 
The series of tests on ten grammes of 
coal in a platinum retort, at various tem- 
peratures, is not yet completed but has 
yielded sufficient results to show their 
approximate agreement with those ob- 
tained on 400 grammes of coal and also 
to indicate the composition of the gas 
produced from different coals in the early 
stages of heating at low temperatures. A 
thermo-couple was inserted in the retort 
so as to determine the temperatures under 
the surface of the coal itself. The tests 
were run in an atmosphere of nitrogen 
which was passed through the retort until 
the exit gases contained less than one 
per cent oxygen. The tar was collected in 
two six-inch tubes of absorbent cotton 
heated to 100 degrees centigrade and also 
weighed on the neck of the retort. The 
water was collected in a five-inch CaCl, 
U-tube, and always contained a slight 
amount of light oil driven over from the 
tar, causing an error of one per cent or less. 


SMOKE FORMATION AND THE COMPOSITION 
OF LOW-TEMPERATURE GASES. 


(During Early Stages of Heating) 

From the results given in Table II and 
in different form in Table III, it may be 
seen that the low-temperature gases are 
high in illuminants and the higher homo- 
logues of methane, and low in hydrogen. 
Comparing the four coals at 700 degrees 
(565 degrees in the coal) where the gas 
begins to be formed in considerable 
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amount, the Connellsville is the richest of 
the four coals in illuminants and heavy 
hydrocarbons and the Pocahontas the 
highest in hydrogen. The high CO, and 
CO from the Illinois and Wyoming coals 
accord with other experiments on these 
coals. The tar at 700 degrees is greater 
also in the Connellsville coal. The smoke- 
less character of the Pocahontas coal may 
be connected more or less with the pres- 
ence of considerable hydrogen in its gas 
at low temperatures, since the low ignition 
point of hydrogen tends to assist in the 
burning of other gases present. 

From Table IIT the bearing of these re- 
sults on smoke formation may be seen. 
The smoke-producing constituents of the 
volatile matter are here considered as in- 
cluding tar, and the heavier hydrocarbon 
gases; benzene, ethylene and homologues 
of methane (calculated as C,H,). While 
at 440 degrees (in the coal) the Illinois 
coal (and probably also the Wyoming) has 
produced more smoky gases than the 
eastern coals, at 565 degrees and higher 
the Connellsville produces much more. 
This accords with the finding in practice 
of greater difficulty in burning coals of 
the Connellsville type without smoke. 
CONCLUSIONS DRAWN FROM EXPERIMENTS 

MADE. 

1. Some coals liberate gas during stor- 
age, of a composition similar to that of 
natural gas, and some coals rapidly absorb 
oxygen from the air during storage with- 
out forming CO,. 

2. During drying in air at 105 degrees 
centigrade some coals lose appreciable 
amounts of CO,, and most coals take up 
oxygen to a considerable extent, but none 
of those tested showed any considerahle 
formation of combustible gases. 

3. The nature of the volatile products 
distilled from several coals at low tempera- 
tures in the early stages of heating vary in 
different coals in accordance with their 
smoke-producing tendencies. 

4. The volatile matter of coal com- 
prises a considerable proportion of non- 
combustible matter varying with the type 
of coal. 

5. A modification is suggested of Du 
T.ong’s heat value calculation for coal hased 
on experimental results showing the dis- 
tribution of oxvgen between hydrogen and 


carbon. 
-—_—_-2#@o- —__. 


Fifty vears ago this month—August 5, 
1858—the first telegraphic messages were 
exchanged via submarine cable between 
Europe and America, marking a new era 
in communication and establishing the 
confidence of the world in the genius and 


perseverance of Cyrus West. Field and his 
associates. 
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Dr. Wm. Martin Habirshaw. 


At a meeting of the board of trustees of 
the Habirshaw Wire Company, held on 
August 17, the following minutes and 
resolutions were unanimously adopted : 

“On Saturday, August 15, 1908, at 
Saratoga Springs, New York, William 
Martin Habirshaw died in the seventy- 
fourth year of his age. 

“From early manhood Dr. Habirshaw 
occupied an honorable and distinguished 
position in both the business and scientific 
world. 

“After retiring from the United States 
Navy, where he served as an engineer, he 
began his career as an analytical chemist, 
and soon rose to the front ranks in his 
profession. He became a member of the 
Chemical Society of London, and of other 
scientific organizations both here and 
abroad. 

“At an early date he perceived the 
commercial possibilities of electricity and 
organized and became president and 
general manager of the India Rubber and 
Gutta Percha Insulating Company, a 
pioneer in this line. His sterling honesty 
and exceptional scientific ability gave the 
company a high standing. Its title was 
recently changed to that of the Habirshaw 
Wire Company, and he continued to main- 
tain a most active interest in the affairs 
of the company up to the time of his 
death. 

“For the past five years he had been a 
sufferer from a disease which he knew to 
be incurable. During this long period he 
faced the inevitable with calmness and 
bravery. His honesty, hospitality. lovalty 
and exceptional scientific attainments 
drew around him a large circle of friends 
to whom his death will come as a decp 
personal loss, in which we, his close asso- 
ciates and fellow members of the board 
of trustees of the Habirshaw Wire Com- 
pany, fully share. 

“Resolved, That, as a mark of respect 
for the character of William M. Habir- 
shaw, and as an expression of our loss in 
his death, the works and general offices 
of the company be closed on the day of 
his funeral, Wednesday, August 19, 1908. 

“Resolved, That a copy of these minutes 
and resolutions be sent to his family.” 

———o C 
New Haven to Build Subway 
Through New York City. 


At a hearing before the Public Service 
Commission for the First District of the 
state of New York, on August 12, Charles 
Ti. Mellen, president of the New York, 
New Haven & Hartford Railroad Com- 
pany, stated that officials of the New 
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Haven system were ready to operate a 
comprehensive subway rapid transit sys- 
tem from The Bronx to lower Manhattan, 
New York city. If necessary, the New 
Haven road will organize a subsidiary 
company both to build and operate such a 
system. 

Mr. Mellen’s declaration was brought 
out by a question as to whether or not the 
New Haven road’s officials really intended 
to construct either the New York & Port- 
chester or the New York & Westchester 
Railroad lines. Both of these systems are 
now controlled by the New Haven road. 
Mr. Mellen explained that his idea was 
that the New Haven Railroad manage- 
ment would organize a separate company 
for the purpose of operating a compre- 
hensive rapid transit subwav line in Man- 
hattan and The Bronx. He stated that 
negotiations had been carried: on with 
representatives of the elevated and sub- 
way systems, and that these negotiations 
would be renewed. 


ae VEES 
Prosperous Connecticut 
Tramway. 

According to advices from Hartford, 
Ct., the directors of the Bristol & Plain- 
ville Tramway Company have voted a fifty 
per cent stock dividend. This means that 
there will be an increase in the capital 
stock from $250,000 to $375,000 and. that 
the holders of the stock will get their pro 
rata share without a cent of extra outlay. 

The company was organized in 1895 as 
a consolidation of the electric light and 
the tramway business of the town. When 


some outside parties tried unsuccessfully 


to buy the control of the company two 
vears ago the leading stockholders got to- 
gether and pooled their holdings for five 
vears under trustees. and that has three 
vears more to run. The president of the 
company is Miles Lewis Peck. 

i lar 

BOOK REVIEW. 


“Drawing Instruments.” Walter G. Ste- 
phan, M.E. New York. McGraw Publishing 


Company. Cloth. 112 pages. Illustrated. . 


5 by 714 inches. Furnished by the ELec- 
TRICAL REVIEW for $1.: 


In this little work the author gives a 
number of useful suggestions for the 
selection, proving and care of drawing in- 


struments of all kinds. He considers not ` 


only the drawing pen, the tee square and 
scale, but the more elaborate devices as 
well and describes a number of useful 
little appliances which the draftsman will 
find convenient. There are a few words 
also on the planimeter, pantograph and 
other similar devices. 


it 
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THE NATIONAL ELECTRICAL CON- 
TRACTORS’ ASSOCIATION. 


ITS GROWTH AND WORK. 


In the year 1901 the electrical contract- 
ing business had hardly risen to the dig- 
nity of a recognized position in the 
building trades of the country, and almost 
any one with a screw-driver or pair of 
pliers advertised himself as an electrical 
engineer and contractor. 

This condition made the reputable con- 
tractors feel that something was necessary 
to improve the trade conditions, and they 
helieved that such improvement could 
only be brought about through an organi- 
zation that was national in its character. 

With this end in view a meeting was 
called in Buffalo, N. Y., on July 17, 1901, 
to discuss the advisability of forming a 
national organization composed of elec- 
trical contractors. 

Tt was evident from the attendance at 
and interest in this meeting, that such an 
organization was believed to be a necessity 


throughout the country. 


Manv delegates who attended this first 
meeting represented a number of con- 
tractors from the cities in which they did 
business and consequently were unable to 
take definite action at the time of the 
meeting. 

The sentiment. however, was so strongly 
in favor of an organization that the 


< National Electrical Contractors’ Associa- 


tion was formed at this meeting with a 
membership consisting of thirty-one con- 
tracting concerns. 

From then until the present time there 
has heen a steadv growth, and the organi- 
zation now has a membership covering 
practically the whole countrv and includ- 
ing a large proportion of the clectrical 
contractors. The ohiect of the organiza- 
tion is to improve the conditions in the 
contracting trade in every possible wav, 
and working with other national organi- 
zations in the electrical ficld it has 
hrought about the recognition of the elec- 
trical contractor and made the electrical 
contracting business a recognized factor in 
the building industry. 

The association has a hoard of directors 
composed of prominent electrical con- 
tractors throughout the countrv, and this 
hoard is at all times ready to take up 
anv anestion that the membership deems 
IMportant, 

The special work of the organization 
requiring constant attention is handled 
through committecrs, 

One of the most important subjects 


whi 
ich confronted the contractor was the 
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question of wiring rules and the inspec- 
tion of electrical work. 

A committee was appointed in 1902 to 
take up this subject, and the work of this 
committee resulted in the organization be- 
ing allowed the privilege of the floor at 
the meetings of the Underwriters’ Na- 


tional Electric Association, and also a 


membership in the National Conference 
on Standard Wiring Rules. 

The policy of the organization has been 
to make rules more definite and strict, in 
order to raise the standard of electrical 
construction work. Also, to bring about 
a uniform interpretation and enforcement 
of the rules as embodied in the National 
Electrical Code, and much progress has 
been made along these lines. 

The matter of legislation for the licens- 
ing of electrical contractors is another 
matter of great importance to the trade, 
and the National Association has advo- 
cated the passage of proper license laws, 
both by state and municipal government. 

The committee dealing with this subject 
has collected and is still collecting valu- 
able data, which are furnished to any of 
the members who desire to take up the 
question of such laws. | 

Another subject that early occupied the 
attention of the association was the diffi- 
culty in figuring electrical wiring installa- 
tions on account of the different symbols 
in use by the different architects and engi- 
neers. 

Feeling that a uniform set of symbols 
would be of great benefit not only to the 
contractor but also to the architect and 
engineer, a committee was appointed to 
take up this subject. 

The work of this committee resulted in 
the adoption of a set of standard symbols 
which have been adopted by the American 
Institute of Architects and several de- 
partments of the United States Govern- 
ment. 

The use of these svmbols saves the con- 
tractor much annovance and lots of time 
in making estimates, and prevents many 
misunderstandings. 

Along this line a committee is now 
working on the subject of uniform speci- 
fications, and will undoubtedly report a 
draft of such a specification at the next 
meeting. 

The question of labor, which is. of 
course, important to any organization 
composed of parties interested in the 
building trade, has been carefully con- 
sidered by a standing committee ap- 
pointed by the association for this pur- 
pose. | 
This committee has colleeted a great 
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deal of data on the subject, which are 
available for the use of the members at 
any time. | 
_ In addition to this the abilily to ob- 
tain information and assistance from all 
sections of the country is of great benefit 
to members of the national association. 
The question of buying and selling ma- 
terial is one that is always important to a 
business organization, and a standing 
committee to consider this subject was one 


. of the first committees appointed by the 


association. 

From the start the organization has felt 
that the proper regulation of buying and 
selling conditions could only be accom- 
plished through concerted action by the 
manufacturers, jobbers and retailers, or 
in the electrical business, the contractor. 

The association is working along these 
lines and believes that eventually a con- 
dition will prevail that will be satisfactory 
to all parties interested in the electrical 
industry. 

Believing that improvement always re- 
sults in co-operation in any line of busi- 
ness, the organization has a snecial com- 
mittee which is a part of the Co-operative 
Electrical Development Association, and 
it is believed that working with this or- 
ganization will result in benefits to the 
contractor as well as to the electrical busi- 
ness in general. 

In connection with the work of the 
national association, a publication was 
started in 1901 called The National Flec- 
trical Contractor. : 

Tt seems an almost sclf-evident fact that 
under existing business conditions, organ- 
ization is neccessary in everv line of trade, 
and considering the broad lines on which 
the National Electrical Contractors’ Asso- 
ciation was formed. and the extremelv 
moderate fees for membership, it should 
be supported by every reputable contractor 
in the countrv, who is interested in the 
advancement of the business. 

—— 0M 
Reconstructing the Hauser 


Lake Dam. 

On July 28 construction forces of the 
Stone & Webster Engineering Corporation 
began clearing the site of the Hauser 
Lake dam, preparatory to the work of 
erecting a new structure. The contract 
for this work was signed with the Missouri 
River Power Company on July 11. It 
provides for the construction of the 
Hauser Take dam, together with a second 
dam and power plant of 30,000 horse- 
power at Wolf Creek, on the Missouri 
River, a few miles below Hauser Lake. 
Both plants will supply Helena and Butte, 
Mont. 

It will be remembered that quite re- 
cently the Hauser Lake dam was destroyed 


as the result of extreme high water in 
Wolf Creek, 
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FINANCIAL REPORTS OF ELECTRICAL 
COMPANIES. 
ONEIDA RAILWAY COMPANY. 

The report of the Oneida Railway Com- 
pany, Oneida, N. Y., for the quarter 
ended June 30 shows gross of $73,029; 
expenses, $44,061; net, $28,968 ; other in- 
come, $52; charges, $5,540; total income, 
$29,020; surplus, $23,480. 


UTICA & MOHAWK VALLEY RAILWAY COM- 
PANY. 


The report of the Utica & Mohawk 
Valley Railway Company for the quarter 
ended June 30 shows gross of $273,162 ; 
expenses, $157,277; net, $115,884; other 
income, $3,186; total income, $119,071; 
charges, $81,859; surplus, $37,212; an 
increase of $31,599 over the same period 
of last year; cash on hand, June 30, $79,- 
640; profit and loss surplus, $538,789. 


NEW YORK & NEW JERSEY TELEPHONE 
COMPANY. 

The report of the New York & New 
Jersey Telephone Company for the six 
months ended June 30 shows gross of 
$4,514,512; expenses, $3,245,354; net, 
$1,269,158; interest, $78,117; surplus, 
$1,191,041; dividends, $883,225; surplus, 
$307,816; an increase of $15,690 over 
the same period last year. 


SYRACUSE RAPID TRANSIT RAILWAY COM- 
PANY. 


The report of the Svracuse Rapid 
Transit Railway Company for the quarter 
ended June 30 shows gross of $321,736; 
expenses, $184,168; net, $137,568; other 
income, $1,112; total income, $138,680 ; 
charges $103,937 ; surplus, $34,743. 


THE MEXICAN TELEPHONE AND TELE- 
GRAPH COMPANY. 


The report of the Mexican Telephone 
and Telegraph Company for the three 
months ended May 31 shows gross of 
$93,194; expenses, operating, $37,706; 
maintenance, $13,776; net, $41,712; con- 
struction, $20,812. 


AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 

The report of the associated Bell com- 
panies, not including the long-distance 
lines, of the American Telephone and 
Telegraph Company for the month of 
June and six months ended June 30 
shows: For June—telephone revenue, 
$10,012,700; general operating and main- 
tenance expense, $7,388,300; net, $2.624.- 
400: sundry earnings, net, $151,800; 
total net earnings, $3,076,200: interest, 
KOLETOO: available for dividends, $.- 
131,500. From January 1 to June 30— 
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telephone revenue, $58,827,400; general 
operating and maintenance expenses, $43,- 
424,700; net, $15,402,700; sundry earn- 
ings, net, $2,509,400; total net earnings, 
$17,912,100; interest, $3,902,600; avail- 
able for dividends, $14,009,500. 


CANADIAN GENERAL ELECTRIC COMPANY. 
The report of the Canadian General 
Electric Company for the year ended 
December 31, 1907, shows profit on oper- 
ation of $722,433; interest written off, 
ete., $368,206; balance, $354,227; divi- 
dends, $488,000; deficit, $133,773; pre- 
yious surplus, $69,035; profit and loss 
deficit, $64,728. On April 1, 1908, a 
quarterly dividend of one and three- 
quarters per cent was paid on the $4,700,- 
000 common stock, and a semi-annual divi- 
dend of three and one-half per cent on the 
new preferred stock, reducing the annual 
rate on the common stock to seven per 
cent. . 
W. R. Brock, president of the company, 
says: “The company has continuously, for 
the past nine years, paid a dividend of ten 
per cent, but the directors have considered 
it prudent to make the reduction (to 
seven per cent) in view of the present 
uncertainty of trade conditions, which we 
may all hope will only be temporary. 
“The payment of a ten per cent divi- 
dend commenced in 1899, and from that 
time until the end of 1907 $2,478,469 
has been paid out in dividends. Since 
1900 $1,161,504 has been written off. A 
surplus of undivided profits and premiums 
on stock issues is carried forward, amount- 
ing to $1,763,668, and there is a balance 
at the credit of profit and loss of $73,- 
906. The total of all these items (not 
including payment of interest on borrowed 
capital) reaches the sum of $5,477,548, 
which we believe is a most creditable show- 
ing for a rapidly expanding industry 
which charges all experimental and de- 
velopment work to operating expenses,” 


ILLINOIS TRACTION SYSTEM. 

The report of the Illinois Traction Sys- 
tem for the vear ended December 31, 
1907, shows gross earnings, interurban, 
$1,610,257; local street. railway, $1,226,- 
591; gas, $259,572; electric light and 
power, $542,032; steam heating, $127,- 
453; miscellaneous, $13,282; total gross 
earnings, $3,779,187: operating expenses, 
$2,065,124; taxes, $63,063; net earnings, 
31,650,699; interest on honds, $985,631; 
dividends on preferred stock, $201,953: 
surplus, RLSS 115, 

The system extends from Danville, Uh, 
westerly to Urbana, Decatur and Spring- 
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field, and northerly to Peoria and Bloom- 
ington, and southerly via Staunton and 
Edwardsville to East St. Louis, with ex- 
tensions building or projected to St. 
Louis, Mo., and Jacksonville, Ill. There 
were 8,132,069 passengers carried, the car 
mileage operated, including. company 
freight, being 5,336,721. The average 
fare per passenger was 17.54 cents. The 
gross earnings per revenue car-mile were 
31.49 cents. The passenger earnings per 
passenger-car-mile were 30.55 cents. The 
express and freight earnings per express 
and freight-car-mile were 33.13 cents. 
The total expenses per car-mile were 17.34 
cents. These figures are for interurban 
lines only. On the city lines 26,276,649 
passengers were carried, and 6,594,500 
car-miles operated. The gross earnings 
per mile of track were $11,525. The aver- 
age fare per pay passenger was 4.66 cents. 
The gross per car-mile was 18.2 cents. 
The expenses per mile were 9.76 cents. 


CHICAGO RAILWAYS COMPANY. 

The report of the Chicago Railways 
Company for the month of May and four 
months ended May 31 shows May gross of 
$902,482; expenses, $600,353; May net, 
$302,129. Four months’ gross, $3,384,- 
475; expenses, $2,399,831; four months’ 
net, $984,644; an increase of $54,534 over 
the same period of last year. | 


KANSAS CITY RAILWAY AND LIGHT COM- 
PANY. 


The report of the Kansas City Railway 
and Light Company for June shows gross 
of $515,441; expenses, $298,735; net, 
$216,606; interest and taxes, $155,318; 
June surplus, $61,288. 


INTERNATIONAL RAILWAY COMPANY. 

The report of the International Railway 
Company, Buffalo, N. Y., for the quarter 
and six months ended June 30 shows as 
follows: April 1 to June 30—gross, 
$1,084,540; expenses, $658,797; net, 
$425,743; other income, $17,846; total 
income, $443,589; charges, $254,537 ; sur- 
plus, $159,052. January 1 to June 30— 
gross, $2,072,171; expenses, $1,319,060; 
net, $753,111; other income, $33,704; 
total income, $786,815; charges, $566,- 
967; surplus, $219,848. 


ROCHESTER RAILWAY COMPANY. 

The report of the Rochester Railway 
Company for the quarter ended June 30 
shows gross of $659,094; expenses, $435,- 
528: net, $223.565 : other income, $1,066 ; 
tolal income, $224,571; charges, $122,- 
(90: surplus, $102,082, This compares 
with a surplus of $LILOI for the same 
period of last vear. 
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The Equipment of a Great 
Smelter — Electrically 
Operated. 

The power-house of the Steptoe Valley 
Smelter, which compares favorably with 
the magnitude of the works of which it is 
a part, says Leroy A. Palmer in the Min- 
ing World, represents an outlay of $800,- 
000. The boiler room is 240 feet by 
fifty-five feet, steel frame, iron sheathed, 
containing nine 400-horse-power Babcock 
& Wilcox water-tube boilers with Foster 
internal superheaters generating steam at 
150 pounds pressure. One of these boilers 
is used to superheat the steam from three 
similar boilers placed in the flues of the 
reverberatory building and using the waste 
heat from the furnaces. It is expected 
that sufficient power will be obtained from 
this source to run the concentrator. The 
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by ten-inch Snow pumps being used for 
this purpose. By means of this prelimi- 
nary heating and the use of the water from 
the condensers the boilers receive their 
feed at a temperature of about 250 degrees 
Fahrenheit, effecting a considerable econ- 
omy in fuel, and the condenser water being 
distilled does not scale the boilers, ma- 
terially reducing the cost of maintenance. 

The power-house adjoining the boiler 
room is built of brick on a steel frame with 
reinforced concrete foundation and piers, 
occupying a ground space 320 feet by sixty 
feet. The main floor contains the switch- 
board, two exciters, one steam and one 
motor-driven, and eight condensing en- 
vines as follows: Two cross-compound 
Corliss, thirty-one by sixty-six by forty- 
eight inches; two twenty-two by forty- 
eight by forty-eight-inch Allis-Chalmers 


STEPTOE VALLEY SMELTING AND REFINING CoMPANY, McGiLL, Nev. Two 800-KILOWATT 
ALLI8-CHALMERS GENERATORS DirEcT-COUPLED TO Two Cxross-COMPOUND ENGINES. 


other eight boilers are arranged in two 
batteries of four each, fuel being fed by 
American stokers, which receive it by 
gravity from the bins. The two batteries 
are identical, except that one is equipped 
with Sturtevant and the other with Green 
fuel economizers. Each has a steel stack 
eight feet in diameter and forty feet high. 
Boiler draft is furnished by a National 
blower and stack draft by a Sturtevant 
blower. The ashes are discharged into a 
launder in the concrete floor beneath the 
grates and flushed out. The feed-water 
passes through the economizers and filter 
before it is injected into the boilers, a ten 
by eighteen by eight-inch Epping & Car- 
penter twin-tandem and two ten by seven 


cross-compound Corliss, the latter direct- 
connected to 800-kilowatt generators and 
the former to 1,500-kilowatt generators, 
all of Allis-Chalmers Company’s build; 
one Allis-Chalmers cross-compound Corliss 
duplex tandem compressor, sixteen by 
thirty-four by forty-eight by thirty-four, 
having a capacity of 6,000 cubic feet of 
free air per minute, supplying low-press- 
ure air to the furnaces; one cross-com- 
pound Corliss tandem-connected duplex 
compressor, steam cylinders twenty-five by 
fifty-four by forty-eight inches and air 
cylinders forty-eight by forty-eight inches, 
having a capacity of 12,000 cubic feet of 
free air per minute, furnishing low-press- 
ure air to the furnaces; one cross-com- 
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pound, tandem-connected, two-stage com- 
pressor eleven by twenty-one by twenty-one 
by twelve by eighteen, capacity 980 cubic | 
fect of free air per minute, supplying air at 
100 pounds pressure for the forges and 
construction work ; one tandem compound 
Corliss, direct-connected to a No. 10 Con- 
nersville blower with a capacity of 300 
cubic feet of free air per revolution. 

These engines are equipped with steam 
reheaters by which the exhaust from the 
high-pressure cylinder is heated, thereby 
raising the temperature and consequently 
the pressure of the steam before entering 
the low-pressure cylinder. Steam-driven 
vertical pumps exhaust the air from the 
condensers, to which cold water is supplied 
by pressure from the main, doing away 
with the water pump usually used in this 
connection. 

Electricitv is generated at 660 volts and 
transmitted to a concrete transformer 
house where it is stepped up to 40,000 
volts for transmission to the mine and 
13,200 volts for transmission to the con- 
centrator, where it is retransformed to 
550 volts. 

All motors are Allis-Chalmers three- 
phase, alternating-current, operating at 
550 volts. Among these motors the fol- 
lowing equipment may be mentioned: 

First Floor—Six sets of rolls and twentv- 
four trommels driven by two 150-horse- 
power motors; twenty-four jigs and 
twenty-seven Wilfley tables driven bv one 
seventy-five-horse-power motor; two cele- 
vators, cach driven by a ten-horse-power 
motor. Jigs and trommels are on a raised 
platform above the floor proper. 

Second Floor—Eight Huntington mills, 
driven by two seventy-five-horse-power 
motors; four elevators and eight Callow 
screens driven by four ten-horse-power 
motors (the screens on an elevated plat- 
form), and seventy-nine Wilflev tables 
driven hy a seventy-five-horse-power motor. 

Third Floor—Ninety-six Frue vanners 
driven hy a seventv-five-horse-power motor. 

Building and machinery piers and floors 
are of reinforced concrete, spaces being 
left in the floors to serve as launders. The 
building itself jis steel frame, iron 
sheathed. 

In general, all machinery is so installed 
as to be most convenient for operation and 
repairs, although there are some changes 
that would commend themselves to the 
practical mill man. All] elevators are in 
pairs, set very close together with the boots 
some feet below the floor level, and on the 
roll floor so close to the rolls as to be 
extremely difficult of access in case they 
choke down. ` l 
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Some Aspects of the Power Problem 
for the Textile Industry. 

Each of the various methods employed 
for driving textile mills has certain pecu- 
liar advantages, so that the problem of 
selecting a drive for such a mill is not 
always easy. The electrical drive has 
shown excellent results, and its advantages 
have frequently been pointed out, though 
usually in some general terms. In this 
article C. J. Cavanagh considers them 
more specifically, and points out wherein 
this system is better than the others. The 
requirements of the textile industry are 
characteristic. The materials worked 
with are neither coarse nor heavy, but 
extremely fragile, and consequently the 
machines required to work them must be 
sensitive and as free from cyclic variation 
as possible. In the cotton industry, the 
evenness of turning is of first importance, 
and this necessity is much more empha- 
sized in the jute and flax industries, where 
the materials worked have not the elas- 
ticity of cotton. It is the ability thus 
obtained to run the mill constantly at full 
load, thus securing an increased rate of 
production, that justifies the installation 
of an electrical equipment, because the 
interest on capital charges for an elec- 
trical system will increase the cost of 
power; and a well-installed, carefully 
maintained rope drive will give rise to 
very small frictional losses. However, in 
addition to the improved running condi- 
tions secured by the electrical system, 
this method brings advantages to a grow- 
ing mill, as changes can be wrought easily 
and expansions effected with convenience. 
There is no loss in transmitting power to 
idle machines, and a hot bearing affects 
only the particular machine on which it 
occurs; in a mechanical drive, when a 
hot bearing mav shut down a whole line 
shaft and stop production, the loss which 
it causes becomes severe. In selecting a 
tvpe of motor for a textile mill, two com- 
plicating conditions are met. The polv- 
phase induction motor is simple in oper- 
ation and is sparkless: but its speed can 
not easily be regulated. The direct-cur- 
rent motor, on the other hand, is ideal 
for speed regulations, and simple in oper- 
ation, but sparking at the commutator ean 
not alwavs he avoided. Tn a textile mill, 
where the air is full of fluff, sparking im- 
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troduces some danger. In deciding be- 
tween group or individual driving. the 
commercial factor enters largelv into the 
question. With some machines, the power 
ahsorbed is so small that it is not advan- 
tageous to make use of an individual 
drive as these low-rated motors run at 
high speeds and generally necessitate some 
form of reducing gear. This increases 
the cost and the losses, and the liability to 
breakdown. In some cases the nature of 
the load renders group driving imperative. 
The ideal method of supplying power for 
the mills would be the erection of a 
central station, from which power would 
he distributed through a group of local 
mills. This would not only decrease the 
capital outlay by the mills, but would 
result in a more reliable and more effi- 
cient station. The tvpe of prime mover 
most used to-dav in textile mills is the 
steam engine, but the steam turbine has 
a distinct advantage in the uniformity of 
rotation, and hence is coming into use. 
The gas engine offers the mill a verv effi- 
cient prime mover, but until greater re- 
liabilty is secured, it will not make verv 
great headway.—A bstracted from Cassiers 
Magazine (New York), August. 
< 


Diversity-Factors. 

The “diversitv-factor” is defined as the 
ratio of the sum of all the consumers’ 
maximum demands to the maximum de- 
mand on the station. F. Fernie thinks a 
hetter definition is the following: “The 
diversitv-factor is that number by which 
the sum of the consnmers’ maximum 
loads must he divided in order that this 
sum mav equal the maximum observed 
load on the station.” The author then 
discusses the nse of this factor in de- 
termining the cost to the station of sup- 
niving anv one consumer. According toa 
the maximum-demand svstem. the cost is 
made up of three parts: That part of the 
capital charge per kilowatt which depends 
on the station’s maximum demand. multi- 
plied by the maximum demand of the con- 
sumer, and divided bv the § diversitv- 
factor: to this must he added that part of 
the capital charges per eansnmer, which 
depends on the number of consumers: and 
a charge depending upon the number of 
kilowatt-hours used, multiplied by the 
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running cost per kilowatt-hour. This 
method of charging assumes that every 
consumer affects the station’s maximum 
load in the same way, but it is very certain 
that at the time of maximum load on the 
station some consumers will be making 
no demand. some perhaps half their maxi- 
mum and some their full maximum; hence 
the method of charging is not entirelv 
logical. Tf, instead of considering indi- 
vidual consumers, one considers groups of 
consumers, each group consisting of con- 
sumers of a similar class, at an approxi- 
mately similar load-factor—that is to sav. 
each group consisting of shops or resi- 
dences only—consumers of similar class, 
having approximatelv similar load-factors. 
may then he supplied at a similar cost 
per unit: and for anv station there is a 
certain consumers’ load-factor above 
which the cost per unit alters very slowlv; 
hence a group of high-load-factor con- 
sumers mav varv a good deal among 
themselves and still he charged at a uni- 
form rate, without anv great error. The 
consumers heing split up into grouns. the 
question then arises, What is the correct 
rate per kilowatt-hour for each group? 
This must depend on the maximum de- 
mand made hv the group on the station. 
The maximum demand of anv groun de- 
pends on the class diversitv-factor of the 
croup: that is to sav, on the diversitv- 
factor existing among the members com- 
posing the group. This factor will have 
verv different values for different groups. 
The total cost is then made up of three 
items: The actual running cost for the 
number of kilowatt-hours used: an item 
to cover that part of the capital charges 
per consumer, which depends upon the 
number of consumers in the gronn, and a 
charge depending unon the diversitv- 
factor of the individual and of the group. 
The latter item is fonnd bv dividing the 
sum of the maximum demands of the in- 
dividuals in the group bv the diversitv- 
factor of the groun, and dividing this 
again by the diversitv-factor of the group 
as a whole. The quotient is then multi- 
plied by that part of the capital charges 
which depends upon the station maximum 
demand. The author shows how this 
method of charging will affect the cost of 
the supply to different classes of con- 
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sumers; for example, shops which close 
early should be charged about sixteen 
cents a kilowatt-hour; banks and offices, 
about fourteen cents; shops which close 
late, from six to twelve cents; private 
houses, from six to four cents; power con- 
sumers, two cents or less; railways, one 
and one-half cents or less, etc. In apply- 


‘ing this method there would be some diff- 


culty in determining the diversity-factors, 
but by careful grouping of consumers, and 
judicious selection of individuals whose 
maximum rates are determined, these 
factors can be found without much labor. 
It is a good plan to supply consumers at 
separate rates for light and power, but 
this calls for separate wiring, which is 
always objected to; hence a combined light 
and power rate might be adopted, and this 
would doubtless lead to a rapid develop- 
ment in the sale of small motor-driven 
appliances for household use.—A bstracted 
from’ the Electrician (London), July 24. 
@ 


Generation and Electrical Transmis- 
sion of Power for Main Marine 
Propulsion and Speed Regu- 

lation. 

An abstract is given here of a discussion 
by W. B. Durtnall of the various electrical 
schemes proposed for adapting the steam 
turbine, which is inherently a high-speed 
machine, to driving ships’ propellers, 
which run best at much lower speeds. 
These plans in general contemplate the 
direct driving of the generator of either the 
direct or alternating-current type, and 
furnishing power to a slow-speed motor 
whose speed can be changed at will. The 
plans also make it unnecessary to install 
a reverse turbine, and they bring the con- 
trol of the vessel more under the hand of 
the navigating officer. In one of these 
plans synchronous generators drive in- 
duction motors wound to give three speeds 
ahead ; in another, single-phase commutat- 
ing motors are employed; in a third, the 
turbines are directly connected to the pro- 
peller shafts at full speed, but are discon- 
nected at low speeds, when the propellers 
are driven by motors drawing their power 
from a separate turbine unit. The 
author prefers a direct-current system 
for low power, and a three-phase, alter- 
nating-current system for large powers, 
using squirrel-cage induction motors 
with stator windings providing three 
Speeds, coupled to the propeller shafts. 
He then compares a system of this 
kind with direct propulsion by means of 
steam turbines. Assuming a vessel pro- 
vided with four propellers, each requiring 
1,000 brake-horse-power at 250 revolutions 
per minute to drive it, if polyphase induc- 
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tion motors with wound stators be adopted 
there should be two turbo-alternators with 
exciters capable of generating between 
them 3,250 kilowatts and running at a 
speed of 1,500 revolutions per minute. At 
full speed the turbines would consume 
about sixteen pounds of steam per kilo- 
watt-hour, or 52,400 pounds total. This 
corresponds to thirteen pounds per shaft 
horse-power-hour, which compares favor- 
ably with what would be required if direct- 
coupled turbines, working under similar 
speeds and circumstances, were adopted; 
as in the latter case the consumption would 
be about twenty-two pounds per horse- 
power-hour, or 88,000 pounds per hour. 
The electrical transmission would, there- 
fore, save about 36,000 pounds of steam 
per hour, which is forty-one per cent, and 
would reduce the boiler capacity in the 
same proportion. At half-speed one of the 
alternators could be shut down, and the 
steam consumption would then be about 
17,760 pounds per hour. This is allowing 
the generator twenty-four pounds of steam 
per kilowatt-hour, at a load of 740 kilo- 
watts. Under the same conditions, direct- 
connected turbines would consume about 
28,200 pounds of steam per hour; so that 
the electrical drive shows a saving of about 
thirty-seven per cent under these condi- 
tions. The author estimates that the total 
weight of the electrical system would be 
184 tons. The weight of the direct-con- 
nected turbines would be 148 tons, so that 
the former equipment weighs twenty-five 
per cent more. These figures do not in- 
clude the boilers. The boiler equipment 
for the electrical system would weigh 
about 260 tons, while that for the direct- 
connected turbine system would weigh 440 
tons, a difference in favor of the former 
of 180 tons.—Abstracted from the Elec- 
trical Engineer (London), July 24. 
; © 
Teaching Mathematics to Engi- 
neering Students. 

Practising engineers are to-day showing 
an unusual amount of interest in the edu- 
cation of young men for this profession. 
Charles F. Scott has for some time paid 
considerable attention to the subject, and 
has frequently expressed himself on vari- 
ous phases of the problem presented to the 
colleges. He here gives his views of what 
should be attempted in teaching mathe- 
matics to the engineering student. Re- 
cent classifications of the graduates of 
technical colleges show that not more than 
one-half are in occupations requiring ad- 
vanced mathematics, and probably not 
more than one-third of the men classed 
as mechanical and electrical engineers 
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ever use anything higher than simple 
arithmetic: hence a goodly proportion of 
engineering graduates do not need to be 
mathematical experts. Their mathematic- 
al studies need not aim to produce ex- 
perts, but should have as a principal 
object mathematical training, which is a 
most efficient training in an engineering 
course. On the other hand, engineers who 
do have practical use for the higher 
mathematics find that their ability as en- 
gineers is, in a large degree, determined 
by their ability as mathematicians. En- 
gineers are apt to use ordinarily the 
methods with which they are most 
familiar and which will bring the result 
with the least effort; hence skill in the 
use of mathematics is the really essential 
thing. A judicious use of arithmetic, 
with a little algebra, or a simple diagram, 
aften leads to more satisfactory results 
than others can secure through more 
elaborate processes. The pure mathe- 
matician delights in relations, and, so far 
as possible, divorces his equations from 
actual phenomena and gives them abstract 
expression. The engineer, on the other 
hand, is concerned with the natural 
phenomena; he demands a physical con- 
ception, and the medium of expressing 
this relation is of secondary consequence. 
In the teaching of mathematics for its 
own sake stress is apt to he laid upon 
the process of deriving results, rather than 
on the real meaning of the results them- 
selves. In teaching mathematics, the 
first difficulty is that the work must be 
laid out for the average student, as there 
is no possibility of differentiating between 
the men who will need only the simplest 
processes and those who should have more 
advanced training. The student should 
have enough mathematics to enable him to 
demonstrate the important engineering 
laws and formulas and to read intelligent- 
lv mathematically written engineering 
literature. The student should understand 
something of the power of advanced 
mathematics and the field of its efficient 
application, although he may not be ex- 
pert in using it himself. If mathematics 
is something for engineers to use, let its 
use be taught to engineering students. 
After the fundamentals are learned, 
students should attack the engineering 
problem at once, and bring in mathematics 
as a means of solving it. In mathematical 
training it is quality, rather than 
quantity, which is of first consequence. 
It should develop facility in systematic 
and logical reasoning, thus furnishing a 
general method, as well as a specific means 
of getting results. The mathematical 
teacher must be in sympathy with engi- 
necring work, and have a just apprecia- 
tion of its problems and its methods; he 
must be imbued with the spirit and the 
ideals of the engineer.—Abstracted from 
Science (New York), July 31. 


Vacuum Cleaner. 

Many types of vacuum cleaners have 
been developed in the past few years for 
all sorts of conditions. For office build- 
ings, hotels, theatres, large residences, etc., 
no type is so satisfactory as that forming 
a permanent part of the building, as there 
is nothing to handle but the light hose 
and tools. 

A pump in the basement driven by a 
small motor does the work. Special pipes 
are provided with neat outlets in con- 
venient locations on the various floors. 
At these points a flexible hose may be 
attached and the surrounding floors, 
walls, ceilings, furniture and upholstery 
thoroughly cleaned and renovated. 

One of the most satisfactory of these 
systems is that supplied by the Palm En- 
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gineering Company, of Detroit, Mich., 
which is herewith illustrated and which 
can be installed in any building, either old 
or new, at a low cost and without incon- 
venience. 

The motor and the pump are of very 
rugged and substantial construction, so 
that but little attention is required. The 
motor is of standard Westinghouse design 
of one-half-horse-power capacity, and is 
ample to do all the work required. The 
pump is of the plunger type, but has a 
loose-fitting piston. The feature of the 
system is the means adopted for obtaining 
the vacuum with this loose-fitting piston. 
Water is supplied to the cylinder and 
produces the effect of a tight piston with- 
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out the friction and wear which would re- 
sult from the dirt and dust if the piston 
actually made contact with the cylinder; 
in all other systems some sort of dust sepa- 
rator is required to prevent the dirt from 
entering the working parts. 

The entire outfit is very compact and 
substantial and is constructed with the 
idea that it may be operated by persons 
with but little knowledge of mechanical 
devices. It is entirely self-contained and 
requires no foundation except a good floor. 

ee 


The Wagner Cold Saw. 

The changes which are taking place in 
machine tools at the present time have 
the object of greater production with 
greater ease of control. A majority of 
these changes are due to the adoption of 
electric motors for the driving power. 
The accompanying illustration shows a 
very good example of the latest develop- 


WAGNER CoLp-Saw 


ment of the Wagner cold saw, manufac- 
tured by the Birdshoro Steel Foundry and 
Machine Company, equipped with the 
Westinghouse type “S” direct-current 
semi-enclosed constant-speed motor. The 
method of mounting makes a most com- 
pact unit, which can be located at any 
convenient point in the shop. 

The cross-feed of the work table, in con- 
nection with the vertical movement, en- 
ables the work to be brought up to the saw 
without blocking, except enough to level 
the casting. This saw is especially de- 
signed for small work, such as cutting off 
sink heads, and may also be used for cut- 
ting mitres or bevels, as the head may be 
turned through any angle desired. 
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Where the degree of hardness of the ma- 
terial to be cut varies considerably, the 
peripheral speed of the saw must also be 
varied. For this purpose variable-speed 
motors are supplied, permitting the speed 
to be reduced when cutting high-carbon 
steel. 

A large type of cold saw is also manu- 
factured by the same company, which is 
built in several sizes up to a fifty-inch 
saw, capable of sawing through a sixteen- 
inch rod. These saws are supplied with 
motor drive, with a chain or belt connec- 
tion, or may be geared direct: if desired. 

— c0 ° 
Blake Signals on the Wash- 
ington, Baltimore & Annap- 
olis Single-Phase Road. 

In installing Blake despatchers’ signals 
on a high-voltage, alternating-current, 
single-phase trolley road, such as the 
Washington, Baltimore & Annapolis, there 
were three points that had to be considered 
which do not enter into an installation on 
a 550-volt direct-current trolley line: 

1. A small amount (about 0.7 ampere) 
of 550-volt direct current at the des- 
patcher’s office for operating the signals. 

2. The necessary light at each line 
signal for night signaling. 

3. Would the presence of targe 
amounts of high-voltage, alternating cur- 
rent on the trolley wire and with a rail 
return, by induction or otherwise, prevent 
or seriously interfere with the proper oper- 
ation of the signals? 

In the case under consideration the first 
point was easily settled as there is avail- 
able at Academy Junction, where the des- 
palcher’s office is located, an ample sup- 
ply of 550-volt direct current. On any 
road this question could be easily solved 
by use of a small one-half-horse-power 
motor-generator set, if 550-volt direct cur- 
rent were not available at the despatcher’s 
office. 

For the second question the use of 
standard railway oil lamps seemed the 
proper solution for reasons of reliability, 
economy of maintenance and general prac- 
ticability. This being settled it was merc- 
lv a question of deciding upon the proper 
type of lamp and developing a suitable 
mechanical connection for it to the signal. 
Now, in choosing the type of lamp it is 
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DESPATCHER'S OFFICE, CONTROLLING BLAKE SIGNALS ON THE WASHINGTON, BALTIMORE & 
ANNAPOLIS RAILWAY. . 


to be remembered that the signals are a 
despatcher’s train-order signal and there- 
fore require and have but two positions, 
namely, “clear” and “stop,” the semaphore 
blade being vertical for the former and 
horizontal for the latter. Also the sema- 
phore blades on the Blake signal operate in 
the upper quadrant. On account of there 
being but two positions it seemed best to 
use a four-lens lamp, thus doing away 
with the cumbersome spectacle and ad- 
ditional glassware incident thereto. By 
reason of the semaphore operating in the 
upper quadrant it was possible to attach 
the lamp to the base of the signal suitably 
and substantially. 

The lamp used is a standard four-lens 
railway switch lamp set upon a substantial 
and laterally rigid bail or hanger. This 
hanger is securely pinned to a short, heavy 
Vertical shaft which goes up through the 
base of the signal and is suspended on a 
spiral in such a way as to permit of the 
shaft making a quarter turn. The top 
of this vertical shaft is also strongly con- 
nected with the Semaphore shaft, so that 
the semaphore shaft and hanger shaft turn 
together, although one in a horizontal and 
the other in a vertical plane. By ‘using a 
Spiral Support for the hanger shaft the 
Weight of the lamp and hanger aids rather 
than retards the semaphore in going from 
the “clear” to the “stop” position, and in 
the event of the breakage of the rod con- 


necting the semaphore shaft and hanger 
shaft the lamp will, of its own weight, 
make a quarter turn so as to display a 
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red light. ‘This is on the side of safety 
and prevents any possibility of the lamp 
showing a clear signal when the semaphore 
is at “danger” or “stop” position. 

On the Washington, Baltimore & An- 
napolis a fork type, long-time-burner lamp 
is used having two green lenses and two 
red lenses. The hanger is so made that 
while the lamp is securely set upon it, the 
lamp itself may be readily removed and 
replaced, but the lamp can only be put 
up so that the green lenses show in both 
directions along the track when the sema- 
phore is in the vertical or “clear” position 


. and the red lenses show in both directions 


along the track when the semaphore is in 
the “stop” position. It is physically im- 
possible to set the lamp so that its signal 
lights are at variance with the position 
of the semaphore arm. When the sema- 
phore is vertical or “clear” the lamp shows 
a green light up and down the track. 
When the despatcher sets the semaphore 
in the horizontal or “stop” position, as 
the semaphore arm comes down the lamp 
makes a quarter turn and shows a red 
light up and down the track. 

The lamps burn constantly and are 
filled and trimmed twice a week. They 
are of a standard railway type practically 
impossible to blow out, and showing a 
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steady, bright light visible on tangents 
for more than a mile. 

The third and last point as to whether 
the signals would operate on a single-phase 
line could only be satisfactorily and finally 
settled by putting them up and trying 
them. It was practically impossible to arti- 
ficially create for experimental purposes 
such conditions as would exist on the rail- 
road itself. Several prominent engineers 
thought that there might be trouble and 
that the signals would not work. ‘The 
manufacturers had nothing to go by but 
the knowledge that they had signals work- 


ing satisfactorily on the same pole-line ` 


with high-tension, three-phase transmis- 
sion lines, a thorough knowledge of and 
confidence in the signals themselves and 
their own opinion as to what probable ef- 
fect the presence of a large volume of 
grounded single-phase current would have 
on the operation of the signals. It came 
down to the manufacturers having to 
guarantee at their own risk the reliable 
operation of the signals under the special 
conditions existing. This was done, the 
signals installed on June 24, 1908, which 
was within eight days from the time the 
signal line was ready, and the operation of 
them has, up to date, been absolutely suc- 
cessful without the least hint of trouble or 
disturbance due to the single-phase trolley 
line. On the Washington, Baltimore & 
Annapolis the railroad was willing to and 
did furnish two No. 10 bare galvanized- 
iron wires, on glass insulators, for the 
signal line. While the two wires un- 
doubtedly make a better installation and 
insure a clearer indication in the des- 
patcher’s office, there is no evidence that 
they are necessary and that the signals 
would not work as reliably and satisfac- 
torily on one wire as they do in the case 
of 550-volt, direct-current trolley lines. 
—0 


Contract for St. Thomas- - 
Toronto Line Awarded. 


The contract for the electric transmis- 
sion line to be built by the Ontario 
Government from Niagara Falls has been 
awarded to the McGuigan Construction 
Company, headed by F. H. McGuigan, 
formerly general superintendent of the 
Grand Trunk Railroad, and later with 
J.J. Hill. The total length of the line to 
St. Thomas on the west and Toronto on 
the east is 293 miles. The contract price 
is $1,270,000. The aluminum cable is to 
be constructed at Shawinigan, Quebec, and 
the steel towers in Ontario. The hydro- 
electric commission has the option of 
doubling the mileage at the same price. 
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The Roller-Smith Company. 


The Roller-Smith Company was incor- 
porated under the laws of the state of 
New York with a capital of $100,000 on 
July 15, with the following officers: 
President, F. W. Roller; vice-president, 
F. W. Iredell; secretary, A. A. Whit- 
man; treasurer, D. R. Smith. Directors: 
F. W. Roller, F. W. Iredell, P. R. Van 
Wyck, R. S. Taylor, D. R. Smith. 

The Roller-Smith Company immediate- 
ly acquired by purchase all of the proper- 
ties of the Whitney Electrical Instrument 
Company, of Penacook, N. H., and of the 
Switchboard Equipment Company, of 
Bethlehem, Pa., and assumed all liabili- 
ties of both concerns. 

It is the intention of the Roller-Smith 
(‘company to continue the manufacturing 
and developing of the lines heretofore 
manufactured by both of the acquired 
companies. That this may be done to a 
greater economic advantage, the company 
is now erecting in Bethlehem, Pa., a 
modern factory especially designed for the 
production of this apparatus. The fac- 
tory will be completed and machinery in- 
stalled about November 1, when the pres- 
ent plants of the Whitney Electrical In- 
strument Company and the Switchboard 
Equipment Company will be abandoned. 

The Roller-Smith Company will manu- 
facture ammeters, voltmeters, ohmmeters, 
galvanometers, bond testers and circuit- 
breakers, and such other apparatus as may 
lie within these general lines. ‘The prin- 
cipal office of the company will be in 
Bethlehem, Pa., with its sales office at 
253 Broadway, New York city, in charge 
of Machado & Roller, general sales agents. 

Mr. Roller, the president of the Roller- 
Smith Company, has been actively con- 
nected with the Whitney Electrical In- 
strument Company and Machado & Roller 
for some time. The treasurer, D. R. 
Smith, has been president of the Switch- 
board Equipment Company since its or- 
ganization about three years ago. 

——_—_-@—_- -— 


The Grinnell Instantaneous , 


Electric Water Heater. 


The accompanying illustrations show 
two adaptations of the Grinnell instanta- 


neous electric water heater, placed on the | 


market by the Grinnell Electric Heater 
Company, 905 Broad street, Grinnell, 
Towa. This heater is made of ordinary 
pipe and fittings, in which are placed two 
electrodes. The cold water enters the 
heater at the bottom, is heated by the 
electrodes in flowing through, and comes 
out of the faucet connected with the top 
of the heater at any temperature desired, 
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the degree of heat being regulated by the 
flow of water. In Fig. 1 the heater is 
shown equipped with a switch attachment 
which turns on both the electric current 
and the flow of water at the same time. 
Fig. 2 shows the heater as attached to 


Fra. 1.—INSTANTANEOUS WATER HEATER IN 
Main Piper LINE. 


any hath tub, lavatory or sink. With this 
arrangement the current is turned on and 
off at will by a switch conveniently located, 
while the flow of water is regulated by the 
ordinary faucet. 


Fic. 2. — GRINNELL INSTANTANEOUS WATER 
HEATER IN WATER INLET TO WASH BASIN. 


The company states that careful tests 
show that one kilowatt-hour will raise 
ten gallons of water 46.5 degrees Fahren- 
heit. The heaters are manufactured in 


sizes from one kilowatt up to any capacity 
desired. 


(le 
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Illumination of a Railroad 
Station. 


The Union Station at Schenectady, 
N. Y., besides being one of the most 
beautiful on any of the New York Central 
Lines, has been pronounced by experts to 
be one of the best lighted depots in the 
country, and the same opinion is voiced by 
all who have seen the station illumination. 
When the lighting installation was under 
consideration careful attention was paid 
to the lighting units from an esthetic as 
well as the utilitarian standpoint, and as 
a result they harmonize well with the gray 
marble finish of the station interior. 

The main waiting room is lighted by 
General Electric high-current arc lamps 
equipped with concentrice diffusers and 
opal shades, there being three fixtures sus- 
pended from the ceiling and three eight- 
ampere are lamps in each fixture. Each 
lamp is operated in multiple from the 
alternating-current, sixty-cycle supply cir- 
cuit. As auxiliaries to the main lighting 
units, incandescent lights with frosted 
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globes are supported in neat appearing fix- 
tures on the side walls. 

Although the are lamp shown in Fig. 1 
1S not of the type used in this installation, 
the illustration will serve to show the 
relative positions of the diffuser and shade. 
The lower shade of light opal glass serves 
to direct the greater portion of the light 
against the under side of the porcelain 
covered metal reflector which, it will be 


noticed, is slightly cone shaped and cor- 


rugated. The corrugations serve to 
thoroughly diffuse the light, the rays 
being directed outward and downward at 
every conceivable angle. The resulting 
illumination is soft and restful, and the 
light penetrating to all parts of the room 
eliminates harsh and unnatural shadows. 

Comparing this method of lighting with 
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direct lighting, i. e., with are lamps with- 
out diffusers, the consensus of opinion 
among engineers and architects is that it 
is by far the better. Although the in- 
tensity of the illumination with this 
method is relatively quite low, it is easier 
to read or to see any object in the room, 


Fico. 1.—Dirrustna CEILING R&FLECTOR. 


and the general effect is more restful than 
with direct illumination. 

The accompanying illustrations showing 
the lighting of the station by day and by 
night, while giving a general idea of the 
installation, fail to show the true beauty 
and effectiveness of the itlumination. The 
following tabulation of data is of interest 


and mav serve as a basis of comparison 
with other installations: 


Length of room.........- 103 feet 

Width .....sesssssessosee 44 feet 

ATER: orodne dese Se eS 4,532 square feet 

Number of arc lamps..... 9 

Watts per lamp.......... 620 

Total kilowatts ..........- 5.58 

Watts per square foot.... 1.22 

Height of lamps from floor 23.5 feet 
—— 0 


Ceylon Rubber Cultivation. 


United States Consul E. A. Creevy, of 
Colombo, has submitted a report upon the 
rubber industrv of Ceylon, which shows 
to what extent these new sources compete 
with Brazil and South Africa. The culti- 
vation of Para rubber in Ceylon dates 
back to experiments made at the Govern- 
ment Botanical Gardens in 1876. The 
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acreage planted is being rapidly increased, 
and the estimate of planting for 1908 is 
10,000 acres. One hundred and twenty 
acres will come into bearing this year. 
Although the experiments in growing 
rubber had been attended with success 
from the first, the industry was not seri- 
ously considered by planters until about 
ten years ago. Even then plantings were 
smal] and doubtless would have continued 
so had not the price of tea fallen appre- 
clably. The development of the automo- 


„bile, with the consequent demand for rub- 


ber tires, so increased the price of rubber 
that the Ceylon planters took up its culti- 
vation in carnest. The returns for the 
vear 1904 showed 25,000 acres planted, 
with 600 acres bearing; for 1907, 150,000 
acres planted, with 2,500 acres bearing. 
These figures are approximate only, as 
tea and cocoa are interplanted with rub- 
ber; but if the present prices of rubber 
are maintained it is probable that the tea 
and cocoa will be taken out. 

It has been estimated by competent 


s. 
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authorities that the total amount ex- 
pended to date on rubber growing in 
Ceylon is about $9,000,000. Itis probable 
that there are 250 Europeans and from 
79,000 to 100,000 coolies engaged in the 
care of the plantations. 

Records of export of Ceylon-grown rub- 
ber show that in 1904 it was thirty-five 
tons; in 1907, 397.2 tons, and from Janu- 
ary 1 to May 11, 1908, it was 113.16 tons. 
London is the chief market for Ceylon 
rubber, but exports to Antwerp and New 
York are growing. As the native labor 
is cheap and furnishes the principal factor 
in determining the cost, there is said to 
be less chance of the industry in Ceylon 
becoming unprofitable through a fall in 
price than in Brazil or on the Congo. 


| 
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DOMESTIC AND EXPORT. 


POWER COMPANIES MERGE~—The competition between the 
Roanoke (Va.) Railway and Electric Company and the Roanoke 
Water Power Company has been ended with the merger of the two 
companies. The Roanoke Railway and Electric Company announced 
that it had bought the Roanoke Water Power Company, which be- 
longed to W. N. Camp, a Florida magnate, and his sons. The Camps 
recently secured a contract for furnishing the city of Roanoke 
street lights for a period of years, underbidding the older concern, 
which previously had the field to itself. The purchase price was not 
made public. The water power company has a large plant on the 
Roanoke River, three miles below the city. 


NEW INDIANA LIGHT AND POWER COMPANY—Articles of 
association of the Indiana Lighting Company have been filed at 
Indianapolis, Ind. The capital stock is $4,500,000. The directors are 
Franklin L. Babcock, Anthony N. Brady, Charles F. Dietrich, Frank 
S. Hastings, James P. Lee, Samuel T. Murdock, Henry C. Paul, 
Albert Tag and James N. Wallace. The company is authorized to 
supply light, heat and power to Fort Wayne, Bluffton, Montpelier, 
Anderson, Lafayette, West Lafayette, Logansport, Peru, Wabash, 
Decatur, Geneva, Crawfordsville, Lebanon, Thorntown and Frank- 
fort, in Indiana, and to Lima, Wapakeneta, Celina, St. Mary’s, Green- 
ville, Fort Recovery, North Mercer and Coldwater, in Ohio, and to 


other villages and towns in proximity to the cities and towns 
named. 


LARGE STEEL CAR PLANT TO BE BUILT IN DELAWARE— 
It was announced on August 11 at the offices of the Harlan & Hol- 
lingsworth Corporation, Wilmington, Del., that the local concern 
and the Bethlehem Steel Company had been consolidated for the 
purpose of building in Wilmington a plant for the manufacture of 
steel passenger coaches and all kinds of steel freight cars. The 
name of the new company has not been determined; neither has the 
capitalization been announced. The announcement followed a visit 
of Charles M. Schwab, president of the Bethlehem Steel Company, 
and the directors of that concern to Wilmington. The Harlan plant 
at Wilmington will be rebuilt and enlarged and the largest car 
shops in the country erected. It is estimated that from twelve to 
fifteen thousand men will be employed. Work on the plant will begin 
at once. The Bethlehem Steel Company will make the steel and the 
cars will be erected in the local plant. 


TOLEDO RAILWAY AND LIGHT COMPANY—Albion E. Lang 
has been chosen to succeed H. A. Everett as president of the Toledo 
(Ohio) Railway and Light Company by the directors of the com- 
pany. Warren T. Bicknell, of Cleveland, was elected chairman of 
the board of directors, succeeding Mr. Lang, the new president. The 
directors present were: E. W. Moore, of Cleveland; Dr. Demers, of 
Quebec; W. E. Hutton, of Cincinnati; Barton Smith, A. E. Lang, 
Spencer D. Carr, J. K. Secor and L. E. Beilstein, of Toledo; W. E. 
Halsey, of Louisville, Ky., and George Hafer, of Cincinnati. The 
troubles of the traction company are being worked out gradually. 
After the appraisement of the property a new corporation will be 
organized, which will take in the Toledo Railway and Light Com- 
pany, the Toledo and Western, the Maumee Valley and Toledo and 
the Ottowa Beach & Northern Traction lines. Each of these com- 
panies will go into the new company at the appraised value. The 
new company will be a $20,000,000 or $25,000,000 corporation. Fol- 
lowing this organization will come the application for a franchise. 


MILWAUKEE MEN PURCHASE ELECTRIC ROAD—AII of the 
property of the Winnebago Traction Company, Oshkosh, Wis., has 
been sold at auction for $950,000. This includes the franchises, 
easements, rights, real estate, tracks, rolling stock, power plants and 
all other equipment. The purchasers are Oliver C. Fuller, Fred. C. 
Best and Russell L. Smith, all of Milwaukee. Mr. Fuller is president 
of the Wisconsin Trust Company, Mr, Reed is its secretary and Mr. 


Smith is the assistant secretary. The sale was made to the indi- 
viduals named and not as representatives of the trust company. It 
is the purpose to reorganize the Winnebago Traction Company with . 
Milwaukee and Oshkosh capitalists as stockholders, officials and 
directors and with Clement C. Smith, of Milwaukee, as president. 
An association of interests of the traction company and the Eastern 
Wisconsin Railway and Light Company will be formed within a 
short time. The extension of the Omro interurban line to Berlin is 
practically assured. The Oshkosh lines will be overhauled and re- 
paired and changes made. J. P. Pulliam, the present superintendent 
of the traction company, will remain in charge as active manager. 
Only one bid was made, which was $50,000 more than the amount 
stipulated by the court as the minimum amount which would be 
approved by the court. The sale was made under the terms that at 
least $125,000 in cash be paid, bonds of the company being accept- 
able for the balance. A check for $25,000 was deposited by Mr. 
Fuller in advance, he being the actual bidder. 


CONSOLIDATION OF TELEPHONE COMPANIES IN PENN- 
SYLVANIA—The merging of the Consolidated Telephone Company 
of Pennsylvania and the American Union Telephone Company, of 
Harrisburg, has been completed. The Consolidated Company has 
about 20,000 instruments connected with forty-seven exchanges in 
the territory extending from Philadelphia to Scranton, Pa., east of 
the Susquehanna River. This company has a capital of $4,000,000. 
The American Union Company occupies the territory embracing 
Central Pennsylvania from Philadelphia to Pittsburg, Buffalo and 
Erie. It has 187 exchanges in the larger cities and towns of its 
region with a total of 51,000 telephones attached to its lines, and 
has a capital of $25,000,000. The merged company will have connec- 
tions at Trenton, N. J.; Buffalo, Binghamton, Utica, Rochester and 
other cities in New York state. The following officers have been 
elected: President, Ellis L. Orvis, Bellefonte; vice-president, F. D. 
Holck, Harrisburg; secretary and treasurer, S. R. Caldwell, Harris- 
burg. These officers hold the same positions in the American Union 
company. Directors: M. Houck and Mr. Orvis, and the following: 
S. P. Light, Lebanon; James B. Krause, Williamsport; Lyman D. 
Gilbert, Harrisburg; B. F. Meyer, Harrisburg; James Kerr, Clear- 
field; J. L. Spangler, Bellefonte; Charles West, Allentown; Timothy 
S. Clark, Williamsport; Asbury W. Lee, Clearfield, and William 
Jennings, Harrisburg. - With the exception of Mr. Houck and Mr. 


West, these directors are all on the board of the American Union 
company. 


ELECTRIC LIGHTING. 


ST. CATHARINES, ONT.—The city council has passed a by-law 
canceling the franchise of the Falls Power Company. 


FARBORO, N. C.—The town commissioners have authorized J. A. 
Weddell to purchase another dynamo for the electric light plant. 


OGDEN, UTAH—Work on the great Devil’s Gate power pląnt 
has been started. The cost of the plant will be upward of $350,000. 


LAWRENCE, KAN.—Nearly $1,000 will be spent by the Univer- 


sity of Kansas installing a permanent system of lighting on the 
grounds of the campus. 


BUFFALO, N. Y.—J. J. O’Leary has been engaged to draw up 
plans and specifications for the proposed electric lighting plant to 
be installed at the city and county hall. 

DURHAM, N. C.—The Durham Traction Company has been 
awarded a five-year street lighting contract by the board of alder- 
men at the rate of $85 per lamp per annum. 


HAZLETON, PA.—The Consumers’ Light and Power Company, 
of Hazleton, has been awarded the contract for lighting the streets 
for a term of ten years at a rate of $55 per light. 


FLORENCE, COL.—The Eastern Colorado Electric Power Com- 
pany, which is establishing a generating plant near Glenwood 
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Springs, bas filed on the undeveloped water of Grape Creek. The 
purpose of the company is to furnish power for several mills and 
smelters in this county. 

ESCANABA, MICH.—Escanaba’s new enclosed arc lights have 
been placed in commission. Current is furnished from the plant of 
the Escanaba Power Company on the Escanaba River. 


SIOUX FALLS, S. D.—Scotland has decided to have electric 
lights, and a committee has been inspecting the systems in the 
surrounding towns. Bids from private concerns will be invited. 


MORRISTOWN, N. J.—The Morris & Somerset Electric Company 
has taken formal possession of the Public Service Corporation's 
electric plant, the former company having leased it for ninety-nine 
years. 


ELLWOOD CITY. PA.—The council bas decided to settle the 
question of building a new power plant here by allowing the people 
of the borough to vote on the matter. Plans for a $40,000 plant have 
been submitted. 


ELMIRA, N. Y.—The Wadhams & Westport Electric Light and 
Power Company, which has a plant at Wadhams, on the Boquet 
River, and another on the Black River, is installing an additional 
dynamo to care for its lighting load. 


ELSINORE, CAL.—At a meeting of the trustees the committee 
on electric lights recommended the placing of fifty lights on vari- 
ous streets about town. The electric light company offered to fur- 
nish the city lamps to the amount of 1,200 candle-power for $50 a 
month. The proposition was accepted. 


BATAVIA, N. Y.—Seth W. Warren has been appointed perma- 
nent receiver of the Batavia Light and Power Company, with a bond 
of $20,000. The company is solvent, having assets of about $20,000 
and few liabilities. The advent of natural gas and Niagara power 
in Batavia is the cause of the receivership. 


- ALBION, N. Y.—The Public Service Commission, Second District, 
has approved of the petition of Sanford P. Church, receiver of the 
Albion Power Company, for authority to issue $20,000 in receivers’ 
certificates, the proceeds to be used in improving the company’s 
plant in Albion, as required in a recent order of the commission. 


LORAIN, OHI1O—The special committee of council on the city 
lighting plant presented an ordinance to the city council appro- 
priating $250 from the board of public service contingent fund for 
the purpose of employing an engineer to procure data on the cost 


of constructing a lighting plant. The resolution was passed by a 
unanimous vote. 


GLENS FALLS, N. Y.—The Public Service Commission, Second 
District, has granted the Kanes Falls Electric Company permission 
to construct an electrical transmission line in the towns of Fort 
Ann and Kingsbury, Washington County, and Queensbury, Warren 


County, and approval of the exercises of right and privileges under 
these franchises. 


FRANKFORT, KY.—The Capitol Commission has signed con- 
tracts with Joseph McWilliams, of Louisville, for the erection of the 
hew power-house and the purchase of the electrical supplies for the 
hew capitol. The contract provides that the work must be com- 
pleted within 130 days after the date of signature, and provides 
for an outlay of $85,521. 


TIFFIN, OHIO—The Tiffin Edison Electric Illuminating Com- 
pany, of Tiffin, has increased its capitalization from $50,000 to 
$150,000, because of extensive improvements about to be made at 
the plant. The buildings will be added to, and new equipment put 
in. The company has taken a large number of contracts to furnish 
local manufactories with electric power. 


SCRANTON, PA.—An ordinance has been introduced in the city 
councils providing for the placing under ground of all electric wires 
in Scranton, including those of the fire alarm and police telegraph 
systems, and excepting only the trolley wires of the street railway 
Company. The network of overhead wires in some of the alleys 


and narrow streets has been a hindrance to the work of the fire 
department.. 


PANGUITCH, UTAH—A company has been formed here to put 
in an electric plant about one and a half miles up the Panguitch 
Creek. It has a capital of $15,000. The officers are John Houston, 
President; Thomas Haycock, vice-president; Clem Tebbs, secretary; 
R. Judds, treasurer. Directors, J. J. Page, J. G. Spencer and H. P. 


Ipsen. The building of the plant will begin as soon as contracts 
are awarded. 
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PORT ARTHUR, TEX.—The Port Arthur Water Company is pre- 
paring to greatly enlarge its capacity for electric lighting and 
power. This is made necessary by the demands on the company. 
The water company now has three sets of generators, two driven 
by 150-horse-power engines and one by a 100-horse-power engine. 
The new addition now being added consists of a 500-horse-power 
engine and generator. 


SOUTHOLD, N. Y.—At the annual meeting of the Southold Light- 
ing Company the following directors were elected for the coming 
year: Dr. Joseph H. Marshall, Thomas Farley, Lewis W. Korn, E. D. 
Cahoon, Frederick C. Williams, S. Lester Albertson, Frederick K. 
Terry. The directors elected the following officers: President, Dr. 
Joseph H. Marshall; vice-president, Frederick C. Williams; secre- 
tary, Frederick K. Terry; treasurer, Lewis W. Korn. 


COLORADO SPRINGS, COLO.—Alderman Carl Albin has intro- 
duced a resolution in the city council that the city at once take 
steps to secure the water rights granted to Irving Howber and 
associates to generate power for a Colorado Springs-Cripple Creek 
electric line, claiming that their successors had failed to keep the 
terms of the franchise. The resolution characterizes this as the 
first step toward establishing a municipal lighting plant. 


DAYTON, OHIO—The county commissioners have awarded the 
contract for furnishing electric power for the new county infirmary 
building to the Dayton Lighting Company. The lighting company 
will furnish the power at an annual cost of $1,900, the contract to 
take effect as soon as the service begins. The commissioners for- 
merly intended to install their own plant, but irregularities in the 
plans and specifications resulted in all bids being thrown out. 


CHATEAUGAY, N. Y.—The Up-State Service Commission has 
acted favorably upon the petition from the Chateaugay Electric 
Light and Power Company, which asked for consent to transfer its 
franchise, works and system to the Chasm Power Company. The 
Chateaugay Electric Light and Power Company has been in busi- 
ness for about eleven years, but with the advent of the Chasm Com- 
pany was unable to compete with the latter in the matter of giving 
a twenty-four-bour service. 


DANIELSON, CT.—A force of men is at work on the construc- 
tion of a dam and power plant for the Danielson Cotton Company 
across the Quinebaug River, a half mile above Cotton Bridge. The 
site is about five miles from Danielson in a northwesterly direction. 
The dam will be about 250 feet long and twelve feet high. The 
power developed will be used in the power plant to be erected 
nearby. Power will be transmitted over a high-tension line to 
Danielson for the operation of the machinery in the new addition 
the cotton company has under way. 


MARIETTA, GA.—The Georgia Manufacturing and Public Serv- 
ice Company, a half-million-dollar corporation which supplies the 
city of Marietta with electric light and water, has been placed in 
the hands of a receiver, an involuntary petition for bankruptcy 
having been filed against it by the Atlanta Machine Works, Sciple 
Sons, and a local paper. The receiver appointed is James T. Ander- 
son, a banker of Marietta. He has been ordered to take charge of 
the electric light and water-works plant of the company and to 
continue the operation of them until the further order of court. 

HAMILTON, OHIO—Frederick G. Mueller, an architect of Hamil- 
ton, is engaged in drawing up plans for a new electric power plant 
to be constructed and operated by the Hamilton Hydraulic Com- 
pany and managed by T. A. Jones, superintendent of the Harding 
Paper Mill, of Excello, Ohio. The new power plant will be owned 
by the Harding estate, of which Congressman J. Eugene Harding, 
of Middletown, is a member. Definite plans for the new structure 
have not yet been completed. The building will be about eighty 
feet square. Building will begin as soon as plans have been com- 
pleted. 


ALBANY, N. Y.—The Up-State Public Service Commission has 
granted permission for the operation ofa second electric light com- 
pany in Bath, Steuben County, and surrounding villages and towns 
upon the ground that the existing company has failed to keep up to 
the needs of the locality and consequently is entitled to little con- 
sideration when it seeks to exclude competition. The opinion, writ- 
ten by Chairman Stevens, states that no general rule can be formu- 
lated which will indicate with precision when a new lighting com- 
pany may be permitted to do business in a field already occupied 
by another company, and that the circumstances and conditions 
prevailing must control the decision. 
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ELECTRIC RAILWAYS. 
MONROVIA, IND.—E. M. Bowman is securing the necessary 


right of way for a trolley line from Mooresville to Cloverdale, pass- 
ing through Monrovia. 


TACOMA, WASH.—The Pacific Traction Company will complete 
its new line to Steilacoom, beginning work within a few weeks, and 
having the line in operation before winter. 


ATHENS, GA.—The Athens Electric Railway Company will at 
once put in extra machinery for the generation of 1,000 horse-power 
in addition to the 3,000 horse-power now available and in service. 


PLAINVIEW, TEX.—The City Railway Company has secured 
a franchise for the construction of an electric street railway in this 
city. Work will be commenced within a few months, according to 
C. D. Lovelace. | 


WATERBURY, CT.—The railroad commissioners have approved 
of the construction of the Connecticut Company’s new trolley line 
between Waterbury and Thomaston, and the line has been thrown 
open for public travel. 


DES MOINES, IOWA—The Iowa Construction Company has filed 
articles of incorporation with the secretary of state. The company 
will build an electric line from Perry to Waterloo, through Ames, 
Eldora and other towns. Its capital is $100,000. 


NEW HAVEN, CT.—The railroad commissioners have approved 
the petition of the New York, New Haven and Hartford Railroad 
Company to allow the new trolley line between Hartford and Mid- 
dletown to pass through the town of Griswoldville. 


HUTCHINSON, KAN.—The People’s Water, Light and Power 
Company, of which Emerson Carey is president and general man- 
ager, purposes building an electric line extending east and west from 
Hutchinson, and having a total length of about sixty miles. 


BUFFALO, N. Y.—The Buffalo Southern Railway Company is 
completing its plans for a new line of electric railway from Seneca 
street to East Aurora along a private right of way for twenty miles. 
It is estimated that the work will cost upward of $500,000. 


NORWICH, CT.—The contract for building the Willimantic and 
South Coventry trolley has been awarded to Lathrop & Shea, of 
New Haven, and work will be started within a few weeks. The 
line is to run from Norwich to Lake Wamgumbaug, a distance of 
about six miles. 


INDIANA, PA.—The directors of the Indiana Street Railway 
Company have let the contract for the extension of their line from 
Homer City to Josephine, a distance of five miles. As soon as the 
right of way is secured the contract for an extension to Blairsville 
will be awarded. 


OREGON, MO.—Active construction ‘work has begun on the 
Oregon Interurban Railway. The contract is in the hands of 
M. A. Wagoner, of Leavenworth. The road will connect Oregon, 
Mo., with the Chicago, Burlington & Quincy Railroad at a point 
about four miles distant. 


HELENA, ARK.—Several capitalists are negotiating with the 
Helena board of trade for the construction of a street car line in 
that city. The promoters of the enterprise propose that business 
men of Helena shall subscribe for one-third of the money necessary 
to finance the road. 


WEST CHESTER, PA.—At a meeting of the directors of the 
proposed trolley road between West Chester and Pottstown it was 
decided to construct and equip the road at a probable cost of 
$200,000, and the contract for construction has been awarded to 
Charles F. Goldstrohm, of Pittsburg. 


LOCKNBPY, TEX.—Consideration is being given in this section 
to a proposed interurban from Amarillo, via Tulia and Plainview, 
through Lockney, Floydada, Emma and Lubbock. W. W. Jones, a 
farmer of Plainview, who is representing Ohio capital, is urging 
that the towns along the proposed route give a bonus of $25,000. 


PATERSON, N. J.—At a meeting of the directors of the North 
Jersey Rapid Transit Company, formed to build an electric road 
from Suffern, N. Y., to Paterson, N. J., the following officers were | 
elected: President, William A. Barbour; vice-president, Malcolm 
R. McAdoo; secretary and treasurer, H. H. Parmalee. The company 
is capitalized at $2,000,000. Construction will be started at once. 
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LOS ANGELES, CAL.—The Pacific Electric Railway Company 
is expected to begin grading soon from Santa Ana to the beet-sugar 
factory that is in process of construction two miles from that city 
on the Newport Beach route. It will be the first section of a trolley- 
way to run to the sea. The Santa Ana council has granted a fifty- 
year franchise for the part within municipal limits, and the neces- 
sary right of way has been obtained. | 


NAPOLEON, OHIO—The filing of a $250,000 mortgage here by 
the Grand Rapids Electric Railway Company to the Cleveland Trust 
Company to secure funds for use in the construction of the line, 
has revived hopes that the old Coldwater right of way will be util- 
ized. The proposed route is from Alpena to Grand Rapids and from 
Grand Haven via Grand Rapids south through Michigan and the 
Ohio counties of Williams, Fulton, Henry and Wood to Fostoria. 


BOONVILLE, MO.—Albert Parker, formerly mayor of Topeka, 
is president of a company incorporated to build an electric railroad 
in southern Missouri. The company is known as the Kansas City, 
Ozark & Southern Railroad. The present purpose is to build a 
line from Mansfield to Ava, fifteen miles, in Douglas County. The 
line has been graded, and it is expected that it will be completed 
within four months. There is not now a mile of railroad in Doug- 
las County. 


SEATTLE, WASH.—The Seattle Electric Company has begun 
an extension of its West Seattle lines, and will continue the road 
from its present terminus near Luna Park around Alki Point for 
about one and one-quarter miles. The cost of the new work will 
be $28,000, and about 100 men will be employed. Forty new cars 
have been ordered by the electric company and are now under con- 
struction in the East. They are due to arrive in Seattle within 
sixty days. 


MAUCH CHUNK, PA.—The Carbon Transit Railway, which runs 
through the Mauch Chunk and over the mountain into Lehighton, 
familiarly Known as the Carbon Street Railway, has been sold to 
a syndicate composed of J. M. Wolff and J. F. Geiser, of Waynes- 
boro; L. H. Mountney, of Mauch Chunk, and C. H. Latta, of Bethle- 
hem. Messrs. Wolff and J. F. Geiser are concerned in the 
Waynesboro & New Castle Railway, and Mr. Latta is interested in 
the Stroudsburg & Water Gap Railway. 


McKINNEY, TEX.—John S. Heard, J. P. Crouch, S. D. Heard, 
L. A. Scott, F. B. Pope, J. L. Lovejoy, J. Y. White, R. L. Waddill, 
J. P. Burrus and George Wilcox, all of this city, have organized the 
Fort Worth, McKinney & Bonham Traction Company, with a 
capital stock of $25,000, for the purpose of making surveys, getting 
estimates and full investigation as to the merits of a road from 
Fort Worth to Bonham via McKinney. If the engineers report 
favorably the charter will be applied for and the capital stock will 
be increased to the proper amount. 


TOPTON, PA.—Philadelphia capitalists are interested in the 
building of a proposed trolley line to connect Lyons and Macungie. 
The line as contemplated, while not to be an extension of the lines 
reaching those places, will be the closing link for continuous trolley 
service along the East Penn, and will pass through Bowers, Topton, 
Hancock, Mertztown, Shamrock and Alburtis along the south side 
of the railroad. Should the road be built, the different towns along 
the line may obtain the additional convenience of electric lights. 
The right of way is being obtained and progress is expected to be 
made rapidly. 


COLORADO SPRINGS, COL.—The Kansas-Colorado Electric 
Railroad and Power Company has broken ground for its line con- 
necting Canyon City with Pueblo via Turkey Creek at a point 
twenty-five miles south of Colorado Springs, and nine miles west 
of Pueblo. The line will be extended to Colorado Springs, where 
connection with Denver will be made over the Denver & South 
Platte electric line. The road will ultimately follow the Arkansas 
Valley across the Kansas border, furnishing also light and power as 
well as water for irrigation. W. J. Coursin, of Pittsburg, has been 
awarded the contract for construction of the Denver & South Platte 
Railroad Company’s twenty-five-mile electric line from Littleton to 
Roxbury Park in the western part of Douglas County. Littleton, 
five miles out, is already connected with Denver. The road may be 
completed to Colorado Springs before June 1, 1909, as it is the 
plan to make Roxbury Park a summer resort. 
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PERSONAL MENTION. 

MR. GASTON LACOMMI, an ‘electrical engineer with a labora- 
tosy in Brooklyn, N. Y., is said to have devised a wireless telegraph 
sending apparatus capable of transmitting four messages at the 
same time. It is understood that Mr. Lacommi utilizes a trans- 
former giving four different frequencies. . 


MR. HENRY FARMAN, the French aviator, was entertained by 
Thomas A. Edison at the Orange, N. J., laboratories last week, and 
treated to a moving-picture exhibit of his wroplane flights at the 
Brighton Beach racetrack. Among those present were Mrs. Far- 
man, Paul F. Mottelay, Charles M. Manly and Mrs. Manly, Albert 
C. Triaca and Mrs. Triaca, Robert Whitaker and William J. Ham- 
mer, who arranged the party. 


MR. LOUIS WINDMULLER is the author of a very interesting 
article entitled “Reminiscences of Financial Problems” in the 
August Forum. Mr. Windmiiller begins with an account of condi- 
tions in 1857, when all classes of industrial companies went to the 
wall and the steam railroads were particularly affected. The story 
takes us through the stormy days of the Civil War and the panic 
which followed, and reviews the runs on the savings banks in 1873. 
Each of the panics which have occurred since that time is taken 
up, and the reasons for them and the lessons taught are analyzed 
in a philosophic and masterly fashion which makes the article of 
great value at this particular time. 


OBITUARY NOTE. 

DR. WILLIAM M. HABIRSHAW, chairman of the board of 
directors of the Habirshaw Wire Company, died at his summer resi- 
dence at Saratoga, N. Y., on August 16. Dr. Habirshaw had been 
an invalid for several years, and about three months ago suffered 
a relapse which totally confined him to the house. For some time 
he had been under the constant treatment of a physician, and was 
accompanied everywhere on his travels by a trained nurse. Early 
in the present year, attended by his nurse, he took a prolonged 
trip through Europe, returning in June. Shortly after this he went 
to Saratoga, but instead of improving, suffered a stroke of apoplexy 
about two weeks ago, from which he never rallied. Dr. Habirshaw 
was recognized as one of the most skilful analytical chemists in the 
country. He was a pioneer in the development of cable-making 
machinery and in the production of insulated wires and cables. 
At one time he served the Peruvian Government as official chemist, 
and his professional services were engaged from time to time by 
the New York State Agricultural Society, the New York Produce 
Exchange and other important commercial organizations. Dr. Ha- 
birshaw was widely known in the electrical field, and had a host 
of friends and acquaintances both here and abroad. Dr. Habirshaw 


was buried from St. Thomas’s Episcopal Church, New York city, 
Wednesday, August 19. 


DATES AHEAD. 


Ohio Electric Light Association. Annual convention, Put-in-Bay, 
Ohio, August 25-27. 


Colorado Electric Light, Power and Railway Association, Glen- 
wood Springs, Col., September 16-18. 

Arkansas Association of Public Utilities Operators. First annual 
Convention, Little Rock, Ark., September 17-18. 

Old Time Telegraphers’ and Historical Association, and Reunion 
of Military Telegraphers, Niagara Falls, N. Y., September 16-18. 

Illuminating Engineering Society. Annual convention, Philadel- 
phia, Pa., October 5-6. 

American Street and Interurban Railway Association. 
convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Accountants’ Associa- 
tion. Annual convention, Atlantic City, N; J., October 12-16. 
American Street and Interurban Railway Claim Agents’ Asso- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 
American Street and Interurban Railway Engineering Associa- 
n. Annual convention, Atlantic City, N. J., October 12-16. 
American Street and Interurban Railway Manufacturers’ Asso- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 
American Electrochemical Society. Fall meeting, New York 


Annual 


Cla 
tio 


cia 


LEGAL NOTE. 
_TELEPHONE—EXCESSIVE CHARGES—RECOVERY—The Su- 
preme Court of Illinois held, in the case of The Illinois Glass Com- 
pany vs. Chicago Telephone Company, that a customer of a tele- 
phone company cannot recover excessive charges for services volun- 
larily paid without fraud, mistake of fact or other ground for 
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annulling the contract. It appeared that in January, 1889, an ordi- 
nance of the city of Chicago authorized the appellee to construct 
and operate telephone lines in the city for a period of twenty years. 
It was required to file with its acceptance of the ordinance a sched- 
ule showing the rates then charged for telephone service, and was 
prohibited from increasing to subscribers the rates so established. 
The appellee accepted the ordinance and filed a schedule showing 
that it charged $125 per year for a business telephone within the 


‘district where the appellant was located. The appellant contracted 


for a telephone at that rate and used it for some years. In time the 
telephone grew less efficient, and upon complaint of that fact being 
made by the appellant company, the appellee suggested that if the 
former would procure an improved telephone equipment known as 
a “metallic circuit” it would have a much better service, which 
would cost it $50 a year additional. In October, 1897, the appellant 
entered into a contract such as suggested and paid that rate for five 
years, when it brought suit to recover the excess over the rate fixed 
by the ordinance. The court held that although the appellee could 
not legally require payment of more than $125 per year, yet that 
the larger sum had been paid, without fraud, mistake of fact or 
other ground for annulling the contract, and that the court below 
did not err in directing a trial for the appellee. 


ELECTRICAL SECURITIES. 

There was a slight reaction in the stock market last week, with 
some of the prominent industrials falling off a few points. The 
copper industry appears to be improving, with general improvement, 
also, throughout the electrical field. Railroad freight is becoming 
more in evidence, and the fine weather augurs weli for the harvest- 
ing of bounteous crops. 

Dividends have been declared upon the following electrical se- 
curities: American Telegraph and Cable Company; regular quar- 
terly dividend of 1% per cent, payable September 1. Columbus 
(Ohio) Railway Company; regular quarterly dividend of 1144 per 
cent on the common stock, payable September 1 to stock of record 
August 15. Grand Rapids (Mich.) Railway Company; quarterly 
dividend of 1 per cent on the common stock, payable September 1. 
Whatcom County (Wash.) Railway and Light Company; regular 
semiannual dividend of 3 per cent on the preferred stock, payable 
September 1. Northern Texas Electric Company; regular semian- 
nual dividend of 3 per cent on the preferred stock, payable Septem- 
ber 1 to stock of record August 17. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED AUGUST 15, 


New York: Closing. 
Allis-Chalmers common .................60. 111 
Allis-Chalmers preferred..................4. 34% 
Brooklyn Rapid Transit.................... 52 
Consolidated Gas.......... 0... ccc eee ew eee 13614 
General Electric ......... 0... cc cee ee ee 141 
Interborough-Metropolitan common.......... 11% 
Interborough-Metropolitan preferred......... 321% 
Kings County Electric..................... 123 
Mackay Companies (Postal Telegraph and 

Cables) common................0cceeee 6614 
Mackay Companies (Postal Telegraph and 

Cables) preferred...............000000. 68 
Manhattan Elevated................ 00.0000. 138 
Metropolitan Street Railway................ 28 
New York & New Jersey Telephone........ 110 
Western UNiON ii icnksw et iw SEAS Sere eeeies 56 
Westinghouse Manufacturing Company...... 68 

Boston: l Closing. 
American Telephone and Telegraph......... 12314 
Edison Electric Tluminating............... 25 
Massachusetts Electric....................0. 48 
New England Telephone.................... 112% 
Western Telephone and Telegraph preferred. 68 

Philadelphia: Closing. 
Electric Company of America............... 10 
Electric Storage Battery common........... 387% 
Electric Storage Battery preferred.......... 371% 
Philadelphia Electric ...................... 9 13-16 
Philadelphia Rapid Transit................. 13% 
United Gas Improvement................... 87 

Chicago: Closing 
Chicago Telephone........... cc cee eee ee ees 1441% 
Commonwealth Edison................00008, 104 

: Metropolitan Elevated preferred............ 43% 
National Carbon common.............-...6. 6815 


National Carbon preferred.......sesssosses. 108 
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INDUSTRIAL ITEMS. 


THE WESTINGHOUSE AIR BRAKE COMPANY, Pittsburg, Pa., 
has ready for distribution its instruction pamphlet No. 5,034. This 
is devoted to the type L triple valve. 


THE HOLOPHANE COMPANY, New York city, in the July issue 
of “Holophane,” describes and illustrates the enameled Holophane 
manufactured under the Zalinski patents. 


THE WEBER GAS ENGINE COMPANY, Kansas City, Mo., is 
distributing a bulletin describing the Weber down-draft suction 


gas-producer. Copies of this bulletin will be furnished to those 
interested upon request. 


THE NORTHWESTERN EXPANDED METAL COMPANY, Old 
Colony Building, Chicago, 111., is distributing a folder giving con- 
siderable information of value to architects and engineers, con- 
cerning expanded metal for concrete and steel construction. 


THE AMERICAN SPIRAL PIPE WORKS, Chicago, Ill., is pub- 
lishing a handsome catalogue devoted to spiral riveted pipe. A 
number of interesting illustrations are given, showing applications 
of this pipe in various hydraulic and engineering enterprises 


THE F. BISSELL COMPANY, 226-230 Huron street, Toledo, 
Ohio, has ready for mailing some new information concerning 
Bryant plug cutouts, Perkins “New Wrinkle” sockets, “Security” 
motor-starting panels, and “Cushing” stage-lighting specialties. 


THE GOLDSCHMIDT THERMIT COMPANY, New York city, 
has under construction a new machine shop and foundry occupying 
a space thirty-four by ninety feet, just back of its present factory 
in Jersey City, N. J. This is to be fitted up for the purpose of 
handling to better advantage the extensive repair work which is 
now being carried on. 


THE JEFFREY MANUFACTURING COMPANY, Columbus, Ohio, 
has published a handsome bulletin, No. 25, devoted to its machinery 
for handling coal and ores. This bulletin is replete with interest- 
ing illustrations showing applications of the Jeffrey company’s 
apparatus, and will be found of value by all who are interested in 
machinery of this nature. 


JOHN L. GLEASON, Jamaica Plain, Mass., is distributing a 
new bulletin describing “Fancleve” fittings for flexible armored 
cables, switch-boxes for old work, and the No. 750 cutout cabinet 
for old or new work. These fittings are especially adaptable for 
contractors, engineers and architects, and the literature will be 
sent to those interested upon request. 


THE BRISTOL COMPANY, Waterbury, Ct., has ready for dis- 
tribution some interesting information concerning recording volt- 
meters, recording ammeters, recording wattmeters for all ranges in 


both direct and alternating current, recording shunt ammeters for. 


all ranges of direct current, portable recording voltmeters, pressure 
recording gauges and patent steel belt lacing. 


THE C. W. HUNT COMPANY, West New Brighton, N. Y., is 


distributing pamphlet No. 081. This describes and illustrates coal- 
handling machinery, conveyers, industrial railways and stevedore 
rope. The bulletin, however, takes up only a portion of the appa- 
ratus manufactured by the C. W. Hunt Company, and is an intro- 
duction to the general line of labor-saving machinery which the 
company produces. 


DOSSERT & COMPANY, 242 West Forty-first street, New York 
city, has published its annual catalogue devoted to Dossert solder- 
less connectors, cable taps and terminals. Since issuing the last 
catalogue, the National Electrical Code has been amended to permit 
the use of an improved mechanical joint without solder. Dossert 
joints have been placed on the list of approved fittings, and there 
has been a remarkable development and expansion in their field of 
usefulness. The company has many new designs, and has added 
materially to its stock of standard sizes. 


THE AJAX LINE MATERIAL COMPANY, 12 South Jefferson 
street, Chicago, Ill., has furnished the following additional informa- 
tion concerning the controversy between it and the George Cutter 
Company, South Bend, Ind., in regard to the trade-mark “Ajax.” 
The full text of the decision of the examiner of interferences js as 
follows: “An abandonment by the George Cutter Company of the 
trade-mark at issue in this Interference having been filed, and the 
same having been found to comply with the requirements of Rule 
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125, it is adjudged that the Ajax Line Material Company, the junior 
party, is the owner of the trade-mark and entitled to the registra- 
tion for which it has made application.” 


THE SOCIETE ANONYME H. CUENOD, of Geneva, Switzer- 
land, has published a very handsome bulletin devoted to a descrip- 
tion and illustrations of the automatic regulators designed on the 
system developed by R. Thury. The descriptive matter includes a 
discussion of the principles, advantages and applications of the 
apparatus. Special descriptive matter is devoted to the use of these 
regulators for isolated generators, for generators coupled in parallel, 
for generators used in three-phase distribution, for the regulation of 
feeder circuits, for the automatic control of accumulators, and for 
the regulation of apparatus placed at a distance from the controlling 
point. Copies of this catalogue, which is printed in French, will be 
furnished to those interested, upon application to the company. 


THE GENERAL ELECTRIC COMPANY, Schenectady, N. Y., is 
distributing some attractive literature concerning several important 
types of apparatus. Bulletin No. 4,607 is devoted to the series 
incandescent system with tungsten lamps. This is a timely publi- 
cation in view of the present general tendency toward the illumina- 
tion of streets of residential districts by means of the series incan- 
descent system of lighting. The descriptive matter in this bulletin 
includes illustrations and general data on transformers, switch- 
boards, lamp brackets and reflectors, series sockets and lightning 
arresters used in connection with the system. Bulletin No. 4,608 
describes the company’s improved type H subway transformers. 
These transformers are absolutely water-tight, and are proportioned 
for the limited space in manholes, possess high efficiency and large 
radiating surfaces, and their temperature rise is small. The trans- 
formers are manufactured for a frequency of sixty cycles at stand- 
ard voltages, and in capacities from five to 300 kilowatts, inclusive. 
Bulletin No. 4,610 describes a new line of small plant continuous- 
current switchboards equipped with the latest and most improved 
controlling devices. These boards are manufactured for 125 and 
250-volt circuits only, and each panel forms a separate and com- 
plete switchboard not intended for combination with other panels. 
They are made to control one generator and two feeder circuits, and 
additional feeder switches can not be furnished. The panels are 
made of natural black slate, and are supported by one-inch gas-pipe 
supports. Folder No. 3,681 is devoted to a description of mercury 
arc rectifiers for moving-picture machines. This apparatus will 
operate satisfactorily on any alternating-current voltage from 200 
to 240, and any frequency between forty and 140 cycles. Copies of 
this literature will be furnished to those interested upon request. 


NEW INCORPORATIONS. 


ST. PAUL, MINN.—Royalton Power and Light Company, of 


Royalton. $10,000. Incorporators: A. C. Wilson, Mark Murphy and 
Charles R. Rhoda. 


JERSEY CITY, N. J—Southwestern Development and Construc- 
tion Company, Jersey City. To operate steam or electric railroads, 
etc. $100,000. Incorporators: H. B. Ferber, Hackensack; W. H. 
Nash, Jersey City; G. E. Waesche and W. H. Wieboldt, East Orange. 


DOVER, DEL.—Central Texas Traction Company. To operate 
rapid transit railways for carrying freight, merchandise and pas- 
sengers, and to operate mines and mine tramways. Incorporators: 
J. J. Sears, of Chicago; Dr. J. O. Howard, of Houston, Tex.; W. W. 
Clopton, of Corsicana, Tex.; J. V. Watkins, of Corsicana, and Harry 
W. Davis, of Wilmington. $300,000. 


OLYMP1A, WASH.—Nooksack Valley Traction Company, of Bel- 
lingham. $1,250,000. Incorporators: W. R. Alward, J. S. Wheeler, 
J. E. Morrison, Edward Brown, W. H. Jarrett and J. William Welch. 
To build a line of railway from a point at or near Bellingham to a 
point in or near the city of Blaine, and from said point at or near 
said Bellingham to a point at or near Sumas. 


INDIANAPOLIS, IND.—Marion & Logansport Traction Company. 
$40,000. To build a traction line in and through the following 
towns: Marion, Sweetser and Nier, in Grant County; Converse, 
Amboy, North Grove, McGrawsville and Bunker Hill, in Miami 
County, and Logansport, Anoka and Onward, in Cass County. In- 
corporators: George D. Lindsay, Marion; John O. Spurgeon, Sweet- 
ser; Mead S. Hays, Marion; John Minnick, Grant County, R. R. 
No. 10; John O. Wilson, Marion; Lewis S. Marks, Marion; Alva 
Williamson, Sweetser, and Carl Wise and Victor Wise, Logansport. 
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Record of Electrical Patents. 


Week of August 11. 


895,421. MAIL-POUCH RECEIVING APPARATUS FOR RAIL- 
WAY CARS. Chauncey W. Broughton, Carlton, Ill. A mag- 
netically controlled mail-pouch delivering apparatus. 

895,422. MAIL-POUCH RECEIVING OR DELIVERING APPARA- 
TUS FOR RAILWAY CARS. Chauncey W. Broughton, Carlton, 
IH. An electromagnet is in combination with a support for 
sustaining a mail pouch adjacent to a railway track. 

895,431. ENCLOSED FUSE. Robert C. Cole, Hartford, Ct., assignor 
to the Johns-Pratt Company, Hartford, Ct. The fuse receptacle 
is filled with comminuted material which is retained by lint or 
fuzzy material without impeding the escape of gases. 

895,432. ENCLOSED-FUSE TPRMINAL. Robert C. Cole, Hart- 
ford Ct., assignor to the Johns-Pratt Company, Hartford, Ct. 
A tubular casing containing a fuse link with link terminals. 

895,434. VEHICLE-SPEED SIGNAL. George L. Cooper, Troy, 
N. Y., assignor of thirty-five one-hundredths to Joseph F. Bush, 
Schenectady, N. Y. The starting movement actuates a visual 
signal on the car. 

895,441. ELECTRIC OUTLET BOX. Conrad J. Dorff, Chicago, Ill., 
assignor to Frederic Greer, Chicago, Ill. The outlet box is pro- 
vided with self-retaining knockouts. 

895,443. COIN-BOX FOR TELEPHONES. Charles S. Ellis, Chicago, 
Ill., assignor to the American Coin Register Company. The coin- 
box is provided with sectional coin channels. 

895,460. THERMOSTATIC CIRCUIT-CONTROLLER. Herman L. 
Hicks, Martins Ferry, Ohio, The electric circuit is closed by 
the alternate heating and cooling of the expansion member. 

895,485. VACUUM-TUBE LIGHTING. Daniel M. Moore, Newark, 
N. J., assignor to Moore Electrical Company, New York, N. Y. 
The tubes extend to several floors from a common centre of disg- 


tribution. 


895,421. —MA1L-Pouca RECEIVING APPARATUS FOR RAILWAY CARB. 


895,486. VACUUM-TUBE APPARATUS. Daniel M. Moore, Newark, 
N. J., assignor to Moore Electrical Company, New York, N. Y. 
The rarefied gas is admitted to the tubes through a valve au- 
tomatically in response to changes of gas tension in the tube. 

895,487. VACUUM-TUBE APPARATUS. Daniel M. Moore, Newark, 
N. J., assignor to Moore Electrical Company, New York, N. Y. 
The system is equipped with a device regulating the flow of gas 
or vapor to maintain a constant tension in the vacuum tube. 

895,490. SYSTEM FOR THE GENERATION AND DISTRIBUTION 
OF ELECTRICITY. Thomas H. McAdory, Chicago, Ill., as- 
signor to the Adams & Westlake Company. The resistance of 
the distribution system is controlled by an automatic regulator 
depending upon the voltage of the battery. 

895,515. DYNAMOELECTRIC MACHINE. Egbert M. Tingley, 
Pittsburg, Pa., assignor to Westinghouse Electric and Manu- 
facturing Company. The machine has a cylindrical core mem- 
ber provided with longitudinal ventilating slots. 

895,531. SILOXICON-COATED CARBON-CONTAINING ARTICLE. 
Edward G. Acheson, Niagara Falls, N. Y. The carbon-contain- 
ing article has its outer portion covered with siloxicon. 

895,545. CONNECTING DEVICE FOR ELECTRICAL CONDUCTORS. 
Ernest B. Fahnestock, New York, N. Y. A self-contained spring 
member forms a connecting clamp in combination with a hook 
and conductor. 

895,549. STORAGE BATTERY. George A. Ford, Cleveland, Ohio, 
assignor to Harriet S. Ford, Cleveland, Ohio. The battery is 
formed of trays molded from paper pulp. 

895,575. ELECTRIC CAR-RECORDING BLOCK-SIGNAL. William 
J. Murray, Leavenworth, Kan., assignor of one-half to Herbert 
W. Wolcott, Leavenworth, Kan. The block-signal system is 
equipped with a step-by-step recording device. 

895,582. RAIL-BOND FOR ELECTRIC RAILWAYS. William E. 
Oakley, Millbury, Mass., assignor to Worcester Steel Foundry 

mpany, Worcester, Mass. The terminal is welded to the con- 
hector and is composed of an alloy having the same tempera- 
ture coefficient as that of the rail. 

895,589. ELECTRIC SIGNAL FOR RAILWAYS. John S. Sims, 
Longbeach, Cal., assignor of one-half to Edward Richard Millar, 
Longbeach, Cal. The signal targets are held in inoperative 
Position by the normally charged magnets. 


895,594. ARC LAMP. Bernard A. Stowe, Cleveland, Ohio, assignor 
to the Jandus Electric Company, Cleveland, Ohio. The arc 
chamber is provided with a tube for carrying off the gases. 

895,618. POWER-TRANSMITTING DEVICE. Leonard K. Clark, 
New York, N. Y. A flexible mechanical coupling. 

895,660. ELECTRIC BATTERY. William Morrison, Chicago, Ill., 
assignor to George Rumrill Coryell, Chicago, Ill. A bromin- 
carbon primary cell. 

895,714. BINDING-POST. Garrison Babcock and Josef Reuter, Roch- 
ester, N. Y., assignor to Merton E. Lewis, Rochester, N. Y. 
The terminal is formed of a base, a member with an inclined 
clamping face, and a locknut. 


- 895,715. THERMOCHEMICAL GENERATION OF ELECTRICITY. 


Lucien P. Basset, Paris, France, assignor to Maurice Bacqua 
de Labarthe, Paris, France. Two electrolytes are circulated in 
separate compartments divided by porous walls. 

895,729. ART OF SEPARATING SUSPENDED PARTICLES FROM 
GASEOUS BODIES. Frederick G. Cottrell, Berkeley, Cal., as- 
signor to International Precipitation Company, San Francisco, 
Cal. The gaseous bodies are subjected to the action of a system 
of electrodes maintained at a high difference of electrical po- 


tential. 


895,732. CONSTRUCTION OF BATTERIES AND ELECTROLYTIC 
APPARATUS. Frank A. Decker, Philadelphia, Pa., assignor, by 
mesne assignments, to Decker Electrical Manufacturing Com- 
pany, Wilmington, Del. The battery parts are enclosed in a 
rubber diaphragm sealed by a plastic vulcanized material. 

895,738. SOLID INSULATING COMPOUND. Jerome W. Frank, 
New York, N. Y., assignor to Standard Varnish Works, New 
York, N. Y. A solid insulating compound composed of oils and 
gums. 

895,747. BINDING-POST. Monroe Guett, Hartford, Ct., assignor to 
the Hart & Hegeman Manufacturing Company, Hartford, Ct. A 
cylindrical binding-post with a central bore and two openings 
in the side wall through which operate non-rotatable studs. 

895,752. LIGHTNING ARRESTER. Ernst Heddaeus and Rudolf 
Nothnagel, Bilbao, Spain. One of the two rotating discharge 
bodies has a plurality of cam surfaces, varying the distances 
of the surfaces of the rotating members. 

895,760. SYSTEM OF ELECTRICAL DISTRIBUTION. Robert C. 
Hull, Philadelphia, Pa. A regulating apparatus causes the bat- 
tery to charge and discharge in response to the electrical con- 
dition of the circuit. f 

895,772. SECONDARY ELECTRIC CLOCK. Frank F. Landis, 
Waynesboro, Pa. The apparatus is operated by a step-by-step 
electromagnetic device. 

895,777. COIN-OPERATED ATTACHMENT FOR PAY-TELE- 
PHONES. Edmond J. Lonergan, Chicago, Ill. The coin is de- 
posited through a reciprocable coin chute. 

895,785. MEANS FOR SUPPLYING AND CONTROLLING ELEC- 
TRIC CURRENT TO MOTOR VEHICLES. Alexander Palm- 
bos, Columbus, Ohio, assignor to the Jeffrey Manufacturing 
Company, Columbus, Ohio. A storage battery car equipped with 
a trolley support. 

895.801. CURRENT TRANSFORMER. Paul Schubert, Berlin. Ger- 
many, assignor to General Electric Company. The transformer 
is provided with means for producing two opposing alternating 
fluxes in the core. 
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895,806. TROLLEY. Frank L. Sessions, Columbus, Ohio, assignor, 895,911. WALL BRACKET FOR ELECTRICAL CONDUCTORS. | 
by mesne assignments, to the Jeffrey Manufacturing Company. Lucius Tinsley, Crawfordsville, Ind. A wall bracket with a 
The trolley pole has both a lateral and longitudinal movement. plurality of insulating members and a clamping member at- 


895,822. RHEOSTAT. Charles Wirt, Philadelphia, Pa., assignor to tached to the base. 


Charles Wirt & Company, Newark, N. J. The resistance, con: 895,914. VARIABLE-VOLTAGE TRANSFORMER. Matthew O 
ductor, contact blocks and hub are contained in a molded body Troy, Schenectady, N. Y., assignor to General Electric Company. 
of insulation. The core is adapted to afford two magnetic circuits, one passing 
895,823. SYSTEM OF ELECTRICAL DISTRIBUTION. Joseph L. through both coils, and one shunting one coil. 
Woodbridge, Philadelphia, Pa. A combination of a polyphase 895,916. LIGHTNING-ROD TERMINAL. 
and a single-phase alternating-current circuit connected, re- 
spectively, to a synchronous dynamoelectric machine and an 
induction machine. 


John P. Turner, New 
York, N. Y. A tapered, perforated body of sheet metal filled 
with carbon forms a self-contained ground plate. 


895,925. ELECTRIC ORGAN. William R. Whitehorne, Bethlehem 

895,824. ELECTRIC GENERATOR. Joseph L. Woodbridge, Phila- Pa. The valves and stops are controlled by electromagnets 
delphia, Pa. The pole frame is provided with polar projections g ; 

in groups of three. 895,928. RAIL-BOND. Montraville M. Wood, Chicago, Ill., assignor 


to General Electric Company. The bond h 
895,825. SYSTEM OF ELECTRICAL DISTRIBUTION. Joseph L. scccnedsie a pie cne ai ead MaA: recepiacle 
Woodbridge, Philadelphia, Pa. The regulating apparatus is | 
responsive to rapid fluctuations in load. 


895,830. ELECTRIC BRAKE. Edward H. Anderson, Schenectady, 
N. Y., assignor to General Electric Company. The hand brake 
is supplemented by a motor-driven device. 


895,831. CONSTANT-CURRENT TRANSFORMER. Lyman Arnold, 
Lynn, Mass., assignor to General Electric Company. The trans- 
former is provided with a plurality of axially aligned sets of 
relatively movable primary and secondary coils with a magnetic 
core. 


895,836. CONTROLLING DEVICE FOR ELECTRIC MOTORS. $95,823.—SystEM OF ELECTRICAL DISTRIBUTION. 
Ralph E. Barker, Lynn, Mass., assignor to General Electric 
Company. There is a winding operating independently of the 895,930. PROCESS OF ELECTROLYTICALLY PRODUCING 
automatically changing windings. CHROMIC ACID FROM CHROMIC SULPHATE. Gustav 
Adolph, Ammendorf, and Albert Pietzsch, Magdeburg, Germany, 
assignors to Chemische Fabrik Buckau, Magdeburg, Germany. 
The reducing action of the nascent hydrogen is minimized by 


electrolyzing the chromic solutions in the absence of a dia- 
phragm. 


895,933. SELF-EXCITING GENERATOR. Ernst F. W. Alexander- 
son and Emil H. Widegren, Schnectady, N. Y. The field wind- 


ing is provided with a rectifying commutator and a pol 
arrangement of brushes. polyphase 


895,956. LIGHTNING-ARRESTER RESISTANCE. Harold W. Buck, 
New York, N. Y., assignor to General Electric Company. The 


pore heat-proof envelope contains granular resistance ma- 
terial. 


$95,958. ELECTROMAGNETIC SPARKING PLUG. Otto Carlborg, 


Providence, R. I. The sparking plug is equipped with an electro- 
magnetic interrupting member. 


895,594.—Arc Lamp. 


895,848. ELEVATOR SAFETY AND ANNOUNCING DEVICE. 
George H. Foulks, San Francisco, Cal. Devices carried by the 
doors act automatically when brought into the range of action 
of the brake or stop mechanism carried upon the cage. 


895,857, RESISTANCE UNIT. Joseph L. R. Hayden, Schenectady, 
N. Y., assignor to General Electric Company. A cast silicon 
rod terminates in iron terminals. 


£95,864. TROLLEY. Albert S. Janin, New York, N. Y., assignor 
of one-third to Amelia Janin, Brooklyn, N. Y. A pantograph 
collector with spring-actuated members. 


895,869. RECTIFIER SYSTEM. Osias O. Kruh, Schenectady, N. Y., 
assignor to General Electric Company. The secondaries of the 
single-phase, alternating-current source are connected in mul- 


tiple. 
895,870. PROPELLED TORPEDO. Howard Lacy, Carshalton, Eng- 895,830.— ELECTRIC BRAKE. 
land. The torpedo head is equipped with a magnet and magnet 895,965. REGULATION OF DYNAMOELECTRIC MACHINES. 
core. Reginald C. Clinker, Rugby, England. Means are provided for 
895,878. BRUSH-HOLDER. Floyd C. Mitchell, Schenectady, N. Y., varying the effect of a shunt in proportion to the rate of change 
assignor to General Electric Company. The brush stud is of load in circuit. 
equipped with a resilient member. 895,993. TROLLEY SUPPORT. Hiram G. Farr, Melrose Highlands, 
895,887. ACYCLIC MACHINE. Jakob E. Noeggerath, Schenectady., e a E a ene PO ee 
N. Y., assignor to General Electric Company. The acyclic poles packing. 
extend uniformly around the armature. 896,060. FILAMENT FOR ELECTRIC INCANDESCENT LAMPS 


AND PROCESS OF MAKING THE SAME. Hans Kuzel, Baden. 
near Vienna, Austria-Hungary. The filaments are produced 
from a plastic mass containing tungsten and colloidal oxyni- 
trid of tungsten, forming threads capable of being converted 


895.888. UNIPOLAR DYNAMOELECTRIC MACHINE. Jakob E. 
' Noeggerath, Schenectady, N. Y., assignor to General Electric 
Company. A unipolar field structure, and an armature provided 


with a plurality of collector rings. into a crystalline tungsten filament. 

895,894. MEANS FOR COOLING DYNAMOELECTRIC MACHINES. 896,071. ELECTRIC RAILWAY. John A. Garey, Mound City, Mo., 
"Richard H. Rice, Lynn, Mass., assignor to General Electric assignor of one-half to George G. Garey, Indianapolis, Ind. A 
Company. An {nner and outer ventilating case for vertical tur- third rail and means for supporting same in a conduit of spring- 


bines. closed sections. 
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THE SURFACE-CONTACT SYSTEM CONDEMNED IN 
LONDON. ' 


Our London exchanges report the condemnation of the sur- 
face-contact system installed this year by the London County 
Council in place of a horse-car line on High street, Whitechapel. 
This at first seems to be a natural consequence. At least it 
has been the result of numerous other attempts to install similar 
systems. Indeed, so many attempts to develop a successful 
surface-contact system have been abandoned for one reason 
or another that it was a surprise when the London authorities 
decided to give such a system a trial. But if the accounts given 
of the method followed by the council in installing this system 
are accurate, it is evident that it was not given a fair trial, and 
engineering opinion should be held in abeyance until the tangle 
in London has been unraveled. 

The system which was tried is known as the “G. B.” system, 
and it has been in operation for nearly three years in Lincoln, 
England, apparently with success. We gather, from our ex- 
changes, that the London County Council has reached a point 
where it must consider some other than the conduit system 
because of the enormous expense of installing the latter. It 
first considered the introduction of the overhead trolley svstem 
on this line, but met with severe opposition from the residents 
along the route, and it therefore decided to give the “G. B.” 
system a trial, thinking that if this proved satisfactory all 
would be well; and, if it did not, the council could then pro- 
ceed to install the overhead wires, since it could then say that 
the only other available system had been tried and had failed. 
It will be recalled that one reason given for the trial of the 
surface-contact system was the presence of an underground 
line along part of the route, and there was not room enough 
between the top of the tube and the surface of the ground 
for a conduit. | 

Be this as it may, from the accounts of the method which 
the council followed when installing the contact system, it seems 
clear that the responsibility for its failure rests entirely upon 
the council and not upon the system. The council’s engineers 
refused to accept advice from the engineers who had had experi- 
ence with the system, and altered the apparatus and installed 
parts condemned by the engineers of the company, although the 
latter had retained the power to condemn any part of the appa- 
ratus installed. After the council had notified the company of 
its intention to abandon the system the company offered to recon- 
struct it at its own expense and operate it for one vear, at 
which time the council should decide whether it were er 


or not, but this proposal was rejected. Evidently we have not 
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heard the last of this matter, since the company can not afford 
to accept defeat so easily. 

Aside from this particular dispute, the London County 
Council evidently has a troublesome question to answer. It can 
not go on forever constructing conduit lines, and the people 
of London apparently will not hear of the overhead trolley. 
Just how it will get out of this difficulty remains to be seen, but 
it will not help matters if, as one of our London contemporaries 
hints, it tries other systems with the expectation, if not the 
determination, that they shall fail. 


THE GASOLENE-ELECTRIC DRIVE FOR VEHICLES. 

A short time ago we discussed the proposed application of 
electrical transmission to ship propulsion and commented upon 
the paper read recently by Mr. W. P. Durtnall before the Insti- 
tution of Marine Engineers in London. In spite of the losses 
necessitated by the double transformation involved in this sys- 
tem, Mr. Durtnall apparently made out a very good case for 
the electric motor. If his figures be accepted the electric system 
will save largely in weight of the propelling machinery due to 
the smaller boiler equipment required when the turbines and 
propellers may both be driven at their most efficient speed. 
When this is the case the increased economy of both turbines and 
propellers so reduces the demand for steam that the boiler equip- 
ment is considerably smaller than for the direct steam drive, 
and since by far the greater portion of the weight is in this part 
of the equipment, the total weight of machinery is reduced by 
more than 100 tons in the instance mentioned, and there is, in 
addition, a very appreciable saving in fuel. 

Following shortly after this and, perhaps, inspired by Mr. 
Durtnall’s paper, Mr. Frank Broadbent, in the Electrical Rervew, 
of London, for July 24, discusses the application of the electric 
drive for propelling vehicles. This system is now being tried in 
a number of instances, as are several other self-contained systems, 
so that a preliminary comparison at least may now be made, 
which is done here. 

It is interesting to recall at this time the first attempt to 
utilize the electrical svstem of transmission for propelling a 
eelf-contained vehicle. This was the Heilmann locomotive, con- 
structed in 1892 or thereabouts. Heilmann’s idea is not entirely 
clear, since he installed a complete power-house on his loco- 
motive and then attempted to use it in competition with steam 
locomotives for express service. He had a steam boiler and 
steam engine driving a generator which charged a storage 
battery on the locomotive and drove the motors, which were 
aie to the locomotive axles. At that time he did not have 
the prime mover which to-day seems to promise best for such 
Just 


how large this equipment was we do not now recall, but it 


service, that is to say, an internal combustion engine, 


probably was considerably too small for the use to which he put 
it. Moreover, one of the great advantages of such a system, if, 
indeed. it be not the most important advantage of all. is the 
rapid acceleration made possible by such an equipment. Yel 


(his characteristic was of little value for the service to which 


ELECTRICAL REVIEW 


Vol. 53—No. 9 


he put his locomotive; that is to say, for high-speed runs with 
few stops. The locomotive, if we remember correctly, never 
advanced beyond an early experimental stage, and the few trials 
made of it showed it was inadequate for the service for which 
it was intended. Heilmann, however, deserves the credit for the 
first attempt to interpose the electric generator and motor be- 
tween the prime mover of a vehicle and its axles. 

Within the last vear or two this svstem has again been taken 
up and tried not only for railway service, but for road vehicles 
as well. In the article by Mr. Broadbent, referred to above, 
the advantages of this system for local traffic on railways are 
considered and the system itself is compared with other new 
systems proposed and being tried for such service. He has 
obtained some figures showing the cost of operation of a number 
of these systems on the Hungarian railways, where they are 
being tried out with the view of determining whether any one 
of them will prove satisfactory for handling the traffic on 
these roads. As is to be expected, the electric system, involving 
as it does a double transformation, shows a slightly higher fuel 
cost than do some of the more direct systems, but the reliability 
and the doing away with heavy gearing. as well as protecting 
the prime mover from shocks, so reduce the cost of maintenance 
that the total cost for operation is less for the electric system 
than for the others. For example, it has been found that a 
steam equipment showed a total cost of operation of six and one- 
quarter cents a car-kilometre, while a gasolene-electric equip- 
ment costs only 5.75: moreover the cost for this steam car is the 
average of over a million and a half kilometres of running, while 
that of the gasolene-electric cars is for a service of less than 
one-tenth this. It seems likely that the average for the electric 
svstem will be reduced upon longer trial. 

These figures, as well as others given by Mr. Broadbent, show 
the advantage of the gasolene-electric system, although it would 
not have been surprising if there had been less difference between 
the two, or even if the total cost of operation for the steam car 
had been found to be little less than that of the other. It is in 
other wavs that the electric svstem gains most. The system of 
control is simple, and makes it possible for the driver to run at 
almost any speed necessary, and to do so efficiently; and it is 
hardly necessary to add that for short hauls and many stops the 
rapid acceleration given by the electric motor is a very great 
advantage, for on this depends largely the schedule which can 
he given on any such line. 

Mr. Broadbent points out also the advantages of the mixed 
system for road vehicles. A self-propelled car equipped in this 
way has all the advantages of the electric automobile and is 
limited in its distance of run onlv by the fuel which it can carry. 
For city traffic the perfect control which the driver has over his 
car is most valuable. He can reduce the speed to a mere crawl 
without reducing the torque developed by his motors. 


start quickly and thus work his way along the street much more 


He can 


effectively than can be done with other systems; and, here 
again, the substitution of the electric transmission for gearing 


eliminates an expensive and weak part of the car equipment. 


ss 
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Mr. Broadbent believes that some such system will demonstrate 
its superiority for city service, and replace, to a large extent, 
the more direct but less satisfactory systems now in use. 

It is perhaps proper to state here that this system was tried 
some years ago and was found to operate well. In fact, an 
automobile equipped with a gasolene-electric drive was entered 
in the New York-Boston endurance race, which took place in 
October, 1902. It is much to be regretted that for several 
reasons this car did not make a very good showing, although 
no fault whatever could be found with the electrical part of the 
equipment. The owner of the car had ordered a new engine 
and did not receive it until the day before the race, and when 
installing it hurriedly a nut fell into the cooling water system 
which smashed the impeller of the circulating pump, so that the 
engine got hot and refused to run after about an hour’s service. 
This fault was not located until too late. But until the engine 
became overheated the car ran without a hitch. 

Mr. Broadbent’s stand is well taken; and, if it be borne in 
mind that the gasolene-electric system has been tried for a 
short time only, and not all of the weaker points have been 
perhaps sufficiently strengthened, the possibilities of the system 
may be imagined. Those who remember the hard and dis- 
heartening struggle to introduce the electric strect car will not 
be discouraged by the first few failures. It is true that we know 
much more about the propulsion of vehicles to-day than we did 
twenty years ago, but we still have much to learn, particularly 
in the field of self-propelling road vehicles and in the use of 
self-contained cars for light railway service. 


DIRECTIVE WIRELESS TELEGRAPHY. 

From time to time we have noticed various attempts to con- 
trol the direction of propagation of electric waves employed in 
wireless telegraphy. One or two of these are reported to have 
shown satisfactory results during experiments and have even been 
employed in actual service. 
new system is described due to Dr. F. Kiebitz, who has patented 


On another page of this issue a 


his system in Germany and has obtained experimental results 
which, although resulting from trials on a rather small seale, 
are encouraging. The method in brief consists in setting up an 
oscillating magnetic field at an angle of about sixty degrees to 
an oscillating electrie ficld. 


electric waves having a maximum amplitude in the direction 


The result is the production of 


normal to the two directions of oscillation. 

Such a system, of course, radiates in all directions, but it is 
stated that the intensity of radiation in the maximum direction 
was seventy times that in the minimum direction, and at an 
angle of forty-five degrees to the maximum direction the energy 
of radiation was only one-third of that in the maximum direc- 
tion,” 

The value of controlling the direction of radiation of wire- 
less signals is great, but it is well to remember that this control 
can be secured through fairly wide angles only. In the present 
instance it is probable that all apparatus which would operate 
satisfactorily in the direction of maximum transmission would 
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also be affected within thirty degrees on cither side of this 
direction, and hence not more than two such systems could be 
operated successfully if tuned to the same pitch in the same 
territory. The system, of course, radiates symmetrically about 
one axis, sending out equal maximum radiations in opposite 
directions. And another point which must not be overlooked 
is the variability of wireless signals during the day, so that the 
only way to be sure that the signal will reach the receiving 
instrument is to be sure that it is strong enough. Obviously 
such a system of operation is not conducive to directive control | 


of transmission. 


CONCRETE POLES FOR ELECTRICAL TRANSMISSION. 

The increasing price of timber for all constructional purposes 
presents a serious problem to the engineer. Hence any method 
of preventing decay which will reduce the total cost of the 
lumber is acceptable. But the problem is being attacked in 
further directions, and many engineers are seeking substitutes 
for wood. One of the most promising materials for this purpose 
is concrete reinforced by steel. With this material the use of 
wood may be frequently avoided, and, indeed, with a proper 
method of construction the reinforced concrete may be made 
to take the place of wood in cases where it might at first seem 
to stand no chance. For example, reinforced concrete poles 
are now being used with reported success not only from the 
constructional standpoint, but from that of the cost as well. 
Elsewhere in this issue is described a method of constructing 
hollow poles of reinforced concrete, which has been employed in 
Germany. Not only is the pole thus formed a very satisfactory 
device for supporting an electric line, but it is estimated that 
such a pole would have a life of fifty years without, in that 
time, having cost anything for maintenance. On such a basis 
the cost for the pole during that time would be less than half 
what it would cost to maintain either an iron or a wooden 


pole in the same position. 
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DECREASE IN STEAM AND ELECTRIC RAILROAD 
EARNINGS COMPARED. 

A comparison of the earnings of six important street rail- 
ways and an equal number of steam railroads for a three 
months’ period during the last six or eight months brings to 
heht several interesting facts. Gross earnings of the six strect 


railways during the period aggregated $14,012,170, against 


$14,025,477 in the same months of the previous year, a decrease 


of $13,307, or less than one-half of one per cent. Gross receipts 
of the six steam roads, on the other hand, for the three months’ 
period aggregated but $79,840,909, against $95,473,826 in the 
same months of 1907, a loss of $15,623,827, or over nineteen 
per cent. 

The explanation of this is to be found in the different char- 
acter of traffic of electric and steam roads. Ninety-five per 
cent of the gross earnings of electric railways is derived from 
passenger receipts, while from sixty-five to seventy per cent of 
the steam railroad gross is realized from freight. In periods 
of universal curtailment, therefore, the freight earnings are one 
of the first to indicate such substantial depression. 
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Convention of the Michigan 
Electric Association. 


The annual convention of the Michigan 
Electric Association was held at Grand 
Rapids, Mich., August 18, 19 and 20. 
Headquarters were established at the 
Hotel Pantlind. The meeting was called 
to-order by President H. W. Hillman on 
the morning of August 18. 

The chairman of the Board of Public 


. Works, Mr. Prestley, on behalf of the 


mayor, welcomed the members to the city. 

The presidential address recommended 
a change in the constitution to permit the 
election of associate members and also out- 
lined a plan for increasing the member- 
ship. 

The first topical discussion was entitled 
“Various Experiences with Tungsten 
Lamps.” E. F. Phillips, of the Detroit 
Edison Company, related that company’s 
experience in lighting the suburban village 
of Grosse Point with tungsten lamps, sup- 
plying current through an underground 
system 11,500 feet long. Forty-two orna- 
mental iron poles with brackets and with 
two lamps on each pole were erected. The 
contract called for at least fifty-candle- 
power lamps. The company installed, last 
November, sixty-candle-power, seventy- 
five-watt series tungsten lamps, each lamp 
taking five and one-half amperes. These 
were alternating-current lamps. The re- 
newals for burned-out lamps threatened 
to become a burden. The company finally 
dropped the current consumption to five 
amperes, and obtained very satisfactory re- 
sults. The service is eminently pleasing 
to the customers, and the company is satis- 
fied with the system as it is now operated. 

F. T. Masterson, of Grand Rapids, de- 
scribed the series tungsten-lamp system 
on Canal street, in Grand Rapids. This 
installation consists of fifteen spans across 
the street, with cighteen  sixtyv-candle- 
power, seventy-five-watt’ lamps in series 
on each span. The spans are spaced 100 
feet apart. All of the material, except 
the lamps, is owned by the Canal Street 
Merchants’ Association. The lamps and 
current are furnished by the Grand 
Rapids-Muskegon Power Company. The 
initial expense of installation for mate- 
rial and labor was about $50 a span, or 
$750 in all, divided among so many mer- 
chants that the individual expense was 
small. The power company, representing 
itself as one of the merchants because of 
a small retail store, stood its pro rata 
share of the expense. The Grand Rapids 
Electrical Company, a supply dealer, 
secured the contract for erection and fur- 
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nishing the material. The installation is 
permanent. 
The proposition appears to be very at- 


tractive from the standpoint of the mer- 


chants and is considered a forcible adver- 
tisement for their businesses. Since the 
installation was made the crowds of 
people who flock to that street offer 
ample evidence of its success from an 
advertising point of view. The expense 
for operation is divided among so many 
merchants that some of them do not pay 
more than $1 a month. The power com- 
pany made a special feature of billing 
separately to the merchants, thus making 
the least trouble to the association. ‘In 
view of dealing with a merchants’ associa- 
tion, it appeared necessary for the com- 
pany to make a contract price based on 
renewal and maintenance of lamps. The 
power company would not care to take 
additional business of a similar charac- 
ter at less than $7 per lamp per year. 
William Chandler, of the Sault Ste. 
Marie Electric and Power Company, re- 
lated the experiences of his company in a 
paper prepared by himsclf and D. B. 
South. The company has noted no bad 
effect upon the lamp from voltage fluc- 
tuations, although its regulation is quite 


good. The company was one of the first 


to make any considerable installation of 
tungsten lamps in a commercial way. 
Notwithstanding some drawbacks incident 
to some manufacturing defects in the 
carly type of lamp, there seems to be no 
reason to doubt the wisdom of the com- 
pany’s decision that the thirty-volt series 
type of lamp is the best to use. A special 
fixture burning four forty or fiftv-candle- 
power lamps in a cluster was also decided 
upon. The company’s first order was for 
lamps taking from fifty-five to fifty-seven 
watts per lamp and giving about forty 
candle-power. While these gave a fine 
illumination, they could not be made to 
compete in tost with the gas arc, as the 
company desired, under its operating con- 
ditions. The company has had better satis- 
faction with the forty-candle-power lamps, 
and some of these have been burning 1,400 
hours, with little if any diminution of 
hight. 

The company adopted the plan of 
either selling the lamp outright at $1.50, 
or renting a set of four at fifty cents per 
month and maintaining the lamps. This 
places them on the same basis as gas arcs 
in the city, or less, as far as the cost of 
service is concerned, but in quality the 
illumination from gas can not be com- 
pared with the tungsten lamps. 

The company has made no attempt to 


150 to 200 feet apart. 
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secure residential lighting with tungsten 


lamps, and does not believe that the series 
method of installation would meet with 
much favor in such lighting. 

The paper also described a number of 
installations where the tungsten lamp had 
satisfactorily displaced installations of gas 
arcs. 

H. A. Chase, of the Hart Electric Light 
and Waterworks, Hart, Mich., read a 
paper entitled “Street Lighting by Tung- 
sten Lamps.” The city of Hart is thickly 
lined with shade trees, making it almost 
impossible to illuminate the streets with 
arcs and procure an even distribution of 
light. It was decided to try lighting the 
main street with tungsten lamps. This 
trial of twenty lamps gave such excellent 
satisfaction that the company has now 
sixty-two tungsten lamps installed, and 
expects within a year to have the village 
lighted throughout with the same type of 
lamp. Sixty-candle-power, seventy-five- 
watt series tungsten lamps were used, 
placed three to the block alternately across 
the street. This spaces the lamps about 
The lamps are 
placed about twelve feet from the ground, 
giving a fine distribution of light. On 
one street, where there are no trees for 
about half a mile, lamps have been placed 
on every other pole, spacing them about 
300 feet apart. This gives almost as 
much satisfaction as the shaded streets 
with the lights nearer together. Through 
the business part of the town series alter- 
nating-current arc lamps were used on the 
same circuit with the tungsten lamps. 

The first twenty lamps have burned 
464 hours with only three burnouts. The 
first lamp that burned out had burned for 
ninety-two hours; the second, 182 hours, 
and the third, 184 hours. The last forty- 
two lamps installed have burned 180 hours 
with two burnouts. The first burned out 
after twenty-five hours and-the second 
after 140 hours. 

Mr. Chase believes that the cost of in- 
stallation is a little more than with arc 
lamps, but when the difference in the dis- 
tribution of light is compared, the, extra 
cost is not to be considered. The cost of 
installing sixty-two tungsten lamps and 
four arc lamps, including reconstruction 
of the old lines and one Fort Wayne 
twenty-five-light are regulator switch- 
board and transformer, and three-quarters 
of a mile of new line, was $2,252. While 


‘there was quite a little breakage in the 


first shipment of lamps, the supply com- 
pany made up this breakage in full. The 
campany has one lamp which has fallen 
twice to the ground, a distance of twelve 
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feet, and is still burning. This is a 
rather remarkable evidence of the present 
strength of the lamp and an indication 
of the future perfection that may be at- 
tained. | 

A. C. Marshall, general superintendent 
of the Port Huron Electric Light and 
Power Company, stated that shortly after 
the multiple tungsten lamps came on the 
market it became evident that there was 
a considerable demand for the new form 
of lamp. The company laid in a stock 
of sixty and 100-watt lamps and sold them 
at list price. The company also sold 
Holophane reflectors with each lamp, and 
recently the company’s customers are mak- 
ing quite a demand for the tungsten 
lamp, as a considerable reduction is found 
in the cost of lighting. Mr. Marshall 
thinks that from the present outlook it is 
going to be hard after a while to get 
enough new business to kecp offsetting 
the reduction in the old customers’ bills. 
The merchants are now lighting their 
whole stores for what it previously cost 
them to light the windows only. He does 
not think it practicable to recommend 
tungsten lamps for residence lighting. 

Alex Dow, vice-president and general 
manager of the Edison Illuminating Com- 
pany, of Detroit, suggested that anything 
that would reduce the cost of wiring the 
ordinary small residence should be looked 
into very carefully. The small house- 
holder is afraid of the cost of electric 
lights. At the same time the company 
can not afford to stand the expense of 
making such an installation purely for 
the return which may be made by the pur- 
chase of current. 

W. J. Trott, Michigan manager of the 
Fostoria Incandescent Lamp Company, 
described the recent improvements in 
tungsten lamps. 

Darwin D. Cody, of the Grand Rapids 
Electric Company, related some expe- 
riences with the tungsten lamp, his opin- 
ion being entirely favorable. 

F. T. Benson, manager of the tung- 
sten lamp department of the Chicago 
office of the General Electric Company, 
said that perhaps the new 250-watt tung- 
sten will in many cases take the place of 
the are lamp for street lighting. Experi- 


ments were being conducted with a view | 


of strengthening the filament, perhaps by 
alloying the tungsten with other metals. 
No definite statement concerning this 
matter could be made at this time. 

George D. Westover, manager and chief 
engineer of the Cadillac Water and Light 
Company, said he believed in going after 
the small-residence lighting consumer. 
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He has 300 customers on his books who 
do not earn wages exceeding $2 a day. 
These workmen are able to afford electric 
lights in their homes. He uses one trans- 
former in the centre of a block of houses. 
A meter is installed for each customer 
and the company gets from $9 to $15 
from each user of this class per year. 

The meeting was adjourned until 
Wednesday morning after a brief execu- 
tive session. 

On Tuesday evening Dr. C. P. Stein- 
metz delivered an interesting lecture on 
“Lightning Phenomena.” The lecture 
was illustrated with lantern slides and 
was enjoyed by a large numher of guests 
in addition to the official attendants at 
the convention. 

At the Wednesday morning session Dr. 
Steinmetz reviewed the development of 
electrical transmission systems during the 
past twenty-five years and made frequent 
references to the 100,000-volt line of the 
Grand Rapids-Muskegon Power Company. 

C. L. Crosby read a paper entitled 
“Campaigning for Power.” | 

Mr. Crosby holds that the first and 
most essential movement in dealing with 
the prospective customer is educational. 
The successful solicitor should understand 
steam engines, as in this way he is able 
to determine the actual effective power 
required, as well as the friction loss which 
might be excluded by the use of motors. 
Bv this means he may arrive at a verv 
close estimate of the cost of operation by 
electricity. It is necessary also that he be 
familiar with the operation and efficiencies 
of gas engines under different load con- 
ditions. In competing with gas engines, 
the solicitor will find that his prospective 
customer very seldom figures any cost 
other than the gas bills sent him each 
month, and here it is necessary that the 
electrical solicitor demonstrate in as im- 
pressive a way as possible the cost for 
lubrication, cooling water, repairs, at- 
tendance, etc. The solicitor should be able 
to furnish to the customer figures not only 
on the cost of service, but also on the 
cost of motors, wiring, etc. He should be 
able to lay out the most satisfactory 
method of driving the shop, at the same 
time avoiding the installation of more 
power than is necessary. He should 
know the tvpe of motor best suited for 
various types of machinery. The office 
should co-operate with the field force in 
handling customers. practising courtesy 
and attention with all inquirers. 

A. C. Harris read a paper entitled 
“Electric Power Installation in a Wood- 
Working Plant.” This paper described 
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particularly the electrical devices used by 
the Grand Rapids Hand Screw’ Company. 

Guy Lewis, manager of the Lewis 
Electric Company, of Grand Rapids, read 
a paper entitled “Ideal Relations Between 
the Central Stations and the Contractor.” 

Mr. Lewis is of the opinion that the 
central station should do no construction 
work except on very small jobs where it 
comes into close competition with the gas 
company. Central station solicitors 
should obtain house-wiring and other con- 
tracts and turn the work over to one of 
the local contractors. In return for this 
consideration the contractor should es- 
tablish a schedule of prices for wiring 
houses and other small buildings that will 
be equitable to all concerned. This 
schedule should be used by the central 
station solicitors in going after all work. 
The contractor should use his influence 
in every way to create satisfied customers 
for the central station. It will be possible 
for him to allay much criticism that is 
unjustly directed at the central station. 
The central station should show consider- 
ation for the contractor and supply dealer 
in giving the latter a list of prospective 
motor and apparatus customers, so that 
all might be a solicitor for the man who 
wants to distribute current. The central 
station should place itself in a position 
not to do anything to reduce the con- 
tractor’s profit, or in any way belittle him. 
The contractor therefore would have 
greater consideration for the central sta- 
tion, would exercise more care in the in- 
stallation of apparatus, and. reduce dis- 
satisfaction and irritation. | 

In the afternoon the ladies visited the 
Air Dome, and the gentlemen inspected 
the high-voltage transmission system of 
the Grand Rapids-Muskegon Power Com- 
pany. Visits were also made to the 
Grand Rapids Plaster Company’s plant, 
and to the plant of the Fox Typewriter 
Company. | 

The closing session was held on Thurs- 
day morning. A paper was read by A. J. 
Mott, entitled “Electric Heating De- 
vices,” 

Mr. Mott related the experience of a 
company in an eastern city where there 
was a good lighting load and a moderate 
day load of small motors. In its effort to 
increase the dav load the company ar- 
ranged for a kilowatt-hour rate of five 
cents to all persons who wired up sepa- 
rately for a complete kitchen outfit or 
luminous radiator, installing a separate 
meter, with a minimum rate of $1 per 
month. A demonstration was started in 
a large department store, this demonstra- 
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tion being advertised in the daily papers 
with fwl-Page annourtcemettts. The 
direct results of this demonstration were 
not satisfactory, although it later proved 
to have been a very good advertisement. 
It was decided to start a house-to-house 
eampaign, and a wagon and three boys 
were sent out, leaving a flat-iron in every 
other house or apartment. The wagon 
put out about twenty-five irons a day, and 
at the end of three weeks the company 
began to take them in again. On some 
days the company would collect twenty 
irons, and on other days none at all 
would come back. The avcrage showed 
that over twenty irons out of cach twenty- 
five were retained. Efforts were also 
made to install sewing-machine motors, 
percolators, water heaters and chafing 
dishes, and at the end of the summer 
campaign the company had out about 800 
electric flat-irons, nine complete cooking 
outfits, twenty percolators, thirteen lumi- 
nous radiators, thirty sewing-machine 
motors and thirty-five chafing dishes, be- 
cides a considerable number of water 
heaters and cigar lighters. The income 
amounted to $6 per year for each flat- 
iron, $48 per year for each kitchen out- 
fit, $12 per vear for each luminous radi- 
ator and $1 a year for each percolator and 
sewing-machine motor. The smaller 
articles, such as chafing dishes, hot-water 
heaters and cigar lighters, do not bring 
much income directly to the central sta- 
tion, but are good advertisements for the 
larger articles, from which an income can 
be derived. 


Charles O. Blackford read a paper en- 


titled “Electric Display Windows for 
Effectively Advertising Electricity.” 

Mr. Blackford thinks that many people 
do not realize the great number and 
beauty of the latest art-glass fixtures. A 
display of beautiful fixtures and portables 
in the window of the central station com- 
pany’s office proves to people the great 
opportunity offered to them for decorative 
purposes. Tf an electric company is suc- 
cessful in having beautiful and attractive 
displays, other merchants and dealers will 
comment on them, and they, too, will use 
something electrical in window trimming. 
The benefit received from such displays 
can scarcely be overestimated. because 
nearly everybody can use electrie power in 
some way. The advertising man and the 
window trimmer should work together. In 
electric window trimming it is almost im- 
perative to have motion, because electricity 
is energy. Something moving in the 
window will attract more attention and 
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receive more thought than anything beau- 
tiful and artistic. l 

Errett L. Callahan read a paper en- 
titled “Popularizing the Use of Elec- 
tricity.” 

This paper describes the way in which 
a good deal of profitable central station 
business can be secured by fitting up a 
proper equipment for demonstration pur- 
poses and carrying on a campaign to 
bring to the notice of prospective cus- 
tomers the advantages of electric service. 
The plans which have proved of value in 
a number of cases are outlined, and re- 
ports are given from a dozen cities 
throughout the country where very suc- 
cessful campaigns for increasing the use of 
electricity have been carried out. 

A paper was also read by John G. 
Gromberg, entitled “Electricity and the 
Fireless Cooker.” 

The following officers were elected : 

President, H. W. Hillman, Grand 
Rapids. | 

Vice-president, F. B. Spencer, She- 
boygan. 

Secretarv-treasurer, A. 
Port Huron. 


C. Marshall, 


A number of manufacturers of elec- 
trical devices made attractive displays, 
the Nernst Lamp Company making an 
exhibit of a full line of the new Westing- 
house-Nernst units. The many new fea- 
tures of these lamps, especially the screw 
burners and the wafer heaters, made an 
exhibit of unusual interest to the elec- 
trical men present. 

The Westinghouse Electric and Manu- 
facturing Company occupied a tastefully 
arranged hooth at the end of the main 
corridor at the Pantlind Hotel, adjoining 
the convention headquarters. 


—— 0M 


Report on Ventilation for the 
New York Subway. 


Bion J. Arnold, consulting engineer for 
the Publie Service Commission, has sub- 
mitted to that body a report on cooling 
and ventilating the subway. 

Mr. Arnold says the most available 
wavs of reducing the temperature are: 
First, refrigeration; second, cooling by 
water; third, blocking the automatic 
louvres open, and providing additional 
openings; fourth, frequent air changes by 
train movement and by the usc of a 
centre wall, dividing the north and south 
bound tracks. 

The report deseribes the four methods, 
and discards the first and second as being 
impracticable, under the circumstances, 
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and then makes the following recom- 
mendations : 

Block the present louvres open during 
the day, and allow them to operate at 


night when the fans are being run. Con- 


struct as many protected openings as prac- 
ticable between the subway and the strect. 
At the Fourteenth street and Grand Cen- 
tral stations install large dise fans to draw 


air from the street through the kiosks, 
and force this air in large volumes down 
upon and among the persons waiting for 
trains upon the platforms. Construct a 
solid, continuous division wall between 
the down-town and up-town express 
tracks, extending from the north end of 
Ninety-sixth street station to and includ- — 
ing Brooklyn Bridge station. For the 
purpose of demonstrating the feasibility 
of such a wall, it is suggested that the 
section extending south from the centre 
wall now at Thirty-third street station 
be constructed first far enough south 
to include the Fourteenth street station. 
At stations, the upper half of the wall 
to have vertically sliding counterweighted 
windows between columns. The cost of 
a four-inch terra-cotta brick wall between 
Ninety-sixth street and the Brooklyn 
Bridge should not he over $76,000, or 
$2.25 per running foot. The cost of a 
concrete wall in the same section should 
not be over $130,000, or $3.85 per run- 
ning foot. 

The commission will probably hold a 
conference with the Interborough repre- 
sentatives before acting upon Mr. 
Arnold’s recommendations, as the build- 
ing of a wall of the kind described would 
increase the bonded debt, and, therefore, 
the rental of the subway. 


— 0M 
The Electrical Equipment of 
the Ferndale Collieries, 


South Wales. 


The Ferndale Collieries are situated 
twenty miles north of Cardiff, Wales, in 
one of the Rhondda valleys. Thev include 
a series of pits dotted over some three 
miles along the bottom of the valley. 
Their vearly output amounts to nearly 
one and three-quarters millions tons and 
they employ about 6,500 men. In order 
to secure greater efficiency in the opera- 
tion of the many power-consuming appli- 
ances, the steam drive has been abandoned 
recently for the electric drive. A modern 
generating station has heen installed at 
Tylorstown, at the lower end of the series 
of pits, and power is distributed from it 
at 6,600 volts to transformer substations 
at the different pits. The power-house 
is a handsome steel and brick structure 
equipped with every modern appliance. 
It contains four water-tube boilers with 
superheaters, each capable of evaporating 
30,000 pounds of water an hour at 150 
pounds pressure and 150 degrees Fahren- 


— 
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heit superheat. Hach has underfeed 
mechanical stokers and operates under 
forced draft. A complete coal-handling 


svstem has been installed to take the coal. 


from the cars and deliver it to the bins, 
whence it is fed by gravity to the fur- 
naces. The water supply is pumped from 
one of the pits. The engine-house equip- 
ment consists of three Sulzer cross-com- 
pound engines, each rated at 2,500 horse- 
power and coupled to three Lahmeyer 
three-phase flywheel -type alternators, 
running at ninety-four revolutions a 
minute. ‘There are three cooling towers 
through which the water is circulated by 
pumps driven by sixty-horse-power induc- 
tion motors of the slip-ring type. The 
cooling towers are thirty-three feet in 
diameter and cighty-three feet high. The 
main generators are rated at 1,600 kilo- 
watts at eighty-five per cent: power-factor. 
The overload rating is twenty per cent for 
two hours, or thirty per cent for half an 
hour, Excitation is furnished by a steam- 
driven set of seventy kilowatts rating and 
a motor-generator booster set rated at 
120 kilowatts, which also charges the ex- 
citing battery. The battery can also be 
charged by the steam-driven set if neces- 
sary. The switch gear is arranged in 
three galleries at one end of the engine 
room. The operating gallery is the middle 
one and consists of a benchboard of three 
panels and a series of seven feeder pillars. 
The switch handles are of the loose type, 
mechanically coupled to the oil switches 
on the gallery below. The feeder pillars 
control three transmission lines, the sta- 
tion supply and the supplies to four of 
the pits. The distributing stations have, 
in genera], three floors. ‘The trans- 
formers are on the ground floor, the 
switches on the second and the lightning 
arresters on the third. ‘The potential is 
lowered here from 6,600 to 2,200. At the 
pits it is again lowered to 440 for motors 
and surface lighting. ‘Twenty-two hoist- 
Mg gears are being installed, driven by 
motors varying in rating from 200 to 50 
horse-power. These are of the main-and- 
tail type, driven mostly by slow-speed, 
single-reduction gears, though in some 
cases double-reduction gearing has been 
necessary. The speed is about six miles 
an hour. A flexible coupling between the 
motor and gearing absorbs the shock of 
starting. These gears have proved to be 
reliable and easy to control. The under- 
ground pumping is now done by motors 
driving three-throw and high-hft centrif- 
ugal pumps. At one pit an Ilgner hoist- 
Ing set has been installed which will raise 
1,800 tons of coal a day. The ventilating 
fans are driven by motors, as these furnish 
a most desirable load. In one case there 
; a Sirocco fan capable of handling 300,- 
00 cubic feet of air a minute, driven by 
two 300-horse-power motors, through 
„opes. Several similar, though smaller, 
ss are being installed. There is a com- 
piete telephone system connecting the 
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generating station with the switching and 
transformer stations. The various mine 
shops have also been converted to the elec- 
tric drive.—Electrical Review (London), 


July 31. 
——_—_-@-—__—_ 
The Michigan Central’s 
Detroit Tunnel. 


One of the largest and most important 
projects in railroad engineering now 
being carried on in this country, and of 
which very little has been publicly said 
and written, is the construction of the 
Michigan Central’s tunnel under the De- 
troit River at Detroit. At the present 
time it is about one-half completed; it 
is expected to be in operation by July, 
1909. 

Approximately one and one-half miles 
in length, exclusive of approaches, it will 
form the connecting link from Detroit to 
Windsor, Canada. Its cost is estimated 
at $15,000,000, to which must be added 
the cost of a new terminal at Detroit and 
the remodeling of the one at Windsor. 

The tunnel is being constructed by the 
engineering firm of Butler Brothers & 
Hoff, under the supervision of the Detroit 
‘Tunnel Company. 

The remarkable feature of the con- 
struction work is that it is being carried 
on according to lines entirely new. The 
old method of submarine tunnel con- 
struction—that of building the tube piece 
by piece under water by means of com- 
pressed air—has been entirely ignored. 
The method in use consists of building 
the sections at St. Clair, a point about 
twenty miles north of Detroit, and tow- 
ing them on barges to the point at which 
they are to be sunk. 

The sections are then permitted to fill 
with water and sink to a bed prepared 
for their reception. They are then united 
by divers by means of riveted flanges. 
This being done, the whole is enclosed in 
concrete, which solidifies and acts as a 
preservative against corrosion of the metal 
and protection against flooding. 

The water is then drawn out by siphons, 
and the end tube bulkheaded, after which 
nothing remains but the interior work, 
such as the laying of a concrete roadbed, 
the laying of rails and conduits, ete. 

The tubes, two in number, are laid side 
by side, one to accommodate westbound 
traffic, the other eastbound. The motive 
power will be electricity transmitted in 
much the same manner as that in use on 
the New York Central to White Plains. 

Officials of the Michigan Central are 
confident that the project will earn its 
cost several times over. In the first place, 
the road could never be considercd first- 
class in every particular until the present 
method of moving passengers and freight 
across the river—bv ferry—is abolished. 
The ferriage of trains now involves a de- 
lav of from thirty minutes to almost any- 
thing, depending upon the amount of ice 
which, during the winter, often clogs the 
river, 
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The 1908 Electric Lighting and 
INuminating Engineering 
- Number. 


The annual Electric Lighting and 
I]luminating Engineering Number of the 
ELECTRICAL REVIEW will be published 
September 12. This issue will be replete 
with interesting articles by the leading 
authorities in the electric lighting field, 
and will bring down to date authentic in- 
formation concerning the development of 
the electric lighting industry and the 
present-day ideas of illuminating engi- 
neers. Some of the leading articles al- 
ready scheduled are as follows: “Progress 
in Incandescent Lamp Development,” by 
the engineering department of the Na- 
tional Electric Lamp Association and the 
incandescent lamp engineers of the vari- 
ous interests manufacturing incandescent 
lamps; “The New Westinghouse-Nernst 
Lamps,” by Otto Foell, chief engineer of 
the Nernst Lamp Company ; “Progress of 
Cooper Hewitt Lamps,” by Dr. J. Polak; 
“The Kusel Colloid Lamp,” by Paul Mc- 
Junkin; “The Helion Lamp,” by Profes- 
sor H. C. Parker and W. G. Clark. 
Bassett Jones, Jr., contributes a masterly 
article treating in a philosophic vein the 
relations of the architect and the illu- 
minating engineer. This article is en- 
titled “The Illuminating Engineer as an 
Architectural Critic.” An article entitled 
“The Illuminating Engineer” is contrib- 
uted by Albert J. Marshall, chief illumi- 
nating engineer for the Bureau of I}lumi- 
nating Engineering, New York city. Our 
London correspondent, A. H. Bridge, 
whose symposium on English conditions, 
published last year, attracted so much at- 
tention, will contribute a review of the 
conditions in electric lighting and illumi- 
nating engineering in Great Britain. In 
addition there will be an unusually com- 
prehensive presentation of data concern- 
ing recent developments in flame arc 
lamps, tube lighting, the newer forms of 
incandescent units, carbon arc lamps, 
central station apparatus, and descriptive 
and illustrated matter concerning the 
manufacture of incandescent lamps. 

So great was the interest manifested 
in the first Electric Lighting and Illumi- 
nating Engineering Number,. published 
September 14, 1907, that although a 
greatly enlarged edition was printed, this 
was exhausted within a short time after 
the date of publication. In order to facili- 
tate the distribution of the 1908 edition, 
it is requested that those desiring extra 
copies will send in their orders to the 
office of the ELECTRICAL REVIEW at once. 
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INTERNATIONAL ASSOCIATION OF 
MUNICIPAL ELECTRICIANS. 


THIRTEENTH ANNUAL CONVENTION, HELD 
AT DETROIT, MICH., AUGUST 19-21. 


The thirteenth annual convention of 
the International Association of Munic- 


ipal Electricians was opened at the Hotel , 


Pontchartrain, Detroit, Mich., by Presi- 
dent R. A. Smith at noon on Wednesday, 
August 19. An address of welcome was 
delivered by Mayor William B. Thomp- 
son, and was responded to on behalf of 
the association by J. B. Yeakle, of Balti- 
more, Md. 

An address by Past-President Hatch 
closed the morning session. 

The afternoon session was opened at 
1.30 and the president, R. A. Smith, then 
delivered the presidential address and also 
read a paper on “The Moving-Picture 
Hazard.”. 

There is nothing of late years that has 
given the insurance companies more con- 
cern than the moving-picture business. 
The rural districts and small towns of 
many states are overrun with these shows, 
many of which are a menace to the com- 
munity owing to lack of observance of the 
rules of the National Code. Many of 
these shows use machines without maga- 
zine, booth or other approved mechanisms. 
In the light of what has happened, it 
seems criminal for those in authority to 
ignore these conditions. The National 
Code contains a rule, No. 65a, which, if 
followed to the letter, will eliminate the 
greatest danger, but there are many other 
precautions necessary, such as licensing 
the operatives of the machines, proper 
wiring, ample exits and red lights. Vari- 
ous interpretations have been put upon 
Rule 65a as regards the proper material 
for the fireproof booth. The rule plainly 
reads “fireproof material” and means 
“fireproof material’ such as will not warp 
when heated and will stand the wear and 
tear that booths are subjected to. Mr. 
Smith called attention to the rules and 
precautions taken by his city of Norfolk, 
Va. They are as follows: | 

“Whenever moving-picture machines 
are operated in any building or tent with- 
in the city limits, they shall be so located 
as not to obstruct the exits, aisles or pas- 
sages thereto, and shall be placed in 
a metal chamber of galvanized iron not 
less than No. 24 gauge, said chamber not 
to be smaller than six feet square by five 
and one-half feet high, inside measure- 
ment. There shall be an inner and outer 
wall with a two-inch air space between, 
for sides and top, all to be riveted to a 
substantial iron framework. There must 


ELECTRICAL REVIEW 


be a vent pipe not less than twelve inches 
in diameter run from metal chamber to 
a point outside building. Main dobdr must 


be hung by stout coiled spring hinges 


and swing outward; openings for lens 
and operator must not exceed ten inches 
by eight inches each, and have metal drop 
shutters running in metal grooves, 
shutters to be held open by light cotton 
strings passing across inner ceiling of 
booth, through side of booth to outside. 
All wiring in both to be in conduits; wir- 
ing for picture machine to be separate 
from lighting system; all exits to have 
large signs and red lanterns, burning 
sperm oil; not less than two five-gallon 
chemical extinguishers to be located near 
booth. All machines to be in charge of 
competent men who shall receive a cer- 
tificate from the Board of Control, said 
certificate to be good for only one year 
and revocable for cause.” 

Discussing this paper O’Hearn, of 
Cambridge, Mass., and Jerry Murphy, of 
Cleveland, both remarked that a larger 
part of the hazard from moving-picture 
machines was not that caused by elec- 
trical means, but resulted from causes 
entirely distinct. It would seem that 
the proper department to place the in- 
spection was the fire department. 

C. R. George, of Houston, Tex.; W. Y. 
Ellett, of Elmira, N. Y.; W. M. Petty, 
of Rutherford, N. J., and others com- 
mented upon the paper and agreed for the 
most part with the author. 

The first paper read and discussed at 
the second day’s session was that by W. 
M. Petty, of Rutherford, N. J., on “Bat- 
teries for Signaling Systems.” Mr. 
Petty reviewed the various types of cells 
used for signaling work and mentioned 
their advantages and disadvantages. The 
preparation of this paper was undertaken, 
primarily, to provoke discussion on the 
storage cell, which is, par excellence, the 
battery for the city electrician. It can 
be used for any kind of work, either open 
or closed circuit, and, with a minimum of 
care and expense, can be relied upon at 
all times to produce a steady flow of cur- 
rent. 

Of late years the greatest objection 
urged against the storage cell, that of the 
means for charging, has been removed, 
and every place, no matter how small, 
now has an electric light or power circuit 
available. Even those places where no 
direct current can be secured, can, by 
means of simple and efficient devices, con- 
vert the alternating current to direct, and 
thus charge the cells at a low cost, 

In investigating the storage battery 
when used for signaling work, Mr. Petty 
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finds by far the larger majority are the 
six-ampere-hour, two-plate type. The 
twelve-ampere-hour cell is also much in 
use and is increasing in popularity. 

With the latest type of switchboard 
made by the leading manufacturers of 
fire-alarm and police apparatus, the cells 
can be grouped so as to obtain the great- 
est advantages from the charging cur- 
rent, and they can be also controlled so 
as to render the operations almost auto- 
matic. 

The methods of charging range from 
direct current at 600 volts down to 110 
volts, and alternating current from 220 
volts and 110 volts, converting by means 
of motor-generator and rectifier sets down 
to four volts. 

The cost of maintenance varies widely. 
Out of the many systems examined by 
the writer, a large majority obtain the 
necessary current free of charge; others 
pay rates varying from five to fifteen cents 
per kilowatt-hour, making the average 
cost per cell vary from ten to fifty cents 
per annum. In places using alternating 
current the efficiency of conversion varies 
from twenty-five to sixty-five per cent. 

Mention was made of a plant the 
author had installed wherein he had used 
the mercury arc rectifier for charging the 
cells. This plant has been running since 
June, 1907, and has shown very satis- 
factory results. No trouble whatever has 
been experienced with it, and the cells 
are in every respect as good as when first 
installed. The prediction that some 


trouble and expense would be experienced 


in the operation of the tube has been 
proven a fallacy. As a matter of fact, 
the original tube, started June 15, 1907, 
is still in operation and shows no signs 
of failing. It has given over 1,100 hours’ 
service. This installation shows ane effi- 
ciency of sixty-two per cent and is run 
at about one-third the capacity of the 
rectifier. 

In the resulting discussion Jerry Mur- 
phy, A. C. Farrand, C. R. George, T. C. 
O’Hearn, C. P. Diehl and J. B. Bern- 
stein participated. 

The matter -of overcharging was 
touched upon, and it was shown that in 
the majority of cases overcharging is a 
very common practice. The life of the 
cells, even though they may be much 
overcharged, seemed to be in excess of 
six years and an instance where a cell had 
been in use for nine vears was mentioned. 

Jerry Murphy, of Cleveland, Ohio, then 
read a paper on “Police Telegraph Sys- 
tems.” This was a general paper intended 
to prove the value of such systems to the 
community, and not-taking up the ques- 
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tion technically. This side of the problem 
was, however, brought out in the discus- 
sion and it was shown in many cases that 
a combination of the telephone and tele- 


. graph was essential to a proper system. 


An elaborate paper on “Methods of 
Fault Location,” by J. B. Bernstein, illus- 
trated by diagrams and apparatus, was 
read and discussed. Mr. Bernstein re- 
viewed the various methods of testing by 
means of the many forms of Wheatstone 
bridge and gave simple instructions re- 
garding them. 

Mr. Petty, in opening the discussion, 
said that the thanks of the members were 
due Mr. Bernstein for his very practical 
paper. 

C. R. George’s paper, on “Electrical 
Equipment of a Fire Station,” described 
a system in use in the city of Houston, 
Tex. 

The third day’s session was devoted to 
committee reports and routine business. 

The chairmen of the various depait- 
ments of the organization submitted their 
reports, showing the progress that had 
been made during the year. 

A resolution was passed appointing a 
committee of three to report on the pro- 
posed action of the United States Post- 
Office Department regarding the painting 
red of mail boxes. This committee has 
power to enter a protest in the name of 
the association against such action on the 
ground that it would tend to cause con- 
fusion, red being the standard color for 
fire-alarm signal boxes. 

It was decided to hold the next conven- 
tion at Atlantic City, N. J. 

The secretary, F. P, Foster, was elected 
a life member in recognition of his excel- 
lent services to the association. 

Many entertainment features were pro- 
vided for the ladies and the members. 
The afternoon of Friday was spent on 
one of the river boats, with luncheon at 
the Casino through the courtesy of Game- 
well Company. 

) The election of officers resulted as fol- 
ows: 


- President—J. B. Yeakle, Baltimore, 
Md 

First vice-president—W. S, Devlin, 
New Castle, Pa. 

Second vice-president—H. C. Bundy, 
Watertown, N.Y.” 

Third Vice-president—F. A. Cambridge, 
Winnipeg, Manitoba. | | 

Fourth Vice-president—C. R. George, 
Houston, Tex. | 


a 
“eretary—Frank P. Foster, Corning 


’ 
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Treasurer—C, P. Diehl, Harrisburg, 
Pa. 
Executive committee—A. C. Farrand, 
Atlantic City, N. J.; C. A. Sundquist, 
Jamestown, N. Y.; L. L. Kingsbury, Bal- 


timore, Md.; C. F. Gall, Louisville, Ky.; | 


S. W. Manning, St. Paul, Minn.; T. C. 
O’Hearn, Cambridge, Mass.; R. A. Smith, 
Norfolk, Va.; William Crane, Erie, Pa.; 
John O’Brien, Fond du Lac, Wis. 

Finance > committee—Jerry Murphy, 
Cleveland, Ohio; A. L. Kittridge, New 
Haven, Ct.; A. L. Pierce, Wallingford, 
Ct. 

The following committees were also ap- 
pointed: Inspection—L. L. Kingsbury, 
R. A. Smith, T. C. O’Hearn. Police 
Signal—A. C. Farrand, Jerry Murphy, 
A. L. Kittridge. Fire Telegraph—C, F. 
Gall, S. W. Manning, H. C. Bundy. 
Electric Light—C. A. Sundquist, A. L. 
Pierce, F. A. Cambridge. Outside Con- 
struction—W. S. Devlin, William Crane, 
John O’Brien. 

Among those registered were the follow- 
ing: | 

W. A. Devlin, New Castle, Pa.; C. R. 
George, Houston, Tex.; A. C. Farrand, At- 
lantic City, N. J.; A. S. Hatch, Burnside, 
Ky.; R. A. Smith, Norfolk, Va.; F. P. Fos- 
ter, Corning, N. Y.; E. J. Hunt, New York 
city; L. L. Kingsbury, Baltimore, Md.; P. H. 
McMannus, Wilkesbarre, Pa.: C. F. Gall, 
Louisville, Ky.; A. C. Friend, Chicago, Ill.; 
R. C. Smith, New York city; R. J. Thorne, 
Chicago, Ill.; M. J. Donoghue, Niagara Falls, 
N. Y.; W. F. Wills, Niagara Falls, N. Y.; 
A. L. McKittridge, New Haven, Conn.; A. J. 
Bell, New Rochelle, N. Y.; H. C. Bundy, 
Walkertown, N. Y.; W. L. Kent, Lynchburg, 
Va.; C. P. Diehl, Harrisburg, Pa.; C. G. 
Sundquist, Jamestown, N. Y.; P. J. Kern, 
Louisville, Ky.; William Crane, Erie, Pa.; 
J. B. Diller, Memphis, Tenn.: Ira B. Yeakle, 
Baltimore, Md.; Anna Veath, Youngstown, 
Ohio; John Berry, Indianapolis, Ind.; Adam 
Bosch and Mrs. Bosch, Newark, N. J.; B. 
Darrow, Cincinnati, Ohio; S. W. Manning, 
St. Paul, Minn.; John O’Brien, Fond du Lac, 
Wis.; F. E. Stover, Chicago, Ill.; J. H. War- 
ren, New Brunswick, N. J.: J. B. Bern- 
stein, Philadelphia, Pa.; J. O. Dormer, Chi- 
cago, Ill.; J. E. Clark, Rutherford, N. J.; 
J. W. Whaling, Chicago, Ill.; J. B. Yeakle, 
Baltimore, Md.; J. C. Craig and Mrs. Craig, 
Foronto, Ontario; Mrs. J. L. Simpson, Wash- 
ington, D. C.; C. S. Downs and wife, Al- 
toona, Pa.; N. M. Loomis, Akron, Ohio: E. J. 
Loomis, Allegheny, Pa.: Ambrose Perkins, 
Youngstown, Ohio; W. M. Petty, Rutherford, 
N. J.; Mrs. P. Gykern, Louisville, Ky.: Mrs. 
C. Hall, Knoxville, Tenn.: Mrs. W. M. Crane, 
Erie, Pa.; Mrs. J. Bell, New Rochelle, N. Y.; 
Flora E. Hatch Detroit, Mich.; Mrs. A. Per- 
kins, Youngstown, Ohio; Mrs. F. Quimby, 
Youngstown, Ohio; Fred Quimby, Youngs- 
town, Ohio; Albert Murphy, Cleveland, Ohio: 
Edward Murphy, Cleveland, Ohio; Jerry 
Murphy, Cleveland, Ohio; F. A. Cambridge, 
Winnipeg, Manitoba; W. Y. Ellett, Elmira, 
N. Y.; T. C. O'Hearn, Cambridge, Mass.; 
Charles S. McCoskar, Mobile, Ala.; H. A. 
Bowen, Cleveland, Ohio; Mrs. A. J. Cowles, 
Detroit, Mich.; Lucy Peterson, Detroit, 
Mich.; J. W. Brooke, Cleveland. Ohio; Miss 
M. Buckley, Brooklyn, N. Y.; Miss K. Buck- 
ley, Brooklyn, N. Y.; Miss Stella Buckley, 
Brooklyn, N. Y.; F. B. Mistrosky, Detroit, 
Mich.; Ion Simonds, Charleston, S. C.; J. B. 
McCarthy, Detroit, Mich.; A. E. Braddell, 
Chicago, Ill.; S. C. Harvey, Chicago, Ill. 
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The following companies had exhibits: 

Stanley & Patterson, New York city— 
Wireless battery holders, “Faraday” bells, 
ete. 

Hartford Time Switch Company, Hart- 
ford, Ct.—Hartford time switches. 

De Veau Telephone Manufacturing 
Company, New York city—Switchless 
telephones, ete. 

Gamewell Fire Alarm Telegraph Com- 
pany, New York city—Successive fire- 
alarm boxes, punching registers. 

Duplex Metals Company, New York 
city—“Monnot” copper-clad steel wire. 

Leeds & Northrop Company, Philadel- 
phia, Pa.—Electrical measuring instru- 
ments. 

P. R. Manufacturing Company, Detroit, 
Mich.—Electric bells, ete. 

Frank B. Cook, Chicago, Ill.—Tele- 
phone protection apparatus, 

Corwin Telephone Manufacturing Com- 
pany, Chicago, Ill—Telephone apparatus. 

Gould Storage Battery Company, New 
York city—Storage batteries for signal- 
ing systems, 


—_——__«@<- à 
Reorganization of the Mo- 
hawk Valley Company. 


The Public Service Commission, Second 
District, has passed upon the preliminary 
applications in the financial reorganiza- 
tion plan of the Mohawk Valley Com- 
pany, the holding company of the so- 
called Vanderbilt or Andrews syndicate 
electric railroad and lighting properties. 

Prior to the enactment of the Public 
Service Commissions law the Mohawk 
Valley Company could lawfully acquire 
and hold stock of railroad and lighting 
companies to an unlimited amount. Its 
operations have been conducted upon the 
assumption that this right continued in 
the control and management of the com- 
panies in which it owns a majority of the 
stock and the financing has been carried 
on upon this assumption. 

Section 54 of the Public Service Com- 
missions law provides that where stock 
shall be transferred or held for the pur- 
pose of collateral security, no stock cor- 
poration of any description, domestic or 
foreign, other than a railroad corporation 
or street railroad corporation, shall pur- 
chase or acquire, take or hold, more than 
ten per centum of the total capital stock 
issued by any railroad corporation or 
street railroad corporation, or any other 
common carrier, 

Under this provision of statute the 
Mohawk Valley Company was required to 
change its method of financing, and it has 
been found necessary to devise other meas- 
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ures for the handling of its property. An 
extensive scheme of reorganization, which 
involves a series of applications to the 
commission, has been worked out. The 
plan involves a series of complicated 
changes in the handling of stocks and the 
amount thereof of the various companies 
concerned in the transaction. 

The essential feature of the plan when 
it is entirely consummated is that there 
shall be no more securities afloat than 
now and that there shall have been ac- 
complished no increased issue of stocks 
The end to be attained is a 
change in the ownership of stocks so that 
the financial operations of the various 
companies may be placed in harmony 
with the existing law. The whole scheme 
has been informally submitted to the com- 
mission for its opinion. 

The companies in which the Mohawk 
Valley Company is interested and its 
holdings are as follows: 


or bonds. 


Amount Mohawk Co. 
Name of Company. Out- Valley Owns 
Standing Amount. per ct. 
Utica & Mohawk Valley 

Railway Co. ............ $7,500,000 $7,500,000 100.00 
Oneida Railway Co....... *1,9238,000 1,922,70u 99.98 
Syracuse R. T. Railway 

Be EEE E E E $3,918,071 2.317,500 59.14 
Rochester & Eastern Rap. 

id Railway Co........... 1,500,000 1.500.000 100.00 
Schenectady Railway Co.. 4100000 2,050,000 50.00 
Rochester Elec Railway 

O ai aes SON 200,000 178,900 36.9% 
Rochester & Suburban 

Railway Co ............ 420,000 400,800 95.42 
Rochester & Sodus Bay 

navey CO TE eue scenes 1,850,000 1,100,000 50.45 
Ontario Light & Traction 

CO areas ee was or 100,000 100,000 100 00 
Rochester Railway Co.... 6,000,000 08 
Rochester Railway & 

Light Co............ 9,498,860 7,638,900 80.41 
Canandaigua Railway & 

Light C 50,000 20,550 41.00 


Gas Light Co...... NOF 
Eastern Monroe Electric 
Light & Gas Co.......... 250,000 250,000 


* $77,000 owned by Oneida Railway Co 
a t $81 928.36 owned by Syracuse Rapid Transit Railway 
o 


100 00 


The net result of the changes involved 
is that instead of owning the surrendered 
capital stock of the Mohawk Valley Com- 
pany the New York Central & Hudson 
River Railroad Company will be the owner 
of stocks to the amount of $10,230,480, 
and that instead of holding the indebted- 
ness against the Mohawk Valley Company 
of $4,500,000, it would be the owner of 
the capital stock of the Rochester Railway 
Company of the par value of $2,998,700 
and of the assumed value of $4,500,000. 
This action is approved, the commission 
insisting that it must, “however, be clearly 
understood that this action of the com- 
mission is not to be construed as an un- 
qualified approval of the results to which 
it assents. The commission finds itself 
confronted with a situation arising out of 
a change of law. That change of law 
compels a change of corporate relations. 
To some change it must assent in order 
to preserve properties under its supervi- 
sion in a condition to meet the publie re- 
quirements which they were created to 


ee i. ae 
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serve. It deems that wise policy and a 
just regard both for the public and private 
interests involved require it to authorize 
that course which within the law best 
mects the exigencies of the situation, al- 
though it might be as an original proposi- 
tion disconnected from existing invest- 
ments, legal at the time they were made, 
it would unhesitatingly stamp that course 
with its disapproval. The new restric- 
tions upon corporate dealings should be 
applied to existing investments with sense 
and judgment, and that has been the en- 
deavor in this case.” 

The application of the Rochester & 
Eastern Railway Company is for the con- 
sent of this commission to increase its 
capital stock from the sum of $1,500,000 
to $15,290,200, thus making an increase 
in the amount of its common capital stock 
in the sum of $13,790,200. 

There is nothing in the present condi- 
tion of this company, if it be considered 
by itself, which demands for the purposes 
of its successful operation as a railroad 
that its capital stock be increased. For 
reasons it has been selected, however, as 
a company which shall become the owner 
and holder of certain other railroad 
stocks which must be placed somewhere 
under the proposed scheme relative to the 
holdings of the Mohawk Valley Company. 
This application is granted. 

The next step is to be as follows: The 
consolidating company succeeding to the 
Rochester & Eastern Rapid Railway Com- 
pany would be the owner of the total cap- 
ital stock of the Oneida Railroad Company 
and the Utica & Mohawk Valley Railroad 
Company, except the amount of $300 of 
the Oneida Railway Company, which it is 
proposed to acquire. Upon the acquisi- 
tion of this stock by the consolidated com- 
pany, it then being the owner of the total 
capital stock of the two companies, it is 
proposed to merge the same with the con- 
solidation, pursuant to the provisions of 
the statute in that behalf, and thus ex- 
tinguish the two companies and reduce the 
number of companies to three, namely, 
Schenectady, Syracuse Rapid Transit and 
the Consolidated. 

This completes the series of operations 
definitely projected, although it is clearly 
understood that these applications are 
granted upon the express understanding 
that it is contemplated by the applicants 
to consolidate and merge the companies, 


and to place a general refunding mort- 


gage upon the property of the consolidated 
company, and that these applications are 
granted for the express purpose of bring- 
ing about the final results as indicated, 
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“The comniission grants these applica- 
tions in view of all the reasons presented 
to it in connection with the entire series 
of transactions. It might hesitate se- 
riously to grant these applications were 
the proceedings to stop with them and 
nothing further be done. It realizes that 
it has no powers to compel the consolida- 
tion or the merger, and that these acts 
will take place depends upon the good 
faith of the parties, which is pledged to the 
same, and of which pledge these remarks 
are to remain as the evidence.” Upon 
the theory that this is the proper way in 
which to handle the financial operations 
of all the consolidated companies, it is be- 
lieved that a better market can be found 
for bonds which are secured by all of the 
properties than for bonds which have a 
security upon the property of one com- 
pany alone. 

The opinion written by Chairman Ste- 
vens holds: 

1. That the situation of all the com- 
panies involved justified and required a 
change in the stock holdings. 

2. That the change in the law com- 
pelled a change in the corporate relations. 

3. That wise policy and a just regard 
for both the public and private interests 
affected required the commission to au- 
thorize such reorganization as within the 
law best meets the exigencies of the situa- 
tion, although the results may be such 
that as an original proposition discon- 
nected from existing investments, legal at 
the time they were made, it would un- 
hesitatingly stamp them with its disap- 
proval. 

4. In any inquiry into the rates and 
charges of a publie service corporation, 
that portion of its capital stock issued for 
the purpose of owning and holding the 
stocks of other corporations is not a factor 
to be considered. Upon such an inquiry 
if the capital stock of the corporation is 
an element to be considered, only that 
portion of the capital stock which may be 
said to represent the property operated is 
entitled to be regarded. 

d. Capital stock will not be permitted 
to issue for the purchase of the stock of 
other corporations unless the stock to be 
purchased has a value substantially equal 
to the par value of the stock to be is- 
sued. The protection of ignorant or im- 
provident persons against stock issues rep- 
resenting fictitious values requires this 
rule. 

The Character of Corporate Stocks Dis- 
cussed—Thev are considered to be evi- 
dence of right to an aliquot part of the 
corporate assets upon final dissolution and 
division and of the right to the same part 
of any dividend which may be declared. 
The so-called par value furnishes no in- 
dication of the true value of the property 
to which the stocks are mere evidences of 
title or the dividend-earning power of the 
same, - 
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THE TEST-METER METHOD OF TEST- 
ING SERVICE METERS-III. 


BY JOSEPH B. BAKER. 


—_—— 


THE MOWBRAY TEST METER, PRESENT 
FORM—-GENERAL FEATURES. 


The Mowbray test meter is now made 
in improved form in both direct-current 
and alternating-current types.’ 

The improvements consist in a refine- 
ment of the device described in the pre- 
ceding article whereby the “sight method” 
of reading the test meter is simplified 
and facilitated; in better arrangements 
for making connections and for starting 
and stépping the test meter; and in 
superior flexibility, portability and gen- 
eral handiness of the test meter as a 
whole. | 

The construction and operation of this 
type are based on the. alternative method 
of testing referred to in the preceding 
article, in which readings of a pointer 
and scale attached to the test meter are 
compared with a determined number of 
revolutions of the consumer’s meter under 
test. By the simple plan of starting and 
stopping the test meter electrically, how- 
ever, it is made practicable for a single 
observer to perform the tests, instead of 
requiring a tester and a helper as in the 
use of the earlier type. 

Fig. 3 is a general view of the latest 
type of Mowbray direct-current test 
meter, and Fig. 4 is a diagram of the 
potential circuit and of the methods of 
making running and heating connections. 

- THE DIRECT-CURRENT TEST METER. 

‘The direct-current test meter consists 
of-a. modified, inverted commutator meter 
having two potential circuits and a com- 
posite field-winding, and a diamond cup- 
Jewel step bearing and sapphire ring-stone 
lop bearing, and is mounted in a carrying 
case, with soft rubber cushions to absorb 
vibration. 


Mr. Mowbray states that the composite 
field-winding in the present form of test 
meter js designed to facilitate the accurate 
adjustment of the ratio between the wind- 
Ings by arranging’ the individual. coils so 
as to make energy field (as a whole) 
of the same mean diameter, or in other 
words bring the average distance of the 
ns in each field of the composite wind- 
Ing the same distance from the armature 
as the average distance of the turns of 
every other field. In the 1902 form of 
ee winding, in which each pair of 
u's constituting a field was symmetric- 
lie aiiora anata ae ea 
with i designed with T, fifteen and 10-ampere current 

test meter filtrate aeiy cycles. The direct-cur- 
sixteen and eighty-ampere Cue e cole toe mis and 
Alternating-current and direct-current test 


aleo mad A the above current capacities are 
ten and thirty-am on oe meter with one, three, 
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ally arranged (one on either side of the 
armature) with the smaller-wire coils on 
the outside, it was a matter of lengthy 
experiment to determine the right number 
of additional ampere-turns to add to the 
outside coils in order to compensate for 


Fie. 3.—LATEst TYPE oF MowsBray DIRECT- 
CURRENT TEST METER. 


the greater mean distance of this coil 
from the armature. In the present form 
the mean diameter of the two coils con- 
stituting each field is made equal to the 
mean diameter of the entire composite 
winding, by making one of the two coils 


I 
IT 

Toline, 115 volts. 
LIT C 


Jaaa ~- 
o line, 230 v. 


Fic. 4.—DIAGRAM OF POTENTIAL CIRCUIT AND 
METHOD oF MAKING RUNNING AND HEATING 
CONNECTION. 


smaller in diameter and the other an 
equal amount larger in diameter, than this 
mean. Thus, in a composite winding con- 
sisting of one-ampere, four-ampere, six- 
teen-ampere and eighty-ampere fields, the 
group of coils on one side of the armature 
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would consist of an cighty-ampere coil 
(innermost) having a sixteen-ampere 
coil wound over it, then a four-ampere 
coil, and lastly (outside of these three) a 
one-ampere coil; whereas the group of 
coils on the other side of the armature, in 
order from innermost to outermost, would 
consist of one-ampere, four-ampere, six- 
teen-ampere and eighty-ampere coils. 

Another feature of the present com- 
posite field-winding is that the available 
wire is used to best advantage by includ- 
ing the coarser coils in circuit with the 
finer ones in progressing from the high- 
est-value field to the lowest. Thus, in the 
four-field test meter referred to the 
eighty-ampere field consists of the one 
pair of ecightv-ampere coils already de- 
scribed, viz., the innermost coil of the 
group on one side of the armature and the 
outermost coil of the group on the other 
side; but the sixteen-ampere field would 
include not only the pair of sixteen-am- 
pere coils but also (in series therewith) 
the pair of eighty-ampere coils; the four- 
ampere field would comprise the four-am- 
pere, sixteen-ampere and _ eighty-ampere 
coils, and the one-ampere field the one- 
ampere, four-ampere, sixteen-ampere and 
cighty-ampere coils. 

The preceding arrangement, which ob- 
viously occupies the minimum amount of 
space for a given field strength, super- 
seded a bulkier and more complicated 
form of composite field-winding compris- 
ing eighty-ampere, twenty-ampere, four- 
ampere and one-ampere “scales” in which 
a commutating switch, mounted on an in- 
sulating drum and operated by a knurled 
knob, was used to make the different 
combinations. The test meter illustrated 
in Fig. 5 and Fig. 6 is equipped: with this 
arrangement and also with the telephone 
device described in the preceding article. 
The eightv-ampere scale was cut in, on 
this switch, by connecting four twenty- 
ampere coils in parallel, and the twenty- 
ampere scale by connecting these coils in 
series; and the four-ampere scale was cut 
in by connecting four one-ampere coils 
in parallel, and the one-ampere scale by 
connecting these one-ampere coils in 
series. 

In some of the Mowbray test meters 
a brass upper bearing was used. The 
bearing hole was countersunk at the lower 
end of the bearing plug, to prevent the 
shoulder of the meter shaft from battering 
the plug—as bv the up-and-down motion 
of the rotating element in carrying the 
test meter in an inverted position (see 
Fig. 2')—in such a way as to cause bind- 
ing on the shaft. Modern test meters of 
the type exemplified in Fig. 3 and Fig. 
6 are carried right side up and have a 
“locking device” for keeping the rotating 
clement out of contact with the jewel in 
transportation. 


The case is provided with a hard rubber 
top on which are mounted binding-post 
terminals of the various field and potential 
windings to facilitate making the various 
warming-up and running connections, to- 
~ 1 Page 286, Vol. 53, No. 7. 
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gether with a pair of knurled heads for 
adjusting the friction-compensating coil 
without removing the meter from the case, 
and a small level. ‘The usual meter regis- 
ter is omitted and a horizontal “dial,” 
which is observed through a window in the 
hard-rubber top, is provided instead. The 
dial consists of a large circular scale, 
divided into 100 scale divisions, swept by 
a pointer fixed to the upper end of the 
meter shaft, and a smaller circular scale 
having ten scale divisions and with a 
pointer geared to the shaft in the ratio of 
10 to 1, so that for every revolution of 
the pointer on the large scale the pointer 
on the small scale moves through one scale 
division... In the lower part of the case is 
located a small window for observing the 
condition of the commutator. In the form 
illustrated the meter itself is not equipped 
with a switch for starting and stopping, 
this switch being inserted in the current 
leads. 

This direct-current test meter is claimed 
to possess an exceedingly high torque— 
about double that of an ordinary small 
consumer’s meter—secured by increasing 
the number of turns in both the field and 
armature windings, and by omitting from 
the 115-volt potential circuit the usual 
series resistance and applying the total 
voltage direct to the armature and friction 
compensating coil in series. 


THE ALTERNATING-CURRENT TEST METER. 


A recent type of alternating-current test 
meter consists of a modified induction 
meter mounted in a carrying case and 
equipped with many of the general fea- 
tures of the direct-current test meter. In 
the hard-rubber top are current and poten- 
tial binding-posts, a single knurled 
switch for adapting the potential circuit 
for 115 to 230 volts, a small level, a push- 
button switch for starting and stopping 
the meter by closing and opening the po- 
tential circuit, and the window for ob- 
serving the dial. 


Testing with the present form of test 


meter, of either the direct-current or al- 
ternating-current type, requires only one 
man, because the test meter, which is used 
after the manner of a stop-watch, consti- 
tutes the only piece of test apparatus used. 
The starting and stopping, however, are 
not accomplished mechanically, as in a 
stop-watch, but electrically by means of 
the switch, which throws the test meter in 
or out of circuit. After making the 
necessary connections to the service wires 
at the consumer’s meter the test meter is 


1 geo also per entitled “A New Rotative Test 
Meter.” by W. J. Mowbray, read before the Association 
of Edison Illuminating Companies at the Lake Cham- 
plain convention. September 12-14, 1906. 
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simply switehed into circuit during the 
time required by the consumer’s meter to 
make a determined number of revolutions, 
noted in the usual way by observing a 
mark on the dise, and out of circuit again 
at the end of this interval. The switch- 
ing is effected in the direct-current type 


~ -a 


Fıc. 5.—MOWBRAY ALTERNATING-CURRENT 
TEST METER. 


by cutting in the series ficlds on the load, 
and in the alternating-current type by 
closing the potential circuit across the 
voltage. Obviously no appreciable net 
error is introduced by this start-and-stop 
method of comparing the test meter with 


r 


Fic. 6.—MOWBRAY ALTERNATING-CURRENT 
TEsT METER. 


the consumer’s meter, as the lag of the 
disc in starting, due to its inertia, when 
the test-meter switch is thrown on is com- 
pensated for by the overrunning of the 
disc, restrained by the braking magnets, 
after the switch is thrown off. 
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In the direct-current test meter, normal 
running temperature (and consequent ac- 
curacy) is reached by the application of 
double voltage to the test-meter potential 
circuits in series, or of normal voltage to the 
potential circuits in parallel, for a period 
of two and one-half minutes. This increased 
time, as compared with the one and one- 
half minutes required for the armature of 
the first model to heat, is due to the fact 
that the new model armature is specially 
wound with a much greater number of 
turns, In the diagram of Fig. 4, I shows 
the connections for heating the 115-volt 
circuit in two and one-half minutes on 
115 volts; II, the connections for heating 
the 115-volt circuit in two and one-half 
minutes on 230 volts; III, the 115-volt 
running connections, and IV, the 230-volt. 
running connections. Normal voltage is. 
then applied and the potential circuit is 
allowed to remain undisturbed until the 
completion of the test, as any interruption 
of this circuit would allow it to cool down 
and render the test meter for the time in- 
accurate. For this reason the operating 
switch of the direct-current test meter is, 
as already stated, located in the current 
circuit (see Fig. 3). The operating 
switch is constructed so as to cut the field 
windings in and out without at any time 
opening the main circuit or causing arc- 
ing. 

In the alternating-current test meter 
the operating switch is, as already stated, 
in the potenttal circuit. The fact that 
voltage is not applied all of the time 
causes no inaccuracy because, as in ordi- 
nary induction meters, the temperature 
and resistance, and hence the accuracy, 
vary but slightly with respect to the length 
of time that the voltage is applied. 


- = @ + 


Electrical Supplies for the 
Navy Department. 


The Bureau of Supplies and Accounts 
will open bids in Washington, D. C., on 
September 1 for two sets of wireless tele- 
phones for delivery at Brooklyn, N. Y.; 
for miscellaneous rubber-insulated cable 
for delivery at Washington, D. C.; for 
6,450 feet of telephone cable for delivery 
at Boston, Mass. On September 8, for 
100,000 feet of ship lighting cable, for 
delivery at Brooklyn, N. Y.; for mis- 
cellaneous electrical supplies for delivery 
at Boston, Mass. On September 15, for 
800 feet of rubber-insulated cable, 6,600 . 
conduit clamps and six transformers for 
delivery at Mare Island, Cal. 
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RAIL CORRUGATION.' 
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BY PROFESSOR O. A. CARUS-WILSON. 


It will not be necessary for me to spend 
time in giving any general account of 
rail corrugation; the phenomenon is, un- 
fortunately, only too well known to all 
those interested in tramways. I will 
therefore begin by asking you to consider 
certain facts which may throw light on 
the vexed question as to how corruga- 
tions are formed. 

You have no doubt observed that corru- 
gations on grooved rails are very often 
accompanied by a cutting of the check of 
the rail immediately opposite. This is 
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Fie, 1.—NEw WHEELS AND RAILS. 


especially noticeable on curves, where the 
centrifugal force has made the inner 
flange bear against the inner check, the 
corrugations being on the outer rail. But 
the same kind of check-cutting is found 
on the straight, where the car has been 
bearing over on one side or the other, the 
corrugations appearing on the rail im- 
mediately opposite the one whose check 
is cut. Speaking generally, it may be 
said that, with some exceptions, to which 
I will allude later on, corrugation is ac- 
companied by a cutting of the check of 
the opposite rail. ; 

When wheels and rails are new there is 
a clearance, generally of about one-quar- 
ter inch, between the flange and the check 
on both sides, as shown in Fig. 1, which 
represents the normal position of the 
flange in the groove on each side when 
new. Any side pressure on straight or 
curve is then taken by the throat of the 
flange bearing on the head of the rail. 
The flange can not come in contact with 
the check until considerable wear has 
taken place. Fig. 2, taken from a cast 
of an actual tire, shows how the flange 
bears against the check when the flange 
has worn sufficiently. Such instances of 
check-cut tires are very common. 
I do not now propose to pursue the 
Important inquiry as to how this wear is 
brought about, as this would involve a 


1 
tneecture delivered before the Tramway Congress at 


heo-British Exhibition, July 10. 1908. 
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wear; but, taking the fact that check- 
cutting generally accompanies corruga- 
tion, to consider the question as to the 
possible connection between the two. The 
answer to this question depends upon the 
solution of a very much wider question, 
viz., When a wheel rolls upon a flange how 


is the motion affected by the grinding of 


the flange against the head of the rail? 
With a view to investigating this matter 
I have constructed a model which con- 
sists of a four-wheel truck with brass 
wheels two and one-half inches diameter, 
whose centres are four and one-quarter 
inches apart. There is an equalizer sus- 
pension by which a weight, hung from a 


Fic, 2.—SHOwING WORN FLANGE BEARING 
AGAINST CHECK. 


central support, is distributed equally 
over the four wheels. One wheel on each 
axle is keyed to the shaft, the other 
being a loose wheel held in place by a 
sleeve. ‘I'he left of these loose wheels 
has its sleeve slotted to correspond with 
a slot in the end of the axle; into 
this slot can be placed a plate or coupler 
which at the same time fits into a stud 
in the rim of the wheel. When the coupler 
is fixed in position the wheel is thus 
coupled to the axle. Different couplers 
may be used, some being rigid and 
some of the nature of a stiff spring. 
There is a mark on the rim of the 
coupled wheel which may be set op- 
posite to any required point on the rail. 
The track consists of brass rails, three-s1x- 
teenths inch wide and three feet long, set 
to a gauge of three and nine-sixteenths 
inches, with a space between them to 
admit of the passage of the suspension for 
the weight. 

The truck is first loaded with a weight 
of fourteen pounds, a rigid coupler in- 
serted in the loose wheel, and the mark 
set opposite a point A at the right-hand 
end of the track. The truck is then gently 
pushed from behind and made to travel 
over the track until the wheel has made 
three complete revolutions and the mark 
has met the rail at a point B. The dis- 
tance AB then represents a pure roll equal 
to three times the circumference of the 


wheel. The truck is taken back and the 
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mark placed opposite point A as before. 
If the flange of the coupled wheel is now 
pressed hard against the rail while the 
truck is made to travel forward, it is 
found that the mark will meet the rail at 
a point C which lies beyond point B, the 
distance BC being about two per cent of 
AC. Owing to the side pressure the flange 
bites the rail on a line of contact whose 
diameter is greater than that of the tread 
of the wheel; the wheel tends to run on 
this line of contact, and the tread is forced 
to skid on the head of the rail in conse- 
quence. The result is that the motion is 
a combined roll and skid, the distance AB 
representing roll and BC representing 
skid. The skidding, however, is continu- 
ous, and for any part of AC covered, say 
the hundredth of an inch, the same pro- 
portion, viz., two per cent. is skid. The 
two wheels, being rigid on one side, both 
skid an equal amount. 

It thus appears that when the flange is 
forced against the side of the rail the 
wheels are made to skid a certain per- 
centage of the distance traveled. Having 
ascertained this fact, the next step was 
to find out whether any such skidding 
took place on an actual tramway track. 
For this purpose I conducted a series 
of tests at Croydon on a car placed at 
my disposal by T. B. Goodyer, general 
manager of the Croydon Corporation 
Tramways. 

The car selected for the tests was a 
four-wheel double-deck car with Mountain 
& Gibson truck equipped with two West-- 
inghouse No. 200 motors, weighing, with 
five passengers, 7.8 tons. The truck had a 
wheel base of six feet, with British 
Griffin chilled-iron wheels. A bicycle gear- 
wheel with sixty-eight teeth was fixed on 
one of the axles and connected by a chain- 
drive to a spur-wheel with fourteen teeth 
secured on the floor of the car. A Hard- 
ing speed counter was attached to the 
spur-wheel, by which the revolutions of 
the axle could be measured. The circum- 
ference of each wheel on this axle was 
measured with a steel tape, and checked 
by calipering, the result being exactly 
ninety-five and three-quarters inches in 
each case, the two wheels having the same 
diameter. 

A section of straight and nearly level 
track was chosen on the road between 
Croydon and Purley. There are here two 
lines of rails, badly corrugated for the 
greater part of the distance. The track 
is of standard gauge with macadam sides, 
and the rails, weighing ninety-five pounds 
per yard, are laid on a six-inch bed of 
concrete. Two trolley poles, about half 


312 


a mile apart, were selected, and the dis- 
tance between them chained and found 
to be 2,597 feet. If this distance were 
covered by simple rolling the counter 
would make 1,581 revolutions. The 
method of test was as follows: One ob- 
server was told off to take charge of the 
counter, a second to take the time and 
a third to call the start and the stop. 
The car was started up some distance be- 
hind the first pole, which it passed at 
full speed; at the moment of passing the 
third observer gave a signal; the time was 
taken and the counter inserted in the spur- 
wheel. The car covered the distance at 
constant speed without slowing down; on 
passing the second pole, at a given signal 
the time was taken and the counter with- 
drawn. The car was then brought to rest 
- beyond the second pole and was changed 
over to the up track, when the same proc- 
ess was repeated in the reverse direction. 
The slight difference of level resulted in 
the up journey being made at a rather 
higher speed than the down journey. Two 
trips were made each way with the track 
very dry, and two trips each way after a 
heavy rainstorm, the track being then 
very wet, but not greasy. The results are 
given in the following table: 

Skid in Mean 

| Speed 


Mean | Skid in a 
Cent of | Miles 


| Con- 
‘dition | Counter | Counter 
of Revolu- | Revolu 


Distance er 

Peace. tions. tions. Covered. CUE: 

Down trip) Dry. | 1,516 65 4.1 11.2 

Down trip! Wet. | 1,585 2.9 11 

Up trip...) Dry. 1,622 59 8.7 14.4 
1,547 34 2.1 


From these experiments it appeared 
that when a car travels along a tramway 
track the wheels skid upon the head of the 
rails in the same way as they do in the 
model. 

It remained to be seen in what way the 
skidding, which had been shown to take 
place, could produce corrugation. For 
this purpose further experiments were 
made on the model. In order to get a 
definite amount of skid that should be 
independent of possible variations in the 
side pressure exerted, a metal fillet was 
inserted against one of the rails in such 
a way as to lift the keyed wheels off the 
rail and force them to roll on the out- 
side of their flanges. The diameter of 
the outside of the flange is about nine per 
cent greater than that of the tread, and a 
pure roll on the flange would correspond 
with the distance AD on the rail, where 
BD is about nine per cent of AB, which 
represents three complete revolutions on 
the tread. 

Tf the loose wheel is now fitted with a 
rigid coupler, the motion of the coupled 
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wheel will be a roll and a skid, and of 
the keyed wheel a roll and a slip, the 
proportion of skid to slip depending upon 
the relative coefficients of friction, but the 
sum of the two always being equal to BD, 
or nine per cent of AB. With a total 
weight of forty-two pounds—that is, 10.5 
pounds on each wheel, the coupled wheel 
skids about eight per cent. The skidding 
remains quite uniform and continuous as 
before. 

lf the coupler is removed from the 
notch and placed on one side of the stud, 
the loose wheel is at liberty to roll freely 
on the rail, and the coupler:tends to draw 
away from the stud under the action of 
a definite force. This force can be made 
apparent if the rigid coupler is replaced 
by a spring coupler fixed in the notch. 
Whichever way the truck is pushed the 
spring is bent, indicating a tendency to 
twist the coupled wheel relatively to the 
axle. The angle through which the 
spring is bent represents the torsion re- 
quired to overcome the adhesion hetween 
the tread of the wheel and the rail. 

From these experiments it is evident 
that when the flange of a car wheel grinds 
against the rail in such a way as to cause 
skidding, the axle will be twisted until 
the torsion is sufficient to make the tread 
of the mate wheel skid on the rail, the 
clastic twist of the axle representing the 
hending of the spring in the model. 

So far, however, the skidding is quite 
continuous, and there is no indication of 
any intermittent action such as could pro- 
duce corrugation. 
with 


But the experiments 
the mode] have been carried out 
under conditions differing in one very im- 
portant respect from those of actual prac- 
tice: the rails have been quite clean. It 
remains to be seen what is the effect of 
making the rail surface rough, as it is 
in practice. For this purpose a little 
sand may be sprinkled over the surface 
of the rail. If the truck is now pushed 
along the track, an entirely new effect 1s 
produced: the coupled wheel, instead of 
moving uniformly as hefore, now advances 
with a series of jerks at regular intervals. 

The action is as follows: When the 
torque on the spring has increased to a 
certain amount, the force of adhesion is 
overcome, and the wheel skids, turning 
meanwhile about its own axis, so that the 
whole force of the skid is concentrated 
over a limited area on the rail surface. 
In skidding the wheel grinds through the 
grit on the surface of the rail and comes 
into contact with clean metal; there is 
thus a large and sudden reduction in the 
coeflicient of friction, and the wheel flies 
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back under the influence of the spring 
through a considerable angle. The result 
is that the subsequent motion of the wheel 
upon the rail will be a pure roll while the 
spring 1s being again deflected. When the 
limit of adhesion is reached, the wheel 
again skids, and the process is repeated, 
the motion thus consisting of alternate 
rolling and skidding. The addition of 
the grit has made the skid intermittent, 
whereas formerly it was continuous. 
When the surface of the rail is clean, 
there is no sudden breaking down of the 
adhesion which is required to make the 
skid intermittent. This effect is not due 
to the increased torsion on the spring 
consequent on the increase in the coeffi- 
cient of friction; for the same torsion can 
he obtained with a clean rail by increas- 
ing the weight, when the skid remains 
continuous. 

So long as the rail is clean, the motion 
is thus continuovs and uniform. In order 
to produce intermittent action it is es- 
sential that the rail surface should have 
heen roughened by the application of some 
hard and gritty material. In tramway 
practice such material is furnished by 
dust, and especially by the sand which is 
put on the rails. According to my ob- 
servations the presence of sharp grit on 
the rail surface is a prime factor in the 
production of corrugation. Numerous in- 
stances might he quoted where corruga- 
tions are worst in places where the rails 
are liable to be continually covered with 
sharp, gritty dust. Thus, in the case of 
the Brussels tramways, the worst corru- 
gated section in the whole city is on the 
Boulevard de Waterloo, where the tram 
lines are flanked from end to end by a 
sand-covered avenue. This may also ex- 
plain why the tram lines in one town— 
say, for example, Norwich—are badly 
corrugated, while at another — say, 
Coventrv—where the track, the rails 
and the rolling stock are identical 
in character, there is little or no 
corrugation, the difference being due 
to the quantity of dry flint-dust that is 
blown over the Norwich tracks by the 
prevailing east winds. 

The experiments on the model afford 
an explanation of the connection between 
check-cutting and corrugation. The 
flange of one of the two wheels on an 
axle grinds against the rail on a line of 
contact having a diameter greater than 
that of the tread, causing both wheels to 
skid. The skidding on the one side, 
where the flange is grinding, will be uni- 
form, but on the other side, owing to the 
twist of the axle, the skidding will he 
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intermittent, provided the rail surface be 
sufticiently rough, and the motion will be 
an alternate rolling and skidding. This 
explains why, as a rule, corrugations ap- 
pear on one rail only: both wheels are 
skidding, but, owing to the twist of the 
axle, one skids uniformly and the other 
intermittently, the intermittent skidding 
taking place on the rail opposite to that 
where the flange is grinding. Observa- 
tion shows that the rail opposite the cor- 
rugated rail is generally scored uniformly, 
though often with a slight wavy appear- 
ance which is caused by the sudden re- 
lease of the twist on the axle affecting 
the motion of the non-corrugating wheel. 

The distance apart of the marks on the 
rail, or the pitch of the corrugations, 
necessarily depends on the action above 
described. When the coefficient of ad- 
hesion, the weight on‘the wheel and the 
dimensions of the axle are fixed, the limit- 
ing amount of twist measured, say, in 
fractions of an inch at the rim of the 
wheel, is also fixed. Now the skid is a 
definite per cent of the distance traveled, 
say, x per cent, and when corrugation 
takes place the skid between any two 
marks is accumulated in the twist of the 
axle, hence x per cent of the pitch must 
equal the limiting twist on the axle. 
Thus if the skid is two per cent and the 
limiting twist 0.02 inch, the pitch would 
have to be one inch. It is necessary, 
therefore, to ascertain whether this rela- 
tion holds good in practice. 

With the car used in the Croydon tests 
the weight on each wheel was 4,370 


pounds, the diameter of the axle three and : 


three-quarters inches, and the distance be- 
tween wheel hubs forty-cight inches. 
Taking the modulus of transverse celas- 
ticity for the axle at 14 X 10°, and the 
coefficient of friction at 0.1*, the twist 
Ineasured at the rim of a wheel thirty-one 
inches in diameter will be 0.073 inch. 
For a skid of three per cent the pitch 
of the corrugations would therefore have 
to he 2.4 inches. On the Croydon tram- 
ways the pitch of the corrugations on the 
straight varies from two and one-quarter 
inches to two and three-quarters inches. 

During the process of corrugation the 
axle is subjeet to torsional vibration, and 
in order that the skidding may continue 
to take place intermittently the twisting 
foree must be applied rhythmically with 


a 


*The most com eis ‘ 

plete tests made to determine the 
Coefficient of adhesion for a wheel on a rail under vary- 
ant ae are those made by Captain Galton, 
of Meee in the Proceedings of the Institution 
Tead rded nical Engineers. 1878-9. The results there 
of adder indicate that the limiting or static coefficient. 
038 fo on, immediately previous to skidding, exceeded 
applicati. clean dry rail, and rose still higher on the 
imiti on of sand. The value 0.4 ir here taken as the 

DE coefficient of adhesion. 
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a time interval equal to the period of 
vibration of the axle, Hence the time oc- 
cupied in covering the distance between 
two successive skids will be a constant 
quantity for any given wheels and axle. 
It follows, therefore, that the pitch of 
the corrugations will depend not only 
upon the skid, but also upon the speed of 
the car. ‘Thus, if the mean speed is 
twelve miles an hour for corrugations 
having a pitch of two and one-half 
inches, when the speed is twenty-four 
miles an hour, the pitch would be five 
inches. This increase of pitch with speed 
has been noticed by many observers. 

It would seem, then, that the pitch is 
determined, in the first place, by its rela- 
tion to the per cent skid and the limiting 
twist on the axle, and in the seeond place 
by the speed, and that corrugation can 
not take place unless the two sets of condi- 
tions are to some extent in agreement. 
Thus in the case just quoted the skid at 
twenty-four miles an hour must be half 
that at twelve miles an hour; that is, if 
the skid is halved the speed must he 
doubled. 

This mav explain why on tramways in 
this country corrugations rarely appear 
unless accompanied by check-cutting on 
the opposite rail. Until such check-cut- 
ting takes place-the side pressure is taken 
by the throat of the flange bearing against 
the head of the rail, the line of contact 
being only slightly below the tread of the 
wheel. Under these conditions the skid 
is small—not exceeding one or one and 
one-half per cent. Taking the relation 
of pitch to skid as caleulated for the 
Crovdon car, this amount of skid would 
correspond with corrugations having a 
pitch of from five inches to seven inches, 
involving a speed of from twenty-four to 
thirty-six miles an hour, or two to three 
times our normal speed. Hence the 
speeds on tramways in this country are 
too low to give corrugations except where 
the skid is large, as happens when there 
is check-cutting. Similar conditions ob- 
tain more or less on the Continent. 

Where the speeds are higher, as on 
American tramwavs and on steam rail- 
wavs, corrugations may, and do, appear 
with the small per cent of skidding that 
is caused by the ordinary side pressure 
of the flange on the rail. 

The side pressure of the flange on the 
rail {hat is necessary for the production 
of corrugations is caused, on the straight, 
by irregularities of gauge and level, which 
make the ear lunge from side to side and 


hear over against one rail or the other. 
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This accounts for the irregular distribu- 
tion of corrugations along the track, first 
on one side, then on the other, in long 
or short stretches, with smooth parts in 
between. The tendency of a car to lunge 
from side to side in the manner dc- 
scribed neutralizes the tendency of the 
car to ride down on the lower side on a 
double track, in spite of the usual camber, 
and corrugations are found quite as fre- 
quently on the inside as on the outside 
rail on a double track on the straight. 
The irregularities of gauge and level, due 
in the first instance to faulty construc- 
tion, are augmented by the wear and 
vibration to which the track is subjected. 
This is one reason why corrugations gen- 
erally take time to develop. 

On a curve there is always a definite 
force, due to centrifugal action, tending 
to press the flanges outward. If the 
curve is of large radius the speed will be 
practically the same as on the straight, 
and the conditions under which corruga- 
tions may be produced will be similar, 
except that the pressure is constant and 
always in one direction. When flanges 
and rails are new the pressure is between 
the outer flange and the outer rail, but 
the skidding thus caused is small, and . 
not enough to produce corrugations at 
ordinary speeds. After sufficient wear 
has taken place to bring the inside flange 
against the check of the inner rail, corru- 
gation will begin on the outer rail. For 
this reason, on any tramway system, cor- 
rugation will generally first begin on large 
radius curves, corrugations appearing on | 
the outer rail accompanied by cutting of 
the check of the inner rail. 

The difference of length between the 
inner and the outer rail on a curve gives 
rise to a skidding or slipping quite apart 
from that due to the grinding of the 
flange on the rail. With curves of large 
radius this difference is small, and does 
not greatly affect. the conditions of cor- 
rugation. With curves of small radins 
the difference produces a skidding or 
slipping which is large compared with 
that produced by flange grinding, and the 
conditions of corrugation become very 
eomplex. Speaking generally, however, 
it may be said that the speeds on small- 
radius curves are, as a rule, too low to 
admit of corrugations being formed. 

The pitch of the corrugations on a 
curve is generally less than on the 
straight. Thus in the ease of a car which 
produces corrugations on the straight hav- 
ing a pitch of 2.44 inches with three per 
cent skid, on a curve of 500-foot radius 
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the skid on the outer rail due to the dif- 
ference in the length of the inner and 
outer rails will be about 0.9 per cent, mak- 
ing a total of 3.9 per cent. Now the 
pitch is inversely proportional to the per 
cent skid, so that the pitch of the corru- 
gations on the curve should be about 1.9 
inches. Observation shows that the pitch 
on curves is reduced about in this propor- 
tion. 

The appearance of corrugations on the 
grooveless girder-rail used in Philadelphia 
and other American cities presents some 
interesting features in connection with 
what has been said as to side-flange press- 
ure. A full report on this subject was 
presented by H. B. Nichols, engineer to 
the Philadelphia Rapid Transit Company, 
at the 1907 convention of the American 
Street Railway Engineering Association. 
(See Tramways and Light Railways As- 
sociation circular for April, 1907.) <A 
section of the rail and tire used in Phila- 
delphia is reproduced in Fig. 3. The rail 
shown is a ninety-threc-pound girder-rail, 
eight and three-quarters inches deep with 
a three-eighths-inch web. Careful obser- 
vation showed that when the normal 
traffic was passing over this rail at a point 
on the straight where corrugations had 
` appeared, the head of the rail was forced 
outward, due to a bending of the web, by 
as much as three-thirty-seconds inch. The 
web was then stiffened by the addition 
of fishplates, after which the corrugations 
disappeared. Subsequently this rail was 
replaced by another rail weighing 137 


pounds, with a one-half-inch web, after - 


which corrugations appeared only in a few 
places. Finally this rail was replaced by 
a rail weighing 141 pounds, with a nine- 
sixteenths-inch web, after which there was 
no trouble from corrugations. 

Tt has been suggested that the corru- 
vations in this case were due to vibrations 
in the rail, which were stopped by the 
stiffening of the web; but I would submit 
the following as a more probable expla- 
nation. A side deflection of three-thirty- 
seconds inch corresponds to vertical de- 
pression of 0.03 inch at the outside of 
the tread of the wheel—that is to sav, 
the side pressure caused by the lunging 
of the car lifted the wheel off its tread, 
and threw almost the whole weight on 
the throat of the flange, causing the wheel 
to ride on a line of contact about one- 
quarter inch below the head of the rail 
—that is, on a diameter about one and 
one-half per cent greater than that of the 
{read—thus producing corrugations in ac- 

with the principles already 
A simple calculation will show 


cordance 


stated. 
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that when the web has been thickened to 
nine-sixtcenths inch the lift off the tread 
for an equal side pressure has been re- 
duced to 0.009 inch, and the tendency of 
the wheel to ride on a larger diameter 
than the tread has been practically elimi- 
nated. | 

Although corrugations are, in my 
opinion, generally caused by the grinding 
of the flange on the rail, this is not the 
only way in which they may be produced. 
A similar action may be set up if for any 
reason the wheel should be forced to run 
on its flange. This often happens at 
points and crossings, the tread of the 
rail being lifted clear off the rail-head, 
when corrugations may frequently be ob- 
served on the opposite rail. The same 
thing happens when the rail has been 
badly worn and the flange actually touches 
the bottom of the groove. 

The most common example of flange 
riding, however, is found where the groove 
is allowed to get full of dirt. I have seen 
places where the groove has been packed 
with a mixture of dirt, wood-pavement 
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scrapings 


gs, paper, etc., so hard as to resist 
any attempts to move it with a metal- 
tipped stick. The flange runs on this 
packing, and if the other groove does not 
happen to be packed so full, corrugations 
will appear on the opposite rail. In the 
course of a few days the first groove may 
get cleaned out and the other groove may 
get packed, when the conditions will be 
reversed, and corrugations will then ap- 


pear on the previously uncorrugated rail. 
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In this way both rails become corrugated. 
Flange riding on a packed groove is 
responsible for some of the most perplex- 
ing vagaries of corrugation. The hardness 
of the packing depends very largely on the 
condition of the weather. Corrugations 
may be very pronounced in a certain place 
owing to a packed groove. A few days’ 
rain will soften the packing and remove 
the cause of the corrugations, which will 
then get worn down and disappear, only 


to reappear again, perhaps on the other 
filled. 


The corrugations which have appeared 
on certain steam railways in India illus- 
trate the conclusions arrived at above as 
to the conditions under which corrugations 
are produced. For more than ten years 
past corrugations have been noticed on 
some Indian railways, especially on the 
Eastern Bengal State Railway, a full ac- 
count of which may be found in a paper 
written by G. Moyle, published in the offi- 
cial circular of the Tramways and Light 
Railways Association for June, 1906. In- 
vestigations of an exhaustive character 
were carried out with a view to ascertain- 
ing the cause of these corrugations. The 
following definite conclusions were arrived 
at: (1) The track on which the corruga- 
tions appeared was invariably found to be 
boxed with burnt clay or brick. (2) Cor- 
rugations were hardly ever found with 
stone boxing and never with earth boxing. 
(3) When the brick boxing was replaced 
by earth or stone boxing the corrugations 
disappeared. (4) To get this result it 
was necessary to change the boxing only, 

‘and not to remove the brick ballast pack- 

ing under the sleepers. (5) Corrugated 
rails removed and replaced on an earth- 
boxed section would wear smooth, while 
smooth rails taken up and set down on a 
brick-boxed section would become corru- 
cated. 

A careful study of Mr. Moyle’s paper, 
and the conclusions there stated, con- 
vinced me that the corrugations were in 
some way caused by the gritty dust that 
would work up from the brick boxing and 
be scattered over the surface of the rail 
by the air suction of passing trains. A 
possible objection to this view might be 
found in the fact that corrugations had 
appeared on open-girder bridges, where, of 
course, there was no brick boxing. But 
the objection might turn out to be a con- 
firmation if it could be shown that the 
approaches to these bridges were brick- 
boxed, for in that case the brick dust could 
he carried on to the bridge by the suction 
of the train. Upon inquiry I was in- 
formed that investigation showed that 
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corrugation only developed on open-girder 
bridges the approaches to which were 
brick-boxed, thus confirming the suspicion 
that the corrugations were in some way 
caused by the dust from the brick boxing. 

It remained to be ascertained in what 
way this dust could be essential to the pro- 
duction of corrugations. The subsequent 
experiments on the model, already de- 
scribed, showing how intermittent skid- 
ding is brought about by covering the rail 
with a gritty powder, seemed to afford the 
required solution. Through the kindness 
of Sir Alexander Rendel and F. E. Robert- 
son I was supplied with a sample of the 
brick boxing taken from a section of the 
Eastern Bengal State Railway, where cor- 
rugations are very pronounced. Some of 
the brick was crushed, making an exceed- 
ingly sharp and gritty powder. The model 
was arranged as before with a spring 
coupler in the loose wheel. So long as 
the rail remained clean the skidding was 
quite uniform as the truck was pushed 
along the track. When a little of the 
brick powder was scattered over the rail 
the skidding immediately became inter- 
mittent, indicating clearly the part played 
by the brick boxing in the formation of 
corrugations. 

The investigations outlined above ap- 
pear to show that the following conditions 
are necessary for the formation of corru- 
gations on grooved rails: 


(1) As regards the track: 
(a) Irregularities in gauge or level, 
or 
(b) Curvature, 
or 
(c) A packed groove. 
(2) As regards the rails: 
(d) Surface rough with sand or 
gritty dust. 
(3) As regards the rolling stock: 
(e) Wheels with check-cutting flanges. 
(4) As regards traffic: 
(f) A critical speed. 


Corrugations can not be formed unless 
conditions (1), (2), (3) and (4) are all 
present at the same time—that is, pecul- 
lar conditions must exist simultaneously 
m the track, thé rails, the rolling stock 
and the speed, and the absence of any one 
of these conditions wil] prevent corruga- 
tions being formed. These considerations 
“Uggest the lines on which it may be pos- 
sible to avoid the formation of corruga- 
tions, My object this morning, however, 
18s simply to put before you the conditions 
under which corrugations are produced, in 
the belief that a correct diagnosis of the 
'lisease 18 the first step to he taken toward 
Providing a remedy. 
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Legality of Public Service 
Commission Questioned. 


An order has been issued on Mayor 
McClellan, Comptroller Metz and the 
Public Service Commission directing 
them all to appear in court. This order, 
which has been promulgated by Adolph 
Gutner through an attorney, is a notice 
that a motion will be made before Justice 
Bischoff in Part IT of the Supreme Court 
on August 31 why an injunction should 
not be granted pending the determination 
of the suit. The injunction is sought to 
prevent the further pavment from the city 
treasury of the expenses of the Public 
Service Commission of the first district. 

The plaintiff and his attorney, Mr. 
Leary, propose to put Governor Hughes’s 
Public Service Commissions to the test of 
a judicial scrutiny, and Mr. Leary thinks 
he has an unanswerable argument against 
the constitutionality of one of the chief 
sections of Chapter 429, Laws of 1907, 
which act establishes the Public Service 
Commissions and prescribes their powers 
and duties and provides, through them, 
for the regulation and control of the 
public service corporations. He attacks 
the provision in the act that makes an 
appropriation for the expenses and 
salaries, 

Lawyer Leary’s principal claim against 
the constitutionality of the act providing 
for the two commissions is that it makes 
obligatory upon the city the payment of 
the expenses of a purely sfate and not a 
local official body. Granting that the two 


commissions are composed of state officers 


he asserts that the imposition upon the 
city of New York of several hundred 
thousand dollars each year of expenses 
for one of them is clearly unconstitu- 
tional; that the citv can incur no indebt- 
edness except for city purposes. Lawyer 
Learv proposes to get the courts to stop 
Comptroller Metz from paying anv more 
of the expense hills of the commissioners 
who have to do entirely with the first 
district. His attack upon the second dis- 
trict commission is based upon other 
grounds. 

In Section 14 of Chapter 429, Laws of 
1907, relating to the payment of the com- 
missions’ salaries and expenses, Lawyer 
Learv points out that the salaries of the 
commissioners, the counsel and secretary 
shall be audited and allowed bv the state 
comptroller and paid monthly by the state 
treasurer, The commissioners were ap- 
pointed by Governor Hughes and they 
have control over state corporations; the 
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city officials have no power over them or 
their expenses and the Appellate Division 
of the Supreme Court, another state in- 
stitution, orders the bills paid. All this, 
Lawyer Leary insists, makes the commis- 
sion a state board. 

In his complaint the plaintiff asserts 
that the board of estimate has appropri- 
ated large sums of money belonging to 
the city on the requisition of the com- 
mission, and that the payment of this 
money is an illegal act on the part of the 
city officials. He asks that the city 
chamberlain and comptroller be stopped 
from making the payments, as the 
plaintiff “is advised and he is informed, 
and believes that the said act, Chapter 
429, Laws of 1907, is wholly unconstitu- 
tional and void; and in particular the 
aforesaid Section 14 of said act, in so far 
as it attempts to impose upon the city 
of New York the payment of the expenses 
of said Public Service Commissions.” 


ae a 


_ Fatal Shock from Portable 
Electric Lamp. 


At Pinxton, England, an inquest was 
held on the body of William E. Phillips, 
a young man who was killed in the loco- 
motive shed adjoining No. 1 pit of the 
Pinxton Collieries, Limited, several weeks 
ago, it is alleged by shock from a portable 
electric lamp. The evidence of Joseph 
Surgey, a locomotive driver, was to the 
effect that Surgey and the deceased were 
working together. Surgey left the shed, 
and in his absence the deceased picked up 
a portable lamp which was attached to an 
electric cable. He cried out, and when 
the witness went to his assistance he was 
found to be dead. Fred Smith, of the 
Langton Colliery, the electrician for the 
owners, said he found the porcelain inside 
the lamp broken, and the lamp partly un- 
screwed. 
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Cleveland Municipal Traction 
Makes Better Showing. 

According to figures given out by the 
Municipal Traction Company, Cleveland, 
three-cent fares made a profit of $19,686 
for the company during the month of 
July. This is the first statement which 
has not shown a deficit. For May, the 
first month the street railways were oper- 
aled at three-cent fares, a loss of $54,916 
was reported. During that month the 
motormen and conductors were on a 
sirike. For June the loss wag given at 
$23,829, The gross earnings for July 
were $187,174. 
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A New Type of Switchboard 
for the United States Rec- 
lamation Service— Salt 
River Project. 


The Salt River project of the United 


States Reclamation Service is more or less. 


familiar to a great many individuals on 
account of the wide advertising it has re- 
ceived, due to the immense size of the 
dam and storage basin, the latter being 
the largest artificial reservoir in the 
world; and also because the large town 
of Roosevelt will be wiped out of exist- 
ence when the reservoir is filled. About 
200,000 acres of arid land near Phoenix, 
Ariz., is to be irrigated by a canal system 
fed from the main reservoir, and it is 
intended to irrigate an additional 40,000 
acres by underground waters, made avail- 
able by the installation of pumping sta- 
tions at suitable points. Two important 
features of the Salt River project are a 
6,000-kilowatt hydroelectric power station 
and a 45,000-volt transmission system. 
The primary object of the generating 
station referred to above is to provide 
power for the operation of these pumping 
plants, and it is expected that several 
other generating stations will be con- 
structed at various points to provide still 
more power. A market for surplus power 
can easily be found in the towns in the 
Salt River Valley. A temporary plant 
has been in operation for some years at 
the Roosevelt dam to supply power for 
the operation of the cement mill, con- 
struction machinery, lighting of the town, 
ete.. and some of the machines in this 


Fra, 2.—300-AMPERE, 15,000-VoLT OIL 
SWITCH. 


station are to be transferred to the new 
power plant. Phe purpose of this artiele 
is to describe the controlling board which 


ELECTRICAL REVIEW Vol. 53—No. 9 


has recently been completed for installa- and the control bench, so that the switch- 


tion in the new power station. board operator can have an unobstructed 
The  alternating-current switchboard view of any part of the generator room 
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Fig. 1.—SYSTEM OF CONNECTIONS, SWITCHBOARD FOR THE SALT RIVER PROJECT OF THE 
UNITED STATES RECLAMATION SERVICE. 


<I00V. Sry coal 


selected by the Government engineers for 
controlling the apparatus in the main 
station is an excellent illustration of re- 


without going to the end of the board, 
which is located at the edge of the gallery 
about cighteen feet above the main floor. 
This benchboard is equipped for the con- 
trol of the following circuits, the exciter 
switchboard being entirely independent 
and of the ordinary vertical construction. 

Six 2,300-volt, 1,060-kilovolt-ampere, 


Fic. 8.—100-AMPERK, 45,000-VoLT OIL Fic. 4. — Twin PuULL-BUTTON 


CONTROLLING 
SwIICH. 


SWITCH FOR OIL-SWITCH OR SOLENOID CoN- 
TROL CIRCUIT. 


cent “bench? control-board construction. — twenty-five-eyele , three-phase, three-wire 
It is of the open type, that is, there is a generators. 
space left between the instrument sections Six 2,300-volt delta, 15,000-volt Y, 
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1,060-kilovolt-ampere, twenty-five-cycle, 
three-phase banks of transformers, 
grounded neutral. 

Two 45,000-volt, 6,000-kilowatt, three- 
phase outgoing lines. 

Fig. 1 shows the system of connections 
specified by the Government, one line in 
this diagram representing the three 
phases. It will be seen that both high 
and Jow-tension buses are in duplicate, al- 
lowing ample flexibility for operation, 
testing, inspection and repairs. Two elec- 
trically operated oi] switches are used in 
every circuit, and complete control of the 
system is therefore obtained at the bench- 
board. This arrangement is advantageous 
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exchange currents at the time of synchro- 
nizing. Inverse time-limit overload re- 
lays are used on the transformer circuits, 
and are so connected that trouble in any 
transformer will automatically disconnect 
all the transformers but will leave the 
generators operating in parallel on the 
low-tension bus. That the Government 
engineers anticipate but little trouble 
with the transformers is evidenced by 
the fact that no provision is made in the 
transformer-protective devices for select- 
ive operation. By using series inverse 
time-limit overload relays on the high- 
tension side of the transformers, in addi- 
tion to the low-tension relays, only the 
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Fie, 5.—ALTERNATING-CURRENT AND DIRECT-CURRENT SWITCHBOARD, UNITED STATES 
RECLAMATION SERVICE, SALT RIVER. ARIZ. 


where it is important that there be no 
shut-downs of an appreciable length of 
time. With more than two transmission 
lines it would probably have been advis- 
able to modify the conncctions to allow 
of isolating any line for testing purposes 
after the automatic switch had been 
tripped by a short-circuit or other line 
trouble, 

All protective relays used on this hoard 
are of the time-limit type in order to pre- 
vent shut-downs due to momentary over- 
loads. The definite time-limit overload 
relays on the lines will, of course, be set 
for such a current and time that they will 
take care of overloads or short-circuits ex- 
ternal to the station. Generator 
are also definite time-limit overload and 
will he set so that the generator switches 
will be tripped only on account of large 


relays 


defective bank of transformers would be 
disconnected in case of trouble. 

The low-tension oil switches are the 
Generał Electric Company’s standard type 
F form K-4, as shown in Fig. 2, each 
complete switch consisting of three single- 
pole, single-throw elements operated by a 
single solenoid. The switches are mounted 
in fireproof cells, each pole in a separate 
compartment, with the solenoids in small 
The cell doors are made of as- 
bestos lumber with a fireproof wooden 
framing and are pivoted at the top, but 
have no fastenings at the bottom. ‘This 
light, free-swinging construction of cell 
doors has proven preferable to heavy doors 
which are fastened tightly to the cells, as 
the effect of explosions in the cells is tem- 
porary only, so far as the door is concerned. 
The disconnecting swilches, bus-hars and 
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twelve feet seven inches. 
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instrument transformers are „mounted on 
pipe framework above the oil-switch cells. 
As will be seen from the diagram of con- 
nections, disconnecting switches are pro- 
vided on both sides of every oil switch, 
so that any switch can be inspected, tested 
and repaired without shutting down any 
of the circuits. 

The high-tension oil switches are 
similar in construction to the low-tension 
switches, and are shown in Fig. 3. These 
type F form K-6 switches are operated in 
groups of three single-pole elements by 
solenoids mounted on top of the switch 
cells. The form K-6 switch is a top-con- 
nected device, but in this case the buses 
and disconnecting switches are necessarily 
located below the oil-switch cells. The 
adaptability of the switch to different ar- 
rangements will be appreciated when it 
is stated that the only change made in the 
ordinary layout with the buses above the 
switches was an increase in the size of 
the cells, this being necessary in order to 
obtain suitable striking distance from the 
leads to the ground. Masonry compart- 
ments are provided for the high-tension 
bus-bars. . 

Protection against lightning is obtained 
by the use of a three-phase aluminum-cell 
lightning arrester for each transmission 
line, these arresters being mounted out- 
side of the station. 

The benchboard proper consists of six 
panels of oiled black slate, the total 
height, including the instrument section, 
being eight feet two inches, and the 
length, exclusive of the swinging bracket, 
Facing the 
switchboard, the first panel at the left 
controls the two outgoing lines, the next 
two panels each controls three banks of 
step-up transformers, and the three panels 
at the right-hand end control two gener- 


ators each. The alternating-current’ volt- 


meters and the synchronism indicator are 
mounted on a swinging bracket at the 
right-hand end of the board. The back of 
the instrument sections and control bench 
is entirely enclosed by TOMOVADIE grille- 
work doors. 

One alternating-current ammeter, one 
field ammeter and one polyphase indicat- 
ing wattmeter are provided for each 
generator circuit. The two voltmeters on 
the swinging bracket are connected to the 
synchronizing bus in such a way that, 
when synchronizing, one indicates the 
voltage of the starting machine and the 
other the voltage of the bus-bars to which 
the incoming machine is to be connected. 
At other times the synchronism indicator 
is disconnected from the synchronizing 
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bus by means of a small snap switch 
mounted on the swinging bracket, and the 
voltmeters can then be connected to any 
machine by means of the synchronizing 
plugs, entirely independent of the syn- 
chronism indicator. 

The synchronizing and control switches 
and the relavs are mounted on the con- 
trol bench. Two synchronizing receptacles 
are provided for each generator, one be- 
ing used when synchronizing with bus No. 
1 and the other when synchronizing with 
bus No. 2. Two sets of contacts in these 
switches are used for synchronizing pur- 
poses, but the third set of contacts is con- 
nected in series with the closing side of 
the corresponding oil-switch control 
switch, so that no damage can be caused 
by the operator becoming excited when 
synchronizing and trying to close the 
-wrong oil switch. To assist the operator 
in synchronizing, a governor control 
switch is provided for each generator 
circuit, this being a double-pole, double- 
throw reversing switch connected to the 
governor motor. 

The controlling switches for the oil 
switches and field switches are the well- 
known twin pull-button type as shown 
in Fig. 4, which also shows the indicating 
lamps or bull’s-eyes. One button actuates 
the closing contacts and the other the 
opehing contacts, and they are so inter- 
locked that it is impossible to operate 
both buttons together. An indicator is 
provided on each switch, which shows 
green after the control switch has been 
operated to open the coil switch and red 
after it has been operated to close it. 
Being a pull-button switch, it is impos- 
sible to cause trouble by accidental press- 
ure, and, as the contacts are behind the 
panel, there is no danger to the operator 
and no chance of accidental short-circuits. 
Severe arcs can not occur in the control 
switch on account of a solenoid control 
relay being used to open and close the 
closing coil circuit of the solenoid. The 
use of this relay, which is mounted close 
to the solenoid, makes it unnecessary to 
run large control leads to the bench- 
board. The indicating lamps are con- 
nected so that they show the actual posi- 
tion of the main switch—red when the 
oil switch is closed and green when it is 
open. If the indicating lamps and the 
switch indicator do not agree the operator 
knows that the oil switch has tripped 
automatically. When this has occurred 
the control-switch indicator shows red 
and the indicating lamps green. To make 
the indicating Jamps plainly visible from 
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a considerable distance or at an angle, 
a V-shaped projection is cast on the front 
of the lens. 

Generator field rheostats are mounted 
below the switchboard gallery and are 
controlled by combination bevel-gear and 
chain mechanisms, the operating hand- 
wheels being mounted on pedestals in 
front of the switchboard. The field 
switches are solenoid-operated and con- 
trolled from the benchboard, the same 
type of control switch and indicating 
lamps being used as for the oil switches. 
As stated above, the exciter and field- 
switch panels are of the ordinary vertical 
type, two sets of bus-bars being used. As 
the field switches are single-pole, single- 
throw, it is necessary to connect double- 
pole, double-throw lever switches in series 
with them so that the fields can be con- 
nected to either bus. 

Mimic bus-bars are mounted on the 
control- switch bench, and consist of small 
polished copper bars which have no elec- 
trical connection with any part of the 
circuit. They show the system of alter- 
nating-current connections exactly as in- 
dicated in Fig. 1, the controlling switches 
representing the oil switches and name- 
plates representing the generators, trans- 
formers and lines. 

The overload relays provided for the 
generator circuits are single-pole, the 
secondaries of the current transformers 
being cross-connected. As the generators 
are three-wire machines, the third line 
necessarily carries the resultant current 
of the other two current transforniers. 
This connection can not be used on the 
transformer panels as three ammeters are 
provided for the transformer circuits, and 
it was, consequently, necessary to use 
double-pole relays. On the middle gener- 
ator panel is mounted the signal relay 
which is used to ring an alarm bell when 
any of the oil switches is tripped auto- 
matically. This relay is arranged so that 
the bell continues ringing until the oper- 
ator releases the relay, and is connected 
in such a way that it does not operate 
when the oil switches are opened or closed 
by the switchboard operator. 

Each transformer circuit and each line 
is equipped with three ammeters. In ad- 
dition to these instruments there is one 
ammeter connected in the neutral bus so 
as to read ground currents. Controlling 
circuit equipments are similar to those 
for the generator panels. Synchronizing 
receptacles are provided for the line cir- 
cuits, but not for the transformer circuits, 
the receptacles for the line circuits being 
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intended for use when additional gener- 


ator stations are placed in operation. 


In conclusion, attention is directed to 
the general arrangement and equipment of 
the board. No panel is at all crowded, 
the control and measuring apparatus is 
simple, and no superfluous or infrequently 
used devices are included. The equip- 
ment for each circuit is segregated so 
that there is no confusion in emergencies. 
Many recent switchboards have been un- 
necessarily complicated and crowded on 
account of including elaborate testing 
equipments or other devices used only at 
long intervals of time, the designers ap- 
parently overlooking the fact that switch- 
boards are primarily intended for. con- 
stant use in controlling the machines and 
circuits. Simplicity in operation involves 
a corresponding simplicity in design and 
equipment, and insures reliability, which, 
in the large majority of central stations, 
is of the greatest importance. 

The switchboard described above was 
designed and built by the General Electric 
Company, of Schenectady, N. Y., to meet 
the requirements sct forth in the Govern- 
ment specifications, and has just been 
shipped to Arizona. The photograph was 
taken at the factory and shows the board 
exactly as it will be installed. 

e0 

Allis-Chalmers Business. 


An officer of the Allis-Chalmers Com- 
pany, of Milwaukee, Wis., is quoted as 
saying: 

“Business booked by Allis-Chalmers in 
July and August showed substantial gains 
compared with previous months. At one 
time we were operating only fifty per cent 
of our eapacity, but it has since been in- 
creased to about seventy-five per cent. All 
plants are now being operated. 

“While all departments have recorded 
gains in new business, the greatest in- 
crease proportionately is shown in the 
demand and orders booked for mining ma- 
chinery. 

“We are prepared to do an electrical 
business on a larger scale than heretofore, 
and a great deal will be devoted to strect- 
railway equipment, the bulk of which work 
will be performed at our West Allis plant, 
recently enlarged, at a cost of some 
$5,000,000. The smaller electrical con- 
tracts will be cared for by the Bullock 
Electrie Manufacturing Company, one of 
the principal subsidiary concerns. 

“The foreign department is hooking i 
good business, particularly in South 
Africa, Japan, China and South America.” 
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Report of Receivers of the 
Metropolitan Street Rail- 
way Company. 

The receivers of the Metropolitan Street 
Railway Company, who were, until re- 
cently, also receivers of the New York 
City Railway, have issued a statement 
showing the income account of their prop- 
erty from the time of their appointment 
on September 25, 1907, up to the end of 
the fiscal year on June 30, 1908. 

Not taking into consideration that the 
company, in the nine months’ period, has 
defaulted about $4,700,000 in rentals to 
lines leased or under agreements, which 
amount does not appear as charged against 
income, the deficit for the above period 
was $1,047,682, as follows: 

Period from September 25, 1907, to 
June 30, 1908: 


Gross earnings : 
Cash fares.......ousessosesesosese.o. EE $11,497,007 
Ticket fares ..........Lo ceed aug eaaenawwerer cea 28,488 
MAN E na teenie cheer een aes 819 
EZPress oia eeta boss eSlan dawns 20,883 
Totale sates N E $11,547,147 
Operating expenses : 
Maintenance of way and structures.. $929.012 
Maintenance of equipment .......... 1,912,2%4 
Operation of power plant ........... 899,431 
eration of cars ............6.. -+ ++ 8,689,085 
tears and damaces—expended... 48,813 
Injuries and damages—deferred.... 686, %4 
General orere cne css nace eas 708,076 
Total Sosteacsnutocadercus cacerwickeca awn $9.263.838 
Net c@rmipgs............cccseccseceeseceuees $2,283,308 
Other income: 
Advertising....... Peta EL wade $178,108 
Rental of land and buildings......... 109,821 
Rental of tracks.. 9 ..........c.c00e 11.109 
Rental of equipment................. 8.712 
Miscellaneous interest........... .... 222,016 
Other income,........... 2. seccececes 4,744 
Total cee irene) Ses ven ie cae $538,783 
Gross income.............cccccuscecccceseeee $2.817,091 
Deductions from income: 
Taxes, other than special franchise. $607,494 
mr special franchise, reed 
18 Of assessment for year 
ended December 81, 1907. a . §99,812 
Rent of leased lines on which perma- 
nent default has not been made... 2,156,727 
nterest on funded debts of compa- 
nies whose roads are operated un- 
der agreements on which rma- 
nent default has not been made... 79.083 
nterest on real estate mortgage.... 36.416 
Interest on floating debt ...... _._. 2,112 
laims against companies in hands 
of receivers ........................ 197 
Nas, R cada dy eistet cde oo $3,864,773 
Net income—deficit, not includin n l 
charges defaulted................... = Bienes $1.04? 682 


In addition to the above deficit of 
$1,047,682, there is a further expenditure 
charge of $344,883, resulting from opera- 
tion, about which there is a disagreement 
as to whether it should be charged to the 
Metropolitan Street Railway Company or 
the New York City Railway Company. 
Allowing for this charge and for the 
$4,720,114 charges on account of interest 
on bonds and rentals of subsidiary com- 
panies defaulted, the total deficit would 
approximate $6,000,000. 

A statement of the default on mortgage 


bonds and rentals follows: 
Metropolitan Street Railway Co.: 


1s refunded mortgage ` $12,500,000 @ 5: $625,000 
iyi r e... s a ; 5 
ee ee ere ee 52100000 @ TE 3.610.000 
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Third Avenue Railroad Co.: 


First mortgage........... „000.000 $250, 
First consolidated mort- = ies is 
VaL E 87,560,000 4 1,502,400 
Dividend rental on capital a a 
BOCs yawn wiuinwaes ane els 15,995,800 @ 64 959,748 
Central Crosstown Railroad Co.: 
Dividend rental on capital 
BLOCK ised nticie vas coats $600,000 @ 15% $90,000 
Fulton Street Railroad Co.: 
First mortgage........... $500,000 @ 4s $20,000 
Totals........ eseese. $140,759,800 $7,751,808 


- Central Park, North and East Rivers Railroad Co.: 
Dividend rental on capital i 
stock $1,800,000 @ 9% 


ee FO ne eeteeaseeeseeonne 


$162,000 


Twenty-eighth and Twenty-ninth Streets Cross- 
town Railroad Co.: 


First mortgage .......... 1.500,000 @ D4 75,000 
Otel Sieg cians Sines eas 35 son one $i 000 
Grand totals............ $144,050,800 $7,988,308 


The statement of default covers the en- 
tire twelve months. Representatives of 
the company said in reference to the de- 
faults that consideration should be taken 
of the fact that the company no longer 
received the seven per cent on $52,000,000 
stock guaranteed by the Metropolitan Se- 
curities Company, which amounts annu- 
ally to about $3,500,000. 

Provision is made for the special fran- 
chise tax on the basis of last year’s assess- 
ment, but no provision is made for depre- 
ciation. 


Assuming that the Metropolitan deficit, | 


including the charge of $344,883 in dis- 
pute, was $1,392.565 for the period from 
September 25, 1907, to June 30, 1908, 
the receivers state that if the remaining 
charges on account of leased lines, aggre- 
gating $2,235,810 in interest and rentals 
were defaulted, the road would have a 
surplus from operation of $800,000 after 
paying taxes other than special franchise 
of $607,424, and making provision for 
special franchise taxes of $599,812. 

The special franchise taxes have never 
been paid by the surface roads, and prior 
to this vear no provision has been made 
for paying them. And up to the present 
time no fund has been created for the pur- 
pose, but their amount has been taken into 
consideration in calculating the deficit on 
the Metropolitan system. | 


—0 —__—_ 


Receivers for Long-Distance 
Telephone Company of 
Decatur, Ala. 


On petition of Frank Caughring, of 


Toledo, Ohio, Judge Shelby, of the 
United States Court of Appeals, has 
placed the Long-Distance Telephone 


Company, of Decatur, Ala., in the hands 
of receivers. JL. G. Barker, of Louisville, 
Ky., and Douglass Taylor, of Huntsville, 
Ala., are named as receivers. The bonded 
debt of the company is estimated at 
KING O00, 
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New Haven’s Control of the 
Portchester Lines. 

At the hearing of the Public Service 
Commission for the First District, New 
York, in the matter of the New York & 
Portchester Railroad, the following state- 
ment was submitted concerning the dis- 
bursement by the New York, New Haven 
& Hartford Railroad Company of $11,- 
000,000, paid for the control of the West- 
chester and Portchester companies: 

“The New York, New Haven & Hart- 
ford Railroad Company owns 990 shares 
of the capita] stock of the Millbrook Com- 
pany out of the authorized issue of 1,000 
shares, par value $100. 

“The Millbrook Company owns (1) 
91,581 shares of capital stock of the New 
York & Portchester Railroad Company, 
par value $100. Total issued, 91,590 
(nine shares held by directors), and (2) 
one temporarv five per cent first mort- 
gage gold bond of New York & Port- 
chester Railroad Company for $100,000. 

“The New York & Portchester Railroad 
Company owns (1) 7,260 shares capital 
stock of the New York, Westchester & 
Boston Railway Company, par $100; (2) 
28,6141 shares of capital stock of New 
York, Westchester & Boston Railway - 
Company (voting trust certificates) ; (3) 
five shares of capital stock of the City & 
County Contract Company; 6,895 shares 
of capital stock of the City & County 
Contract Company (voting trust certifi- 
cates); total number of shares issued 
City & County Contract Company capital 
stock is 6,890; and (4) an underwriting 
agreement to the amount of $13,490,000 
cash to bonds and stock of New York, 
Westchester & Boston Railway Company. 
On this underwriting has been paid 
$4,819,120. Upon payment of balance, 
New York & Portchester Railway Com- 
pany will be entitled to receive 13,490- 
13,500 of $15,000,000 par five per cent 
Westchester bonds and 45,000 shares of 
Westchester capital stock. These securi- 
ties now being held under the syndicate 
agreement by Knickerbocker Trust Com- 
pany, depositary for the. syndicate man- 
agers. 

“The total amount of cash advanced 
by the New York, New Haven & Hart- 
ford Railroad Company is $11,265,000. 
Of this amount $10,873,169.04 was ex- 
pended in acquiring the securities of the 
several companies as detailed above, and 
the remainder, $391,830.96, is represented 
by demand notes or open account of the 
several companies. What securities will 
he issued against this amount can not as 
vet be determined.” 
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Miebitz’s Directive Arrangement for 
Electric Waves. 


A brief description is given here of a 
directive system for electric waves which 
has recently been patented in Germany 
by Dr. F. Kiebitz. In the arrangements 
hitherto proposed for this purpose use has 
sometimes been made of some form of 
compound oscillator—that is, one in 
which an electric or open oscillator is 
combined with a closed oscillator. Dr. 
Niebitz’s device consists of a new arrange- 
ment of the compound oscillator. Al- 
though it has been tried over short dis- 
tances only, sufficient data are given for 
an energy diagram to be plotted. In it 
the directed electromagnetic waves are 
excited by giving the radiating system 
such a shape that although the electric 
and magnetic systems generated in space 
have each an axis of symmetry, the two 
axes are in this case perpendicular or 
make an acute angle, while at the same 
time the direction of the magnetic force 
is inclined to that of the electric force. 
In this case the plane of the greatest 
magnetic force is inclined to the plane of 
the greatest electric force, the line bisect- 
ing the enclosed angle being in the direc- 
tion of the greatest energy emission. The 
same device can be used at the receiving 
station, when it then absorbs chiefly those 
waves having the direction in which it is 
set. The arrangement consists of a sole- 
noid with ite ends connected to two metal 
surfaces. When such a system is excited 
inductively the electromagnetic field which 
it sets up consists of a magnetic doublet 
oscillating in the direction of the axis of 
the solenoid and an electric doublet oscil- 
lating in the direction connecting the two 
metal surfaces. The — clectromagnetic 
field thus has a minimum in the plane 
containing these two directions and a 
maximum at right angles to it. Nothing 
is changed when the earth is substituted 
for one of the metal surfaces. the diree- 
tion of the maximum force then being 
along the earth. Experiments with this 
apparatus have been conducted both in the 
laboratory and in the open. The wave- 
length emploved was twenty-two metres 
and the received energy Measured 
thermally. On revolving the transmitter 
in the laboratory a diagram of received 
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energy was obtained having the form of 
a narrow Iemniscate. In the open the 
ratio of maximum to minimum energy 
received was 70 to 1. A directive re- 
celver gave the same results. With an 
clectrolytie receiver at thirty metres, re- 
ceiving distinct signals at zero degrees, 
rotation of the arrangement through 
thirty degrees caused the signals to cease. 
Before the practical value of the apparatus 
can be determined, experiments on a 
larger scale must be conducted.—A b- 
stracted from the Electrician (London), 
July 31. 
< 


Weaving Concrete Poles. 

A type of reinforeed conerete pole, de- 
veloped and used to some extent in Ger- 
many and just introduced into England, 
is described here. These poles are made 
in a machine invented by Hans Siegwart. 
They are hollow and tapering, in lengths 
up to about forty feet. The machine is 
capable of making columns of any size 
and lengths within the limits of forty 
fect long and two feet in diameter. Pipes 
can also be made in lengths three or four 
times as great as those customary for iron 
pipes. In the process of manufacture a 
long sheet-iron core is mounted on two 
trestles, running on rails, so as to be 
capable of rotational and longitudinal 
movements. Upon this core small longi- 
tudinal steel rods are fixed. The core is 
drawn through the machine, which is sta- 
tionary. Concrete made of clean screened 
grit and Portland cement is mixed dry in 
a mechanical mixer and discharged 
through a chute into a hopper or drum, 
in which rotating paddle-wheels regularly 
discharge the concrete upon a bandage of 
coarse webbing laid on a conveyer belt, 


that takes one lap around the core. This 
continuous traveling conveyer belt is 


stretched so that the concrete is wrapped 
about the core under great pressure. As 
the core issues beyond the conveyer belt, 
wire is fed spirally around it so as to 
press into the concrete wrapping, and 
small rollers then apply great pressure 
by working on the webbing, the slack of 
which, caused by the reduction in diam- 
eter, resulting from this pressure, is taken 
up by another device. The 
from the machine 


ISSUES 


core as it 
is wrapped 


about spirally with a bandage of cloth. 
The machine pulls the trestles forward 
with the suspended core as the concrete 
is wrapped on, and when the core has 
passed completely through the machine it 
is lifted by an overhead crane and laid 
to one side to harden. It is kept con- 
stantly damp so as to secure the maxi- 
mum hardness. In about twelve hours 
the interior sheet metal core is reduced in 
diameter by means of a screw attachment 
inside and withdrawn. After hardening 
six days the bandage of webbing is re- 
moved and the pole is then complete for 
setting. Poles are made up to thirty-nine 
feet long and pipes up to twenty feet, two 
feet in diameter. The poles are estimated 
to have a life of fifty years, and during 
that time will cost nothing for main- 
tenance. On this basis the total cost of 
an clectric railway pole at the end of fifty 
years is estimated to be $20 for the con- 
crete pole, $50 for an iron pole and $53 
for a wooden pole, all including main- 
tenance, repairs and renewals. This is for 
a twenty-nine-foot pole. For a thirty-six- 
foot pole for transmission service, and for 
the same period, the corresponding fig- 
ures are: for the concrete pole, $26; for 
the iron pole, $68, and for the wooden 
pole, $68.50. Any desired amount of or- 
namentation may be given to the poles. 
Some tests on a pole of this type, thirty- 
two feet nine inches long, showed a de- 
flection of two and three-quarters inches 
with a tensile strain of 15,000 pounds. 
The process is also applicable to the manu- 
facture of concrete — piles.—A bstracted 
from the Electrician (London), July 31. 
‘e 
The Nature of the Gamma and 
X-Rays. 

A reply to certain criticisms of the 
neutral-pair theory of gamima rays, pro- 
posed by W. H. Bragg 


gg, is made here by 
hin. 


Several objections have been raised 
by Pr. Barkla, all relating to this theory 
as applied to explain the behavior of sec- 
ondary X-rays, as the latter thinks these 
rays are convincing proof of the ether- 
pulse theory of gamma rays. One of these . 
refers to the equal penetrating powers of 
primary and secondary rays in certain 
cases. Mr. Bragg thinks that this is a 
natural consequence of any corpuscular 
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theory. Another objection is the supposed 
equality in the proportion of rays of dif- 
ferent penetrating power which are scat- 
tered, Mr. Bragg says this fact has ‘not 
been conclusively proved, and if it be a 
fact, it is not inconsistent with the cor- 
puscular theory. The same may be said 
of the proposed law of the distribution of 
the secondary scattered rays. The law is 
of limited application only, and not ir- 
reconcilable with the neutral-pair theory. 
Again, Dr. Barkla points out his discovery 
of the fact that the ratio of the quantity 
of secondary radiation to the quantity of 
primary radiation depends only on the 
density of the gas producing it. Others 
have not been able to verify this law ex- 
cept when used within such narrow 
limits that any other theory would hold 
cqually well. Moreover, J. J. ‘Thomson 
made use of this ratio in determining the 
number of electrons in an atom. Two 
other objections, related to the polariza- 
tion effects, have already been answered by 
Mr. Bragg, and the remaining ones are 
based upon remarkable effects observed 
by Dr. Barkla and a few others, but not 
yet satisfactorily established. In Mr. 
Brage’s opinion none of the proposed the- 
ories can be considered as offering a satis- 
factory explanation of these phenomena, 
hence the neutral-pair theory is no worse 
off than any other. On the other hand, 
the ether-pulse theory will need radical 
alteration before it will explain satisfac- 
torily the asymmetrical effects of the 
gamma rays noticed by Dr. Madsen and 
the author—Abstracted from Nature 
(London), July 30. 
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The Teaching of Mathematics to 
Students of Engineering from the 
Standpoint of the Practising Engi- 


neer. 

Mathematics is to the engineer what 
anatomy is to the surgeon, what chemistry 
is to the apothecary, what the drill is to 
the army officer —it is indispensable, 
This is the opinion of Ralph Modjeski, 
the well-known bridge engineer. There 
is much agitation at this time in France 
and Germany, especially in the former, fa- 
voring the limitation of the mathematical 
Programme at present in force in the 
engineering schools, on the ground that 
It ig unnecessarily extensive. From per- 
sonal observation Mr. Modjeski says that 
the programme in the two countries men- 
tioned covers a considerably wider range 
than in the average American college. In 
the first place, a student entering an en- 
gineering college in Europe must already 
know analytical geometry, the rudiments 
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of differential and integral calculus and 
descriptive geometry, none of which is 
taught here until after the student enters 
college. The average length of the engi- 
neering course in Europe is four years; 
hence the student in the European college 
has more time for practical studies than 
the student in the American college. Mr. 
Modjeski believes that the time will come 
when only applied mathematics will be 
taught in the engineering college, and all 
necessary abstract mathematics will be re- 
quired for entrance. As one result of the 
specialization now going on in engineer- 
ing there is not the same necd for ad- 
vanced mathematics among all branches. 
The bridge engineer and the electrical 
engineer require more advanced mathe- 
matical training than the railroad official ; 
while the latter needs greater knowledge 
in other lines, such as geology. The ques- 
tion then arises, Will it be desirable and 
possible to specialize in mathematical 
courses in college and adapt them to each 
branch of engineering? This is done at 
present to a limited extent only in applied 
mathematics. Although bridge engineers 
require probably as advanced training in 
mathematics as any other engineers, Mr. 
Modjeski has not found the higher mathe- 
matics which he learned at college in 
France of any use to him. One reason 
for this is that it was not taught so thor- 
oughly as to become second nature; and 
unless this is the case advanced mathe- 
matical instruction is of not much value 
to the engineer. One can not be said to 
know a foreign language until he thinks 
in it; nor can he’be said to know 
his mathematics until he thinks mathe- 
matically. It is not necessary for him 
to go to the higher mathematics, but 
it is necessary to be thoroughly drilled 
in the elementary principles of each sub- 
ject. When these have become second 
nature, problems which arise every day in 
the practice of the engineer are easily 


solved without going into calculation. 


With a proper foundation the engineer’s 
mind becomes so trained that he applies 
unconsciously these fundamental prin- 
ciples; they direct his line of thought 
automatically. How to secure such a 
foundation is the problem of the engincer- 
ing college—Abstracted from Science 
(New York), August 7. 
< 


The Petrol-Electric Drive and Other 
Mixed Systems. 


The flexibility and serviceability of the 
electric transmission system for self-pro- 
pelled vehicles is held by Frank Broad- 
bent to be more than an offset to a some- 
what greater fuel consumption, should 


321 


this be found to result from the adoption 
of the system. After recalling the pioneer 
vehicle of this type, the Heilmann loco- 
motive, which, he says, was not given the 
proper sort of trial, as it was tested in 
connection with steam locomotives for 
fairly long hauls with few stops, some 
of the recent systems are described. The 
North-Eastern Railway Company, of 
Great Britain, has two gasolenc-electric 
cars in service on its Hartlepool branch. 
These are equipped with an eighty-five- 
horse-power four-cylinder engine, direct- 
connected to a fifty-five-kilowatt com- 
pound-wound generator which drives two 
fifty-horse-power motors. Several some- 
what similar cars are in use in Hungary 
and have given good results. The fuel 
costs are reported to be 1.5 cents per car- 
kilometre. The maintenance costs are 
about 0.8 cent for a gasolene-electric car, 
which may be compared with 0.97 cent 
for a similar straight gasolene ear; with 
1.1 cents for a steam car, and 2.4 cents 
for a steam locomotive, all for the train- 
kilometre. The fuel costs for a steam car 
are given by the same authority as 0.9 
cent, which is favorable to this sys- 
tem. But when all costs are considered 
the mixed system makes a better showing. 
The total costs for the steam car are given 
as 6.24 cents a car-kilometre, while the 
corresponding cost for the gasolene-elec- 
trie car is only 5.73 cents. Moreover, the 
former figure is the average of 1,591,411 
kilometres, while the latter is the average 
of only 135,048 kilometres, and would 
probably be lower for a longer use. In 
addition, for frequent service, where the 
stops are many, the better starting char- 
acteristics of the mixed system give it a 
decided superiority. One of the most re- 
cent systems is that proposed by Smith 
and Stevens. A dynamo with a falling 
characteristic is coupled to a gasolene 
engine and supplies current to two series 
motors. By this arrangement a constant 
torque is developed, irrespective of the 
speed. The speed is controlled bv vary- 
ing the speed of the engine. When the 
engine speed is reduced to a certain point 
the dynamo drops its excitation and the 
motors stop. Thus it is not necessary to 
stop the engine in order to bring the car 
to a standstill. For the highest speeds the 
resistance of the shunt field winding of 
the dynamo is lowered, while for the lower 
speeds the motors are connected in series, 
enabling them to develop full torque at 
the lowest speeds. While this system has 
been put forward for road vehicles, it is 
as suitable for local traffic on railways or 
anv similar service. When all costs are 
considered it is thought that a gasolene- 
electric bus would show an economy of 
four cents a mile in running costs, and a 
corresponding saving should result from 
a proper use of this system for railway 
trafie.—A bstracted from the Electrical 
Review (London), July 24. 
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Central Station Transformers. 

The manufacture of transformers of 
fifty kilowatts and smaller—known among 
central station men as “lighting” or 
“central station” transformers, in contra- 
distinction to the so-called “power” or 
“transmission” transformers, of sizes 
above fifty kilowatts—presents certain 
special problems which are only to be 
solved by manufacturers having years of 
experience in the design and construction 
of -apparatus of this character. These 
problems are entirely apart from the 
question of type (whether “core type” or 
“shell type”), which may be a matter of 
individual preference or precedent on the 
part of the transformer builder, and which 
- is in any event a manufacturer’s question 
and not one in which the customer is 
materially interested. 

The experienced builder of central 
station transformers must, first and fore- 
most, understand the conditions that con- 
front the operating companies. One of 
the most important of these conditions is 
the compulsion that the companies are 
under to meet their service requirements 
with minimum investment in trans- 
formers. This condition does not mean 
the selection of transformers on a criterion 
of low first cost; on the contrary, it means 
that the careful buyer, in making his year- 
ly contracts, or in individual purchases, 
will give greater weight to efficiency, re- 
liability and life than to saving in first 
cost of installation. ‘The unwisdom of 
being blinded by the latter consideration, 
to the exclusion of other and more vital 
ones, has often been exemplified in the 
disappointment and loss occasioned by 
buying transformers of incorrect design 
or poor materials, or both. Such appa- 
ratus is bound to fall short in the impor- 
tant features of core and copper losses, 
insulation, cooling and general rugged- 
ness in service—in all of which features 
the user is vitally interested. 

Another condition is the necessity of 
good regulation which is recognized as 
essential to satisfactory lighting service, 
and which is essential no less to the satis- 
factory load performance of motors. The 
importance of good regulation in the 
latter service may be clearly shown. The 
prevailing types of alternating-current 
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meters all operate on a power-factor vary- 
ing from fifty to ninety per cent, depend- 
ing on the percentage of load carried. On 
the other hand, it is well known that the 
load capacity of any alternating-current 
meter drops with the square of the fall 
of pressure supplied to the meter ter- 
minals. For example, a ten-horse-power 
motor at a pressure of 110 volts will have 
a capacity of only cight and one-quarter 
horse-power if operated on 100 volts. Since 
a drop of ten volts may easily occur in 
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the former will, by falling off in voltage, 
shift a good part of their share of the 
load on to the latter, which will thereby 
be overloaded and may even be burned 
out. 

The Wagner Electric Manufacturing 
Company, of-St. Louis, Mo., has special- 
ized in the manufacture of transformers 
since 1891. Its experience and its recog- 
nition of the needs of the central station 
companies, as above outlined, have re- 
sulted in a line of central station trans- 


Fic. 1.— WAGNER SINGLE CENTRAL STATION TRANSFORMER, WITH CARE REMOVED. 


the transformer if the latter be of poor 
design with respect to regulation, the im- 
portance of the wise selection of trans- 
formers to meet such conditions is ob- 
vious. 

Intimately connected with the pre- 
ceding is a third condition, viz., the way 
in which transformers of poor regulation 
menace the service of the central station 
company by shirking their load. Thus, 
if transformers of poor regulation are 
connected in parallel with transformers 
of good regulation, as the load increases 
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formers having the following operating 
characteristics and features of design and 
construction : 

In the first place the practice of this 
company is to employ in its central station 
transformers substantially the same fea- 
tures of electrical and mechanical design 
as are employed in power transformers, 
with the object of attaining thorough re- 
liability in service and long life, and the 
maximum efficiency consistent therewith. 
Fig. 1 and Fig. 2 are views of the trans- 
former element with case removed and of 
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the complete transformer, respectively. It 
will be seen that the transformer is of. the 
shell type, which is employed by all manu- 
facturers of high-tension and large appa- 
ratus. Jn this form of construction the 
magnetic circuit of laminated sheet steel 
is built up around the copper coils of 


Fic, 2.—Firty-Kitowatt WAGNER CENTRAL 
STATION TRANSFORMER, COMPLETE. 

the primary and secondary windings; 

whereas in the core type the relative posi- 

tions of magnetic circuit and copper coils 

are reversed—the coils enclosing the limbs 

of the magnetic cirenit. 


Fie. 3.—CONNECTION FOR IMPEDANCE 
TEST OF TRANSFORMER. 

The use of the new, so-called “alloy- 
steel,” which the Wagner company em- 
ploys, has resulted in marked advantages. 
Transformer cores built of this steel show 
. Not only marked reduction of initial core 
losses, with corresponding reduction in 
all-day efficiency, but also freedom from 
“aging” and consequent lowering of effi- 
ciency from heating of the transformer in 
operation. 
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‘The new steel gives a transformer hav- 
ing lower internal losses than has hitherto 
been produced, and also one in which 
aging is eliminated. Previous to its in- 
troduction, the operation of apparatus of 
this character was wisely restricted to the 
temperature limits prescribed by the 
American Institute of Electrical Engi- 
neers, for the reason that the sheet steel 
then employed in transformer construc- 
tion aged rapidly if heated much above 
these limits. In the present transformers 
the criterion of heating is not under this 
restriction, but is the safe operating tem- 
perature of the insulating materials em- 
ployed, although it has not been deemed 
wise by the company to modify the stand- 
ard temperature limits that have hitherto 
obtained. 

Unusually effective oil cooling and in- 
sulation is another salient feature of these 
transformers. The secret of success in 
properly cooling a small transformer con- 
sists in affording the oil ample opportu- 
nity to reach all the active materials. That 
this result is not only possible but is 
actually accomplished in Wagner trans- 
formers is due to the peculiarly efficient 
method of spacing all the parts. There 
are no wide individual coils in these 
transformers, but the coils are so sub- 
divided as to make the interlacing layers 
comparatively narrow. This spacing not 
only permits free circulation of the oil and 
the maintenance of all parts at a uni- 
form temperature, but it also reduces to 
the smallest working limits the pressure 
between layers, thereby practically elimi- 
nating the liability of puncture between 
them. 

Wagner central station transformers 
do not depend upon the oil for internal 
insulation. All of the customary guaran- 
tee insulation tests are made upon the 
transformers, and sustained successfully 
by them, before adding the oil. The insu- 
lation of these transformers is, therefore, 
extraordinarily good since the effective 
dielectric strength of the oil is added to 
the already high insulation of the trans- 
former structure due to the design. 
Moreover, in the construction of the trans- 
former no insulating compounds are used 
that can dissolve in, or be affected by, the 
oil. 

The attaining of excellent regula- 
tion has been made a matter of the 
first consideration in the design and con- 
struction of the Wagner central station 
transformers, which are designed with a 
view to their employment on either light- 
ing or small-motor service. An approxi- 
mate rule for determining whether two 
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transformers of the same size but differ- 
ent makes will operate satisfactorily in 
parallel is to compare them on what has 
been termed the “impedance test” applied 
to each of the transformers in turn. As 
shown in the accompanying diagram, Fig. 
3, this test consists in short-circuiting the 
secondary and applying an alternating 
current of low voltage—not exceeding two 
to five per-cent of the normal operating 
voltage—to the primary, adjusting the 
value of the current until full-load cur- 
rent flows through the latter. A watt- 
meter inserted in the circuit will then 
indicate roughly the actual full-load 
copper loss of the transformer under 
service conditions. If the wattmeter and 
voltmeter readings are about the same for 
the two transformers, the latter will oper- 
ate fairly well in parallel. 


— aeaa 


New Mining Property 
Adopting Electricity —West- 
inghouse Motors to Be 
Used. 

The Virginia & Mexico Mining and 
Smelter Corporation, of Hostotipaquillo, 
Jalisco, has in transit from the West- 
inghouse Electric and Manufacturing 
Company, of Pittsburg, Pa., whose agents 
for the republic are Messrs. G. & O. 
Braniff & Company, a number of electric 
motors to be used in connection with its 
new mill. There will be some fifteen 
motors, totaling over 300 horse-power, the 
majority of which will be used for belt 
drive. There is to be a thirty-stamp mill, 
each fifteen stamps driven by a- separate 
thirty-horse-power motor. A twenty- 
horse-power motor will drive ten Wilfley 
concentrating tables. One thirty-horse- 
power motor will be used to drive three 
crushers, and a second thirty-horse-power 
motor to operate air-compressor, mechan- 
ical agitator and vacuum pump. These 
last are for use in connection with the 
slime agitation and the Butters filter 
press which is to be installed. Another 
thirty-horse-power motor will be installed 
to drive three solution pumps and three 
Frenier pumps. A ten-horse-power motor 
will operate a Robins belt-conveyor for 
handling the sands, etc. 

The above mill is to be one of the most 
modern in the republic, and the extrac- . 
tion obtainable will be correspondingly 
high, partly due to the modern machinery, 
and partly on account of the better effi- 
ciency obtained by the use of individual 
motor drives on the separate machines. 
Jesse Scobey is manager of the property. 
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Moving-Picture Machines on 
Alternating-Current Mains. 

In the earlier days of the adaptation of 
the focusing arc light throwing a ray of 
light through a moving film, objections 
came from the users of alternating-cur- 
rent arcs, which caused the enginecring 
department of the United Electric Light 
and Power Company, supplying alternat- 
ing current throughout New .York city, 
some concern. This subject is interesting- 
ly discussed by T. I. Jones in the current 
Bulletin published by the National Elec- 
tric Light Association. ‘These earlier ob- 
jections included hissing at the arc, 
flickering and occasional black spots in 
the picture. 

The study of this trouble showed that 
the black spots were most noticeable when 
the films had reached a given speed. This 
speed was found when the number of 
single pictures passing in front of the 
arc equaled the alternations per second of 
the current supplied. In other words, at 
certain times the arc was absolutely out 
when the picture passed in front of it; or 
if the arc was not actually out the differ- 
ence in illumination due to the red carbon 
when current was absent and the incan- 
descent carbon when current was present 
was sufficient to cause the black spots com- 
plained of on the screen. These black 
spots, therefore, had a direct bearing on 
the frequency of the current, as it fol- 
lowed that where the frequency was 
higher the number of spots was less and 
with lower frequency the spots increased. 

Combinations of two or more arcs were 
suggested, also changes of frequency of 
the current supplied. These suggestions, 
however, simply bettered without remov- 
ing the condition. Accordingly, the mat- 
ter of mercury rectifiers was taken up with 
the engineers of the United company, and 
in conjunction with both the Westing- 
house and General Electric companies a 
rectifier was designed adaptable to mov- 
ing-picture machines. 

One of the important features in the 
design of the rectifier was the starting ap- 
paratus, by means of which the act of 
closing one switch, placed at any location, 
and closing the carbon switch started the 
entire outfit. 

The direct current obtained from the 
rectifier removed the frequency trouble of 
black spots, and the use of the trans- 
former of the rectifier outfit has a ma- 
terial advantage over the direct-current 
110-volt street supply in that it is not 
necessary to use a rheostat in series with 
the arc to cut the voltage from 110 down 
to the voltage of the arc—about fifty-five. 
These rectifiers are now used in a number 
of moving-picture places in New York 
city. 


ELECTRICAL REVIEW 
The Electric Fault Finder. 


A new and useful instrument has just 
been brought out by the Electric Con- 
troller and Manufacturing Company, of 
Cleveland, Ohio, for detecting and locat- 
ing grounds, short circuits, open circuits, 
leaks and other faults in armature coils, 
ficld coils, control circuits, switchboard 
wiring or any other electrical circuit. Its 
name, the “electric fault finder,” truly 
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be slung over the shoulder when testing 
motors in place, such as under a car or 
on an electric overhead traveling crane. 
From this small box leads go to a tele- 
phone receiver fitted with a headpiece so 
as to leave both hands free for testing. 
For working in very noisy places, such as 
bridge and boiler shops or some parts of 
steel mills, the headpiece may be fitted 
with two receivers, one for each ear, which 


A New ELECTRIC FAULT FINDRR. 


deseribes its use since it not only indi- 
cates trouble, which is all that a magneto 
will do, but finds or locates the trouble. 
With the electric fault finder, for instance, 
in a motor armature a faulty coil can be 
absolutely located and the nature of the 
trouble definitely told. If a field coil is 


will shut out all sound save that received 
from the instrument. This arrangement 
not only allows perfect testing to be done 
in noisy places but enables partially deaf 
persons to use the instrument. In one 
case, by adjusting the rheostat to give a 
very loud sound (more than the normal 


USING THE ELECTRIC FAULT FINDER. 


damaged the layer in which the fault lics 
can be absolutely determined. If there is 
trouble in a bunch of control wires in a 
multiple-unit train control, or other mag- 
netic switch control, the faulty wire or 
pair of wires can be promptly located and 
the nature of the fault quickly found. 

As will be seen from the accompanying 
views, the instrument consists of a small 
box provided with a strap so that it can 


ear could stand) and using two receivers, 
a very deaf man did very accurate work 
with this instrument. From the box 
leads of convenient length go also to two 
test terminals. 

The electric fault finder is cheap, 
small, portable, and requires no outside 
current to operate. It requires only one 
man to operate under any conditions, 80 
there is no excuse for the tester desiring 
a helper. 
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The Westinghouse 110 and 250- 
Volt, Multiple, Direct-Cur- 
rent Arc Lamps. 

The Westinghouse Electric and Manu- 
facturing Company, Pittsburg, Pa., has 


INTERIOR View, MILL TYPE DIRECT-CURRENT 
7 ARC LAMP. 


developed a 110 and 250-volt, direct-cur- 
rent arc lamp for installation where the 
lamp may be operated under very severe 
conditions. The design has been adapted 


EXTERIOR View oF MILL TYPE DIRECT- 
CURRENT ARC LAMP. 


especially for mills, factories and other 
places where a unit of delicate mechanism 
would not be suitable. The construction 
of the lamp has been simplified to the 
last degree, and its parts are few in 
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number. The mechanism is of ample 
strength and is easy of access and 
thoroughly protected. The lamps are de- 
signed primarily for 110 and 250 volts, 
direct current, but can be adjusted to 
operate between the limits of 100 and 125 
volts, and 200 and 260 volts, respectively. 
The normal current taken by these lamps 
when adjusted for normal voltage is four 
and one-half and two and three-quarters 
amperes, respectively. The normal life of 
one set. of carbons is from 125 to 150 
hours. l | 

The lamp case consists of a single 
piece of sheet copper of cylindrical shape, 
finished in black japan. The mechanism 
of the lamp may be entirely exposed by 
removing the outer globe, turning the case 
through a small angle and 
lowering it. | Numerous 
openings are made in the 
case through which air 
passes into the lamp. The 
air passes out through a 
space between the upper 
part of the case and the 
upper casting. This current 
of air circulates around the 
resistance coils in the upper 
part of the lamp and pro- 
vides ventilation. 

The magnet coils are 
wound with asbestos-covered 
wire and all the windings in 
the lamp are fireproof. The 
windings are so propor- 
tioned that even on a short- 
circuit test of several hours’ 
duration no deterioration of 
the insulation nor burnouts 
will develop. This insures 
immunity from  burnt-out 
coils whatever the exigencies 
of the service. 

The outer globe or shade 
is held in place by an 
adjustable ring with two 
latches which are used for fastening the 
globe to the lamp housing. These latches 
are large and convenient to manipulate 
and permit the globe to be quickly re- 
leased for trimming. During the oper- 
ation of trimming the globe hangs sus- 
pended by a chain provided for the pur- 
pose. — 

a 


Exports of copper for the first seven 
months of 1907 were 97,160 tons. Im- 
ports of copper for the first seven months 
of 1907 were 79,000 tons. Exports of 
copper for the first seven months of 1908 
were 181,711 tons. Imports of copper for 
the first seven months of 1908 were 46,000 


tons.—Copper Gossip. 
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The “Reliance” Electrically 
_ Driven Swing Saw. 

The accompanying illustration shows 
the “Reliance” electrically driven swing 
saw placed on the market by Carse 
Brothers Company, 165 Broadway, New 
York city. In this saw compactness, sim- 
plicity and strength have been combined 
with great rigidity. The weight has been 
kept as low as is consistent with the best 
engineering practice. The bearings of the 
arbor are long,’ self-aligning and of the 
best grade of babbitt metal. The base of 
the saw is made in one piece, and there is 
no twisting, sagging or lost motion of the 
swinging arm. The apparatus may be 
mounted either on the ceiling or on a side 


‘* RELIANCE” ELECTRICALLY DRIVEN SWING Saw. 


wall. It can be supported on standards 
attached to a beneh, and when mounted on 
a bench may be used as a portable tool 
and moved with the bench from place to 
place to suit the demands of the work 
being done. 

The starting box and switch are placed 
in a convenient position, and the operator 
can start and stop the saw at will. The 
base supporting the motor is of cast iron, 
heavily ribbed, and the saw frame is a 
hollow cast-iron cylinder, strong and 
rigid. The saw is counterbalanced so that 
it automatically returns when the handle 
is released. 


Vol. 53- No. 9 


DOMESTIC AND EXPORT. 

NORTHERN COLORADO POWER COMPANY—Harry Bronner, 
(George C. Smith and James N. Wallace, voting trustees of the 
Northern Colorado Power Company announce that a meeting of 
the holders of voting trust certificates for preferred and common 
stock will be held on September 5 to vote on the authorization of 
a $6,000,000 issue of five per cent bonds to be secured on the prop- 
erty and franchises of the company. 


NEW MEXICAN POWER COMPANY—The Atotonilco Light and 
Power Company has been organized in Guadalajara with a capital 
of $50,000 to install a hydroelectric plant and furnish light and 
power to the town of Atotonilco and to haciendas and industrial 
plants in the tributary territory. Atotonilco is the centre of the 
Orange district of Jalisco. The officers of the new company are: 
Enrique Alvarez del Castillo, president; Francisco Muñoz, vice- 
president; Alfredo Gonzalez, secretary; Jos¢ M. Corvera, treasurer, 
and Alfredo Gallardo, general manager. The other stockholders are 
Manuel Cuesta Gallardo, Dr. Felipe Valencia, Carlos Hering, Vicente 
Orendain, Frederick M. Newton, José C. Dieguez and Dr. Carlos 
Barriere. In the generation of electric current the new company 
will use the Faretan waterfall near the town of Atotonilco. The 
water drops a distance of seventy-five feet, and power sufficient for 
all needs in that section can be developed. Alfredo Gallardo, gen- 
eral manager of the new company, is responsible for the proposed 


enterprise. He planned the utilization of the waterfall and pro- 
moted the company. 


NEW IOWA ELECTRIC ROAD—With a view to the construc- 
tion, equipping and operating of a combination steam and electric 
railroad between Council Bluffs and Des Moines, lowa, via Treynor, 
Carson, Oakland, Walnut, Elkhorn, Exira, North Branch, Guthrie 
Center, Panora and Dallas Center, a company with an authorized 
capital of $1,000,000 has been organized at Treynor, Iowa, a prelim- 
inary survey made and bonds, it is said, guaranteed. The Metro- 
politan Trust and Savings Bank, of Chicago, is quoted as financing 
the movement to a large extent, and that part of the work is prac- 
tically completed. The road will be fourteen miles shorter than 
any now in operation. Gasolene or electricity will serve for pas- 
senger service, while steam is to be used for heavy traffic. The 
right of way will be secured at once and construction work begun 
in early spring. The officers chosen were as follows: President, 
G. W. Adams, Walnut; vice-president, C. L. Kirkwood, North Branch; 
treasurer, A. L. Ingram, Treynor; secretary, Peter Kaghmann, Trey- 
nor; general attorney, Orran Mosher, Jr., Walnut. Directors— 
S. B. Shultz and Arthur Saar, Treynor; V. B. Spangler, North 
Branch; G. L. Artist, North Branch; Charles Peterson, Walnut. 


ELECTRIC RAILWAYS. 


SCRANTON, PA.—Work has been begun on a new power-house 
for the Scranton Street Railway Company. 


BROOKINGS, S. D.—The city council has granted a twenty-year 
franchise to the Brookings & Sioux Falls Railway Company. 


APPLETON, WIS.—Plans for building an interurban line with 


local capital to New London by way of Hortonville are under dis- 
cussion, 


ALTOONA, PA.—An electric line from Altoona to Wopsononock, 


and over the mountain to Dougherty and Patton, is being consid- 
ered by local business men. 


LEWISTON, IDA.—Contracts for the grade work on the John- 
son electric road between Nezperce and a connection with the Cul- 
desac-Grangeville line have been awarded. 


ARGENTA, ARK.—The town council has granted a new fran- 
chise to the Argenta Street Railway Company. The city light plant 
will furnish the necessary current to the railway company, 


MIDDLETOWN. N. Y.—Capitalists are planning the construction 
within a short time of an electric railroad from Goshen to Central 
Valley and over the mountain to Haverstraw, to be called the Hud- 
son River Traction Company. 


KANSAS CITY, MO.—The Kansas City-Olathe Electric Rdilway, 
building south from Rosedale to Olathe, is now completed as far as 


Shawnee, Kan. Work is being pushed on the remaining part of 
the road from Shawnee to Olathe. 


LOUISVILLE, KY.—The needed finances having been secured 
from a Boston bank, the Louisville & Eastern will complete its 
electric line from Louisville to Shelbyville, a distance of thirty 
miles. The line to Lagrange is now complete. 


‘ELKINS, W. VA.—The power-house of the Elkins Electric Rail- 
way Company will be built by October 1 at Roaring Creek Junction, 
by which time it is stated cars will be running. President J. C. 
McSpadden states that the line will be complete to Harding this fall. 


AURORA, ILL.—The Aurora, DeKalb & Rockford electric line has 
been sold to Edwin Bailey, of Boston, to satisfy creditors. Securities 
worth $835,000 par value were sold for $185,000 to Mr. Bailey, who, 


President Fred Dolph, of the Aurora Railway Company, says, has 
interests in common with him. 


NEW HAVEN, CT.—The Connecticut Company, a holding cor- 
poration for the New York, New Haven & Hartford electric traction 
service, has awarded to C. W. Blakeslee & Sons, of this city, the 
contract for a trolley line from Middletown to Wethersfield, eleven 
miles, at an estimated cost of $400,000. 


ROCK ISLAND, ILL.—At a meeting of promoters of the Rock 
Island Southern Interurban, from Monmouth to the tri-cities, held 
at Davenport, it was decided to build the connecting line in order 
that Aledo may be included. The line will be constructed from 
Preemption to Monmouth by way of Viola. 


MEXICO CITY, MEXICO—The Mexico Electric Tramways Com- 
pany has applied to the superior council of the federal district gov- 
ernment for permission to build a new line to reach the new Cova- 
donga Park of the Spanish colony in time to establish the service 
before the next Covadonga festivities in September. 


CLARKSBURG, W. VA.—At a meeting of the Morgantown & 
Dunkirk Valley Traction Company, at Blacksville, it was ordered 
that the first section of the road, extending five miles out of Mor- 
gantown toward Wadestown, be commenced at once. Amri Martin, 
of Morgantown, was named as superintendent of construction. 


WHITE PLAINS, N. Y.—Arrangements have been completed 
between the Tarrytown, White Plains & Mamaroneck Trolley Com- 
pany and the Westchester Lighting Company, by which the latter 
is to furnish the power with which the line will be operated. Three 


additional lines will be strung between New Rochelle and White 
Plains. 


PITTSBURG, PA.—A syndicate of Pittsburg and Butler men has 
plans for the building of an interurban traction line from Butler to 
Slippery Rock by way of West Sunbury. It is planned to run 
through cars from Pittsburg to Slippery Rock over the proposed 
stretch and the Pittsburg & Butler line, which would compete 
most of the way with the Bessemer railroad. 


BILLINGS, MONT.—The sale of a franchise for an electric 
Street railway, which was granted to Yegen Brothers by the city 
council some months ago, has been effected, N. S. Poole, an electrical 
engineer of Townsend, being the purchaser. It is stated that 
Yegen Brothers retain some of the stock and that a company will 
be organized for the purpose of constructing a line in the city and 
through the valley. 

MASON CITY, IOWA—Charles City, Greene, Parkersburg, Alli- 
son, Grundy Center, Marshalltown and other smaller intervening 
points are interested in a proposed electric line from Marshalltown 
north to Charles City and probably beyond. Several meetings have 
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been held and interest in the scheme has been awakened. It will 
take $600,000 to carry through the enterprise, and this must be 
raised by the cities and towns interested. 


ALBANY, N. Y.—The Public Service Commission has granted 
permission to the Champlain & Sandford Railroad Company to con- 
struct an electric line fifty-eight miles in length in Essex County. 
The proposed line will tap the ore mines in the vicinity of Lake 
Sandford and connect with the Delaware & Hudson at Riverside. 
A magnetic survey shows that there are 300,000,000 tons of ore in 
the territory which will assay fifty per cent iron. 


ALTON, ILL.—A new trolley line from Alton to Jacksonville, 
sixty-four miles, is in prospect through the announcement of the 
Alton Construction Company that work on the new Alton, Jack- 
sonville & Peoria road will begin September 15. The line is now 
built from Alton to Godfrey, a little more than four miles. The 
money to build through to Jacksonville is said to have been pledged 
by a European syndicate. An extension to Peoria is planned later. 


RICHMOND, VA.—Colonel C. P. E. Burgwyn and a corps of 
engineers have begun a survey for a railway line from West Point, 
on the York, to Urbanna, in Middlesex County, on the Rappahan- 
nock, a distance of about twenty-five miles. It is stated that the 
road is to be run with modern gasolene electric motor-cars, and 
will be a high-speed road traversing a section of the state now free 
of modern transportation facilities. Northern capitalists are said 
to be back of the enterprise. 


OGDENSBURG, N. Y.—Representatives of New York capitalists 
are securing the consent of property owners to building an electric 
railway from this city through to Edwardsville, a distance of four- 
teen miles, thence across to Morristown and along the St. Lawrence 
River bank to Ogdensburg. The plan also contemplates a line from 
Edwardsville through Rossie to Gouverneur. Options will be secured 
later for a line from Ogdensburg to Canton, Potsdam, Massena, 
Louisville, Waddington and back to this city. 


OKLAHOMA CITY, OKLA.—Officials of the Oklahoma City Street 
Railway Company are planning a number of extensions to be made 
within the next sixty days, to cost in the neighborhood of $50,000. 
John W. Shartel, vice-president and general manager of the company, 
has been in the East for some time looking after matters connected 
with improvements. It is stated that a line will be built to the 
state fair grounds in time for the fair in October. This line will be 
double track and will cost $40,000. The company is in a position 
to construct this line and have it in good running order by the 
latter part of September. 


CINCINNATI, OHIO—Representative men of Erlanger, Ky., it 
is stated, have been at work for some time planning an extension 
of the Cincinnati, Newport & Covington Light and Traction Com- 
pany from the St. Mary’s Cemetery, on the Lexington pike, to 
Erlanger. Dr. James P. Riffe, who has been pushing the extension, 
Bays: “We had several interviews with Mr. Archibald White, the 
president of the company, and told him we would raise a subscrip- 
tion of $60.000 in four per cents, sufficient to pay for the extension. 
He assured us the extension under those conditions and it looks 
like a certainty now.” 


WELLSVILLE, OHIO— That the construction of interurban 
roads that will close all gaps between here and Columbus, Cleve- 
land, Pittsburg and Cincinnati will be undertaken during the coming 
eight months is the belief of traction interests here. Now that a 
complete interurban system is open from Rochester, Pa., to Bellaire, 
a distance down the Ohio Valley of nearly 100 miles, attention is to 
be given immediately to the building of a line from Bellaire to 
Zanesville, on the Ohio side, and from Moundsville to Steelton, 
W. Va., a distance of twenty miles, and from Friendly to Williams- 
town, W. Va., a distance of thirty-seven miles. 


GUTHRIE, OKLA.—Philadelphia capital is reported back of the 
Proposed construction of the Oklahoma City-El Reno Electric Inter- 
urban Railway, and the work of grading is expected to commence 
November 15, according to statements by local promoters. The sur- 
veys have been completed between the two towns, and the work of 
acquiring right of way is going on gradually. A special election 
will be called in E] Reno on the proposition for granting the street 
railway company a four-year extension on its franchise. The life of 
the franchise is twenty-one years, the company claiming that its 
bonds can be better disposed of if the company has a twenty-five- 
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year franchise. The first mile of line has been completed and will 
be extended as soon as material arrives. 


TUSCALOOSA, ALA.—The Birmingham & Gulf Construction 
Company has given up its contract to build the electric line from 
Tuscaloosa to Gadsden. By mutual agreement the contract was 
terminated. All of the equipment owned by the construction com- 
pany has been turned over to the railroad. There have also been 
some changes in the officers of the Birmingham & Gulf Railway 
and Navigation Company. Mr. Vandergrift, who had been general 
manager, has been succeeded by J. T. Pultz, of New York, whose 
title will be general superintendent. E. F. Enslen, Jr., of Birming- 
ham, has been appointed superintendent of the Birmingham & Gulf 
Railroad to succeed George H. Rois. Owing to the cancellation of 
the contract with the construction company the work on the line 
will be delayed for a short time. It is understood that a new con- 
tract will be arranged for an early conclusion. 


BROOKLYN, N. Y.—The Long Island Railroad has applied to 
the Public Service Commission for its approval of the grant of a 
franchise to lay surface tracks on Atlantic avenue, Brooklyn, 
between Flatbush and Shepard avenues. The company claims a 
right of way through Atlantic avenue, but explains in the applica- 
tion that it is asking for a franchise for the reason that it does 
not wish to enter into litigation with the city. The company’s 
claim to the right of way is based on its purchase of the rights of 
the old Brooklyn & Jamaica Railroad Company, which operated a 
surface line through Atlantic avenue. According to the application 
filed at this time the original grant to the Brooklyn & Jamaica Rail- 
road Company was for a railroad from Greenpoint through Jamaica 
to the river’s edge in Brooklyn for the term of 250 years. It is 
claimed that this grant gave the company “the perpetual use for 
railroad purposes of the thirty-foot strip in the centre of this por- 
tion of said avenue,” the portion referred to being the greater length 
of the proposed route, and that, for the rest, a similar provision was 
made in the “tripartite agreement of 1855.” 


HOUGHTON, MICH.—At the annual meeting of the Houghton 
County Street Railway Company, held at the company’s offices in 
Houghton, directors and officers for the ensuing fiscal year were 
elected. The election resulted as follows: President, F. J. Bawden; 
vice-president, F. S. Pratt; treasurer, Henry D. Sawyer; secretary, 
Alvah K. Todd; assistant treasurers, J. Harry Dufresne and Wil- 
lard W. Dow; directors, C. A. Stone, T. E. Tripp, T. N. Perkins, 
Edwin S. Webster, Henry G. Bradlee, F. J. Bawden, Russell Robb, 
N. H. Stone and F. S. Pratt; executive committee, Henry G. Brad- 
lee and Russell Robb. The only change made was that of F. S. 
Pratt in place of Henry G. Bradlee for vice-president. General Man- 
ager McGrath announced that articles of incorporation for the 
Houghton County Traction Company have been filed at Lansing. 
This company has been organized for the purpose of operating the 
Mohawk extension, and it is the intention of the company ulti- 
mately to take over the Houghton County Street Railway Company. 
The right of way for the Mohawk extension has all been secured, 
and nothing now stands in the way of completing the road, work 


on which is progressing rapidly. 


BARRE, VT.—The Barre & Montpelier Power and Traction Com- 
pany has closed a contract with Dornsife & Miglierini for the erec- 
tion of a dam and power-house on the Winooski River, near Kin- 
ney’s Mills, toward East Montpelier, that property and water rights 
having been purchased some time ago. When the work is completed 
the company will have sufficient power to run its cars between 
Barre and Montpelier and also for lighting purposes. It is planned 
io have the construction finished by November 1. The dam will be 
eighteen feet high and 178 feet long. Power will be transmitted 
from the East Montpelier side of the stream by a 600-foot penstock 
to the power-house, to be located near Gallup’s bridge. This build- 
ing will be of cement blocks and will contain two turbines, one of 
350 horse-power capacity and the other of 600. There will be, in 
addition, an auxiliary plant, so that the company will be prepared 
for emergencies. At the annual meeting of the company F. M. 


Corry, E. H. Deavitt, I. M. Frost and T. J. Deavitt, of Montpelier, 


and H. K. Bush and D. M. Miles, of this city, were re-elected direct- 
ors. Subsequently Frank M. Corry was re-elected president: E. H. 
Deavitt, clerk and treasurer; I. M. Frost, general manager, and 
H. K. Bush, vice-president. The reports showed that the business 
of the road increased during the past year. The capital stock is 
now $120,000. 
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ELECTRIC LIGHTING. 


BOYERSTOWN, PA.—A site has been purchased for the pro- 


posed electric light plant, and a building forty by 100 feet will be 
erected. 


MANCHESTER, MASS.—The proposition for the purchase of the 


Manchester Electric Light Company by the municipality has been 
defeated. 


LOS ANGELES, CAL.—The directors of the Escondido Mutual 
Water Company have voted for the installation of an electric light 
and power plant to cost about $30,000. 


POTTSVILLE, PA.—Contracts have been signed for the erection 
of a ten-mile electric transmission line in western Schuylkill. This 
will extend from Tower City to Lykens. 


ARGENTA, ARK.—The city council has decided to expend 
$12,000 for additional machinery for the electric light plant to 
enable it to light for commercial purposes. 


PASCO, WASH.—Fire destroyed the Northern Pacific Light and 
Power Company’s plant on August 7. The plant was valued at 


$51,000, and was partly covered by insurance. The origin of the 


fire is unknown. 


WASHBURN, WIS.—The city council has voted to annul the 
purchase of the electric lighting system from the Washburn Electric 


Light and Power Company. The city paid $22,580.40 for the plant 
but has been unable to make it pay. 


ST. LOUIS, MO—A municipal lighting plant, to supply the 
needs of the new city hall, municipal courts buildings and all city 
buildings in the downtown district, has been approved by Mayor 
Wells. The new plant is to cost $100,000. 


SHERMAN, TEX.—At a meeting of the Sherman city council 
it was decided to draw up an ordinance in blank ordering an elec- 
tion for the issuance of bonds in the amount of $30,000, the pro- 
ceeds to be used for improving the electric light and water systems. 


BERLIN, MASS.—Berlin voted in special town meeting to author- 
ize a special committee to make a contract for five years with the 
Marlboro Electric Light Company for electric lights in its streets. 


The same committee was empowered to act in regard to lighting 
the town hall. 


PORTAGE, WIS.—Surveyors are running a line through Colum- 
bia County from Kilbourn for the Southern Wisconsin Power Com- 
pany. By running through Portage, Wyocena, Rio and Columbus 


these towns will have the advantuge of the power produced by the 
Kilbourn dam. 


WEST CHESTER, PA.—The borough council of West Chester 
has made a new contract with the Edison Electric Illuminating 
Company to light the streets with 2,000-candle-power arc lamps at 


$75 each per year instead of $80 each, the price under the contract 
for the past five years. 


CANTON, OH1O—Manager W. C. Anderson, of the Canton Elec- 
tric Company, states that the contract for furnishing the city 185 
arc lights or more on moonlight schedule at $41.50 per arc per year, 


has been returned to him from Philadelphia with the signatures of 
officers of the company. 


MORRISTOWN, N. J.—The Morris & Somerset Electric Company 
has plans out for the addition to its power-house on Whippany street, 
made necessary for additional machinery for lighting the town, and 
it has taken over the Public Service Corporation’s plant. Two 
additional 250-kilowatt generators will be put in. 


MILFORD, MASS.—The Massachusetts Lighting Companies, of 


‘Boston, which operates the Milford Electric Light and Power Com- 


pany, has petitioned the state gas and electric light commissioners 
for the right to issue $40,000 worth of first mortgage bonds to meet 
floating indebtedness and to further extend the local system. 


MACON, GA.—By granting an amendment to the original char- 
‘ter, Judge Felton has allowed the Central Georgia Power Company 
to increase its capital stock from $100,000 to $400,000. At the same 
time the amendment was granted the name of the company was 
changed from Bibb Power Company to the Central Georgia Power 
Company. 
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ST. LOUIS, MO.—At a meeting of the United Light, Heat and 
Power Committee at the Planters’ Hotel a subcommittee was named 
to make an inquiry into a proposition to build a municipal lighting 
plant. A resolution recommending that the city purchase the under- 
ground conduit system of the Union Electric Light and Power Com- 
pany was adopted. 


POTTSTOWN, PA.—Pottstown has closed a five-year contract 
with the Pottstown Light, Heat and Power Company for electric 
street lighting at the rate of $70 yearly for arc lights and $25 for 
incandescent, a reduction of $12.50 and $6.90, respectively, a saving 
to the borough of about $1,600 annually. The lighting company will 
make improvements costing between $15,000 and $25,000. 


HOLYOKE, MASS.—The July figures for the lighting depart- 
ment show a gain in the output over the same month of 1,415,332 
feet, or twelve and one-tenth per cent over last year. In the 
electric department the gain is also satisfactory, the output for last 
month being 360,880 kilowatts, as against 343,190 kilowatts for the 
same month a year ago. The greatest gain occurred in the com- 
mercial output, where a gain of twenty-four and four-tenths per 
cent was made. i 


OREGON CITY, ORE.—F. M. Swift, who is backing the project 
to construct an electric railway from Oregon City into the Beaver 
Creek, Molalla and Wilhoit Springs sections of Clackamas County, 
has filed notice of the appropriation of water from the main chan- 
nel of the Molalla River. Swift proposes to build a canal or ditch, 
twenty-five feet wide at the bottom, thirty-three feet wide at the 
water surface, to carry an eight-foot depth of water, with a grade 
of two-tenths foot. 


NOBLESVILLE, IND.—Ralph Wing, of Peru, and C. B. Shaber, 
of Arcadia, receivers for the Arcadia Electric Light Company, have 
reported to the court that they have sold the plant to the Noblesville 
Heat, Light and Power Company for $2,500, of which A. R. Holliday, 
of Indianapolis, is one of the largest stockholders. The court has 
approved the sale and discharged the receiver. The Noblesville 
company intends to supply Arcadia with current from Noblesville. 


It is already supplying Cicero and expects to extend the line to 
Atlanta. 


WAHPETON, N. D.—Negotiations are about completed looking 
to the passage of a franchise which will bring water-generated elec- 
tric light and power from a few miles this side of Fergus Falls, 
and will permit manufacturing at this railroad centre with cheap 
power. The total available power will be 2,000 horse. The Com- 
mercial Club has on foot a plan to connect by electric railway Sisse- 
ton with Wahpeton via Hankinson. The line would pass through 
some of the best farming land and most thickly settled country 
in the Dakotas, much of which is relatively far from any railroad. 


ALBANY, N. Y.—The Public Service Commission has granted 
the application of the Williamsville Electric Light and Power Com- 
pany for permission to construct and operate and exercise rights 
and privileges under franchises in the village of Williamsville. The 
order is granted upon the condition that the company will have 
its plant and lighting system completed and ready for supplying 
and distributing electricity on or before May 18, 1910. The com- 
mission has also granted the company authority to issue $25,000 
of common capital stock to be used to acquire power-house and 


equipment. The company applied for permission to issue $35,000 
stock. 


CLINTON, MASS.—At a town meeting a resolution to the effect 
that the town acquire a plant for the manufacture and distribution 
of gas and electricity for municipal use and the use of its inhab- 
itants was passed by a vote of 223 to twenty-seven. The committee 
that was appointed last May to investigate the subject submitted 
a report and was retained to make further investigation. The 
board of selectmen was instructed to communicate with the Clinton 
Gas Light Company and request them, according to law, to file with 
the town clerk a schedule of the property it desires to sell and the 
price it intends to charge. The committee’s report gave some fig- 
ures regarding the approximate value of the gas company’s property 
and the result of a conference with the Metropolitan Water and 
Sewerage Board. From the latter the information was secured that 
power could be taken from the Wachusett dam at a charge of $15 
per horse-power per year, and 2,500 horse-power would be available. 


oe 
s 


——— —— ee or 


August 29, 1908 


PERSONAL MENTION. E 
MR. EDWIN FERRIN has succeeded O. E. Bostick as superin- 
tendent of the Palestine Telephone Company, Palestine, Tex. 


MR. CHARLES R. HUNTLEY, president of the Buffalo General 
Electric Company, was a visitor to New York last week in attend- 
ance at the funeral of the late Dr. William M. Habirshaw. 


MR. F. H. KNOX has been made vice-president and general 
manager of the Electric Power and Manufacturing Company which 
owns and operates a street railway system, electric light and gas 
plants at Gaston Shoals, S. C. 


DR. S. N. TAYLOR has been appointed head of the department 
of electrical engineering at the University of Cincinnati. Dr. Taylor 
has been professor of electrical engineering at the Western Uni- 
versity of Pennsylvania for six years. Previous to that he was 
assistant professor of physics at Syracuse University. 


MR. C. E. DUCK, formerly connected with the Waynesboro 
Electric Light and Power Company and Chambersburg, Greencastle 
& Waynesboro Street Railway Company, and who resigned from 
the service of the latter corporation some time ago, has accepted 
a position with the Carbon Transit Company, Mauch Chunk, Pa. 


MR. FRANK J. QUINN, who for the past fifteen years has been 
associated with the Pacific Telephone and Telegraph Company as 
purchasing agent, and subsequently with the Western Electric Com- 
pany as buyer, has become identified with the Sterling Electric 
Company, San Francisco, Cal., and will act as a director and treas- 
urer of the company. 


MR. ALBA H. WARREN, formerly manager of the Brockton & 
Plymouth Street Railway Company, of Plymouth, Mass., has 
assumed the management of the Pensacola (Fla.) Electric Com- 
pany and the Escambia County Electric Light and Power Company, 
vice John W. Leadley, who is now on an extended vacation prior 
to taking up other work with the Stone & Webster ‘interests. 


MR. BEN S. REED, New Orleans manager of the Cumberland 
Telephone Company, has been appointed superintendent of the New 
Orleans district to succeed E. L. Powell, whose resignation has 
been announced. Mr. Reed has been in charge of the New Orleans 
exchanges since the beginning of this year, reorganizing the force 
and making many improvements. He has been manager at Owens- 
boro, Ky.; at Chattanooga and at Louisville. 


DATES AHEAD. 
Colorado Electric Light, Power and Railway Association, Glen- 
wood Springs, Col., September 16-18. 


Arkansas Association of Public Utilities Operators. First annual 
convention, Little Rock, Ark., September 17-18. 


Old Time Telegraphers’ and Historical Association, and Reunion 
of Military Telegraphers, Niagara Falls, N. Y., September 16-18. 

Tiluminating Engineering Society. Annual convention, Philadel- 
phia, Pa., October 5-6. 


Kansas Gas, Water, Electric Light and Street Railway Associa- 
tion. Annual meeting, Pittsburg, Kan., October 8-10. 


American Street and Interurban Railway Association. Annual 
convention, Atlantic City, N. J., October 12-16. 


American Street and Interurban Railway Accountants’ Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 


i American Street and Interurban Railway Claim Agents’ A880- 
Clation. Annual convention, Atlantic City, N. J., October 12-16. 


X American Street and Interurban Railway Engineering Associa- 
on. Annual convention, Atlantic City, N. J., October 12-16. 


e ae Tin Street and Interurban Railway Manufacturers’ Asso- 
ation. Annual convention, Atlantic City, N. J., October 12-16. 


American Electrochemical 
city, October 30-31... Society. Fall meeting, New York 


Railway Signal : 
October 13-15. gnal Association. Next meeting, Washington, D. C., 


Order of the Rejuvenated Sons of J 
ove. 
falo, N. Y., October 15-16. e. Annual meeting, Buf 


American Societ E 
; y of Municipal Improve 
Atlantic City, N. I Oore: DaS provements. Annual meeting, 


fik ENGINEERING SOCIETY NOTE. 
ae oe CLUB OF CHICAGO—Mr. Clarence E. Free- 
e Arnold Company, Chicago, Ill., addressed the Electric 


Club of Chica 
‘ago on August 26 on the subject of “Irri 
Power Development in the West.” Jec Irrigation and 
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ELECTRICAL SECURITIES. 

The stock market developed considerable irregularity last week, 
with a distinct tendency to travel downward. Murmurings have 
been heard indicating that this was the result of manipulations 
carried on by the financial powers which have been instrumental in 
the upbuilding of the stock market for the past two or three months. 
The impression is gaining ground that a good deal of the trouble 
has been caused by the throwing over of investment stock which 
has been held for some time. The steel stocks contributed the real 
element of strength to the stock situation, while other metals were 
comparatively weak. This is essentially a period of marking time, 
and while the present outlook is favorable for a healthy market 
and increasing values, very little is being predicted one way or the 
other as to what turn will be made in the next two or three months. 

Dividends have been declared upon the following electrical secu- 
rities: Twin City Rapid Transit Company; regular quarterly divi- 
dend of 1% per cent on the preferred stock, payable October 1 to 
stock of record September 16. American Railways Company; regu- 
lar dividend of 1% per cent, payable September 15. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED AUGUST 22. 


New York: Closing 
AllisChalmers Common ........-.e+eseeeeees 11% 
Allis-Chalmers preferred.......---sssseeeee. 34% 
Brooklyn Rapid Transit.........ssssesese.. 51% 
Consolidated Gas .....-ccceecccceceenevece 135 
General Electric ........ ccc cee ce eee ewes 143 
Interborough-Metropolitan common.........-. 11% 
Interborough-Metropolitan preferred......... 315% 
Kings County Blectric.........-+essseeeeees 123 
Mackay Companies (Postal Telegraph and 

Cables) COMMON.........-.eeeeeeeeeees 66 
Mackay Companies (Postal Telegraph and 

Cables) preferred.........---eeeeeecees 6614 
Manhattan Elevated...........0.-eeeeeeeeee 135 
Metropolitan Street Railway..........---- .. 28 
New York & New Jersey Telephone........ 110 
Western Union .......---seceeseccoes 5:5 ais 5514 
Westinghouse Manufacturing Company...... 71 

Boston: Closing 
American Telephone and Telegraph..... .... 124% 
Edison Electric Illuminating................ 216 
Massachusetts Blectric .......... cece ee nee 47 
New England Telephone...........-.-++-+0- 114 
Western Telephone and Telegraph preferred. 70 

Philadelphia: ° Closing. 
Electric Company of America............... 10 
Electric Storage Battery common........... 38 
Electric Storage Battery preferred.......... 38 
Philadelphia Electric ...........0ecceeecces 93% 
Philadelphia Rapid Transit.........essses.. 14 
United Gas Improvement.............-0..6- 87% 

Chicago: Closing 
Chicago Telephone ........... cece eeeeeees 145% 
Commonwealth Edison ..............e0e008 108 
Metropolitan Elevated preferred............ 43% 
National Carbon common................... T2% 
National Carbon preferred....... ee ee 108 


NEW PUBLICATION. 


A NEW BOOK ON ELECTRICAL ENGINEERING—Robson & 
Adee, of Schenectady, N. Y., are preparing for publication a new 
book on electrical engineering by Dr. Charles P. Steinmetz. This 
book contains a sesées of lectures delivered by Professor Steinmetz 
under the auspices of Union University, in the winter of 1907-1908 
to a class of younger engineers consisting mainly of college gradu: 
ates. The lectures give a broad review of the entire field of elec- 
trical power generation, transmission, distribution, control and use, 
showing the close relation and dependence upon each other of al] 
of the factors of the problem. 


EDUCATIONAL NOTE. 


THE ROSE POLYTECHNIC INSTITUTE—The Rose Polytech- 
nic Institute is one of the few special technical institutes in the 
West. It is located at Terre Haute, Ind., and under the presidenc 
of C. L. Mees is maintaining a high standard of excellence a 
institute occupies a large and completely equipped building iihi 
the city limits, and its work is both theoretical and practic 
equipment enabling it to give its students in civil, mech ni 
electrical engineering an abundance of practical work aes 
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; TELEPHONE AND TELEGRAPH. 
ONEIDA N. Y.—Ground will be broken shortly for a new build- 
ing for the Central New York Telephone and Telegraph Company. 


NASHVILLE, TENN.—The Western Union Telegraph Company 
has taken over the wires on the Tennessee Central Railway between 
Nashville and Hopkinsville, Ky., formerly operated by the Postal 
Telegraph Company, and will operate them hereafter. 


SPENCERPORT, N. Y.—The Ogden Telephone Company, which 
was Organized last winter, has now practically completed the con- 
struction of its system and is furnishing service to over 300 sub- 
scribers. The Milliner Building has been leased for the Spencerport 
exchange and two switchboards have been placed in the building. 


WICHITA, KAN.—Surveys are being made for a trunk tele- 
phone line from this city to Abilene to connect the Oklahoma service 
with the up-state systems. The intention is to build a later one 
to Omaha. One already extends from Abilene to Kansas City. The 
capacity of this will be doubled. The expansion of the independent 
service among the farming communities makes trunk lines between 
the cities necessary for toll service. ; 


CENTERVILLE, N. Y.—An association, to be known as the 
Centerville Telephone Company, has been organized, with J. C. 
Vosburg, president; Victor O. Crowell, secretary, and Nelson Hau- 
ber, treasurer. Its purpose is, first, to put up a line from the post- 
office to the Buffalo & Susquehanna Railroad station; second, to 
extend a line to Fairview, four miles from here, and to create a 


system to cover the town of Centerville and connect with the Inter- 
Ocean at Rushford. 


LITTLE ROCK, ARK.—The Valley Telephone Company, of War- 
ren, contemplates an extension of its system from Warren to Der- 
mott, via Monticello, a distance of forty miles. The company has 
600 miles of pole line, 100 stations, thirteen exchanges and operates 
in seven counties. It has connection with the Cumberland at Green- 
ville, Miss., and Lake Providence, La., and with the Southwestern 
Telegraph and Telephone Company at Fordyce and Pine Bluff, and 


has a cable across the Mississippi at Greenville. It sub-leases its 
instruments from the Southwestern. 


REDLANDS, CAL.—A long-distance telephone line from Red- 
lands Junction to El Paso, a distance of about 750 miles, is to be 
built this fall by the Consolidated Telegraph and Telephone Com- 
pany, of Tucson, Ariz. The line will be the longest of the kind in 
the West, and a branch line which will tap the mining district of 
Arizona and the Imperial Valley will make the entire length 1,009 
miles. The cost will be approximately $250,000. Charles A. Rolfe, 
of Redlands, who is identified with the Southwestern Company, of 
this city, has been given the contract and expects to begin work 
in about three months. Although the contract reads “To Redlands 
Junction only,” the terminal point, of course, will be Los Angeles. 
Mr. Rolfe says it has not been decided with which company connec- 
tions will be made in that city. In the construction of the line over 


880,000 pounds of copper wire will be used and more than 50,000 
poles. 


NEW MANUFACTURING COMPANIES. 
DOVER, DEL.—A charter has been filed for the Steven D. Large 
Company, Incorporated, Philadelphia, Pa., to engage in a general 
electrical engineering business. The capital is $10,000. 


COLUMBUS, OHIO—The Browne-Cross Company, of Columbus, 
has been incorporated with a capital stock of $10,000, by Morton S. 
Browne, S. E. Browne, Charles W. Cross, H. H. Wilson and F. H 


Heywood. The company will manufacture and deal in electrical 
devices. 


SEABRIGHT, N. J.—The Atlantic Coast Electric and Protective 
Company has been incorporated to manufacture burglar-alarm ap- 
paratus, with a capital of $10,000. The incorporators are: P. Hall 


Packer, Seabright. N. J.; Joseph Swanson, James Otterberg, New 
York city. 


ALBANY. N. Y¥.—Camden & De Young, Incorporated, have filed 
incorporation papers with the secretary of state to carry on busi- 
ness as electricians, electrical engineers and = general contractors. 
The capital is $20.000 and the directors are Wiliam Kelly, Leon 
ard De Young and Fred Raff, of New York. 
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INDUSTRIAL ITEMS. 


THE H. KRANTZ MANUFACTURING COMPANY, 160 Seventh 
street, Brooklyn, N. Y., is mailing a card calling attention to the 
features of the type P. C. knife switch. 


THE WESTINGHOUSE TRACTION BRAKE COMPANY, Pitts- 
burg, Pa., has ready for distribution instruction pamphlet No. 
T-5035, devoted to the A M S brake equipment. 


THE CHICAGO PNEUMATIC TOOL COMPANY, Fisher Build- 
ing, Chicago, Ill, has ready for distribution advance sheets from 
its catalogue No. 26, devoted to Franklin air-compressors. 


THE ALLIS-CHALMERS COMPANY, Milwaukee, Wis., has 
issued several supplements to its instruction book 5,007. These are 


devoted respectively to supply parts for potential starters, type Al, 
type A2, type B1 and type B2. 


THE PACIFIC ELECTRIC HEATING COMPANY, Ontario, Cal., 
has begun the publication of a little monthly entitled “Hot Points.” 
This contains some very interesting matter concerning the elec- 
trical heating apparatus manufactured by this company. 


THE NILES-BEMENT-POND COMPANY, 111 Broadway, New 
York city, has published a handsome catalogue devoted to Niles 
boring mills. Some of the illustrations show exceptional applica- 


tions of electric motors to the direct driving of these important 
machine tools. 


THE WAGNER ELECTRIC MANUFACTURING COMPANY, St. 
Louis, Mo., has issued bulletin No. 81, devoted to central-station 
transformers. This takes up, in a very careful way, an analysis of 
the use of the new “alloy steel,” with which all Wagner “Standard” 
and ‘‘High-Efficiency” transformers are now built. The use of this 
steel has resulted in marked advantages. . 


THE EMERSON ELECTRIC MANUFACTURING COMPANY, 
St. Louis, Mo., has ready for distribution bulletins No. 3,134 and 
No. 3,306, devoted, respectively, to single-phase induction motors, 
frame 24 DA, one-fortieth and one-twentieth horse-power, light-load 
start type, for intermittent service, and electric blowers for fur- 
naces for alternating or direct currents. 


THE ELECTRIC CONTROLLER AND MANUFACTURING COM- 
PANY, Cleveland, Ohio, in the August issue of its attractive little 
bulletin, “Common Sense,” devotes some descriptive matter and 
illustrations to the electric fault finder which the company is now 
calling attention to. Of course, there is the usual matter which 
has attracted so much attention to this excellent publication. 


THE PITTSBURG TRANSFORMER COMPANY, Pittsburg, Pa., 
is announcing its new silico-vanadium steel transformers. The 
company has also completed its final designs based on the remark- 
able characteristics of this new alloy. The company states that 
core losses in Pittsburg transformers have been reduced thirty to 


fifty per cent, and improved copper losses and regulation have also 
been secured. 


THE CENTRAL ELECTRIC COMPANY, Chicago, IN., has re- 
cently completed delivery on a large number of New Lexington 
high-tension porcelain insulators for use on the lines of the Sani- 
tary District of Chicago. These insulators are of a new type, being 
fired by natural gas, and they are fully described in the insulator 


book which the company is now distributing. Copies of this book 
will be sent upon request. 


THE RAILWAY SPECIALTY AND SUPPLY COMPANY, Chi- 
cago, Il., has published bulletin T-228, describing and illustrating 
the Smith improved nut. This nut is made of spring steel, oil 
tempered. The bore of the spring end is larger than the root of 
the nut thread. When the nut is set tight home the spring is com- 
pressed until it rests against the main body of the nut. In this 
position it exerts a constant heavy pressure between the nut and 
the parts being held, which forces one side of the nut threads 
against the corresponding side of the bolt threads. 


THE WYCKOFF PIPE AND CREOSOTING COMPANY, INCOR- 
PORATED, 50 Church street, New York city, states that the Degnon 
Contracting Company has recently removed one block of its conduit, 
twenty-four-duct run, the property of the Empire City Subway Con- 
pany, from Sixth avenue, between Eighteenth and Nineteenth 
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streets, New York city, owing to excavation for the Hudson River 
tunnels. This conduit was laid in the year 1887 and was removed 
in June, 1908. After twenty-one years it was sound and without 
the least sign of decay in any instance. The company has docu- 
mentary proof of the above facts, and has samples on exhibition 
at its New York office which it will be pleased to show to any inter- 
ested party. This conduit is being stored, as it was taken up with- 
out breakage, except a portion where it was inexpedfent to pull the 
cables and interrupt the service. 


TUNGSTEN LAMP PRICE REDUCTION—The General Electric 
Company announces that after September 1 there will be an extra 
discount of ten per cent allowed on all purchases of tungsten lamps 
in standard package quantities. This additional discount is made 
to cover all losses incident to breakage in shipment, careless han- 
dling, early burnouts, etc., and does away with the necessity of 
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adjusting such claims with the consumer. A careful record has been 
kept to determine the value of the special resilient packing cases 
used by the General Electric Company, and the average transporta- 
tion breakage in six months has been less than two per cent. An- 
other advantage to the consumer of a different character also goes 
into effect the first of the month. This is a general rearrangement 
of the delivery schedule. Thereafter all standard package ship- 
ments to points east of the Mississippi River will be made with 
transportation charges allowed, and for other points, excepting a 
few specially designated free delivery places, a small addition to the 
net price will be made. The company has four factories manufac- 
turing tungsten lamps exclusively and has a combined capacity of 
35,000 lamps a day, while ample stocks are carried at eleven differ- 
ent district sales offices to insure prompt deliveries to any part of 
the country. 


Record of Electrical Patents. 


Week of August 18. 


896,081. TELEPHONE CALL REGISTER. Byron B. Brockway, 
Cleveland, Ohio, assignor to the Dean Electric Company, Elyria, 
Ohio. The register is made a part of, and attached to, the 
diaphragm containing receptacle. 

896,092. ELASTIC SUSPENSION FOR THE FILAMENTS OF 
ELECTRIC INCANDESCENT LAMPS. Paul Druseidt, Rem- 
scheid, Germany. The stem is spring-supported in three differ- 
ent places. , 

896,103. TELEPHONE SYSTEM. Charles L. Goodrum, Philadel- 
phia, Pa., assignor, by mesne assignments, to the Dean Electric 
Company, Elyria, Ohio. A metallic-circuit central exchange and 
substations. 

$96,120. ELECTRICALLY OPERATED VALVE. Christian Kri- 
mer, Frankfort-on-the-Main, Germany, assignor to Felten & 
Guilleaume-Lahmeyerwerke Actien-Gesellschaft, Frankfort-on- 
the-Main, Germany. The closure is effected by means of a stem 
working in an electromagnet. 

896,122. PLURAL LAMP SOCKET. Edward A. Lefébre, Jr., Brook- 
lyn, N. Y. The threaded base is equipped with a plurality of 
contact shells and socket-held plates. 

896,130. RECEIVER FOR WIRELESS TELEGRAPHY. Guglielmo 
Marconi, London, England, assignor to Marconi Wireless Tele- 
graph Company of America, New York, N. Y. The oscillation 
valve and primary winding of the induction coil are connected 
in series with each other, but in shunt with the condenser. 

896,144. ELECTRODE. Harry Pauling, Gelsenkirchen, Germany, 
assignor to the firm of Salpetersiiure-Industrie-Gesellschaft, 
G. M. B. H., Gelsenkirchen, Germany. Melted oxides are formed 
and maintained in their liquid state by the treatment of gases 
by arc discharges. 

896,165. FAN. Otto Selg, New York, N. Y. The fan is fitted with 
an annular slitted deflector having a series of V-shaped blades. 

896 173. TELEPHONE APPARATUS. James H. Thompson, Tren- 
ton, N. J. The bell box is provided with a drum for winding 
up the slack telephone cord. 

896,184. APPARATUS FOR THE ELECTROLYSIS OF FLUIDS. 
Emil Weichert, Augsburg, Germany. The electrodes are fitted 
in conjunction with the convolution of each coil. 

896,188. SYSTEM OF STORAGE-BATTERY CONTROL. Edward 
Wray, Janesville, Wis. An electromagnetic latch holds the 
switch arm locked when a battery is being charged. 

896,189. ELECTRIC TROLLEY. John Young, Toledo, Ohio. The 
trolley wheel is carried in an eccentrically mounted case sus- 
pended from the trolley harp. 

896,192. TERMINAL PIECE FOR ELECTRIC CIRCUIT-BREAK- 
ERS. Christian Aalborg, Wilkinsburg, Pa., assignor to West- 
inghouse Electric and Manufacturing Company. The terminal 
piece is composed of a plurality of cylindrical radially slotted 

; lamina having an inwardly tapered open end. 

$96,198. TROLLEY POLE. Lawrence C. Collins and Arthur R. 
Eltom, Cranford, N. J. The self-seating trolley pole is provided 
with inner and outer telescoping members. 

896,200. BRANCH CONNECTION FOR ELECTRIC CABLES. John 
J. Dossert, New York, N. Y.. assignor, by direct and mesne 
assignments, to Dossert & Company. The conducting yokes are 
adapted to be brought into contact with the cable on diamet- 

. rically opposite sides. 

80210. CONTACT MEMBER. Henry D. James, Pittsburg, Pa. 

&nor to Westinghouse Electric and Manufacturing Company. 
end recess engages with a projecting plug of materially 


smaller section. | i l i 
E » located in * Fecess POSS es 
Smaller. ; the recess of a co-operating contact 


896,216. ELECTRICALLY PROPELLED VEHICLE. Louis Krie- 
ger, Paris, France. The battery, through a resistance, floats in 
the generator circuit. 


896,217. WINDING FOR SINGLE-PHASE INDUCTION MOTORS. 
Fred R. Kunkel, Edgewood Park, Pa., assignor to Westinghouse 
Electric and Manufacturing Company. The main winding of 
the motor is adapted to be connected in either series or parallel 
relation with an auxiliary winding. 


896,218. ELECTRIC WELDING MACHINE. Laurence S. Lach- 
man, New York, N. Y. A spot-welding pole connected to a source 
of current, and a cross-sectional area large enough to give it 
rigidity. | 

896,220. ELECTRIC LOCOMOTIVE. Benjamin G. Lamme and 
Norman W. Storer, Pittsburg. Pa., assignors to Westinghouse 
Electric and Manufacturing Company. The axle is mounted 
upon quills, and the motor is resiliently connected to the axle. 


896,222. ELECTRICAL MEASURING INSTRUMENT. Paul Mac- 
Gahan, Wilkinsburg, Pa., assignor to Westinghouse Electric and 
Manufacturing Company. A graphic recording meter. 


896,217. — WINDING FoR SINGLE-PHASE INDUCTION Morors. 


896,225. MEANS FOR AUTOMATICALLY RESTORING A TROL- 
LEY WHEEL TO THE WIRE. Charles F. Mehl, Cleveland, 
Ohio. An auxiliary wheel carried upon a _ solenoid-operated 
plunger finds the position on the wire for the main trolley 
wheel. 


896,227. MEANS FOR REGULATING THE SUPPLY OF ELEC. 
TRIC CURRENTS. Charles M. P. Montbarbon, Paris, France. 
One terminal of the generator armature is grounded and elec- 
trically connected through contact plates connected to the other 
terminal of the armature. 


896.243. GAS OR VAPOR ELECTRIC APPARATUS. Max von 
Recklinghausen, New York, N. Y., assignor to Cooper Hewitt 
Electric Company. A continuous conductor is hermetically 
sealed in a container in an intervening gas or vapor, 


896,249. ELECTRIC MOTOR CONTROL. Girard B. Ro 
Butte, Mont., assignor to Westinghouse Electric and Manatee 


turing Company. Means for coupling together tw 
nous motors. o asynchro- 


896,202. MEANS FOR ATTACHING METALLIC FILAME 
THEIR CARRIER ARMS. Johannes Schilling, inae Go 
Berlin, Germany. The stem is provided with carrier arms = 
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896,274. ARC LAMP. Guy N. Chamberlin, Lynn, Mass., assignor to 
: General Electric Company. The movement of the electrode 


automatically varies the rate at which air is supplied to the 
inner globe. l 


$96,297. ELECTRIC HEATER. Edward M. Hewlett, Schenectady, 
N. Y., assignor to General Electric Company. The grid-shaped 


resistance strip is folded back and forth upon itself in parallel 
sections. 


896,300. ELECTRICAL TESTING INSTRUMENT. Cameron De 
Witt Jarvis, Winthrop, Mass., assignor to American Telephone 
and Telegraph Company. The contact clips terminate in a cart- 
ridge containing a resistance coil and an indicating member. 


896,319. CURRENT COLLECTOR FOR ELECTRIC RAILWAYS. 
Philipp Pforr, Lankwitz, near : Berlin, and Paul E. Herkner, 
Berlin, Germany. The current collectors are operated by fluid 
pressure mechanisms. 


896,321. FIELD-MAGNET STRUCTURE. Henry G. Reist, Schenec- 
tady, N. Y., assignor to General Electric Company. The struc- 
ture ig composed of alternate large and small polygonal units 
each comprising a plurality of lamina riveted together. 


896,322. DYNAMOELECTRIC MACHINE. Henry G. Reist, Sche- 
nectady, N. Y., assignor to General Electric Company. The 
laminated pole piece is equipped with removable tips. 


896,323. DYNAMOELECTRIC MACHINE. Henry G. Reist, Sche- 
nectady, N. Y., assignor to General Electric Company. The 


field magnet is made up of staggered long and short polar por- 
tions. 


896,332. AUTOMATIC TRAIN STOP. Hiram G. Sedgwick, Mill 
Valley, Cal. The stop mechanism on the train is actuated by an 
electromagnet placed in the roadbed.. 


896,341. FILAMENT FOR INCANDESCENT LAMPS. Willis R. 

- Whitney, Schenectady, N. Y., assignor to General Electric Com- 
pany. The filament is formed substantially of a nitride of a 
rare earth metal. 


896,300.—ELECTRICAL TESTING INSTRUMENT. 


896,348. CIGAR LIGHTER. Eskil Berg, Schenectady, N. Y., as- 
signor to General Electric Company. The heating unit is con- 
tained in a capsule covered by a perforated shield. 


896,350. STORAGE-BATTERY ELEMENT. John Bimeler, Zoar, 
Ohio, assignor of one-tenth to the Zoar Battery Company, Zoar, 


Ohio. The element is built up of a leaf structure, forming an 
open-work frame of large active area. 


896,397. PENCIL AND APPARATUS FOR PRODUCING THE ARC 
LIGHT. Isador Ladoff, Cleveland, Ohio, assignor of thirty 
one-hundredths to Philip C. Peck, New York, N. Y. The elec- 


trode is composed of copper and titanium, and an alloy of cop- 
per and titanium. 


896,416. TELEGRAPHONE. Hermann Schiitte, Wheeling, W. Va. 


The speed of the telegraphone disc is adjusted by a clockwork 
and spring mechanism. l 


896,417. ARC LAMP. Ralph Scott, Wilkes-Barre, Pa., assignor to 


Scott Electrical Company. The feeding mechanism is actuated 
by a magnet. 


896,429. ELECTRODE FOR ELECTRIC FURNACES. Frederick 
M. Becket, Niagara Falls, N. Y., assignor by mesne assignments 
to Winthrop Chanler. The electrode has a metallic body por- 


tion, the interior of which is hollow or chambered, and an 
exterior. coat or shell of carbon. 


896.463. FIREPROOF SUPPORT FOR ELECTRICAL WIRES IN 
RAILWAY CARS. Edward T. Robinson, St. Louis, Mo., assignor 
to St. Louis Car Company, St. Louis, Mo. An insulating mold- 
ing strip with a conduit for angle and corner work. 


896,469. MAGNETIC CIRCUIT-BREAKER. Ralph Scott, New 
Brunswick, N. J.. assignor to Scott Electrical Company. The 


contact members have recesses and prominences in their oppos- 
ing faces, 
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896,476. CRIMPING APPARATUS FOR ELECTRIC WELDING 
MACHINES. Herbert L. Smith, Clinton, Mass., assignor to 
Clinton Wire Cloth Company, Boston, Mass. The apparatus is 
adjustable for making a crimp of any desired proportions. 


896,516. MOTOR-CONTROL SYSTEM. Herbert W. Cheney, Nor- 
wood, Ohio, assignor to Allis-Chalmers Company and the Bullock 
Electric Manufacturing Company. The single controller is 
arranged so that it can control either of the two motors sep- 
arately, but is prevented from controlling them both together, 
and can leave one motor running while it controls the other. 


896,823.—DYNAMOELECTRIC MACHINE. 


896,555. ELECTROLYTIC CELL. Gilbert C. Landis, York, Pa. A 
container having a number of removable frames, each frame 
being provided with a plurality of plates parallel to each other. 


896,584. ELECTRICAL APPARATUS FOR TRANSMITTING SIG- 
NALS. Charles Salmon and Henry J. Creffield, Erith, England, 
assignors to Vickers Sons & Maxim, Limited, Westminster, 


England. The several indicating stations are in series with the 
central signaling system. 


896,586. MAKE-AND-BREAK DEVICE. Dominic Sandretto, Ladd, 
Ill. A bar pivotally mounted operates a step-by-step mechanism 
upon the energizing of an electromagnet. 


896,608. ARRANGEMENT OF THE WINDING OF ELECTRO- 
MAGNETIC CLUTCHES. Heinrich Ast, Vienna, Austria-Hun- 
gary, assignor to the firm of Vulkan Maschinenfabriks-Actien- 
Gesellschaft, Vienna, Austria-Hungary. The magnet body con- 


tains an annular channel-shaped casing adapted to retain the 
winding. 


896,698.—Arc LAMP. 


896,617. TELEPHONE SWITCHBOARD APPARATUS. Lewis A. 
Brinkman, Chicago, Ill., assignor to Kellogg Switchboard and 
Supply Company, Chicago, Ill. An operator’s key shelf equipped 
with listening and ringing key, visual signal, and plugs. 


896,630. ELECTRICAL HEATING MEANS FOR MOLDS. Harry 


E. Diller, Oak Park, Ill. The metal forms a part of the elec- 
trical conducting circuit. 


896.698. ARC LAMP. Charles P. Steinmetz and John T. H. Demp- 
ae Schenectady, N. Y., assignors to General Electric Company. 


ne electrodé is moved by gravity and the other by an electro- 
magnet, 
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TANTALUM DETECTOR FOR WIRELESS SIGNALING. 

During the past year or two innumerable detectors for elec- 
tric waves, acting on the imperfect-contact principle, have been 
devised. Many of these have not been self-decohering, but occa- 
sionally a combination of metals or of a metal and some other 
conducting body is found which is self-restoring. Usually 
detectors of the latter type employ a compound of a metal, such 
as a carbide. The arrangements using metal on metal generally 
call for a mechanical arrangement for restoring the high resist- 
ance of the receptive condition. An interesting detector of this 
tvpe was invented a year or SO ago, and used in the Lodge- 
Muirhead system. This device was formed by rotating a small 
metallic wheel, the lower surface of which just grazed a surface 
of mercury covered with a thin film of oil. The rotation of 
the wheel served to restore the high resistance of the device, 
which apparently was due to a very thin film of oil adhering to 
the surface of the dise. This film appears to be so thin that 
it is punctured by the potentials produced when an electric 
wave is received by the antenna. 

On another page of this issue a wave detector is described 
which employs mercury as one of the contacts and a tantalum 
wire as the other. The wire is exceedingly fine, being only about 
fve-hundredths ‘millimetre in diameter; in fact, it is nothing 
more than a short picce of filament taken from one of the 
ordinary tantalum lamps. Tantalum is not wetted by mercury, 
and when this fine wire is just in contact with a mercury surface 
the contact resistance is from 1,000 to 2.000 ohms. This 
resistance is not high compared with the receptive resistance of 
certain other receivers, but when an oscillation is received the 


‘resistance drops to about one-cighth of its original value. This 


ratio can even be increased if desired and the great change 
gives rise to very loud signals. The inventor of the detector, 
Mr. L. H. Walter, says that in this respect his detector is 
superior to most others, although it is not so sensitive as some 
other types for very weak oscillations. This characteristic he 
thinks makes the detector particularly suitable for wireless 
telegraphy, since the oscillation currents used in that system of 
communication must necessarily be relatively powerful, 
Finding the combination of tantalum and mercury so excel- 
lent, Mr. Walter tried various other combinations of metals, 
both with mercury and with other metals; none of them, how- 


He did 


find one combination of solid metals, namely. tantalum and 
- Peles 2€ cl í 


ever, compared with the tantalum-mercury couple 


oxidized iron, which gave fairly satisfactory results. Such an 
i i Se a l té 


arrangement would he well adapted for use on shiphoard, whe 
ard, where 


the vibration of the mercury surface of the other detectors would 
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render them useless. However, the inventor has devised an 
arrangement of his mercury-tantalum detector in which the 
tantalum wire is in contact with a small globule of mercury 
entirely enclosed, and which therefore does not vibrate. 

It is an interesting question as to what gives rise to this 
high resistance of contact. One would at first attribute it 
to a thin film of oxide, similar though not so strong dielec- 
trically as the coating of oxide which forms on the aluminum 
plates used in electrolytic rectifiers or condensers. Such a film 
might be easily formed if the tantalum and mercury were 
momentarily separated, but when the surface of contact is 
entirely below the upper surface of mercury, one would hardly 


. expect such a coating of oxide to repair itself after puncture. 


Another explanation might be that a thin film of air adhered to 
the mercury. This would prevent the latter from wetting the 
tantalum, but the same difficulty of explaining the self-restoring 


effect is met. If this thin film of air behaved as a liquid, it 


might be said that its surface tension repaired the break; pos- 
sibly there is some such effect. 


THE BOSTON EDISON RATE DECISION. 

After a long investigation of the methods of charging and 
the rates of the Edison Electric Illuminating Company of 
Boston, the Massachusetts Gas and Electric Light Commission 
has gone squarely on record against the modified Wright-demand 
svstem used by the company, taking the ground that it is prac- 
tically impossible to determine accurately the cost of supplying 
an individual customer, and so to proportion the charges that 
each customer will bear his proper share of the burden of fur- 
nishing him with service. Incidentally, a reduction in rates is 
recommended, but the broad genera] interest in the decision of 
the board lies in the fundamental discussion it presents of the 
intricate problem of central station rate making. 

In summarizing its explanation of electric lighting costs the 
company has stated that the costs of an electric lighting com- 
pany are actually the sum of what its customers’ costs would 
be if they supplied themselves under the different conditions 


under which they consume current, Jess such deduction as is - 


justified by the use of the plant by different customers, and 
such deduction as is justified by the greater economy of the 
company's larger plant. To make costs the basis the company 
divides its annual expenses into “fixed” and “running” costs. 
In the latter it includes only those costs which are reasonably 
certain to vary with the amount of current made and sold, 
including coal, oil and waste. water, station wages, carbons and 
incandescent lamps. All other expenses, including dividends, 
are included in “fixed” costs. The “running” costs are obtained 
readily by meter and operating expense records. The “fixed” 
costs for each kilowatt of station demand are obtained by divid- 
ing the fixed costs for the vear by the number of kilowatts 
representing the maximum station demand. The customer’s 
maximum demand is determined by the Wright indicator, but 
to allow for the fact that all the maximum demands do not 
come at the same time, the company modifies its rates by a 
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so-called “diversity factor,” which it defines as the ratio of the 
sum of its customer’s demands to the actual station demand. 
Feeling that the cost of distributing current to small consumers 
is proportionally much larger than to heavy consumers, the 
company has introduced wholesale discounts to relieve the large 
customers of the excess costs occasioned by the smaller customers. 
A year’s experience with the yearly contract lighting rate shows 
an average rate of 7.2 cents per kilowatt-hour; with the non- 
contract lighting rate, 14.2 cents; with the power rate, 5.6 
cents, and with the elevator rate, where the demand system is 
not used, 8.5 cents. | 

The board points out that the justification of a svatem of 
individual rates must rest upon the practicability of ascertain- 
ing with reasonable accuracy the cost of supplying each indi- 
vidual customer, and of automatically apportioning this cost to 
him by the schedule of prices adopted. The board states that 
the ratio of a customer’s maximum demand to the aggregate 
maximum demands of all customers does not, aside from the 
practical difficulty of ascertaining the ratio, determine the cus- 
tomer’s proportion of the fixed costs, because actual conditions 
require the recognition of the so-called “diversity factors.” In 
the year ended June 30, 1907, the maximum station load was 
35,310 kilowatts as against over 48,000 kilowatts, the aggregate 
of the customer’s demands as nearly as they could be ascertained 
or estimated. The diversity factors were not based upon the 
company’s experience nor that of others supplying electricity 
under similar conditions. They are of the greatest importance, 
introduced to so correct the relation of an individual customer’s 
maximum demand to the maximum demands of al} customers 
that his responsibility for the station peak, and therefore of the 
company’s investment because of it, shall be correctly propor- 
tioned. Accuracy in this process, according to the board, 
requires that before the “diversity factors” are used the “fixed 
costs” shall be divided as between lighting and power or any 
portion of the company’s business to which they are applicable. 
“Such a division,” says the board, “is obviously impracticable, 
and without it there is no demonstration that the resulting 
charge to the individual is proportional to his cost.” 

In its decision the commission states that even the “diversity 
factor” assumes that the cost of supplying the individual cus- 
tomer is based on certain average conditions, since the maxi- 
mum demand may vary widely from time to time. It also 
criticizes the inclusion of dividends and general expenses of 
management in the fixed costs, and urges that it is doubtful 
if it is practicable, even though desirable, to ascertain the costs 
to the company of its individual customers and to apportion 


such costs in the prices charged. Finally, emphasis is laid upon 


the desirability of every public service charge being simple, 


definite and readily understood and applied. 

In accepting the board's recommendation as to rate reduc- 
tion, President Edgar states that the company does not wish 
to be understood as admitting the incorrectness of its theory 
of differential prices or the incompleteness of its proof that its 
prices are hased upon cost. In view of the thorough study of 
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the rate problem which all the parties in interest have given 
it in Massachusetts during the past year, and in the light of 
the board’s decision, the continued ability of the demand system 
to stand the test of time will be an interesting matter to observe. 


THE TRACKLESS TROLLEY FOR DUNDEE. 


A number of interesting traffic problems have arisen lately 
in Great Britain, one or two of which we have commented upon. 
One of the newest. worthy of note not because of its importance 
so much as on account of the proposed solution, is that described 
in our contemporary, Electrical Engineering, of London. It. 
seems that the city of Dundee feels a strong need for sqme 
traffic accommodation on the Clepington road. The traffic there 
is not sufficient to warrant the expense of a street railway, so 
that various form of motor buses have been under consideration. 
After a careful investigation made by a subcommittee of the 
tramway committce of the Dundee Town Council, during which 
the subcommittee inspected a number of so-called trackless 
trolley systems in service on the Continent of Europe, it has 
submitted a report recommending the installation of such a 
system on the route mentioned. 


It will be very interesting, should the recommendations of 


the committee be followed, to watch the success of this system. | 


Several years ago there was a good deal of talk about the advan- 
tages of the trackless trolley for routes where the traffic is light. 
But, with the exception of three or four installations in Europe, 
the decision seems always to have been in favor of a railway. 
Among the systems inspected by the subcommittce was that 
at Monnheim, Germany. ‘his cennects Monnheimn with the 
railway station of Langenfeld, the distance being about two 
and one-half miles. It has been in service for a number of 
years; when first started the traffic was light, but it has since 
built up a traffic sufficient to warrant the laying down of rails, 
which is soon to be done. The result here is precisely what was 
predicted would happen. The inexpensive trackless system saves 
the greater part of the expense of the street railway; it thus 
greatly reduces the risk and determines whether there is suffi- 
cient need for a railway. An incidental advantage of the sys- 
tem is that it can be so constructed as to make but slight change 
necessary in the overhead structure when the tracks are laid. 
Another system inspected by the committee was that con- 
necting the towns of Ahrweiler, Neuenahr and Walporzheim. 
This system was put in service a little over two years ago. 
In many places the streets are very narrow, the paving is 
rough, though between the towns the roads are fairly good. The 
Mmotor-car carries baggage and draws a trailer seating twenty 
passengers, A speed of fourteen miles an hour is made, and 
it is said that the actual results show a consumption of energy 
of only 0.67 kilowatt-hour per mile run. This, figure seems 
very low considering the unfavorable road conditions existing In 
places and the fact that the motor-car draws a trailer. 
Still a third system investigated was that at Mulhausen, 
where it is said the most recent installation exists. This system 
was installed to connect the zoological gardens of the town with 
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the electrical line. The company operating the latter said that 
the traffic was too intermittent to make an extension of its 
system profitable, and at the same time the grades were too 
steep for a railway to operate successfully, therefore a trackless 
trolley system was constructed and put in service during last 
May. The cars are light and well equipped and have been pro- 
vided with emergency brakes. The subcommittee was so well 
pleased with the operation of this line that it recommends that 
a similar system, somewhat modified, be used for Dundee. 

The advantages of the trackless trolley system are its suit- 
ability for just such conditions as have been described above. 
The greatest drawback of the system would be assumed to be 
the large energy consumption due to the fact that the cars do 
not run on rails, but if the figure given above is reliable, it is 
evident that a properly constructed car can be operated over 
moderately good roads without requiring an excessive supply of 
energy. The system, of course, avoids the expense of laying 
a track, and does not add this impediment to other traffic. It 
does, however, require two overhead wires, since a ground return 
is impracticable, but the overhead structure could generally be 
light and placed where it is least objectionable. It is evident, 
from the report to which we have referred, that very good speeds 
can be obtained. Fourteen miles an hour is fast enough for 
such light traffic as could be handled by a system of this kind. 
Possibly, when the success of these foreign installations is better 
realized, the system itself will receive more attention elsewhere. 


ae a mae 


A HIGH-TENSION TRANSMISSION DECISION. 

Last March proceedings were begun by the Commissioner of 
Water Supply, Gas and Electricity of New York city against 
the New York Central & Hudson River Railroad Company look- 
ing to the compelling of the railroad company to place under 
ground its high-tension feeders supplying current to its elec- 
trical zone for the operation of its third-rail system. Hearings 
have been conducted before the Public Service Commission of 
the First District. While the commission does not approve of 
aerial transmission lines, it holds that as long as this line is 
safe, and the testimony and evidence presented, it avers, did 
not prove it unsafe, it would seem to be a great injustice to 
the company to compel it to destroy its present lines, and to 
place its high-tension transmission system under ground. Other 
suggestions made by the commissioner are either overruled or 
modified. The decision, on the whole, is favorable to the com- 
pany and is an indication that this commission is not prepared 
to indulge in high-handed or arbitrary procedure. 

During the hearings it was shown hy testimony that in 
addition to the high-tension system of the New York Central 
and the Long Island Railroad system there are at present main- 
tained in the city of New York, presumably under permits 
from the city, five hundred and thirteen miles of overhead line 
operating at from one thousand to three thousand volts, and 
forty-seven miles operating at from three thousand to eleven 
thousand volts, for electric light and railway service and strung 
along the publie streets. i 


— oe 
ee 
—————— 


336 


Vol. 53—No. 10 


Ohio Electric Light Association. 


Fourteenth Annual Convention, Held at Hotel Victory, Put-in-Bay, Lake Erie, August 25, 26 and 27. 


HE fourteenth annual convention of 
the Ohio Electric Light Associa- 
tion, held at Put-in-Bay, Lake 

Erie, on August 25, 26 and 27, 1908, 
combined to a larger degree than ever be- 
fore in the history of this association the 
social and the business elements. While 
the committees in charge of the entertain- 
ment features, which were many and 
varied, performed their duties with good 
taste, energy and judgment, the business 
features received equally adequate treat- 
ment and full preparation, so that the 
papers read were pithy and suggestive, 
and above all brief and to the point, and 
were business-getters. They brought out 
in nearly all cases full and free discussion. 
If the work of an association is to be 
judged by results in increased membership 
and better turnout of the membership to 
the conventions every vear, the Ohio Elec- 
tric Light Association is certainly main- 
taining its position as one of the best of 
the state associations in the country. 


TUESDAY AFTERNOON SESSION. 

Secretary Gaskill called the convention 
to order at two o’clock on Tuesday after- 
noon, and announced that in the absence 
of President F. M. Tait, of the Dayton 
Lighting Company, ex-President W. P. 
Engel, of Defiance, would preside during 
the opening session. 

The first order of business was a paper 
by William M. Adams, of Elyria, Ohio, on 
“Gas Engines in Central Station Work.” 
Mr. Adams advocated very strongly the 
employment of gas engines in place of 
steam where gas is available, on account 
of the decreased cost of operation, and he 
gave figures covering four years’ expe- 
rience with these engines. 

Mr. Adams stated that his company had 
run two engines since a vear ago last April 
and had never lost anv time during that 
period. Last spring they remodeled the 
plant entirely and did not shut down one 
minute. These were two Westinghouse 
280-horse-power, three-cvlinder, and one 
Struthers-Wells of 258 horse-power. They 
use a single system of ignition, with a 
duplicate set of batteries so as to provide 
for a battery giving out. 

He said that it takes a good man to 
run a gas engine, They pav more for gas 
engineers than for steam engineers when 
they find the right man. Where they 
could get a steam engineer for $65 thev 
pav $70 or $75 for a gas engineer. The 
engine was guaranteed for 250 horse- 


power, twenty-five per cent overload. It 
ran twenty-five per cent over the guar- 
antee. During one period of twenty-four 
hours it ran all the way from 250 to 330 
horse-power under water rheostat test. 

The next paper was entitled “A Report 
on Gas Producer and Oil Engine Plants,” 
contributed by B. H. Smith, of the Lex- 
ington electric plant. 

This paper describes a suction gas-pro- 
ducer plant operated by the Lexington 
Electric Light Company, Lexington, 
Ohio. This consists of a twenty-five-horse- 
power suction gas producer and a 100- 
horse-power producer gas engine. The 
dvnamo is a seventeen-kilowatt, 125-volt, 
direct-current machine. The producer is 
an antiquated type built in 1902, using 
anthracite coal. With an average load of 
10.2 kilowatts, and a run of five and one- 
quarter hours, 271 pounds of coal are 
consumed, including a stand-over loss of 
three pounds per hour. Deducting fiftv- 
six pounds for stand-over, the fuel con- 
sumption during the run is 215 pounds, or 
2.2 pounds per horse-power-hour or four 
pounds per kilowatt-hour. With coal at 
$4.90 a ton, the cost for fuel is one cent 
per kilowatt-hour. The entire cost, in- 
cluding oil, attendance, etc., is four cents 
per kilowatt-hour. The preparation of 


the plant for the run takes about an hour. 


Qiling the engine, cleaning and timing 
the igniters, cleaning, barring and blow- 
ing the fire in the producer, sum up the 
usual preparatory service. The engine 
receives the greater part of the attention 
necessary during the run. The igniters 
have given but little trouble. The repairs 
on the producer have not exceeded $5 per 
year. The upkeep of the engine will 
probably amount to $30 per vear. 

S. E. Folk, of Bryan, said he had been 
operating a Diesel engine for about a year 
with entire satisfaction. The economy of 
the engine has been remarkable, current at 
the switchboard costing three and one-half 
to four cents per kilowatt-hour, including 
interest, sinking fund. labor, fuel and all 
operating expenses. The maintenance has 
been much less and the labor less than 
with the steam engine had previously. 

Bonds to the amount of $60,000, were 
sold for the installation of this plant. 
There is set aside $500 a month, which 
will pay the face of the bonds in ten 
years, and $250 a month for interest; so 
that it is expected to pay for the plant in 


-ten years. The capacity of the plant is 


300 kilowatts. The output varies from 
900 to 1,500 kilowatt-hours a day, varying 
with the demand for motor load. The 
power-factor during the day is seventy 
per cent. 

WEDNESDAY MORNING SESSION. 

President Tait opened the Wednesday 
morning session and delivered his address, 
saying in part: 

There has been a decided tendency dur- 
ing the past year for competitive electric 
companies in the same territory to con- 
solidate, thereby effecting what is abso- 
lutely necessary for complete business and 
financial success in a public utility of any 
sort. It is only by the complete and 
absolute control of the electrical output 
in any community that a public service 
corporation can lower its production and 
distributing costs and thereby benefit the 
consumer as well as help itself. 

Monopoly does not and can not suc- 
cessfully mean disregard for the public 
rights and welfare. The lighting com- 
pany’s responsibility increases in propor- 
tion to its complete and absolute monopoly 
of the lighting situation in its territory. 
The municipal ownership idea seems to be 
gradually falling behind. Each vear is 
bringing the taxpayer to a better realiza- 
tion of the fact that “the public pays the 
bills.” 

Announcement was made by Secretary 
Gaskill that there was being held coinci- 
dently at the same hotel a convention of 
the Astronomical and Astrophysical So- 
ciety of America, and suggested that the 
courtesies of the Ohio Electric Light As- 
sociation be extended to them. The mo- 
tion carried unanimously and the chair 
appointed T. D. Buckwell and L. Clifford 
Anderson as a special committee to wait 
upon Professor F. C. Pickering, president 
of the Astronomical and Astrophysical So- 
ciety and communicate to him the action 
taken. 

Professor Pickering, director of Har- 
vard College Observatory, addressed the 
convention briefly and with evident gratifi- 
cation at the kindly reception and ap- 
plause accorded him. 

Professor Lord, professor of astronomy, 
Ohio State University, was also invited to 
address the association and returned his 
acknowledgments. 

Seeretary-Treasurer Gaskill submitted 
his report for the year, showing gross re- 
ceipts of $1,815.56 and disbursements of 
$1,577.64. He congratulated the associa- 
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tion upon the very active and successful 
work accomplished, characterizing the 
year as the most successful one in the his- 
tory of the association. 

C. R. McKay, of the Toledo Railways 
and Light Company, presented a paper on 
“Experience with Luminous Arc Lamps.” 

This paper describes the installation by 
the Toledo Railways and Light Company, 
in February, 1907, of some 547 luminous 
arc lamps of the General Electric type for 
series street lighting. This number has 
been steadily increased, until at the pres- 
ent time about 1,670 lamps are in regular 
service. The first few hundred lamps 
were operated from belt-driven Brush arc 
generators, which machines were gradu- 
ally removed as the installation of twenty- 
five-cycle, constant-current transformers 
with mercury are rectifiers and switch- 
board panels progressed. All the street 
lighting in Toledo is now effected by 
means of such lamps, which, for the most 
part, are spaced approximately 600 feet 
apart in the residence and outlying dis- 
tricts of the city, while in special cases 
the lamps are nearer together and set 
upon ornamental iron poles. 

The lamps average from 320 to 324 
watts per lamp, including line losses, as 
measured at the direct-current circuit ter- 
minals. The present 1,670 lamps, dis- 
tributed over thirty-seven circuits, are 
trimmed by three trimmers, each pro- 
vided with horse and buggy, and about 


DD. ? 
one per cent of the lamps are in the shop 


as an average for adjustment or minor. 


repairs. 


Concerning the life of mercury arc 
rectifier tubes, there are many which have 
exceeded 2,000 hours life, and several 
have exceeded 3,000 hours life. The 
maximum recorded life of any tube up to 
June 1 was 3,589 hours and eight 
minutes. The average life of twenty- 
three tubes which burned out during Mav 
was 1,110 hours. 

The chair called attention to the im- 
portance of arc-lamp efficiency and in- 


vited a full discussion, in the course of. 


Which Mr. Glosser (Marion) inquired if 
the lamps and tubes operated directly on 
twenty-five-cycle circuits without the use 
of frequency changers, to which Mr. 
McKay replied that no frequency changers 
Are used in the operation of these lamps, 
the twenty-five-cycle current from the tur- 
bines being supplied to the constant-cur- 
Tent transformers and delivered by them 
at the same frequency to the rectifier 
tubes, which in turn change the twenty- 


five-eycle current to a pulsating direct cur- 
rent. | 
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Mr. McKay said that he doubted 
whether any motor-generator set would 
show up an efficiency much better than 
eighty-five per cent or eighty-six per cent 
at its full load; whereas the efficiency ob- 
tained by the rectifier system, as indicated 
by the tests given, is considerably higher 
than that; furthermore, it is to be borne 
in mind that by the use of constant-cur- 
rent transformers one is dispensing with 
any additional running machinery other 
than the generator itself. The attendance 
required in the operation of constant-cur- 
rent transformers with rectifiers is very 
little. In the station quoted, having some 


_ thirty-four sets, the work of handling the 


switchboard is done by exactly the same 
attendants who look after the other 
switchboard work in that station, which is 
a station of some 15,000 kilowatts ca- 
pacity in the various systems. Prac- 
tically none of thcir time is spent on the 
rectifier board except when they are plug- 
ging in circuits. 

B. H. Gardner, of the Dayton Lighting 
Company, read a paper on “Best Ways 
and Means of Getting Out and Keeping 
Out Private Plants in Central Station 
Territory.” 

Mr. Gardner is of the belief that the 
primary fault to find with central stations 
is that too many of them still demand ex- 
cessive rates for their service, these rates 
being based on quantity only, regardless of 
the qnality of the load. There are still 
managers who think they can not go be- 
low some certain fixed price per kilowatt- 
hour which may represent average costs, 
while the truth is that they could afford 
to take on some kind of business at half 
the rates they have scheduled. For in- 
stance, there was recently a private plant 
purchased in a large city, although the 
parties wished to avoid the investment. 
The load would average from 200 to 300 
kilowatts, and would be on from ten to 
fifteen hours per day. The central station 
refused to make any concession whatever, 
insisting on its lowest published net rate 
of three cents per kilowatt-hour, claiming 
it would lose money if the business were 
taken at a lower rate. This stand of the 
central station, combined with the fact 
that coal was cheap, explains why one 
private plant was installed. 

To get out a private plant after the 
plant has once been put in operation is 
usually a very difficult task. The owner 
of the plant may be persuaded to close the 
plant down for a year, using the central 
station service during that year. It is 
advisable to take this business for the 
vear’s trial at a flat rate, this flat rate 
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to be determined by the costs of the pre- 
vious year. At the end of the year’s test 
a long-term contract may be entered into 
at whatever rate the test shows the con- 
sumer is entitled to. There are not many 
people who will go back to a private plant 
after a year’s use of central station serv- 
ice, provided, of course, this service is 
what it should be. 

Mr. Elwell (Sidney) reported that in 
the case of several factories that were 
maintaining large steam plants and had 
their own dynamos he had had difficulty 
in securing their general lighting business, 
but had obtained some revenue for their 
night lighting. In a factory that had 
something like 200 lights wired up he 
would give it, say, a thirty or forty- 
light capacity, limiting the supply by Tuse 
or circuit-breakers so as to avoid getting 
tied up to the extent of the full capacity, 
for which he would get no return. 

W. C. Anderson reported that they had 
taken on a planing mill at a flat rate 
entirely off the heavy lighting hours and 
where the Edison main passed right by 
the place. An arrangement can be made 
with many planing mills not to use power 
during hours that artificial light is re- 
quired. Mr. Messer reported that he fur- 
nished both power and light for the plan- 
ing mills at Warren, and they used their 
refuse under their own boilers to make 
low-pressure steam for their dry kilns. 
He had furnished them power for four 
vears. 

Papers by J. F. Rotherv, of the Kast 
Liverpool Traction and Light Company ; 
C. A. Elliott, the Dayton Lighting Com- 
pany, and H. Engle, Consolidated Gas 
and Electric Company, Youngstown, were 
read on the gencral subject of electric 
signs, outlining and other special uses of 
electricity as an adjunct to profitable cen- 
tral station work. 

These papers were discussed as an en- 
tirety, and some interesting points brought 
out. 

Mr. Buckwell (Toledo) referred to the 
introduction of motors for ventilating 
school buildings, an appreciated feature 
being that they are on from four o’clock 
in the morning until half-past three in 
the afternoon. When the school closes the 
motor is cut out. 

Mr. Gaskill reported a similar installa- 
tion in Greenville. When the schoolhouse 
was first built two gas engines were in- 
stalled to operate two blowers, and they 
gave an unending amount of trouble, first 
hecause the janitor knew very little about 
their operation, second because it is dif- 
ficult to get reliable small gas-engine 


338 


units. The speaker, being on the board 
of education at the time, on tracing the 
matter up found that the repairs to the 
gas engine were running about $80 a year, 
and besides this a charge for gas. The 
board of education, after carefully con- 
sidering the matter, decided to substitute 
electric motors. They are a strictly day 
load and average to the company about 
$10 a month. They have not caused the 
hoard of education a cent of expense for 
repairs since their installation. 


In the absence of the author, the paper - 


by F. H. Plaice, of Hastings, Mich., on 
“How Can We Best Increase Our Busi- 
ness ?” was read by Secretary Gaskill. 

E. D. Strickland, of Buffalo, Statesman- 
at-Large of the Rejuvenated Sons of Jove, 
addressed the meeting on the objects of 
the order. 

Luncheon was served in the convention 
hall, after which the discussion of Mr. 
Plaice’s paper was taken up. 


WEDNESDAY AFTERNOON SESSION. 


President Tait commented upon the 
statement by Mr. Plaice that “under the 
propaganda the addition is platted and the 
electric wires strung even before the streets 
are graded, so that when a house is built 
the service may be installed from the be- 
ginning.” It may be a question whether 
the board of directors of the ordinary 
company would tolerate such an expendi- 
ture of money in advance of the business 
to that extent, but he believed that the 
majority of the central stations through- 
out Ohio are too backward in installing 
service for those who want it. It is cer- 
tainly detrimental to install service where 
one is not going to get an adequate re- 
turn; but he believed that occasionally it 
is necessary to stretch a point in order to 
get new business, and it is always possible 
to find out certainly just how much line 
one can afford to build, and if necessary 
to increase the minimum service charge 
for a year or two till the place grows up, 
with the understanding that as increasing 
numbers of the people connect themselves 
with the circuit the minimum charge will 
be reduced in proportion. 

W. P. Engel related an instance where 
a line was erected to outlying territory, 
the consumer agreeing to pay $200 of the 
expense of erecting the line, with the un- 
derstanding that as further connections 
were made he would be given a rebate; and 
under a flat rate of $1 minimum and ten 
cents meter charge per 1,000 watts the 
result was that in less than a year suffi- 
cient houses were connected to enable the 
company to make a complete refund to 
the original consumer. 


ELECTRICAL REVIEW 


Edward F. Gwynn, of the Delaware 
Electric Light and Power Company, pre- 
sented the first of two papers on this 
question, “Should Central Stations Do 
Wiring” This was followed by a con- 
tribution on the same subject by C. C. 
Custer, of the Miami Light, Heat and 
Power Company, of Piqua, Ohio. 

Mr. Gwynn, speaking from his own ex- 
perience and especially in smaller cities 
of, say, 15,000 population and under, 
states that his answer to the question, 
Should central stations do wiring? would 
be, “Yes.” He believes that this is 
necessary to properly serve and protect the 
company’s patrons. Cities of this size 
(15,000 population) can support but one 
first-class wiring and construction estab- 
lishment, and some cities can not do this. 
It should be the duty of the central 
station to look after all new buildings and 
sce that the electrical installation is not 
being overlooked nor neglected. He be- 
lieves that in small cities the average 
citizen has more confidence in the central 
station and prefers to deal with it rather 
than with a supply house or contractor. 

Mr. Custer is of the opinion that the 
function of the central station is to gener- 
ate and distribute electrical energy. It 
is to the central station’s interest that 
house wiring be well done and the wiring 
business pushed, but this does not mean 
that the work must be done by the central 
station, nor that when so done it will be 
better wiring. It seems to him that this 
is a field where the central station should 
be a co-operator instead of a participator. 
It is possible to get good wiring done by 
private contractors, and such contractors 
should have the moral support and co- 
operation of the central station. When 
sure of this support he believes it is gen- 
erally possible to get a sufficient num- 
ber of responsible private wiremen to 
enter the field. 

W. P. Engel was strongly of the opin- 
ion that central stations, whether large or 
small, should do wiring and should have 
a trouble man to look after every little 
detail of residence, store or factory, and 
in this way give more prompt service and 
eliminate kicks that this, that and the 
other was going wrong. He would charge 
the consumer for every renewal and every 
supply part used for repair, but there 
should be no time charge made in the bill. 

Mr. Adams (Lorain) quoted the expe- 
rience of the gas company in the intro- 
duction of gas stoves and the fact that by 
their going into the plumbing business 
they had so increased the use of gas stoves 
that they were now selling thirty per cent 
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of their output for heating and cooking. 
He inquired why the same policy should 
not be followed with regard to electric 
wiring. 

Mr. Selig (Mt. Vernon) reminded the 
convention that last year he had expressed 
himself in favor of central stations with- 
drawing from the wiring business and 
turning it over entirely to the contractors. 
A year’s observation had further confirmed 
him in this opinion. In this way the cen- 
tral station enlists the assistance of the 
contractor, which often proves valuable. 

' Mr. Turner stated that in Cleveland 


about two years ago they initiated an in- 


stalment plan of payments for wiring, 
the wiring being turned over to certain 
contractors. The first year some 500 
houses were wired, but the company was 
not satisfied with the general results, and 
had adopted another plan which gave prom- 
ise of being more successful, and up to 
this time about 1,000 houses have been 
wired under it. It accomplishes results 
and at the same time keeps the central 
station out of any liability or responsi- 
bility, either legal or moral. The com- 
pany solicits the wiring of houses under 
a flat price per outlet. The contract is 
then turned over to any reliable wiring 
contractor who will work under this plan, 
viz., that he must undertake any houses 
turned over to him whether he makes or 
loses money on them, and his price for 
wiring can not exceed the printed schedule 
of flat rates at so much per outlet. The 
company gives the consumer credit on his 
electric light bill for fifteen per cent of the 
cost of wiring and fixtures up to a total of 
$15; that is, fifteen per cent on his total 
bill not exceeding $100 worth of fixtures 
and wiring. The fixture houses agree to 
sell fixtures also on the instalment plan 
of payment. The plan has been working 
out very successfully during the past year, 
and the incentive for the man wiring 
houses to do soliciting is that he turns 
the contracts over for the wiring of houses 
on a pro rata basis as to the number 
turned over to us that he has solicited. 

J. S. Codman, of Boston, Mass., pre- 
sented his paper on “Illuminating Engi- 
neering.” 

Mr. Codman believes that in co-opera- 
tion with customers there is, at least in 
the lighting field, a good opportunity to 
bring down the cost, since the waste by 
customers, not only in converting elec- 
trical energy into light, but also in the use 
of the light itself, is something prodig- 
ious. This continual waste, unrealized by 
customers, leads to the impression that 
electric lighting is more expensive than is 
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actually the case. The result is that 
many are afraid even to try it, and the 
growth of the business is stunted. One 
of the principal objects of the science of 
illuminating engineering is to prevent, or 
at least check, this waste, and some knowl- 
edge of its principles is of great value to 
those connected with the central station 
business. Much electricity is wasted by 
customers through the use of cheap lamps 
of low efficiency. This can best be 
remedied by the adoption of the wise 
policy of furnishing lamp renewals to 
customers, either free or at less than the 
market price. Another prolific cause of 
waste is the use of dirty lamps. The 
use of an unnecessary number of lamps 
is still another form of waste. Another 
cause, also common in residences, is the 
failure to make it easy to turn the lights 
on and off. There are other ways in 
which light is wasted which are not so 
obvious, and to overcome which some 
knowledge of illuminating engineering 
principles is necessary. 

Professor F. C. Caldwell, of the Ohio 
State University, discussed in an able 
manner the leading points in Mr. Cod- 
man’s paper. 

D. L. Gaskill, of the Greenville Electric 
Light and Power Company, presented a 
report on the experience of central sta- 
tions with tungsten lamps. 

This paper is a recapitulation of the 
experience of a number of central stations 
using tungsten lamps for the last six 
months of a year. From this summary 
the conclusion is arrived at that the tung- 
sten lamp has been in use for too short a 
time to judge fully as to its adaptability 
for general use. The price at present 
charged is exorbitant and will prevent its 
coming into general use unless reduced. 
The life of the lamp is shorter than that 
claimed by the manufacturers, or it does 
not permit of a wide range of conditions 
such as must be met by any lamp in gen- 
eral use. The brilliancy and the economy 
of the lamp are particularly good. While 
fragile, it has borne shipment with fairly 
good results. Discoloring of the lamps 
has not been bad, nor has such change 
affected the quality of the light. It is a 
valuable adjunct in meeting competition, 
and, where installed in the proper man- 
ner, gives excellent results from the illu- 
minating standpoint. The larger units, 
ii AOW made, are most desirable. Until 
the price is reduced the most satisfactory 
method of disposing of them to the con- 
Sumers is through the supply houses. 

George C. Osborn said that this report 
was convincing of the fact that the central 
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stations in Ohio are enthusiastic users of 
the tungsten lamp. Considering the five 
installations as a whole and not in part, 
there were twenty-six lamps installed, and 
of this number eight were shown to have 
burned out, and eighteen, or seventy per 
cent of the total mentioned, are still burn- 
ing. The average life of the early burned 
out lamps equals 397 hours; and the re- 
maining eighteen, or seventy per cent, 
were still burning at the end of 382 hours. 
The total amount paid for the tungsten 
lamps, considering them at a price of 
$1.65, would aggregate $42.90; the total 
that would have been paid for carbon 
lamps would be $13.28, showing a dif- 
ferential of additional cost for tungsten 
lamps of $29.62. Five new installations 


“were obtained involving the displacement 


of gas or gasolene at a cost to the central 
station at the present time of $6.27, 
eliminating the rental which will accruc 
from the seventy per cent of the lamps 
still on circuit. The report indicates that 
the installations were used on an average 
of four hours per day, and at a rate of ten 
cents per kilowatt-hour the income thus 
far received has been $100. Surely this is 
making one blade of grass grow where 
none grew before. Even with the appar- 
ent short-life showing made by this cen- 
tral station it can thus be seen that the 
use of tungsten lamps was of great benefit. 

A successful method of satisfying a 
prospective customer on the life of tung- 
sten lamps is to show him what the mini- 
mum life is that the lamp will pay for 
itself as compared with an installation of 
the same candle-power obtained with car- 
bon-filament lamps on free renewal basis. 
In the above report, where the price of 
the lamp is given at $1.65 the 100-watt 
tungsten lamp pays for itself in current 
saved on a ten-cents-per-kilowatt-hour 
rate in ninety-two hours; and, therefore, 
in the average life shown above every 
lamp had paid for itself four times over, 
and seventy per cent were still in service. 

THURSDAY MORNING SESSION. 

Secretary Gaskill announced the ban- 
quet for Thursday evening, stating that it 
was free to all, whether active or asso- 
ciate members or guests. He urged a full 
attendance, as elaborate preparation had 
been made to make the occasion an inter- 
esting and entertaining one. 

The nominating committee submitted 
their report, and at the suggestion of 
Secretary Gaskill action on same was laid 
over until just before the noon adjourn- 
ment, in order that all might have oppor- 
tunity to consider the nominations made. 
Later on in the session the report was 
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taken from the table and unanimously 
adopted, electing the following as officers 
for the ensuing year: 
President, C. R. McKay, Toledo. 
Vice-president, J. C. Rothery, East 


Liverpool. 
Secretary-treasurer, D. L. Gaskill, 
Greenville. 
Executive Committee—F. M. Tait, 


chairman, Dayton; W. P. Engel, Defi- 


ance; M. E. Turner, Cleveland; W. 
F. Hubbell, Wauseon; L. G. White, 
Columbus. 


Advisory Committee—Samuel Scovil, 
chairman, Cleveland; F. M. Tait, Day- 
ton; D. L. Gaskill, Greenville. 

Publicity Committee—E. L. Booth, 
chairman, Bellaire; W. A. Wolls, 
Columbus; W. C. Anderson, Canton. 

Finance Commnittee—T’. D. Buckwell, 
chairman, Toledo; L. C. Anderson, 
Franklin; T. D. Elwell, Sidney. 

Membership Committee—W. J. Han- 
lev, chairman, Cleveland; C. B. Rodgers, 
Tiffin; H. H. Cudmore, Cleveland; G. E. 
Miller, Cleveland; C. M. Lott, Hicksville. 

The chair announced that the discus- 
sion on the tungsten lamp would be re- 
sumed at this time and called upon F. 
W. Willcox, of the General Electric Com- 
pany, Harrison, N. J., to address the con- 
vention. ; 

Mr. Willcox said the central station in- 
terests have cause for congratulation that 
the tungsten lamp is available. There are 
two features of this lamp that should 
cause all central station men to rejoice; 
one is that the efficiency obtained has been 
secured with a simple form of incandes- 
cent lamp. This has not been the case 
oftentimes in the evolution of a science 
or device; the tendency is generally to 
run to greater complication. That means 
a great deal of saving in investment and 
writing off of old apparatus, because the 
lamp simply replaces itself in the ordi- 
nary course of renewals, and therefore 
there is no antiquation. The report heard 
yesterday is also cause for congratulation 
as showing that in its inception, the lamp 
only having been six months in service, as 
shown by these reports, has acquitted it- 
self so well. We have never had in the 
history of any developments any lamp 
that has shown the promise and perform- 
ance that the tungsten lamp has. Other 
developments, such as the Gem, tantalum 
and improvements in the are lamps have 
required much longer time and caused a 
great deal more complaint and dissatis- 
faction before finally arriving at satisfac- 
tory condition. It is now up to the cen- 
tral station to adopt some policy that will 
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insure the lamps being introduced and 
the consumers given the benefit of it. As 
far as he can judge it seems that experi- 
ence so far indicates that the most satis- 
factory policy will be a monthly mainte- 
nance charge for the lamp, which avoids 
the user having to pay full price of the 
lamp whenever one burns out. 

The twenty-five-watt tantalum lamp 
should be seriously considered by central 
stations. This lamp is reasonable in 
price and, while it has not as large candle- 
power as the ordinary sixteen candle- 
power, yet, considering brilliancy, it is 
fully as satisfactory a lamp as the six- 
teen-candle-power. It is serviceable and 
more handy and durable than the tung- 
sten lamp, and in conjunction with the 
tungsten lamp should find wide use in the 
improved economy which renders these 
new lamps necessary. The tantalum lamp 
has been materially improved in life since 
its introduction, giving a life on direct 
current well over 1,000 hours, and on 
alternating current of sixty cycles or less 
it is found that the light is about two- 
thirds of what it is on the direct current. 
It is reported from abroad that the Ger- 
man manufacturers are at present doing 
a larger business in tantalum lamps than 
in tungsten. 

J. R. Cravath said that in regard to a 
question about the equivalent lighting 
value of the 100-watt tungsten lamps and 
gas arcs, he had occasion to figure out the 
probable relative value from theoretical 
considerations and arrived at the conclu- 
sion that under most conditions two 100- 
watt lamps would easily replace the ordi- 
nary gas arc. It would not do it where 
the gas arc was always maintained under 
ideal laboratory conditions, but we all 
know they never are maintained that way; 
it is a physical impossibility. Unless they 
are adjusted just right to give the maxi- 
mum candle-power from hour to hour it 
can be pretty safely figured that two 100- 
watt lamps with reflectors will deliver as 
much useful light in the store as one 
vas are. 

W. C. Anderson, of Canton, said that in 
the matter of meeting gas cost, where 
there is natural gas competition it is ab- 
solutely an impossibility to meet the cost 
of gas; but customers are very glad to 
pay more money, not only fifty per cent 
more, but two or three times as much to 
get a satisfactory light. That has been 
proven very well, not with the tungsten 
lamp, because that has only been avail- 
able a short time, but with other illumi- 
nants, the direct-current enclosed are 
lamp and the Nernst lamp and the Gem 
lamp. 
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President Tait asked Mr. Willcox if it 
was fair to expect that the tungsten lamp 
will ever reach a development such that 
the price will go down proportionately as 
the price decreased on the carbon-filament 
lamp? For instance, the latter was bought 
years ago for $1.25 and they gradually 
came down to fourteen or fifteen cents 
during the course of five or ten years. 

Mr. Willcox replied that there are so 
many factors involved that one can not 
give a definite answer, but from the pres- 
ent outlook it does not seem as if it 
could; yet that does not mean that some- 
thing may not develop in the way of a 


cheapening process that one can not fore- 


see now which will make it possible to 
bring that lamp relatively as low in cost 
as the carbon; but central stations must 
remember that we are dealing with a lamp 
that runs on one and one-quarter watts 
per candle instead of three to three and 
one-half watts per candle, and therefore 
even at the same cost it is going to be 
three times as high. Even at the same 
cost for equal candle-power the tungsten 
lamp renewal cost per kilowatt-hour will 
of necessity be three times as high as that 
of the carbon lamp. 

Mr. Osborn said that those central sta- 
tions that are selling the lamp at a high 
price are just as aggressive and getting 
just as many customers as those that are 
selling cheaper. The subject of rental 
basis is one that can be scaled down, as low 
as one cares to make it, but the actual sell- 
ing price of the lamp, if it was reduced 
in any case ten or fifteen per cent, would 
not affect its sale. If a reduction in price 
comes it will be better for a central sta- 
tion to pocket that difference and perhaps 
be more liberal on the question of early 
burnouts or trial installations, or a liberal 
policy generally in handling the proposi- 
tion rather than to make a corresponding 
reduction in price which would hardly 
count for anything. The question of what 
the life is going to be is often asked; 
what the minimum life is in which the 
lamp will pay for itself. A lamp that 
will cost $1.80 will pay for itself ten times 
in 1,000 hours, so that it pays for itself 
at the end of 100 hours’ use. 

Mr. Gardner said that the Dayton 
Lighting Company charges a rental for 
one 100-watt tungsten lamp of twenty 
cents a month regardless of the number 
of hours that it may be used. If a man 
only burns his lamps about two hours a 
day they would actually get more, taking 
a basis of 1,000 hours, than it would cost 
to renew; in other words he would pay 
for his own renewals. If a man uses his 
lamps three and one-half hours a day he 
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pays about as mtich as it costs to renew 
them on a basis of 1,000 hours. If he 
burns them ten hours a day it will cost the 
company about two cents per kilowatt- 
hour to renew those lamps, and at the same 
time it is getting eleven cents per kilo- 
watt-hour for ten hours a day service. 
Twenty-five cents per lamp per month 
would assure a little better return; burn- 
ing for five hours per day it would not 
cost anything for renewals. 

H. M. Browne, of the Nernst Lamp 
Company, described the new Westing- 
house Nernst units which are being placed 
on the market. These new units of single- 
glower type have screw base renewal and 
are made in sixty-six-watt, 110-watt and 
132-watt sizes, both alternating-current 


‘and direct-current, 110 volts; eighty- 


eight-watt, 110-watt and 132-watt, 220 
volts. The efficiency of the new unit on 
single-glower lamps will range from 1.2 
to 1.4 watts per candle, with regular ala- 
baster globes; on the multiple-glower, 
from 1 to 1.25 watts per candle, depend- 
ing on the size of the lamp. On the 
holder of the multiple-glower type lamps 
we have a wafer heater. This wafer has 
a longer average life than a heater tube 
and costs very much less. 

D. L. Gaskill read a paper on “Some 
of the Causes of Failure in Municipal 
Lighting Stations.” 

L. Clifford Anderson, of the Franklin 
Electric Light Company, read a paper on 
“Grounded Alternating-Current Second- 
aries.” 

E. F. Creighton, of the General Elec- 
tric Company, delivered a very interesting 
address on the subject of protection from 
lightning, describing the many measure- 
ments made to determine the phenomena 
and effect of the current induced by 
lightning discharges and bringing out the 
main features of the new types of light- 
ning protective devices which have been 
placed on the market. 

After discussion and some routine busi- 
ness a recess was taken until 2.15 P. M., 
when the paper entitled “Gas and Gaso- 
lene Lighting Competition and Best 
Ways to Meet It? was read by Fred 
Leslie, of the Muncie (Ind.) Electric 
Light Company. 

There was some further desultory dis- 
cussion and the convention adjourned to 
meet when and where it may hereafter be 
determined by the executive committee. 

One of the interesting events of the 
convention not upon the regular pro- 
gramme was the Rejuvenation of the Sons 
of Jove on Wednesday evening. The in- 
itiation was in charge of Jupiter H. H. 
Cudmore, of Cleveland, Ohio, and States- 
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man-at-Large E. D. Strickland, of Buf- 
falo, N. Y. The Sons of Jove now num- 
ber over 1,700. The initiates were: 
Charles L. Bogner, Cleveland Electrical 
Supply Company, Cleveland, Ohio; Will- 
jam A. Baker, American Electrical Heater 
Company, Detroit, Mich; William R. 
Collins, New York & Ohio Company, 
Warren, Ohio; F. R. DuGuay, Erner 
Electric Company, Cleveland, Ohio; H. 
0. Dutter, Bucyrus Gas and Electric 
Company, Bucyrus, Ohio; F. L. Finch, 
Union Electric Company, Pittsburg, Pa.; 
Warner Jones, Cleveland Electrical Sup- 
ply Company, Cleveland, Ohio; T. J. 
Smith, New Lexington Electric Company, 
New Lexington, Ohio; E. L. Van Winkle, 
Post-Glover Electrice Company, Cincin- 
nati, Ohio; F. A. Williams, chief engi- 
neer Hotel Victory, Put-in-Bay, Ohio. 

The annual meeting of the Sons of 
Jove will be held in Buffalo, N. Y., on 
October 15 and 16, 1908. 

The entertainment committee arranged 
a number of interesting events for the at- 
tending ladies and delegates. Dances 
were held on Tuesday and Wednesday 
evenings; a progressive euchre party and 
a bowling tournament for the ladies on 
Thursday morning, and a vaudeville per- 
formance on Thursday evening, with 
volunteer talent. The ladies were also 
conducted on a trip through the caves. 
Music and songs were rendered on 
Wednesday evening by a colored quartette. 

The following companies made exhibits: 

Allis-Chalmers Company; represented 
by F. C. Colwell, Cincinnati, and S. 
Wolff, Cleveland, Ohio; exhibiting poly- 
phase and direct-current motors, auto- 
starter and transformer, rotating part of 
steam turbine showing internal construc- 
tion. 

Diamond Rubber Company; Edwin 
Williams, sales manager; large-sized Na- 
tional Electric Code cables; issued an 
attractive postal card. 

Duncan Electric Manufacturing Com- 
pany; Adrian Tobias, sales manager; 
showed a line of integrating watt and test 
meters, 

The General Electric Company was 
represented by H. C. Houck, C. R. Wallis, 
Cincinnati; W. J. Hanley, H. B. Good- 
loe, Cleveland; L. R. Dunkle, Columbus; 
G. H. Stickney, Lynn, Mass.; George C. 
Osborn, F. W. Willcox, Harrison, N. J.; 
E. F. Creighton, R. E. Russell, Schenec- 
tady, N. Y. The exhibit especially em- 
phasized the latest developments in tung- 
sten diffusers. There was an interesting 
layout of tungsten lamps for church in- 
stallation, showing fixtures with units 
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grouped in an artistic way; also photo- 
graphs of other unique fixture designs. 
Another feature was a new lamp-testing 
watt indicator for the purpose of making 
ocular demonstration to prospective cus- 
tomers of the relative watt consumption 
of metallic and carbon-filament lamps. 

The Holophane Company; A. C. F. 
Keleher, New York; J. S. Codman, Bos- 
ton, Mass.; line of new prismatic re- 
flectors, giving ten per cent increase of 
candle-power; concentrators used for 
window lighting with very high ceilings. 

The Ideal Electric and Manufacturing 
Company; Clarence E. Delafield, S. E. 
Huenerfauth, Mansfield, Ohio; new 
single-phase motor. 

H. W. Johns-Manville Company; R. R. 
Braggins, manager electrical department, 
Cleveland, Ohio; exhibiting insulating 
material, fuse devices, “Linolite,” service 
and subway boxes, friction tape, etc. 

National Metal Molding Company; V. 
F. Gates, Cleveland, Ohio; metal molding. 

Nernst Lamp Company; Max Harris, 
Pittsburg, Pa.; H. M. Browne, manager, 
Detroit, Mich.; showing new screw burner 
Westinghouse-Nernst lamp, made in four 
sizes, from fifty to 125 candle-power. 

New York & Ohio Company; William 
R. Collins, Warren, Ohio; advertising 
literature. 

The Sterling Electrical Manufacturing 
Company; W. F. Benedict, J. T. Dona- 
hue, Warren, Ohio; presented all comers 
with souvenir rules, tape measures, hand- 
some celluloid blotting pads, ete. 

Wagner Electric Manufacturing Com- 
pany; Thomas T. Richards, St. Louis, 
Mo.; Dean Emerson and Paul Sentman, 
Cincinnati; switchboard instruments, ete. 

Western Electric Company; George H. 
Porter, sales department, Chicago, Ill; 
F. M. Shely, Cincinnati; arc lamps and 
Sunbeam tungsten lamps. 

Westinghouse Electric and Manufactur- 
ing Company; J. W. Schrantz, Cincin- 
nati; C. E. Miller, R. D. Nye, George S. 
Vail, Cleveland; H. H. Hughes, Colum- 
bus; Charles H. Davis, L. A. Starrett, 
S. A. Fletcher, J. O. Little, W. B. Wilkin- 
son, Pittsburg, Pa.; fan motors of various 
sizes, electric irons and heating apparatus, 
glue pots, meters, ete. 

The Ambos-Cudmore Company; H. H. 
Cudmore, Cleveland, Ohio; Weston Elec- 
trical Instrument Company apparatus, 
Eclipse voltmeters and ammeters, oil 
switch, Condit oil circuit-breakers, flexible 
conduit, ete. 

The Adams-Bagnall Electric Company ; 
represented by A. J. Mitchell, Cleveland, 
Ohio, who distributed court-plaster. 
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The Sanitary Pump Company; duplex 
reciprocating power pump operated by 
electric motor, manufactured for press- 
ures up to 150 pounds, and in sizes up to 
1,000 gallons per hour. 

The Pittsburgh Transformer Company ; 
ten-kilowatt Pittsburgh transformer, with 
silico-vanadium steel core. 

Invincible Electric Renovator Sales 
Company, Cleveland; apparatus in oper- 
ation sweeping the carpet in the hotel 
lobby. . 

Among other manufacturers and supply 
and material men in attendance were the 
following: American Electrical Heater 
Company; W. A. Baker, B. H. Scranton. 
American Electrical Works. American 
Shipbuilding Company, J. E. Ginn. Ben- 
jamin Electric Manufacturing Company ; 
H. E. Watson. The F. Bissell Company ; 
Fred Bissell, Frank M. Knierim, A. J. 
Gray, Joseph E. Lockwood. Bryan-Marsh 
Company; Fred W. Godfrey. Central 
Electric Company; W. D. Dunsmore. 
Cleveland Electrical Supply Company; 
L. Greisser, sales manager; Warner Jones. 
Doubleday-Hill Electric Company; El- 
liott Reynolds, W. D. Shaler. S. K. 
Elliott Electrical Company; S. K. Elliott, 
C. P. Billings. Electrical Appliance Com- 
pany; F. J. Anderson. Erner Electric 
Company; F. R. DuGuay. Erner & Hop- 
kins Company ; H. B. Rogers, William A. 
Hopkins. Fort Wayne Electric Works; 
George B. Edgar, A. A. Serva. Federal 
Electric Company; James M. Gilchrist. 
Globe Electric Company; J. E. Swisher, 
A. B. Flagg. Hall Gas Engine Company; 
Marvin E. Hall. F. D. Lawrence Electric 
Company; Charles E. Kuntz. McKeever 


Electrice Company. W. N. Matthews & 
Brother; V. L. Crawford. W. G. Nagel 
Electric Company; Harry E. Adams, A. 
I. Carney. National Carbon Company; 
N. C. Cotabish, A. G. Summerell, A. B. 
Pyke. Post-Glover Electric Company; 
Edwin L. Van Winkle. Robertson Elec- 
tric Company; E. D. Strickland, manager 
publicity department. Standard Under- 
ground Cable Company; Le Loyne L. 
Parkinson. A. L. Swett Electric Light 
and Power Company; Arthur J. Howard, 


manager. Toledo Electric Company; 
Oharles E. Yost. Union Electric Com- 
pany. 


—_——_-@o————_—— 


French Cable Company Fined 
in Venezuela. 


The Civil Court of the First Instance 
at Caracas, Venezuela, has handed down 
a judgment declaring the French Cable 
Company guilty of complicity in the 
Matos revolution against President Castro. 
The company is condemned to pay dam- 
ages of nearly $5,000,000 and a further 
amount to be assessed later by experts. 
The company will probably appeal. 
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THE TEST-METER METHOD OF TEST- 
ING SERVICE METERS -IV. 


BY JOSEPH B. BAKER. 


COMMERCIAL TEST METERS OF THE MOW- 
BRAY TYPE—THE GENERAL ELECTRIC 
AND FORT WAYNE TEST METERS. 

It should be stated at the outset that 
by “test meter of the Mowbray type” is 


Fie. %7.—THomson Hien-Torque INDUCTION 
Test METER. 


meant any specially constructed test meter 
of the type described in former articles 
having a number of field coils giving equal 
torque for any given percentage of full 
load on each coil, thereby enabling the 
meter to be used for testing through a 
wide range with constant high accuracy. 
Test meters so designed and used are to 
be distinguished from “portable stand- 
ard” meters, either of ordinary construc- 
tion and fixed capacity, as employed in 
the early days of meter testing, or of 
special construction and variable capacity, 
as exemplified in the Westinghouse port- 
able standard integrating wattmeter. In 
using the term “Mowbray type” the 
author does not mean to pronounce upon 
the matter of priority of invention, patent 
rights, etc. 

ADVANTAGES AND COMMON FEATURES. 

The General Electric Company and the 
Fort Wayne Electric Works are now put- 
ting out alternating-current test meters 
of the Mowbray type, which will be de- 
scribed in the following. Only the in- 
dividual features of each will be dwelt 
upon in text and illustrations. For gen- 
eral discussion of the test meter the 
reader is referred to the matter on pre- 
ceding pages. 

In introduction, it may be well to re 
hearse very briefly the need which the 
test meter fulfils in the testing of con- 
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sumers meters, and the advantages 
claimed for the Mowbray type, the funda- 
mental features of design which must be 
incorporated to obtain these advantages, 
and the features of operation common to 
all makes. 

In regard to the need filled by the test 
meter, it is only necessary to call attention 
to the enormous increase in the number of 
consumers’ meters in service and the 
higher standard of accuracy in the meas- 
urement of electric energy which is now 
insisted upon in modern central station 
companies. 

While the General Electric and Fort 
Wayne test meters (see Fig. 7 to Fig. 15) 
differ in details of design and features of 
operation, certain fundamental features of 
design are common to both. 

“The most important is the composite 
field winding for obtaining a wide range 
of operation at maximum precision by se- 
curing a high torque in the moving ele- 
ment, constant for every field winding— 
t.e., the same for any given percentage 
of full load on one winding as for the 
same percentage of full load on every 
other winding. Thus it is claimed for 
one of these test meters that the torque 
when using the smallest coil with one 
ampere passing is equal to that produced 
by using the largest coil with twenty am- 
peres. The disposition and range of the 
composite winding and the method of ef- 
fecting its various connections in order 
to adapt the test meter to 
the testing of different 
capacities of consumers’ 
meters, differ between the 
two manufacturers. 

Another important fea- 
ture is the electrical 
method of starting and 
stopping the test meter— 
by a switch in the poten- 
tial circuit. 
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In both makes a neat carrying case, with 
lock and strap, are provided, and consider- 
able ingenuity has been exercised to 
facilitate inspection and repairs. The ar- 
rangement of keeping the moving element 
out of contact with the jewel in trans- 
portation is regarded as a necessary fea- 
ture of the test meter as a portable piece 
of apparatus. A simple and positive 


“locking device,” operated by a thumb- 
screw, is emploved. 


Fic. 8.—WorkinG Parts oF THoMsuN HIGH- 
TORQUE INDUCTION TEST METER. 


In regard to the bearings, the manu- 
facturers have realized the importance of 
providing minimum friction and maxi- 
mum durability in order to maintain the 


The use of a register Fic. 9.—Connections IN Usine THomson Hicn-Torque INDUC- 


for counting the revo- 
lutions of the test meter against the 
revolutions of the meter under test is the 
outgrowth of the simple disc and pointer 
of the earlier test meters. While differing 
in actual design, the register is in both 
cases of simple (horizontal) form, with 
three dials, giving sufficient range of 
registration for practical testing purposes. 
It is located in the top of the test meter, 
with good-sized dials adapted for easy 
reading. The main dial is divided into 
hundredths, and its pointer is fixed direct- 
ly on the meter shaft. 

Portability of the test meter and ac- 
cessibility of its parts have been sought. 


TION TEST METER. 


maximum ratio of torque to mechanical 
friction. Both the General Electric and 
the Fort Wayne test meters of the present 
day are equipped with spring-supported 
cup-diamond jewel step bearings and re- 
movable pivots. The top bearings and 
shaft construction, however, differ in the 
two makes. The usual care in providing 
damping magnets of the greatest strength 
consistent with permanency, and a mov- 
ing element of minimum weight ‘are exer- 
cised in these test meters as in other 
modern commercial meters. 

Certain other features of the several 
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commercial test meters, as meters, are 
common to all makes. | 

The operation of both the General Elec- 
tric and Fort Wayne test meters is’ the 
same and may be described briefly as fol- 
lows :* 

The test meter should be placed con- 
venient to the consumer’s meter and the 
rotating element lowered onto the jewel. 
After making the proper connections for 
test meter and consumers meter and 
ascertaining by temporarily starting the 
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Fia. 10.—CALIBRATOR WITH COVER OPEN. 


test meter (by closing the switch, which is 
in the potential lead for alternating-cur- 
rent meters) that its disc rotates in the 
counter clockwise direction, a reading of 
the register should be taken. Or, the 
main pointer may bé brought to zero 
by manipulating the switch. The test 
meter should be started for the test sim- 
ultaneously with the beginning of the 
count of the revolutions -of the consumer’s 
meter, and stopped after the desired 
number of revolutions has been taken. 
The register should then be read again, 
and the difference between the readings 
will give the total number of revolutions. 
The watt-hours registered by each . meter 
are simply the product—quickly obtained 
on the slide rule—of its respective revo- 
lutions and calibrating constant. Since 
the constant is the watt-hours registered 
per revolution, the relative accuracy of 
consumer's meter ig being nati should be connected 
in series with, and Thebes: the meter under test and 
1 i 


e load, and the potential coil should be connected 
yas the line between the mains and thé meter under 
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the meter under test is shown by the 
ratio of the watt-hours registered by the 
two meters. A sufficient number of revo- 
lutions should be taken to make negligible 
any error in reading the test meter. As 
already stated, after the test has once 
been started it need not be stopped until 
the desired number of revolutions has 
been taken, as any change in the external 
circuit affects both meter under test and 
the test meter equally. 

In checking the test meter the same 
rules are followed as in testing standard 
meters, with the possible exception of the 
formula, which, with the constants usual- 
ly furnished with the test meter by the 
manufacturer, becomes: 


3600 x revolutions x calibrating constant 


seconds 
= watts registered by test meter. 


Fro. 11.—CALIBRATOR REMOVED FROM CASE. 


Calibration of the test meter is most 
readily done in the test room by the indi- 
cating-instrument and stop-watch method, 
the necessary adjustments being made in 
the same wav as in the regular consumers’ 
meters of each manufacturer; any special 
devices are described. 

GENERAL ELECTRIC COMPANY TEST METER. 

The Thomson high-torque induction test 
meter, type IB-2, manufactured by the 
General Electric Company (Fig. 7 to Fig. 
9), is designed for testing 110-volt alter- 
nating-current meters of three-ampere to 
twenty-five-ampere normal capacity. 

Special features of this test meter, de- 
scribed in detail below, are the simplicity 
of the connections to the test meter and 
of the general design, extremely high 
torque, astatic magnet system, and special 
calibrating devices. 

The test meter is contained in g case 
nine and one-half inches by eight inches 
by seven inches, with hinged cover. The 
register has three dials and the ratio be- 
tween gears is ten to one, so that the 
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second dial reads in units and the third 
in tens of revolutions. The units and tens 
dials are placed inside the main dial. The 
standard three-dial register permits a 
three-minute test at full load to be made, 
as the full-load speed of the test meter is 
lower than thirty-five revolutions per 
minute. No current leads for connections 
between test meter and consumer’s wiring 
are provided, but the potential circuit is 


wired to a receptacle. in the top plate of 


the test meter, and a flexible lead is pro- 
vided having a plug at one end for insert- 
ing into the receptable and a pendent 
snap switch near the other end by means 
of which the potential circuit may be 
closed and opened from a distance. | 


Fie. 12.—Back View or CALIBRATOR 
REMOVED FROM CASE. 


As shown in Fig. 7 and Fig. 8, the test 
meter is assembled on a central frame 
hung from the plate which forms the top 
of the test meter when the cover of the 
case is opened. The register dials are in 
the middle, and along the rear edge are 
four heavy binding-posts for the current 
connections. The binding-posts are of 
simple and rugged pattern, adapted for 
making “solid connections” with ordinary 
wire leads. A little to the right of the 
dials is the thumbscrew for the locking 
device, and at the left is the receptacle for 
the potential plug. By means of a pair 
of buttons, one at each side of the top 
plate, the test meter may be lifted bodily 
from its case to make it accessible for 
calibration or repairs. As shown in Fig. 
8, when removed from the case the test 
meter may be set down resting stably, in 
a vertical position, on the botton rib of 
the frame casting. The single-potential 
winding with which the test meter js 
equipped may be used on voltages ranging 
ten per cent on either side of normal (110 


344 


volts). There are three current coils, one 
end of each being connected to a common 
binding-post, and the other ends to each 
of the three remaining current bmding- 
posts, marked with the respective ampere 
capacities of the coils, one, ten and 
twenty. 

In genera] construction, the Thomson 
high-torque induction test meter compares 
well with any make of test meter, as may 
be seen without need of lengthy descrip- 
tion, by an inspection of Fig. 8. Calibrat- 


ing on full load is effected by loosening © 


the two clamping screws that hold the 
magnet shoe and then moving the mag- 
nets bodily. This illustration shows the 
general accessibility of the parts. Light- 
load adjustment is obtained in the usual 
way by moving a lever at the bottom of 
the test meter to the right or left, thereby 
shifting a small rectangular conductor in 
the space between the potential winding 
and the disc: the distortion of the flux 
thus produced accomplishing the desired 
result without affecting the full-load cali- 
bration. The top bearing is a simple 
hole drilled in the bottom plate of the 
register. 

It is stated by the maker of this test 
meter that it possesses a constant accuracy 
throughout a range of 200 to 1, i.e., 
from a two-kilowatt load down to a ten- 


Fic. 14.—WItIRING OF CURRENT-CoIL RECTION 
to PLUG SWITCH. 


watt load, and that negligible error is 
introduced by ten per cent changes in 
voltage or frequency. 

The correct connections of the Thom- 
son high-torque induction test meter for 
testing a regular two-wire, three to 
twenty-five-ampere type I Thomson high- 
torque induction meter are shown in Fig. 
9. The testing procedure is the same as 
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already described in the general discus- 
sion of commercial test meters of the 
“Mowbray type.” 
THE FORT WAYNE ELECTRIC WORKS TEST 
METER. 
The Fort Wayne type of test meter, 
the portable wattmeter calibrator, type 
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sumer’s wiring, respectively; and the 
latter a two-conductor cord with a pend- 
ent snap switch cut in on it for closing 
and opening the potential circuit of the 
meter, and having plugs at one end for 
connection to the potential receptacles on 
the meter and spring clips at the other 


Fie. 18.—REGISTER MOVEMENT AND DIAL OF CALIBRATOR, 


KM-1, manufactured by the Fort Wayne 
Electric Works, is one of the most recent 
additions to the growing family of test 
meters. 

This “calibrator,” which is shown in 
the general views, Fig. 10 to Fig. 12, is 
designed for testing alternating-current 
meters, covering the range of most 110- 
volt and 220-volt meters in service on 
two-wire and three-wire circuits from 
light load to full load. Special features 
of the calibrator, described in detail be- 
low, are its wide range, the plug-switch 
method of cutting in the different field- 
winding combinations, the provision of 
fuses to protect the one-ampere field 
winding from accidental overloads, the 
use of the Fort Wayne type of “cap” in- 
stead of the flat disc that is employed in 
meters of other types, and the general 
accessibility of the calibrator. 

The calibrator is contained in a ma- 
hogany carrying case eight inches by eight 
inches by ten and three-quarters inches. 
The register (Fig. 10 and Fig. 13) is in 
the front section of the top plate, and 
consists of a main dial two and three- 
quarters inches in diameter, and two 
smaller ones within the main dial. The 
ratio between gears is ten to one, so that 
the second dial reads in units and the 
third in tens of revolutions. Flexible 
current and potential leads are provided, 
the former being a four-conductor cord 
with punched meter terminals at one end 
and cable connectors at the other end, all 
stamped with distinguishing letters to 
facilitate the making of correct connec- 
tions with the calibrator and the con- 


end for connecting to the line. One of 
the cable connectors of the current leads 
and one of the line connectors of the po- 
tential leads are stamped plus (or minus), 
to facilitate the correct. poling of the cali- 
brator. 

Referring to the illustrations, the cali- 
brator is fitted. with a hard-rubber top 


Fic. 15.—STEP-SHAFT BRARINGS. 


plate, in two sections, which contains all 
of the devices used in the operation of 
the calibrator in the testing of meters. 
The front section, which contains the 
register, as already described, is supported 
by the frame of the meter, which in turn 
is supported on the bottom of the carry- 
ing case. Directly in front of the register 
is located a knurled thumbscrew for 
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operating the “locking device.” Turning 
this screw to the right raises the rotating 
element and Jocks it firmly for transporta- 
tion, out of contact with the jewel, and 
turning the screw to the left lowers the 
rotating element onto the jewel. The rear 
section which is supported by the frame, 
like the front section, contains the four 
current binding-posts (two at each end 
of the plate) and the two potential re- 
ceptacles (in the middle of the plate) one 
for use on 110 volts and the other for use 
on 220 volts, both provided with caps to 
prevent dust from entering the calibrator 
when the plug of the potential lead is re- 
moved. On each side of the potential 
receptacles is a receptacle for a one-am- 
pere fuse, consisting of a piece of ordinary 
fuse wire mounted in a fuse chamber of 
special design. The front middle part of 
the plate is occupied by the plug switch 
which is used for effecting the various 
combinations of the two current coils with 
which the calibrator is equipped to give 
the latter the necessary range of capacity. 
The current coils are wound in sections 
which may be connected by means of the 
plug switch in series, series parallel, or 
parallel in conjunction with the cable 
connectors on the current leads. The 
wiring of the current-coil sections to the 
plug switch is shown in Fig. 14. The 
windings selected as most suitable for 
meter testing are of one, two, five, ten and 
twenty-ampere and 110 and 220-volt ca- 
pacity. With these windings meters up to 
and including twenty-five amperes, two 
wires, either 110 or 220 volts, and up to 
and including twelve and one-half am- 
peres, three wires, 220 volts, may be tested. 

The top and step-shaft bearings are 
shown in Fig. 13 and Fig. 15. The top 
hearing is located in the top plate of the 
register and is easily accessible by remov- 
ing the glass, which is held in place by a 
spfing brass ring and the pointer over 
the large dial. The top bearing may then 
be unscrewed for inspection. It consists 
of a simple brass stud tapped into the 
register plate and drilled for the reception 
of the upper end of the shaft. 

As already stated, accessibility is a fea- 
ture of this test meter. The entire meter 
may belifted out of the case by removing 
the screw under the strap in the bottom 
of the case. All of the connections are 
made on the rear section of the top plate, 
so that the register and rotating element 
may be removed without interfering with 
the connections or altering the calibration. 
The shaft is mafe in three sections as 
shown in Fig. 15, the top-bearing pivot, 
the shaft proper and the jewel pivot. The 


ELECTRICAL REVIEW 


joint between the top-bearing pivot and 
the main portion of the shaft is made 
just below the bottom plate of the register. 
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The Care and Maintenance of. 


Storage Batterles. 


If the operator in charge of storage 
batteries, says F. A. Warficld, will always 


“remember that his batteries will do so 


much in a given time and no more; that 
they must be used and treated as carefully 
as an engine and generator; that any at- 
tempt to make them do more than the 
company which furnished them guar- 
anteed will only involve failure, dissatis- 
faction and expense, he will have mastered 
the substance of the best set of instruc- 
tions for their care. A potential of 2.15 
volts per cell is required to start the 
charge and the author has usually ob- 
tained the best results by charging at fif- 
teen per cent above the normal rate, 
maintaining this rate until the voltage 
reaches approximately 2.5 per cell. At 
this point the current should be reduced 
to the normal rate and the charge con- 
tinued until the voltage stops rising. 
When charged in this way the voltage will 
rise rapidly from 2.15 to 2.25 during the 
first hour, then slowly until 2.45 volts per 
cell is reached, then it jumps to nearly 
the maximum value, at which point it 


-remains practically constant, giving off 


gas freely at the positive and negative 
plates, while the solution remains perfect- 
ly clear. Under ordinary operating con- 
ditions a battery may be considered fully 
charged when the voltage reaches a con- 
stant value, but at least once a week this 
method of determining the state of charge 
should not be relied upon. There are 
three ways of determining when a battery 
is fully charged: When the voltage 
reaches a constant value; by the color 
of the plates, and by the specific gravity 
of the electrolyte reaching a maximum 
constant value. It is very important that 
the battery be fully charged, but Ñ is just 
as important that it be not overcharged, 
and to prevent this the specific gravity of 
the individual cells should’ be taken at 
least once a week with a hydrometer as a 
check upon the voltage readings. Usually 
a charge twenty per cent in excess of the 
normal discharge is required. And about 
once in two weeks an overcharge should 
be given. This is done by charging 
normally until the full charge has been 
given; then the current should be dropped 
to one-half the normal rate and continued 
for three or four hours. While doing this 
the specific gravity will be found to rise 
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for an hour or more after the voltage has 
become practically constant and the over- 
charging should be continued until the 
specific gravity itself becomes constant. 
If, in case of an emergency, it becomes 
necessary to charge more quickly than 
usual, the charge may be started at twice 
the normal rate and continued until the 
battery commences to gas and the voltage 
reaches 2.6 per cell. At this point the 
electrolyte will have a milky appearance 
and the battery will be gasing freely. 
The current should then be reduced to 
one and a half times the normal rate and 
the charge continued until the voltage 
reaches 2.6 again, when the charging cur- 
rent should again be lowered. When a 
battery is used spasmodically or is kept 
floating on the line it is a good plan to 
discharge it at least once every two weeks 
and then overcharge. The temperature of 
the cells should never be allowed to go 
above 100 degrees Fahrenheit, the tem- 
perature of the cells near the middle of 
the battery being watched to prevent this. 
The best results are obtained when charg- 
ing with the temperature between seventy 
and ninety degres. The electrolyte should 
be maintained at least one inch over the 
tops of the plates and the specific gravity 
should be between 1,200 and 1,225 when 
fully charged. The following rules should 
be observed: Never discharge a battery 
below 1.75 volts; never adjust the specific 
gravity by adding acid until the cause of 
the low specific gravity is known > never 
allow the acid to get below the standard 
level; always maintain the acid at the 
standard specific gravity; never let the 
battery stand in a discharged condition ; 
at frequent and regular intervals give the 
battery a good overcharge at a low rate; 
keep the battery and all connections 
clean; keep all connections tight; remedy 
all trouble immediately, and use only pure 
water and pure acid for the electrolyte. 
—Electric Journal (Pittsburg), August. 
— 0 


The Telephone in Advertis- 
ing a Play. ` 

During the week a novel use was made 
of the telephone directory in New York 
city to advertise the play “Paid in Full.” 
The scheme was to call up every regularly 
listed telephone subscriber and use a set 
form of message in apprising the called 
party of the play and an invitation to be 


- sure to see it. In elaborating the scheme 


lists of the newly arrived guests at all the 
leading hotels were secured, and they, too, 
were reached by telephone. 
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The Korn System of Image Transmission. 


A Detailed Description of the New Apparatus. 


T will be remembered that Dr. Korn 
brought his image-transmitting ap- 
paratus from Berlin to Paris last 
year, where it was set up in the offices 
of the illustrated weekly L’Illustra- 
tion in order to make a public demon- 
stration as to sending the photographs 
over a wire, and this was quite suc- 
cessful over a long-distance line. Since 
then the journal decided to take up 
Dr. Korn’s system on a practical scale 
for newspaper work, and it accordingly 
` had a set of improved apparatus con- 
structed by the Carpentier firm, the suc- 
cessors of Ruhmkorff, who are noted for 
isstrument work on the Continent. One 
of these instruments is now set up in the 
building of L'Illustration at Paris, where 
it occupies a special laboratory devoted to 
this purpose, with a dark room for develop- 
ing the photographs which are received. 
The corresponding instrument is in oper- 
ation at London in the office of the Daily 
Mail. The Paris apparatus is also in con- 
nection with one of Dr. Korn’s instru- 
ments which is set up at Berlin. The 
transmission between Berlin and Paris 
is all that can be desired at present and 
a transmitted photograph of Dr. Glatzel, 
who is in charge of the Berlin station, is 
shown herewith. Owing to the compensat- 
ing selenium method, which is one of the 
original features of Dr. Korn’s method, 
the details of the photographs are repro- 
duced with great clearness, and the views 
can be sent within a reasonable length of 
time. The line between Paris and Lon- 
don includes a telephone cable across the 
channel, and owing to the inductive effects 
of the cable the results have not as 
yet been all that might be expected, but 
it is hoped to secure a good transmission 
in the near future. 

The station at Paris is in charge of 
Jules Chatenet, who has kindly furnished 
the writer with the following points about 
the new apparatus. Dr. Korn’s com- 
pensating method, which has not been 
well understood up to the present, is 
here described in full, and it is of great 
interest from a physical standpoint as 
well as of a considerable practical value. 
No doubt it will be used in the future by 
all inventors who are at work upon image- 
transmission devices. There seems noth- 
ing left to be done in the way of trans- 
mission of photographs, as Dr. Korn has 


By C. L. Durand. 


now solved the problem in a thoroughly 
practical manner and with remarkable 
results, but there still remains the at- 
tractive and difficult problem of direct 
vision at a distance, which is far from 
being solved at the present time. 

Each of the complete apparatus con- 
tains a transmitter and receiver, and these 
are mounted side by side upon a suitable 
support with a motor placed underneath. 
By changing a lever, the motor mechan- 
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ism is made to drive either the trans- 
mitter of the receiver. 

Referring to the outline diagram of the 
transmitting apparatus, which is shown in 
Fig. 1, the beam of light is furnished by 
a lamp which is enclosed in a sliding tube 
L. For this purpose a Nernst lamp is 
preferred. By means of a large lens M, 
placed in front of the lamp, the beam is 
sent along the chamber to the left, where 
it reaches a second sliding tube B. This 
tube contains a lens and at the farther 
end is a small diaphragm opening which 
allows a beam of very small size to pass 
through. The photographic film or posi- 
tive image which is to be transmitted is 


wrapped around a glass cylinder A, and 
this is rotated in a regular way by means 
of the shaft E. The synchronous motor 
is made to drive the vertical shaft by 
means of a suitable mechanism. At the 


same time the shaft is raised gradually © 
by a screw thread which it carries at the. 


lower part, thus giving a rotating and 
a vertical movement to the cylinder after 
the manner of a phonograph cylinder. In 
this way the beam of light is made to cover 
all parts of the photographic film. Gen- 
erally a positive film is used for the trans- 
mission, as this will give a negative image 
at the receiving end. However, a negative 


fiim can be employed if desired, in which . 


case the effect is reversed. After passing 
through the film the beam is received in 
a total-reflecting prism C, which directs 
it vertically and allows the light to fall 
upon the selenium cell D, the light being 
diffused over the whole surface of the cell. 
In this way the opaque or transparent 
parts of the film come into the path of the 
beam and this action causes more or less 
of the light to be stopped off. The sele- 
nium cell thus receives varying intensities 
of light which correspond to the different 
portions of the photographic film. 

The receiving apparatus (Fig. 2) is 
mounted parallel to the transmitter and, 
like it, consists of a main horizontal 
chamber with a vertical chamber at one 
end which receives the rotating cylinder. 
The mounting of the lamp tube L and 
the lens M is the same. From this point 
the beam passes along the chamber and 
first traverses the galvanometer device W, 
which is used for cutting off more or less 
of the beam, according to the amount of 
current passing in the line. The prism 
F is not in use when the receiver is being 
operated, and in this case it is moved to 
one side and out of the path of the beam 
so that the light is made to pass through 
the diaphragm opening E and the ad- 
justable tube D, which contains a lens for 
concentrating the beam upon the receiv- 
ing cylinder. The latter cylinder is shown 
at A, and it is considerably smaller than 
the transmitting cylinder. Around it is 
placed a sensitive photographic film which 
receives the beam, narrowed to a point by 
a diaphragm. Means must be provided to 
keep the cylinder A in the dark, after 
the manner of a roll holder. This is 
carried out by a tight box B, which con- 
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tains the cylinder, and the shaft which 
rotates the cylinder is connected by a 
coupling piece K to a short piece of shaft 
which passes through the bottom of the 
box. As the cylinder has an upward 
movement like that of the transmitter 
cylinder, there is provided a long sliding 
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The movable part T is inserted from 
the top and lies between the poles of the 
strong electromagnet N. Openings in the 
poles allow the beam to pass through. 
Referring to the detail view of the part T 
(this can also be seen in one of the photo- 
graphs), it consists of a supporting rod 
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Fie. 1.—THe Korn TRANSMITTER FOR [MAGE REPRODUCTION AT A DISTANCE. 


cover CC which is permanently fixed on 
the end of the tube D and it runs in a 
groove in the box so as to keep it always 
covered. There is also a slide which is 
placed on the box between the cylinder 
and the tube D (not shown here), so that 


a a upon which is mounted a double 
stretched wire b. For this purpose a fine 
platinum wire is used. In the middle is 
mounted a small square of aluminum foil 
which is exceedingly light. The current 
coming from the line is made to pass in 
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Fie. 2.—RECEIVER or KORN SYSTEM OF [MAGE TRANSMISSION AT A DISTANCE. 


by closing it the box as a whole can be 
removed for developing the film. 

For intercepting a greater or less 
amount of light, according to the current 
sent into the receiver, a device which was 
designed by Dr. Korn is used. Itis shown 
at W, and consists of an electromagnetic 
shutter which has a small screen moving 
back and forth in the path of the beam. 


the platinum wire, and as it is placed in 
the strong magnetic field the system is 
displaced to one side and away from the 
centre as the current passes. The amount 
of the deflection depends on the strength 
of the current, but it is not proportional 
to the latter, as will be mentioned further 
on. The lack of proportionality is com- 
pensated for by a diaphragm placed in the 
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path of the beam at E, which has a tri- 
angular opening, so that the amount of 
light falling on the photographic film is 
nearly proportional to the current in the 
line; that is, to the amount of light which 
has passed through the varying parts of 
the original image, causing the resistance 
of the selenium cell to vary in the usual 
way. Hence, for each part of the original 
image, light or dark, we have a corre- 
sponding resistance of the selenium cell 
and a corresponding current in the line, 
giving a greater or less amount of move- 
ment to the electromagnetic shutter and 
hence a corresponding impression on the 
receiving film. | 

The portion of the apparatus shown at 
V, including the prism F, does not 
properly belong to the receiver, but is used 
in connection with the transmitter when 
the receiver is not working. This part 
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TRIANGULAR DIAPHRAGM PLACED BEFORE THE 
Lens TUBE (aT E) For CORRECTING THE 
LacK OF PROPOKTIONALITY IN THE ELEC- 
TRO-MAGNETIC SHUTTER. 


forms the compensating device which is 
one of the most ingenious parts of Dr. 
Korn’s apparatus. It is found a great 
advantage to use a second selenium cell 
in connection with the main cell in order 
to overcome one of the main difficulties 
which is found in the use of selenium, 
that is, the “inertia” of the cell. As is 
well known, the cell does not respond at 
once to the effect of the light which falls 
upon it, but there is a certain interval of 
time, or lag, in the change of resistance 
which takes place. Again, when the light 
is removed the cell does not come back at 
once to the original state. This inertia 
of the selenium has been a serious draw- 
back in the use of selenium cells for the 
transmission of images, both as concerns 
the sharpness of the image and the rapid- 
ity of transmitting. In order to overcome 
the effects of the inertia Dr. Korn uses 
a second selenium cell which is connected 
electrically with cell No. 1, both cells be- 
ing placed at the sending station. Cell No. 
2 receives light at the same time as No. 1, 
and the light sent upon both cells depends 
upon the thickness of the film, but cell 
No. 2 does not receive the light directly. 
For this purpose an electromagnetic 
shutter and a second heam from a lamp 
are used to throw light on cell No. 2. The 
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shutter receives current from the circuit 
of cell No. 1. In this way the effect on 
cell No. 2 is somewhat the same as if it 
had been lighted directly from the image. 
The combined current from both cells is 
now sent into the main line, as will be 
explained below, and the result is that 
such current shows but a small amount of 
lag with reference to the moment of 
changing the light upon the selenium cells 
and this practically overcomes the inertia 
of the cells when in combination, al- 
though each of the cells is unchanged and 
possesses the usual amount of inertia. 
The method of compensating can only be 
explained clearly by the use of curves in 
order to show the resulting effect. The 
main points as to the compensating 
method will accordingly be brought out 
in the theoretical account which follows. 

Fach of the instruments, transmitter 
and receiver (Fig. 3 and Fig. 4), is oper- 
ated by a synchronous motor which will 
be observed in the engravings. To the 
motor shaft is connected the mechanism 
which is used for operating the cylinder 
in cach case. The gearing which drives 
the cylinder shaft is arranged so that it 
can be varied bv shifting a lever so as to 
give the normal speed or a slower speed. 
Usually the normal speed is employed, 
which gives the transmission of the image 
in about twelve minutes. Each of the 
synchronous motors is operated from a 
local storage battery by direct current. 
The armature of the motor carries also a 
ring collector at the other end, and from 
it can be taken alternating current. Such 
current is used for operating the fre- 
quency indicator. This latter instrument 
is shown in its essential parts in Fig. 5. 
A main electromagnet carries the coil W, 
and the laminated pole-pieces P P’. At- 
tached to the pole-piece P are three 
tongues of spring steel, A, B, C, which 
are separated from the second pole-piece 
by an interval. The tongues are made 
to vibrate on the passage of alternating 
current, provided they are tuned so that 
their normal vibration period corresponds 
to the frequency of the current. In prac- 
tice the three tongues are tuned so as to 
vibrate at 99, 100 and 101 periods, re- 
spectively. The upturned ends of the 
tongues are made to face a dial plate with 
the corresponding numbers engraved upon 
it, as will be seen on the right. When 
the frequency is at ninety-nine cycles, only 
the first tongue will vibrate. For 100 
evcles the second tongue vibrates, ete. 
For ninety-nine and one-quarter cycles 
No. 1 vibrates in a smaller amplitude and 
No. 2 in a still smaller one; at ninety- 
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nine and one-half Nos. 1 and 2 vibrate at 
a reduced and an equal amplitude. In 
this way the speed of the motor can be 
adjusted at each station so as to corre- 
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which operates the release of No. 2 by 
means of an electromagnet. Therefore 
both shafts start together for the succeed- 
ing revolution, and so on. Motor No. 1 
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Fie. 3.—ONE END OF THE RECEIVER, SHOWING TRANSMITTER CYLINDER, MoToR SHAFT, CYL- 
INDER, ELECTROMAGNETIC SHUTTER AND DARK BOX. 


spond. As usual in running synchronous 
motors the motor of station No. 1 (trans- 
mitter) is run somewhat *slower than 
motor No. 2. When the cylinder shaft 
of No. 2 has completed its revolution, it 


is set by the synchronizer at say ninety- 
nine, while the second operator sets his 
motor at 101. The stop in the revolution 
of No. 2 is exceedingly short and does 
not affect the transmission. At this time 


Fia. 4.—RECEIVER wiru Dark Box In PLAce. Tue VERTICAL COLUMN 18 SEEN BELOW, WITH 
THE COMPENSATING CELL. 


thus arrives at this point somewhat before 
No. 1. and it is stopped automatically 
by a pawl. As soon as No. 1 comes to the 
same point, a current is sent into the line 


a battery current is sent over the line and 
it is received in a sensitive relay which 
operates the electromagnet of the releas- 
ing device. At the same time the current 


September 5, 1908 


from the selenium upon the line is broken 
automatically for an instant and the re- 
ceiving electromagnetic shutter is likewise 
cut out. 

The compensating method which was 
devised by Dr. Korn is of considerable 
interest, seeing that it is one of the main 
factors in the success of the present ap- 
paratus, owing to the fact that it over- 


Fie. 5.—FREQUENCY INDICATOR. 


comes the inertia of the selenium cell to 
a great extent. The result is that the 
image at the receiving end is much 
clearer, and at the same time the speed 
of sending the image can be reduced 
within a.reasonable time, seeing that the 
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CHARACTERISTIC SELENIUM CURVES. 


mpulses of current in the cell can be 
made in a more rapid succession than 
could be done were the cell to have the 
usual amount of inertia. 

Curves I and IT! show the inertia of 
selenium cells when lighted and then 
darkened. When lighted (at L) the cur- 
rent rises, but not instantly. When the 


ight is cut off (at D) the current value. 


1 These Ccurver Pe chidi BEDE Gaai nr aein 
to who were obtained by Dr. Glatzel of Berlin., 
m the accompanying description is due, l 
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falls somewhat rapidly at first and then 
very slowly. In order to secure an abrupt 
rise and fall of the curve Dr. Korn em- 
ploys two selenium cells which are of a 
different character as regards their physic- 
al properties and at the same time can be 
differently lighted if desired. By con- 
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Fie. 6.—CONNECTIONS OF SELENIUM 
COMPENBATOR. 


necting these two cells in opposition in a 
circuit on the Wheatstone bridge principle 
he is able to overcome the inertia to a 
great extent. The connection must be 
such that the differential current from 
the combination of the cells is greater 
than zero when the cells are ighted, and 
must be zero when in the dark. Referring 
to Fig. 6, he connects the cells Se? and Se? 
in a Wheatstone bridge circuit with the 
galvanometer G and battery. The bridge 
is balanced so that in the dark there is 
no current in the galvanometer circuit 
ab. Taking two cells having a different 
physical character, it is found that upon 
lighting them the resistances do not 
change equally, so that the bridge, bal- 
anced in the dark, will be unbalanced 
when the cells are both lighted at once, 
and a current will flow in a b. Such cur- 
rent will be stronger as the lighting is 
higher, within certain limits, and it is 
the difference of the currents which flow 
in the bridge arms Se’ and Se?; it also 
depends upon the difference of potential 


„in be and bd which form the other arms 


of the bridge. By displacing the contact 
arm at b we can find the best point for 
the compensation by experiment, and 
when this is found we proceed to balance 
the bridge (when the cells are in the 
dark) by means of the extra resistance 
W, which is connected across the cell No. 
2. As this somewhat alters the first com- 
pensation adjustment, we make another 
adjustment at the other resistance. The 
result of this combination is shown in 
curve TII, using the oscillograph to take 
the curves in the different arms of the 
bridge. In the curves marked Se! and 
Se? are shown the usual curves of cur- 
rent rise and fall for each of the two 
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selenium cells taken separately. Here the 
inertia is large, especially at the drop of 
the curve. However, the differential cur- 
rent in the galvanometer shown at C is 
of a different character. The curve rises 
somewhat more rapidly, but at the drop 
the fall is much more rapid than usual, 
and the current value reaches zero very 
quickly. This effect can be further in- 
creased by the use of an over-compensa- 
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Fic. 7.—ANOTHER MEANS OF SECURING THE 
COMPENBATING EFFECT. 


tion, so that the curve takes the forms 
seen in curve IV. Here the current falls 
below the zero line and consequently the 
drop is more rapid than before. The cur- 
rent in the galvanometer circuit, which is 
the one used in practice on the line, 
should be as large as possible and we 
should make the best choice of the dif- 
ferences of potential in ab and be to carry 
this out. At the same time the current 
can be increased by lighting the two cells 
differently but still at the same moment. 


Fic. 8.— DETAIL oF PRISM AND DIFFUSING 
CHAMBER. 


As mentioned above, the two cells must 
have different physical properties, Dr. 
Korn employs in general the form of cell 
which consists of a flat plate of insulat- 
ing material having wrapped around it a 
number of turns of double platinum or 
other wire. Between the wires there is 
spread a laver of selenium in the usual 
way. Such a layer may be made thick, 
and in this case the resistance of the cell 
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is less. But on the contrary the inertia 
is greater, as the effect of the light ap- 
pears to take some time before reaching 
the under part of the selenium. For a 
thin layer of. selenium the resistance is 
higher but the inertia is lower. Thus in 
curves I and II, the former shows the 
inertia of a 500,000-ohm cell, and the 
latter the inertia of a 70,000-ohm cell, 
and it is seen that the low-resistance cell 
has a much higher inertia. In carrying 
out the Wheatstone bridge combination 
just referred to we use a cell Se! which 
has a low inertia and high resistance, 


while Se? is a low-resistance and high- 
inertia cell. 


By the use of the following methods 
Dr. Korn was able to secure a still better 
compensating effect. At the transmitting 
end (see Fig. 7) we have the cell Se? 
which is lighted through the photographic 
film by the lamp R and lens Q. Cell 
Se? (the compensating cell) is lighted 
by means of a second lamp and an electro- 
magnetic shutter M, of the type which 
we have already described. At the re- 
ceiving end is the electromagnetic shutter 
N, which causes light to fall upon the 
photographic film P. The three parts M, 
N and C are connected on the Wheatstone 
bridge principle upon the main line. 
When Se! is lighted the bridge balance is 
destroyed and a current is sent into M. 
This causes Se? to be lighted in turn, but 
nearly at the same time, the only differ- 
ence lying in the very slight inertia of 
the electromagnetic shutter. Se? will thus 
be lighted somewhat later than Se?. As 
seen in curve V, curves Se! and Se? are 
somewhat displaced and the result is the 
compensated curve C, which represents 
the current in the line. This curve has a 
quicker rise, and it also falls at a faster 
rate than the former compensated curves. 
Owing to this fact the instrument is 
affected by small variations in the light- 
ing, that is in the image, which would 
be lost in the above method, so that the 
resulting photograph is finer in the de- 
tails and therefore much superior. 

In practice this is carried out by using 
the electromagnetic shutter of the receiver 
which is placed at the transmitting sta- 
tion. When sending the image it is out 
of action. In this case the reflecting 
prism F (Fig. 2) is shifted in the path 
of the beam so as to send it down into 
the chamber V. Here is placed the com- 
pensating cell S. Above it is a screen 
composed of a set of parallel glass rods 
G, for diffusing the light over the surface 
of the cell. This is shown in detail in 
Fig. 8, where L is the lamp, M the lens, 
F the prism and W the shutter. At G 
is a set of glass rods which act as 
eylindrical lenses. The two plane mirrors 
Hl H’ act in connection with the rods to 
give the diffusion of the light on the 


cell S. 
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THE DIRECT PRODUCTION OF COPPER 
TUBES, SHEETS AND WIRE.’ 


BY SHERARD O. COWPER-COLES. 


The numerous processes involved in the 
production of suitable copper and its sub- 
sequent conversion into copper sheets, 
tubes and wire by a series of operations, 
such as rolling, drawing and annealing, 
would’ occupy too much time to be re- 
ferred to even briefly ; therefore the author 
has limited the paper to the direct pro- 
duction of copper tubes, sheets and wire 
by electrolysis from impure copper. 

The methods described are all based on 


the work of Davy and the law of electrol-. 


ysis established by Faraday in 1833, 
namely, that when a current of electricity 
is passed through a solution containing 
metallic salts and two or more electrodes, 
one of which is soluble in the solution, 
a known quantity of metal is transferred 
from one electrode to the other for a given 
quantity of electric current; that is to say, 
if the soluble electrode (the anode) is 
connected to the positive pole, and assum- 
ing the metal and the electrolyte employed 
to be pure, a weight of metal will be de- 
posited upon the cathode connected to the 
negative pole, corresponding to the 
amount dissolved from the anode. If the 
anode is of impure metal many difficulties 
are introduced, and if the current is in- 
creased to a sufficient density to enable the 
metal to be deposited at such a rate as will 
give commercial results, other serious dif- 
ficulties arise. Electrometallurgists have 
been working for thirty years or more 
devising methods to overcome the diffi- 
culties experienced in applying Faraday’s 
law to the commercial production of cop- 
per tubes, sheets and wire from compara- 
tively impure copper having the physical 
properties of wrought copper, when de- 
posited at a sufficiently rapid rate. 

The refining of copper by electrolysis 
has now assumed vast proportions, and the, 
annual output of electrolytic copper in 
the year 1907 has been estimated at 400,- 
000 tons, equal to fifty-six per cent of 
the world’s production, and the capital 
sunk in the industry at about $75,000,000. 
The whole of the copper thus produced is 
in the form of rough slabs or cathode 
plates which have to be smelted and 
worked to the desired forms. 

Electrometallurgists have been striving 
for many years to devise a process which 
does away with the smelting of copper 
after it has been electrolytically refined, 
and to electrodeposit copper after the re- 


1 Abstract of a paper read at the Bristol meeting of 
the Institution of Mechanical Engineers, July. 
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fining operation in such a form that it 
can be placed direct on the market as 


finished sheets, tubes and wire. 


WILDE'S PROCESS. 

It was observed shortly after Elkington 
practically applied Faraday’s law to the 
refining of copper in the year 1865, that 
the electric current density, or the rate 
at which the copper is deposited, could 
be considerably increased by circulating 
the electrolyte or moving the electrodes. 
It was soon found that circulating the 
electrolyte alone was unsatisfactory, and 
that the best results could be obtained 
with a vertical mandrel revolved in the 
electrolyte. Wilde was one of the first to 
use a cylindrical cathode, his object: being 
to deposit copper on iron rollers suitable 
for textile printing purposes, for which he 
took out a patent in the year 1875. The 
anodes consisted of copper cylindrical 
tubes, and the iron cylinder to be coated 
with copper (the cathode) was placed in 
the centre of the cylindrical vat and 
caused to rotate on its axis. Such an ar- 
rangement, in conjunction with a circu- 
lating propeller placed in the electrolyte, 
insured an even distribution of copper 
over the whole surface uniformly along 
the length of the roller by means of the 
motion imparted to the solution, and the 
equal density thus maintained. The cur- 
rent density was low, considerably under 
twenty amperes per square foot. 

ELMORE’S PROCESS. 

The next development of importance 
was the Elmore process, which consists of 
using horizontal mandrels on which cop- 
per sheets or tubes are deposited, while 
agate burnishers travel continuously over 
the copper, so as to consolidate it, and at 
the same time prevent the growth of cop- 
per trees or nodules. Even with the use 
of a burnisher the current density could 
not be increased beyond thirty amperes 
per square foot, and the mechanical dif- 
ficulties intfoduced by the burnisher are 
considerable. Large works were erected 
to operate this process near Leeds and on 
the Continent, and are principally engaged 
in the production of large tubes and 
cylinders for special purposes. 

DUMOULIN'S PROCESS. 

Dumoulin introduced, at a later date, 
a process for burnishing copper during 
deposition with sheepskin as a substitute 
for agate, and claimed that the process 
had also the advantage of insulating any 
projections that might be formed on the 
deposited metal, the sheepskin impreg- 
nator coating all projecting parts with a 
film of animal fat, thus preventing further 
deposition until the surrounding depres- 
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sions are raised to the common level. It 
was also claimed for this process that a 
current density of from thirty to forty 
amperes per square foot of cathode sur- 
face could be employed at a voltage of 
about 1.6 per vat. This process was tried 
on a large scale in England but was soon 


abandoned. 
OTHER PROCESSES. 


Attempts have been made at various 
times to further increase the rate of de- 
posit by Swan, Elmore, Thofehrn, Gra- 
ham, Poore and others, by impinging jets 
of.the electrolyte against the cathode sur- 
face. The quality of the copper is liable 
to vary in density if impinging jets alone 
are employed; it is therefore necessary to 
move the cathode, otherwise the copper is 
deposited in the form of annular rings 
of varying density and smoothness. 

The author, when carrying out some 
experiments on the production of copper 
tubes and sheets by electrodeposition on 
rotating cathodes, observed that when the 
speed was greatly increased entirely new 
results were obtained, and that a current 
density of 200 amperes or more per square 
foot could be employed, the copper re- 
maining smooth and having a tensile 
strength equal to the best rolled or drawn 
copper, and in some cases a tensile strength 
some fifty per cent higher than that 
obtained by the ordinary process of casting 
and rolling, the tensile strength increasing 
with the rate of rotation of the mandrel. 
The result of revolving a mandrel at a 
comparatively high speed is that every 
molecule, as it is deposited, is burnished or 
rubbed down so as to produce a tough 
fibrous copper, the usual order of things 
being reversed, the present practice being 
to put the mechanical work into a mass of 
copper by rolling or drawing instead of 
treating each molecule separately. 

CENTRIFUGAL PROCESS. 

This observation led to further experi- 
ments, which resulted in evolving the 
process now known as the centrifugal cop- 
per process for the manufacture of sheets, 
tubes and wire, which will now be de- 
scribed in detail, together with the results 
obtained. 3 

After a long series of experiments had 
been made to determine the best composi- 
tion for the electrolyte and the most 
economical current density to employ, the 
critical speed was accurately determined 
by means of revolving cathodes in the 
form of cones. By observing the point at 
which the copper remains smooth, and by 
measuring the circumference of the cone 
at that point and multiplying it by the 
eoi Totations per minute, the 
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critical speed is readily determined; 200 
amperes per square foot is found to be 
the most economical current density, al- 
though a current density up to 500 am- 
peres per square foot can be employed by 
increasing the rate of rotation, but the in- 
creased cost due to increased voltage 
renders such a current impracticable for 
ordinary commercial work. 

One of the chief difficulties inherent in 
any electrolytic or wet process for the pro- 
duction of copper tubes and sheets is hav- 
ing any working parts, such as bearings, 
in an acid copper sulphate solution, and 
this 
countered when working the centrifugal 
process on a commercial scale. This dif- 


ficulty was eventually overcome by con- 


structing vats in the form of an annular 
ring, as shown in Fig. 1. It will be 
observed that by such an arrangement all 
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Fig. 1.—Vat UsED FOR CENTRIFUGAL PROCESS. 


working parts are outside the vat and do 
not come into contact with the electro- 
lyte, so that the bearings can be lubricated 
in the ordinary way; only the actual face 
of the mandrel on which the copper is to 
be deposited is immersed in the electrolyte. 
The cathode consists of a steel or cast- 
iron cylinder closed at one end, to which 
is attached, on the inside, a steel rod 
projecting below the edge of the mandrel 
to guide it into position; the cylinder can 
be five or six feet in diameter or even 
larger so as to produce a copper sheet of 
say twenty feet long by four or five feet 
broad. Anodes composed of crude copper 
are placed around the mandrel with inter- 
vening spaces and are fed forward by suit- 
able mechanical means as the copper dis- 
solves away so as to keep the voltage 
constant. . 

One great advantaye of the centrifugal 
process is that a very low voltage is re- 


was one of the first troubles en- 
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quired even when employing a very high 
current density; for instance, only 0.8 
of a volt is required at the terminals of 
the vat when working at a current density 
of 200 amperes per square foot of cathode 
surface. The effect of revolving the 
cathode is fivefold: Firstly, it keeps the 
electrolyte agitated, so that there is al- 
ways a fresh supply of copper ions in ` 
proximity to the cathode; secondly, each . 
molecule of copper as it is deposited on 
the cathode is burnished or rubbed down 
by means of the skin friction betv-cen the 
revolving cathode and the electrolyte; 
thirdly, the rotation prevents any foreign- 
matter that may be in suspension in the 
electrolyte settling on the cathode and be- 
coming entangled by further copper being 
deposited around or over it; fourthly, it 
brushes away any air-bubbles on the 
cathode, which are the cause of nodules 
forming; and fifthly, the rotation of the 
cathode insures the thickness of copper 
being uniform even when a mandrel of 
say eight feet in length is employed. 

The method of making tubes by the 
centrifugal process is as follows: A man- 
drel somewhat smaller than the finished 
internal diameter of the tube is prepared 
by coating it with an adhesive coating of 
copper by first depositing copper upon the 
surface from an alkaline solution and then 
thickening it up in an acid solution, the 
surface being highly burnished and | 
treated chemically to insure the easy re- 
moval of the deposited tube. The man- 
drel thus prepared is then placed in a vat 
as shown in Fig. 1, according to the 
diameter of the tube and its length. 
When the desired thickness has been ob- 
tained the mandrel is removed and placed 
in a horizontal or vertical lathe, and a 
round-faced roller run over the surface 
so as slightly to expand the deposited 
copper, which can then be readily drawn 
off. 

Copper sheets are prepared in a similar 
manner, the only difference being that 
the mandrels are of much larger diameter, 
and a narrow insulating strip is fitted 
down one side so that the sheet can be 
easily removed by inserting a tool under 
one of the edges of the deposited copper. 
It is no more costly by the centrifugal 
process to make thin sheets than thick 
ones; copper foil can be made like the 
samples exhibited in five minutes direct 
from crude copper. 

Copper tubes produced by this process 
without any drawing have given a maxi- 
mum stress of seventeen tons, and tubes 
after drawing have withstood a pressure 
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of 3,000 pounds per square inch without 
showing: any signs of distress. 

Sheets made without any rolling have 
given a maximum stress of twenty-eight 
to thirty tons and more per square inch 
according to the peripheral speed at which 
the mandrels were revolved. 

The formation of copper trees and 
nodules was another difficulty that had to 
be overcome, but which has been reduced 
to a minimum in the centrifugal process, 
for the reason that impuritics held in sus- 
pension in the electrolyte have no oppor- 
tunity of settling on the cathode, and all 
gas bubbles are swept from the surface on 
which the copper is being deposited. 

The percentage of free acid employed 
in the centrifugal process is high, amount- 
ing to twelve or thirteen per cent. The 
electrolyte, the usual composition of which 
is 12.5 per cent of copper sulphate and 
thirteen per cent of sulphuric acid at a 
temperature of forty degrees centigrade, 
is kept in the cupric state and the im- 
purities in suspension separated by means 
of a centrifugal filter provided with arc 
lights and an atomizer for breaking the 
solution up into a fine spray, as shown in 
Fig. 2 and Fig. 3, respectively. It has 
been found that by subjecting the solution 
to a strong light the impurities are more 
easily precipitated, and the solution is 
kept in the cupric state. 

The production of copper wire by elec- 
trolytic means is a more difficult problem 
than the production of copper tubes and 
sheets. Various processes have been sug- 
gested and tried from time to time, such 
as the electrodeposition of copper on thin 
wire, until it has obtained a considerable 
thickness, and then drawing the thickened 
wire down to a comparatively fine wire. 
Swan and Saunders have both experi- 
mented with such processes, but so far 
they have not been worked commercially. 

Elmore’s process consists of producing 
copper tubes by his burnishing process, 
cutting them into long spirals and then 
drawing them into wire. 

Other experimenters have tried placing 
an insulated spiral strip on a cylindrical 
mandrel so as to produce long copper 
spirals, but such an arrangement only 
allows of a very low current density being 
employed, on account of the nodules which 
form on the edges of the strip, even at 
very low current densities, rendering the 
strip unsuitable for drawing down into 
wire. . 

Copper wire is made by the centrifugal 
process in the following manner: A man- 
drel similar to that used for making 
copper sheets is emploved, around which 
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a spiral scratch is made, the pitch being 


determined by the size of wire required. 
The effect of the spiral scratch (which 
need only be very light but must be angu- 
lar) is to cause the crystalline structure 
of the copper to form a cleavage plane, as 
shown in Fig. 4. It will be observed that 


Vol. 53—No. 10 


many and the day is not far distant when 
copper will no doubt be leached direct 
from the ore and electrolyzed with insol- 
uble anodes, to produce finished copper 
sheets and tubes in one operation direct 
from the ore without the intermediate 
process of smelting and refining. 


Fics. 2 AND 3,—ATOMIZER AND FILTER. 


the copper divides exactly at the apex of 
the scratch, that is, the copper deposited 
in the scratch is equally divided and forms 
a small V-shaped fin on two sides of the 
copper strip. 
lar, but rounded at the base, the copper 
will not divide, as the crystals are radial. 
After the desired thickness has been ob- 
tained, approximating the pitch of the 
spiral scratch, the mandrel is removed 
from the depositing cell and placed in a 


removed 


Fic, 4.—Dracram SHow1no METHOD oF FORM- 
ING WEAK LINE OF CLEAVAGE DUE TO 
CRYSTALLINE STRUCTURE. 


vertical position on a lathe and the copper 
strip is unwound at an angle of about 
forty-five degrees to the face of the man- 
drel. During the process of unwinding 
the small fin or burr is removed by passing 
the wire through a suitable die and then 
through a wire-drawing machine provided 
with three or more draw-plates to reduce 
the strip to the desired diameter. By 
employing a mandrel of six or seven feet 
in diameter, lengths of wire four or five 
miles long can be made in one operation. 
CONCLUSION. 

The advantages of an electrolytic proc- 

ess as compared to a smelting process are 


If the scratch is not angu- 


The centrifugal process is a step in 
this direction, as it is capable of deposit- 
ing copper from its solutions by using in- 
soluble anodes in the form of finished 
tubes or sheets in one operation. The 
centrifugal process is at least ten times 
faster than any existing electrolytic proc- 
ess, and a high current density can 
be employed without deteriorating the 
quality of the copper. There is no risk of 
lamination, as no burnishers are employed. 
The plant is simple and free from me- 
chanical complications, and the amount of 
copper locked up for a given output. is 
small compared to other processes. 


APPENDIX. ` 
The following is a typical analysis of 
the copper produced by the centrifugal 


process: 

TROD rds wee ie Be ees 0.0189 
Arsenic .........c.cecseee 0.0015 
pine Nittie ha ats Pate ees 0.0013 
AntiMony............. 2%.. 0.0010 
Bismuth.................-. 0.0008 
Sil VPs 2k eiace ex Okeke ed absent 
Nickels < 24 o.ocnee te eden absent 
Sulphur sss ioc haw sk ea as absent 
Copper (by difference). ... 99.9765 
100.0000 


Under favorable conditions the theo- 
retical weight of copper is obtained, and 
the table (I) gives the weights and thick- 
nesses of copper deposited in an hour at 
the current densities usually employed. 

The capital expenditure of a plant for 
the centrifugal process both for the manu- 
facture of sheets, tubes and wires, com- 
pares very favorably with an up-to-date 
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rolling mill and wire-drawing plant. The 
cost of such a plant, with buildings, is 
about $400,000 for an output of 100 tons 
per week or 5,000 tons per year. The 
following is an estimate of the cost of a 
plant for the centrifugal process capable 
of dealing with 10,000 tons of tubes, 
sheets and wire per annum: 


ESTIMATED COST OF PLANT FOR PRODUC- 
ina 10,000 TONS OF TUBES, SHEETS 
AND WIRE PER ANNUM BY THE CEN- 
TRIFUGAL PROCESS. 


Cost of ninety-five vats and accessories. .$3820,000 
Machinery for tìuishing tubes, sheets and 


Wibi aaa auaa a eee es ,000 
Cranes and lifting gear................ 7,500 
Büilding sser toan e E 75,000 
Plant for mandrel-making ............. 10,000 
Machinery for titting shop ............ 7,500 
Pumps, atomizers, filter tanks.......... 25,000 
Driving machinery for vats............ 25,000 
Conductors and electrolyte............. 25,000 

$520,000 
Floating capital for copper........... "= 150,000 
$671,000 


TABLE I. 


TABLE GIVING THE WEIGHT AND THICKNESS OF 
COPPER DEPOSITED PER HOUR AT VARIOUS 
DENSITIES WITH METRICAL EQUIVALENTS. 


ee ee ee ee 


Current Weight of 
Density in Copper Deposited Thickness of 
Amperes per po aour per i Copper per Hour. 
Square Foot. aa ` | i 
150 0.8893 0.00872 
160 0.4153 0.00930 
170 0.4413 0.00988 
180 0.4672 0.01046 
190 0.4982 0.01105 
200 0.5191 | 0.01168 
210 0.5451 0.01221 
220 0.5710 0.01279 
230 0.5970 0.01387 
240 0.6230 0.01395 
250) 0.6489 0.014523 


ESTIMATE OF COST PER TON OF PRODUC- 
ING COPPER TUBES, SHEETS AND WIRE 
BY THE CENTRIFUGAL PROCESS DIRECT 
FROM CRUDE COPPER. 


Power por ton (2,240 pounds), 1,015 kilo- 
watt-hours at 0.55 cents per kilowatt- 


MOUE E sath a nes od wha teed 58 
Wages at 16 cents per hour, 181g hours. 2.96 
nagement............ ec ee eee 1.25 
Interest on copper lock-up.............. 25 
Depreciation on plant and building...... 2.50 
Heating electrolyte. ................... 25 
Finishing and Bauging................, 1.25 
Cost per ton.......0. ce. ee eee. $14.04 


_ These figures represent the actual work- 
Ing cost on which there would be a further 
reduction of the precious metals recovered 
and if $7.50 be deducted from the above 
cost, which may be taken as an average 
difference between Chili-bar and elec- 


trolytic copper, the cost per ton is reduced 
to $6.62 


— 0 

Chicago Street Railway 

Accidents. 

The Chicago City Railway Company an- 
nounces that the number of fatal accidents 
for the first half of 1908 was the lowest 
on record, there being only one killed in 
every 2172.72) passengers carried. This 


. eal to be a direct result of the use 
© new pay-as-you-enter cars. 
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Electric Smelting by the Lash 
Process. 


In the summary report of the mines 
branch of the Canadian Department of 
Mines for the 1907-1908, recently pub- 
lished, some attention, says the Iron Trade 
Review, is given to the solution of the 
problem of the direct production of steel 
from the ore, in connection with which 
technical difficulties have been encoun- 
tered. It is thought that these may be 
overcome by the application of the Lash 
steel process in an electric furnace, and 
the Canadian Lash Steel Process Com- 
pany, of Niagara Falls, furnishes a de- 
scription of its working. Successful ex- 
periments with this process in the case of 
the open-hearth furnace on a commercial 
scale indicate its possibilities with regard 
to electric smelting. In this process 
finely divided ore is mixed with carbon, a 
certain quantity of finely divided carbon- 
iferous iron, such as cast-iron borings, or 
granulated pig iron, sawdust and fluxes 
suitable for the iron ore under treatment. 
The working of the process can best be 
explained by comparison with the open- 
hearth “ore process,” which consists in 
forming a bath of molten pig iron and 
then adding thereto a sufficient amount 
of ore (iron oxide) to reduce the carbon 
content of the metal to the desired 
amount. The oxygen of the ore, combin- 
ing with a certain amount of the carbon 
in the pig iron, forms carbon monoxide 
gas and sets free the iron of the ore to 
mix with the bath of molten metal. Thus 
a mixture of approximately seventy-five 
per cent pig iron and twenty-five per cent 
ore can be worked up. But in the Lash 
process the proportions are very different, 
for a large proportion of ore can be used 
with a small percentage of carboniferous 
iron. A typical mixture has the following 
percentage composition: 


Per Cent. 

TrOmMvOre? 2cccoesa lakes? naana rete 54 
Cast-iron borings or granulated pig iron.. 27 
SA WO USt i x haces sh dood oes eae eae kan 4 
DiwiestONn es cca sce ote ee aeaten sd 4 
Coal TAR ceeds aot aes Seed ee 3 
Coke iin a tne kc Sieh TET EOE EEE EE 8 

100 


These constituents are finely divided 
and intimately mixed, and when heated 
to a high temperature the reactions that 
occur are similar to those found in the 
open-hearth furnace using the ore process. 
The cast-iron borings correspond to the 
molten bath of pig iron and react with 
the ore, but the latter being in large ex- 
cess it is necessary to supply a certain 
amount of free carbon in the form of 
coke for the complete reduction of the ore. 
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The great economy of the process lies in 
the substitution of a large amount of ore 
for pig or scrap iron. In using the Lash 
mixture in the open-hearth furnace it is 
necessary to have a bath of molten metal, 
as otherwise it would not be practicable 


-to heat it to the reacting temperature 


without losing carbon in the mixture by 
combustion. If, however, the charge is 
put into an electric furnace, no difficulty 
of the kind is experienced, since the gas 
in an electric furnace is neutral, in con- 
tradistinction to the oxidizing atmosphere 
of an open-hearth furnace. Experiments 
using the Lash mixture have been made 
in the electric furnace on a small scale 
with successful results. It was found that 
the vield of metal amounted to ninetv- 
eight per cent of the metallic content of 
the mixture. The average cost of the ma- 
terials in Canada for the production of 
100 tons of steel ingots in the regular 
open-hearth furnace is $20.79 per ton, 
and it is claimed that by using the Lash 
mixture in the electric furnace this can 
be reduced to $16.22 per ton, and that the 
technical difficulties which have been en- 
countered in the production of steel 
directly from the ore by electricity will 
disappear. Different electric furnaces arc 
being tested to ascertain the type most 
suitable for the application of the process. 
— 0M ‘ 

Functional Organization for 

the Central District and 

Printing Telegraph Com- 

pany of Pittsburg. 

A new form of organization, similar to 
that being put into effect by the New 
England Telephone and Telegraph Com- 
pany and other large Bell subsidiaries, 
has been adopted by the Central District 
and Printing Telegraph Company, of 
Pittsburg, Pa. The organization was ef- 
fective September 1 in Allegheny County 
and will be extended to the balance of the 
company’s territory at as early a date as 
practicable. M. C. Rorty has been made 
general superintendent, S. P. Grace gen- 
eral superintendent of plant, and F. O. 
Hale general superintendent of traffic. 


———__<@-.___. 
The Pennsylvania Electric 
Association. 

The first convention of the Pennsylvania 
Klectrie Association will be held at Eagles 
Mere, Sullivan County, Pa., September 
8 and 9. Arrangements for the accom- 
modation of those attending the conven- 
tion have been made at the Forest Inn 
Hotel, Eagles Mere Park. The secretary 
of the association is E. L. Smith, of 
‘Towanda, Pa. 
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The Rose Recording Target. 

A form of recording target which re- 
quires only three wires and yet reproduces 
the record of the shot at the point of fire, 
showing the point where the bullet hit 
within one-sixteenth of an inch, is de- 
scribed here. It is the invention of 
S. A. M. Rose, of Melbourne, Australia. 
By this instrument much time and pos- 
sible misunderstanding and considerable 
expense may be avoided. In its simplest 
form the target is intended for showing 
the results of single shots, but it can be 
adapted to volley firing by the addition 
of a cable which takes the place of the 
three wires. The advantages of this target 
are its simplicity, as compared with other 
automatic recording targets; the fact that 
no more or less delicate mechanisms are 
subjected to the violent impacts of the 
bullets, and the actual targets can be pre- 
served for record if desired or may be 
patched up for immediate use again. The 
target is printed on a roll of paper or 
cloth at regular intervals, and means are 
provided for exposing a new target by 
winding off the roll on to a drum. This 
traversing of the paper is effected by some 
means which gives absolute synchronism 
at the firing point with a smaller roll of 
paper, upon which the record is repro- 
duced. As the target is rolled off it passes 
under a row of contact fingers, each finger 
of the set being connected to a point of 
a resistance in an electric circuit running 
to the recording station. When a hole in 
the target passes under these fingers ‘cer- 
tain ones fall through and make contact 
on a bar underneath. The position of the 
fingers determines the strength of the 
current which flows, and this current at 
the receiving recording station draws up 
the core of an electromagnet to a corre- 
sponding height, thus bringing a pencil 
or other marking device to the position 
on the record corresponding to the hole 
made by the bullet. Two guide marks are 
punched on the target and are marked 
on the record in their proper positions 
and enable a transparent gauge to be 
placed upon the record and show the exact 
locations. of the shot. This target could 
be used for volley firing and would show 
correctly any number of shots at once if 
not more than one shot fell in line with 
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the contact fingers at once. In that case 
the recording pencil could not record 
properly. To reproduce properly such a 
record it is necessary to run a wire from 
each contact finger to the recording device, 
where there is a magnet and stylus for 
each finger. When these styluses are drawn 
against a ribbed back they tear slits in 
the record showing exactly the location 
of holes in the original target. These 
tears can not be obliterated or imitated. 
With a target six feet square and contact 
fingers a sixteenth of an inch apart, 1,152 
wires are required for Rose’s apparatus, 
but since this cable is used intermittently 
only it could be used for a large number 
of targets. Other recording systems to 
give an equivalent record would require 
the square of this number of wires.—Ab- 
stracted from the Electrical Engineer 
(London), July 31. 
a 

The Tantalum Wave Detector. 

A description is given here of a new 
electric-wave detector, devised by L. H. 


‘Walter, the idea being to make use of 
the indifference of tantalum to the atmos- 


phere and to mercury and the spontaneous 
decohering property of mercury. This 
combination has been made practical by 
the introduction of the tantalum lamp, 
since before this tantalum was not pro- 
curable. The first experimental detector 
was made by passing two tantalum wires 
taken from an ordinary tantalum lamp 
through two capillary tubes of glass, al- 
lowing the wires to project about one- 
twentieth of an inch and their points 
just to touch the surface of a small pool 
of mercury. Trials of this detector gave 
good results and it was found that both 
the liquid dielectric and the insulating 
sheathing could be dispensed with. The 
actual device consists of a glass stem 
through which two platinum wires are 
sealed, similar to the arrangement used in 
incandescent lamps. One of these wires 
is longer than the other and is allowed to 
project down into the mercury. The 
shorter one is formed into a clip into 
which a short piece of tantalum wire is 
inserted. The whole is enclosed in a 
small glass bulb into which enough mer- 
cury is poured to make contact with both 
wires. The bulb is then sealed up. It 


may be exhausted if thought desirable. 
With this arrangement connections are 
easily made by means of the platinum 
leading-in wires. The tantalum wire is 
about 0.05 millimetre in diameter and 
should have its lower end just immersed 
in the mercury. When thus constructed 
the device appears to be permanent and 
not to deteriorate and is not too fragile 
to transport. Detectors of this form have 
been tried in actual wireless work. They 
do not seem so sensitive as the electrolytic 
or magnetic detectors for very weak sig- 
nals, but for slightly stronger signals 
they give sounds several times as strong 
as the electrolytic, which is itself more 
sensitive than the magnetic. With the 
second detector made, signals were ob- 
tained from a distance of seventy miles 
over sea without any attempt at tuning. 
These sounds were louder than those given 
by an electrolytic detector with the aid of 
a step-up oscillation transformer and 
careful tuning. One of the less satisfac- 
tory of a later model of this detector has 
given satisfactory signals at a distance 
of 450 miles from an ordinary ship in- 
stallation of two kilowatts. By means of 
the resistance substitution method it has 
been found that in the receptive condition 
the resistance is only 1,200 or 1,800 ohms 
(the electrolytic is 30,000 or more), and 
this low resistance should be beneficial for 
tuning. When oscillations are acting the 
resistance drops to anything from 250 
ohms for strong signals to perhaps seventy 
ohms for very strong signals. The ratio 
of the current when oscillations are acting 
to that in the normal condition is from 
3 to 1 to 8 to 1, and may be as much as 
30 to 1. On account of this characteristic 
the inventor thinks the tantalum detector 


is particularly adapted to wireless tele-. 


phony since here the use of microscopic- 
ally weak signals is out of the question, 
and it is here that the superiority of this 
detector for moderately strong signals 
will be useful. The form of detector de- 
scribed above, while suitable for fixed sta- 
tions, does not work well when it is sub- 
jected to shaking or mechanical shocks, 
as experienced on shipboard. To meet 
this requirement a form in which the mer- 
cury is rendered immobile has been de- 
veloped. The platinum wire with the clip 
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is sealed into a minute glass bulb, to 
which a capillary tube is attached. The 
tantalum wire passes through this tube. 
The whole is exhausted and sealed. Then 
the tube is carefully heated until it col- 
lapses on the tantalum wire. The tube is 
then ground off so as to present the end’ 
of the tantalum wire. This tube is slipped 
through an ivory plug, which is in turn 
inserted in a second glass tube about five- 
sixteenths of an inch in diameter. A little 
mercury is poured into this tube, so as 
to be in contact with the exposed end of 
the tantalum wire, and the tube is closed 
with a second ivory plug through which 
a platinum wire passes. The outer tube 
is then placed in an ebonite tube for pro- 
tection and is mounted so as to be ro- 
tatable about a horizontal axis. The most 
sensitive position is with the tantalum 
wire at the top. The outer glass tube 
should be about five-thirty-seconds of an 
inch in diameter. A larger tube would be 
more sensitive and constant but not free 
from the effects of vibration. A smaller 
tube gives a less sensitive and more 
variable detector. Although tantalum, 
the first metal tried, gave such good re- 
sults, a number of others were experi- 
mented with, such as iron, nickel, tung- 
sten and certain alloys, but all of these 
gave perfect contacts and were therefore 
not suitable. No effect was obtained 
with vanadium, molybdenum, cobalt, man- 
ganese, tellurium, zirconium, ferro-silicon, 
ferro-manganese, ferro-nickel, antimony 
or bismuth. But a fairly sensitive and 
moderately loud detector can be made, 
using pure tantalum on several solid 
metals. Oxidized iron seems to be the 
best, but an equally sensitive, though not 
so loud, instrument is given with tanta- 
lum on tellurium. None of these ar- 
rangements at all compares with the tan- 
talum-mercury instrument. — Abstracted 
from Electrical Engineering (London), 
July 3. 
bd ; 
On Earth Currents and Magnetic 
Variation. . 

The relation between earth currents and 
magnetic variations is very far from being 
known thoroughly. The main question, 
according to Dr. L. Steiner in this article, 
18 whether the magnetic variations are en- 
tirely, or at least partly, due to the elec- 
tromagnetic action of earth currents, or 
Whether they are in turn induced by the 
magnetic variations, It has not yet been 
satisfactorily answered. Many investi- 
gators are inclined to accept the former 
view, relying mainly upon observations 
made at times of magnetic storms. The 
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few data at our disposal concerning the 
daily variations on calm days have not 
yet settled the question. The elaborate 
investigations dealing with this subject— 
the well-known investigations of Professor 
Weinstein—advanced the problem con- 
siderably, but they do not lead to final 
results. If the carth currents are the 
primary causes of the daily magnetic 
variations, then we should expect that the 
west-east components of the currents are 
connected with the north components of 
the magnetic variations, and the north- 
south components of the currents with the 
west-east components of the magnetic 
variation. The observations at Paris 
seem to confirm such a connection for the 
west-east currents, but the connection for 
the north-south currents is not so evident. 
Schuster, von Bezold, and Fritsche have 
shown that the daily variation of terres- 
trial magnetism is to be ascribed to two 


causes, one outside, the other inside the 


earth. The numerical separation of the 
two, as far as the data permitted, has been 
done by Fritsche. A tabulation of his 
results, which is given, shows an obvious 
parallelism between the east-west earth 
current and the north-south magnetic 
variation, but no connection between the 
north-south current and the east-west 
magnetic variation. Deriving, however, 
the differential coefficients for the latter 
variation, a direct variation apparently 
results. If we imagine the earth current 
contained between two plates in the earth 
is closed somehow in the interior of the 
earth, then an increase of the magnetic 
force to the west induces—in conformity 


with Maxwell’s rule—an earth current in 


the north-south direction, and a decrease 
of the force to the west, an earth current 
in the opposite direction. The table of 
cocficients shows these characteristics. 
The extreme values and the changes of 
sign occur in the differential coefficients 
at the same time, or a little earlier, than 
for the earth currents, which seems favor- 
able to the supposition that these currents 
are induced by the changes in the earth’s 
magnetism. The agreement is not so 
close for winter as for summer, which is 
not surprising when all the complex fac- 
tors entering into the phenomena are con- 
sidered. By tabulating Fritsche’s and 
Weinstein’s results for the Berlin-Dresden 
line and the Berlin-Thorn line a loose 
agreement between the earth currents and 
the north-south magnetic variation only 
is found for the latter line, while the 
former shows a remarkable agreement be- 
tween the earth currents and the differen- 
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tial cocfficients of magnetic variation. 
This seems to prove that a part at least 
of the daily magnetic variations is related 
to the earth currents in such a way that 
the north-south magnetic variations are 
partly electromagntic actions of the east- 
west currents and the north-south earth 
currents are partly induced currents 
caused by the variations of the east-west 
magnetic variation. If these remarkable 
connections be real then the relation of 
the carth currents and the magnetic varia- 
tions is more complicated than would at 
first be supposed, and the physical ex- 
planation of it seems to present great dif- 
ficulties. Why should the east and west 
currents act as primary causes and the 
north-south currents behave like currents 
induced by the east-west magnetic varia- 
tion? The sun may have something to 
do with this, as the temperature gradient 
caused by its daily action is greatest in 
the east-west direction, and may thus give 
rise to earth currents in the same direc- 
tion. These currents may be looked upon 
as primary currents. The unsymmetrical 
distribution of the stream lines in the 
east-west direction allows us to expect a 
magnetic force in the same direction, and 
the variation of this component will in- 
duce currents in the north-south direction. 
This explanation, however, is easily at- 
tacked, and the above apparent conrec- 
tions still await explanation. Schmidt 
has put forward the hypothesis that the 
earth currents are due to induction in 
the wires. Weinstein holds the contrary 
view. It seems possible that, so far as the 
inner agencies of magnetic force are con- 
sidered, there may be a difference between 
the north-south and the east-west cur- 
rents with regard to their origin.—Ab- 
stracted from Terrestrial Magnetism and 
Atmospheric Electricity (Baltimore), 
June. 
— —_-@—-_____ 
A New Smokeless Fuel. 

A patent fuel has recently been brought 
out by a French inventor, designated as 
“charbonnette.” This fuel, it is stated, 
can be produced for about two-thirds the 
cost of coal. It lights easily and, rapidly 
becoming incandescent, no smoke is 
emitted, while at the same time it gives 
out intense heat and leaves very little ash. 
It is manufactured in briquettes, and its 
main features are cleanliness in handling 
and the absence of odor. It is understood 
that the preliminary tests have been so 
satisfactory that a manufactory is to be 
erected. 
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SUCTION GAS PRODUCER POWER. 


AMERICAN PRODUCERS FOR AMERICAN 
COALS AND LIGNITES. 


BY L. P. TOLMAN. 


The early history of producer gas dates 
as far back as the year 1509, at about 
which time the “Fulen Heitzen” first’ be- 
came known, and were described by H. 
Brunschwyk in his book “Ars Distillandi 
de Compositis,” or “The Art of Distilling 
Compounds,” which was published in 
Strassburg, Germany. i 

The first plant similar to those now in 
use was built by Emerson Dowson, who 
has the distinction of introducing, in 
England, in 1878, the first practical gas 
producer for power. This was of the 
“pressure” type. A small steam boiler 
was necessary, as well as a large gas holder. 


INDUSTRIAL SECTION 


ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


MECHANICAL APPARATUS 


Then followed the invention of Herr 
C. Wiegand, of Hanover, Germany, who 
in 1895 took out the first patent (No. 
88,044, German) on the principle of the 
modern suction gas producer. The impor- 
tance of this invention was not realized 
in Germany until some years later. 

In France, during the same year, 
Benier built what is believed to be the 
first practical suction gas producer. This 
was a success as soon as the necessary 
changes had been made in the gas engine 
to adapt it to the “suction” system. It 
is surprising in this case, as with most 
other great inventions now in general use, 
that an apparatus so simple and easily 
understood was not developed long before. 

About five years ago American manu- 
facturers began to take a live interest in 
the success of European, and especially 
German, suction gas power plants. 


factory installations already in operation 
on American coals. It is estimated that 
there are over 500 producer power plants 
in this country, having an aggregate of 
150,000 horse-power. Of these, about 
eighty-five per cent are of the “suction” 
type and fifteen per cent of the “press- 
ure” type. The suction plants average 
approximately 100 horse-power each while 
pressure plants are usually built in sizes 
larger than 1,000 horse-power. 

This article deals with suction gas 
power plants in single units of 200 horse- 
power, or smaller, and complete plants 
made up of a number of such units, 1,000 
horse-power or larger. This range of 
sizes covers the requirements of the great 
majority of power users. 

Fig. 1 illustrates a suction gas pro- 
ducer power plant. The apparatus is 
simple, reliable and economical. With 


Fic. 1.—CoMPLETE PRODUCER-Gas POWER PLANT, WITH ENGINE DIRECT-CONNECTED 
TO DYNAMO. l 


Mr. Dowson’s plants were successful and 
are still in regular service. Anthracite is 
the usual fuel. 

The next substantial progressive step 
was taken when Dr. Ludwig Mond, in 
England, in 1889, developed the first suc- 
cessful soft-coal producer. This became 
a standard for sizes of 250 horse-power 
and larger but proved too elaborate and 
expensive for use in smaller sizes. With 
this plant a large gas holder is needed, 
also a steam boiler and an elaborate sys- 
tem of gas washers, purifiers and econo- 
mizers. 


American engineers visited Europe and 
in this way learned at first hand what 
was bein” done abroad. As early as the 
year 1904 it is estimated that there were 
over 10,000 suction gas power plants in 
Germany alone. They had come into 
general use and were found in the finest 
hotels, stores, factories, etc., for electric 
lighting and other power purposes. The 
actual users of the plants were enthusiastic 
over the results. 

That producer-gas power is a pro- 
nounced success in the’ United States is 
evidenced by the large number of satis- 


Fig. 2.—FAIRBANKS-MOR8E SUCTION Gas 
PRODUCER. 


this plant eighteen per cent of the total 
energy of the fuel is converted into use- 
ful work. (Varies according to condi- 
tions from fifteen to twenty-one and one- 
half per cent.) This means that a suc- 
tion gas producer plant uses from one- 
half to one-fourth as much coal for a given 
amount of power as a steam plant. 

A 150-horse-power suction producer 
plant, running two-thirds load, 3,100 
hours per year, uses approximately one 
and one-half pounds of coal per brake 
horse-power per hour. (Tests have been 
made showing a consumption of less than 
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one and one-quarter pounds at two-thirds 
load and less than one pound at full 
load. ) 
the fuel alone costs $1,162.50 per year. 
Furthermore, the cost of attendance can 
be reduced materially with a producer 
plant, as the operator can spend part of 
his time in other useful work. 

Much valuable information is given in 
the report of the United States Geo- 
logical Survey concerning the fuel testing 
plant at the Louisiana Purchase Exposi- 
tion, St. Louis, Mo. For three years the 
government experts conducted a series of 
tests on many samples of coal from mines 
all over the country. Briefly, the appa- 
ratus included a non-condensing Corliss 


With anthracite at $5 per ton — 
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pounds. With Corliss steam plant using 
lignite the average consumption of “coal 
as fired” (not “dry coal”) was approxi- 
mately seven pounds. _ 

Fig. 2 illustrates an exterior view and 
Fig. 3 a sectional view of a Fairbanks- 
Morse anthracite suction gas producer. 
All of the principal features are clearly 
shown. Coal is admitted to the producer 
through a hopper at the top. This has 
double closure, so that fuel can be intro- 
duced without at the same time admitting 
air. In the process of partial combustion 
which takes place producer gas is gener- 
ated. 

The hot gas passes through a vaporizer 
in which a small amount of steam is 


` CA A 
` -a .4 w n è 
HHS tt SS" 


357 
dust and impurities carried over from the 
producer, and also acts to cool the gas, 
which is essential in order to prepare it 
for use in the engine. 

With certain fuels, especially when 
much tar is encountered, it is also neces- 
sary to add a sawdust purifier in order 
to abstract the last traces of tar from the 
gas. While not absolutely essential, yet 
it is always advisable to use a gas tank 
between the scrubber and the engine, in 
which a certain. amount of gas is stored 
for ready use in the engine. This 1s es- 
pecially desirable where the loads are 
variable. ; 

In the care of the producer, the prin- 
cipal attention needed is to poke the fire 
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Fic. 3.—SECTIONAL VIEW OF FAIRBANKs-MorsE Suction GAs PRODUCER. 


engine steam plant with water-tube boiler 
and a pressure type producer with three- 
cylinder vertical gas engine. 

From the summary of results obtained 
from a long series of tests, the fuel con- 
sumption in pressure type producer plant 
varied from 1.18 to 3.4% pounds per 
brake-horse-power per hour, the average 
being approximately one and three- 
quarters pounds. The average with the 
Corliss steam plant was found to be ap- 
proximately four and one-half pounds, 
using similar fuels. With lignite the con- 
sumption in pressure producer plant was 
from 1.95 to 3.47 pounds, the average of 
five samples actually figuring 2.60 


formed which, with a limited amount of 
air, passes under the grate of the pro- 
ducer. In the smaller sizes the vapor- 
izer is at the top of the producer where 
it uses the waste heat from the escaping 
gas and where, at the same time, the 
water keeps the top from getting too hot. 
In the larger sizes the vaporizer is sepa- 
rate and connected to the producer by 
piping. 

From the vaporizer the hot gas flows 
through the scrubber, which is merely a 
evlindrical-shaped tank filled with coke 
over which a spray of water is constantly 
sprinkled. The large contact surface of 
the coke effectually cleanses the gas of 


every few hours, according to quality of 
the coal, in order to break up and remove 
clinkers, which would otherwise interfere 
with the making of sufficient gas. Poke 
holes are provided so that every part of 
the fire can be reached conveniently. 
Anthracite in “buckwheat” or “pea” 
sizes, lignite, coke and charcoal are the 
fuels commonly used. In many sections 
tħese small sizes of anthracite can be 
bought cheaply in car lots. For example, 
in Chicago the car-load price of “buck- 
wheat? anthracite is usually about $3.75 
per ton. In some of the states west of 
Chicago the price varies from $5 to $7 
per ton. At some points in southern 
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Canada these small sizes of Pennsylvania 
anthracite can be bought for from $3 to 
$4 per ton. In some of the eastern states, 
which are nearer the source of supply, the 
prices are even less. 

The lignite producer offers a wonder- 
fully cheap and reliable power in sections 
where this fuel is available.. This can 
usually be had at a price of from $1 to 
$3 per ton. At Smithville, Tex., where 
a 150-horse-power lignite producer plant 
is installed, the cost is $1.70 per ton. 
Lignite is of little value for steaming 
purposes, mostly due to the large amount 
of moisture, but it makes a most excellent 
fuel for the producer and in some respects 
is easier to handle than anthracite. 
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much importance, especially with pro- 
ducer gas, as it permits timing the igni- 
tion to give the greatest possible power 
and economy with any particular grade 
of gas and when the engine is running. 
In addition, there is an independent ad- 
justment for each igniter which is oper- 
ated by drop cam. 

Igniters can be removed, inspected and 
cleaned without interfering with other 
working parts, and they are located most 
conveniently. As the successful operation 
of a gas engine depends largely upon the 
igniter the value of these features can not 
be emphasized too strongly. 

Both valves are mechanically operated 
from a single cam shaft, which is located 


Fic. 4.—MULTI-CYLINDER VERTICAL PRODUCER Gas ENGINE. 


Coke and charcoal are economical fuels 
in some sections and can be used sepa- 
rately or mixed with anthracite. 

Producer gas engines of the vertical 
type are made in sizes of 200 horse-power 
and smaller. By combining several units 
plants of 800 to 1,000 horse-power or 
larger have been installed. Fig. 4 illus- 
trates a thoroughly modern Fairbanks- 
Morse engine of this type. It may be of 
interest to engineers to note briefly a few 
of the carefully developed features in the 
design. of these engines. 

The present system of ignition is a great 
improvement over the methods formerly 
used. The make- and - break igniter is 
so constructed that it can be adjusted 
to spark as early or as late as desired, 
when the engine is running or at rest, 
by means of a convenient hand lever. A 
single lever controls the time of ignition 
for all cylinders. This is a feature of 


inside the crank case. This minimizes the 
amount of noise, and furthermore the 
two-to-one reduction of gearing includes a 
pinion which is made of alternate layers 
of steel and red fibre. These features in- 
sure a quiet running engine. 

The simple fly-ball governor is of a 
most carefully designed pattern. This 
operates a balanced disc valve which is so 
constructed that there is no frictional 
contact or surface to become fouled by 
any impurities in the gas. ‘This is es- 
pecially important with engines operating 
on producer gas. The governor insures 
very close regulation, adapting the engine 
for electric lighting and other service re- 
quiring uniform movement. 

Lubrication is effected by means of a 
single elevated oil reservoir which is pro- 
vided with separate brass pipe with indi- 
vidual sight feed for each bearing. This 
is a most effective system of engine lubri- 
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cation and has been adopted as the best 
to be had. The drip from the different 
bearings collects in the base of the engine, 
which Ns drained by means of a small 
pump. The oil is run through a filter 
and is then used over again. 

Each engine is fitted with a hand-oper- 
ated speed regulator, by means of which 


speed can be.reduced when the engine is 


running. 

One cylinder of each engine is fitted 
with automatic compressed-air starting 
gear. This can be thrown into or out 
of action by the movement of a single 
lever, and the engine is started auto- 
matically on compressed air. 

From report on fifty-horse-power plant 
used in operating marble works in Ten- 
nessee, statement is made that they use 
only eighteen ordinary hods of buckwheat 
anthracite per day of nine hours at a 
total cost of $1.39 for the coal. At this 
plant they poke the fire once in the morn- 
ing before starting and once at night after 
shutting down. Outside of this the plant 
requires very little attention. 

One of the largest suction gas pro- 
duter plants in the United States com- 
prises six 150-horse-power engines and one 
200-horse-power engine—1,100 horse- 
power in all—complete with suction gas 
producers, using anthracite as fuel. This 
plant is in Wisconsin and is operated 
twenty to twenty-four hours each day, ex- 
cepting Sundays and holidays. 

A series of tests has recently been 
made on a 150-horse-power Fairbanks- 
Morse engine and anthracite producer, for 
continuous runs of twenty-four hours, at 
one-quarter load, one-half load, three- 
quarters load and full load, the object be- 
ing to determine the comparative economy 
at different loads. The coal used was an 
ordinary grade of buckwheat Pennsyl- 
vania anthracite, running rather high in 
ash, the analysis being as follows: 


Fixed carbon..... .... 78.9 per cent. 
Volatile................ 5. i 

Sic ctwiastekeaetaaes 18.0 s 
Moisture .............. 9.7 a 


BuUlpbursisccestoaakeus 0.7 T 
B.T U. per pound as fired, 18,590. 
Some of the results of these tests, in- 


cluding the coal consumption per brake- 
horse-power-hour, are given below: 
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A New Line of Cigar Lighters 
for Continuous and Inter- 
mittent Service. 


Cigar lighters for both continuous and 
intermittent service are now being manu- 
factured by the General Electric Company 
and may be obtained in the pendent, desk 
or table types. These cigar lighters are 
suitable for operation on either alternating 
or direct-current circuits and may be 
readily connected to any ordinary lamp 
socket. 

For intermittent service, both the pend- 
ent and table types are available, but the 
pendent type only is suitable for contin- 
uous operation. Those for intermittent 
service are equipped with a push-button 
for closing the circuit during the period 
of operation, which is generally from four 
to six seconds. The continuous service 
lighters are normally left in circuit but 
have a small switch for turning the cur- 
rent off when not in use.. 

The heating unit is somewhat similar 
in appearance to the ordinary fuse plug, 
and for intermittent service consists of 
several lengths of coiled wire lightly ce- 
mented to a thin sheet of insulating com- 
pound. The ends of the wire are con- 
nected to terminal screws in the porcelain 
plug base which is screwed into a socket 
in the body of the lighter. A thin piece 
of perforated mica, placed in a metal cap 
fitted to the porcelain plug base, protects 
the heating coils. To light the cigar or 
cigarette it is only necessary to place the 
end against the perforated disc, the hot 
air, drawn through the holes in the mica, 
igniting the cigar even before the mica 
dise becomes red. 

The intermittent desk type, as shown in 
the illustration, is compact and simple in 
design, the heating element being similar 
to that used in the intermittent pendent 
type. 

The construction of the plug for con- 
tinuous service is similar to that for inter- 
mittent service, except that the coils of 
Wire are completely filled with cement 
between turns. With this unit no mica 
covering is used, as a perforated insulat- 
ing compound placed on the top of the 
heating unit conducts the heat to the 
cigar. As will be noted in the illustra- 
tion, these plugs are surrounded by a per- 
forated metal mouthpiece which protects 
the plug and also prevents the liability of 
any one being burned by coming in direct 
contact with the heating element. In this 
type of cigar lighter the heating plug can 
not he removed without the use of a special 
spanner. This feature is of special im- 
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portance when the lighters are- used in 
public places such as hotels, cigar stores, 
ete. | 

These cigar lighters are made for volt- 
ages from ninety-five to 125 volts. The 
power consumption is very low, being 
seventy-five watts for the intermittent 
type and twenty-five watts for the con- 
tinuous type. The cost of operation and 
the life have been determined after a 
series of careful tests. It was found that 
with the intermittent type 1,000 lights 


Desk oR TABLE Tyre CIGAR LIGHTER FOR 
INTERMITTENT SERVICE. 


could be obtained at an approximate cost 
of one cent where power is sold for ten 
cents per kilowatt-hour. The continuous- 
service lighter can be operated at a cost of 
about three cents per day. The durability 
tests show that the intermittent type will 
give about 22,000 lights before deteriora- 
tion of the heating element occurs. Tests 
now being conducted on the continuous- 


PENDENT TYPE CIGAR PENDENT TYPE CIGAR 
LIGHTER FOR IN- LIGHTER FOR CON- 
TERMITTENT SERV- TINUOUS SERVICE. 
ICE. 


service types show a maximum of over 
5,000 hours at the present time. These 
tests are still in progress, so that this value 
will be exceeded. 

The cigar lighters of the intermittent 
type are finished in oxidized copper, the 
continuous-service types being given a 
nickel-plated finish. All types are fur- 
nished with a suitable cord and attaching 
plugs. 


oe 
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‘The American Association of 
Electric Motor Manu- 
facturers. 

A meeting of the American Association 
of Electric Motor Manufacturers will be 
held at the Frontenac, Frontenac, N. Y., 
in the Thousand Islands, on September 9, 
10 and 11. This association was organized 
at Hot Springs, Va., a few months since, 
the membership consisting of three classes, 
as follows: Class A, manufacturers of 
direct-current motors up to and including 
fifty horse-power; Class B, manufacturers 
of alternating-current motors up to and 
including fifty horse-power; Class C, 
manufacturers of all types of motors above 
fifty horse-power. 

The following officers have been elected : 
President, S. L. Nicholson, Westinghouse 
Klectrie and Manufacturing Company, 
Pittsburg, Pa.; vice-president, Class A, 
C. F. MeGilvray, Robbins & Myers Com- 
pany, Springfield, Ohio; vice-president, 
Class B, R. J. Russell, Century Electric 
Company, St. Louis, Mo.; vice-president, 
Class C, F. S. Hunting, Fort Wayne Elec- 
tric Works, Fort Wayne, Ind.; secretary, 
J. C. McQuiston, Westinghouse Com- 
panies’ Publishing Department, Pittsburg, 
Pa. Executive committee: C. W. Holtzer, 
Holtzer-Cabot Electric Company, Brook- 
line, Mass.; ©. H. Roth, Roth Brothers & 
Company, Chicago, Ill.; B. C. Kenyon, 
Diehl Manufacturing Company, Elizabeth- 
port, N. J.; J. C. Hobart, Triumph Elec- 
trie Company, Cincinnati, Ohio; James 
Burke, Burke Electric Company, Erie, 
Pa.; W. A. Layman, Wagner Electric 
Manufacturing Company, St. Louis, Mo. ; 
J. W. Ham, General Electrice Company, 
Schenectady, N. Y.; A. H. Whiteside, 
Allis-Chalmers Company, Philadelphia, 
Pa.; A. L. Doremus, Crocker-Wheeler 
(‘ompany, Ampere, N. J. 

— [na 
Business Getting with the 
Tungsten Lamp at 
Lowell, Mass. 

J. H. Hunnewell, general superintend- 
ent of the Lowell (Mass.) Electrice Light 
Corporation, is conducting an energetic 
business-getting campaign. using the 
rental of tungsten lamps and free wiring 
as his most important persuasions. Gen- 
eral Electric tungsten lamps are being 
rented on a basis of twenty-five cents per 
month per lamp using 100-watt, eighty- 
candle-power, and the sixty-watt, forty- 
eight-candle-power sizes. The rental 
price includes the lamp. shade and holder 
nnd whatever pendent or fixture is neces- 
sary. The plan is working so successfully 
that at present there have been in the 
neighborhood of 700 lamps installed and 
the business is increasing rapidly. 
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DOMESTIC AND EXPORT. 


POWER PLANT ON COOSA RIVER—A water-power develop- 
ment is proposed at Lock No. 2, on the Coosa River, near Gadsden, 
Ala. The company behind the scheme is the Coosa River Electric 
Power Company, of Anniston, Ala. Roswell H. Cobb, a banker of 
Anniston, is the president. A survey of the Coosa River at Lock 
No. 2 is being made by Captain Harley B. Ferguson and a corps of 
engineers for the purpose of securing data for the War Department 
in connection with the development of the proposed new company. 
lt is planned to develop 30,000 horse-power. The next convening 


Congress will be asked for certain privileges in connection with 
this proposition. 


LOUISVILLE RAILWAY COMPANY TO ISSUE NEW STOCK— 
Following the action taken at a meeting of the stockholders of the 
Louisville (Ky.) Railway Company, several months ago, authorizing 
an increase in the capital stock of the company, amended articles 
of incorporation have been filed by the company increasing the cap- 
ital stock $500,000. The increase is for the purpose of reimbursing 
the Louisville Traction Company for funds advanced to the Louis- 
ville Railway Company several months ago. The new capitaliza- 
tion will be common stock, of a par value of $100. The articles of 
incorporation contain the names of T. J. Minary, president of the 


company; John Stites, Charles T. Ballard, Harry Bishop, Sam Cas- 
seday and Alex. P. Humphrey. 


TO BUILD MONTANA ELECTRIC LINE—Articles of incor- 
poration of the Billings & Cooke City Electric Railway Company 
have been filed. The capital stock of the organization will be 
$5,000,000, the principal place of business Billings and the terms of 
its legal existence forty years. The company will build and equip 
an electric railroad which will extend from Billings to Cooke City, 
Mont., passing through Laurel, Park City and possibly Columbus, 
up the Stillwater Valley to the mining camp. Those interested in 
the company are: J. B. Clayberg, of Helena; M. E. Estep, of Chi- 
cago, Ill.; E. M. Hosky, of Helena; George E. Savage, of Butte; 
Thomas Harney, of Galena, Ill, and A. L. Babcock, B. G. Shorey 
and Theodore Martin, of Billings. 


MINNESOTA POWER PROJECT—The Backus-Brooks interests 
at International Falls, Minn., have sold their water-power holdings 
at the falls to eastern parties, and it is understood that the develop- 
ment hereafter will be carried on with capital furnished by the 
steel interests. W. H. Cook, president of the Duluth, Rainy Lake 
& Winnipeg road, has notified Minneapolis lumber interests that 
work will begin at once looking to the completion of works that 
will produce 30,000 horse-power within a year. This, it is under- 
stood, will be followed by the completion of new railroad lines in 
the district. It is understood that the Backus-Brooks company will 
concentrate its efforts upon the completion of a paper and pulp 
plant on the American side at International Falls. Pulp wood is 
plentiful in that locality, and the mill is to be finished by the time 
the power is ready to be delivered. The plant will have a capacity 
of 500 tons of paper a day. 


CONSOLIDATION OF MEXICAN ELECTRICAL COMPANIES— 
It is announced that the Mexico Street Railway Company and the 
Mexican Light and Power Company are to be amalgamated, and 
one company is to control the light and power supply of Mexico 
City. Plans for the amalgamation are now being prepared, and a 
special stockholders’ meeting of the light and power company will 
be called in the near future to arrange the details. The Mexican 
Light and Power Company was organized about two years ago as 
a consolidation of all the light and power companies in the city. 
There is a small power-house at Noanalco, while the main power 
plant is at Necaxa, on the state line between Hidalgo and Puebla, 
100 miles east of Mexico City. The company is to build a second 
power plant near Necaxa, The stock of the company is held largely 


in Scotland and Germany. It is a Canadian concern. The Trans- 
vias Electricas Mexicanas, or the street railway company, is a 
Canadian corporation, but the stock is owned largely by F. S. Pear- 
son, of New York city. The company was originally largely British, 
Welrner, Beit & Company, of London, owning a controlling interest. 


It was this company which sold out its interest to Pearson and his 
associates. 


ELECTRIC LIGHTING. 


LIMA, OHIO—The city council has passed an ordinance pro- 
viding for a $105,000 municipal electric light plant. 


NEWARK, N. J.—The local water company is considering the 
installation of machinery to furnish electric light to the village. 


CANTON, N. Y.—The Canton Electric Light and Power Com- 


pany has purchased land upon which it will erect a transformer 
substation. 


BENBOW, 1LL.—The Benbow village board has granted a 
twenty-year franchise to the Benbow City Light, Heat and Power 
Company. A $60,000 plant will be erected. 


‘ SAN BERNARDINO, CAL.—The Redlands Gas and Electric 
Company has applied for permission to run transmission lines over 
the county roads between this city and Redlands. 


SPRINGFIELD, MASS.—The new power plant of the United 
Electric Company, which cost approximately $300,000, has been 


placed in operation, adding 3,000 horse-power to the company’s 
capacity. 


HUNTSVILLE, ALA.—Fred A. Howe, a business man of this 
city, has secured a franchise from the city council of Gurley allow- 


ing him to establish and operate an electric light and power plant 
in that town. 


CENTER, TEX.—Fire on August 13 destroyed the electric light 
plant, planing mill and 150,000 feet of lumber belonging to Redditt. 
Fleshman & Hardrider. There was no insurance and the loss is 
about $150,000. 


BUCYRUS, OHIO—The Bucyrus city council has decided to 
build a municipal lighting plant. The proposition means the invest- 


ment of $90,000. Bonds will be issued to cover the cost and the 
plant will be started at once. 


ELWOOD, IND.—The sale of all property of the Citizens’ Heat 
and Light Company has been ordered by Judge Greenlee, of the 
Superior Court. The sale will be made by the receiver, the Elwood 
Trust Company, at the court-house on September 18. 


DODGEVILLE, WIS.—The Dodgeville Electric Light and Power 
Company will build a plant on the railroad land just south of thé 
Illinois Central passenger station. The building will measure 


forty by seventy feet. It is likely that a heating plant and an ice 
plant will also be operated. 


FREEHOLD, N. J.—David H. Smith, of Jamesburg, as receiver 
of the Manalapan Light Company, sold the property of that corpora- 
tion at public sale to W. J. Lansley, of Perth Amboy, the promoter 
and one of the largest creditors of the concern, on a bid of $500. 
There is $25,000 worth of bonds outstanding. 


OLYPHANT, PA.—Five prominent business men of Olyphant 
have been appointed by the borough council to operate the municipal 
lighting plant. There has been a movement to sell or lease the 
plant. It was claimed that the borough would have to issue $15,000 
worth of bonds to put the plant in good shape. 


DANVILLE, PA.—The borough council has decided to grant a 
franchise to C. F. Kloss and Joseph M. Watts, promoters of a new 
electric light company which purposes to transmit to this city 
electricity generated on the West Branch of the Susquehanna, the 
plant to be in operation within two years of the granting of the 
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September 5, 1908 


franchise. The company will furnish light to business places at a 
rate not to exceed six cents per kilowatt-hour and to private resi- 
dences at a rate not to exceed eight cents per kilowatt-hour. 


DOVER, N. J.—The new ten-year street lighting contract with 
the Dover Electric Light Company has been signed by the mayor, 
town clerk and the officials of the electric light company. The 
agreement requires the town to use at least seventeen arc lamps 
at $85 each and 240 incandescent lamps at $17 each a year. 


LOGANSPORT, IND.—Professor J. Walter Esterline, of Purdue 
University, who has been preparing plans for a municipal light 
plant for Logansport, has completed his work and submitted his 
report. The plans call for the expenditure of $39,540, and an ordi- 
nance has been passed by the city council appropriating this amount. 


‘HARTFORD, WIS.—The city is preparigg the site of the munic- 
ipal electric light plant for the erection of the building by moving 
the Raaschke House. The work of putting up the power-house will 
be commenced as soon as the contracts are let, which will be in a 
short time. City Engineer Maltby has completed work on the plans. 


BATH, N. Y.—C. K. Tower, of the Citizens’ Electric Service 
Company of Bath, which has had its application for permission to 
build a new electric power and light plant here granted by the Pub- 
lic Service Commission, states that the company will proceed at 
once to build its power plant and to do the necessary wiring for 
the street lighting service. 


BARNESVILLE, GA.—The city council has accepted the contract 
for the installation of the new electric light plant, and the new 
machinery will be shipped and set up within the next fifty days. 
The city has twice outgrown its plant, and larger generators, elec- 
tric and water machinery were required. The cost of the new 
equipment will be about $7,000. 


ALBANY, ORE.—Articles of incorporation have been filed for 
the Lebanon Electric Light and Water Company, which will hence- 
forth own and operate the light plant and water system in Leb- 
anon. The incorporators are S. P. Bach, Samuel M. Garland, J. C. 
Mayer, P. M. Scroggins and S. I. Stewart. All of the incorporators 
except Mr. Stewart are residents of Lebanon. 


SAN ANGELO, TEX.—AI Reynolds, of Oklahoma, announces his 
intention of applying to the city council for a franchise for an elec- 
tric light system in San Angelo. He represents an Ohio company, 
and states that if a franchise is obtained the company will expend 
$150,000 on the plant, which he will manage. Mr. Reynolds is super 
intending the electric work on the street-car system. 


HASTINGS, NEB.—A report has been made by the city treas- 
urer showing that the city electric lighting plant, since it was 
established by the city in 1901, has twice paid for itself. The city 
during that time has saved $56,000 in street lighting alone, while 
the profit on lighting private residences and business concerns has 
been sufficient to not only maintain the plant, but also to make 
numerous extensions and install new machinery from time to time. 
There is a balance of $12,000 now to the credit of the lighting fund. 


HICKORY, N. C.—A meeting of the citizens of Hickory was 
held recently for the purpose of submitting the proposition of de- 
veloping the water power at what is known as the Horseford Shoals 
on the Catawba River, two and one-half miles from Hickory. A 
stock company was organized a few weeks ago to develop this power 
and engineers employed to make surveys. It is considered possible 
to develop 6,000 horse-power at a minimum cost owing to the adapt- 
ability of the site for such development. All the stock necessary, 
with the exception of $20,000, has been subscribed to develop 3,500 
of the 6,000 horse-power available. 


IOWA CITY, IOWA—Franklin Benjamin, of Galesburg, Ill., the 
new owner of the American Cereal Company’s plant at Coralville. 
Proposes to take on the Iowa City municipal contract to light the 
city with electricity and gas. He desires to build an electric light 
Plant at Coralville and a gas plant in Iowa City. Mr. Benjamin 
offered the city council the entire equipment of the electric light 
Plant, as a bonus, after twenty-five years, the gift of the poles, wires, 
equipment, etc., being limited to sufficient to supply the city’s needs, 
evi Stand at the end of twenty years. If the city prefers Mr. 
me aes agrees to deposit $1,000 a year in a bank (he to draw 
arc erest thereon), and at the end of the twenty-five years the 

000 is to go to Iowa City if he retains the plant. 
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ELECTRICAL SECURITIES. 

For a brief period, early. in the week, it appeared as if there 
might ensue a break in prices, due to the bewildering turn affairs 
had taken when in a terrific effort to bear the market one large 
brokerage firm brought down suspension from the Stock Exchange 
upon its head. The heavy interests, however, were able to meet 
the raid and prices were maintained, with everything proceeding in 
a most orderly manner all through the week. The most favorable 
indications at present are the feeling of general hopefulness for an 
early activity in business, the excellent condition of freight rail- 
roads to cope with any reasonable improvement in tonnage, the little 
real damage suffered through storm and fiood by the crops, and the 
large surplus being stored up in banks all over the country—in 
fact, all over the world, as is reflected in recent reports. 

Dividends have been declared upon the following electrical se- 
curities: Louisville (Ky.) Railway Company; semiannual dividend 
of 21%, per cent on the preferred and a quarterly dividend of 1 
per cent on the common, payable October 1. Galveston-Houston 
(Tex.) Electric Company; semiannual dividend of $3 per share 
on the preferred stock, payable September 15. General Electric 
Company; regular quarterly dividend of $2 per share, payable 
October 15 to stock of record September 9. Rochester (N. Y.) Rail- 
way and Light Company; regular quarterly dividend of 114 per cent 
on the preferred stock, payable September 1. Mackay Companies; 
regular quarterly dividends of 1 per cent on the preferred and 1 
per cent on the common, payable October 1 to stock of record Sep- 
tember 12. Northern Ohio Traction and Light Company; two quar- 
terly dividends of 4 of 1 per cent each, payable on the $8,938,900 
capital stock on September 15 and December 15, 1908, to holders 
of record September 1 and December 1, respectively. This reduces 
the annual rate to a 1 per cent basis, comparing with a 2 per cent 
rate maintained from June 15, 1906, to June 15, 1908. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED AUGUST 29. 


New York: Closing. 
Allis-Chalmers common ...........-.-eeeeee8 11% 
Allis-Chalmers preferred ...............08- 3514 
Brooklyn Rapid Transit................008- 53°% 
Consolidated Gas .......... ccc cece eee eee 145% 
General Electric cece bs 6 ie Os 8 haa Ses 146 
Interborough-Metropolitan common......... 11%, 
Interborough-Metropolitan preferred ....... 33 
Kings County Electric...............0020005 122 


Mackay Companies (Postal Telegraph and 
Cables) common ........... cee ee cceee 
Mackay Companies (Postal Telegraph and 
Cables) preferred ...........cccceceeee 


Manhattan Elevated ......... ccc wwe ee eee 139 
Metropolitan Street Railway................ 30 
New York & New Jersey Telephone......... 110 
Western Union .....esessssessesossessesess 5514 
Westinghouse Manufacturing Company...... 74 
Boston: Closing 
American Telephone and Telegraph......... 126% 
Edison Electric Iluminating............... 225 
Massachusetts Electric ..............e00ee. 47 
New England Telephone.................... 117% 
Western Telephone and Telegraph preferred. 70 
Philadelphia: Closing. 
Electric Company of America.............. 9%, 
Electric Storage Battery common........... 37 
Electric Storage Battery preferred.......... 37 
Philadelphia Electric ..............cc cc euee 9% 
Philadelphia Rapid Transit................. 14 
United Gas Improvement................... 87% 
Chicago: Closing 
Chicago Telephone ...............cccceeeees — 
Commonwealth Edison ...............00000. 105. 
Metropolitan Elevated preferred............ 40 
National Carbon common................... 69 
National Carbon preferred.................. 108 


NEW INCORPORATIONS. 

CLEVELAND, OHIO—Buffalo Valley Telephone Company, Cum- 
berland. $1,000. 

DENVER, COL.—Municipal Lighting Company. Incorporators: 
Carl Christensen and Carl Vogt. $100,000. 

NEWARK, N. J.—Arcade Block Lighting Company, Newark. 
To manufacture electricity, etc., for light, heat and power; fixtures, 
etc. $40,000. Incorporators: J. O. Sharpe, T. A. Phillips, F. J. 
Greenberg, Newark. 
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PERSONAL MENTION. 
MR. WALTER P. SCHWABE has resigned as superintendent of 


the Rutherford (N. J.) office of the Public Service Corporation of 
New Jersey. 


MR. W. D. SHALER has been elected secretary of the Double- 
day-Hill Electric Company, Pittsburg, Pa., to fill the place made 
vacant by the decease, recently, of his brother, Mr. H. G. Shaler. 


OBITUARY NOTE. 

MR. JOHN JAMES GREENOUGH, inventor and former super- 
intendent of the Patent Office at Washington, died recently at the 
home of his daughter in Brookline, Mass. He was the first to take 
out a patent on a sewing machine, invented the first shoe-pegging 
machine and agsisted in the construction of the first electric loco- 
motive. He held the position of superintendent of the Patent Office 
from 1837 until 1841. In 1853 he commenced the publication of the 


American Polytechnic Journal. He was born in Boston, January 
19, 1812. 


ELECTRIC RAILWAYS. 
HUNTSVILLE, ALA.—The city council has granted Ed. lL. Pul- 


ley and associates a franchise to construct and operate an electric 
car line. 


RIVERSIDE, CAL.—The Riverside & Arlington Railway Com- 
pany has been granted a franchise by the city council. This in- 
cludes a freight-carrying privilege. l 


SALT LAKE CITY, UTAH—The Utah Light and Railway Com- 
pany is planning extensions of its lines throughout Salt Lake and 
Utah valleys and as far south as Provo. 


PITTSBURG, PA.—The Pittsburg & Beaver Street Railway Com- 
pany, which proposes to construct a line from Pittsburg to Beaver 
on the populous south side of the Ohio River, has increased its 
capital from $60,000 to $235,000. 


YAZOO CITY, MISS.—A street railway is now assured for 
Yazoo City. The bonds which were issued about a year ago have 
been signed and delivered and the money paid over to the city 


treasurer. In ninety days it is thought the road will be in opera- 
tion. 


BLOOMINGTON, ILL.—General Manager Fischer, of the Illinois 
Traction System, is authority for the statement that in two years’ 
time the traction system will be connected with Terre Haute and 


extended on into Indiana, transferring to the Indiana interurban 
lines. 


DUNKIRK, N. Y.—The Buffalo & Lake Erie Traction Company 
has awarded to Peter B. Colgan, of this city, the contract for ex- 
cavating and clearing the roadbed for trolley extension from Cas- 
sity’s Woods to Sheridan to connect with the main line from the 
belt line system. 


ALBANY, N. Y.—The Public Service Commission, Second Dis- 
trict, has granted the application of the Western New York & Penn- 
sylvania Traction Company for permission and approval to con- 
struct an extension of its road in the village of Salamanca to and 
into the village of Little Valley. 


SALISBURY, N. C.—The Piedmont Electric Car Line Company, 
of this city, has been granted a franchise to build an electric line 
skirting Salisbury on the north and west, the work to begin within 
six months. The same company proposes to connect Spencer and 
East Spencer by an electric line. 


MOBILE, ALA.—Within sixty days engineers will begin work 
surveying’ the proposed route of the electric line from Citronelle 
to Mobile, and inside of one year cars will be operating into Mobile 
from Citronelle, according to George S. Bressler, of Gulf Crest, 
Ala.. who is interested in the proposition. 


DUNKIRK, N. Y.—A syndicate of Buffalo capitalists is said to 
be planning the construction of the long-awaited Cassadaga Valley 
trolley line over the proposed route from Dunkirk as far south as 
Sinclairville. According to the report, the new trolley line will take 
in all the villages down the Cassadaga Valley, including Stockton. 


CHILLICOTHE, OHIO—The Scioto Valley Traction Company is 
completing the work of extending its line to the business section of 
Chillicothe. The overhead work is now being put up, and within 


a short time the company will be operating cars from Columbus to 
the business district of the city. 


WASHINGTON, PA.—Burgess A. V. Lewis, of Donora, has re- 
turned to the council with his signature the ordinance granting a 
franchise to the Donora-Eldora Street Railway Company. The 
company has thirty days in which to file its bond of $5,000, three 
months in which to start work and one year in which to complete 
the road from Donora to Eldora. 


HUNTSVILLE, ALA.—The question of building an electric rail- 
way from this city to Monte Sano is being agitated. Several busi- 
ness men have secured eighty acres of land on the top of the moun- 
tain and it will be divided into 200 lots and sold. The funds 
realized from this sale will be used as a nucleus with which to 
push the electric railway project. 


BERKSHIRE, MASS.—The Berkshire Street Railway Company 
has petitioned the State Railroad Commission for authority to issue 
$80,000 additional capital stock, $40,000 each for extensions in Pitts- 
field and improvements to the line between North Adams and Will- 
jamstown. With the petition of April 28 this would make $365,000 
new stock. The market value is fixed at $100 per share. 


NORTH VANCOUVER, B. C.—At a meeting of the district coun- 
cil, at which there were present Acting General Manager T. W. 
Glover and Local Manager W. B. Bunbury, of the British Columbia 
Electric Railway Company. arrangements were completed for the 
extension of the lines of the company up Capilano Valley to the 
second cafion. The line will be in operation next spring. 


HOUGHTON, MICH.—The Houghton County Traction Company, 
of Houghton, Mich., has contracted with the Stone & Webster Engi- 
neering Corporation for the extension of its lines from Wolverine 
to Mohawk, Mich. The contract includes the construction of the 
track, bridges, overhead work. a car barn, a small substation and 


the purchase of some new cars. The work as planned will cost 
about $125,000. 


SEYMOUR, IND.—The Seymour & Brownstown Construction 
Company has been organized to construct an electric railway bc- 
tween Seymour and Brownstown, a distance of twelve miles. In- 
dianapolis and Marion men are interested with local men in the 
enterprise. The company has asked for right of way through this 
city. The proposed line will connect with the Indianapolis & Louis- 
ville traction lines in Seymour. 


MARQUETTE, MICH.—According to the officers of the Mar- 
quette, Negaunee & Ishpeming Interurban Railway Company, an 
active start will be made with the grading of the right of way be- 
tween this city and Negaunee within the next few weeks. Some 
work has already been done at the Marquette end of the right of 
way. The operations now projected, however, are to be carried out 
on a large scale, and it is hoped that they will result in having 
the line ready for traffic by June of next year. 


NEW CASTLE, PA.—The Mahoning & Shenango Railway and 
Light Company has secured the passage of an ordinance extending 
its franchise thirteen years, making it expire in twenty-five years. 
For the extension the company gives a rate of twenty-five tickets 
for $1, universal transfers and a partial guarantee of better service. 
It also agrees to extend the transfer and city fare. The present 
traction franchises have a life of twelve years, and on the Park 
and Falls line there is a fare of twenty-seven tickets for $1. On 
other lines the fare is twenty-two tickets for $1. 


MINNEAPOLIS, MINN.—Articles of incorporation of the Elec- 
tric Short Line Railroad Company have been filed. The principal 
place of business is given as Minneapolis. The incorporators are: 
Severen Solverson, who is secretary of the Phoenix Loan and In- 
vestment Company; E. C. Hinde, of Sioux Falls, S. D.; Frank E. 
Reed, of Glencoe. In order, they hold the offices of president, vice- 
president, and secretary. It is stated that the purpose is to put in 
good form the properties of an organization which has been in 
existence for five years, and that the incorporation has no signifi- 


cance as to any immediate activity of the company in railroad 
building. 


BUTLER, PA.—Surveys of a route for an electric line projected 
by Butler, Pittsburg and Franklin capitalists to connect Butler and 
Conneaut Lake have been begun. The proposed line will be seventy 
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miles long and will form the conecting link between Pittsburg and 
Erie and Buffalo by trolley. It is asserted that the backers of the 
venture are friendly with the interests owning the Pittsburg & 
Butler Street Railway Company. The route already selected from 
Butler is by way of Oneida, Queens, Euclid, Slippery Rock, Grove 
City, Greenville, to Conneaut Lake, with a branch to Franklin to 
connect with the Oil City line. From Conneaut Lake to Erie is a 
continuous line over the roads through Saegertown and Cambridge 
Springs to Erie and Buffalo. 


SAN JOSE, CAL.—The Southern Pacific Company has purchased 
from L. S. Hanchett, of San Jos¢, the Santa Clara Interurban Rail- 
road Company’s property, including rights of way for a railway 
between Santa Clara and San Mateo. The purchaser intends to build 
at once and to operate an electric railway between Santa Clara and 
San Mateo, thus giving San José electric railway connection with 
San Francisco. The rights of way purchased by the Southern 
Pacific constitute a private property. The Santa Clara Interurban 
Railroad Company built and’ equipped the electric railway system 
in Palo Alto. This system, including a power-house and all the 
tracks, rolling stock and other property connected with it, was 
purchased by the Southern Pacific. The estimated value of this 
property is about $500,000. The Southern Pacific proposes to build 
first between Santa Clara and San Mateo. Between Santa Clara 
and Palo Alto the route of the private right of way is along the 
county road. It is not stated just when the construction of the first 
portion of the road will begin, but it will be at an early date. Later 
the line will be extended between San Mateo and San Francisco. 
For this line the route of the old steam line by Mission Hill, that 
was in use by the Southern Pacific before the building of the Bay 
Shore cutoff, will be utilized. 


DATES AHEAD. 


Pennsylvania Electric Association. First meeting, Eagles’ Mere, 
Pa., September 8-9. 

American Association of Electric Motor Manufacturers. Next 
meeting, Frontenac, N. Y., September 9-11. 

Association of Edison Illuminating Companies. Annual meeting, 
Lenox, Mass., September 15-17. 

Colorado Electric Light, Power and Railway Association, Glen- 
wood Springs, Col., September 16-18. 

Arkansas Association of Public Utilities Operators. First annual 
convention, Little Rock, rk., September 17-18. 

Old Time Telegraphers’ and Historical Association, and Reunion 
of Military Telegraphers, Niagara Falls, N. Y., September 16-18. 

Tiuminating Engineering Society. Annual convention, Philadel- 
phia, Pa., October 5-6. 
Kansas Gas, Water, Electric Light and Street Railway Associa- 
tion. Annual meeting, Pittsburg, Kan., October 8-10. 

American Street and Interurban Railway Association. Annual 
convention Atlantic City, N. J., October 12-16. 
_ American Street and Interurban Railway Accountants’ Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 
l American Street and Interurban Railway Claim Agents’ Asso- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 
; American Street and Interurban Railway Engineering Associa- 
tion. Annal convention, Atlantic City, N. J., October 12-16. 
_ American Street and Interurban Railway Manufacturers’ Asso- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 

Railway Signal Association. Next meeting, Chicago, II., Sep- 
tember 8. Annual meeting, Washington, D. C., October 13-15. 

American Electrochemical Society. Fall meeting, New York city, 
October 30-31. l 

Order of the Rejuvenated Sons of Jove. Annual meeting, Buf- 
falo, N. Y., October 15-16. 

American Society of Municipal Improvements. Annual meeting, 
Atlantic City, N. J., October 20-23. 


EDUCATIONAL NOTE. 

EVENING TECHNICAL COURSES AT THE POLYTECHNIC 
INSTITUTE OF BROOKLYN—The Polytechnic Institute, of Brook- 
lyn, N. Y., announces evening technical courses in its College of 
Engineering for the season of 1908-1909. There will be a series of 
evening and Saturday courses in engineering, chemistry, physics, 
mathematics, drawing, history, economics and languages, especially 
PAE to afford men in active practice opportunities for profes- 
A i vs The term of study begins on Thursday, October 1, 
courses 8 until the various courses are completed. These 
regular aor be taken independently or in connection with the 
of civil ka of the courses in engineering leading to the degrees 
ae Snee electrical engineer, mechanical engineer, chemical 

&ineer or bachelor of science in chemistry. 
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NEW PUBLICATIONS. 


THE STUDY OF SCIENCE BY YOUNG PEOPLE—A very in- 
teresting paper, entitled “The Study of Science by Young People,” 
by Dr. Wiliam S. Franklin, of Lehigh University, has been re- 
printed from the proceedings of the twelfth annual meeting of the 
New York State Science Teachers’ Association. 


BIBLIOGRAPHY OF ELECTROCHEMISTRY AND ALLIED 
SUBJECTS—A bibliography of electrochemistry and allied subjects 
has been prepared by P. F. Mottelay. This compilation constitutes 
Appendix i of the author’s “Bibliographical History of Electricity 
and Magnetism,” which will shortly appear in book form. 


INSTITUTION OF ELECTRICAL ENGINEERS—The Journal 
of the Institution of Electrical Engineers, of Great Britain, pub- 
lished under the supervision of the editing committee, and edited 
by George C. Lloyd, secretary, has been published by the house of 
E. & F. N. Spon, 57 Haymarket street. London, S. W. The New 
York publishers are Spon & Chamberlain, 123 Liberty street. The 
present volume contains the proceedings of March 19 and April 2, 
9, 23 and 30. There are published as a supplement the accessions 
to the library from January 1 to June 30, 1908. 


INDUSTRIAL ITEMS. 

FOX BROTHERS & COMPANY, 126 Lafayette street, New York 
city, have published a handsome series of bulletins devoted to 
“Polar” flaming arc lamps, “Carbone” lamps, “Radiante Economy” 
and “Radiante” lamps, standard show-window lighting, technical 
data, and tungsten incandescent lamps. 


THE HOLOPHANE COMPANY, New York city, in the August 
issue of “Holophane,” makes an interesting special announcement 
concerning the Holophane D’Oller metal reflector. The Holophane 
Company has acquired, and will hereafter have exclusive control of, 
the metal refiectors designed by, and manufactured under the 
patents of, Henry D’Olier, Jr. 


THE GENERAL ELECTRIC COMPANY, Schenectady, New York, 
has issued bulletin No. 4,597, devoted to Thomson astatic instru- 
ments for continuous-current switchboards. Bulletin No. 4,575 is 
devoted to Type F, Form K-7 oil-break switches. Bulletin No. 4,596 
is devoted to enclosing globes for arc lamps. Copies of this bulletin 
will be furnished to those interested upon request. 


THE ROCKWELL FURNACE COMPANY, New York city, has 
published two handsome catalogues devoted, respectively, to port- 
able heaters for heating work which is too bulky or inconvenient 
to remove to a furnace, and where it is desirable to take the heater 
to the work, such as annealing, hardening, expanding, bending, 
brazing, skin-drying, lead melting and rivet heating; and to melting 
furnaces for melting all metals, tinning, galvanizing, tool harden- 
ing. and all operations requiring molten metal and other heated 
baths. 


THE CONSOLIDATED ELECTRIC LAMP COMPANY, Danvers, 
Mass., announces that although its main factory and stock were 
seriously damaged by the fire which occurred on August 14, it is 
in a position to take care of orders from its Pine street factory. 
The company has already perfected plans for a larger and thor- 
oughly equipped building, to be completed before the winter sets in. 
As the fire occurred in the quiet season, the company was not so 
greatly inconvenienced as it otherwise would have been. The loss 
caused iš estimated at $20,000, partially covered by insurance. 


THE BRISTOL COMPANY, Waterbury, Ct., is issuing two new 
bulletins, No. 91 and No. 93, which, with bulletin No. 92, cover the 
list of Bristol recording thermometers for all temperature ranges 
up to 800 degrees Fahrenheit. As a result of the consolidation of 
the business of William H. Bristol with that of the Bristol Com- 
pany the latter company also manufactures William H. Bristol 
electric pyrometers together with the three classes of recording 
thermometers, which are described in the bulletins above men- 
tioned. Copies of these bulletins will be furnished tọ those inter- 
ested upon request. 


THE TRIUMPH ELECTRIC COMPANY, Cincinnati, Ohio, has 
published a little brochure entitled ‘The Way to Forget.” After 
treating the subject in a rather airy fashion the reader is made 
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acquainted with the fact that the best way for a manufacturer to 
forget is to select everything in the plant, from the motor to the 
manager, of a character that will not, under ordinary conditions, 
do anything but the work intended. The only way to avoid experi- 
ences that create unforgettable memories is to get the right sort 
of a motor. The suggestion is, of course, that the right motor or 
dynamo is built by the Triumph Electric Company. 


THE CENTRAL ELECTRIC COMPANY, Chicago, Ill., is dis- 
tributing its new bulletin describing the P.-A. electrically operated 
remote-control switch for use in controlling lights and power from 
a distance. A full description is given of the switch mechanism, 
together with some of the various applications. The company is 
also distributing bulletin No. 10, illustrating and describing the 
“O. K.” fuse block cover, for use by central stations in preventing 
theft of current. This block is manufactured to fit standard size 
Edison plug fuse blocks. A flier is also being distributed, illustrat- 
ing and describing the type “B” oil switches for entrance and motor 
service. This switch has been designed to meet the demands for a 
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small-capacity medium-priced oil switch for use in connection with 
motor and lighting circuits up to and including 3,300 volts. 


THE BELDEN MANUFACTURING COMPANY, Chicago, Ill., 
has issued catalogue No. 4, in convenient pocket size. This cata- 
logue contains 124 pages, is printed on fine paper, and is profusely 
illustrated. Great pains have been taken to procure a simple and 
comprehensive book on wires, cables, cordage and other electrical 
raw material required, particularly by users of wire. Each article 
listed is described and illustrated with half-tone engravings wher- 
ever possible, showing the construction and the manner in which 
it is prepared for shipment. A feature of special interest to elec- 
trical supply dealers is the putting up in paper cartons of such 
products as will permit. Annunciator wire, gas-fixture wire, resin- 
core solder and table push-button cords are put up for shipment in 
neat paper cartons. In the back of the book there are twenty-five 
pages devoted to wire tables and formulas useful in the design of 
electromagnets, resistance coils, cables, etc. Copies of this cata- 
logue will be sent to those interested upon request. 


Record of Electrical Patents. 


Week of August 18. 


896,700. ELECTRICAL CONDUCTING CORD. George F. Atwood, 
East Orange, N. J., assignor to Western Electric Company, Chi- 
cago, Ill. A metal-armored cable arranged upon a strand of 
high tensile strength for a microphone telephone instrument. 


896,705. PROCESS FOR HARDENING TANTALUM. Werner von 
Bolton, Charlottenburg, Germany, assignor to Siemens & Halske 


A. G. The process consists of heating tantalum in the presence 
of carbon. 


896,715. FORMING OF FILAMENTS OUT OF VISCOSE OR SIM- 
ILAR VISCOUS MATERIAL. Charles A. Ernst, Lansdowne, 
Pa., assignor to Silas W. Pettit, Philadelphia, Pa. The cellulose 
xanthate is partly dissolved without precipitation in an alka- 
line solvent and then spun in a neutralizing solution. 


896, 700—ELECTRICAL CONDUCTING Corp, 


896,738. REGULATOR FOR DYNAMOELECTRIC MACHINES. 
Wiliam C. Mayo and John Houlehan, El Paso, Tex., assignors 
of one-third to George E. Briggs, Barstow, Tex. A mechanical 
power regulator and a solenoid attachment for varying the 
effect of the superimposed current. 


896.740. ELECTRIC TRACK BRAKE William C. Mayo, El Paso, 
Tex., assignor, by direct and mesne assignments, of two-thirds 
to himself, and George E. Briggs, Barstow, Tex.. and one-third 
to John Houlehan, El Paso, Tex. The electromagnet operates 
the brake shoe. 


896.749. ELECTROCHEMICAL CONCENTRATION OF LIQUIDS. 
George W. Nistle, North Muskegon, Mich., and Robert L. Gif- 
ford. Chicago, Ill. The electrochemical effect concentrates the 
liquid. 


896,752. MALTING PROCESS. Alfred Oertel, Godesberg, Germany, 


assignor to Diechmann & Cie., Cologne, Germany. The grain 
is subjected to the action of dark electric rays. 


$96,754. ELECTRIC SNAP SWITCH. Johann G. Peterson, Hart- 


ford, Ct., assignor to the Arrow Electric Company, Hartford, 
Ct. A quick-break push-button switch. 


896,755. HORSE-POWER-HOUR METER. Johannes Picht, Halle- 
on-the-Saale, Germany. The current is varied through one coil 
in proportion to the pressure in the engine cylinder and through 
another coil in proportion to the speed of the engine. 


896,764. CIRCUIT-BREAKER CONTACT. William M. Scott and 
Harry C. Campion, Jr., Philadelphia, Pa.; said Campion assignor 
to said Scott. The contact has an active member and an in- 
active member connected by a reinfor@jng electro plate. 


896,784. NON-SYNCHRONOUS RECEIVING PERFORATOR. Mil- 
ton T. Weston, New York, N. Y. The perforating hammer is 
alternately engaged and freed by electromechanical means. 


896,793. ANNUNCIATOR. Edward Baum, Baltimore, Md. A com- 
bination of a visual and auditory signal. 


896,796. TELEPHONE APPARATUS. Sidney A. Beyland, Elyria, 


Ohio, assignor to the Dean Electric Company, Elyria, Ohio, A 
tubular metal desk stand and support. 


896,802. ELECTRODE FOR LIGHTNING ARRESTERS. Frank 
B. Cook, Chicago, Ill. The carbon block is finished with rough 


protrusions, between which is embedded a non-conducting, adhe- 
sive mixture. 


896,808. RELAY. Frank L. Dodgson, Buffalo, N. Y., assignor to 
General Railway Signal Company, Buffalo, N. Y. The cores 
have enlarged and rectangular-shaped ends or poles, and means 
are provided for securing the cores to the carrying plate. 


$96,809. RELAY. Frank L. Dodgson, Buffalo, N. Y. Two permanent 


magnets are pivoted so as to swing in a plane at right angles 
to the cores of the electromagnet. 


896,811. METALLIC FILM FOR USE WITH STORAGE-BATTERY 
ELECTRODES AND PROCESS OF PREPARING THE SAME. 
Thomas A. Edison, Llewellyn Park, Orange, N. J., assignor to 
Edison Storage Battery Company, West Orange, N. J. Nickel or 
cobalt films with minutely roughened or matted surfaces are 
provided for admixture with the active material. 


496,812. STORAGE BATTERY. Thomas A. Edison, Llewellyn Park, 
Orange, N. J., assignor to Edison Storage Battery Company, 
West Orange. N. J. The supporting plate is fitted with a plu- 
rality of tongues which may be bent so that the pockets of 
active material may be separately removed from the plate. 


896,828. SELECTIVE MECHANISM FOR TESTING DEVICES. 
Albert B. Herrick, Cleveland, Ohio. Plug connections are made 
through the medium of a punched dise and corresponding ter- 


minals, and the circuit-closing switch is interlocked with the 
disc. 
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896,830. TELEPHONE METER. Newman H. Holland, Brookline, 
Mass., assignor to Charles Bate, Boston, Mass. The registering 
meter is actuated in response to the closure of the telephone 
circuit at one station prior @o the insertion of the plug and 
again upon the change in character of the current. 


896,831. SIGNALING. Mark H. Hovey, Buffalo, N. Y., assignor to 
General Railway Signal Company, Buffalo, N. Y. A single 
signal-controlling circuit actuates a lock-controlling circuit, 
lock, track relay and signal. 


896,832. SELECTIVE CALL APPARATUS. John A. Hulit, Topeka, 
Kan. A balance bar, actuated by a main lever, is adapted to 
throw off the holding pawl, co-operating with a ratchet select- 
ively arranged for preventing the balance bar from throwing 
off the holding pawl. 


§96,836. TELEPHONE SYSTEM. John J. Kelly, St. Louis, Mo, 
Means are provided for signaling the central exchange without 
affecting the signal devices at the exchange. 


896,838. ELECTRICAL APPARATUS. Charles J. Klein, New York, 
N. Y., assignor to Ralph Abraham Schoenberg, New York, N. Y. 
A water-tight fioor receptacle. 


$96,839. ALARM SYSTEM AND APPARATUS. John M. Latimer, 
Flushing, N. Y., assignor to the Consolidated Fire Alarm Com- 
pany, New York, N. Y. A closed-circuit system which operates 
upon interference with the normally grounded condition. 


896, 934.—INSULATOR. 


896,840. ALARM TRANSMISSION. John M. Latimer, Flushing, 
N. Y., assignor to Consolidated Fire Alarm Company, New York, 
N. Y. A combination of rotating main character and supple- 
mental character contacts actuated by a driven spring. 


896,842. RAILWAY SIGNALING APPARATUS. William Ma- 
comber, Buffalo, N. Y., assignor to General Railway Signal 
Company, Buffalo, N. Y. Means are provided for forcing a 
signal to normal and holding the signal locked. 


896,868. ELECTRICAL CLUTCH OR THE LIKE. Abram P. 
Steckel, Buffalo, N. Y. Oppositely disposed magnetized poles 
are provided in the opposing clutch members. 


896,874. HOT-BOX INDICATOR. Henry Williams, Chicago, IH. 
à fulminating cap actuates a contact-making device upon heat- 
ng. 


896,882. VIBRATORY MASSAGE DEVICE. Asa H. Arnold and 
Albourne F. Furbush, Poughkeepsie, N. Y. The vibratory 
movement is provided by the reciprocal action of the armature. 


896,886. CONSTRUCTION OF ELECTROMAGNETS. Arthur F. 
Berry, Ealing, England. The magnetic circuit is built up of 
plates having axially parallel limbs connected together to em- 
brace the inner and outer peripheral surfaces and inner end 
of the winding. 


$96,921. TORPEDO BOAT. Edward J. Kelley, Washington, D. C., 
assignor of one-eighth to Robert L. Nutt and one-sixteenth to 
Robert A. Hutchins, Jr., Portsmouth, Va. Means are provided 
for steering the torpedo, for actuating a visible signal, and for 
changing the color of the signal from a distant point. 


896,930. ALARM CLOCK. Elijah McComb, Johannesburg, Trans- 
vaal. The alarm clock, cells and actuating mechanism are fitted 
in a cabinet with a hinged door. 


596,934. INSULATOR. John P. Nikonow, East Pittsburg, Pa. The 
ee is provided with an enlargement and a collar surrounding 
the enlargement, and a rain-proof insulating cap. 
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896,935. ARC LAMP. Ludvik Ocenasek, Prague, Austria-Hungary. 
As as end of a fusible pin is melted, the carbon is fed down- 
ward. 


896,951. SOLDERING MACHINE FOR COMMUTATORS. Harry 
Stone, Wilmerding, Pa., assignor to the Westinghouse Air Brake 
Company, Pittsburg, Pa. The soldering tool is provided with 
a grooved surface, and is held in a heated receptacle equipped 
with means for rotating. 


896,973. CHARGING SYSTEM FOR STORAGE BATTERIES. Fred 
B. Corey, Schenectady, N. Y., assignor to General Electric Com- 
pany. An automatic switch is adapted to connect the batteries 
alternately to a charging conductor or to a discharging device. 


$96,979. FIELD REGULATION FOR MOTOR-GENERATORS. 
Charles E. Eveleth, Schenectady, N. Y., assignor to General 
Electric Company. Means are provided for simultaneously 
varying the speed of the motor and the field strength of the 
generator. 


896,980. RECTIFIER PANEL. Samuel Ferguson, Schenectady, 
N. Y., assignor to General Electric Company. Two panels are 
provided on standards, one containing the rectifier apparatus 
and the other the circuit-connecting and measuring devices. 


§96,983. TRANSFORMER-CORE CONSTRUCTION. John J. Frank, 
Schenectady, N. Y., assignor to General Electric Company. The 
lamina are interleaved at thd joints, and a portion of the 
lamina has notches located dissymmetrically at the interleav- 
ing ends. 


896,999. — METER. 


896,984. CONDUIT FOR ELECTRIC WIRES. Horace C. Freeman, 
St. Paul, Minn. A trough and a plurality of removable cover 
sections. 


896,993. CONTROL SYSTEM FOR MOTOR-DRIVEN RECIPRO- 
CATING DEVICES. Leopold Janisch, Berlin, Germany, as- 
signor to General Electric Company. The reciprocal motion 
of the motor is controlled between predetermined points. 


896,999. METER. William J. Lloyd, Rugby, England, assignor to 
General Electric Company. The meter is equipped with a re- 
ceptacle containing a conducting liquid. 


897,013. METHOD OF GENERATING AND DISTRIBUTING AL- 
TERNATING CURRENTS. Edward B, Raymond, Schenectady, 
N. Y., assignor to General Electric Company. Means are pro- 
vided for deriving alternating current by driving the machine 
by mechanical power at a speed in any direction so that it runs 
greatly in excess of the speed corresponding to synchronism 
with the exciting current. 


897,019. ELECTRIC CLOCK MECHANISM. George H. Rupley, 
Schenectady, N. Y., assignor of one-half to Frank J. Seabolt, 
Schenectady, N. Y. The motor circuit is closed for a predeter- 
mined period, and means are provided for disconnecting the 
motor from the winding mechanism when the motor circuit is 
opened. ; 


897,020. ELECTRIC CLOCK WINDING MECHANISM. George H. 
Rupley, Schenectady, N. Y., assignor of one-half to Frank J. 
Seabolt, Schenectady, N. Y. The clock mechanism is connected 
with the motor, whether the motor circuit is open or whether 
the motor circuit is closed. 


$97,024. SYSTEM OF ELECTRIC METERING. Ernest Schattner, 
Schenectady, N. Y., assignor to General Electric Company. 
Means are provided for connecting the field coils in series with 
one or another set of translating devices. 
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897,028. CIRCUIT SYSTEM FOR TELEPHONE REPEATING AP- 
PARATUS. Herbert E. Shreeve, Newton, Mass., assignor to 
American Telephone and Telegraph Company. ` A combination 
of reinforcing circuit with an input coil. 


897,031. SYSTEM OF CONTROL. Emmett W. Stull, Norwood, 
Ohio, assignor to Allis-Chalmers Company and the Bullock 
Electric Manufacturing Company. The magnet opens the switch 
to break the motor circuit, the magnet being energized only 


when the controller is moved backward to its first operative 
position. 


897,039. PROCESS FOR PURIFYING AND FILTERING WATER. 
Alfred Vogelsang, Dresden, Germany. The material to be DUET 
fled has smal) quantities of ozone added to it. 


897,042. TELEPHONE SYSTEM. Alfred H. Weiss, Chicago, Ill., 
assignor to Kellogg Switchboard and Supply Company, Chicago, 
Ill. A central-energy visual-signal telephone system. 


897 ,018.—METHOD OF GENERATING AND DISTRIBUTING ALTERNATING 
CURRENTR. 


897,062. CABLE TERMINAL. Frank B. Cook, Chicago, Ill. A 
can-top terminal with means for facilitating the holding of the 
cover piece in place during examination. 


897,084. APPLIANCE FOR USE WITH TELEPHONE TRANS- 
MITTERS. Orrin H. Goodrich, Castleton Corners, N. Y., as- 
signor to Edward F. Hutton, New York, N. Y. A cabinet for 
enclosing a telephone transmitter. 


897,085. SPRING JACK FOR TELEPHONE SWITCHBOARDS. 
Georg Grabe, Wilmersdorf, Germany, assignor to Siemens & 
Halske Aktiengesellschaft, Berlin, Germany. The spring jacks 
are mounted on very small spacing centres. 


897,110. ELECTRIC INCANDESCENT LAMP. Hans Kuzel, Baden, 
near Vienna, and Richard Hoke, Vienna, Austria-Hungary; said 
Hoke assignor to said Kuzel. A plurality of horseshoe-shaped 


metal filaments is supported by insulating holding devices and 
connected to supply wires. 


897,119. TELEPHONE SIGNAL. Charles Mahler. New York, N. Y. 


Each branch telephone is equipped with a bell of individual 
tone. 


897,138. SIGNAL SYSTEM. Robert Pfeil, Grunewald, Berlin, Ger- 
many, assignor to Siemens & Halske, A. G., Berlin, Germany. 


The setting lever has normal, intermediate and full-controlling 
positions. 


897.147. ELECTRIC REGULATOR. Thomas M. Pusey, Kennett 
Square, Pa. The combination of an insulating liquid and a 


conducting liquid lighter than the insulating liquid resting 
thereupon. 


897.149. BRAKE SETTER. William A. Rideout, Sr., Oshkosh. 
Wis. The signal is provided with a movable contact adapted 
to be engaged by contacts on the car. 


897.166. ELECTRIC MOTOR. Wilfred Shurtleff, Moline, Ill. The 
groups of three poles comprising the field magnets have two 
small poles flanking the larger central pole. 


897,186. ELECTRIC WATER HEATER. Joseph R. Ayotte, Mon- 
treal, Quebec, Canada, assignor to Jean Baptiste Albert Martin, 


Montreal, Canada. The heating element is contained in a metal 
receptacle. 


897,194. LAMP-SHADE HOLDER. John Cruikshank. Shamokin, 
Pa. The relatively fnovable conical plates are provided with a 
plurality of gripping members interposed between the plates. 


897,203. ELECTRIC FURNACE. Johannes Härdén, London, Eng- 
land, assignor to the Gröndal Kjellin Company, Limited, Lon- 
don. England. A primary coil is positioned on an iron frame 
in inductive relation to an annular fusion chamber. 


897,211. PROTECTIVE DEVICE FOR ELECTRICAL SYSTEMS. 
Karl Kuhlmann, Berlin, Pankow, Germany, assignor to General 
Electric Company. The conductors of a polyphase electrical sys- 
tem are provided with a resistance and safety device connecting 
each conductor with each other conductor of the system, and 
a low reactance path to ground from the junction of each safety 
device and its corresponding resistance. 
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897,212. LIGHTNING ARRESTER. Kar! Kuhlmann, Berlin, Pan- 
kow, Germany, assignor to General Electric Company. A multi- 
gap. vartable-resistance arrester. 


897,215. ELECTROMAGNETIC SWITCH. William MacMillan, 


New York, N. Y. The switch is automatically locked or un- 
locked by means in the controlling circuit. 


897,226. MEANS FOR GENERATING AND DISTRIBUTING AL- 
TERNATING CURRENTS. Edward B. Raymond, Schenectady, 
N. Y., assignor to General Electric Company. The alternating- 
current generator has two relatively movable members, each 
provided with a multiphase winding. A resistance in the cir- 
cuit of the exciter is used for varying the compounding action 
of the generator. 


897,232. TELEPHONE SYSTEM. Harry G. Webster, Chicago, Ill., 
assignor to Milo G. Kellogg, Chicago, Ill. Means are provided 


at the subscriber’s station to control the flow of current in the 
line. 


897,233. TELEPHONE-EXCHANGE SYSTEM. Harry G. Webster, 
Chicago, Ill., assignor to Milo G. Kellogg, Chicago, IlI. The 


signal is displayed when the line circuit is closed at the sub- 
station. 


897,234. TELEPHONE SYSTEM. Harry G. Webster, Chicago, Ill., 
assignor to Milo G. Kellogg, Chicago, Ill. Means are provided 


at the subscriber’s station to determine the current flowing in 
the line. 


897,235. TELEPHONE SYSTEM. Harry G. Webster, Chicago, Ill., 
assignor to Milo G. Kellogg, Chicago, IIl. The signal-receiving 
electromagnet associated with the line has an energizing wind- 
ing of low energizing capacity normally in circuit. 


897,236. TELEPHONE SYSTEM. Harry G. Webster, Chicago, Ill., 
assignor to Milo G. Kellogg, Chicago, Ill. A switch is provided 
at the substation for controlling the fiow of current over the 
line through the substation. 


897,211.—PROTECTIVE DEVICE FOR ELECTRICAL SYSTEM. 


897,237. TELEPHONE SYSTEM. Harry G. Webster, Chicago, IIl., 


assignor to Milo G. Kellogg, Chicago, Ill. A central station 
provided with a link circuit. 


897,238. TELEPHONE SYSTEM. Harry G. Webster, Chicago, Ill., 
assignor to Milo G. Kellogg, Chicago, Ill. The system is pro- 


vided with a repeating coil for inductively uniting the line to 
the terminal. 


897,239. TELEPHONE SYSTEM. Harry G. Webster, Chicago, Ill., 
assignor to Milo G. Kellogg, Chicago, Ill. The polarized re- 


peating coil relay has windings inductively uniting the line 
to the terminal. 


897,240. TELEPHONE SYSTEM. Harry G. Webster, Chicago, IIl., 
assignor to Milo G. Kellogg, Chicago, Ill. The repeating coil 
relay is controlled solely by the subscriber, having windings 
inductively uniting the line to the terminal. 


$97,241. TELEPHONE SYSTEM. Harry G. Webster, Chicago, Ill., 
assignor to Milo G. Kellogg, Chicago, Ill. The talking circuit 
is substantially devoid of resistance and impedance. 


897,242. TELEPHONE SYSTEM. Harry G. Webster, Chicago, Ill., 
assignor to Milo G. Kellogg, Chicago, Ill. Means are provided 


for interrupting the normal connection during the connection 
of the ringing source. 


897.243. TELEPHONE SYSTEM. Harry G. Webster, Chicago, Ill., 


assignor to Milo G. Kellogg, Chicago, Ill.. Current sources of 
different potentials are used. 


897,257. DYNAMOELECTRIC MACHINE. Max R. Hanna, Sche- 
nectady, N. Y., assignor to General Electric Company. The 
machine has two armature windings provided with commutators 


and adapted to be connected relatively in the supply and load 
circuits. 
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MOTOR LOADS IN HOTELS. 

To the central station which numbers one or more modern 
hotels among its customers the chance for the development of 
power business is worth following closely, for there is no field 
where the advantages of the electric motor are more conspicuous. 
The great problem in operating a hotel is to keep the labor 
cost down, since in many houses there are often from one to 
one and a half employés per guest. The wages of many hotel 
attendants are small, but rarely anywhere near enough to be more 
economical] than a machine capable of doing the same work. The 
organization of the larger city hotels has been carried to a point 
of great refinement, but it is a question if the size of the staif 
can not be very materially reduced by the installation of motor- 
driven machinery to a wider extent than has generally been 
the case in the past. | 

Upon the cleanliness and speed of the service the patronage 
of a first-class hotel largely depends. Labor-saving devices are 
therefore at a premium in the management of the most pro- 
gressive hostelries. In the kitchen and laundry the electric 
motor affords the cleanest of all powers. It economizes floor 
space, enables the best lighting conditions to be enjoyed in the 
culinary department, allows the location of any machine at the 
most convenient point, and thus facilitates the quickest handling 
of both raw materials and cooked-food products. It is a great 
convenience to be able to put a motor-operated machine well 
out of the reach of the ranges, ovens, broilers, cold-storage chests 
and other equipment frequently visited by employés, and here 
the motor drive contributes directly to the acceleration of the 
service to and from the dining rooms. The severity of the sur- 
rounding conditions causes little embarrassment in a motor 
installation, and the time spent in repairs by the generally over- 
worked maintenance staff of a modern hotel is seldom charge- 
able in any considerable proportion to the electrice motor. 

The number of individual applications of motors that can 
be made to advantage in a large hotel with resources enough 
to purchase the most efficient labor-saving equipment is too 
great to specify in a simple list, but in almost every department 
the convenience of the motor drive justifies its adoption. Pas- 
senger and freight elevators, semiautomatic hoists and dumb- 
waiters, dish conveyers, ash hoists and coal lifts form a class 
of equipment by itself especially adapted to motor driving. A 
strong point in favor of the electrice clevator is the fact that it 
takes power only in proportion to the load, while the hydraulic 
machine consumes practically full power regardless of the weight 
in the car. The choice between electric and hydraulic elevators 


is, however, a problem in itself, but for the smaller hoists there 
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is no other power as advantageous as electricity, both in respect 
of the speed of service and economy of operation. The elec- 
trically driven dumbwaiter has reached an advanced stage of 
development in the later hotel work, especially in its automatic 
features. 

In the electrical operation of bread-mixing machinery, apple 
parers, bread-moulding machines, ice-cream freezers, fruit 
cleaners, pie trimmers, coffee grinders, meat and food choppers. 
silver polishers, knife grinders, cutlery brighteners, pitcher and 
silver buffers and scrapers, ice crushers, dish-washing machines 
and other smaller apparatus, there is an excellent chance to save 
labor through the use of the electric motor. Over steam the 
— efficiency is undisputed, but the chief gain to the hotel manage- 
ment is, as indicated above, in the cost of attendance. When a 
single chopper driven by an one-horse-power motor will handle 
from 500 to 750 pounds of meat in an hour; when a two-horse- 
power washer will clean 3,000 dishes in sixty minutes, and a 
knife polisher brighten 250 knives in half an hour, the possible 
savings in hand labor become attractive. The cost of the 
machine is a small matter when its capital charges and operating 
expenses are balanced against the wages item with and without 
the machine under the conditions usually prevailing in hotel 
service. In the field of general motor application, driving small 
fans, pumps, refrigerating apparatus, and notably in keeping the 
odors of the kitchen away from the cafés, corridors, etc., in 
assisting fireplace ventilation, or in extracting smoky air from 
the banquet rooms, in operating sewing machines in the linen 
division, and in numerous other uses, the electric drive can be 
made so serviceable that the central station man who fails to 
emphasize these features in seeking to enlarge his power load in 


the hotel field lets slip an excellent opportunity to secure business 
of the most desirable kind. 


THE RELATIVE HYGIENIC VALUES OF ELECTRIC 
INCANDESCENT LAMPS AND GAS. 

Among the advantages claimed by the electrice lighting 
companies for the incandescent lamp as compared with gas are 
its higher luminous efficiency and the fact that it does not give 
off useless, if not objectionable, gases. It is contended, and 
apparently with good reason, that since the incandescent lamp 
gives off only about half as much heat as an equivalent incan- 
descent gas lamp, the latter will heat the air in a room to a 
higher temperature, which is a disadvantage when it is desired 
to keep the room cool, and since the gas lamp depends upon 
the combustion of gas for producing incandescence, and this 
combustion uses up oxygen, while there is no combustion in the 
incandescent lamp and no utilization of oxygen, the latter 
source of light should leave the air of a room in better condition 
for use by those persons therein. Theoretically, no fault can be 
found in these arguments, so that it only remains to demon- 
strate how far they apply to actual conditions. If living rooms 
were airtight there would be no doubt of what actual tests 
would show; but fortunately for the health of the race all build- 


ines are more or less pervious to air, so that a certain amount 
o 
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of ventilation takes place without any special provision having 
heen made for it. The air in a room is constantly changing at 
a rate depending upon many factors—the number of windows 
and doors, the character of the walls and ceiling, the state of 
the weather, and the location of the room with respect to other 
parts of the building, or to other buildings. In buildings of 
light structure the ventilation will generally take care of itself 
unless there be an unusual number of persons in a room at a 
time. But in the heavier buildings, such as are constructed of 
steel and brick, or stone, and which are usually heated by steam 
or hot water, ventilation must be provided. It, therefore, be- 
comes an interesting question as to the effect of the source of 
light upon the air of a room and the additional ventilation 
necessitated by it. 

Until about a year ago no figures obtained from actual tests 
had been published. Last summer, however, Mr. Vivian B. 
Lewes, in a lecture before the Royal Naval College, of Green- 
wich, England, touched upon this point and made the state- 
ment that the very features of the gas lamp which the electrician 
considered as faults were benefits, since the greater amount of 
heat set free, as compared with the incandescent electric lamp, 
and the volume of hot gases produced acted as ventilating 
agents and kept the air of the room purer and in a better con- 
dition for the use of the occupants. Mr. Lewes’s contention, 
however, was spoiled by the manner of presentation, which was 
too obviously that of one determined at all hazards to show that 
gas was in every respect superior to electricity. Hence little 
weight was given to his statements and in the instances in 
which the electrical journals noticed them they were ridiculed. 

More recently the question has been investigated somewhat 
carefully by Dr. Samuel Rideal, a recognized authority in sani- 
tary matters in England. His results were presented to the 
Royal Sanitary Institute, and are given in abstract in the Engi- 
neering News for July 30. The investigation was carried out 
on three lines: into the direct effect of the light; into the effect 
of the products of combustion, respiration, perspiration, etc., and 
into the nature, amount and distribution of these products. 
A lack of information on the ventilation of rooms and the results 
of physiological examinations of persons while at their normal 
tasks made the investigation more troublesome than had been 
anticipated. About fifteen persons took part in the experiments, 
all normal individuals. 

The experiments were carried out in a basement room of 
a London oftice building. This room had been formed by throw- 
ing two rooms, each fourteen feet by sixteen feet, into one. It 
had one front wall containing four windows. Later this room 
was cut into two similar rooms, each with two windows, by 
means of a wooden partition and screens. To minimize disturb- 
ances due to persons entering the rooms, air locks were con- 
structed out of baize doors placed in the corridors at the entrance 
of each room. The rooms were cleaned and whitened before 
beginning the tests, and the ventilation was brought partially 
under control by means of an adjustable grating. From the 


results of the tests, however, there seems to have been ample 
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ventilation due to leakage around doors, windows, ete. At 
first the rooms were unheated, but when the weather turned 
cooler electric heaters were put in, this type being selected to 
avoid, as far as possible, bringing in any other agent which 
would affect the air in the rooms. 

Before dividing the large room into two the gas and the 
electric lamps were used on alternate evenings. Afterward 
gas was used in one room while the electric lamps were used 
in the other, the two systems being used alternately so as to 
avoid any change which might result from the continuous use 
of one system in one room. Each room was fitted with a central 
fixture containing two electric and two gas lamps. Both types 
of lamp were rated at twenty-five candle-power, the gas lamps 
being of the inverted-mantle type taking 1.28 cubic feet of 
gas an hour, and the electric lamps consuming ninety-four 
watts each. The arrangements of the two types gave a more 
intense illumination on the table beneath the lamps, where the 
experimenters worked, when the gas lamps were in use, but a 
better general illumination when the electric lamps were em- 
ployed. 'To these differences were attributed the slight differ- 
ence in the optical effects noticed during the experiments. The 
heat liberated in an hour by the gas lamps was computed, from 
the calorific value of the gas, to be 1,382 British thermal units; 
that liberated by the electric lamps was something less than 
half this, being 658 British thermal units. 

At first the ventilation was watched by determining the 
quality of the air before and after each evening’s work, but 
the changes found were so slight and so variable that no satis- 
factory conclusions could be drawn. Then the plan of intro- 
ducing a large quantity of carbon dioxide was resorted to. This 
was thoroughly mixed with the air of the 100ms, and the rate at 
which the air returned to normal was taken as a measure of the 
ventilation. This method showed apparently that there was a 
slightly better ventilation when the lighting was done by gas 
than by electricity, a result attributed to the greater amount of 
heat produced and the hot products of combustion. But it was 
found that the heat given off by the occupants of the room and 
their movements had much more to do with the ventilation than 
either of the systems of illumination. Nor did changes in 
outside conditions, except the temperature, seem to have any 
effect; if anything the ventilation was somewhat better with a 
moderate wind blowing, or when the weather was fairly quict, 
than when a strong wind prevailed. The only influence noticed 
was the difference in temperature between the air in the room 
and that outside; the greater this difference the more rapidly 
was the air of the room changed. This result is rather remark- 
able because the tests were carried out in a building with massive 
walls and the ventilation was restricted, and, moreover, it was 
computed that about twenty-eight per cent of all the heat de- 
veloped in the room was carried away by the air, the remaining 
seventy-two per cent being carried off by radiation and conduc- 
tion through the walls. 

Other tests were made to study the effects of other influences : 
the humidity of the ait was varied from very dry to very moist 


without appreciable effect on the occupants; the organic matter 
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exhaled by those in the room was collected in potassium per- 


manganate and it was found that less was collected in this way 
when gas was used for lighting, the burning gas evidently de- — 
stroving a certain amount of these volatile substances; the traces 
of sulphur dioxide formed by the burning coal gas seemed to 
have a germicidal action on the bacteria existing in the room; 
coal gas was allowed to escape into one room at the rate of 8.8 
cubic feet an hour for over four hours, but no serious symptoms 
were noticed in any of the three men who remained in it. 

The Engineering News, in an editorial commenting upon this 
work, says it remains to be seen how those interested in electric 
lighting will receive this blunting of one of their favorite 
weapons of attack, and then proceeds to show that the blunting 
is not as serious as at first seems. The tests were made in cold 


weather, which, it is evident from the tests, is more favorable to 


gas. Similar tests during the summer might show different 
results. > 


It is to be noted that the differences found between the two 
systems of lighting were slight and neither one was as important 
a factor in determining the conditions in the room as the occu- 
pants themselves. Such conditions are not favorable to accurate 
differentiation between the effects of the two lighting systems. 
The tests were conducted in a steel-framed structure which dis- 
sipated seventy-two per cent of the heat by conduction and 
radiation and the results are not applicable to buildings of 
other types. Moreover, the two systems of illumination were 
used alternately so as to avoid differences resulting from the 
use of the two rooms without change. If the object of the in- 
vestigation was to detect differences between the two systems of 
illumination it would seem logical not to alternate in this way 
and to let the differences accumulate. It is not customary to 
vary one’s system of lighting as was done here. Another point 
to be remembered is that the tests were conducted with incan- 
descent gas lamps and the results do not apply to open burners. 

Dr. Rideal’s results are interesting, but not entirely con- 
vincing, and further tests will have to be made before it can 
be said that the superiority of gas has been demonstrated. It 
would be well if some of those interested in electric lighting 
should undertake similar investigations under somewhat differ- 
ent conditions. We should be much surprised if some of these 
tests, should they be made, do not show quite different results. 
As we remarked before, the electrical advocates’ theory is 


sound and it only remains to show how far it applies in practice. 


eee 


DANGEROUS HAND LAMPS. 

A recent report, prepared by Mr. G. S. Ram, inspector of 
factories for the British Board of Trade, calls attention par- 
ticularly to what seems at first a slight defect in electrical hand 
lamps, but which the inspector says has already caused three 
fatal accidents. These are electrical hand lamps attached to a 
flexible cord, with a wire guard for protecting the bulb. The 
guard is very frequently attached to a metal base, clamped upon 
the lamp sockets. The cord itself is usually, for convenience, 
passed through a hole running through the insulated handle. 
The trouble with this device is that occasionally the metal plate 


7? 


supporting the guard becomes alive, due to some injury to the 
insulation of the wire. The guard is, of course, in metallic 
connection with the socket, and is alive whenever the latter is. 
And, although the user of the lamp would avoid touching the 
socket, he is not apt to anticipate danger in touching the guard. 
Sometimes, indeed, the socket is attached to a brass ferrule, 
which seems to form part of the handle, and which the unini- 
tiated would not consider part of the socket, although it is 
metallically connected thereto. It was just these faults which 
gave rise to the three deaths referred to above. 

This defective construction should never be allowed because 
of the risk when such a device is used on alternating currents. 
The fault is easily corrected by supporting the wire guard on 
an insulating plate or shell, thus avoiding any metallic connec- 
tion whatever in the pocket. ‘There are a number of such 
arrangements available, one of which should ` always be 
adopted. The reason is so apparent it would hardly 
seem necessary to call attention to it, if the defective 
arrangement had not actually been the cause of death. It may 
be added that it is just as important to avoid an arrangement 
which is likely to bring the hand of the user of the lamp in 
contact with the connecting wire, when the arrangement of the 
handle is liable to injure the insulation of the wire. We are apt 
to forget that even though the actual potential at the lamp is 
low, it is possible by a combination of defects for a high poten- 
tial to exist between the lamp and the ground if the system of 
distribution employ alternating currents. 


ILLUMINATION AND OUR EYESIGHT. 

In an interesting editorial discussion our London contem- 
porary, Hnyineering, takes up the possible effect upon our eye- 
sight of the brilliant illumination which is now so much in 
popular favor. The introduction of powerful electric incan- 
descent lamps, fitted with metallic filaments, has increased the 
complaints from those who see in the intense brilliancy of the 
newer forms of lamp a lurking danger. It is conceded that 
with the improvement in our newer forms of incandescent lamps 
we have been receiving more and more ultra-violet rays. In 
many cases where the light source is surrounded by glassware 
more or less opaque to the ultra-violet rays, this effect has been 
masked, and has lessened what, in some quarters, is considered 
a danger. It is well known, however, that experimenters work- 
ing with metallic filaments at a point of high incandescence 
have been affected by severe irritation of the eve and eyelids, and 
this effect has been set down to the prevalence and activity of the 
ultra-violet rays. Coincidentally, the effect has been noticed where 
the filaments have been encased in quartz glass tubes, the quartz 
glass being, of course, more transparent to the ultra-violet ravs 
than is the glass from which the ordinary lamp bulbs are made. 
Both the crystal lens and the retina of the eye are said to he af- 
fected by ultra-violet rays, and it is also announced that a good 
many of our protective spectacles are of little value. Dr. Fr. 
Schanz and Dr. C. Stockhausen regard the ultra-violet rays as a 
source of danger, and point to the experience of several operators 
as conclusive testimony to this effect. On the other hand, Dr. 
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Vocge, of the physical government laboratory, of Hamburg. 
after conducting numerous photographic experiments to deter- 
mine the abundance of the ultra-violet rays in our modern 
iluminants, as compared with sunlight, states that the danger 
is exaggerated. The chief results of Dr. Voege’s experiments 
would seem to indicate that the ultra-violet rays are more 
plentiful in the sunlight than they are in various forms of 
incandescent illuminants, with a few exceptions. His experi- 
ments, however, are all photographic, and the eye certainly, as 
far as we can determine, is not sensitive in the same order as is 
the sensitized plate. 

Direct photographs of the spectra of various lamps and of 


the sunlight taken through the sht of a spectrograph gave a 


much Jonger ultra-violet spectrum in the case of sunlight than 


any lamp, and the interposition of a screen of window glass 
did not much alter the result. Even the sunlight reflected from 
the slabs of sandstone stairway was richer in ultra-violet light 
than the electric light. Dr. Voege concludes that the eve receives 
less ultra-violet light from the lamps than from the direct 
sunlight, but makes suggestions concerning the shielding of the 
eyes from the direct light of the former. 

What the real danger is still remains to be discovered. 
Fortunately, we are not inclined to gaze directly upon the 
glowing filament, and in most modern illumination good taste 
demands that the direct light from the filament be diffused 
by means of some form of semi-opaque glassware. The experi- 
ments which have been announced by the workers just men- 
tioned, and their results, will be watched for with keen interest 
by every one having to do with the subject of illumination. 

The whole subject of the effect, whether for good or evil, of 
the invisible radiation, is worthy of continued study. The 
early practitioners with the X-ray found to their cost that 
careless handling caused disastrous results both to the operators 
and to the patients subjected to the photographic influences of 
the Roentgen ray. Nowadays the danger has been eliminated, 
due to the scientific use of filtering screens and the shortening 
of the time necessary for a complete and satisfactory exposure. 
There are also many well-authenticated cases of burns from the 
invisible radiation from radium emanations, and the penetrat- 
ing power of these rays, too, was discovered accidentally. These 
accidents and such work as is being conducted by Drs. Schanz, 
Stockhausen and Voege indicate that wherever the invisible 
radiation is involved, or where there is good reason to suspect 
that it is present, care should be taken to guard against damage 
in so far as our present methods of protection will insure pos- 
sible safeguards. 

In still another direction comment is raised, and a warning 
is sounded that the etheric impulses propagated through the use 
of wireless telegraph systems will have a deleterious effect upon 
living organisms. Of course a good deal of this will doubtless 
prove to be visionary, but that certain effects are produced 
upon certain forms of anatomy appears to be assuredly a fact. 
lt is to be hoped that further investigation will make us so 


familiar with cause and effect that we can detect, arrest and 


utilize to the service of man these clusive and at present hidden 
forces. 


— 


—— 
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CORROSION OF IRON FROM THE 
ELECTROCHEMICAL STAND- 
POINT.'—I. 


— 


BY C. F. BURGESS. 


Depreciation is a subject which is to- 


day occupying the attention of financiers, 
economists and accountants. It is one 
which presents various phases, none of 
which is more important than those of 
obsolescence and physical decay. For one 
of these the engineer may be held respon- 
sible; the other he should work to pre- 
vent. Obsolescence comes as a direct 
result of new discoveries in science and 
their adaptation to man’s use. Physical 
decay apparently follows the working out 
of natures process, yet it has been 
proved possible for the scientist and engi- 
neer largely to reduce the rapidity with 
which such decay progresses. 

In the use of iron as the most important 
structural material, attention has been 
given hitherto more to design and erec- 
tion than to preservation, but as the 
amount of erected iron increases, the im- 
portance of preserving jit likewise in- 
creases. The older our existing iron 
structures become, the greater is the necd 
of retarding their decay. 

The phenomenon of physical decay of 
iron and its alloys has long been known, 
but is little understood. To control it a 
deeper knowledge of the underlying 
causes is necessary. When we recognize 
the fact that iron structures depreciate 
annually in value through physical decay 
at a rate varying from perhaps one per 
cent to twenty or more per cent we have 
‘means of stating the importance of this 
in money units, When viewed from the 
standpoint of safety to life, as well as that 
of preservation of property, the matter 
takes on a far greater significance. 

The importance of this subject from 
economie, socialistic, governmental and 
humanitarian standpoints should be suffi- 
cent to enlist interest in the work, quite 
aside from the fascination which it exerts 
i itself. As Sir Robert Austen has said, 
“The study of metals possesses an irresist- 
ible charm for ug quite apart from its 
vast national importance. Metals have 
been sadly misunderstood; in the belief 
that animate beings are more interesting 
experimenters have neglected metals, 


while no form of matter in which life 
can be recognized 


is thought to be too 
humble to receiv 


i e encouragement. Bac- 
teria with repulsive attributes and 
cnminal instincts are petted and watched 
with solicitude and comprehensive 
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schemes are worked out for their develop- 
ment and culture.” 

Corrosion of iron may be considered 
as the generic term covering a number of 
diseases peculiar to iron and jron alloys. 
So little is understood as to the causes 
of even the most common of these discases 
that to prescribe for them requires con- 
siderable assurance on the part of the ex- 
perimenter. There is an insistent de- 
mand at the present time for further ex- 
perimental study of corrosion and for the 
gathering of accurate records on corrosion 
phenomena. 

Some of our leading authorities hold 
that primarily iron corrosion is an elec- 
trolytic phenomenon. Such a view was ad- 
vanced by W. R. Whitney (Journal 
American Chemical Society, 1903, page 
394) and this was corroborated and nota- 
bly extended by W. TI. Walker (Journal 
American Chemical Society, 1906, page 
1251). A. S. Cushman, through some 
interesting experiments described to our 
society last vear, also sought to ascribe 
corrosion to electrolytic action. 

The acceptance of such a belief would 
place upon the electrochemist the first re- 
sponsibility of making a thorough study 
of iron corrosion, and it is certainly true 
that such research would offer him a most 
attractive field for work. 

In viewing corrosion of iron as an elec- 
trochemical action, ‘it may be desirable to 


divide into classes various kinds of corro- 


The first 


sion encountered in practice. 
class to be considered is: 
CORROSION OF UNDERGROUND STRUCTURES. 

It is well known that under normal con- 
ditions, iron pipes buried in the earth 
for distribution of gas and water will 
corrode so slowly that the life. mav well 
exceed a century. The owners of such 
pipes were greatly disturbed not many 
years ago to find that a disease had been 
contracted by their pipes, presumably 
through association with electric railways. 
They attempted, and are still attempting, 
to demonstrate to the courts that the rail- 
way companies are responsible for damage 
caused to their pipes by the leakage of 
currents from the railway returns. 

Tt has been shown bevond doubt. that 
current flowing from iron to earth sub- 
jects the iron to electrolytie corrosion, 
hut bevond discovering methods for miti- 


eating the destruction, the electrochemist 


has not sueceeded in freeing from electro- 
Ivtie trouble pipes located near a single- 
trolley railway. 

This phenomenon has attracted such 
attention that to many people the term 
“electrolysis” is synonymous with destruc- 
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tion of underground pipes. In spite of 
extensive study which has been given to 
this matter it is interesting to note vari- 
ous curious beliefs which are held even by 
some of the experts. Thus we have the 
disputed point as to whether current flow- 
ing from iron to earth will cause a 
quantitative corrosion as required by 
Faraday’s laws; some hold that the earth 
conducts to a certain degree metallically, 
and therefore a small current density may 
not cause any corrosion whatever; while 
others assert, and probably more correctly, 
that Faraday’s laws hold exactly for large 
and small currents alike. Testimony has 
been given to the effect that the flow of 
current through the earth results in the 
deposition of a coat of iron upon pebbles 
in the earth, a phenomenon certainly of 
interest to those who have experienced 
the ditħculty of depositing iron under 
most favorable conditions upon a conduct- 
ing cathode. The statement is repeatedly 
made that current flowing from the rails 
to the pipes does not produce electrolysis, 
but that current flowing in the reverse 
direction is dangerous. This, of course, 
is only another case of “whose bull is 
gored.” 

In the study of this type of corrosion 
the electrochemist is called upon to clear 
up erroneous beliefs by quantitative meas- 
urements. So far remedics applied have 
been qualitative rather than quantitative. 
and before accurate work can be done in 
treating this trouble a large amount of 
data must be available; such as the specific 
electrolytic conductivity of various earths. 
clays, gravels, ete. The minimum elec- 
tromotive force for flow of current must 
be more carefully studied to determine 
whether an clectromotive force, no matter 
how small, will cause electrolysis, or 
whether polarization is to be counted 
upon, 

Some authorities assert that if the di. 
rection of the flow of current can be re- 
versed occasionally the electrolytic corro- 
sion of both electrodes may be prevented, 
the argument being that current flowing 
from the iron will carry iron in a solution 
and that some iron will be redeposited 
when the direction of the current is re- 
versed. This remedy has been attempte | 
in the operation of certain electric rail- 
ways by reversal of the polarity of the 
generators once a day or every hour, or 
even more frequently, and the observa- 
tions made during such practice leq to 
the conclusion that the more frequently 
the reversals are made the less is the 
danger from electrolysis, Tn fact, when 
we carry this practice to its extreme 
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limit and have a reversal several times a 
second we arrive ať alternating-current 
transmission, the advent of which is gen- 
erally assumed will be an absolute cure 
of electrolytic troubles, although some ex- 
perts assert that an alternating-current 
system of distribution will not remedy 
present difficulties. ‘The writer’s experi- 
ence in depositing iron from a solution 
even under the most favorable laboratory 
conditions has led him to believe that the 
chance conditions to be met with in the 
earth are not unlikely to make it possible 
to deposit iron from the earth on to the 
metallic electrode. Consequently relief 
from an occasional reversal of the current 
does not appear practical of attainment. 
This statement may not apply, perhaps, 
when the frequency of reversals is so 
rapid as to make the current come under 
the classification of alternating current. 


GALVANIC ACTION. 


Iron in contact with a metallically con- 
ductive material electronegative to itself, 
and both making contact with an electro- 
lyte, constitute an active electrochemical 
system in which the iron is subject to 
corrosion. The rate of corrosion depends 
upon the electromotive force, upon the con- 
ductivity of the electrolytic and metallic 
conductors, and upon the polarization. If 
the electrolyte is such that the hydrogen is 
liberated on the electronegative surface it 
‘may produce polarization sufficient to stop 
the flow of current. If'a depolarizing 
material be present the polarization will 
be decreased and the increased current 
thereby produced results in increased rate 
of corrosion. (Walker et al—Journal 
American Chemical Society, 1906, page 
1251.) 

As examples of an electrochemical sys- 
tem of this type, the following well-known 
cases may be named: An iron ship in @ 
harbor with a copper-sheathed ship are 
considered undesirable companions, since 
if metallic contact be made between the 
two, the iron suffers by being made the 
anode of a huge electrochemical svstem 
of which the copper ship is the cathode 
and the sea water the electrolyte. Tt is 
not good practice to attach a bronze pro- 
peer on a steel shaft of sea-going ships, 
for unless suitable protective steps are 
taken the neighboring steel will be 
damaged. 

The more electronegative the material 
the more marked is the electrolytic action, 
and some forms of conductive carbon 
have properties such as to make the elec- 
trolytic action particularly pronounced. 
Various investigators have pointed out that 
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carbon cinder embedded in an iron surface, 
or carbon making contact with iron in any 
way, engenders corrosion by galvanic ac- 
tion. This action takes place whether the 
piece of iron is of large or small size, 
and the kind of action produced by par- 
ticles of microscopic size is identical with 
that produced by the large particles. The 
uncombined carbon which chemical analy- 
sis shows to exist in certain kinds of iron 
may therefore increase the corrodibility 
of such iron. The measurement of the 
single potential of iron sulphide shows 
this to be electronegative to iron and its 
presence in iron will give rise to active 
couples. It can hardly be doubted that 
such surface exposing spots of iron sul- 
phide is one upon which electrolytic action 
will take place if an electrolyte be present. 

Almost any microphotograph of iron 
and its alloys shows non-uniformity of 
composition of surface exposed to corro- 
sion, and we are justified in the belief 
that the micrographic constituents should 


be studied in dealing with iron corrosion | 


from the electrochemical standpoint. We 
do not know in what electrochemical order 
the ferrite, pearlite, cementite and other 
constituents of iron allovs may arrange 
themselves. Data as to the single poten- 
tial of these various constituents are 
needed if we would express quantitatively 
the tendency of a certain combination to 
corrosion. At the present time our only 


knowledge of these potentials is of a 


qualitative kind and also very fragment- 
ary. The available published data come 
from the records of the work done by the 
metallographists in their microscopic 
study of iron. Highly polished iron sur- 
faces have been treated with various cor- 
roding acids and reagents, the purpose 
being to corrode the different constituents 
at different rates under the microscope. 
A study of the literature on metallography 
for the purpose of classifying these obser- 
vations might constitute interesting and 
valuable work. 

It is perhaps doubtful if the exact 
measurement of any one constituent could 
he made, at least with the present method 
of measurement, since in measuring the 
electrical potential of an iron or iron 
alloy, a value is obtained which may be 
the clectromotive force given by the most 
positive constituent, or it may be that pro- 
duced by the polarization phenomenon, or 
it may be some intermediate or composite 
value. W. H. Walker and associates 
(Journal American Chemical Society, 
September, 1907) have devised an in- 
genious method for determining the dif- 
ferent potentials established by different 
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portions of an iron surface, and they have 
shown “that in. certain instances areas 
having marked difference in potential 
exist in far greater number upon the sur- 
face of a piece of iron prone to corrosion 
than upon iron which is resistant to cor- 
rosion.” Whether this method would lend 
itself to the measurement of microscopic 
portions of an iron surface is problemat- 
ical. An active electrochemical system 
can usually be detected wherever corro- 
sion is observed, but whether corrosion 
can exist where no electrolytic action is 
possible is a matter which appears far 
more difficult to determine. 

Assuming a similarity in chemical com- 
position and metallographic constitution 
in different samples of iron or iron alloys 
the question may be asked, “Can the 
single potential differ in different speci- 
mens or different parts of the same speci- 
mens ?” 


INFLUENCE OF STRAIN ON CORRODIBILITY. 


Does strain in iron increase tendency 
to corrosion? This is a question which 
has been the subject of interesting discus- 
sion and upon which there is radical 
difference of opinion. Data obtained by 
different investigators are quite contrary, 
and it is natural then that contradictory 
conclusions have been drawn. 

In referring to those radically different 
conclusions of different experimenters the 
writer disavows any desire to enter into a 
controversy. But it appears that unless 
errors which are allowed to creep into 
methods of measurement are recognized 
and then guarded against, the data ob- 
tained can be of little value and these 
errors can perhaps be detected by com- 
parison of the methods employed by dif- 
ferent observers. i 

As a matter of scientific interest we 
may refer to that well-known riddle which 
runs as follows: Two steel clock springs 
are identical as to weight and quality of 
material, and differ only in that one of 
the springs is coiled and the other un- 
coiled. These are immersed in an acid 
solution and completely dissolved. What 
has become of the energy which was stored 
up in the coiled spring? The answer 
which most easily suggests itself is that 
this energy must have been liberated 
during the chemical process of solution 
and manifested itself as heat. Upon this 
supposition in dissolving the coiled spring 
more heat would be liberated than in dis- 
solving the uncoiled spring. Further, the 
coiled spring would be more chemically 
active, and if so this chemical activity 
should be manifest as increased electrical 
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contact potential existing between the 
metal and the solvent. 

There are many instances coming under 
practical observation which seem to bear 
out the idea that a metal under strain is 
more subject to a dissolving or corroding 
action than is unstrained metal, this rela- 
tion being particularly true in iron and its 
alloys. Mr. James Andrews in 1894 
(Proceedings of the Institution of Civil 
Engineers) described some experiments 
by which he attempted to demonstrate 
that strained iron has a higher potential 
in a corroding solution than has un- 
strained. He concluded, however, from 
the results of his measurements, that the 
reverse condition holds, and that un- 
strained metal is more rapidly acted upon 
by the solution than the strained metal. 
Mr. Carl Hambuechen in 1900 (Bulletin 
of the University of Wisconsin, Engi- 
neers’ Series) pursued an investigation 
which was, in a measure, a duplicate of 
that made by Mr. Andrews, with the ex- 
ception that Hambuechen sought to 
eliminate some error in the former work 
by modifications and refinements in the 
method of measurement. He produced 
experimental data showing that the iron 
behaved as it should according to theory, 
and in fact he was able to secure, in some 
cases, a remarkable similarity of stress- 
electromotive-force diagrams with the 
stress-strain diagrams obtained simultane- 
ously on the same sample. He says, “The 
application of stress to metal causes an 
increase in chemical activity, this increase 
being especially marked after the elastic 
limit has been reached.” 

In 1906 T. W. Richards and G. E. 
Behr, Jr., contributed a paper to the 
Carnegie Institution of Washington, pub- 
lication No. 61, entitled “The Electromo- 
tive Force of Iron Under Varving Con- 
ditions and the Effect of Occluded Hydro- 
gen.” This paper asserts the presence of 
regrettable errors in Hambuechen’s work, 
and among the conclusions it is stated 
that “measurements of the free- -energy 
change in iron during a pull upon wire 
great enough to cause rupture gave 
results showing that this change must 
be very small.” The authors appar- 
ently conclude from their work that 
the changes in electromotive force actually 
produced are too small and the data 
too scanty and Irregular to warrant con- 
clusions of value being drawn. This 
View apparently places © Hambuechen’s 
data under the charge of accidentally 
falling into a systematic order, which 
order would not have been shown had the 
alleged errors been av vided. 
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In 1907 Messrs. W. H. Walker and 
Colby Dill discussed “The Effect of Stress 
Upon the Electromotive Force of Soft 
Iron” before the American Electro- 
chemical Society. In their summary the 
statement is made that “the magnitude 
of the potential suffered by soft iron 
when tested in a tension machine below 
the elastic limit is exceedingly small. 

. The change, when great enough 
to be measured, was negative ; the strained 
metal had a slightly lower potential than 
the same metal unstrained. 

Somewhere above the elastic limit ihe 
potential rises suddenly several hun- 
dredths of a volt.” 

It may perhaps be not duproHmble to 
enter into a consideration of the cause of 
the marked differences of the results ob- 
tained by different observers and the 


‘diametrically opposite conclusions which 


were drawn therefrom. Of the various 
authorities mentioned, Hambuechen has 
apparently secured results which uphold 
that plausible theory that iron upon which 
mechanical work has been done retains 
some of the energy in a potentialized form 
capable of being measured by electromo- 
tive-force readings. The other authorities 
discredit these results. It is probable 
that none of the results referred to have 
been obtained under conditions which are 
free from all sources of error. Ham- 
buechen’s work was done under the super- 
vision of the writer, who therefore feels 
justified in discussing some criticism of 
his methods and conclusions. Mr. Ham- 
buechen pointed out in his bulletin that 
chances for error existed in Andrews’s 
work by reason of the fact that the sur- 
faces whose potential was being measured 
were not protected from action of the air. 
He devised a cup-shaped arrangement 
which surrounded the sample of iron in 
the testing machine and carefully pro- 
tected all of the parts of the iron from the 
air and the electrolyte except such por- 
tion of the surface as was kept immersed 
in the electrolyte and whose potential was 
being measured. He recognized that the 
amount of potential changes was exceed- 
ingly small and that the potential estab- 
lished by a metal in contact with an elec- 
trolvte is easily upset by the flow of ex- 
ceedingly smal] amounts of current. The 
use of an ordinary galvanometer used in 
connection with the compensation method 
was believed to allow the flow of sufficient 
current to materially polarize the small 
surface under measurement. He there- 
fore used a capillary electrometer, which 
acts as a condenser of small capacity and 
does not allow the steady flow of current 


regardless of any strain effect. 
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through it. This electrometer had a sen- 
sitiveness of 0.0007 of a volt, and in 
addition to this sensitiveness it was unaf- 
fected by vibration and magnetic disturb- 
ances and could be mounted in close 
proximity to the testing machine. 

Messrs. Richards and Behr employed a 
D’Arsonval galvanometer sensitive to 
0.001 volt, and they apparently did believe 
it necessary to guard fully against polar- 
ization phenomena. Walker and Dill 
likewise took this view as to the precau- 
tions deemed necessary, for they employed 
a D’Arsonval galvanometer of fairly high 
resistance but provided with a shunt “to 
protect the galvanometer from too heavy 
currents during the preliminary adjust- 
ment of the resistances.” 

In both papers referred to, that by 
Richards and Behr and by Walker and 
Dill, objection is made to Hambuechen’s 
results on account of his use of ferric 
chloride as the electrolyte against which 
the potential of the iron was determined. 
The former writers say that “this unfor- 
tunate choice” (of ferric chloride) “com- 
pletely invalidates all the results. The 
reason is very simple. Ferric chloride is 
always hydrolized to a considerable extent 
—that is, it contains acid. . 
There exists in the electrolyte a continu- 
ally changing concentration of ferric, 
ferrous and hydrogen ions and reliable 
work is out of the question. The effect of 
these influences combined would cause the 
electromotive force’ to change steadily, 
quite independently of any stress and 
strain effects.” Data are given showing 
that in two cases the electromotive force 
of iron rose 0.192 and 0.123 volt in 
about seventeen hours, and they say that 
this rise would have been ascribed by 
Hambuechen to strain. 

While it is perhaps true that a solution 
better than ferric chloride might be 
chosen, the criticism of Hambuechen’s 
work for this reason is perhaps too severe, 
since he did recognize the fact that the 
electromotive force was subject to change, 
The 
change becomes so slow after a half-hour 
that a stress-strain diagram could be run 
through in a sufficiently short time that 
the natural change would have little effect 
in masking the changes produced by 
strains. In fact, in producing auto- 
graphic record of the stress-strain dia- 
grams the testing machine was run con- 
tinuously and the electromotive-force 
measurements had to be taken with some 
rapidity. The writer believes that these 
observations of varying electromotive 
force are more probably the results of 
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potentialized energy in the iron than the 
effects of hydrolysis of the ferric chloride 
solution, as emphasized by Richards and 
Behr. 

The feature which at first sight might 
discredit more than any other the accu- 
racy of Hambuechen’s results is that he 
found changes in electromotive force 
which were materially greater than those 
calculated on the assumption that all of 
the energy applied to an iron rod in pull- 
ing it apart is thereby potentialized. 

Barus has studied the disposition of 
energy applied in rupturing a piece of 
iron. (“The Energy Potentialized in 
Permanent Changes of Molecular Con- 
figuration,” United States Geological Sur- 
vey Bulletin, No. 94, 1892.) And quot- 
ing from him we read: “To summarize, 
it appears that as much as one-half of 
the work done in stretching up to the 
limit of rupture may be stored up perma- 
nently. Calculation of the increase of 
electromotive force by the potentializing 
of energy in iron involves the application 
of the formula 


._ Wxe 
~ 96540 X g 
where 

E is increase of electromotive force in 
volts. 

W is energy stored, expressed in watt- 
seconds. 

c is the chemical equivalent. 

g 1s weight in grammes of the iron in 
which the energy is stored. 

From measurements of stress and de- 
formation Hambuechen calculated that 
the possible increase in electromotive 
force on a particular sample was 0.0126 
volt (on the erroneous assumption that 
all of the applied energy was potential- 
ized). He found in some of his measure- 
ments values two or three times as high 
as were apparently theoretically possible, 
to explain which he assumed an excessive 
storing of energy in the outer laver of 
iron as compared with that at the centre. 
Richards and Behr were justified in con- 
sidering this an erroneous assumption. 
They have apparently overlooked the pos- 
sibility, however, of a non-uniform dis- 
tribution of such energy as may be 
potentialized by strain, for in their cal- 
culations of electromotive force they have 
assumed the energy to be equally stored 
in all particles of the sample of iron. 

Ewing and Rosenhain, in a paper on 
“The Crystalline Structure of Metals” 
(Philadelphia Transactions, Royal So- 
ciety, Vol. exci), have given results of 
inicroscopic study on the effect of strain 
on metals. Tt is well established in their 
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work that the influence of strain is not 
uniformly distributed throughout the 
mass. It appears that the shape of the 
grains is altered, but that the crystals 
making up the grains are not deformed. 
“The conception that metals adapt them- 
selves to the new shapes imposed upon 
them when they undergo plastic deforma- 
tion by means of slips aléng cleavage or 
gliding planes within each crystalline 
grain leads naturally to the supposition 
that the crystalline elements themselves 
undergo no deformation in the process.” 

Energy is expended in overcoming the 
adherence or attractive force between 
crystals, and if there is a storage of this 
energy it might well be considered as 
heing stored in the portion of metal adja- 
cent to these surfaces. As this metal, con- 
taining potentialized energy, is exposed to 
the electrolyte, the electromotive force of 
this portion will be greater than that of 
the remaining portions. To calculate this 
electromotive force according to the 
formula given requires a knowledge of 
the actual weight of that portion of the 
metal in which the energy is stored, which 
obviously would be less than that ob- 
tained by weighing the entire mass. This 
weight is, of course, impossible to deter- 
mine by known methods of measurement. 

The electromotive force of the most 
clectropositive particles is then greater 
than the average electromotive force cal- 
culated. The question then arises as to 
which value—the maximum, the mini- 
mum or average value, or some value of 
overvoltage of hydrogen—is obtained by 
experimental measurement of contact po- 
tential. Richards and Behr have de- 
scribed their determination of the single 
potential of smal] globules of iron around 
which were wrapped platinum wires to 
make contact. 


Their voltages are given 
as being the values for iron even though 
it if in contact with the more electro- 
negative platinum. Tikewise we have in 
a zinc amalgam the electromotive force of 
the zine almost unaffected by the electro- 
negative From analogy we 
might expect, therefore, that the potential 
would be that set up by the most elec- 
tropositive particles on its surface. And 
if this line of reasoning is correct, we can 
easily explain why Wambuechen’s meas- 
ured values of electromotive force were 
higher than those calculated, and we may 
perhaps wonder why the differences were 
not even greater than found. 

Tt should be recognized, in comparing 
the results of different investigators, that 
the materials designated as iron may, in 
fact, be different grades of iron. Richards 


mercury, 
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and Behr confined their attention to higt.- 
lv purified iron, while Hambuechen used 
the term more loosely as designating the 
commercial grades of the metal. He 
found that the increase of potential by 
strain is more marked in steel than in 
pure iron, and a microphotograph of steel 
reveals the presence of various constitu- 
ents. In all probability there is a dif- 
ference in the storage of energy in the 
various constituents, and consequently the 
possibility of higher electromotive forces. 

It may be emphasized again, and in this 
connection, that the microscope is a use- 
ful device in studying the phenomena per- 
taining to the corrodibility of iron. 

(To be concluded.) 


Semiannual Meeting of the 
National Association of 
Cotton Manufacturers. 

The semiannual meeting of the Na- 
tional Association of Cotton Manufac- 
turers will he held at Saratoga Springs, 
N. Y., September 29 and 30. The ses- 
sions will be held in the ballroom of the 
United States Hotel at 10 a. M., 2.30 
P. M. and 8.15 P. M. on Tuesday, and at 
8.15 P. M. on Wednesday. The fore part 
of Wednesday will be devoted to an excur- 
sion to the works of the General Electric 
Company at Schenectady, as guests of that 
company. 

A programme has been arranged with 
fewer papers than usual in order to pro- 
vide ample time for discussion. Among 
the papers to be presented are several 
which will bear directly upon the use of 
electricity in the textile industry. 

The Textile Exhibitors’ Association 
will hold its annual meeting at Saratoga 
Springs on September 29, and at this 
mecting officers will be elected for the 
ensuing year. Plans will also be made 
for a textile exhibit in the spring of 1909. 

The officers of the National Association 
of Cotton Manufacturers are as follows: 

President — Charles TT. Plunkett, 
Adanis, Mass. 

Vice-presidents—George Otis Draper, 
Hopedale, Mass.; Franklin W. Hobbs, 
Boston, Mass. 

Secretary and treasurer —C. J. H. 
Woodbury, Boston, Mass. 

Auditor—C. E. Roberts, Boston, Mass. 

Directors—Robert Beatty, Philadelphia, 
Pa.; Frederick A. Flather, Boston, Mass. ; 
George P. Grant, Jr., Fitchburg, Mass. : 
Edwin Farnham Greene, Boston, Mass. : 
David S. Johnston, Cohoes, N. Y.; John 
W. Knowles, New Bedford, Mass. ; Will- 
iam H. Loftus, Newark. N. J.; Henry F. 
Mansfield. Utica, N. Y.; Joseph Mer- 
riam, Middletown, Ct. 
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A Twelvemonth’s Achievement of the Tungsten Lamp. 


By S. E. Doane, Chief Engineer, National Electric Lamp Association. 


HE past twelve months has marked 
the greatest progress in the history 
of artificial lighting. No epoch 

equal to it has ever been known. The 
advent of the incandescent lamp itself 
was possibly a greater scientific achieve- 
ment, but no one period of time since has 
marked so great a change or benefit to 
the general public. 

The carbon lamp created a field for it- 
self. The tungsten lamp found the field 
created. 

The carbon lamp was put into service 
with many frailties, whereas the latest 
unit was given to the world as a product 
of splendidly equipped laboratories and 
workshops where the testing and perfect- 
ing had all been done. The customer 
was made to suffer from the mistakes of 
the manufacturers of the early carbon 
lamp. This has not been the case with 
the tungsten. The new lamp from the 
first has outstripped its guaranteed per- 
formance and nowhere has there been a 
single failure of this lamp to fulfil all 
expectations. 

The Nernst and Gem lamps were per- 
fected several vears too late, to have been 
fully appreciated. It is also a pity that 
the achievement of the tantalum lamp 
should have heen so quickly superseded by 
the greater achievement of the tungsten, 

The last twelve months have seen gen- 
eral recognition of the fact that the en- 
closed are lamp is being superseded for 
interior lighting, while the Nernst lamp 
is entering upon this stage of its history. 

The carbon lamp is still holding its own 
in quantity of production. Its rate of in- 
crease of production has been materially 
decreased and at no distant day the re- 
placement of carbon lamps by tungsten 
will offset the new installations where the 
carbon lamp should legitimately be used. 

It was inevitable that the first shock 
of the tungsten lamp introduction should 
occasion much anxiety on the part of the 
central station managers, but there is now 
to be noticed the most gratifying optim- 
ism on the part of the central stations. 
Many now report that the tungsten lamp 
has actually served to increase their reve- 
nues. From this time on, it is my belief, 
K these conditions will continue to pre- 
vail. 

The central station has seen its worst 
days so far as decrease of revenue through 
the tungsten lamp is concerned. It was 
mevitable that stores and other places of 


a public or quasi-public character should 
have been the first to have employed this 
lamp, due to the fact that the first de- 
velopment of this lamp was in the units 
of larger candle-power, to which the 
fixtures in residences were not adapted. 
Central stations have suffered in revenue 
where public or quasi-public employment 
has maintained the volume of light which 
was sufficient, according to the old stand- 
ard, with a decrease in current revenue 
to the station. This condition of replace- 
‘ment was continued for some months, but 
the progress of the country’s recovery 
from its financial stagnation will now 
turn the tide. 

Although replacement of carbon type 
lamps with tungsten in such places will 
continue, nevertheless, the opening of new 
fields and the general increase in the 
standard of illumination in such places 
will offset the decrease in current revenue 


from the places where illumination is 


already sufficient and also where the 
tungsten lamp replaced the carbon. 

The next great field for the introduc- 
tion of the tungsten lamp will be in 
domestic lighting. Light in public or 
quasi-public places is a necessity and is 
regarded as such, but, as with every other 
necessity, economies of the situation have 
to be largely considered. The tungsten 
lamp would have been adopted even at a 
higher price on account of the improved 
quality of the light. No up-to-date store 
can afford to be illuminated by anything 
else. The quality of light from an arc 
lamp can be made extremely good, but its 
flickering character, its comparative 
clumsiness of installation, its failure to 
conform well to artistic and architectural 
requirements, are such that the tungsten 
lamp has found it an easy competitor. 

In the case of domestic lighting, elec- 
tric light as employed to-day is not a 
necessity, bul is a luxury. The domestic 
users of electric light are those who are 
willing to pay something for luxury. The 
tallow candle and the kerosene lamp are 
to-day cheaper sources of light, yet the 
general improvement in the standard of 
domestic livelihood demands electric hght 
and it is my belief that the advent of this 
tungsten lamp brings the day of universal 
electrice lighting nearer than any one 
event in the history of the electric light- 
ing industry. The tungsten lamp is al- 
ready recognized by the architeet and 
decorator of this country as offering then 


an opportunity for larger and more 
artistic color schemes and decoration 
than have before been possible. Interior 
decorators with whom I have talked tell 
me that there is already a noticeable 
change and that the interiors of public 
buildings are being tinted to take advan- 
tage of the new opportunities. These 
conditions will likewise shortly prevail 
in domestic incandescent lighting. 

There is another most important con- 
sideration in connection with the intro- 
duction of tungsten lights in the homes, 
and this is that the average individual 
who must divide up his income, living in 
the best quarters that his income will 
permit, and undertaking only such amuse- 
ments as his income will allow, has been 
obliged to limit his expenditures for 
light on the same basis. The tungsten 
lamp will make light cheaper for him as 
well as giving him a quality of light by 
which he can better enjoy the furnishings 
of his home. The effect of this is going 
to be that the domesti¢ user will use light 
for longer hours and inasmuch as the 
tungsten lamp, for the same illumination, 
will take much less current, the result is 
going to be that the peak load due to 
domestic lighting will he greatly changed. 
It is fair to call attention to this under 
the subject given me for this article in- 
asmuch as the twelve months passed have 
already marked the heginning of this 
change. Residences will be more general- 
ly illuminated and instead of lamps being 
installed with many switches for the sake 
of economy in operation, the contractors 
will, in the future, arrange for rooms 
more generally and continuously lighted 
throughout the period between twilight 
and bedtime. This will result in in- 
creasing the demand factor and also the 
load-factor for our central stations with 
a result that thev will be able to decrease 
rates, which, in itself, will again stimulate 
the introduction of the tungsten lamp. 

Many practical problems have been met 
and solved in the last year. We now no 
longer hear of the great fragility of the 
tungsten lamp. Much of this has heen 
due to increased knowledge in the labora- 
tories by which the filaments have been 
made stronger. At the same time. the 
customer himself has learned how to 
handle this lamp. Breakage in shipment 
to-day is less than one-half of one per 
cent. While if is to he regretted that 
the lamp is as fragile as it is, a general 
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recognition of this fragility, together with 
-an improvement in the strength of fila- 
ments, has almost removed the question 
of breakage from a consideration of adop- 
tion of this lamp. Scarcely twelve 
months ago there was not a single well- 
equipped, well-established tungsten lamp 
factory in the United States; to-day there 
are several with a combined capacity of 
75,000 lamps a day, and at present a 
combined daily output of 25,000 lamps. 
Prompt deliveries are being made by all 
tungsten manufacturers. 


ELECTRICAL REVIEW 


The next twelve months will see a rapid 
introduction of train-lighting lamps and 
other battery users for this lamp. The 
maker of the storage battery has begun 
to profit much from the demand for tung- 
sten lamps of low voltage at various 
candle-powers. 

Great as has been the progress in the 
manufacture and production of this lamp 
in the past twelve months, an even greater 
progress awaits it in the twelve months 
to come. The industry is to be congratu- 
lated that the shock of the first intro- 
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duction of this lamp has been so well 
met. 

There will be other progress in the 
future. The problem of selective radia- 
tion, which the tungsten lamp has so well 
opened up, will be solved to a greater or 
less extent in the near future and a com- 
prehensive and serious effort on a con- 
siderable scale has been inaugurated for 
the thorough scientific study of this and 
other problems underlying our industry. 
We look for much progress from such 
work. 


Tungsten Lamp Economy. 


culminate in such a simple device 

as the incandescent lamp, and in 
the case of the tungsten lamp the future 
appears to hold no prospect of undermin- 
ing its supremacy as a lighting unit, but 
on the contrary promises to make its posi- 
tion stronger by increased efficiency. 
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Sixty-WatT MERIDIAN TUNGSTEN LAMP. 


The arguments in favor of the electric 
incandescent lamp have long made it the 
standard to which all other illuminants 
have aspired, but the question of cost en- 
abled its competitors to maintain a strong 
position in the field. The tungsten lamp 
distances in average efficiency its strong- 
est competitor, gas, and, ideal in every 
other respect, places the best illuminant 
within the reach of all. 

MANUFACTURING FACILITIES. 

During the year that American-made 
tungstens have been on the market appre- 


By Francis W. Willcox. 


ciation of their qualities has been shown 
by an enormous increase in their sales. 
Anticipating the demand, the manufac- 
turers have kept pace with their orders 
after the first few months, and in the 
immediate future 75,000 per day will be 
the capacity of American factories, one 
manufacturer alone advertising facilities 
for nearly half this number. The econ- 
omy, brilliancy and general satisfaction 
given by the tungsten lamp make every 
one of them a salesman, and the 1,000,000 
American-made lamps now giving satis- 
factory service are dominating factors in 
the demand for their increased adoption. 


RECENT IMPROVEMENTS. 


Improvements in the tungsten lamp 
have been numerous during the year. 
Specially designed packing cases have re- 
duced breakage in shipment to an almost 
negligible quantity—out of 100,000 lamps 
shipped by the company with which the 
writer is connected less than one and one- 
half per cent were lost, and damage from 
careless handling has naturally been elimi- 
nated by a realization of the caution re- 
quired in installing. While the pendent 
position is recommended, tungsten lamps 
as now made give excellent results when 
burned at any angle. 

The twenty-five-watt tungsten for 
standard lighting circuits is still a thing 
of the future. Until it is perfected, how- 
ever, the twenty-five-watt tantalum lamp, 
which has proved commercially satisfac- 
tory on alternating-current circuits, is 
making an excellent substitute. 

THE 200-WATT TUNGSTEN. 

At the other end of the scale the new 
250-watt tungsten is making a phenom- 
enal record, This lamp of 200 candle- 
power replaces gas arcs or electric arcs, 
lamp for lamp, and with considerable 
saving in operating expense entirely apart 


from increased safety, convenience and the 
other inherent advantages of the incandes- 
cent lamp. 

The cost per candle-power naturally be- 
comes less as the size of the unit increases, 
while the saving per unit of illumination 
remains the same (2.25 watts saving per 
candle-power when compared to a 3.5- 
watts-per-candle carbon lamp). 

As compared to carbon lamps for equal 
illumination the forty-watt tungsten 
saves enough at ten cents per kilowatt- 


GENERAL Evectric 250-WATT TUNGSTEN 
INCANDESCENT LAMP. 


hour to pay for itself three times over, but 
the 250-watt lamp saves enough to pay 
for itself eight times over. Furthermore, 
the 250-watt filament is much thicker and 
stronger than in the smaller sizes. It is 
a happy coincidence that this lamp, which 
is the most active factor in replacing the 
strongest competitors of the incandescent 
lamp, should be the sturdiest, and there- 
fore least subject to, perhaps the most 
frequently mentioned argument against 
its use—the bugbear of fragility. 
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OPERATING COSTS. 
The basis of all comparison is the actual 
saving in watts per candle-power of light, 
but the cost of the lamp and its life are 
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ELECTRICAL REVIEW 


necessary factors in making a correct 
commercial investigation of the tungsten 
lamp’s merits. 


The accompanying table has been com- 


TABLE OF DATA AND COSTS FOR SERVICE WITH VARIOUS LAMPS. 
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piled from such general 
data, and may be found 
surprising in many of its 
items. Its most interest- 
ing feature, however, is 
found in the last line of 
the table, which shows 
that for the same number 
of candle-hours of light 
the total cost of power 
and lamps for carbon 
lamps is more than 
double that with tungsten 
lamps. 

SOME STRIKING COM- 

PARISONS. 

Two diagrams are 
given herewith which il- 
lustrate the advantage 
of high-efficiency lamps, 
the eighty-candle-power, 
100-watt tungsten being 
taken as the unit of com- 
parison. 

Fig. 1 shows the saving 
for equal illumination se- 


cured by the 100-watt 
tungsten over carbon 


lamps at various rates 
per kilowatt-hour. The 
curves are based on a 
life for the tungsten 
lamp of 1,000 hours 
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and it will be seen at what an extremely 
low rate the tungsten lamp will pay for 
itself in saving of energy. Horizontal 
lines at the bottom of the diagram give 
the list price of the 100-watt tungsten 
and also the difference in list price between 
the tungsten and sufficient carbon lamps 
to give equivalent candle-power. The 
points at which the diagonal lines cross 
these horizontal lines give, respectively, 
the rates necessary for the tungsten lamp 
to save its entire cost and its extra cost 
over carbon lamps. 

Fig. 2 is a comparison of the cost for 
100 candle-hours’ service of the 100-watt 
tungsten lamp, the 100-watt carbon lamp, 
the 100-watt Gem lamp and the forty-watt 
tantalum lamp at different rates per kilo- 
watt-hour. 

TUNGSTEN BATTERY LAMPS. 

A very wide field has been found for 
the tungsten lamp in low-voltage and 
miniature types, where the high efficiency 
of the tungsten filament gives ideal re- 
sults. In these lamps the low voltages 
permit the use of shorter and stronger fila- | 
ments, and render the lamp able to with- 
stand shocks and jars to much better ad- 
vantage. In fact, they are being used 
extensively in automobile service, where 
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Fig. 2.—COMPAKATIVE CURRENT CO8IS FOR 
100 CANDLE-IIOUR8 OF SERVICE WITH TUNG- 
STEN, TANTALUM, GEM AND CARBON LAMPS. 


the reduction of requisite battery capacity 
is of great value. 

The efficiencies of the low-voltage and 
miniature lamps run from one to one and 
one-quarter watts per candle, with lives 
corresponding to those of carbon lamps 
of the same candle-powers and voltages. 
Besides giving three times the light of car- 


bon lamps, the superior brilliancy and 
whiter color makes them much more de- 
sirable for many purposes. 

In surgery the small tubular tungsten 
lamps give a more brilliant light and are 
cooler than carbon lamps. 

In automobile service small lamps for 
side lights, for tail lights, instrument il- 
lumination, ete., can be operated satisfac- 
torily from the ignition storage battery, 
and where auxiliary lighting batteries are 
used much cost and weight are saved by 
installing tunystens. 

The numerous advantages of electric 
lamps in automobiles, including cleanli- 
ness, safety, convenience in lighting, re- 
liability, ete., have made the tungsten bat- 
tery lamps, which can replace oil lights 
without an excessive battery equipment, 


NovE.Lty Type, STYLE 
G-33, ONE-HALF TO 
ONE AND ONE-HALF 
CANDLE - POWER, ONE 
AND ONE-HALF TO 
THREE AND ONE-HALF 
VOLTs. 


very attractive to automobile users. 
Adapters have been devised for changing 
oil burners into electric fixtures, and a 
simple wiring scheme completes the outfit. 

Novelty lamps for dry-battery service 
are made with the tungsten filament for 
a great variety of purposes, and can be 


Forty CANDLE-PowER, 6.6-AMPERE, TUNG- 
STEN SERIES LAMP. 


used in flashlights, pockct-lamps, port- 
ables, night-lamps, and a variety of spe- 
cialtics manufactured by the trade. 

The accompanying illustrations show 
samples of some different types of tung- 
sten miniature and battery lamps. They 
can be obtained in round and pear-shaped 
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GENERAL BATTERY LAMP, 
RouND STYLE, ONE TO 
Four CANDLE-POWER, 
Four To Six VOLTE. 


ELECTRICAL REVIEW 


bulbs and in special shapes and candle- 
powers, and in a great variety of voltages, 
mounted on either miniature or can- 
delabra bases. 

While American-made miniature tung- 
stens have been on the market but a few 
months, many new uses are being con- 
stantly found for them, the great reduc- 
tion in battery capacity making them 
suitable for purposes for which electric 
lamps were formerly impracticable. 

TUNGSTEN STREET SERIES LAMPS. 

Little has been written regarding the 
tungsten lamp for street series circuits, 
and the following comparisons have been 


GNERAL BATTERY LAMP, 
Rounp STYLE, FOUR To 
TEN CANDLE - PoWER, 
Four To E1eunT VOLTS. 


compiled to bring out the remarkable sav- 
ing obtained by this new factor in the 
street-lighting field. 

The value of the incandescent lamp in 
suburban districts is now generally con- 
ceded. The arc lamp has its place in 
densely populated districts (where the 
walls of the houses are close to the curb 
and by reflection eliminate dark shadows) 
and in locations where the required quan- 
tity of illumination warrants the units 
being placed near together. 

In the less densely populated portions 
of our cities, however, the adoption of the 
are lamp on an economical basis necessi- 
tates such great distances between the 
poles that evenly distributed and efficient 
illumination is impossible. 

The tungsten series lamp-is remarkable 
in many respects, and the success it has 
had from the first is a thing that has not 
often been duplicated im the electrical 
field. Long life results have been ob- 
tained, the average minimum being 1,200 
hours, including all renewals, breakages, 
ete., and the average maximum over 2,000 


hours, the general average being above 


1,500 hours. These figures are not the 
result of a few installations, but of many 
thousand lamps. 

Another remarkable quality of the lamp 
is that it maintains its candle-power prac- 


GENERAL BATTERY LAMP, 
STYLE P-8, Four To TEN 
CANDLE- POWER, Four 
TO ErGuT VOLTS. 


Vol. 53—No. 1] 


tically constant, there being no blackening, 
which not only is a good feature while 
the lamp is burning, but gives it a much 
better appearance when the lamp is not 
lighted. This quality also allows the lamp 
to be used until it fails, and, together 


TUNGSTEN BATTERY 
LAMP WITH STANDARD 
Eprson Base, Four To 
TWENTY VOLTS. 


with its long life, reduces the labor coat 
of trimming to a minimum, a point which 
should not be lost sight of. 

In comparing the tungsten series with 
carbon and Gem series lamps, there are 
two distinct advantages with the tungsten 
lamp, if actual costs alone are to be con- 


Sixty CANDLE-POWER., Four-AMPERE, TUNG- 
i STEN SERIES LAMP. 


sidered. The first is the saving in kilo- 
watt-hours during a period of, say, a year’s 
time, which is worth so many dollars 
according to the rate per kilowatt-hour for 
current. The other is the saving in ca- 
pacity of station apparatus, or in other 
words, the station apparatus has a capacity 
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of three times the number of carbon lamps 
previously used. The former is a very 
large item where the generating costs, line 
losses, etc., are high, and the latter where 
the constant-current transformers are 
nearly fully loaded and it is desired to 
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Fia. 3.—LirE NECESSARY TO COMPENSATE FOR 
INCREASED First Cost oF TUNGSTEN OVER 
CARBON SERIES LAMPS, AT DIFFERENT RATES 
PER KILOWATT-HOUR. 


put on extra lamps in excess of their 
capacity. 

THE SAVING IN POWER. 
l Following are illustrations of the sav- 
ing in kilowatt-hours of the tungsten over 
the carbon and Gem series lamps: 


A thirty-two-candle-power carbon 
lamp consumes in watts.......... 112 
A thirty-two-candle-power tungsten 


lamp consuming forty watts gives 


a saving in watts of.............. 72 
For 4,000 hours’ service per year this 
gives a kilowatt-hour saving of.... 288 
Value of saving at two cents per kilo- 
watt-hħour ........................ $5.76 
Net additional cost per year of tung- 
sten renewals (three renewals tung- 
sten, four renewals carbon)....... $1.85 
Net saving per year for tungsten over 
SAID OD) T See $3.91 
A thirty-two-candle- we 
consumes in nia Rai ; : e 86.4 
p nirty-two-candle-power tungsten 
amp consuming forty watts gives 
ie saving in watts of.............. 46.4 
H 4,000 hours’ service per year this 
k ves a kilowatt-hour saving of.... 185.6 
ue of saving at two cents per kilo- 
watt-hour L. $3.71 
Net additional cost per year of tung- 
Bee ao (three renewals tung- 
Neos our renewals Gem)......... $1.62 
ng per year for tungsten over 
cee Re a7 a ee ee $2.09 


Ne SAVING IN APPARATUS CAPACITY. 
, i$ an illustration of the value of the 
saving m apparatus capacity the follow- 


ın , . . . 
& possible gain in come will serve as 
an example, 


ELECTRICAL REVIEW 


With apparatus capacity sufficient for 
100 thirty-two-candle-power carbon lamps 
(3.5 watts per candle), a station could 
supply 280 thirty-two-candle-power tung- 
sten lamps. Assuming $30 per lamp per 
year revenue, the possible gain in income 
from additional tungsten lamps would be 
as follows: 


COMPARATIVE INCOME. 


Income from investment in appa- 
ratus for 100 carbon lamps at 
S30 goer hare als Pree a ae 

Possible income from same in- 
vestment in station apparatus 
for 280 tungsten lamps at $30.. 


$3,000.00 


8,400.00 


Possible gain in income....... $5,400.00 


COMPARATIVE EXPENSE, 


Tungsten lamp renewals at 
$1.27%, met, each, three per 
year for 280 lamps........... 

Fixed charges per year on addi- 
tional line equipment for 180 
additional lamps 


$1,071.00 


See ee eee 150.00 
$1,221.00 
Less expense of carbon renewals 
at 49.3 cents net, each, four per 
year for 100 lamps........... 197.20 


$1,023.80 


NET GAINS FOR TUNGSTEN. 


Hence net gain in income on each 
100-light (carbon) capacity of 
apparatus is $5,400 less $1,- 
023.80 ss uh pti vat ohne eared eat 

This gives a possible income per 
lamp station capacity now earn- 
ing but $30 per year of....... 

Or possible income per kilowatt- 
hour after the extra cost of 
tungsten renewals has been 
deducted ($73.76 — 112 watts 
X 4,000 hours)............... 

The present income per kilowatt- 
hour with carbon lamps is— 
$30 — 112 watts X 4,000 hours. 

The income per kilowatt-hour, if 
an equal number of forty-can- 
dle-power tungsten lamps are 
used in place of thirty-two-can- 
dlespower carbon lamps, after 
the extra cost of tungsten re- 
newals has been deducted is— 


$30.00 — (3 X 1.2726 — 1.97) _ 

50 watts X 4.000 hours 
Fig. 3 and Fig. + show the number of 
hours at various rates per kilowatt-hour 
a tungsten series lamp must burn to ex- 
actly pay its increased cost. Should the 
lamp last any longer than this, there is 


Net additional expense........ 


$4,376.20 


73.76 


16.4 


6.7 


14 


POUT Bul 1G 
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a thing that heretofore had been impos- 
sible. Twenty-five-candle-power carbon 
lamps have been used, but this has not 
satisfactorily met the situation. At rates 
of from $20 to $35 per year for 4,000 
hours’ (all night, every night) service for 
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Fic. 4.—LIFE NECESSARY To COMPENSATE FOR 
INCREASED First Cost oF TUNGSTEN OVER 
GEM SERIES LAMPS, AT DIFFERENT RATES 
PER KILOWATT-HOUR. 


gas-mantle lamps, only a very low rate 
per kilowatt-hour is obtainable with car- 
bon lamps to meet this cost. 

Although the mantle is rated at sixty 
candle-power, tests recently made in three 
New England cities on the gas-mantle 
street lamp while operating under actual 
service conditions show, as the following 


figures indicate, a wide variation in 
candle-power : 

City. a om a A ORE 
(AF ean testa 55.0 21.5 36.7 
C2), sektine Soas 25.0 6.5 16.8 
OS): arra Ga aka 55.1 16.3 27.8 


RATES OBTAINABLE WITH FORTY AND SIXTY CANDLE-POWER LAMPS. 


e - -— 


SSS SS ee 


Income per year..... $20 

Rate per kilowatt-hour 
with forty -candle - 
power tungsten se- 
ries lamps ........ 

Rate per kilowatt- i 
hour with sixty-can- 
dle-power tungsten 
series lamps 


10.8c. 


e e o è ù o 


$26 $28 $30 $32 $34 $36 
11.8c. 12.8e. 13.8¢. 14.8c. 15.8¢. 16.8c. 
7.70. 8.0c. 8.7¢. 9.4c. 10.0c.  10.7c. 


an actual net saving during every moment 
of its use. 

There is no doubt that the tungsten 
lamp enables central stations to compete 
with the gas and gasolene mantle lamps 
at very profitable rates per kilowatt-hour, 


— — 
—— 


Hence a forty-candle-power tungsten 
lamp which maintains candle-power prac- 
tically constant throughout life will give 
better average illumination than the 
mantle lamps in any of the above cases. 

The accompanying table shows the rates 


380 


that can be obtained with forty and sixty- 
candle-power tungsten lamps covering 
power and labor, the cost of tungsten re- 
newals (three per year) having been de- 
ducted . 

Very few cities supply a mantle lamp 
for less than $25 per annum, and, as the 
above table indicates, both the forty and 
sixty-candle-power tungsten lamps can 
easily compete with it profitably. 

Another way of illustrating the above 
will be found in the following figures 
showing the cost of supplying a mantle 
lamp and the income for current obtain- 
able to exactly meet it. 


Consumption of gas per hour of 


mantle lamp .........-..-..065 3% cu. ft. - 


Cost of gas at $1 per thousand for 
4,000 hours’ service per year... $14.00 
Renewals, repairs and labor at 
three cents per night per year 
(figures given in a recent city 
CONTAC) edi sien bees Rewer es 10.95 
Total cost per year gas mantle. $24.95 
The possible rate per kilowatt-hour ob- 


tainable with the forty-candle-power tung- 
sten series lamp to exactly meet the above 
cost is as follows: 

Income per year per forty-candle- 


power tungsten lamp........... $24.95 
Three renewals at $1.27% per 
lamp per year............eeeee 3.83 
Income per lamp, per year to 
` cover cost of power, labor and 
řepalrs > daccche secant eas $21.12 
A forty-candle-power tungsten 
lamp consumes in watts........ 50 
For 4,000 hours’ yearly service it 
consumes in kilowatt-hours.... 200 


Hence rate obtainable per kilo- 
watt-hour for power, labor and 
repairs is $21.12 — 200, or over. 10.5 cents 

Similarly the rate per kilowatt- 
hour obtainable for the sixty- 
candle-power (seventy-five-watt) 
tungsten series lamp, to cover 
cost of power, labor and repairs 
is $21.12 — 300, or over........ 


+ 


S MICOS 


Aole per IMN. Mou. 
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ELECTRICAL REVIEW. 


The cost of producing a candle-hour of 
light with the tungsten series lamp is con- 
siderably less than the carbon lamp, as is 
shown relatively in Fig. 6. These values 
are determined on the differential basis 
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Fie. 5.—THE RATE PER KiLowatTtT-Hour OB- 
TAINABLE FOR Forty AND SIXTY - CA DLE- 
PowErR TUNGSTEN SERIES LAMPS TO MEET 
THE CusT OF THE WRLSBACH MANTLE AT 
Various RATES FoR Gas For 4,000 Hours’ 
YEARLY SERVICE. 


for various hours’ use of lamp per year, 
and cover: 

First—Generating cost proportional to 
output covering fuel and station labor 
costs at a value (at the lamp) of one cent 
per kilowatt-hour. 

Second—Fixed charge on investment in 
generating apparatus taken at twelve per 
cent on $125 investment per kilowatt of 
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The curves in Fig. 5 show the above 
graphically at various rates for gas. 
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capacity, giving a value per kilowatt of 
apparatus of $15 per year. 
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Third—Renewal costs of lamps as esti- 
mated from the following prices: 


Carbon lamp 
Gem lamp 


bi ee E r 


a ere Wah E A EEE eee tatess ue .66 
Thirty-two-candle-power tungsten lamp 1.50 
Forty-candle-power tungsten lamp..... 1.50 
Sixty-candle-power tungsten lamp..... 1.50 


The candle-power and efficiency curves 
of the tungsten lamp during 2,000 hours’ 
burning shows that there is very little de- 
preciation in candle-power, and the effi- 
ciency in watts per candle remains very 
nearly constant throughout life. The 
lamps show practically no blackening at 
the end of the test. 

The tungsten lamp also enables central 
stations to put incandescent lamps satis- 
factorily on existing series arc circuits, 
so that separate circuits and transformers 
are not necessary. With the carbon lamp 
this has not been entirely feasible, so that 
the tungsten lamp should be an aid in 
getting suburban street lighting contracts 


which heretofore may not have been pos- 
sible. 


CONCLUSION. 
The tungsten lamp is unique in its com- 
bination of advantages—the great im- 


provement in efficiency it secures being 
followed by gains instead of losses in 
other desirable characteristics. 

The increase in efficiency is accompanied 
by lengthened life with a better main- 
tenance of candle-power than in carbon 
lamps. The quality of the light, further- 
more, is more brilliant, and instead of 
showing objectionable peculiarities is un- 
surpassed in its resemblance to sunlight. 

The high efficiency of tungsten lamps 
does not make them susceptible to slight 
changes in voltage, but, on the contrary, 
the positive temperature coefficients of 
metallic filaments render them less liable 
to the effects of poorly regulated circuits. 

With such a list of good points added to 
its remarkable economy, there can be no 
doubt that the tungsten lamp is here to 
stay. 

Its improvement in quality in one year 
of American activity has been so great 
that predictions of future improvements, 
however enthusiastic, could hardly be 
called exaggerations, and remembering the 
early days of the carbon lamp the present 
characteristics of the tungsten seem re- 
markably free from faults. 


— 0M 
Electric Traction in the Ber- 
nese Alps. 


An appropriation of $200,000 has been 
made by the Bernese Alps Railway Com- 


pany for the installation of electric trac- 
tion between Spiez and Frutigen, on the 
northern approach to the Loetschberg 
tunnel. It is intended to use fifteen-cycle 
single-phase current at 15,000 volts line 
pressure. The current will be obtained 
from the Kander & Hagneck hydraulic 
plant at Spiez. The maximum gradient 
in the tunnel is 2.7 per cent. 
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Cooper Hewitt Lamp Progress. 


INCE its introduction into the field 
of illumination, the Cooper Hewitt 
mercury vapor lamp has undergone 

continual development, and, year to year, 
there have been evolved new types which 


automatic shifter starting method. The 
shifter is so-called because it shifts the 
current from its own circuit to that of the 
lamp. This starting method, briefly, con- 
sists in the introduction of the are through 


Fic. 1.—Cooper HEWITT T YVE “ H’ AUvUToOMATIC-TILTING MERCURY VAPOR LAMP. 


have been the natural evolution of close 
application and keen scientific investiga- 
tion in the effort to supplement the 
original high efficiency with ease of 
manipulation and invariability of service. 
The theory of operation and the char- 
acteristics of the mercury vapor lamp are 
well understood, and the present article 
will deal specifically with the mechanical 
construction of the lamps which are avail- 
able to-day for commercial service. 

One of the improvements with which the 
lamp is at present equipped is a self-con- 
tained adjuster, which affords an eco- 
nomical and uniform current regulation, 
Placed in an easily accessible position in 
the cylindrica] casing which forms an in- 
tegral part of the lamp fixture. 

To avoid the method of tilting the 
lamps by hand to start the are, which is 
quite practicable where the lamps can be 
casily reached, but is hardly feasible 
when the lamps are placed in inaccessible 
Positions, an automatically tilting lamp. 
fied = = been produced. This lamp is 
arte in Fig. 1. When the line 
ane closed an electromagnet is 
ea ae movable iron plunger tilts 
ron p. 4 hen the are is established 

a enoid is automatically cut out. 
alts is adaptable particularly 

i ort lamps are used, and is sup- 
plemented for universal service by an 


the medium of a high-potential kick. 
This method of starting has been de- 
veloped to such a point that the starting 
of the arc and the satisfactory operation 
of the lamp are invariable. 


calculated for the double voltage of the 
type P lamp. The construction of this 
lamp is similar to that of type P, with 
the exception of the difference in the 
physical form of the U-shaped vacuum 
tube. The lamp consumes two amperes 
on 220 volts, and has a luminous intensity 
of 900 mean hemispherical candle-power. 

Upon the principle of the mercury 
rectifier, the mercury vapor lamp is adapt- 
able to use with alternating currents. 
Any difficulty which was experienced with 
the alternating-current mercury vapor 
lamp, due to trouble in starting, has been 
overcome by the use of the new shifter 
method. The alternating-current lamp, 
the type F, (Fig. +) is similar in appear- 


Fie, 2.—Cooprr Hewitt Types “P” MERCURY 
VAPOR LAMP. 


ance and construction to the type P. lamp, 


but, like a rectifier, has two positive (iron) 
electrodes connected to a transformer, the 
middle point of which leads over an ad- 
juster and two inductance coils to the 


Fia. 3.—REPRESENTATION OF Type “U” Cooper Hewitt MERCURY VAPOR Lamp, 


Three new types of lamps, all equipped 
with the starting method just indicated, 
are designated as type P, type U and type 
F. The type P lamp is shown in Fig. 
2. This lamp is designed to operate on 
100 to 120-volt circuits, and has a mean 
hemispherical intensity of 800 candle- 
power on 110 volts, the current consump- 
tion being three and one-half amperes. 

The type U lamp, shown in Fig. 8, is 


negative (mercury) electrode. The in- 
ductance serves in this ease both for the 
starting of the lamp and the damping of 
the current pulsations on the negative run- 
ning arc. The auxiliary apparatus is 
similar to that used with the type P lamp. 
but a transformer js added, and this is 
generally made an integral part of the out- 
fit, but in exceptional cases can be supplied 


as a separate installation. This lamp is 
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designed in six types, for various voltages, 
and consumes, on the mean voltage for 
cach respective type, 400 watts with a 
mean hemispherical illumination intensity 
of 800 candle-power and a primary power- 
factor of eighty-three per cent. 

A summary of the present installations 
of the Cooper Hewitt mercury vapor lamp 
indicates that it is being used successfully 
for the illumination of almost every con- 
ceivable character of interior industrial 
illumination. It has been found particu- 
larly adaptable to the illumination of 


Electricity Supply in Mar- 
seilles, France — The Bril- 
lanne-Villaneuve Hydro- 
electric Station. 


The Brillanne-Villaneuve hydroelectric 
station, which partly supplies Marseilles 
with electrical energy, is described by 
J. A. Montpellier in L’Electricien (Paris), 
August 22, for the benefit of electricians 
who will visit’ that city during the 
coming International Congress of Applied 
Electricity. The station is situated near 
the community of Brillanne, on the banks 
of the River Durance, from which water 
is taken at the rate of sixty cubic metres 
per second to a head reservoir through a 
canal starting eight kilometres above the 
station. From the head reservoir the 
water flows into five large sheet-steel pipes, 
cighty metres long and 2.70 metres in 
diameter, each one of which feeds one of 
the groups of generators. 


A sixth pipe, 


1.2 metres in diameter, feeds the turbine | 


The turbines are of 
the two-wheel Francis type, each installed 
in a separate water chamber, but all hav- 
ing one common discharge channel. They 
can generate 83,500 effective horse-power 
cach under a head of twenty-two metres 
at an angular velocity of 250 revolutions 
per minute. Each turbine is directly 
coupled to an alternator. The exciters 
are driven by Francis turbines of 250 
horse-power. 


driving the exciters. 


The station is to contain 
five generator units, of which four are 
at present in operation, The dynamos 
are three-phase alternators of 3,000 kilo- 
watts, furnishing a current of 7,500 volts 
and twenty-five periods a second, The 
exciter is a 200-kilowatt, direct-current 
machine giving 110 to 125 volts. On ac- 
count of the high tension adopted on the 
transmission line, 52,000 volts at the sta- 
tion, the transformers are installed in a 


ELECTRICAL REVIEW 


large areas where a high quality of light- 
ing is necessary for the carrying on of 


bad 


Fia. 4.—Coorer Hewitt Type “F” MERCURY 
VAPOR LAMP. 


processes requiring close inspection. One 
of the most recent successful invasions of 


separate building, which occupies a space 


of 1,100 square metres, while the gener- 
ating station occupies 1,000 square metres. 
Each alternator is connected by a paper 
insulated, lead-covered cable with three 
conductors to a group of three single- 
phase transformers, of a capacity of 900 
kilowatts each and a ratio of transforma- 
tion of one to four. By a triangle con- 
nection in the primary circuit and a star 
connection in the secondary they raise the 
tension between phases from 7,500 to 
52,000 volts. The transformers had to be 
constructed with particular care and re- 
quired special precautions for cooling. 
Their windings are immersed in oil and 
the oil is cooled by the circulation of cold 
water through a coiled pipe. Automatic 
devices indicate any abnormal rise of 
temperature in the oil at the station. The 
current from each group of transformers 
can be led to either one of two series of 
from which the 52,000-volt, 
three-phase transmission lines branch off 
and leave the building from special bays 


bus-bars, 


in which Wirt lightning arresters are in- 
stalled. All the high-tension circuits are 
controlled by special three-pole circuit- 
breakers, which are operated by small di- 
rect-current motors by means of cogs and 
levers, a double break taking place in oil 
and each phase being in a separate brick 
compartment. A 10,000-kilowatt current 
at 52,000 volts can be thus interrupted 
without deteriorating the contacts. The 
smal] motors operating the circuit-breakers 
can be controlled at will from the switch- 
board, and the circuit-breakers also open 
automatically when the current rises to a 
dangerous intensity. All the controlling, 
regulating and measuring instruments are 
placed on the main switchboard of the 
station. The safety of the attendants is 
insured by the fact that all of these appa- 
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this lamp is in silk-mill illumination. 
As far as the process of making silk is 
concerned, it is not so much a question in 
the mill of matching colors as it is of 
securing a uniform product and detecting 
at once any variation in the physical char- 
acter of the silk threads. The testimony 
of silk makers who have used this form 


-of illumination is to the effect that the 


peculiar quality of the mercury vapol 
lamp renders it very easy to detect any 


flaws which may develop in the textile 


during the process of manufacture. 


ratus, without exception, operate under 
110 to 125 volts, direct current being used 
for the motors actuating the circuit- 
breakers, and the alternating current be- 
ing reduced by tension and intensity trans- 
formers. Three high-tension transmission 
lines leave the station, going, respectively, 
to Allauch, Arles and Marseilles. The 
line supplying Marseilles is over 100 kilo- 
metres long and the tension of 52,000 
volts is the highest so far adopted in 
Surope. The plant has been in operation 
for over four months, so far without in- 
cident. All the machinery and apparatus 
have been supplied by the French Thom- 
son-Houston Company. 
—_—_--@=—_—__ 
The Empire State Gas and 
Electric Association. 

The annual meeting of the Empire State 
Gas and Electric Association will be held in 
the Engineering Societies Building, New 
York city, on October 7. Among the sub- 
jects to be discussed are the following: 
“Public Policy Work of the Association > 
“Standards for Gas Service and Standards 
for Electric Service, Taking as a Basis 
the Recent Rules of the Railroad Commis- 
sion of Wisconsin ;? “Taxation of Gas and 
Electric Companies in New York State, 
with a Report from the Taxation Com- 
mittee ;” “Insurance of Gas and Electric 
Stations;” “Review of the Decisions of 
the Public Service Commissions ;” “Elec- 
tric Meter Testing, with Report from the 
Meter Committee ;” “Accounting, with Re- 
port from the Accounting Committee ;” 
amendments to the constitution and by- 
laws, with a new schedule of annual dues; 
aftiliation with the American Gas Insti- 
tute and the National Electric Light As- 
sociation. 

The secretary of the association is 
Charles H. B. Chapin, 154 Nassau street, 
New York city. 


September 12, 1908 
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The New Westinghouse Nernst Lamp. 


N the 1907 “Electric Lighting and 
Illuminating Engineering Number” I 
presented to the readers of the ELEC- 

TRICAL REVIEW the commercial status of 
the Nernst lamp. In the interim we have 
witnessed great activity on the part of 
lamp manufacturers to improve the effi- 
ciency of the incandescent units. 

The Nernst lamp has kept pace with the 
demand for increase in economy. Great 
progress has been made during the past 
year in the application of the Nernst 
glower principle, and to-day I am prepared 
to outline some new features of Nernst 
lamp practice which, with the mechanical 
improvements embodied in the designs, 


h] 

n 1.—MULTIPLE-GLOWER WESTINGHOUSE 
NERNST FIXTURE LAMP WITH SQUARE 
CANOPY AND CRAIN. 


make the new Westinghouse Nernst lamps 
the most efficient and economical hghting 
system, as by their use the total cost of 
light (current plus upkeep) is reduced to 
the lowest point ever reached by incan- 
descent lighting units. 

The principle of the Nernst lamp is well 
understood by-this time. 

The incandescent body or glower is a 
non-conductor for electricity when cold 
but becomes a good conductor when heated 
and remains a current conductor by rea- 
Son of the energy dissipated in the fila- 
ment. 

The lamp body contains the parts for 
starting the glower and for current con- 
trol, the former being an electric heater 
with automatic cutout, the latter a small 
‘ron wire resistance mounted in a glass 


By Otto Foell. 


container, exhausted and then filled with 
an inert gas. 

When first introduced, four standard 
sizes of lamps were manufactured for 
operation on alternating current: a six- 
glower lamp, a three-glower lamp, a two- 
glower lamp and a single-glower lamp, 
varying in mean lower hemispherical effi- 
ciency from 1.64 watts per candle-power 
to 2.54 watts per candle-power, this effi- 
ciency data based on lamps equipped with 
alabaster or diffusing glassware. 

A little later the four-glower lamps were 
brought out to mect a want for a unit 
between the three and six-glower sizes. 

The bunching of glowers in parallel on 
one burner or holder created an incan- 
deseent unit which gave the lamp a wide 
field of usefulness, 

About a year ago the 110-watt Nernst 
was introduced. This unit marked one 
great step toward realizing a higher glower 
efficiency. Its general success led to the 
present perfection of a complete line of 
lamps. | 

Coincident with the marketing of the 
110-watt unit, the advent of the direct- 
current Nernst lamp was announced. 
These direct-current units are now used 
in large numbers and among the promi- 
nent installations I desire to mention the 
great store of Marshall Field & Company, 
in Chicago, where 12,000 units are em- 
ployed. 

It should be remembered that the 
glower, being a conductor with negative 
temperature coefficient, requires for cur- 
rent control a highly sensitive ballast re- 
sistance, and upon the ability of this re- 
sistance to perform its function properly 
depends to some extent the glower life 


performance. 


Users of the standard Nernst lamp are 
probably aware of the fact that imme- 
diately upon lighting the amount of light 
emitted is far in excess of the rated 
candle-power of the lamp. This is caused 
by an excess current flowing through the 
glower, the current gradually decreasing 
until the lamp attains normal operating 
temperature. 

In the new Westinghouse Nernst lamp 
a great improvement in electrical per- 
formance has been attained. That is, the 
individual life performance of the glower 
has been improved, ballast troubles have 
been reduced and the heater has been made 
of such proportions and such lasting quali- 
ties that a lamp once installed will need 


very little attention. The combination 
of these properties naturally results in a 
lower maintenance cost. 

The features just mentioned, even with- 
out improved efficiency, would make the 
Nernst lamp a very attractive commercial 
lighting proposition. We, however, did 
not stop in merely improving the electrical 
performance and reducing the mainte- 
nance cost, but succeeded in materially in- 
creasing the efficiency of the lamps. Hand 
in hand with these improvements there was 
an improvement in the mechanical ar- 
rangement of the different lamp parts, so 
that the Westinghouse Nernst lamp of to- 
day represents a unit of high efficiency, 


Fic. 2.—MuLTIPLE-GLOWER WESTINGHOUSE 
NERNST FIXTURE LaMp wira Rounp 
CANOPY. 


good electrical performance and low main- 
tenance cost. 

Before I go into a detailed description 
of the different Westinghouse Nernst 
units available for commercial use, I shall 
deal generally with the principles of cur- 
rent control in the lamb and their influ- 
ence on the performance of the glower. 

Since the current through a glower is 
controlled by the ballast, it naturally fol- 
lows that improvements in glower per- 
formance must begin in a better ballast 
performance. This may be accomplished 
by placing the ballast in a medium where 
its characteristic is not influenced by its 
surroundings. 

In the standard Nernst lamps the bal- 
lasts are bunched. Their heat is emitted 
and radiated into an enclosed housing, 
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tending to decrease the current capacity of 
the ballast. To offset this effect the bal- 
last was designed to take a current, when 
cold, far in excess of its normal operating 
current. Moreover, the question of sup- 
porting the resistance wire was not very 
well understood and material was used in 
the construction of the ballast which 
tended to further decrease its current-car- 
rying capacity. | 

In the Westinghouse Nernst lamps now 
available, this objectionable characteristic 
has been eliminated by so increasing the 
radiating surface of the ballast that the 
ballast characteristic is not influenced by 
its surroundings. The mechanical device 
consists of a number of phosphor-bronze 
pieces placed in a cooling cylinder and 
so formed that the contact surfaces firmly 
enclose the ballast. The heat liberated in 
the ballast is transmitted to the bronze 
pieces by contact, and from there it is 
radiated and conducted into the surround- 
ing air. 

The effect of this improvement in 
glower current control is readily noted im- 
mediately after lighting the Westinghouse 
Nernst units. 

Hand in hand with improved current 
control came the improvement of the 
glower proper. 

The glower of to-day is a radical de- 
parture from the glower used in the older 
lamps, both mechanically and in the com- 
position of its constituent parts. Me- 
chanically we have to-day a greatly im- 
proved terminal construction which reduces 
the terminal loss due to the Peltier effect 
approximately two-thirds. The result is a 
longer lighting length between terminals 
for a specific voltage. Moreover, a larger 
percentage of radioactive material is used 
in the glower, the properties of which have 
been recently established. Their addition 
to the glower mixture greatly increased the 
glower efficiency without materially in- 
creasing its operating temperature. 

The characteristics of the new glower 
are about ihe same as those of the old 
glower, with the exception that its candle- 
power performance during life is more 
constant, which means Nernst lamps with 
only slight candle-power depreciation. 

However, one feature not to be over- 
looked is the individual life performance 
of the new glower. Owing to their treat- 
ment during manufacture, glowers of old 
construction were more or less unreliable. 
While the average life performance of the 
glowers was all that was claimed for them, 
yet there were early failures. The new 
terminal successfully overcame this defect 
in the glower and failures during early life 
` should be few and far between. 


ELECTRICAL REVIEW 


The ballast employed in the Westing- 
house Nernst lamp is of rugged design. 
The iron resistance wire is enclosed in a 
bulb of increased diameter, so that an 
anchoring of the resistance wire other 
than on the terminals is unnecessary. 
These anchors, being metallic supports, 
have little heat capacity compared with the 
former porcelain dise anchor, and conse- 


Fie. 8.—Screw BURNER FOR WESTINGHOUSE 
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quently give the ballast very quick action ; 
that is, voltage variations of the circuits 
are immediately taken care of, thereby 
protecting the glower in the most sensitive 
way against possible overloads. On the 
other hand, the ballast itself is very well 
adapted to withstand voltage fluctuations 
without damaging it, a noteworthy and 
desirable feature. 

A mechanical detail to which I desire 


Fic, 4.—SInGLE-BURNER WESTINGHOUSE 
NERNST LAMP. 


to call attention is that all ballasts are 

equipped with a hayonet socket, making 
their replacement an easy matter. 
DESCRIPTION OF LAMPS. 

The mechanical construction of the 

multiple-glower lamp presents a har- 

monious design, embodying simplicity and 
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compactness. Unsightly exposed termi- 
nals are done away with and in their stead 
the insulating hook is provided with an 
opening through which the service wires 
enter the top of the lamp housing and 
terminate in two enclosed binding posts. 

This construction makes it possible to 
use the lamp in connection with fixture 
work by substituting a special fixture 
nipple for the standard insulating hook. 
Fixture lamps are illustrated in Figs. 1 
and 2. 

Extending from the terminal construc- 
tion is a tubing to which, by means of 
screws and washers, is fastened the middle 
part of the housing, containing the ballast 
coolers. Sliding up and down inside the 
tubing is a brass rod serving to support 
the lower part of the lamp body, includ- 
ing the ballast plate, contact plate for 
holder and globe-holder ring. — 

The sliding inner post is provided with 
a steel stop engaging in a slit of the tub- 
ing, serving to lock the two parts of the 
housing together by means of a hooking 
catch, which may be operated by the lever 
provided in the middle part of the hous- 
ing. 

This construction affords an easy access 
to the ballasts, as the latter are arranged 
to drop with the lamp body when it is 
lowered. 

The cutouts are below the ballast porce- 
lain and electrical connection between 
the terminals, and the ballast plate is 
made by means of a brass rod and brass 
tubing, the latter sliding up and down 
with the lower part of the lamp, insuring 
electrical connection at all times. 

The alternating-current Westinghouse 
Nernst lamps are provided with two cut- 
outs, one located in each side of the serv- 
ice line. The direct-current, multiple- 
glower Westinghouse Nernst lamps have 
one cutout only, opening the heater cir- 
cuit at the positive side of the supply cir- 
cult. 

The part of the lamp body containing 
electrical connections is fastened to the 
lower lamp housing by means of an ac- 
cessible nut. This housing is arranged 
in such a way that it leaves insulated 
openings for the insertion of the holder. 

The petticoat of the lamps, which serves 
at the same time as a globe-holding device, 
is composed of two main parts, an inside 
and an outside shell, which are of different 
diameters and arranged like two concen- 
tric rings, one inside the other, thus pro- 
viding an opening for ventilation. The 
air for ventilating is drawn into the in- 
side of the lamp housing through this 
opening and through the ornamental open- 
ings in the petticoat and leaves the lamp, 
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after passing through the ballast coolers, 
through the outlets provided in the top 
part of the lamp housing. 

The device for holding the globe to the 
lamp housing is similar in construction 
to the globe holder used in the arc lamp. 
It consists of a phosphor-bronze band 
which is fastened to the globe by means 
of screws. From this band two lips pro- 
trude which engage with properly shaped 
wire rings on the lamp body. The latter 
are pivoted eccentrically in movable stamp- 
ings, which when moved simultaneously 
toward the lamp housing draw up the 
globe and hold it firmly in place. When 
lowering the globe, one lip of the globe 
band is easily disengaged, the globe swings 
freely on the other, thus giving ready 
access to the holder and facilitating rapid 
maintenance. 

The holder of the Westinghouse mul- 
tiple-glower units presents a radical 
change in design. The old two-piece 
porcelain holder is replaced by a one-piece 
holder base, to which are attached contact 
prongs as shown in Fig. 7. Two prongs 
are brought through the holder base and 
are secured in such a manner that they 
lie in a plane parallel to the glowers and 
at right angles to them. The use of two 
or more heater tubes is superseded by a 
wafer heater, a heater consisting of a small 
platinum-wound rod, which in turn is 
coated with refractory cement and bent 
into the form of a wafer, from which the 
heater obtains its name. The wafer is 
mounted securely to a flat porcelain. This 
porcelain is provided with contact sleeves, 
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which engage with the heater prongs on 
the holder, holding it firmly by friction 
and at the same time making electrical 
connection. This design simplifies main- 
tenance to a great extent as it allows the 
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removal of the heater without disturbing 
the glowers, a feature which was not pos- 
sible with the old-type holders. It is evi- 
dent that such a holder means decreased 


Fie. 5.—FIXTURE FOR SINGLE-GLOWER WEST- 
INGHOUSE NERNST LAMP. 


cost of maintenance, a saving being made 
in both labor and material. 

The various sizes of single-glower lamps 
are of the Edison base type, very similar 
in construction to the new popular 110- 
watt unit, but present a radical change in 


the method of maintenance, which is 


simple in the extreme. 

In the bottom of the lamp housing is 
found a screw receptacle in place of the 
prongs formerly used in connection with 
the “push-type” holder. 

The present holder consists of a glower 


and wafer mounted on a small porcelain 


with a screw base and provided with three 
contacts, the centre one of which is a pin. 
This renewal is popularly termed the 
“screw burner.” See Fig. 3. 

By an assortment of diameters and 
lengths of the contact pin, it is impossible 
to insert any other than the proper holder 
in the lamp body, thereby insuring the 
consumer against troubles incident to con- 
fusion from lamps of various voltages and 
current capacities. | | 

The holder can be supplied with or 
without glassware of various sizes and 
density. This type of renewal will supply 
the popular demand for a high-efficiency 
incandescent lamp so rugged in its design 
that systems can be maintained by any 
one, and the renewals safely shipped by 
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freight, ‘mail or express. Fig. 4 shows 
the general appearance of the lamp. 

The value of any lighting system does 
not depend, however, on its efficiency 
alone, but due consideration must be given 
to the cost of its maintenance. All other 
factors, such as life, being equal, a system 
having an efficiency for the same candle- 
power delivered may be preferable on ac- 
count of its low maintenance cost, which 
may be so low that the increased cost of 
current consumed is more than offset by 
its lower maintenance cost. 

The new Westinghouse Nernst lamp, 
which combines the highest efficiency (and 
with a daylight quality of light) with 
lowest maintenance, I believe, has no 
equal to-day in artificial lighting. 


EFFICIENCY AND MAINTENANCE. 

The efficiency of any lighting system 1s 
best expressed by the horizontal intensity 
of illumination produced by its light 
sources when suspended at a specified 
height above the test plane. That is, only 
light sent out by a lamp in a downward 
direction or its mean lower hemispherical 
candle-power can be considered. There- 
fore all figures for efficiency given below 
express the economy of the Westinghouse 
Nernst lamps in watts per mean hemi- 


spherical candle-power. 


All holders for the new Westinghouse 
Nernst unit are designed along the same 
principles as have been consistently advo- 
cated by the Nernst Lamp Company since 
the advent of the Nernst lamp, namely, to 
give a downward distribution, with as 


Fia. 7.— WESTINGHOUSE NERNST MULTIPLE- 
GLOWER WAFER HEATER HOLDER. 


little light in the upper hemisphere as 
possible. 

Consequently the glowers are arranged 
horizontally below the heater, thereby 
throwing almost the entire flux of light 
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downward from the glower in the useful 
plane. 

Fig. 6 gives the light distribution from 
a 132-watt direct-current type Westing- 
house Nernst lamp equipped with clear 
glassware. This curve represents the 
average result of a number of holders and 
should be considered typical for this unit. 
The mean lower hemispherical candle- 
power is equal to 114.8 the corresponding 
efficiency being 1.2 watts per candle- 
power. 

In comparing these figures with the 
data published for the old type two-glower 
lamp, it will be noted that the efficiency 
is increased from 2.05 watts per candle- 
power to 1.2 per candle-power, or a gain 
in light of forty-one and one-half per 
cent for equal energy consumed. 

The efficiency per mean lower hemi- 
spherical candle-power of this unit is 1.07 
watts, which is equal to 516 mean lower 
hemispherical candle-power. It will be 
noted that this unit is not only the largest 
incandescent unit on the market, but in 
every respect it delivers the most light for 
the energy consumed. 

The distribution is ideal, especially for 


The Iuminating 


66 N simon of some sort,’ says 
Symonds, “underlie all judg- 
ments.” By notions he means 

the organization of personality peculiar 
to each individual. This organization of 
the personal self determines the form of 
the active judging attitude we take toward 
experience. No two minds will perceive 
objects in the same way, unless the stock 
of “funded” truths which each possesses 
is each for each alike. New ideas can 
never be accepted as true unless the pres- 
ent organized facts of knowledge can be 
readjusted to make place for the new 
thought. This fact is at once the safe- 
guard and the danger of society. We can 
live together in peace only in so far as the 
presuppositions of our beliefs are com- 
mon, while, on the other hand, unless 
there is some diversity of attitude there 
can be no development and no advance- 
ment. 

There will be, then, certain basic com- 
mon attitudes—the attitudes we adopt 
toward justice, liberty, and morality for 
instance—which will form the substratum 
of the basis upon which the larger groups 
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large interiors with high ceilings. A five- 
glower, 660-watt Nernst unit will also be 
placed on the market this year, having a 
still greater efficiency. 

The figures for efficiency are somewhat 
modified when lamps are used with diffus- 
ing glassware. The latter case is the rule 
rather than the exception. I have given 
the efficiency figures for clear glassware 
to show what is possible with the new 
Westinghouse Nernst units and to estab- 
lish a basis of comparison with other in- 
candescent lamps. 

A series of tests has been made to de- 
termine the visible spectrum of the glower 
when the light is passing through differ- 
ent opalescent globes. The combined ef- 
forts of the glass manufacturers and the 
Nernst Lamp Company laboratory re- 
sulted in an alabaster globe being adopted 
as standard, which gives a well-diffused 
light with the least loss in efficiency. 

The light absorption in the special 
Nernst globe is about fourteen per cent. 
The character of the distribution curves 
is not changed materially, that is, the 
light emitted from a Westinghouse Nernst 
unit is decreased in the different vertical 
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of society are founded. Above these 
fundamentals society will be found to 
break up into smaller and smaller sub- 
groups until the essentially personal at- 
titude of the individual is reached. The 
active Judging attitude of each group will 
determine the perspective in which reality 
is seen and will determine the aspects of 
reality that go to make up the world of 
knowledge common to the group. The 
validity of judgments is determined by 
whether or no the activity subsequent to 
and founded upon the judgment brings 
experience that fits into the world of 
knowledge, or the presuppositions which 
determine the judgment, and not upon 
whether or no this experience fits into 
some other scheme of knowledge foreign 
to the judgment. When such experience 
does fit, we say that the judgment is a 
true judgment. Truth is a meaning that 
attaches to the result of a valid judgment 
per se. 

It then follows that attitudes can not be 
judged with relation to some form of 
funded knowledge that. does not give rise 
to them, except and only in so far as the 
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angles about fourteen per cent when 
equipped with diffusing glass as com- 


pared with clear globes. 


In conclusion I want to say that the 
invention of the Nernst glower stimulated 
activity in all directions and to-day we 
have a number of incandescent lamps, of 
various efficiencies. While all the latter 
lamps are vacuum lamps and depend on a 
good vacuum for life performance, the 
distinct advantage of the Nernst glower 
lies in the fact that it is operative in the 
open air. It can be readily understood 
that such a principle must be the basis of 
all future developments in high-efficiency 
lamps. 

The screw burner principle makes it 
possible to obtain very artistic and de- 
sirable combinations, also permitting the 
operation of the burners in any position. 

To meet the demand for artistic fix- 
tures the Nernst Lamp Company has de- 
veloped a line of Westinghouse Nernst 
fixtures, which are available for alternat- 
ing current or direct current, 110 or 220 
volts. Fig. 5 illustrates one of the stand- 
ard fixtures now ready for the market. 
It may be used with sixty-six, eighty- 
eight, 110 or 132-watt units. 


Engineer as an Architectural Critic. 


basis of the judgment is common to both 
attitudes, namely, the attitude judged and 
the attitude giving rise to the judgment. 

Society is grouped, then, according to 
the attitudes toward experience common 
to the individuals forming the group. 
Thus scientists possess in common one at- 
titude toward experience, engineers possess 
another, artists possess a third, mathe- 
maticians possess a fourth. Each deals 
largely with the same experience, yet each 
isolates and selects certain aspects of this 
common experience and judges it accord- 
ing to his own light. All these various 
aspects are equally real, and the judg- 
ments dealing with each aspect, in so far 
as they result in co-ordinated knowledge, 
are equally true. The engincer can not 
say of the artist that his judgments are 
bad, because their results do not “gee” 
with the engineer’s presuppositions, nor 
can the scientist claim all truth as par- 
ticularly his because the truths of other 
men’s worlds are not the truths of his 
world. 

I think that ignorance of or failure to 
realize the importance of these facts is 


September 12, 1908 


at the basis of much of the inadequate and 
mistaken criticisms that have been made 
both by architects and engineers, one of 
the other. In some cases there sems to be 
on both sides a failure to recognize the 
meaning and intent of activity. The 
architect. “has it in” for the engineer, so 
to sneak, hecause the engineer does not 
appreciate the importance of mecting the 
conditions that the design imposes, while, 
on the other hand, the engineer “cusses 
out” the architect for interfering with the 
working out of his pet formula for efti- 
ciency. The cause of this state of affairs 
is due largely to an unfortunate over- 
specialization in education. But the edu- 
cation of the architect is necessarily some- 
what broader than that of the engineer 
and his “fund of knowledge” is usually of 
sufficient scope to enable him to under- 
stand the means whereby the engineer ar- 
rives at his conclusion, whereas to the 
engineer there is usually something so in- 
exact and “unreal” about art that he is 
prone to assume offhand that the æsthetie 
qualities of the design are of relatively 
little utilitv; or if the engineer docs 
possess any artistic appreciation of the 
value of beauty he often tries to formulate 
his esthetic judgments in the same way 
that his professional judgments are de- 
veloped. In other words, he tries to re- 
duce the facts of the esthetic world to 
a system of scientific truths. The result 
is quite as logical as an attempt to organ- 
ize the facts of the scientific world by 
the method of the esthetic judgment. Of 
course we do not mean by this that the 
development and meaning of art and the 
wsthetic consciousness can not he made 
the subjects of rigorous analysis. But 
there is every difference possible between 
describing the processes of art in definite 
laws, and evaluating the results of the 
operations of these laws. To attempt to 
define one in terms of the other is to 
Violate a fundamental canon of logic. 
The necessary broadness of the archi- 
tects training sometimes places him in a 
position where he can judge the relative 
importance of the various factors in the 
construction of a building, whereas often 
the engineer is only able to realize the im- 
portance of what he himself desires to do. 
This has resulted in a disposition on the 
part of the architect to criticize where 
sometimes his criticism is unjust. A 
further result of this situation is that the 
co-operation of the engineer has been 
foreed upon the architect rather than that 
the assistance of the engineer has been 
accepted as an unquestioned necessity. 
Any behavior on the part of the engi- 


ELECTRICAL REVIEW 


necr that tends to widen rather than 
heal this breach is unfortunate, and I 
propose to devote the remainder of this 
paper to pointing out certain mistakes in 
criticism which have been made by those 
who stand as representing the profession 
of illuminating engineers. 

The situation, as I see it, is this: The 
illuminating engineer is seeking the op- 
portunity to apply scientific principles to 
artificial illumination. He claims, and 
his claim is doubtless just, that since the 
old empirical methods of heating, sanita- 
tion and structural design have been re- 
duced to general wide principles applica- 
ble to all cases, the same methods should 
be emploved in designing lighting ar- 
rangements. He must remember, how- 
ever, that in almost every case the heat- 
ing and the structural engineer do not 
attempt to dictate to the architeet how his 
building should be designed in order that 
their apparatus may be as economical and 
as inexpensive as possible. On the con- 
trary, these experts take the plans as they 
come and lav out their work to fit the 
building as designed, except in, rare cases 
where the design is such that the condi- 
tions can not be met without exorbitant 
expense; in which case there is usually 
found some solution satisfactory to both 
parties. The heating expert does not de- 
mand thať iron-pipe coils shall be used 
in every case simply because iron pipe is 
the most efficient radiating surface known, 
nor does he demand that radiators shall 
be located only thus and so, and that 
thev shall never be concealed because con- 
cealing them hides their true nature and 
lowers their efficiency between twenty-five 
and thirty per cent. Furthermore, he 
agrees with the architect that radiators 
and registers are at the best unsightly 
and should be made as inconspicuous as 
is possible, or else their design should be 
such that they will, as far as posible, tone 
in with the environment and become in 
appearance at least a part of the archi- 
tectural treatment. 

The structural engineer does not insist 
that false steel work shall never be used 
solely for arehitectural effects, or purely 
for supporting decorations, nor does he 
attempt to criticize the architect for doing 
all he can to hide his essentially me- 
chanical structure. Neither does he say 
to the architect that he, the architect, does 
not know his business because he does not 
make his design illustrate the method of 
construction. On the contrary he admits 
that such things form no part of his 
business, and if he thinks of it at all, he 
probably admits that the architect knows 
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what he wants and knows how to obtain if. 
Fhe illuminating engineer, on the other 
hand, has taken upon himself, officially at 
least, the duties of a general architectural 
critic. In which he may be justified if 
he feels that way, and considers himself 
fitted to undertake the task. It seems, 
however, that he would exhibit better 
judgment if he presented himself as a 
critic under the proper auspices. It is a 
little hard to expect a man to co-operate 
with vou if you slap his face at every 
opportunity. Furthermore, it seems to be 
the duty of the critic to appreciate and 
evaluate the object of his criticism from 
the viewpoint of the social group to which 


the individual belongs who created it. It 


is as senseless to criticize a lighting fix- 
ture solely on the basis of its qualities 
as a light-giving source, as it would be to 
criticize a building solely as a means of 
furnishing shelter. The lighting fixture 
has to give light, it is true, and also it is 
primarily a lighting fixture; but that is 
not all it is by anv means. From the 
designer's viewpoint it must possess his 
conception of beauty and he is often quite 
at a loss to find some way of giving even 
some semblance of beauty to the very me- 
chanical requirements that the scientist 
has imposed upon him. 

There seems to be a prevalent idea that 
true criticism is destructive and not con- 
structive. This assumption. however, 
fails to properly account for the attitude 
from which the criticism is made. 
Criticism must be founded upon some 
basis of knowledge, and it scems impos- 
sible that criticism is not a matter of 
comparison between what is and the ideal 
construction of what ought to be. To 
know what is wrong it seems that the 
eritic must, ipso facto, know what is right, 
and if one assumes the duty of critic he 
must be prepared either to present his rea- 
sons or to be completely misunderstood. 
Nor is criticism a mere cataloguing of 
faults, for the eritic, qua critic, assumes 
a position which he thinks is higher and 
more thoroughgoing than the position of 
that which he If he is an 
architectural critic he assumes that he 
knows more about the meaning and intent 
of architecture than the architect himself. 
But the knowledge on which his critical 
judgment is formed must be architectural 
knowledge, and not mere knowledge of 
the history and development of the forms 
of construction used in architecture. If 
he thinks that architecture is principally 
a matter of construction, then he is wo- 
fully in error. As a matter of fact, in 


criticizes, 
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architecture the emphasis is always on the 
form rather than on its construction. 

One may agree substantially with a 
theory of æsthetics based upon the develop- 
ment and meaning of the objective aspect 
of art. But when this theory is used as a 
basis for criticism of the solely subjective 
quality of beauty it is time to call a halt. 
No amount of study as to how things 
have come to be as they are can tell us 
altogether why we consider them beautiful 
or not. The how of things is probably far 
more dependent on the why than we are 
at first blush disposed to imagine. 

The engineer is fully within his rights 
in criticizing objects from his viewpoint; 
but he should not criticize them for meet- 
ing some other requirements at the same 
time. He should appreciate the fact that 
the relative importance of requirements 
placed upon the object from viewpoints 
other than his may require and make 
necessary some modification of his. own 
demands. 


The Position 


ERHAPS at no previous period of 
the electric lighting industry have 
engineers been in the midst of such 

changes and uncertainties as they are at 
the present time, yet notwithstanding this 
circumstance there is a very decided ring 
of optimism in the remarks of those who 
attempt to foretell the future. 

It has been recognized that gas engi- 
neers have already passed through ex- 
periences very similar to those of the 
electric lighting engineer and manager 
to-day—indeed, are still so passing. A 
very striking speech to this effect was de- 
livered only a few days ago at the meeting 
of perhaps the largest gas supply authori- 
ties in England, and because the writer 
believes it to be of interest to electrical 
readers he quotes it below. It will be 
observed that with only a very slight 
variation in one or two particulars it 
represents the position of electrical light- 
ing as accurately as it does that of gas 
illumination: 

“The diminished sale was fully ac- 
counted for by climatic conditions, while 
ihe substitution of new lamps for old, of 
methods of burning which were increas- 
ingly economical from year to year, had 
added to the volume of light while enor- 
mously reducing the quantity of gas 
needed to produce it. One comparatively 
gmall railway station liad reduced its con- 
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If the illuminating engineer criticized 
lighting fixtures only, and only as ful- 
filling or not fulfilling engineering re- 
quirements, the architect would have no 
complaint to make. But the engineer as 
engineer has been emphatic in his opinion 
as to the artistic value of many lighting 
installations, and, not satisfied with this, 
he has extended his criticisms to archi- 
tectural treatment in general. 

We find his printed opinion that certain 
works of some of our most famous archi- 
tects are monstrosities, and others are 
in bad taste; that the modern architect 
is a mere copyist and compiler. We are 
told that the famous Hall of Mirrors in 
the Palace of Versailles is archaic in com- 
parison with many a café along “The 
Great White Way”—that, since diamonds 
are always in good form (!) therefore, 
the faceted or prismatic glass pendent is 
equally beautiful and appropriate, no mat- 
ter what particular period the furnishings 
or decorations may be in. Oh, shade of 
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John Stuart Mill; Oh, memories of Can- 
terbury! We hear that fixture designers 
often make the mistake of considering 
themselves artists, and that since the 
lamps and their accessories weigh be a few 
pounds, it is senseless to support them by 
a structure that in itself weighs many 
times more. 

I do not mean to say that there 
may not be very good reasons for these, 
and many similar statements, for the per- 
centage of men engaged in the archi- 
tectural profession who are little fitted 
to cope with their responsibilities is prob- 
ably not very different from the relative 
number of engineers in a similar position. 

Concluding these remarks, is it any 
wonder that instead of accepting the illu- 


minating engineer at his real worth, the 
architect says that he does not know what 
he is talking about? The attitude that 
the illuminating engineer seems to have 
taken has undoubtedly retarded the de- 


. velopment of the profession and it will 


continue to do so for some time to come. 


of Electric Lighting in England. 


By Albert H. Bridge. 


sumption in this way by 3,000,000 cubic 
feet, and a city warehouse by very nearly 
the same amount, and these were only 
types of thousands throughout the com- 
pany’s district. They welcomed every im- 
provement in this direction, but the im- 
mediate effect was to curtail the company’s 
business. The simple inverted incandes- 
cent burners gave a light eight times 
better than good flat-flame burners, or in 
other words the same light could now be 
obtained from 1,000 cubic feet which 
would have required 8,000 a few years 
ago. With gas used at high pressure the 
increase was not eight times, but twenty 
times.” 

One of our illuminating experts, Leon 
Gaster, has gone so far as to suggest the 
idea that the severity of the competition 
between gas and electricity might be 
eased, or put an end to altogether, by the 
adoption of some mutual limitation of 
spheres of work. There is something 
Utopian in the idea; no one can say 
that any prospect of such an arrange- 
ment has appeared on the horizon, and few 
things seem to the writer less within the 
realm of probability. In the midst of 
metal filament-lamp prophesies and hopes, 
however, it were unwise to attempt to 
indicate what the effects of the most recent 
electrical advance may be even upon gas 
authoritics in the course of a few years. 


British gas interests have developed a 
fighting spirit of enterprise which they 
did not possess in presence of a weaker 
rival and electrical interests are gradu- 
ally becoming more enterprising too, but 
their desire is to hold the hand until 
they see which way the metal-filament cat 
jumps in their stations. 

At St. Pancras the electricity depart- 
ment recently stated that the one thing 
that stood in the way of the small con- 
sumer was the cost of wiring and fitting. 
Some students of the situation urge the 
sanctioning of cheaper and more simpli- 
fied wiring systems, a greater freedom 
from onerous restrictions, and some even 
go so far as to advocate free wiring of 
all consumers’ premises by the under- 
takers. In England, where gas authorities 
have been so long at work, enabling them 
to secure so firm a hold upon the small 
consumer, it is, of course, imperative that 
it must be made as easy and cheap to 
change over as reasonable safety will per- 
mit. The extreme competition among 
electrical contracting firms is doing much 
to keep down the price, and to raise the 
indignation of organized contractors, and . 
it may be bringing down the quality of 
the work installed. 

Many of our electric lighting authorities 
have but touched the fringe of the busi- 
ness so far as the private lighting small 
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consumer is concerned. A number of 
them have conducted experiments to watch 
the value of supply to small property. 
One of the latest steps in this direction 
is announced from Swansea, where some 
workmen’s dwellings which are being built 
on the hollow-concrete-block plan are be- 
ing wired, giving the tenants the option 
of slot meters, calibrated for six pence per 
unit. Some other authorities, who have 
incurred outlays of a somewhat similar 
kind, are being hauled over the coals by 
critics because the incoming tenants in 
the small property so wired have not 
thought it worth while to avail themselves 
of the supply at the price per unit charged, 
in spite of the fact that the wires and 
lamps are in position awaiting their use. 

How far publicity campaigns can be 
relied upon for bringing in new con- 
sumers of the smaller class is a very 
questionable matter. Indeed, aggressive 
campaigns of this kind are not welcomed 
in England, either by lighting authorities 
or by lighting consumers. There is a 
more promising scope for them just at 
present in the power field, but even there 
the Britisher is a delicate subject who re- 
quires skilful, diplomatic handling. He is 
not tc be netted by any kind of literature 
that tells him that he is an ignoramus or 
a fool, or that in sticking to old methods 
he is doing foolishly. A fool he may be, 
and may know it, too, but he is the more 
likely to continue foolishly if he be told 
that he is so by the man who is seeking to 
profit by his turning over a new leaf. 

The coming of the metal-filament lamp, 
however, gives one of the best chances for 
publicity pamphleteering, for it is by some 
such means that the pounds, shillings 
and pence side of this lamp is going to be 
fully and speedily appreciated by the 
prescnt small consumer of gas. Some 
central station men have shown no over- 
weening anxiety to boom metal lamps, for 
obvious reasons, but none of them would 
favor 4 continuance of that policy for 
long. If the new lamps are going to re- 
duce the cost of electric lighting to the 
small consumer so that he can adopt it 
without an increase in his quarterly bill, 
it can not fail to bring about an enormous 
amount of additional mains-laying and 
liouse-service work, for few English 
lighting authorities have more than 
touched the fringe of the business that he 
represents. Very large numbers of streets 
in which mains are not yet laid comprise, 
for the greater part, small-class property 
where gas-pipes and fittings are installed, 
where a gas stove is in vogue for cooking 
Purposes, and where, if electricity were 
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adopted for lighting, the gas stove would 
still be required, as electric heating and 
cooking are regarded as a luxury. 

With this class of consumer it is al- 
most solely a matter of pounds, shillings 
and pence; convenience, cleanliness, 
greater healthiness and all that are in 
many cases matters that, short-sightedly, 
of course, they do not care a brass farthing 
about. As to the standard of illumination 
being raised, they have the incandescent 
gas mantle and there is no good in blink- 
ing the fact that it seems to answer their 
purpose, so that it must be more the argu- 
ment of cost than any other that will 
appeal io them. 

Only a comparatively small proportion 
of these people are the owners of the 
houses in which they live and they will 
not run to the cost of installing electric 
light into premises which, either perforce 
or by choice, they may vacate in a very 
short time. So the landlord is frequently 
the person to bring persuasive pressure 
upon. But apart from the cost of in- 
stallation, which is a very considerable ob- 
stacle, there is that quarterly account 
which is a far more impressive difficulty. 

The foregoing comments relate to prop- 
erty which has stood for from twenty to 
forty years or more. To-day builders of a 
great deal of new property are wise enough 
to wire straight away, so that the tenant is 
not concerned with the cost of installation ; 
the gas stove is hired from the gas com- 
pany. The electrical contractor gets a 
hint that new buildings are to be erected, 
and he is on the scent if the premises are 
to be reasonably near to the supply mains; 
if the builder or architect happen to be 
undecided as to illuminating arrange- 
ments he is compelled to give full thought 
to electricity by the attentions received 
from the aforesaid contractor. No doubt 
many a new electricity consumer is being 
secured in this way. 

.It is becoming patent that it is impera- 
tively necessary that there must be the 
utmost simplification of charges and sup- 
ply arrangements to help in the forward 
movement, as W. M. Mordey, the presi- 
dent of the Institution of Electrical En- 
gineers, has lately remarked. At Maryle- 
bone some very plain advice has been 
given concerning the necessity for exercis- 
ing great care at the present time lest in- 
discreet changes in the matter of charges 
for energy should disturb relations with 
existing consumers. The fact is that while 
engineers are awaiting the effect of the 
use of the new lamps they can not afford 
to lose a single customer. Systems which 
are dependent mainly—or to any very 
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large extent—upon lighting, are reckon- 


- ing upon a decreased rate of increase in 


units sold, and some will be satisfied if 
there is not an actual decrease in output, 
but the full effect will not be felt all at 
once, and by the time it is making any 
very deep impression the existence of the 
“wire” lamps and their economy will have 
become more common knowledge among 
potential smaller consumers, while we may 
also hope that the initial cost of the lamps 
will fall so as to give a compensating im- 
petus. | 

The lamp makers are proceeding with 
their arrangements for the manufacture 
of the new lamps on a large scale in Eng- 
land, but until the completion of factory 
equipment for this purpose large numbers 
are being imported from the Continent. 
The lamp makers are, of course, display- 
ing considerable energy in pushing the 
sale, and the testimonials that they have 
received and are publishing from con- 
sumers, are eloquent concerning the econ- 
omy in their bills for energy. In one case 
a consumer states that in his premises 
he is doing for £16 per quarter what for- 
merly cost him £56; and numerous others 
produce returns showing an actual econ- 
omy of fifty per cent in their payments, 
with a superior illuminating effect. There 
may be exceptional cases, such as one the 
writer learned of recently, where the light- 
ing cost comes out at a higher figure, but 
other circumstances than the lamp itself 
must have been to blame, although com- 
plaints as to breakage are pretty frequent. 
Their extra liability to breakage in transit, 
perhaps due to inefficient packing, is also 
occasionally referred to, but these can have 
little force against the tide that is begin- 
ning to flow in metal lamp favor. 

One of the outstanding features of Brit- 
ish electric lighting business at the present 
time is the slackness of orders for new 
generating plant. Very few new public 
supply systems have been set up during 
the last year or two, for reasons that need 
not here be stated, and the engineers of 
some of the existing installations are 
nervously holding their hands in the mat- 
ter of extensions to plant. It was recently 
stated at Hull that before making par- 
ticular advance of this description the 
corporation awaited experience in regard 
to the effect of the new lamps. It is safe 
to say that many other engineers are seek- 
ing guidance in the same way. Mr. Tal- 
bot, in his presidential address to the 
Municipal Electrical Association a few 
months ago, remarked that the electrical 
plant supply would feel the effect, and he 
is proving to be correct. But the munic- 
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ipal authorities and companies who sell 
electricity are also feeling the effect upon 
their finances, Already the price of elec- 
tricity has been forced down to too low a 
figure for reasonable profit to be earned 
upon its sale, and reduced cousumption 
has in some places led to suggestions for 
raising the charges to the consumer who 
uses the new lamps. This course meets 
with little approval. Some authorities 
will be helped this vear to bear the loss ef 
revenue by the reduced cost of their coal 
bills, which last vear were exceptionally 
heavy, and when comparisons have to be 
made this factor will require attention. 
The attitude of the investor who has put 
his money into electric lighting companies 
seems to be one best 
picious hesitation. 


described as sus- 
The new lamps can 
not be an immediate dividend-earner, so 
they do not lend strength to market prices 
of shares; they may raise values in vears 
to come, but it is only the shareholder who 
means to hold on who cares much about 
the future. It had been thought that after 
so many blows received in recent years 
electrice lighting investments were due to 
take an upward turn, but it seems that it 
is this nervousness regarding the metal 
lamps that stays the movement. So that 
the financial position of electric lighting 
business in England just now, whether 
municipal or private, is not all that one 
could desire. Municipalities in some 
towns have become wearv of carrying an 
electric lighting undertaking round their 
necks, and are inclined to receive atfection- 
ately the financier who makes an offer 
from a company. One of the most amus- 
ing and instructive commentaries that 
could be passed upon municipal electrical 
enterprise, and its changing moods and 
fancies because of changing councillors, is 
recorded at Bath. Here many vears ago 
a company obtained powers and supplied 
the town, but it was everlastingly heckled 
and persecuted by the corporation until 
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at last it sold to the latter body. It has 
had its run, with the city rates carrying 
the burden, and has just entered into con- 
tracts with private parties, who will buy 
the undertaking and work it through a 
company ! 

Reverting to the question of simplifica- 
tion of charging systems, it is clear that 
the maxiaum-demand system is going 
more and more out of favor. It is out of 
favor with the consumer because what he 
wants js something that he can under- 
stand without an effort, and a flat rate, 
however inequitable it may be thought in 
some cases. seems to give him less room 
for harboring a suspicion that he is being 
“done.” It is out of favor with the en- 
gincer because so much depends upon his 
being able to satisfy his consumer, Some 
engineers are advocating the “contract- 
demand”? system, one of whose points 
would be the equalization of quarterly 
bills—which might or might not avoid 
complaints. But space docs not permit 
of a disquisition on charging in this article 
—it is sufficient to indicate that the whole 
subject 1s in process of development. 

One of the satisfactory effects of the 
lamps so far has been the increased atten- 
tion that has been devoted to isolated in 
stallations for sinaller country houses, 
hotels, and so forth, on account of the les- 
sened cost of plants consequent upon the 
increased illuminating power from a given 
energy consumption, 

A matter in connection with interior 
illumination that has received more atten- 
tion on vour side of the Atlantic than on 
this is the part that may be plaved by 
huninating engineers in the improve- 
ment of existing installations by effecting 
a better distribution of a consumers 
lamps, and so on. Undoubtedly there is a 
good deal of useful work to be done in 
this direction, reducing waste and increas- 
ing satisfaction with electricity as a light- 


Ine agent, but there are wanting indica- 
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tions of a burning anxiety on the part 
of owners to engage a specialist of this 
class. 

Progress is now being made very satis- 
factorily with electricity for street light- 
The 
effects of the improvements introduced by 
the inventor and the lamp maker are very 
plainly apparent in this department. The 
innumerable types of flame are lamps, the 
Nernst and tungsten lamps, are aiding the 
electrical engineer in making an advance, 
and an examination of the most recently 
compiled statistics shows that these are 
all having a pretty extensive trial in dif- 
ferent cities. We do not go in for many 
thousands of are lamps in a town yet, as 
vou do, but a number of smal] places count 
their Nernst and flame lamps by some 
hundreds, while the metal-filament lamps 
are being very extensively employed for 
experimental purposes, and if they pass 
through the ordeal well, publie electric 
lighting in England will advance far more 
rapidly than it has done. Engineers are, 
of course, feeling their way in the matter 
at present. At Colchester, for instance, 
Nernst lamps are being replaced by 
Osrams as street lamp renewals become 
necessary. At Brighton some hundreds of 
street lamps have been changed over to 
metal filaments. 

By far the finest object lesson that the 
public has ever had in this country in 
illumination systems is that to be seen at 
the Franco-British Exhibition in London. 
Both gas and electricity are well repre- 
sented in the lighting of different parts 
of the grounds—the court of honor has a 
fine electrical display by are lamps, and 
the electric illuminating effects generally 
are making a good impression upon the 
publie mind. Then inside the machinery 
hall model houses fitted up respectively 
by the gas and electrie lighting authorities 
are to be found, and the visitor has an 


admirable opportunity of comparing the 
merits of the two systems, 


ing and open spaces generally. 


The Illuminating Engineer. 


By Albert J. Marshall, Chief Engineer, Bureau of Illuminating Engineering. 


HE illuminating engineer and the 
principles which he is advancing 
are receiving, at this time, more of 

the careful thought and attention of 
architects, engineers, central station and 
was men than ever before. This recog- 
nition has been brought about through the 
fact that the competent illuminating en- 
eineer has been able to demonstrate that 


it is within his ability tọ predetermine 


With much accuracy the resultant illumi- 
nation from any artificial lighting instal- 
lation, and at the same time produce an 
elect as a whole pleasing to the eve, 
Many of those people whose business it 
is to specify the use of artificial light, in 
its various forms, are now beginning to 
appreciate {he fact that through the 
medium of good illuminating engincering 
principles, desirable results may be ob- 


tained, obviating almost entirely the prob- 
ability of failure not uncommon where 
the old hit or miss, or trust-to-Providence 
principles are in vogue. ` 

It is only recently that the average 
person whose business it was to specify 
the use of artificial light gave little or no 
thoneht to the value or need of such serv- 
ices as the competent illuminating engi- 


neer could offer. But those people who 
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did make use of such services obtained 
such results that it practically compelled 
reluctant coworkers to acknowledge that 
the illuminating engineer did have some- 
thing of value to offer and that his serv- 
ices or ideas in many classes of work were 
practically indispensable. 

There were many, and there remain 
quite a few, people who felt that it was, 
and is, unnecessary to consult with a 
recognized authority on illuminating en- 
gineering to make use of artificial light. 
The large percentage of this class are per- 
sons who have been “handling” lighting 
problems in a hit or miss or trust-to-Provi- 
dence manner for a number of vears, and 
they have become so accustomed to using 
light in this manner that they have come 
to consider it something which requires no 
special skill or marked ability to intelli- 
gently make use of same. ‘These people, 
feeling that light is not tangible, regard 
it much in the same manner as Little 
Eva did her existence—it just happened, 
and is not subject to control. To this 
class of people the retaining fees of the 
illuminating engineer are considered an 
unwarranted expense. 

Another class of people who have been 
rather skeptical, but who, it has been 
found are rather easier to convince, are 
those who, in making use of artificial 
light, have realized that it was possible, 
in some manner of other, to approximate 
what a light source, when installed under 
various conditions, would do. This class 
often made use of certain rough formulas 
(based, however, on scientific data) in 
their work, which sometimes they were 
willing to discard when newer and better 
formulas were brought to their attention. 
One difficulty, however, with this class 
of people is that after they accept a 
formula they apply it without variation 
to all manner of installations coming 
under a general classification. Almost all 
formulas used by the illuminating engi- 
neer to-day are subject to variation, de- 
pending on conditions, and that variation 
is to be determined by the general experi- 
ence and ability of the engineer. There- 


fore, any one using such formulas without . 


taking into consideration necessary varia- 
tions find that the resulis vary greatly, 
which, of course, is not good engineering. 
However, the people who do make use of 
such formulas as have been given to the 
publie quite recently by competent illumi- 
nating engincers, are much surer of suc- 
cess than their coworkers, who still rely 
on the old hit or miss principles. 

There is still another class of people 
who make use of artificial light, and who, 
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apparently, use neither of the methods 
employed by the two. T refer to that 
class of people who in using artificial 
light subordinate almost everything to 
wsthetic ideas. It is reasonably safe to 
state that in many instances where light 
is used the utilitarian as well as the 
esthetic should be given consideration. 
One seldom sees a lighting system where 
it would not be possible without sacrific- 
ing beauty to utilize some of the light to 
produce useful and desirable illumination. 


‘In other words, one seldom sees a light- 


ing installation, unless it is purely decora- 
tive, wherein the utilitarian should be en- 
tirely subordinated to the esthetic, or vice 
versa. 

This naturally leads up to the point of 
who must decide when the question 
arises whether the utilitarian or esthetic 
should receive the greatest consideration ; 
and who, might I ask, is. better qualified 
to answer such a question than a com- 
petent illuminating engineer. 

It is but recently that a few scientific 
men began to realize that artificial light 
was being used in a most wasteful man- 
ner. Realizing this condition of affairs, 
they began to look about for a remedy and 
it was principally through the application 
of scientific principles that the remedy 
was first discovered. It was the technical 
man, chiefly the electrical enginer, who 
began to make experiments in order to 
determine what might be done in order 
to eliminate this waste of artificial light; 
and he, naturally, because of his educa- 
tion and training, made use of scientific 
principles in attaining the desired end. 

In fact, the engineer at that time gave 
little or no thought to anything other 
than the purely scientific features of the 
case. This I think, we can readily 
understand, was natural when we con- 
sider the vast improvements that the 
engineer saw could be made through 
this medium. The engineer, essential- 
lv of technical and scientific mind, up 
to this time had had no cause or rea- 
son to make a study of esthetic principles, 
inasmuch as he had never had occasion 
to apply such principles to his work. As 
it was the engineer who first appreciated 
what could be accomplished by the proper 
use of artificial light, new systems and 
methods of use. suggested by him were 
strongly impregnated with his views, his 
ideas. These new methods and ideas that 
the illuminating engineer was offering 
and putting into actual use were applied 
at first, principally, to so-called commercial 
lighting installations, wherein the utili- 
tarian side was of prime importance. 


391 


After a number of such installations 
were made it was noted that improve- 
ments on the side of economy were show- 
ing up to such advantage that the same 
principles were then tried out in classes 
of service wherein the utilitarian was not 
of such great importance. In some 
instances these principles were made 
use of by people who did not have the 
training or natural taste to fully appre- 
ciate the esthetic, the result being that 
while the installation from an economical 
point of view was almost entirely satis- 
factory there was something to be desired 
in the effect as a whole. 

About this time users of artificial light 
in work wherein other than the purely 
utilitarian was of first consideration, came 
to the fore with the general statement 
that the scientific mind was unable to 
fully appreciate the beauty and harmony 
that work of this nature demanded; that 
it was all right for the illuminating engi- 
neer to handle lighting problems where 
the utilitarian was the main considera- 
tion, but when it came to specifying light- 
ing systems for such places as churches, 
theatres and public buildings the illumi- 
nating engineer should recognize his in- 
ability and permit those with a highly 
trained artistic sense to take charge. 

The outcome of this controversy was 
that men who could and did appreciate 
the ultimate sphere which the competent 
illuminating engineer would eventually 
reach, began to study this new science and 
art from all points of view, so that they 
would fully appreciate not only the utili- 
tarian and esthetic, but the psychological 
as well. There being no schools or col- 
leges where one could go to learn the 
principles and applications of this new art 
and science, it was necessary for these men 
to supplement their already wide experi- 
ence with keen observation and close ap- 
plication to the study of all theories 
presented to assimilate the really desirable 
knowledge necessary for this new work. 
He must be able to appreciate what is 
meant by simplicity, beauty and harmony ; 
to be able to sce through the eyes of the 
architect and to so work as to assist the 
architect in accomplishing the most de- 
sirable end; to understand the eve, for if 
the eve is not given due consideration 
work done will be for naught. 

The illuminating engineer of to-day, 
and I speak of that type of engineer who 
is competent to discuss intelligently 
illuminating engineering principles in all 
its many phases, because he has made a 
study of the work, is here to stay because 
he is necessary to success in the use of 
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artificial light. This type of engineer is 
not merely a man of figures, but one who 
can and does cause beauty to be reflected 
from his ideas. 

The illuminating engineer, generally 
speaking, has got to look to the architect 
for the bulk of his work and, realizing 
this, it is necessary to convince the archi- 
tect that he is capable of carrying out 
any and all work which the architect 
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may place in his hands. It has been an 
up-hill fight to convince the average archi- 
tect that the services of a competent 
illuminating engineer are desirable, and 
often indispensable in many classes of 
work, and it is most gratifying to note 
that there are to-day architects of recog- 
nized ability who have given the illumi- 
nating engineer a chance to demonstrate 
his value and the results which were thus 
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obtained warrant other architects taking 
up the ideas which the illuminating engi- 
neer can suggest. 

I do not know of a single instance 
where the architect, when he consulted 
with a competent illuminating engineer, 
had reason to regret it. Unquestionably 
the day is rapidly approaching when the 
illuminating engineer will be firmly es- 
tablished and those who appreciate his 
value will gain over their reluctant 
brethren. ; 7 


The Carbon Flaming Are. 


By Thomas Spencer, Chief Engineer, Kelios Manufacturing Company. 


LTHOUGH the term luminous arc 
A has been applied to a much larger 
field than formerly, including, as 
it now does, lamps in which the electrodes 
are of other substances than carbon, and 
in which the light is given from the 
flame rather than from an incandescent 
crater, the term flaming are seems to be 
applied only to the earlier form in which 
the electrodes are carbon impregnated 
with the salts of alkaline earths. 

This form, which is the subject of this 
article, has now been a commercial pos- 
sibility for something like five years and 
has been upon the American market for 
a little more than two years. Abroad it 
has made great progress and lamps of 
this character can be seen burning in great 
numbers in all of the large cities, but here 
the introduction has been comparatively 
slow. It is true that a few can be seen 
on the streets of our principal cities, used 
mostly for advertising purposes, but still 
the number of lamps used is very small 
compared with what you would expect 
for a source of illumination whose effi- 
ciency is so much higher than any other. 

The principal reason for this, in my 
mind, is the short life of the carbons. 

The complete replacement of the open 
are with us, by the enclosed, has so ac- 
customed our people to an arc lamp which 
has a long life that one which requires 
frequent trimming is not attractive, no 
matter what its other good qualities are. 

Abroad this does not apply as the en- 
closed type of lamp has not obtained the 
footing it has with us. 

There is another reason perhaps which 
has contributed to lessen the rapidity of 
their introduction and that is that the 
lamps which were first brought to this 
country were of a type known as the clock- 
work pattern. This form is looked upon 


here as much too delicate to long stand 


the hard service to which are lamps are 
subjected, but no doubt the short life of 


the electrodes is considered the gredter 
drawback. | 

In some of the early lamps, the light- 
giving salts were mixed through the body 
of the carbon and in large quantities. 
This was found to give a great amount 
of light, but unfortunately when the lamp 
was turned off it would not light again 
on account of the insulating slag that 
was formed upon the ends of the carbons. 
To overcome this an attempt was made to 
break off this slag by means of a me- 
chanical device worked by a magnet, but 
this was not very successful. 

Then an old form of lamp in which 
were two carbons pointing downward at 
an angle to each other was tried, the 
supposition being that the slag would 
drop off as fast as it was formed, leaving 
the points of the carbons clean. Although 
this was a great improvement over the 
carbons placed one above the other, the 
difficulty still continued and it was not 
until after the German carbon makers had 
taken up the manufacture of this type of 
carbon and had discarded the form in 
which the light-giving salts were mixed 
throughout the body of the carbon and 
had substituted one with a core containing 


the light-giving salts that this trouble be- 


gan to disappear. It was soon found, 


though, that this tvpe required the carbon 
to be the smallest possible diameter to 
secure steady burning, and this small 
diameter, of course, as it will easily be 
seen, reduced the time of burning of a 


pair of carbons of a given length, so, to ' 


obtain even a practical life, the carbons 
had to be made of an unusual length and, 
of course, with a corresponding increase 
in the length of the lamp. 

Another difficulty which the small 
diameter of the carbons introduced was 
the large variation in resistance which 
they caused in series with the are which 
very much interfered with the regulation 
of the lamp. 


To remedy this, copper plating of the 


carbons was first tried, but this did not 
seem to meet the conditions. The solu- 
tion was finally found in the introduction, 
either in the core or in a special opening 
running the whole length of the carbon, 
of a metallic wire which in some cases 
was zinc and in others brass, depending 
upon the makers. In spite of all of these 
improvements the objection still remained 
of a long, delicate carbon. To remedy 
this a great many inventors have tried 
their hand at what are known as maga- 
zine lamps; i.e., lamps in which a num- 
ber of carbons are placed in a magazine, 
only one carbon burning at a time. As 
soon as it is consumed another takes its 
place automatically from the magazine, 
and this continues until all the carbons in 
the magazine are consumed. Quite a 
number of lamps of this character are in 
operation abroad, but on account of their 
necessarily complicated structure it is 
evident they. are bound to be troublesome 
in operation. | 

Another set of inventors have tried 
burning a number of pairs of carbons in 
parallel, the arc shifting from one pair 
to the other as they burn away. While 
this is much simpler than the magazine 
form it involves considerable difficulty in 
the control of the are by the blow mag- 
nets, which control is absolutely necessary 
to produce steady burning. 

If, instead of a number of carbons, only 
two pairs are used, this trouble is over- 
come and, in my opinion, the most prac- 
tical solution of the life question is ob- 
tained, as with two pairs of carbons of 
reasonable length a life of between 
twenty-five and thirty hours can be ob- 
tained with a lamp whose length is only 
a few inches longer than the average en- 
closed lamp. 

Our friends across the sea, from whom 
we received our ideas of the flaming arc 
lamp, realized that their solution of the 
problem, as far as the lamp was concerned, 
was rather a complicated one, but they 
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think there is no way of accomplishing 
the results other than by the so-called 
clock-work mechanism. 

It is quite true that several types have 
been developed which do not use the clock- 
work form, the feeding of the lamp being 
accomplished by letting one carbon rest 
upon a support at its burning end, the 
carbon feeding down as it burns away by 
gravity, carrying with it the other car- 
bon to which it is attached mechanically. 
This form of lamp has taken a great 
many shapes, according to the ideas of the 
inventors. In a number of cases special 
forms of carbons are used, while in others 
the simple round carbon is retained. This 
lamp has a number of good features, the 
principal one being that it can be operated 
in series without a shunt coil and, of 


A New 


HILE it is pretty well understood 
that many progressive business 
men of to-day do not consider an 

establishment complete without a suitable 
electric sign burning either a name or a 
business into the mind of the public every 
night the store is open, it is not so well 
known that there are numerous electric 
signs now being used in lower Manhattan 
as “business-getters” that burn all day 
from the opening until the closing of the 
store. 

The streets of New York are somewhat 
narrow, but the same statement applies to 
a number of other cities of importance in 
this country. Narrow streets with tall 
buildings and the resultant darkened area 
give the central station sign man an ex- 
cellent argument when advocating the use 
of the electric sign for daylight advertis- 
ing. 

A Nassau street clothing-store pro- 
prietor uses an electric sign containing 
125 eight-candle-power lamps, the sign 
heing placed flat against the building, and 
although the show window beneath is bril- 
liantly illuminated the sign burning in the 
daylight attracts the greatest attention 
and has added considerably to the business 
of this house since its installation. 

A well-known retail drug store in lower 
Manhattan has for some time maintained 
4 panel sign in front of its window. This 
Sign is lighted from 8 a. m. until the 
store closes at night and is a prominent 
feature of the advertising display made by 
this firm. 


In the shoe store of Frazin & Oppen- 
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course, this principle leads to great sim- 
plicity in construction. Unfortunately 
experience has proven that the burning of 
the carbons is much less regular and re- 
liable than when the carbons are burned 
free with no support. This is even the 
case with those lamps using the special 
forms of carbons, and the use of any 
special carbon is a serious objection in 
itself. From what I have said it would 
therefore seem that there is some middle 
ground in the construction of a flaming 
arc lamp between the clock-work lamps 
of the Germans and the so-called gravity- 
feed lamp which we have just described 
which will be the final form which this 
type of lamp will assume. | 
Considering the improvements made, 
which I have pointed out, it would seem 
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heim in New York city may be seen 
another electric sign burning all day over 
an archway leading from the main store 
to their annex. | 
Another case of daylight use of the 
electric sign may be observed in Brooklyn. 
The Abraham & Straus department store 


A DAYLIGHT ELECTRIC SIGN. 


has an entrance leading from the subway 
directly into its store, and it has installed 
an electric sign with the firm’s name in 
electric letters over the doorway. This 
sign does double duty, as it burns all day 
during business hours and at night, even 
when the store is closed. 

The outside stock exchange, known as 
the “Curb,” which holds its meetings in 
the open air on Broad street, south of 
Exchange place, in New York city, has 
been a cause of complaint on account of 
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that there should be a large field in this 
country for this form of illumination, as 
there is no question that the volume. of 
light obtained for the energy expended is 
the highest obtainable. The golden yel- 
low color, the form usually used, has 
proven extremely pleasant to those who 
are compelled to work under such an 
illuminant and, besides this, the color is 
particularly suitable for illuminating such 
places as are dull from dirt and soot, as 
more light is reflected from such surfaces 
with this color than with ordinary white 
light. 

I feel that when these points are fully 
appreciated by the American people that 
the flaming arc lamp will be much more 
generally used, even more than it is 
abroad. 


Field for the Electrie Sign. 


noise to the occupants of office buildings 
nearby. ‘To end this trouble S. Mendel, 
the “dean” of the “Curb,” decided to use 
an electric call sign. Each brokerage firm 
was given a number, and a blackboard, 
equipped with incandescent lamps under 
the firm’s number, may be seen from both 
sides of Broad street. If the representa- 
tive of Mendel & Company is wanted at 
the telephone, their number is flashed on 
the electric sign, and until the call is an- 
swered the number remains displayed on 
the electric call board. 

Anent the. general use of electric signs, 
the illustration of the first electric sign 
in New York city, shown herewith, is in- 
teresting. This sign was installed some 
twenty years ago at the spot where the 
so-called “Flatiron” Building’now stands, 
at Broadway, Fifth avenue and Twenty- 
third street. 

Part of this sign was flashed and there 
is an interesting little story connected 
with the flasher that was in use here, it 
being stated that instead of commutators, 
gears and motor now in universal use for 
flashing electric signs, the flasher for the 
first sign was operated by hand-power. 
Knife switches were installed for each 
circuit of lights and a young man em- 
ployed to pull the switches until one line 
of letters was flashed, then he closed the 
switches, thus lighting the entire sign. 
This was done from dark until midnight 
every fair night and must have been a very 
irksome task for the “human flasher.” 

So confident was the Garden City 
Estates Company that an electric sign 
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would prove beneficial to its business that 
it insisted on a clause being inserted in 
its lease giving it the privilege of install- 
ing an electric sign in front of the win- 
dows of its suite of offices on both sides 
of the building on the north end and 
willingly paid a higher rental for the privi- 
lege. 


1 YONKERS ELECTRICS 
4 LIGHT & POWER CO” 


How One ELECTRIC Light anp PowER ComM- 


PANY Takes ITs Own MEDICINE. 


Central stations throughout the country 
are using the electric sign more than ever, 
thus setting an example to the merchants 
of their cities, and even the gas companies 
are taking up the electric sign to advertise 
their product. 

On One Hundred and Twenty-fifth 
street the Consolidated Gas Company has 
installed a large vertical electric sign read- 
ing “Cook with Gas.” The Municipal 
Gas Company, of Albany, N. Y., has a 
similar electric sign in front of its office 
building. The Public Service Corpora- 
tion of New Jerscy has recently placed in 
front of its Passaic office building a ver- 
tical electric sign reading “Use a Gas 
Range.” All main line traing of the Erie 
Railroad pass within two hundred feet of 
this building and the sign is read at night 
by thousands of passengers. 

The Utica Gas and Electric Company 
has one of the best advertising signs in 
the country. On the smokestack of its 
power station in Utica it has installed an 
electric sign of the skeleton-letter type 
reading “Utica Gas and Flectrie C'om- 
pany.” Tt can be read at night for sev- 
eral miles and is an excellent daylight 
sign on account of jts great size. 


ELECTRICAL REVIEW 

The New York Edison Company has 
the honor of using the largest vertical 
electric sign in the world. It is built in 
four sections and is 100 feet high, with 
letters twenty-four inches high studded 
with electric lights. This sign, with the 
large electric roof signs on all four sides 
of the Duane street office building. gives 


y 
| 


BUY HOMES ON 
LONG ISLAND 
SWEPT BY OCEAN BREEZES 


MANHAT TAN BEACH 


ORIENTAL HOTEL 
MANHATTAN HOTEL 


GILMORES BAND 


BROCKS FIREWORKS. 


Tae First ELECTRIC BIGN IN NEw 
York CITY. 


that section of Manhattan the appearance 
of being on fire at night. 

The Yonkers Electric Light and Power 
Company has installed a large electric roof 
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One of the notable electric signs on the 
river front is that of the Heinz Pickle 
Company. The letters “Heinz” are four- 
teen feet tall and the numerals “57° are 
each twenty feet high by fifteen feet wide. 


Tune TALLEST ELECTRIC SIGN IN THE 
WORLD. 


This sign can easily be read by day or 
night from Hoboken and Jersey City and 
from all the ferryboats plying on the Hud- 
son River, and, like the Colgate sign in 


"4 ene 
ribeye 


A WELL-ILLUMINATED BILL-BOanrn. 


sign as well as a flat box skelceton-letter 
sign in front of its office building. The 
roof sign can be seen both day and night 
from almost any point of the Highlands 
across the Hudson and from all Hudson 
River steamboats. 


Jersey City, is a landmark of the sky line 
of lower Manhattan. 

In Greater New York a recent ordi- 
nance has compelled the reduction in the 
size of sidewalk electrice signs to six feet 
at right angles from the building. The 


September 12, 1908 


United Cigar Stores Company had a num- 
ber of elctric signs in front of its stores 
that exceeded this limit and the writer 
visited several of these stores with the 
cigar company’s electrician to sce what 
could be done to so modify the signs as 
to bring them within the requirements of 
the new ordinance. Tt may be worth while 
to relate here the gist of a conversation 
which occurred between one of the cigar 
store company’s managers and their elce- 
trician on one of these visits. The man- 
ager stated that he hoped his sign could 
be fixed speedily, adding “since that sign 
has been up I have done fifty dollars a 
week more.business in this store.” This 
was with a sign that represented an in- 
vestment of about $75 for the sign and 
necessary service wiring. 

The New York Herald has recently 
placed a V-shaped electric sign in front 
of its One Hundred and Twenty-fifth 
street branch office. The New York Even- 
ing Post one on the roof of its beau- 
tiful new office building in Vesey street. 
The New York World, Staats Zeitung, 
Press, Times, American and Brooklyn 
Daily Eagle and Brooklyn Citizen have 
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all installed electric signs on their main 
and branch offices, and there is no ques- 
tion that they feel it is a profitable method 
of advertising. 

A view of a section of bill-board re- 
flector lighting is shown herewith. These 
reflectors are at the northwest corner of 
Broadway and Twenty-cighth street, New 
York city—well known as the site of 
Weber & Fields’ theatre. The bill-boards 
are ten feet high and the reflectors five 
feet from the bill-board. For a cheap and 
satisfactory method of advertising by day 
and night nothing has yet been devised 
that will take the place of the electrically 
illuminated bill-board. Placing the lamps 
one foot apart (using either four-candle- 
power or eight-candle-power lamps) will 
give all the light required with reflectors 
at a distance of five feet to properly illu- 
minate a ten-foot bill-board. The lamps 
used in this illustration are eight candle- 
power, 

The first recorded instance of the use 
of tungsten lamps in sign lighting is that 
of the New York Edison Company, which 
is just installing a sign reading “Tung- 
sten Lamps” on its branch office in West 
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Thirty -second street, equipped with 
twelve-volt, twenty-five-watt tungstens, 
operating ten in series. 

In closing, the writer considers the fol- 
lowing account of an incident related by 
a manager of a central station sign depart- 
ment of possible interest. ‘The customer 
occupied the basement of a three-story 
building. He ordered a panel sign from 
the central station, the sign to be erected 
over his door. To do this safely it was 
necessary to use guy wires which ran 
across the windows of the floor above. 
The tenant on this floor objected to this 
and the central station man was threat- 
ened with a cancellation of the sign con- 
tract. He was so well satisfied that the 
sign would benefit the customer who had 
ordered it that he suggested and was able 
to convince his customer that even if he 


had to rent the other floor it would be 
better to do so than to give up the sign. 
The customer was able to secure a lease 
of the floor above and to-day occupies the 
entire building, where only two years be- 
fore he was able to handle all business that 
came his way in the basement. He has 
the electric sign and would not part with 
it under any circumstances. 


Luminous Are Lamps. 


HE luminous arc, sometimes termed 
magnetite arc, metallic-flame arc, 
has for some time been admitted by 

the most conservative or sceptical to be out 
of the experimental class. Although 
through the early stages of develop- 
ment, the system received with 
scepticism by the leading 
illuminating and  arc-lamp 


was 
many of 
engineers 


manufacturers, it has long since been- 


acknowledged as the most reliable and 
efficient illuminant available for outdoor 
services. At the 


annual convention, 


Fia. 1.—CONCENTRIC Rina REFLECTOR. 


held in Chicago, May, 1908, the National 
Electric Light Association accepted the 
report of its committee of representative 
illuminating and central station engineers, 
Which placed the luminous are in a class 


by itself and far ahead of all the other 


out-door illuminants investigated. 
\ . . . ° 
The many points of superiority claimed 
for the system have been expounded in 


By G. N. Chamberlain. 


detail, both by the representatives and 
publications of the manufacturers, and 
the interesting phenomena of the lumi- 
nous are itself have been discussed at 
length by the technical press. A repeti- 
tion of such details is therefore unneces- 
sary as the data can be secured through 
the channels mentioned. Several years’ 
commercial operation has resulted in the 
introduction of refinements into the series 
luminous system. Fig. 1 illustrates a 
concentric ring reflector designed for use 
with the series luminous are. The su- 
perior distribution of light resulting from 
the use of this type of reflector in con- 
nection with the carbon are has led to 
its application to the series luminous 
lamp. The use of the reflector, while 
maintaining the same lighting distance 
previously attained, assures an evenly dif- 
fused light and absence of shadows in 
the immediate vicinity of the lamp. 

Fig. 2 illustrates a well-known form 
of copper upper electrode. The diameter 
of the copper has been increased from five- 
eighths inch to three-quarters inch and 
entirely enclosed with the exception of the 
burning ends, with one-sixteenth-inch 
iron casing. The use of the extra amount 
of copper and the prevention of the rapid 


oxidation of the same by the iron sheath 
have increased the life of the electrode to 
about 6,000 hours, or approximately fifty 
per cent. While no radical changes have 
been made in the design or manufacture 
of the lower electrode, a more uniform 
product and a gradual increase in life 
and efficiency are being obtained. 

Fig. 3 represents a street lighted by 
luminous ares and is one of the many 


Fic. 2.—COPPER UPPER ELECTRODE. 


installations in successful operation 
throughout the country. The system has 
not only been adopted by the smaller towns 
and average-sized cities, but has been ac- 
cepted by the larger representative cities 
of the country. 

The following extract from a daily 
paper of recent date is representative of 
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the expression of universal approval with 
which the system is received: 

“On Saturday evening the new electric 
street lamps were turned on after having 
received a good test and found entirely 
satisfactory by the superintendent and the 
electric light committee. 

“The system that furnishes the light is 
the newest on the market, and its sim- 
plicity of construction and operation is 
apparent even to the layman. 

“This new type of lamp is particularly 
suited to street lighting. It has a small 
power consumption, four amperes, at 
seventy-five to eighty volts, being about 
one-third less than the old lamps. Every- 
body has noticed the uniform lighting of 
our streets and commented thereon. There 
are hardly any shadows in the streets be- 
tween the lights. Combined with this 
new lamp is the efficient transformation 
of alternating current into direct current 
by means of a mercury arc rectifier. 

“Ordinary carbon electrodes are rejected 
in this system. To explain the operation 
of the lamp would be to give the reader 
a lot of technicalities, which are unneces- 
sary in view of the fact that the lights 
work exactly as represented by the install- 
ing company, and that the people are very 
well pleased. 

“The superintendent says that these 
lamps will need trimming but twenty 
times a year, and that the department ex- 
pects to run at least 3,500 hours a year. 

“Council had a number of systems to 
choose from, but all the members were 
unanimous in picking the luminous and 
not one has any complaint whatever to 
make. All over town the people are 
commenting on the uniformly bright 
lights and are expressing themselves in 
high terms of praise on the electric light 
department’s acquisition.” 

So marked has been the success attained 
by the introduction of the series luminous 
arc, that it has naturally lead to other ap- 
plications. Conditions often exist where 
it is prohibitive or at least undesirable to 
install a high-potential series circuit, but 
where otherwise the luminous are would 
most efficiently and satisfactorily fulfil 
the requirements. To meet such a demand 
there exists a lamp suitable for maintain- 
ing a luminous arc on direct-current cir- 
cuits of nominal 110 volts or multiples 
thereof. — 

Fig. 4 illustrates a type of lamp avail- 
able for multiple or series-multiple oper- 
ation. For single operation on 110 or 220- 
volt circuits the lamps are connected 
directly across the line, the difference be- 
tween the two lamps being that of wind- 
ings and adjustment. 
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Besides being operated singly on 220- 
volt circuits, two lamps may be connected 
in multiple-series and such connection is 
necessary where higher voltages only are 
attainable. ‘The arc proper has all of the 
characteristics and advantages of the 
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academies, or, in general, for the lighting 
of large areas where the fumes would not 
be noticeable. 

The luminous arc is also found to be 
ideal for city street and interurban head- 
lights. This application of the luminous 


Fie. 3.—Strreet LIGHTED BY LUMINOUS ARCA. 


series luminous arc and the lamp is 
representative of the most modern arc 
lamp engineering practice. 

The casing is symmetrical in construc- 
tion, of pleasing appearance and so ar- 
ranged as to admit of the use of the 


Fie. 4.— LUMINOUS ARC LAMP FOR 
MULTIPLE OPERATION. 


twenty-six-inch concentric diffuser, the 
advantages of which have long been 
acknowledged in connection with the dis- 
tribution of light from the enclosed carbon 
arcs. 

This type of lamp is especially recom- 
mended for the lighting of foundries, 
freight yards, machine shops, train sheds, 
freight houses, drill halls and riding 


THE LAMP SHOWN IS FOR SERIES OPERATION. 


arc is the result of the constantly in- 
creasing demand for a more efficient and 
reliable headlight than could be obtained 
with the enclosed carbon are. The track 
illumination is very satisfactory, the. 


headlight not only illuminating the track 


for a distance of 1,200 to 1,800 feet ahead 
of the car, but the beam is exceptionally 
broad. The peculiar characteristics of the 
luminous are are such that by reversing 
the current, thereby making the copper 
electrode negative, the light is reduced to 
such an extent as to make it suitable for 
city service. This is readily accomplished 
by a reversing switch installed in the car 
vestibule near the motorman. 

The maintenance of the enclosed arc 
headlight for cars has always been com- 
paratively high on account of excessive 
globe breakage and resulting rapid con- 
sumption of carbons. A life of 2,000 to 
3,000 hours for the positive electrode, fifty 
to seventy-five hours for the negative elec- 
trode, together with the absence of all en- 
closing globes, is readily appreciated as 
shown by the number of present users of 
the luminous arc headlights. 

Another type of luminous headlight 
has been designed for mining locomotives, 
which is also available for use in localities 
where a heavy cast frame of small dimen- 
sions is required for protection. 
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The Helion Lamp. 


in the experimental investiga- 

tions involved in the develop- 
ment of the Helion lamp have been 
very great, such progress has been made 
that we feel that commercial perfection 
is rapidly being approached. Karly in 
1907 we exhibited the first Helion 
filaments upon which a satisfactory 
life was secured. These were extreme- 
ly sensitive to the slightest trace of gas 
in the lamp bulb, and it was difficult 
to exhaust the bulbs to the necessarily 
high vacuum. When the lamps were 
burned with only a slight trace of gas in 
the bulbs, in the course of time a cathode 
discharge was sct up between two points 
of the filament near the terminals, and 


We the difficulties encountered 


this invariably resulted in burning out - 


the filament near one of the leading-in 
wires. This gas which caused the trouble 
was contained in the cement, and was 
very difficult to remove entirely. After 
experimenting with a great many cements 
a process of elimination finally provided 
one best suited to the purpose. The 
vacuum apparatus was also developed to 
the point which the characteristics of the 
filament demanded. 

It was realized, however, that the diffi- 
culties entailed in making such a process 
commercial were enormous, and a series of 
experiments was started on the filament 
itself in order to reduce its sensitiveness 
to the presence of gas and enable the fila- 
ment to be burned in a vacuum at a 
slightly higher pressure than that at 
which the cathode rays were liable to start. 

A great deal of work has been done 
to make filaments of a uniform compo- 
sition, and to standardize methods under 
which they were produced, so that it could 
be announced definitely that invariable re- 
sults could be obtained. It is now a fact 
that a filament has been secured which is 
less sensitive to the presence of gas, and 
this is well substantiated by the demon- 
stration of the burning of this filament 
with an efficiency of two and one-half to 
four watts per candle in the open air 
without any enclosing glassware what- 
ever. Where the heat is retained by re- 
ducing the convection currents, the effi- 
ciency, of course, increases very rapidly. 

The new filament differs in some char- 
acteristics from the original Helion fila- 
ment, and a tabulation is now being made 
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of many of the interesting physical prop- 
erties which are being discovered. 

So much success has been attained in 
the production of filaments of a much 
higher resistance than the original fila- 
ments, that we are now able to absorb 
either 110 or 220 volts in a single loop of 
moderate length and comparatively great 
cross-section. This filament may be 
maintained at bright incandescence in 
the air for many hours without deterio- 
ration, at a temperature approximating 
1,800 degrees centigrade. When atmo- 
spheric dust is kept away from the fila- 
ment there is apparently no surface 
change, but when particles of dust in the 
atmosphere come in contact with the hot 
filament they are fused and stick to it, so 
that in the course of time the filament 
takes on a growth, the rate at which the 
accumulation develops being entirely de- 
pendent upon the amount of dust which 
comes in contact with the filament. 
= A peculiar feature of the filament is 
that after burning a number of hours 
in the air there is noticed a slight progres- 
sional change in luminosity. This begins 
at one terminal and gradually continues 
around the entire length. It has been dis- 
covered that this is due to the burning 
out of the carbon core on which the fila- 
ment is formed. As this core burns out 
the tube remaining is composed of pure 
Helion and, as the only portion of core 
exposed is the end within this tube, the 
rate of oxidation is very slow. When the 
carbon core is entirely burned out, the 
conductivity of the filament is decreased 
by an amount equal to the original con- 
ductivity of the carbon core. This effect 
can be prevented by sealing the terminals 
of the filament to prevent oxidation. 
When this is done the filament will burn 
in air for a great length of time. 

The specific resistance of the filament 
is nearly fifty times that of the carbon 
filament, and several hundred times that 
of tungsten. The filament is also very 
hard, it being possible to scratch glass 
with small particles of it under the 
thumb nail. ` 

When the incandescent filament is 
plunged in water there is apparently no 
effect other than a change in temperature. 


One of the unexpected phenomena 
which have been observed when the new 


filaments were mounted in a high vacuum 
and operated at a high temperature was 


the coating of the globes with pure silicon, 
due to an intense ionization, forming a 
mirror deposit. This has been overcome 
by giving the filament a slight coating of 
another material which prevents this 
ionization from starting. Further experi- 
ments along this line are being conducted 
and the results are extremely promising. 
One of the filaments experimented with in 
this manner has already shown a life of 
more than 600 hours at a satisfactory efti- 
ciency, and is still burning with no ap- 
preciable diminution in candle-power or 
change in resistance. 

It has been found that a Helion fila- 
ment made to operate under the condi- 
tions which produce the most intense — 
ionization can be utilized as an “Adion” 
in the de Forest system of wireless tele- 
phony with most satisfactory results, and 
experiments are now in progress to utilize 
the filament as a detector in wireless tele- 
graphy and telephony. 

While the development of thia lamp 
may appear slow, it must be remembered 
that between each step, as progress is 
made, there must be a countless number of 
trials, life tests and experiments, and a 
long period of time is required to secure 
accurate data and ascertain the effect of 
each experiment. The constant effort has 
been to reach a point where filaments of 
uniform composition and resistance, and 
of the highest efficiency, could be produced 
invariably. Considerable progress has also 
been sacrificed in adapting the filaments 
and mountings to utilize standard glass- 
ware and the standard appliances and aux- 
iliaries now used in the production of the 
present commercial types of carbon-fila- 
ment incandescent lamps. We have now 
met with such success that we feel it is en- 
tirely reasonable to ‘assume that a com- 
mercial Helion lamp will be available in 
the not distant future. 

In addition to the standard types of 
lamps, experiments are progressing with 
a view of adapting the Helion filament to 
such forms as are called for in miniature 
lamps, tubular lamps, headlights and 
searchlights. A novel construction, with 
which considerable success has already 
been attained, is one in which are used 
four filaments in parallel, each filament 
connected to a single neutral point. Where 
each filament is of ten candle-power the 
lamp originally gives forty candle-power. 
If one of the filaments should burn out 
or be broken through accident, the lamp 
will continue to give thirty candle-power. 
If another filament is broken it becomes 
a twenty-candle-power lamp, and when but 
one filament remains it is still a ten- 
candle-power lamp. In this way the same 
lamp can be removed from one circuit and 
placed in a position where a smaller 
amount of light is required, thus extend- 
ing its service over a very great period 
of time. 
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URING the past three years many 
D improvements have been made in 
the various types of illuminants, 
foremost among which are those pertain- 
ing to the flaming arc. Introduced into 
this country as an advertising novelty, it 
has attracted and held the attention not 
only of the public at large, but of the 
manufacturers as well. 

On account of its remarkable illuminat- 
ing power and the ever-increasing demand 
for more efficient units the flame lamp 
fills a long-felt want for certain classes of 
illumination, especially the lighting of 
large areas foggy with smoke or dust. As 
an advertising medium it has had a 
marked success and will continue to hold 
its present prominent position until sup- 
planted by an illuminant more efficient 
and more pleasing in appearance. 

Flame lamps of foreign manufacture 
were for a time the only types known, and 
it did not take the American manufac- 
turer long to appreciate the inroads being 
made by them into his markets. Realiz- 
ing the possibilities of this type of lamp 
and the necessity of giving the public a 
lamp conforming to American standards 
and practice, many types have been placed 
on the market, among which may be men- 
tioned the G. I. flame lamp manufactured 
by the General Electric Company. 

This lamp, shown in Fig. 1, has the 
same appearance as the standard line of 
enclosed lamps manufactured by this 
company under the same trade name. 
These lamps are extremely simple in de- 
sign, rugged in construction and reliable 
in operation, having, instead of the usual 
complicated and delicate clock mechanism, 
chain feed and escapement common to the 
foreign lamps, a screw feed arrangement 
which comprises but few parts and which 
is equally as efficient. 

This arrangement of the feeding 
mechanism is a pronounced improvement 
since the introduction of the flame lamp 
in this country, and with equal efficiency 
and steadiness of light gives it a distinct 
advantage where maximum illumination is 
desired. ‘This lamp is of the converging 
carbon type, and so designed that the 
carbons are both supported in holders and 
are not dependent upon buttons, stops or 
a special rib on the carbon itself. There 
is nothing below the arc to obstruct the 
light in any way and when the lamp is in 
operation the whole globe appears to be 
a luminous sphere uniformly illuminated. 


Flame Are Lamps. 


By W. H. Jones. 


Photometric curves made in the illumi- 
nating engineering laboratory of the Gen- 
eral Electric Company show that the light 
emitted is practically equal in intensity 


Fie. 1.—G. J. FLAME Arc Lamp. 
from twenty degrees below the horizontal 
to the vertical position, thus permitting 
the lamp to be hung in a very high posi- 
tion and still give perfect illumination. 
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Company, they can be recommended for 
illuminating machine shops, erecting 
shops, train sheds, ferry houses and 
similar places having large free areas. 

Fig. 2 shows an interior view of a 
foundry, 264 feet long by seventy-five 
feet wide, illuminated by six G. I. flame 
lamps. These lamps are operated two in 
a series, on 110-volt multiple alternating- 
current circuits, and are adjusted for 
twelve amperes. They have a power- 
factor of seventy-five per cent, and at 
this value, 990 watts are consumed by 
each pair of lamps, or 2,970 watts for the 
six lamps. ‘The total floor space illumi- 
nated is 20,670 square feet. Thus it will 
be seen that the actual watts per square 
foot in this installation is but 0.14. In 
order to give a comprehensive idea of the 
brilliancy of the illumination, which can 
not otherwise be given on account of lack 
of photometric data, the writer would 
call attention to the fact that he was able 
to read ordinary printed matter in any 
part of the room, and with his back toward 
the source of light. 

The lamps mentioned above were 
trimmed with carbons emitting a golden- 


Fic. 2.—Nicnut PHOTOGRAPH IN IRON FOUNDRY, PITTSFIELD Works OF GENERAL ELECTRIC 


COMPANY. 


LIGHTED BY Sıx TWELVE-AMPERE G. I. FLAME ARC Lamps, RUN 
SERIES on 110-VoLT, SIXTY-CYCLR CIRCUIT. 


Two IN 
THE Space LIGHTED 18 264 FEET LONG BY 


SEVENTY-FIVE FEET WIDE. Lamps ARE SPACED THIRTY-FIVE FEET APART AND SUSPENDED 


SIXTEEN FEET FROM THE FLOOR. 


In view of this special advantage and the 
fact that these lamps have been approved 
by the Factory Mutual Laboratories for 
the Manufacturers’ Mutual Fire Insurance 


vellow light, and it should be remembered 
that for similar installations, or for the 
illumination of docks, ferries or train 
sheds, where the atmosphere is foggy or 
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filled with dust, the yellow light is much. 


more beneficial on account of its penetrat- 
ing qualities and adaptability to the 
human eye. . 

Manufacturing concerns throughout the 
country are seriously considering the ques- 
tion of illumination from every viewpoint, 
and in many instances have changed over 
their entire lighting system to flame 
lamps. This has been made possible by 
the advent of the American-made flame 
lamps with their excellent qualities of 
efficiency and economy in operation, as 
well as their low selling price. 

Although the maintenance charges are 
somewhat higher for the flame lamp than 
for other illuminants, it is rapidly increas- 
ing in popularity, a partial reason for 
which is given by the data set forth in 
the following table: 


ALTERNATING CURRENT FLAME LAMP. 


ADI DCPES 1050 o-05-id ahiouan ee. Dar Senses 12 
VOUS E ET E sun ate sales 55 
Watts at terminals.................. 500 
Hemispherical candle-power......... 1,167 
Spherical candle-power... .......... 874 
Watts per hemispherical candle-power. 0.428 
Watts per spherical candle-power.... 0.572 
Hours life per trim.................. 12 
ee 
Rapid Introduction of 
Tungstoliers. 


A representative of the ELECTRICAL RE- 
VIEW a few days ago met E. J. Kulas, 
Vice-president and general manager of the 
Tungstolier Company, of Cleveland, Ohio, 
west-bound on the Twentieth Century 
Limited.. Mr. Kulas was very enthusiastic 
over the new Tungstolier units which are 
being marketed by his company. In re- 
sponse to an inquiry, Mr. Kulas stated 
that approximately 27,000 of these Tung- 
stoliers, each meaning a complete fixture, 
shade equipment and tungsten lamps, had 
been marketed since the beginning of 
shipments in April. Over fifty salesmen 
are now devoting their entire time to the 
introduction of the Tungstoliers. These 
salesmen are working from nine estab- 
lished branch offices. Mr. Kulas added: 
“The future before this tungsten lighting 
system is far and away beyond our original 
conception. Within six months we expect 
to have 200 salesmen, working from six- 
teen or. twenty branch offices, and we be- 
lieve that the old methods of purchasing 
lamps, fixtures and the component parts 
of the lighting unit from several different 
companies will be changed, to a very great 
extent, by the sale of the complete Tung- 
stolier unit. The Tungstolier will revolu- 
tionize electric lighting and make possible 
daylight’ at an enormous saving in cost.” 
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The Just Tungsten Lamp in 
America. 

J. Auerbach, president of the Electrical 
Accessarics Company, New York city, re- 
turned recently from an extended trip to 
Kurope, where he visited and inspected 
the factories producing the Just tungsten 
lamp. 

The average life of these lamps is not 
less than 1,000 hours, when burned under 
proper conditions. The factories have 
made progress in their manufacturing 
methods, and the company is turning out 
at present the standard twenty-five, forty, 
fifty and 100-candle-power lamps for 100 
to 125 volts, as well as the fifty-candle- 
power lamp for 200 to 250 volts. The com- 
pany is also making a 200-candle-power 
and 400-candle-power lamp which should 
create quite a demand for the replacement 
of arc lamps, not only for interior light- 
ing, but also for street lighting. 

Mr. Auerbach is particularly enthusias- 
tic over the special Type D lamp, in which 


the entire filament is supported in springs. ` 
This lamp can be burned at any angle, © 


and the life of these lamps, 'he states, will 
be found to be just as great as the ver- 
tically burning lamp. ‘The construction 
of the Type D lamp is original, and em- 
bodies some exclusive features obviating 
the difficulties which have been found in 
other types when burned at an angle. 
This type of lamp at present is made in 
twenty-five and forty-candle-power sizes. 
From its inception the Just tungsten 
lamp has been distinguished by its neat 
design and compact appearance. 

The Electrical Accessaries Company has 
arranged for large shipments to be de- 
livered regularly, and the company car- 
ries in its New York warehouses about 
100,000 lamps of the different candle- 
powers and voltages for immediate de- 
livery. 

The company expects to bring out 
shortly a line of special transformers 
of an» entirely novel construction. The 
transformers will reduce a current of 
100 to 125 volts or 200 to 250 volts to 
sixteen volts, thereby making -it possible 
to install five, eight and sixteen-candle- 
power tungsten lamps. These trans- 
formers are so small that they may be 
readily attached to the canopy of the 
chandelier, placed on the wall, or applied 
directly to the lamp, if necessary. With 
this transformer it will be possible to in- 
stall sixteen-watt tungsten lamps for 
direct use on any voltage up to 200. The 
loss caused by the transformer is about 
one watt per lamp. The transformers will 
be built for one, two, four or six lamps, 
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and it is expected that the cost of lamp 
and transformer will not be greater than 
the present price of tungsten lamps. 

The lamps will contain one heavy 
filament, giving an increased life to the 
lamp, and will also mean the introduction 
of the tungsten lamp in lower candle- 
powcrs. 

. A feature of considerable importance 
with the Just tungsten lamp lies in the 
fact that when the lamp is screwed in 
the socket every extending part of the 
base is insulated, thus conforming with 
the most recent suggestions of the Under- 
writers’ Laboratories. l 

The company is arranging for the ap- 
pointment of local agents in the larger 
cities throughout the country, and will 
have a number of the most prominent 
houses represent it in the various centres 
of the industry. 
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An Interesting Installation of 
Just Tungsten Lamps. 

S. Gruhn & Company, 1947 Broadway, 
New York city, announce that on March 
17 an installation was made in one of 
the largest billiard academies in New 
York city of sixty forty-candle-power and 
thirteen 100-candle-power Just tungsten 
lamps, in place of 165 sixteen-candlc- 
power carbon-filament lamps. The com- 
pany’s client was formerly on a wholesale 
rate, guaranteeing a fixed amount per 
month. Just before the installation of 
these lamps he entered into a contract 
with his landlord whereby he purchased 
current at or about five cents per kilowatt- 
hour. When on the wholesale rate the 
bills averaged from $170 to $220 per 
month. With the installation of the tung- 
sten lamps the average of the bills was 
cut to $28 to $45 per month. The total 
cost of renewals since March 17 has been 
$7.50. 

The company states that there is no 
perceptible diminution in illumination and 
that the lamps receive pretty rough usage, 
being cleaned three times a week. 

EES 
North Carolina Independent 
Telephone Association. 

At the third annual meeting of the 
North Carolina Independent Telephone 
Association, which was held recently at 
Iligh Point, N. C., the following officers 
were elected: President, W. A. Wynne, 
Raleigh; vice-president, H. P. Grier, 
Statesville; secretary and treasurer, B. W. 
Levitt, Southern Pines. Executive com- 
mittee: W. A. Wynne; J. B. Morris, Rox- 
boro; H. P. Grier; H. P. Stephenson, 
Smithfield, and J. F. Hoyden, High Point. 
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vancing steadily is evidenced by 
the fact that the United States 
Government has again placed a large 
order with the Moore Electrical Com- 
pany for additional apparatus. The 
order comprises 3,192 feet of one-and- 


T HAT vacuum-tube lighting is ad- 


three - quarter - inch lighting tube in 


Fic. 1.—MoorRrE TUBE WITH FRINK REFLECTOR IN REGISTRY DIVISION, 
New York Crry PosT-OFFICE. 


twenty-eight sections. Each section of 114 
feet will operate from its individual ter- 
minal box containing the transformer and 
regulating apparatus. It will be remem- 
bered that a perfect vacuum, if obtainable, 
would be the best insulator known, and 
therefore all so-called vacuum tubes must 
contain enough residual air or other gas 
to conduct the electricity, which produces 
the light, through them. About one ten- 
thousandths as much gas remains in a 
Moore tube as would be present if the 
vacuum pump had not been applied. Also, 
this one ten-thousandths must not vary 
either way more than one one-hundred- 
thousandths in order that the light in a 
vacuum tube remain at a constant inten- 
sity and also in order that the light may 
continue more than several minutes. In 
other words, to be practical the tube must 
be fed extremely minute particles of air or 
other gases at intervals of every few min- 
utes. This is the function of thè simple, 
though sensitive, automatic feed-valve 
within the terminal box. 

When this valve is supplied with ordi- 
nary air a pink-colored light results, but 
if the oxygen of the air is automatically 


Tube Lighting. 


By D. McFarlan Moore. 


removed by simply causing the air intake 
to first pass through a bottle containing 
phosphorous, the gas which passes on to 
the feed-valve is practically pure nitrogen, 
which changes the color of the light to a 
golden yellow that resembles sunlight. It 
not only produces about thirty per cent 
more light, but has many other advan- 


tages over ordinary air and is, I believe, 
the most efficient form of light known for 
illuminating comparatively large areas. 


Some of the Moore tubes above referred- 


to, which are about to be installed in the 
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York Post-Office. Two of them are shown 
in Fig. 1. Heretofore Moore tubes have 
been installed in almost any length and 
shape, but it has been found very advan- 
tageous to decide on certain definite units. 
These three new tubes are in the forms 
of large hairpins—that is, the tubing ex- 
tends fifty-seven feet from a terminal box 


Fie. 3 ee HAIRPIN UNITS IN THE CoLOR-MATCHING DEPARTMENT 
OF THE WEIDMANN SILK MILLS. 


and then returns upon itself, the two legs 
being only six inches apart. The total 
length of the entire light-giving tube is 
therefore 114 feet. It will be noticed that 
these units are held within a few inches 
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.—Moore TUBE WITH FRINK REFLECTOR INSTALLED IN REGISTRY DIVISION, 


New YorK City Post-OFFice. 


New York Post-Office, will be in the 
form of loops, that is, tubes, the ends 
of which return upon themselves and some 
in the form of perfectly straight single 
tubes, each one and three-quarter inches 
in diameter and 114 feet long. 

Several months ago three new-style 
Moore tubes were installed in the New 


of the ceiling by simple cast-iron fixtures 
placed every eight feet, and that they also 
support mirrored glass reflectors directly 
over the two legs of these tubes. 

Fig. 2 shows the first Moore tube 
equipped with a corrugated mirrored- 
glass Frink reflector. Altogether such a 
combination makes a lighting device that 
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lends itself with great facility to the solu- 
tion of all illumination problems involv- 
ing comparatively large areas. These new 
standard units are designed to operate on 
220 volts, sixty cycles. They consume 
2,400 watts and produce a distributed il- 
lumination of about 1,300 Hefners that 
is almost ideal. The ceiling is thirteen 
feet seven inches high, but with the two 
hairpin units in operation over the area 
shown there results an intensity of about 
nine Hefner feet on the tables used for 
sorting and distributing the mail. Due 
to the great responsibility involved in 
handling registered mail, it is important 
that a system of lighting be used that will 
permit all employés to be easily and 
clearly distinguished over long distances. 

During the past few months the various 
claims for the Moore light have been 
amply corroborated by numerous investi- 
gations, tests and reports by thoroughly 
disinterested parties. As time passes the 
fact is emphasized that the fundamental 
principles of vacuum-tube lighting are 
correct and are in direct line with the 
tendency of the development in all classes 
of illuminating devices. | 

As regards maintenance charges, with 
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its extremely long life, the vacuum tube 
will préduce an illumination that is so 
well diffused that its illuminating eff- 
ciency is really better than is represented 
by five candle-power-hours for one cent, 
or about 0.25 watt per square foot of 
floor area for each foot-candle. ` 

The determining of the best kind of 
gaseous conductors for vacuum tubes rep- 
resents almost a virgin field of large 
dimensions, the discoveries in which will 
soon be of vital importance to the whole 
lighting industry. For example, helium 
gas offers large possibilities, but so far as 
color values are concerned it is very ‘doubt- 
ful whether any form of gas will ever be 
obtained which will more closely imitate 
average natural diffused daylight than 
does carbon-dioxide in an automatically 
fed vacuum tube. It should be, and I 
firmly believe will be, adopted as the 
standard of light both as regards intensity 
and color. In fact, at the present time 
all other forms of light, so far as their 
color values are concerned, should be ex- 
pressed in terms of the carbon-dioxide 
vacuum tube. 2 

Fig. 3 shows one of the largest silk 
dyers in the world, Jacob Weidmann, in 
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the color matching room of his large 
works at Paterson, N. J. It is well known 
that hardly any business requires more 
accurate color determinations than that 
of dyeing silk, yet it has been found by 
over a year’s severe tests that in one re- 
spect matching colors under the Moore 
tubes is preferable even to diffused day- 
light, because the light of the tubes is al- 
ways the same, while natural light varies 
widely under different atmospheric con- 
ditions and at different hours of the 
day, different months of the year, etc. 
The remarkable color values of the 
carbon-dioxide tube have proven valuable 
also in photography, where skylights have 
been equipped on their under sides with 
the tubes in a somewhat similar manner, 
so that, so far as the photographer’s busi- 
ness is concerned, practically no difference 
exists between daytime and night-time. 
The Moore vacuum tubes are aiding all 
the new forms of efficient lights in prov- 
ing to central stations and other interested 
parties the at first seeming paradox that 
the cheaper the operating expense as re- 
gards current the greater their business 
will finally be due. to the resulting in- 
crease in the quantity of light used. 


Some Recent Developments in Arc-Lamp Construction. 


in his admirable paper on long 
flame arc lamps that “it is in- 
teresting to note that all the marked 
improvements made in arc lighting within 
recent years have been effected by using 
arcs of from ten to fifteen millimetres 
in length, and investigation shows that 
the great improvement in efficiency is 
directly or indirectly due to this increased 
length.” ak 
These new lamps can be arranged in two 
distinct classes: (1) Those arranged with 
inclined. carbon rods and (2) those ar- 
ranged with vertical or coaxial carbon 
rods as in the ordinary enclosed arc lamps. 
To the first class belong the “Polar” flam- 
ing arc lamp and the “Carbone” lamp, 
while the “Radiante” and “Radiante Econ- 
omy” lamps belong to the second class. 
As stated above, the “Polar” flaming 
arc lamp is arranged with inclined carbon 
rods which are secured in metal holders 
and slide down substantial guide rods 
converging at a point immediately below 
the economizer within the globe. Only 
one globe is used. The whole appearance 
of the lamp is very pleasing and attractive. 


P tis aa ANDREWS has said 


By Dwight D. Miller. 


The case is sheet steel and ordinarily fur- 
nished in black finish, The carbon 
holders are of ample strength and size 
to prevent heating. The lamp works on 
the differential principle—that is, the 
feeding mechanism is actuated by the re- 
sultant pull of a series and shunt magnet 
working at right angles to each other. 
This principle of operation insures a sen- 
sitive, nice and accurate feed of the 
carbons, resulting in a reliable and steady- 
burning arc. This feeding mechanism 
is absolutely shut off from the main body 
of the lamp; contained in a separate 
weather and dustproof case, provided with 
a rubber gasket and sealed before sending 
out. The guide rods, carbon holders and 
rods are below the feeding mechanism in 
the main body of the lamp, and are 
readily accessible for trimming by simply 
lowering the case by means of thumb 
hooks provided therefor. 

The arc itself burns in the economizer, 
which takes the place of the inner globe 
in an ordinary enclosed arc lamp. This 
economizer is composed of highly refrac- 
tory material, cup-shaped and deeply re- 
cessed. The effect of this economizer is 


(1) a concentration of the heat of the 
arc, producing thereby a greater intensity 
of light; (2) prevention of an excess of 
oxygen reaching the arc, which means 
longer life to the carbons; (3) as the car- 
bons burn, a pure white metallic oxide is 
deposited in the inside of the economizer 
which is an excellent reflector, increasing 
the diffusion of light, and (4) protection 
of the are from drafts. This protec- 
tion is further supplemented by furnish- 
ing glass wind shields which project below 
the economizer and increase the burning 
hours ten per cent. 

This type of lamp requires but forty- 
two volts at the are with a current con- 
sumption of ten amperes—producing up- 
wards of 3,000 candle-power. They burn 
most economically two in series on 110- 
volt and four in series on 220-volt cir- 
cuits, with a consumption of 550 line 
watts per lamp. 

Carbons cored with different metal salts 
are used, giving either a rich golden or 
brilliant white light as desired. 

Too much stress can not be laid upon 
the substantial construction and reliable 
operation of these lamps. They burn 
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steadily and uniuterruptedly during the 
entire length of life of the carbons, and 
automatically cut themselves out when the 
carbons have burned their full time. Many 
thousands are in daily use and have been 
for several ycars past. In fact, ninety- 
five per cent of the exterior lighting in 
Berlin, Germany, is by means of the long- 
flame are lamp. 

The. “Polar?” flaming are lamp is 
handled in this country in two sizes. One, 
known as the short type, two feet eight 
inches long over all, takes a carbon 400 
millimetres in length, burns twelve hours 


‘“PoLak” FLAMING ARC LAMP. 


on one trim and weighs twenty-six and 
one-half pounds, while the long-type lamp 
is three feet six inches over all, taking a 
earbon 650 millimetres long, burns twenty 
hours on one trim and weighs thirty-three 
pounds. The lamp burns equally well 
when connected in multiple and on any 
circuit. 

It is interesting to note that a very 
successful test of this lamp has been com- 
pleted at one of the largest power-houses 
in New York city, burning three in series 
on a 200-volt, twenty-five-cycle alternat- 
ing-current circuit. The test lasted 
through a period of three weeks, during 
which time the lamp demonstrated beyond 
the question of a doubt its stability on 
such a circuit. 

We come now to the seeond lamp in 
‘lass 1, namely, the “Carbone” lamp. 
Here again we have a lamp working on 
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the differential principle with inclined car- 
bons converging at a point within the 
economizer in the globe. In outward ap- 
pearance the “Carbone” lamp is very simi- 
lar to that of the “Polar” flaming arc 
lamp, the standard finish of case and the 
special shaped “Pilz? globe, a patented 
article, being the same in both cases. 

By the use of pure carbon rods all fumes 
and gases are avoided and we obtain what 
is the most striking feature of this lamp, 
namely, its light, which. is pure white, of 
great brilliancy and purity, and abso- 
lutely steady. 
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‘‘CARBONE” LAMP WITH MUSHROOM GLOBE. 


The “Carbone” lamp works on a high 
are voltage—eighty-five volts for the di- 
rect-current and seventy volts for the al- 
ternating-current lamp—so that it burns 
in multiple on 110 to 120-volt and two in 


MAGNETIC-RING CONTROL OF THE * CARBONE’ 
LAMP. 


series on 220 to 240-volt circuits. The 
effect of this high voltage is that the crater 
of the are forms on the very end of the 
carbon tips and is held fixed there by a 
very ingenious device, patented by Mr. 
Carbone, known as magnetic-ring control. 
This consists of a closed metallic circuit 
in the form of a ring, concentric with and 
placed just above the economizer of the 
lamp. On this ring are mounted two 
solenoids with a soft iron bar connected 
across the tops, and the position of the 
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arc is rigidly controlled by the magnetic 
leakage from this closed circuit. Natu- 
rally, the leakage is greatest where the 
solenoid cores enter the ring, and this is 
further increased by boring holes in the 
ring itself in such a manner that the field 
produced by this leakage holds the arc in 
the desired position, spreading it out in 
a semicircular, shadowless and steady 
flame. 

The efficiency of this lamp is very high, 
taking but 0.6 of a watt per candle- 
power, and producing 1,350 candle-power 
of pure white light with a consumption 


Cross-SEcTION oF Snow-WINDOW, SHOWING 
THOD oF CoNCEALING LIGHT. 


of only eight amperes. It is handled in 
two sizes of approximately the same di- 
mensions and weight, as in the case of 
the “Polar” flaming arc lamp, the short 
type burning eleven hours and the long 
type sixteen hours. This lamp also burns 
on twenty-five to 150 cycles, alternating 
current. 

The science of illumination requires 
that not only shall there be the proper 
quantity and quality of light, but also, 
what is more essential, that this light shall 
be correctly diffused. By means of various 
types of shades, globes and reflectors, 
direct, semi-direct or indirect illumination 
can be produced, according to the specific 
requirements of the particular problem 
under consideration. By using the special- 
shaped “Pilz” globe the distribution of 
light becomes exceedingly uniform. Again, 
by using special shapes and shades of glass 
and opaque reflectors the light is thrown 
in various directions and reflected back to 
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the eye much softened and properly dif- 
fused. All shadows are also eliminated. 

We now come to the second class of 
lamps, with coaxial carbon rods. This 
construction is found in the “Radiante” 
and “Radiante Economy” lamps. These 
lamps are a direct outgrowth of the “Car- 
hone” lamp, and put upon the market to 
meet the demand for a longer-life lamp. 
Thus they combine the pure white, steady, 
daylight effect of the “Carbone” lamp 
with long life and efficiency. 

Here again pure carbon rods are used 
with soft cored centres. The rods are 
arranged vertically one over the other as 
in the well-known enclosed-are construc- 
tion but provision is made for lengthen- 
ing the arc, thus eliminating all shadows 
from the lower carbon. The lower carbon 
is stationary and the upper feeds down 
as it burns away. The proper trimming 
height of the lower carbon is marked by 
a notch in the lower carbon holder which 
is centered accurately with the upper 
holder ensuring perfect alignment of car- 
bon rods and an even, steady and econom- 
ical burning of the carbons. The feeding 
mechanism is of simple construction, con- 
sisting of a magnet working against 
gravity. This control is positive in its 
action, accurate and nice in its adjust- 
ment, which results in a steady are. The 
arc is only partially enclosed, the objcct 
heing to obtain long life of carbons and 
yet avoid the disadvantages of the com- 
pletely enclosed arcs, such as bluish 
color and unsteadiness of flame. The 
lamps are very attractive and pleasing in 
appearance, the same material and stand- 
ard finish of case and “Pilz” globe being 
used as in the case of the “Polar” flaming 
are and “(‘arbone” lamps. 

The efficiency is again very high as the 
lamp takes but 0.5 of a watt per candle- 
power. 

These Jamps also burn with a high-volt- 
age arc, requiring eighty volts, and at pres- 
cnt are designed to burn on direct-current 
circuits only, in multiple on 110 to 120 
volts, and two in series on 220 to 240 
volts; but an alternating-current lamp 
of this type is promised by the manufac- 
turers in a short time. They are made in 
two sizes: The “Radiante,” two feet 
seven and one-half inches long over all, 
takes a carbon 400 millimetres in length, 
burns fifty hours on one trim, and weighs 
eighteen pounds, and the smaller type, 
known as the “Radiante Economy” lamp 
is twenty-one inches over all, takes a 
carbon 300 millimetres in length, burns 
thirty-two hours on one trim, and weighs 
nine pounds, 
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= The “Radiante,” with a consumption of 
eight amperes, gives a light of 1,200 
candle-power, and the “Radiante Econ- 
omy,’ with four amperes, gives 600 
candle-power of pure white, steady light. 

As in the case of the “Carbone” lamp 
different degrees and types of illumination 
can be obtained to meet specific require- 
ments, by using the same kind of shades. 
globes and reflectors. In the case of the 
“Radiante Economy” lamp a milk glass 
reflector is provided in addition. The 
field of these lamps is almost unlimited, 
but they are especially recommended for 
lighting interiors where the highest grade 


of lighting is essential and desired, and - 


true color reproduction necessary. 

No hard and fast rules can be laid down 
as to which type of illumination should be 
used, and each case should and must 
necessarily be considered according to its 
specific requirements and the effect it is 
desired to obtain, but it is obvious that 
where the ceilings are high or strong light 
necessary, as for instance, where black 
threads and material are treated, direct 
illumination is the logical choice. While, 
on the other hand, in rooms with low 
ceilings or where no shadows are desired, 
semi-direct or indirect lighting would give 
the better effect. 

A very novel, as well as effective and 
economical, method of lighting show 
windows, known as “Standard Show Win- 
dow Illumination,” in connection with the 
“Carbone,” “Radiante?” and “Radiante 
Economy” lamps, has just been intro- 
duced in this country. It seems that the 
majority of merchants have been and are 
laboring under the fallacy that the more 
and stronger light they have the better 
the customers can see the goods displaved, 
overlooking entirely that very vital point 
of diffusion. This fallacy becomes at once 
apparent if, on a perfectly clear summer 
dav, one goes out at noontime, when the 
sun is directly overhead and its light least 
diffused by atmospheric conditions, and 
tries to look directly at it. The effect is 
blinding. Yet here is the strongest and 
best type of light known, but the difficulty 
is there is no diffusion. The object of 
show-window illumination is to attract 
passersby and cause them to look at the 
goods therein displayed. This is done 
most effectively when the source of hght 
is entirely concealed, because then the 
whole attention can be concentrated on the 
contents of the window and the eye left 
entirely free from any glare. The illus- 
tration herewith gives a cross section of 
a show window showing this method of 
concealing the light and how the desired 
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effect is obtained. The lamps are ar- 
ranged high up in the window and entirely 
shut off from the gaze of the onlooker by 
heavy fluted glass, while the light itself 
is. diffused and the window illuminated 
with a pure white light, bringing out the 
color values of the goods accurately. 
These lamps are the product of the 
Carbone Light Gesellschaft, of Berlin, 
Germany, and are handled exclusively in 
the United States and Canada by the elec- 
trical department of Fox Brothers & 


Company, 126-130 Lafayette street, New 


York city. 
—___+@<.—__. 
THE KUZEL LAMP. 


BY PAUL M JUNKIN. 


The Kuzel lamp continues to make sub- 
stantial progress, and although it is not 
yet manufactured in this country, nego- 
tiations are progressing toward that end. 
In the meantime increasing quantities are 
being imported, as the European manufac- 
turers are able to spare lamps for this 
market. 

This lamp has been the standard in 
Europe for some months, and burns in 
any position. The standard candle-power 
is twenty American candles, twenty-five 
watts. for the 110-volt lamp. This typé 
of lamp is made almost to the entire ex- 
clusion of the higher candle-powers. 

The lamp is rugged physically, which is 
due partly to the ingenious anchoring em- 
ploved, but principally to the superior 
quality of the filament itself. The col- 
loidal process employed by Dr. Kuzel pro- 
duces a filament of perfect homogencity 
and great elasticity, as well as purity. 

The lamps at present are made in bulbs 
of practically equivalent sizes to those used 
for carbon lamps of corresponding candle- 
powers, and are fitted with the same style 
of base as is used on all low-candle-power 
carbon-filament lamps. 

The Kuzel lamps are now manufactured 
in Austria, Germanv, Sweden and Great 
Britain, and the solidarity of the busi- 
ness is typified hy the new factory which 
has been erected in Vienna. This factory, 
which is being operated by Kremenezky, 
has a present capacity of 25,000 lamps 
per day. Every precaution has been made 
to increase the plant and equipment to 
60,000 lamps per day as rapidly as it may 
he necessary. Kremenezky has been recog. 
nized for vears as the leader in high-class 
earbon-lamp manufacture in Europe, and 
he has naturally devoted his best energies 
to the equipping of the new tungsten- 
lamp factory with the most perfect ma- 
chinery that has been developed for tung- 
sten-lamp manufacture up to the present 
time, 
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FINANCIAL REPORTS OF ELECTRICAL 
COMPANIES. 


TWIN CITY RAPID TRANSIT COMPANY. 

The report of the Twin City Rapid 
Transit Company, Minneapolis, Minn., 
for the month of July and seven months 
ended July 31, shows July gross of $606,- 
373; expenses, $278,138; July net, $328,- 
2385; charges, taxes and preferred divi- 
dend, $128,361; July surplus, $199,874. 
Seven months’ gross, $3,589,222; ex- 
penses, $1,813,728; seven months’ net, 
$1,775,494; charges, taxes and preferred 
dividends, $877,788; seven months’ sur- 
plus, $897,706. 


UNITED STATES TELEPHONE COMPANY. 

The annual report of the United States 
Telephone Company, of Cleveland, Ohio, 
for the year ended December 31, 1907, 
shows gross of $435,013; expenses and 
taxes, $184,135; net, $250,878; other in- 
come, $34,965; total income, $285,843; 
charges, $116,877; balance, $168,966; 
preferred dividends, $51,150; balance, 
$117,816; common dividends, $69,750; 
surplus, $48,066. 


UNITED RAILWAYS COMPANY. 

The report of the United Railways Com- 
pany, of St. Louis, Mo., for the month of 
July and seven months ended July 31, 
shows July gross of $898,210; expenses, 
$578,528; July net, $319,682; charges, 
$232,852; July surplus, $86,830. Seven 
months’ gross, $6,061,765; expenses, $3,- 
946,037; seven months’ net, $2,115,728; 
charges, $1,618,399; seven months’ sur- 
plus, $497,329. 


NEW ORLEANS RAILWAY AND LIGHT. 

The report of the New Orleans (La.) 
Railway and Light Company and con- 
trolled companies for the six months 
ended June 30 shows gross of $3,054,535 ; 
expenses, $1,714,429; net, $1,340,106; 
charges, $991,521; surplus, $348,585; 
other deductions, $27,144; balance, $321,- 
441, Of the balance there is to be re- 
served $23,338 for rehabilitation of tracks 
and cars and other equipment. 


CUYAHOGA TELEPHONE COMPANY. 

The annual report of the Cuyahoga 
Telephone Company, of Cleveland, Ohio, 
for the year ended December 31, 1907, 
shows gross of $781,586; expenses and 
taxes, $346,913; net, $134,673; charges, 
$207,458; surplus, $227,215; dividends, 
$131,222; net surplus, $95,993. 


CUMBERLAND TELEPHONE AND TELEGRAPH 
COMPANY. 


The report of the Cumberland Tele- 
phone and Telegraph Company for the 
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month of July and seven months ended 
July 31 shows July gross of $500,094; 
expenses, $283,473; July net, $216,621; 
charges and taxes, $37,347; July surplus, 
$179,274. Seven months’ gross, $3,557,- 
O72; expenses, $2,065,681; seven months’ 
net; $1,491,391; charges and taxes, $260,- 
357; seven months’ surplus, $1,231,034. 


AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 


The report of the American Telephone 
and Telegraph Company for the first seven 
months of 1908 shows gross earnings of 
$15,097,966; expenses, $1,223,807; net 
earnings, $13,874,161; interest, $4,026,- 
937; balance, $9,847,223 ; dividends, April 
and July, $5,262,056 ; surplus, $4,585,168. 


WESTCHESTER ELECTRIC RAILROAD 
COMPANY. 


The report of the Westchester (N. Y.) 
Electric Railroad Company for the quar- 
ter ended June 30 shows gross of $97,747; 
expenses, $104,102; deficit, $6,355; other 
income, $137; deficit, $6,218; charges, 
$3,819; total deficit, $10,037. 


MONTREAL STREET RAILWAY COMPANY. 

The report of the Montreal Street Rail- 
way Company for the month of July and 
ten months ended July 31 shows July 
gross of $326,524; expenses, $162,413; 
July net, $164,111; charges, $65,012; 
July surplus, $99,098. Ten months’ 
gross, $2,999,187; expenses, $1,814,428 ; 
ten months’ net, $1,184,159; charges, 
$515,888; ten months’ surplus, $668,971. 


SEATTLE ELECTRIC COMPANY. 


The report of the Seattle Electric Com- 
pany, Seattle, Wash., for the month of 
June and twelve months ended June 30 
shows June gross of $358,207; expenses, 
$202,875; June net, $155,332; charges, 
taxes and sinking fund, $93,695; June 
surplus, $61,637. Twelve months’ gross, 
$4,384,438; expenses, $2,594,122; twelve 
months’ net, $1,790,316; charges, taxes 
and sinking fund, $1,017,674; twelve 
months’ surplus, $772,642. 


GALVESTON-HOUSTON ELECTRIC COMPANY. 


The report of the Galveston-Houston 
(Tex.) Electric Company for the month 
of June and twelve months ended June 30 
shows June gross of $92,442; expenses, 
$53,235; June net, $39,207; charges, 
taxes and sinking fund, $21,009; June 
surplus, $18,198. Twelve months’ gross, 
$1,069,016; expenses, $625,598; twelve 
months’ net, $443,418; charges, $237,- 
977; twelve months’ surplus, $205,441. 
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MINNEAPOLIS GENERAL ELEOTRIO 
COMPANY. 

The report of the Minneapolis (Minn.) 
General Electric Company for the month 
of June and twelve months ended June 30 
shows June gross of $70,766; expenses, 
$31,838; June net, $38,928; charges, 
taxes, $31,507; June surplus, $7,421. 
Twelve months’ gross, $955,510; expenses, 
$434,040; twelve months’ net, $520,670; 
charges, $348,021; twelve months’ surplus, 
$172,649. 


BUFFALO & LAKE ERIE TRAOTION 
COMPANY. 


The report of the Buffalo & Lake Erie 
Traction Company for the quarter ended 
June 30 shows gross of $134,656; ex- 
penses, $91,937; net, $42,719; other in- 


‘come, $5; total income, $42,724; charges, 


$95,640; deficit, $52,916. 


INTERBOROUGH RAPID TRANSIT COMPANY. 

The report of the Interborough Rapid 
Transit Company, New York city, for the 
quarter and twelve months ended June 30 
shows gross earnings for the quarter of 
$6,248,224; operating expenses, $2,796,- 
102; net earnings, $3,452,142; other in- 
come, $305,307 ; total income, $3,757,449 ; 
interest and taxes, $847,622; rentals, 
$2,025,485 ; total charges, $2,873,107 ; sur- 
plus, $884,342. For the fiscal year the 
gross earnings were $24,059,290; operat- 
ing expenses, $10,722,695; net earnings, 
$13,336,604; other income, $1,220,170, 
total income, $14,556,074; charges, $10,- 
856,116; surplus, $3,700,658. 


NORTHERN OHIO TRACTION AND LIGHT 
COMPANY. 


The report of the Northern Ohio Trac- 
tion and Light Company for July and 
seven months shows July gross of $200,- 
392; expenses, $105,377; July net, $95,- 
015; charges, $44,052; July surplus, 
$50,963. Seven months’ gross, $1,039,- 
134; expenses, $624,037; seven months’ 
net, $415,097; charges, $305,212; seven 
months’ surplus, $109,885. 


SCHENECTADY RAILWAY COMPANY. 

The report of the Schenectady (N. Y.) 
Railway Company for the quarter ended 
June 30 shows gross of $220,110; ex- 
penses, $158,559; net, $61,551; other in- 
come, $916; total income, $62,467; 
charges, $30,883 ; surplus, $31,584. 


BIRMINGHAM RAILWAY, LIGHT AND POWER 
COMPANY. 


The report of the Birmingham (Ala.) 
Railway, Light and Power Company for 
the month of July and seven months 
ended July 31 shows July gross of $170,- 
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777; expenses and taxes, $113,425; July 
net, $57,352; charges and sinking fund, 
$44,075; July surplus, $13,277. 
months’ gross, $1,235,602; expenses and 
taxes, $796,202; seven months’ net, 
$439,400; charges and sinking fund, 
$307,370; seven months’ surplus, $132,- 
030. 


MEMPHIS STREET RAILWAY COMPANY. 

The report of the Memphis (Tenn.) 
Street Railway Company for the month of 
July and seven months ended July 31 
shows July gross of $140,461; expenses 
and taxes, $89,017; July net, $51,444; 
charges, $35,465; balance, $15,979; re- 
serve funds, $2,500; July balance, $13,- 
479. Seven months’ gross, $915,529; 
expenses and taxes, $583,418; seven 
months’ net, $332,111; charges, $243,905 ; 
balance, $88,206; reserve funds, $17,500; 
seven months’ surplus, $70,706. 


DETROIT UNITED RAILWAY COMPANY. 

The report of the Detroit (Mich.) 
United Railway Company for July and 
the seven months ended July 31 shows 
July gross of $679,447; expenses and 
taxes, $417,869; July net, $261,577; 
other income, $6,462 ; total income, $268,- 
039; charges, $135,978; July surplus, 
$132,061. Seven months’ gross, $3,964,- 
875; expenses and taxes, $2,528,176; 
seven months’ net, $1,436,698; other in- 
come, $35,072; total income, $1,471,770; 
charges, $948,952; seven months’ surplus, 
$522,818. 


TOLEDO RAILWAYS AND LIGHT COMPANY. 

The report of the Toledo (Ohio) Rail- 
ways and Light Company for July and 
seven months shows July gross of $199,- 
237; expenses, $111,665; July net, $87,- 
72; other income, $91; total income, 
$87,663; charges and taxes, $71,751; July 
surplus, $15,912. Seven months’ gross, 
$1,429,612; expenses, $794,054; seven 
months’ net, $635,558; other income, 
$2,874; total income, $638,432; charges 
and taxes, $491,887; seven months’ sur- 
plus, $146,545, 


KNOXVILLE RAILWAY AND LIGHT 
COMPANY. 

The report of the Knoxville (Tenn.) 
Railway and Light Company for July 
and seven months ended July 31 shows 
July gross of $51,720; expenses and 
taxes, $26,330; July net, $25,390; 
charges, $11,483 ; balance, $13,907. Seven 
Months’ gross, $323,820; expenses and 
taxes, $171,027; seven months’ net, $152,- 


192; charges, $80,160; seven months’ sur- 
plus, $72,632, 


Seven — 


Skinner; 
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NASHVILLE RAILWAY AND LIGHT 
COMPANY. 


The report of the Nashville Railway 
and Light Company, Nashville, Tenn., 
for the month of July and seven months 
ended July 31, shows July gross of $127,- 
936; expenses and taxes, $78,215; July 
net, $49,721; charges, $33,101; balance, 
$16,620; reserve funds, $3,858; July sur- 
plus, $12,762. Seven months’ gross, 
$887,986; expenses and taxes, $542,399 ; 
seven months’ net, $345,587; charges, 
$221,162; balance, $124,425; reserve 
funds, $26,528; seven months’ surplus, 
$97,897. 


LITTLE ROCK RAILWAY AND ELECTRIC 
COMPANY. 


The report of the Little Rock (Ark.) 
Railway and Electric Company for July 
and seven months ended July 31 shows 
July gross of $53,560; expenses and 
taxes, $30,095; July net, $23,465; charges 
and sinking fund, $10,874; surplus, $12,- 
591; reserve funds, $3,000. Seven months’ 
gross, $364,293; expenses and taxes, 
$198,717; charges and sinking fund, 
$68,875; reserve funds, $21,000; seven 
months’ surplus, $95,701. 


BOSTON ELEVATED RAILWAY COMPANY. 

The report of the Boston Elevated 
Railway Company for August shows an 
improvement over the results for July. 
Figures for the last four months com- 
pare as follows: May, $1,214,000; June, 
$1,224,000; July, $1,158,000; August, 
$1,133,000. While the receipts show a 
comparative decline in gross for two suc- 
cessive months, the actual decrease in 
gross receipts for August was $37,000, a 
loss of 3.1 per cent, which compares with 
a July decline of $76,000, or 6.1 per cent. 

— 0 


Canadian Independent Tele- 
phone Assoclation. 

The third annual convention of the 
Canadian Independent Telephone Associa- 
tion was held in Toronto, Ontario, on 
September 9. The following papers were 
presented at the meeting: “Bell Con- 
nections,” Dr. W. Doan; “Independent 
Telephones at Railway Stations,” C. 
“Mutual versus Joint Stock 
Companies,” A. R. Walsh; “Rural Line 
Equipment and the Best Way to Serve 
the Farmers,” F. A. Dales; “Rates to Be 
Charged and the Best Form of Collect- 
ing,” A. Hoover; “To What Extent 
Should Free Service Be Given?” A. D. 
Bruce; “Division of Territory Between 
Telephone Companies,” Levi Moyer; “Toll 
Line Connections: How Best Effected,” 
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Alex Neilson and Henry Sneath; “West- 
ern Situation and Its Future,” F. Dag- 
ger; “Our Interests in Towns and Cities,” 
M. Gee; “The Independent Movement in 
Towns and Rural Communities,” T. R. 
Mayberry, M.L.A.; “Exclusive Franchises 
and Government Regulation,” Dr. A. 


Ochs. 
——___—_ oa —_—_—_—_—— 
BOOK REVIEW. 


“Wissen and Können.” Dr. Richard Hen- 
ning. Johann Ambrosius Barth, Leipzig, Ger- 
many. Boards. 199 pages. 6x9 inches. 61 
illustrations. Price 4 marks ($1.25). 


This is the eighth volume of a series 
of books (“Knowledge and Ability”) pub- 
lished at regular intervals, by different 
authorities, on pure and applied science, 
and gives the history and development of 
telegraphy and telephony. The author 
goes back to ancient times and shows how 
the old Greeks were eager to develop means 
for a speedy transmission of intelligence 
to which the term telegraph fitly applied ; 
starting with a wigwagging of hands and 
flags and the building of bonfires. A fur- 
ther development was the erection of sig- 
nal towers of the most primitive type. 
With the advent and development of elec- 
tricity came vast possibilities. The various 
tvpes of magneto-electric and chemical- 
electrical telegraphs are described, up to 
and including the Morse telegraph and 
cipher code. The modern telephone and 
cable telegraph are described and illus- 
trated, wireless telegraphy, however, not 
being mentioned. 

Probably the most interesting feature 
of the work is the statement of the opin- 
ions of the inventors of the various in- 
struments and devices at the time of their 
invention. 

The volume is written in a clear and 
forcible manner and should appeal not 
only to the engineer but to the every-day 


reader. 
—— e0 


The Buckeye Electric Com- 

pany Conference. 

The Buckeye Electric Company, Cleve- 
land, Ohio, during the week of August 29 
held its most successful annual confer- 
ence. During the weck there were in at- 
tendance fifteen direct branch managers 
and salesmen of the company, as well as 
about ten guests. Everything in connec- 
tion with the incandescent-lamp business 
was discussed very thoroughly, especial 
attention being devoted to the discussion 
of the newer types of lamps. The com- 
pany is confident that this meeting will 
bring excellent results, both to itself and 
its customers. 


The company is starting the season in 
better shape this year than it ever did 
before, and in substantiation of this 
makes the statement that its business for 
August, 1908, is at least twenty per cent 
greater than it was for August, 1907, 


406 


Just-Wolfram Lamps for 220 Volts. 


To overcome the difficulties which have 
appeared in the manufacture of long 
metal filaments of small cross-section, and 
to turn out serviceable metal filaments for 
forty watts at 220 volts, for commercial 
purposes, the Physikalisch Technische 
Reichsanstalt, at the request of the Wol- 
fram Company, made extensive tests with 
fifty-watt lamps operating at 220 volts. 
The tests proved that the intensity of light 
between the high and low-voltage lamps 
varied .but little, and the durability and 
life of the lamps were the same. The test 
of the Reichsanstalt consisted of burning 
twelve lamps for 1,600 hours cach on direct 
current, The results showed that the 
average life of the lamps was 1,141 
hours. Up to 1,400 hours the average 
intensity of the light remained the 
same and the specific current consump- 
tion increased 1.5 per cent, being 1.23 
watts per candle (Hefner). A test at 
the factory on alternating current gave, 
after 1,000 hours, 1.25 watts per candle 
(Hefner), with an average life of 1,224 
hours.—Translated and abstracted from 
the Journal fiir Gasbeleuchtung und Was- 
serversorgung (Munich), August 8. 

< 
The Transmutation of Copper. 


Sir William Ramsay and A. T. Cameron 
announced, about a year ago, that they 
had observed the production of the alka- 
line metals and lithium in solutions of 
copper salts submitted to the action of 
radium emanation. It was concluded 
that in the presence of the emanation, 
copper underwent a degradation into the 
elements, potassium, sodium and lithium. 
A recent issue of Comples Rendus of the 
Paris Academy of Sciences contains an 
article by Mme. Curie and Mlle. Gleditsch, 
giving an account of the attempis that 
they have made to repeat this experiment. 
The extreme difficulty of obtaining 
chemical products free from lithium is 
pointed out. This metal was found in dis- 
tilled water and in nearly all the reagents. 
If a reagent free from lithium is allowed 
to stand in a glass vessel, traces of this 
metal are found after some time. Both 
opaque and transparent quartz were found 
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to contain notable amounts, the latter fur- 
nishing the larger proportion. The ex- 
periments were carried out in such a 
manner that the solutions came in contact 
with platinum only. The water and acids 


necessary for the experiment were redis- ` 


tilled from platinum and preserved in 
platinum bottles. After this treatment 
no lithium could be detected in the residue 
from twenty-five cubic centimetres of 
nitric acid, twenty-five cubic centimetres 
of hydrofluoric acid, and 250 cubic centi- 
metres of water. About the same quanti- 
tics of copper and radium emanation as 
those used in the original experiment were 
employed. Spectroscopic examination of 
the salt residue obtained showed it to con- 
sist of salts of sodium with a little potas- 
sium. The presence of lithium could not 
he proved. The authors conclude that 
they have been unable to confirm the ex- 
periments of Messrs. Ramsay and 
Cameron.—A bstracled from Nature ( Lon- 
don), August 20. 
< 


The Lucerne -Engelberg Hydroelec- 
tric Transmission System, 
Switzerland. 


For supplying current to the city of 
Lucerne and vicinity, the water of a nat- 
ural collecting basin, of 2,471,000 cubic 
feet capacity, fed by streams and glaciers 
of the Engelberg, is utilized at a power 
plant at Obermatt, about seventeen miles 
from Lucerne. Current is transmitted at 
27,000 volts. The turbines, of which four 
are at present installed, are of the impulse 
type, operating under a head of 1,023 feet. 
They are connected to 2,000-horse-power, 
fifty-cycle, 6,000-volt generators, making 
300 revolutions per minute. These gen- 
erators have a capacity of 1,850 kilovolt- 
amperes, three-phase, or 1,380 kilovolt- 
amperes, single-phase. This plant also 
contains one reserve unit for the Stans- 
stad-Engelberg railway system. This is 
an impulse turbine coupled to a 540-kilo- 
volt-ampere, 7%80-volt, 32.5-cycle, three- 
phase generator, which has a bus-bar sys- 
tem of its own. The current from the 
main generator is stepped up by 700-kilo- 
volt-ampere single-phase transformers to 
27,000 volts. On each side of the trans- 
formers are two separate ring bus-bar sys- 
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tems, one for single-phase (light), and 
the other for three-phase (power). All 
the transformers are single-phase. There 
are three transformers for single-phase 
light supply and two groups of three 
single-phase transformers, connected in 
delta, for power service. Between the 
power transformer groups is one single- 
phase transformer which serves as a re- 
serve unit for both groups. The trans- 
formers are of the oil, water-cooled type. 
If the water supply falls below the nor- 
mal an automatic electric signal system 
gives notice of this condition. The aerial 
conductors are carried on lattice-steel 
towers. A feature of the construction is 
the cantilever arrangement of supporting 
them above the shores of Vierwaldstaetter 
Lake. There are several transformer sta- 
tions along the line which step the line 
voltage down to 5,000 and 350 volts for 
local distribution. The whole system is 
well protected by lightning arresters 
among which is the combination of the 
horn lightning arrester and water-flow 
grounder, a system much favored in Con- 
tinental practice——Translated and ab- 
stracted from the Elektrotechnische Zeit- 
schrift (Berlin), August 6. 


@ 


The Use and Conservation of Water- 
Power Resources. 

H. von Schon, the author of the present 
article, holds that water power is the ex- 
pression of the dvnamic energy of falling 
water, eighty per cent of which may be 
realized as mechanical energy; and seventy 
per cent as electrical energy. Theoretical- 
lv, all the fall and flow of a river is 
available for power development, but the 
practical limit is a question of economics. 
Successive dams may be placed so that 
the lower pool of one becomes the upper 
of the next, but this may prove, in cases, 
wasteful in cost, as economie dam sites 
are not always arranged by nature with 
such regularity. The volume of available 
flow is as important a factor as the fall, 
as the product of fall and weight of vol- 
ume represents the source of water-power 
energy. Without the consideration of 
flood-flow storage the determination of 
available flow basis should be developed 
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from a consideration of the market de- 
mand, and the value of the output, in 
order to decide how large an investment 
in auxiliary power plant or electric stor- 
age equipment the enterprise will stand; 
and the capacity of this, added to the 
low-flow output, will point to the volume 
which may be accepted as the available 
flow. As far as accurate data are con- 
cerned, we find ourselves in the position 
of the man who has done business with- 
out keeping books. For some time to 
come we can not take an inventory of our 
water-power asset. It appears that from 
data collected by the author, the unde- 
veloped water power of New England, 
New York, Pennsylvania, the middle and 
southern states, and the Pacific coast 
watershed, sums up to a grand total of 
10,000,000 horse-power, based on the un- 
conserved flow. A reasonable estimate of 
our available water-power assets appears 
to he about 20,000,000 horse-power, repre- 
senting the annual equivalent in steam 
fuel of about -300,000,000 tons. At $100 
per horse-power this would require an in- 
vestment in water-power works of approxi- 
mately $2,000,000,000, and a further in- 
vestment in hydraulic and power-generat- 
ing equipment, at $50 per horse-power, of 
$1,000,000,000. At a valuation of $35 
per horse-power per annum—about 0.75 
cent per kilowatt-hour—for continuous 
service, the income at three per cent repre- 
sents a total earning on about $20,000,- 
000,000. Results which will conserve the 
entire benefits of the water-power re- 
sources, and render this conservation 
economical and profitable, can be realized 
only by the combined resources and 
powers of the whole people. The investi- 
gations of flood-storage opportunities 
should be carried on by the state. If stor- 
age of flood waters were determined to be 
feasible, a state commission should have 
authority to designate the reservoir sites 
as a state water and forest reserve, and 
acquire title by condemnation to sufficient 
land to control the reservoir feeders. 
They should then lease the same to the 
lowest bidder for the construction of the 
necessary storage works and their main- 
tenance and Operation, fixing the amount 
of tolls at a certain per cent on the in- 
vestment for land and works, which should 
be covered by a state bond issue. The 


power development works should be ex- 


empt from taxation for a period of years, 
during Which the principal of the capital 
Investment remains a charge against them, 
conditioned upon a specified programme of 
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serial retirement of the securities and of 
their total redemption. The water-power 
company should be chartered by the state, 
the latter reserving the right to periodical 
inspection of its works and of regulation 
of the rates charged ffor the product. 
Finally, the Federal Government, upon the 
request of the state, should examine the 
feasibility of creating navigation on the 
stream, its extent and cost; and if the 
findings are satisfactory, a proper naviga- 
tion lock should be constructed with each 
power development dam, under the super- 
vision of the government, and the cost 
thereof and of buildings and appurtenant 
navigation locks should be defrayed by 
the United States Treasury, as well as the 
expense of any canalization or deepening 
of channels hetween such power sites. 
This would secure the co-operation of in- 
dividual enterprise, and of the powers of 
the community, state and nation, toward 
the object of conserving the water and 
ail its collateral assets, thereby placing 
within the reach of every community 
hydroelectric power products.—A bstracted 
from the Engineering Magazine (New 
York), September. 
€ 


Dlumination and Our Eyesight. 


The introduction of powerful electric 
incandescent lamps fitted with metallic 
filaments has increased the complaints of 
the deleterious effect upon the eyesight of 
the high illumination which is being 
adopted in many places where artificial 
light is employed. Lamp manufacturers 
are anxious to meet the objections, and the 
question came up recently at the annual 
meeting of the German electrical engi- 
neers, the Verbund Deutscher Electrotech- 
niker. In a paper by F. Schanz, M.D., 
and Dr. C. Stockhausen it is pointed out 
that the ultra-violet rays are a source of 
danger, and that with the improvement of 
our lamps we have been receiving more 
and more ultra-violet rays. The spectrum 
of the light of a paraffine or wax candle 
and of an ordinary rape-seed oil wick is 
hardly longer than that of the visible rays. 
When the combustion is rendered more 
energetic by the aid of a chimney, the 
ultra-violet ravs increase. In the in- 
candescent gas light, in the electric and 
Nernst lamps, and, particularly in the 
mercury are, ultra-violet rays abound. 
These conditions are masked to a certain 
extent when we surround the sources of 
light with glass shades, for the glass ab- 
sorbs a good many rays; but ultra-violet 
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rays find their way through ordinary 
glass. That ultra-violet rays, especially of 
very small wave-length, set up irritation 
of the skin, is sufficiently known from ex- 
tended observation and special experi- 
ments. These rays cause injury and seem 
also to cure diseases under certain con- 
ditions. At any rate, they are active. 
Rays of greater wave-lengths are less di- 
rectly injurious. Some physicians, like 
Dr. Schanz, ascribe to them the so-called 
opthalmia electrica, which resembles snow 
blindness. Both the crystal lens and the 
retina of the eye are said to be affected by 
ultra-violet rays. Dr. Voege, of the 
physical government laboratory of Ham- 
burg, has recently described experiments 
which he undertook as a result of the 
paper before mentioned. His chief an- 
nouncement is that sunlight is far richer 
in ultra-violet rays than most of our 
modern artificial lights, with a few ex- 
ceptions. In his experiments Dr. Voege 
makes use of a kind of photometric ar- 
rangement. Two dim glass plates are so 
placed that they appear equally bright to 
the observer. The one plate is illuminated 
by the diffused light of the sky, the other 
by the lamp under test. When the photo- 
metric adjustment has been effected, 
photographs are taken, always under ex- 
actly similar conditions, with similarly 
emulsified plates. As the field con- 
sists of two halves, we should get two 
dark spots of unequal intensity if there 
is any difference in the proportion of 
actinic rays. The field is further sub- 
divided by placing a screen of window 
glass over the upper half, and a screen of 
quartz glass over the other. Thus four 
sectors are obtained. Dr. Voege concludes 
that, provided we arrange our lamps in 
such a way that we do not directly see the 
glaring filament and the arc, the eye 
receives less ultra-violet light from the 
lamps than it receives with sunlight of 
equal intensity. The eye, however, docs 
not resemble a sensitized plate, and we 
have to rely upon our own experience un- 
less we are ready to submit ourselves to 
dangerows experiments, such as Dr. Burch 
and others have undertaken for the direct 
study of fatigue of the eye. Individual- 
ity, no doubt, plays an important part. 
As long as we do not understand the prob- 
lem general care is most advisable. Too 
much light may be nearly, if not quite, 
as bad as too little—Abstracted from En- 
gineering (London), Angust 21. — 
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INDUSTRIAL SECTION 


‘LLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 
MECHANICAL APPARATUS 


The “H. & H.” Struck-Up Plate. The New Helmet - Tungsten 

The Hart & Hegeman Manufacturing System of Show-Window of the windows consisted of twenty-five 
Company, Hartford, Ct., has placed on the Lighting. feet of continuous trough reflector in- 
market a struck-up plate for push The accompanying illustration of stalled at the top of the window on all 


switches. An idea of the appearance of Berry’s candy-store windows, at 180 State four sides, and operated with twenty-five 
this plate can be gained from the ac- 


companying illustration. This device is 
made in single plates only, and can be 
used with other makes of push switches 


high. The former lighting arrangement 


« Oj) LOWLECOD | 


PURITY 


Suow-WINDoOW ILLUMINATION WITA SPECIAL X-Ray REFLECTOR OF THE “HeLĮĒmer” TYPE. 


street, Chicago, Ill., affords an interesting sixteen-candle-power lamps giving ap- 
demonstration of up-to-date methods in proximately 1,250 downward candle- 


“H. & H.” Brruck-UP PLATE. 


MEMES SSS SS 
as well as the “H. & H.” The plate is- W hy Ss : eas 
made of sheet brass 0.05 inch thick. It Ui loig IAEA ET SS $ W 
can be bought for quite a little less than | 5 AR OMDB TA N RENCE e 
a solid plate, and, the company states, 
looks just as well and will answer every ts Si 


purpose. The finishes are nickel, old 
brass, brush brass and oxidized copper. 
aa n 
Westinghouse Postponement. 
It has been announced that there will 
be no meeting of the readjustment com- 
mittee of the Westinghouse Electric and 
Manufacturing Company to hear the re- 
port of the creditors’ committee until 
September 21. September 1 was the last 
day for the acceptance of the proposed 
readjustment plan by the creditors and 
shareholders. The plan provides for the 
acceptance of new full-paid stock by the 
mercantile creditors in exchange for their 
claims; for a pro rata subscription by DISTRIBUTION OF LIGHT IN Two VERTICAL PLANES WITH SPECIAL WINDOW REFLECTOR 


present shareholders to $6,000,000 new OF THE “HELMET” TYPE, EQUIPPED with EIGHTy-CANDLE-POWER CLEAR-BULB 
bf , 
stock for working capital; and for the ac- TUNGeTEN Lamp. 


pcre 2 erable o Ea g illuminating show windows. The dimen- power, consuming 1,400 watts. The new 
ad of fifty per cent in fifteen-year five sions of the window are eight and one-half installation consists of four Helmet re- 


pet cent notes, feet long, six feet deep and twelve feet flectors, each reflector equipped with 8 
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100-watt tungsten lamp. This gives an 
illumination intensity of 3,200 candle- 
power in each window, with a consumption 
of 400 watts, effecting an actual saving of 
1,000 watts per window, and giving an 
increased illumination of almost double 
the candle-power. 

The Helmet reflector operates at its best 
efficiency in windows over ten feet high. 
This reflector was primarily designed on 
scientific lines for window lighting in con- 
nection with sixty or 100-watt tungsten 
lamps. The photometric curves shown 
herewith give an intensity of illumination 
of 800 downward candle-power. 

The company states that with the orig- 
inal installation the total maintenance 
cost per year was $280, as against a cost 
for similar maintenance of $88 with the 
new installation. 

i ee 
The Displaying of Lighting 
. Fixtures. 

The proper displaying of lighting fix- 
tures in the showrooms of the various 
dealers throughout the country has long 
been an unsolved problem, and until re- 
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them regardless of style or size. Conse- 
quently the prospective buyer is led into 
a maze of metal and frequently emerges 
from the display room with rather a hazy 
idea of just what has been seen or pur- 


chased. 


Recognizing that this method of dis- 
playing fixtures is not conducive to good 
selection by the customer or satisfactory 
sales, the Central Electric Company, 
Chicago, has completely equipped a series 
of artistic display rooms, one room of 
which is shown in the accompanying illus- 
tration. The other rooms are all con- 
veniently connected and fully equipped 
with appropriate furnishings. 

Each fixture is so located and . con- 
nected that the lighting effects as com- 
pared with another style of fixture, can 
readily be shown. Crowding of fixtures 
has been avoided by using large rooms, 
the furnishings of which are selected with 
good judgment and taste. 

Illuminating and consulting engineers, 
architects and contractors find the con- 
veniences offered by these’ new display 
rooms very useful in bringing clients to 
a final decision in selecting lighting ef- 
fects. 


FIxTURE-DisPLAY RooM, CENTRAL ELECTRIC COMPANY, CHICAGO, ILL. 


cently few attempts have been made to so 
arrange and display fixtures that both 
the artistic and lighting effects of differ- 
ent units could be effectively demon- 
strated. 

In many instances it has seemed that 
the chief object of a display room has 
been to collect and assemble in as small 
# space as possible, a large and varied 
assortment of metal structures, and place 


Holophane Arcs with Tung- 
sten Lamps. 

Official announcement is made by the 
engineering department of the National 
Electric Lamp Association that it is now 
safe and practicable to burn forty and 
sixty-watt tungsten lamps at an angle. 
This means that these lamps may now be 
used with the popular Holophane arc. 

With characteristic conservatism the 
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Holophane company has waited for offi- 
cia] sanction from the lamp engineers be- 
fore recommending this unit with tung- 
sten lamps, although for many months it 
has been well known that these lamps 
could be so burned without danger. As long 
ago as last May an installation of thirteen 
No. 66 Holophane arcs was made in the 
“Knox Five and Ten Cent Store,” in 
Bloomington, Ill. Three months later it 
was reported that not a single lamp had 
burned out, despite the fact that during 
one of the three months the lamps were in 
service two-thirds of the entire day, it 
being a very dark and rainy month. 
Similar installations were made by J. S. 
Maltman, of the Kankakee Electric Light 
Company, Kankakee, Ill., who states that 
he has had some twenty Holophane arcs 
equipped with sixty and 100-watt tung- 


—_— 


HOLOPHANE ARC No. 66, wit Brass STEM 
SUPPORT. 


sten lamps in service for over three 
months. Mr. Maltman says, “We have 
not as yet found any trouble with the 
tungsten lamps burning at an angle, and 
I do not hesitate to recommend to our 
customers the burning of tungsten lamps 
in the Holophane arc.” 

With the sanction of the engineering 
department of the National Electric 
Lamp Association and the favorable ex- 
perience of its customers, the Holophane 
company is now recommending the Holo- 
phane arc for all classes of commercial 
services with tungsten lamps of the forty 
and sixty-watt sizes. 
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Daniels Boulevard Lighting 
System. 

The accompanying illustrations show 
several units of the “Daniels Boulevard 
Lighting System”; a line of ornamental 
lighting specialties recently perfected and 
placed on the market by the Jandus Elec- 
tric Company, Cleveland, Ohio. Although 
no attempt has been made to vigorously 
exploit the system, the interest manifested 
by electrical engineers, central stations, 
architects and civic federations hag been 
most gratifying and confirms the manu- 
facturer’s belief that the boulevard Jight- 
ing system has an important function to 


perform and that its establishment in the 


wa ay 


Fie. 1.—Tonic Conumn, SHOW- 


ELECTRICAL REVIEW 


Although arc lamps have been used for 
general illumination for thirty years, it is 
only recently that electrical engineers have 
devoted much time to the subject of art 
in the design of outdoor lighting fixtures. 


In their eagerness to produce apparatus. 


having higher efficiency and greater me- 
chanical strength they have overlooked to 
a marked degree the development of ap- 
paratus embodying artistic as well as 
utilitarian qualities, and have not fully 
appreciated the inherent possibilities of 
making outdoor lighting part of a general 
decorative scheme. 


sal Ls 


Ine METHOD OF ATTACHING Fa. 2. 2Uoruunge CORINTHIAN F 10. 8. -ThE “Bru INGS Port.” 


LAMP MECHANISM. 


lighting field not only insures better illu- 
mination but heralds the disappearance of 
antiquated and barbaric productions in 
lighting fixtures. 


Desian. 


Each unit of the boulevard lighting sys- 
tem consists of a reinforced-concrete post, 
shaft and capital of classic design, sur- 
mounted by a complete arc-lamp mechan- 
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ism enclosed within a twenty-inch opal 
glass globe. The post is ordinarily made 
of reinforced concrete and by proper mix- 


Fic. 4.—BouLEVARD PRINCIPLE ADAPTED TO 
WALL BRACKETS. 


ture of ingredients can be made to corre- 
spond to sandstone, marble or granite. It 
is stated that the outfit complete sells for 


Fia. 5.—Janpus ORNAMENTAL Hanarna LAMP. 


one-half the price of cast-iron; that it is 
indestructible, requires no painting and 
is more ornamental than cast-iron jib and 
goose-neck posts. Cast-iron, pressed-steel, 
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copper or bronze posts are furnished when 
desired. 

The lamp mechanism is somewhat 
shorter than the regular type of arc lamp 


Fia. ,1.—TUNGSTEN CLUSTER, WITH SILVER- 
PLATED, CoRRUGATED GLASS REFLECTOR. 


but allows the use of nine-inch upper and 
four-inch lower electrodes, thus insuring 
a life of 125 hours on multiple direct-cur- 
rent and alternating-current types and 
100 hours on series direct-current and 
series alternating-current types. The use 
of the large globe insures perfect diffu- 
sion, entirely does away with uneven dis- 
tribution of light due to the travel of the 
arc and produces a quality of light hereto- 
fore unequalled. The system must be seen 
in operation to be fully appreciated. - 

Fig. 1 shows the Ionic column and 
method of attaching the lamp mechanism 
thereto while Fig. 2 shows the Corinthian 
design. Fig. 3 shows the “Billings Post,” 
designed by the J. L. Mott Iron Works, 
New York city, which is particularly at- 
tractive. The boulevard principle is ap- 
plied to wall brackets as indicated by 
Fig. 4 

A modification of the types above de- 
scribed, the Jandus ornamental hanging 
lamp, is shown in Fig. 5. This type of 
arc lamp, designed particularly for store 
and other indoor lighting is something en- 
tirely novel and promises to be a popular 
specialty. 

The lighting of boulevards, parks, pub- 
lic squares, public — buildings, capitol 
grounds, business blocks, private drives, 
amusement parks and many other applica- 


tions fall within the sphere of the boule- 
vard lamp. 
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Frink Reflectors for Tungsten | 


Lamps. 

Coincident with the great improvement 
which has been brought about in the re- 
cently developed forms of metallic-fila- 
ment incandescent lamps, manufacturers 
of reflecting mediums have shown a great 
deal of energy and ingenuity in devising 
auxiliaries which are adapted to utilize 
with the greatest advantage the increased 
illumination given by the new light 
sources. Prominent among the manufac- 
turers of reflectors to create new designs 
for use with the tungsten lamp is the 
firm of I. P. Frink, 551 Pearl street, 
New York city. The accompanying illus- 
trations show some of the most recent 
designs which this company has placed on 
the market. 

These fixtures have been demonstrated 
by test to be very efficient for lighting 


stores, offices, public buildings and show 


windows generally. The utilization of 
these forms of reflectors with incandescent 
light sources is valuable, particularly be- 
cause they eliminate shadows, there is no 
flickering, and no glare in the eye of the 
observer of the illuminated objects. 
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combinations, for forly, sixty or 100-watt 
tungsten lamps. The inside of the re- 
flector is lined with the Frink company’s 
special silver-plated corrugated glass, and. 


Fic. 2.—TUNGSTEN CLUSTER, WITH SPECIAL 
IMPORTED OPAL Guass REFLECTOR. 


the lamps are surrounded by a hemi- 
spherical opalescent globe. This fixture 
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CURVES SHOWING DISTRIBUTION OF LIGHT IN VERTICAL PLANE, WITH MIRRORED REFLECTOR, 
SHOWN IN Fig, 1. 


Fig. 1 shows a tungsten cluster, the re- 
flecting medium of which is a mirror re- 
flector with a spread of twenty inches and 
an over-all length of twenty-four inches. 
This is made in three, four or five-light 


is recommended by the company for the 
solution of problems in illumination 
where it is desired to give a maximum 
downward illumination. The accompany- 
ing curves, which have been made by the 
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Electrical Testing Laboratories, New 
York city, indicate the great increase in 
candle-power over the prescribed area 
which is brought about by the use of this 
reflector. 

Fig. 2 is similar in its dimensions and 
equipment to the fixture shown in Fig. 1 
with the exception that the reflecting 
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Fia. 3.—For Licatine Hiem WINDOWs AND 
Lieutinc Rooms FROM ABOVE Gass CEIL- 
INGS. 

medium is lined with the company’s 

special imported opal glass. This fixture 

is recommended particularly where maxi- 
mum downward illumination is not re- 
quired, and where the illumination of the 
higher parts of the room is important. 
Fig. 3 shows a special reflector, twelve 
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factory for installations where a very great 
increase of candle-power over a prescribed 
area is desired. The accompanying curve 
shows the candle-power distribution of this 
reflector. 

Fig. 4 is another special reflector lined 
with the special silver-plated corrugated 
glass, and is adaptable for the illumina- 
tion of show windows. From tests made 
by the company it has been demonstrated 


Fic. 4.—SPEcCIAL WINDOW REFLECTOR. 


that these reflectors, spaced three feet 
apart, equipped with sixty-watt tungsten 
lamps, will give Better results than three 
sixteen-candle-power carbon lamps spaced 
one foot apart, in ordinary reflectors— 
that is, there is a consumption of sixty 
watts, against 168 watts, or a saving of 
over sixty-five per cent. 


D x 

> 

laf 4 
O\\* 


FEAL AL 
=== SEITE. S HN E A 
SEE A, 


ae s 
a 
- x 
— a —_ YH 
— a " —_ —- E 
d | AA . A NX 
— - a ay 


Curves SHOWING DISTRIBUTION OF LIGHT IN VERTICAL PLANE WITH MIRRORED REFLECTOR 
SHOWN IN Fic. 3. 


inches in diameter, which has thirty-two 
angles of reflection. This reflector, it is 
stated, will give 350 candle-power with 
an ordinary thirty-two-candle-power lamp, 
and is used for lighting high windows and 
for the illumination of rooms from above 
glass ceilings. It has proved very satis- 


Not only are these reflectors made in 
standard forms, such as are illustrated 
herewith, but the reflecting medium is of 
such a nature that special designs can be 
constructed to meet special requirements, 
and predetermined results secured with a 
high degree of accuracy. 
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“Cartridge” Jump-Spark 
Coils. 

The “Cartridge” jump-spark coils, 
manufactured by the Chicago Coil Com- 
pany, 187 Jackson Boulevard, Chicago, 
Ill., represent several features of particu- 
lar merit in spark-coil construction. The 
“Cartridge” coil derives its name from the 
fact that the condenser, as well as the 
secondary winding of the coil, can be re- 
placed readily or reloaded. This is made 
possible in the “Cartridge” design with- 
out requiring the person handling the coil 


CHICAGO CARTRIDGE COIL ASSEMBLED. 


to disconnect any wires. There are no 
spring nor screw connections interposed 
in the battery circuit. 

The vibrator used on the “Cartridge” 
coil is so designed as to give the greatest 
speed possible, and is provided with con- 
tacts both on the armature and adjust- 


EXPLODED VIEW oF CHICAGO CARTRIDUE COIL. 


ment screw, made of pure platinum al- 
loyed with twenty-five per cent of iridium. 

One of the important features of the 
“Cartridge” coil is the construction of 
its windings, both of which employ black 
enameled magnet wire. The secondary 
and primary windings of the coils have a 
layer of very high insulating paper, es- 
pecially prepared, between each layer of 
wire. After the coils are wound and 
put into the containers, these containers 
are filled with special insulating com- 
pound and placed in a vacuum pan, where 
all air and moisture are withdrawn. 

All spring connections on the secondary 
cartridge and condenser are made of Ger- 
man silver, and bear heavily against three 
corresponding contact buttons, so that a 
continuous circuit is maintained at all 
times. 

The designer and patentee of the “Cart- 
ridge” coil is H. D. Stroud, for several 
years an electrical designer and engineer 
with the Western Electric Company. 
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Holophane D’Olier Metal 
Reflectors. 

The Holophane Company, New York 
city, has acquired, and hereafter will 
have exclusive control of, the metal 
reflectors designed by, and manufactured 
under patents of, Henry D’Olier, Jr. It 
is the policy of the Holophane Company 
to maintain leadership in the field of 
illumination, and this policy has been ex- 
pressed in the constant improvement of 
Holophane globes and reflectors. 

The addition of this line of metal re- 
flectors is a further step in advance. 
Metal reflectors have a distinct place, and 
in industrial-plant lighting, in certain 
classes of display-window illumination, 
and in. many cases where excess of dust 
and grime or liability to breakage is con- 
stant, the use of glassware is almost al- 
= ways inadvisable and frequently absurd. 

With the Holophane D’Olier metal 
reflectors the company is prepared to fur- 
nish a line combining scientific design, 
high efficiency and extreme flexibility. 

These metal reflectors are made in 
twenty-eight sizes and styles, and are fur- 
nished in four exterior finishes—brush 
brass, polished brass, oxidized copper and 
green enamel. The interior finish in all 
cases is a “satin aluminum,” produced by 
a secret process, and giving a soft, well- 
diffused reflection of an almost pure 
white color. 

These reflectors require no shade-holder, 
as each is provided with an attached clip 
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destructible when in service, they are not 
proof against rough handling and’ care- 
lessness upon the part of clerks and stock 
boys. This is but one of the many in- 
novations made by the Holophane Com- 
pany when assuming control of the D’Olier 
reflectors. 
— 0M 


A Two-Circult Pendent 
Switch. 

The Cutler-Hammer Manufacturing 
Company, Milwaukee, Wis., has placed on 
the market an elaboration of its push- 
button specialties which were described a 
few weeks ago. This is a new two-circuit 
porcelain pendent switch, and contains 
the same simple three-piece mechanism as 
the other push-button specialties. The ac- 


CUTLER-HAMMER Two-CIRCUIT PORCELAIN 
PENDENT SWITCH. 


companying illustration gives a good idea 
of the appearance of this device. The 
body of the switch is of porcelain, the cap 
of brass provided with a porcelain bush- 
ing. 

This two-circuit pendent switch will fill 
a long-felt want. A single one of these 
switches may be used to control two sep- 


ANGLE-SrT HoLopnane D'OLIER METAL REFLECTORS, WITH AND WITHOUT WIRE GUARD. 


spring holder reinforced with a heavy 
steel ring. This can be snapped onto any 
lamp socket, and while holding the re- 
flector firmly, allows it to be easily rotated 
about the lamp, thus throwing the light in 
any desired direction. 

These reflectors are wrapped in waxed 
Paper and packed individually in stout 
cartons. While they are practically in- 


arate light circuits in any of the standard 
clusters, or to control two separate clusters 
of lights; or the switch may be so con- 
nected that one push-button controls the 
lights and the other push-button controls 
some other electrical device, such, for in- 
stance, as a fan. Many other applications 
of this two-circuit switch will readily 
occur to those familiar with electrical in- 
stallations. 
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The Greenwood Adjustable 
Street-Lamp Guard. 


The accompanying illustrations show 
the Greenwood adjustable street-lamp 
guard, made by the Greenwood Manufac- 
turing and Supply Company, 141 Milk 
street, Boston, Mass. This lamp guard 


GREENWOOD ADJUSTABLE STREET-LAMP 
GUARD. 


is composed of a flat metal band sur- 
rounding the hood, made in two distinct 
parts, with thumbscrews that allow the 
fastener to be adjusted from twelve to 
fifteen inches. The guard is hinged to 
the flat metal band on one side, and pro- 
vided with a clasp fastener on the other, 
thus allowing it to swing when it is 
necessary to renew the lamp. The wires 
in the guard are of hard-drawn steel, and 
are laced with fine wires where they 


GREENWOOD ADJUSTABLE STREET-LAMP GUARD, 
WITH GUARD DOWN, FOR LAMP TRIMMING. 


meet. The whole guard is galvanized and 
warranted not to rust. 

With the introduction of the high- 
priced, high-efficiency lamps, the electric 
lighting companies that are using this 
guard claim a great reduction in breakage. 
This guard fills a distinct place now that 
the companies are exercising the greatest 
possible care to insure long life to the 
newer types of incandescent lamps. 
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Air - Blast Transformers for 
the Calumet and Hecla 
Transmission System. 

The accompanying illustration, Fig. 1, 
shows an installation of .six 500-kilowatt 
Wagner air-blast transformers at one of 


ELECTRICAL REVIEW 


The generating station is situated at 
Lake Linden, about seven miles from 
Calumet, on the property of the Calumet 
& Hecla Company adjacent to its stamp- 
mills and smelters. 

The original installation proved so 


Fic. 1.—ViEw IN CALUMET SUBSTATION, SHOWING SIX OF THE PRESENT INSTALLATION OF NINE 
500-KrLOWATT WAGNER AIR-BLAST TRANSFORMERS. 


the substations of the Calumet & Hecla 
Mining Company, Calumet, Mich., com- 
prising part of an installation of 5U0-kilo- 
watt, 2,300-13,200-volt, twenty-five-cycle 
and 370-kilowatt, 13,200-480-volt, twenty- 
five-cycle Wagner air-blast transformers, 
aggregating 10,830 kilowatts, that has 
been put into operation during the last 
few years. | 

The original installation of Wagner 
transformers consisted of the six trans- 
formers shown in Fig. 1 and of three 370- 
kilowatt, 13,200-480-volt, twenty-five- 
cycle transformers. In this transmission 
scheme, power is generated at 13,200 volts, 
three-phase, and transmitted to various 
parts of the property controlled by the 
Calumet & Hecla company. A large por- 
tion of the power is transmitted to the 
substation at Calumet, and is there trans- 
formed, by the first-mentioned installation 
of transformers, at a transmission poten- 
tiol of 2,300 volts for various uses about 
the mines, such as the operation of 
pumps, machine tool and crushers. An- 
other large part of the power, involving 
the employment of both 370-kilowatt and 
500-kilowatt transformers, is used in the 
vicinity of the generating station, for 
operating motors in the stamp-mills and 
smelters, and other above-ground appa- 
ratus; including about 1,500 kilowatts 
in a new mill that has recently been 
built about two thousand feet from the 
generating station. 


satisfactory that a duplicate order, plus 
an additional unit of 500 kilowatts, was 
given to the Wagner Electric and Manu- 


Fie. 2.—WaAGNER 138,200-2,300-VoLT AIR-BLA tT 


TRANSFORMER. 


facturing Company. Up to the present 
time the entire installation has worked 
very satisfactorily under difficult load 
conditions. Thus, one unusually severe 
condition has been in the frequent start- 
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ing of the large motors that are employed 
on the circuits, which results in occasional 
extremely heavy overloads. Another fea- 
ture that had to be guarded against in 
this installation was the frequent occur- 
rence of severe electrical storms. The 
storm period in this region lasts through- 
out the summer months. The trans- 
formers were subjected to frequent light- 
ning discharges, but have up to the pres- 
ent time successfully withstood these ex- 
traordinary conditions. In one instance 
the lightning succeeded in getting past 
the protective devices and into one of the 
trasformers, but fortunately did no 
damage beyond burning off a lead, owing 
to the excellence of the insulation. The 
transformer was repaired immediately and 
was put back into service within a few 
minutes after the occurrence of the dis- 
charge. 

Fig. 1 shows six of the present installa- 
tion of nine 500-kilowatt transformers in 
the Calumet substation. The two blowers, 
each of which is driven by a Wagner 440- 
volt, twenty-five-cycle, seven-and-one-half- 
horse-power induction motor, have an ag- 
gregate capacity adapted to take care of 
all of the transformers in the substation. 
The view also shows the low-tension dis- 
tributing circuits, the portion of the 
switchboard comprising the 2,200-volt 
teeder-circuit equipment, the lightning ar- 
resters and the apertures in the wall for 
the admission of the conductors of the 
three-phase transmission line from, „the 
power station seven miles distant. . 

The construction of the Wagner air- 
blast transformer presents several inter- 
esting features. . As shown in Fig. 2, 
which is a view of one of the‘ 13,200-2,300- 
volt transformers above referred to, the 
air passages are so arranged that the air 
is taken in at the bottom of the coils, 
and after passing upward through the 
coils is forced by deflecting screens to 
pass downward around the iron circuit, 
and is then discharged by a separate pass- 
age through the base of the transformer. 

The shutter in the base of the trans- 
former may be so arranged that in the 
summer time the warm air may be dis- 
charged into an underground duct and 
during the winter out into the air of the 
substation for heating purposes. 

The transformers are of the shell type, 
with pancake-coil windings giving maxi- 
mum cooling surface, and at the same time 
the most favorable disposition of insula- 
tion between primary and secondary, and 
between coils and iron. 


oe 


September 12, 1908 


= 


Q) 
ees | oe 


= fe a I, a o a MM a ee ee A a A -a M L 


ee k ee a eE" a 2 ek SS E = —— 


a ed IaM eT a Ce ee se E O n a 


Current Electrical News 
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DOMESTIC AND EXPORT. 


PROPOSED WESTERN POWER PLANT—A large electric light 
and power plant, costing $6,000,000, is soon to be erected near Mar- 
blemount, on the banks of the Skagit River, Wash. It is being 
financed by a syndicate of Denver (Col.) capitalists. The construct- 
ing engineer, with a corps of ten assistants, is on the ground. A 
track is to be built from Rockport to enable the builders to secure 
machinery and supplies. 


TELEPHONE MERGER EFFECTED—It is announced that a 
company will be incorporated to lease the properties of the United 
States Telephone Company, the Cuyahoga Telephone Company, of 
Cleveland, Ohio, and the Citizens’ Telephone Company, of Columbus, 
Ohio. Options have been taken on these properties by the new 
company. The United States Telephone Company, operating long- 
distance wires, is capitalized at about $4,000,000. It operates over 
12,000 miles of long-distance wires, connecting 300,000 independent 
telephones, and controls nine local companies. The Cuyahoga com- 
pany is capitalized at $3,000,000 and the Citizens’, of Columbus, at 
$700,000. 


INTERURBAN RAILROAD ORGANIZED—The Iowa Interstate 
Railway Company has been organized in Des Molnes, Iowa, and 
officials, all well-known Des Moines men, elected. Articles of incor- 
poration will be filed shortly. The proposed road is to be built from 
Council Bluffs to Muscatine by way of Des Moines. The promoters 
of the project state that the final arrangements for a working 
capital of $10,000,000 have been made. The portion between 
Des Moines and Council Bluffs will be built first. It will 
not run directly through Des Moines, but will run into the 
city from Springhill, by way of the army post. From Springhill 
the line will run west through Winterset, Greenfield, Fontanelle, 
Cumberland, Lewis and Oakland, and thence direct to Council Bluffs. 
The eastern section of the line, to be built later, will run almost 
due east from Springhill to Muscatine, via Indianola, Knoxville, 
Oskaloosa, Sigourney and Washington. It is stated by the pro 
moters that work will be commenced at once and pushed to com- 
pletion at the earliest date possible. 


ELECTRIC LIGHTING. 
REEDSVILLE, WIS.—The municipal light plant has been closed 
indefinitely. The plant cost about $15,000. 


PIQUA, OHIO—L. A. Pearson, of West Milton, has been granted 
a twenty-year franchise and contract for furnishing the town with 
electric lights at his bid of $85 per arc lamp per year. 


LITTLE ROCK, ARK.—Robert Crowe, of Arkadelphia, is in 
Nashville figuring on a proposition to establish an electric light 
plant at that place. The city council, it is said, is disposed to grant 
the franchise asked for by Mr. Crowe. 


WILKES-BARRE, PA.—It is stated that the building of a large 
new electric power station in Lapland is shortly to be taken in hand. 
Either the Norr or Soderland Falls will be used. The power avail- 
able is estimated at 88,000 horse-power. 


BUTTE, MONT.—John D. Ryan and other new owners of the 
Great Falls Water and Power Company, supposed to represent 
Amalgamated interests, announce their intention to build a new 
dam on the river at Great Falls and develop 23,000 horse-power. 


ANDOVER, N. B.—At a meeting of the members of the electric 
light district of Andover and Perth it was decided to install an 
electric light plant in this district at once and to enter into a con- 


tract with the New Brunswick & Maine Power Company to supply 
the power, 


ISHPEMING, MICH.—A material enlargement of its water-power 
Plant at Quinnesee Falls, on the Menominee River, is planned by 
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the United States Steel Corporation. It is proposed to use the 
power for the operation of the machinery at the Aragon property 
at Norway algo. 


KIRKLAND, WASH.—A franchise has been granted by the coun- 
cil authorizing the Kirkland Light and Power Company to furnish 
electric light to this town and the adjoining neighborhood. James 
Bell and T. L. Kiler are behind the project. The company plans to 
begin work at once. 


TOPPENISH, WASH.—Material is arriving for the electric light 
and power plant of the Reservation Electric Light Company. The 
managers are A. H. Campbell and M. Kramer, recently of Seattle. 
They expect to give a twenty-four-hour service and to have the 
plant in operation by November 1. 


PLATTEVILLE, WIS.—It is said that the Fox interests, which 
recently purchased Galena’s municipal plant, expect to be ready to 
furnish power and commercial lighting within three months. Even- 
tually they will build a power plant capable of furnishing electrical 
power for all the mines in the district. 


LINDEN, ALA.—A move is now on foot to supply Linden with 
electric lights. Plans are being perfected whereby J. A. Johnson | 
and his brother, O. A. Johnson, will be granted permission by the 
city council of Linden to erect, equip and maintain an electric light 
plant sufficient to furnish at least 800 electric lights. 


CHARLOTTE, N. C.—The Southern Power Company has placed 
an order with Milliken Brothers, of New York, for 2,000 steel 
towers, at a cost of $250,000. These towers will carry 100,000-volt 
lines. The company will let another contract representing an ex- 
penditure of about $60,000 for the Loray Cotton Mill at Gastonia, 
N. C.. 


MACUNGIE, PA.—Macungie will have an electric light and 
power company. An organization is now being formed, and, it is 
stated, will start operations as soon as a charter is granted. It is 
also stated that Slatedale, in Washington Township, will have an 
electric light and power company. The town has a population of 
1,200. 


BALLINGER, TEX.—Representatives of an eastern company 
have made application for a franchise to establish and maintain in 
Ballinger an electric light and power plant. Ballinger already has 
a light plant. The new company proposes to furnish the city free 
of cost ten arc lights and to give service at a rate ten per cent 
below the present rate. 


AUSTIN, TEX.—The Water, Light and Power Commissioners 
will receive bids until September 19 for constructing a reinforced 
concrete addition to the municipal pumping station, approximately 
eighty-nine by sixty-four by thirty-five feet. For specifications, 
blank forms and other information address Walter G. Kirkpatrick, 
engineer, Jackson, Miss., or the Water, Light and Power Commis- 
sioners, Austin, Tex. 


BOONTON, N. J.—Papers of incorporation of the Boonton Elec- 
tric Company have been filed in the Morris County clerk’s office. It 
is understood that the new company has or shortly will take over 
the Public Service plant in Boonton on a lease. The authorized 
capital stock is $100,000, of which $1.000 is paid in. Senator Thomas 
J. Hillery has eight shares and is the agent in charge. Other in- 
corporators are John J. Hillery and Anna Hillery. 


PRESCOTT, ARIZ.—Similar to the work now being done by the 
Arizona Power Company at Fossil Creek are the plans of the Verde 
River Power Company, which, at a point four miles below the 
mouth of Fossil Creek, is preparing to develop 2,500 horse-power by 
damming the Verde at a point where a considerable fall can be 
secured. The dam will be in the vicinity of Bloody Basin, in one 
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of the roughest parts of Arizona. The estimated cost of the plant 
and transmission lines is $400,000. 


ALBANY, N. Y.—The Public Service Commission, Second Dis- 
trict, has denied the application of the Hudson River Water Power 
Company for authority to issue $62,000 first mortgage bonds; also 
the application of the Hudson River Electric Company for consent 
to transfer to the Hudsen River Water Power Company the electric 
power transmission line running from Ballston Spa to Alplaus, and 
for authority to acquire $51,000 bonds of the Hudson River Water 
Power Company in payment therefor. 


AUBURN, N. Y.—With an expenditure of arodney $30,000, 
the Auburn Light, Heat and Power Company contemplates dupli- 
cating its present equipment at the North street power-house. Plans 
for the new work are now ready and the individual contracts will 
soon be let. The company intends to increase its lighting facilities 
to correspond with the increased demand for power. Superintendent 
M. Curry Turpin stated that work on the alterations of the plant 


will commence soon. It is expected that about four months will be 
_ required to make the changes. 


EL PASO, TEX.—E. Krause and W. E. Fletcher, of this city, 
have bought up the water rights along the Penasco River, in the 
Sacramento Mountains north of El Paso, and will divert the waters 
of the river into a canal, then into Cox Cañon, near Mayhill, N. M., 
and from the power thus generated distribute electric current 
throughout this section of the country. They claim that they will 
distribute current in El Paso at one and one-half cents per horse- 
power-hour, and that there will be sufficient to supply Alamogordo, 
Cloudcroft, Orogrande and other New Mexico towns, in addition to 
this city. It will take $500,000 to finance the deal, and it is stated 
that actual construction work will be under way in eight months. 


JESSUP, PA.—Jessup has formed a stock company which will 
construct a modern electric light plant to supply current for street 
and commercial purposes. The company is capitalized at $25,000, 
and a ten-year contract has been made with the borough council 
for fifty street arc lights. The stock has been nearly all subscribed 
for by local people. The officers are: President, J. J. Sweeney; 
secretary, B. J. McGurl; treasurer, W. G. Robertson. The contract 
for the construction of the plant has been awarded to the Scranton 
Electrical Construction Company, of Scranton. The building will 
be of brick. The board of directors comprise: Rev. J. M. Smauler, 
W. G. Robertson, J. H. Hemelright, C. P. Ford, J. J. Sweeney, B. J. 


Cummings, A. J. Smalco, John Forini, John Siwka, H. V. Lawler 
and B. J. McGurl. 


ALBANY, N. Y.—The Public Service Commission, Second Dis- 
trict, has granted the application of the Madison County Gas and 
Electric Company for consent to issue $45,000 in gold bonds under 
a first consolidated mortgage. The order is made conditional that 
the bonds be sold at not Jess than eighty, and that the capital se- 
cured from the sale of the bonds be devoted to and used for the 
construction of a 60,000-volt transmission line from the steam plant 
of the Madison County Gas and Electric Company in Oneida to 
Oneida Castle and for the purchase of the necessary right of way 
therefor and installation in Oneida of a proper generator and the 
necessary instruments and appliances, for putting in proper repair 
an overhead system of the Madison County Gas and Electric Com- 


pany in Oneida, and changing a part of the system from sixty to 
forty cycles. 


ALBANY, N. Y.—The Public Service Commission, Second Dis- 
trict, recently gave a hearing upon the application of the Newburgh 
Light, Heat and Power Company tor permission to issue convertible 
debenture bonds in the aggregate sum of $350,000. The commission 
on April 29 issued its order authorizing the issue of eight per cent 
debenture bonds of the aggregate par value of $330,000. Since the 
granting of the order the company has taken up a new proposition 
whereby it is to take over the properties of the Hudson Counties 
Gas and Electric Company for the supply of clectric current gen- 
erated at Honk Falls on condition that the transmission line be 
constructed from the generating station in the city of Newburgh 
through the towns of Newburgh, Marlborough, Lloyd and New Paltz 
and the station of the Honk Falls Power Company at High Falls on 
Rondout Creek, and for that reason it has abandoned its proposition 


to erect a new steam power electric generating station in New- 
burgh, 


ELECTRIC RAILWAYS. 


TOLEDO, OH1O—The Toledo, Ann Arbor & Detroit electric line 
is to be offered for sale by order of the special master in chancery 
under mortgage foreclosure decree on October 12, at Monroe, Mich. 


PHILADELPHIA, PA.—The J. G. Brill Company has received 
an order for seventy-five pay-as-You-enter cars from the New York 


City Railway Company. The cars are to he delivered as soon as 
possible. 


CHICAGO, ILL.—The Aurora & Rockford Electric Company is 
being reorganized. The American Trust and Savings Bank has filed 


a petition to foreclose the $750,000 mortgage. Two receivers have 
been appointed. 


FREDERICKSBURG, VA.—The preliminary survey for the West 
Point-Urbanna electric line has been completed. The route surveyed 
is from Chain Ferry to Saluda, thence across to Urbanna, near 
Oakes Landing. It is eighteen miles long. 


MILWAUKEE, WIS.—Cars are now running from Milwaukee to 
Cedar Grove over the Milwaukee-Northern road. Cedar Grove is 
fifteen miles from Port Washington, the present terminus. The 


extension is being pushed rapidly from Port Washington to She- 
boygan., 


EASTON, PA.—The promoters of the proposed trolley line to 
connect the Easton & Washington traction line with Hackettstown 
and also construct another branch by way of Netcong to Newton 


say the necessary capital has been subscribed and that the lines 
will cost $1,000,000. 


LANSING, MICH.—Articles of incorporation of the Saginaw & 
Flint Railway, capital $100,000, have been filed with the secretary 
of state. The company proposes to connect the two citfes with an 
electric line and also run a branch to Vassar. Alexander Groesbeck, 
Nelson A. Taber and Mark Mitshkun are the incorporators. 


LAPORTE, IND.—The Chicago, South Bend & Northern Indiana 
Railway has finished the construction of the Laporte extension of 
the line running west from South Bend. The opening of the road 
gives South Bend another outlet to the lake, and will connect La- 
porte and Michigan City with Elkhart, Goshen and Warsaw. 


TACOMA, WASH.—Announcement is made by Manager E. J. 
Felt that the Pacific Traction Company expects to be in a position 
soon to complete the construction of the extensive street-car system 
in Tacoma it had heretofore planned. In addition to the line it now 


has in operation to American Lake the company has franchises for 
routes covering almost the entire city. 


MILWAUKEE, WIS.—The petition of the Milwaukee Light, Heat 
and Traction Company for a certificate of convenience and necessity 
for an electric railway line to Hartford, in Washington County, will 
be heard by the Railroad Rate Commission in Madison, September 
17. The proposed line is to run on Fond du Lac road through the 
towns of Granville, Menominee, Richfield and Polk. 


STREATOR, ILL.—Actual construction work on the Chicago, 
Ottawa & Peoria interurban line between Grand Ridge and this city 
will be started shortly. D. McAfee, the company’s representative, is 
engaged in arranging the final details for the starting of the 
work. It is now the intention to start building in this city and 


push the work as rapidly as possible until it has been completed to 
Grand Ridge. 


FINDLAY, OHIO—Citizens of this place met with the projectors 
of the Findlay & Marion electric line and agreed to undertake the 
work of raising $125,000 necessary for the road's financiering. A 
like amount will be raised by Marion citizens. Already $800,000 
worth of bonds has been sold to eastern parties. It is thought that 


work on the construction of the road will begin at once. It will be 
forty-eight miles long. 


NEW YORK, N. Y.—Operations are to be begun at once on the 
construction of a double-track trolley line from Flushing to Bay- 
side and Whitestone. The road will be five miles long, and will 
open for development much new territory along the north shore 
of Long Island. The franchise under which these improvements 


will be made was granted to the New York & Queena County Rall- 
way Company recently. 
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PERSONAL MENTION. 
MR. FRANK B. KNIGHT, of Dallas, Tex., one of the pioneer 
telephone men of the United States, is renewing old-time friend- 
ships in New York city this week. 


MR. VINCENT GRAY, formerly with the Columbia Incandes- 
cent Lamp Company, in charge of the Illinois district, has accepted 
a connection with the Westinghouse Electric and Manufacturing 
Company, and will have charge of the lamps, detail and supply 
business of the Milwaukee sub-district office. 


MR. WILLIAM H. McKINLOCK, president of the Metropolitan 
‘Blectrical Supply Company, Chicago, has been spending some days 
in New York city among old electrical friends and also visiting 
C. Edward Murray, of the Crescent Insulated Wire and Cable Com- 
pany at his summer home at Sea Girt, N. J. 


MR. EARLE T. HOBART, of Brookline, Mass., has staited for 
San Francisco, whence he will sail for China the latter part of 
September under a three years’ engagement with the College of 
Science at Pekin, China. He will establish and equip a depart- 
ment of electricity in connection with this institution, and the 
department will be the first of its kind in China. Mr. Hobart was 
graduated from the Brookline High School in 1904, at the age of 
eighteen, and from the department of mechanical and electrical 
engineering of Cornell University last June. In July he entered 
the employ of the General Electric Company at Lynn, Mass., and 
two weeks later received the appointment to China. 


MR. R. F. MORRIS, who for a number of years has been man- 
ager of the Richmond (Va.) exchange of the Southern Bell Tele- 
phone and Telegraph Company of Virginia, resigned on Septem- 
ber 1. Albert S. Tanner, long connected with the company at Rich- 
mond and other points, will succeed Mr. Morris as manager of the 
Richmond exchange. Mr. C. W. Connors, manager of the Opelika 
(Ala.) office of the Southern Bell Telephone and Telegraph Com- 
pany, has been transferred to the commercial department of the 
company at Montgomery, Ala. He is succeeded by W. E. Bare, who 
has been manager at Alexander City. Mr. Robert M. McCandlish 
has been placed in charge of the Hampton and Newport News (Va.) 
exchanges. Spencer Henley, who has been in charge of the New- 
port News office, has been transferred to Lynchburg, Va. 


MR. P. S. MUELLER has opened an office in the Electric Build- 
ing, Cleveland, Ohio, as a general selling agent, where he will keep 
open house and be pleased to meet his old friends and patrons in 

the electrical field. Mr. Mueller was graduated from the electrical 
course of the University of Nebraska in 1898, and shortly afterward 
entered the telephone switchboard shops of the Western Electric 
Company, Chicago. He spent two years in the shops and in tele- 
phone installation work and on the road. The two years following 
he was connected with the Chicago office of the Westinghouse Elec- 
tric and Manufacturing Company, but decided to go back inio the 
telephone business, and in the fall of 1902 entered the employ of 
the Kellogg Switchboard and Supply Company. He was in the 
publicity department of this company, and for a short time had 
charge of the Philadelphia and Cleveland offices. Mr. Mueller will 
represent in Ohio and West Virginia the following firms: Alfred 
F. Moore, Philadelphia, manufacturer of insulated wires and cables 
and all sorts of telephone cordage; the Stackpole Battery Company, 
St. Marys, Pa., manufacturers of dry cells and carbon products; 
the Warner-Newton Lumber Company, Grand Rapids, Mich., pro- 
ducers of cedar poles and posts; the Yesbera Manufacturing Com- 
pany, Toledo, Ohio, builders of telephone booths; the General In- 
sulate and Machine Company, Brooklyn, N. Y., manufacturers of 
receiver shells and other hard-rubber substitutes. 


OBITUARY NOTE. 

MR. B. F, ELLISON, for eight years general manager of the 
Superior Water, Light and Power Company, Superior, Wis., died 
on September 1 at the home of his brother-in-law at St. Paul, 
Minn., from a complication of diseases. Mr. Ellison had been ill 
for some time, and his death was not unexpected. He was born 
at Utica, N, Y., fifty-five years ago, and previous to his connection 
with the Superior Water, Light and Power Company was asso- 
ciated with the St. Paul (Minn.) Gas Light Company. He is sur- 
vived by a widow and four children. 
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ELECTRICAL SECURITIES. 

During the short week the stock market witnessed a somewhat 
irregular decline, with trading moderately active, and largely pro- 
fessional. Professional sentiment appears to be decidedly bearish, 
and there was little brought out in the way of news or events to 
stimulate bull activity. The outcome of the Vermont election, 
which is generally considered to predict a Republican victory in 
November, had a hopeful influence on the stock market, while the 
report of the American Smelting interests had a most depressing 
tendency. It appears that these stocks, instead of being held by a 
few strong interests, are widely scattered, with little or no coher- 
ence in any endeavor to maintain prices at what appears to be their 
intrinsic position. There is beginning to be some apprehension 
concerning the outcome of the crops which are about to be har- 
vested. Disappointing reports have come to hand, and while the 
yield will be as large as even in record years, it is not apparent 
that there will be any very great surplus to dispose of abroad. 
This condition, however, may be greatly changed in favor of the 
agriculturists before the next report is due. 

Dividends have been declared upon the following electrical secu- 
rities: Chicago City Railway Company; regular quarterly dividend 
of 114 per cent, payable September 30 to stock of record September 


-14. Philadelphia Traction Company; regular semiannual dividend 


of $2 per share, payable October 1 to stock of record September 5. 
Interborough Rapid Transit Company; regular quarterly dividend 
of 214 per cent, payable October 1 to holders of stock and voting 
trust certificates of record September 14. Canadian General Elec- 
tric Company, Limited; quarterly dividend of 13, per cent on the 
common stock for the three months ended September 30, and a semi- 
annual dividend of 3% per cent on the preferred stock for the six 
months ended September 30, both dividends payable October 1. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED SEPTEMBER 5. 
New York: 


Closing 
Allis-Chalmers common ..... eee rr ae 11% 
Allis-Chalmers preferred .............00c00. 35 
Brooklyn Rapid Transit......... Re ee ert ` 6486 
Consolidated Gas ............. ca ous 4 148% 
General Electric .......... cece ee eee 14644 
Interborough-Metropolitan common ......... 1134 


Interborough-Metropolitan preferred ........ 33% 
Kings County Electric..................0.6. 


Mackay Companies (Postal Telegraph and 


Cables) common ..............ccccceee 68 
Mackay Companies (Postal Telegraph and 
Cables) preferred ..........cc ccc eee 68 
Manhattan Elevated ...............2 ce cues 137 
Metropolitan Street Railway............... 30 
New York & New Jersey Telephone........ 110 
Western Union .......... ccc ce ccc ee eee ee 57 
. Westinghouse Manufacturing Company...... 75% 
Boston: Closing 
American Telephone and Telegraph..,..... 1301% 
Edison Electric Tluminating............... 235 
Massachusetts Electric ............. cece 46 
New England Telephone................... 119%, 
Western Telephone and Telegraph preferred. 75 
Philadelphia: Closing 
Electric Company of America......... Vines S 
Electric Storage Battery common.......... 38 
Electric Storage Battery preferred...... =e 38 
Philadelphia Electric ...................... 97% 
Philadelphia Rapid Transit................ 137% 
United Gas Improvement.................. 8T 
Chicago: Closing. 
Chicago Telephone .................00 cc eae 148 ° 
Commonwealth Edison ..................2.. 107 
Metropolitan Elevated preferred............ 44 
National Carbon common.................. 70 
National Carbon preferred................. 109 


NEW INCORPORATIONS. 
BURLINGTON, WVT.—Cory-Deavitt-Frost Electrical Company. 
$150,000. Incorporators: F. M. Corry, E. H. Deavitt, I. M. Frost, 
L. D. Taft and W. T. Dewey. 


GALION, OHIO—Marion & Galion Electric Railway Company. 
$10,000. To build an electric road between Marion and Galion. 
Incorporators: F. H. Murphy, of Cleveland, Ohio, and others. 


COLUMBUS. OHI1O—Springfield Light, Power and Heat Com- 
pany, Springfield. $1,000,000. Incorporators: Joshua D. Price, 
W. W. Keifer, W. H. Sharp, C. S. Kay, L. M. Ferguson, F. M. Hagan. 
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TELEPHONE AND TELEGRAPH. 


BURLINGTON, VT.—The directors of the Orange County Tele- 


phone Company have decided to build a trunk line from East Mont- 
pelier to Plainfield. 


MUNCIE, IND.—The Home Telephone Company, of Gaston, has 
completed and placed in operation its system. The company is com- 
posed of residents of Gaston. 


MAYSVILLE, KY.—J. D. Powers has been appointed receiver 
for the Central Home Telephone Company, of Louisville, by Judge 
Cochran, of the United States District Court. The company owns 
many long-distance lines. 


TUCSON, ARIZ.—The Arizona Overland Telephone Company 
now has its line in operation from Roosevelt to Fossil Creek, where 
it will be connected with the line from Flagstaff. It is the inten- 
tion to incorporate the Fossil-Flagstaff line into the Overland, thus 
bringing it under one management. That accomplished, the new 


company contemplates getting control of the line between Globe 
and Mesa, 


SALT LAKE CITY, UTAH—Connection by the Utah-Nevada & 
Idaho Telephone Company with Nevada-Salt Lake points has been 
completed. This is the first link in the system which will ulti- 
mately connect Salt Lake with San Francisco and Los Angeles. 
The crews have been laid off with the completion of this 211-mile 
line, and work will be resumed at Shafter in September for 
the completion of the line to Ely. The opening of the line to Wells 
gives telephone connection with all of Elko County, furnishing 
direct conection with Elko, Deeth, Tuscarora, and as far north as 
the Duck Valley Indian reservation, leaving a gap of less than thirty 
miles to be constructed in order to secure communication with 
Gold Circle, Golconda and Winnemucca, at which points the com- 
pany is already operating telephone plants. Arrangements are 
being made for taking over the system at Pioche, with the radiating 
toll lines. It is the company’s intention to build as quickly as pos- 
sible between Ely and Pioche, which will bring this southern sys- 
tem of telephones in direct communication with Salt Lake City. 


INDUSTRIAL ITEMS. 


THE NOVELTY INCANDESCENT LAMP COMPANY, Empo- 
rium, Pa., is issuing a pretty calendar card for September. 


HARVEY HUBBELL, Bridgeport, Ct., has ready for distribu- 
tion gome attractive literature devoted to the Hubbell pull socket 
and Hubbell attachment plugs for electric fans and fixtures. 


THE DALE COMPANY, Ninth avenue and Hudson street, New 
York city, has published a neat booklet devoted to the Dale designs 
for tungsten lamps. Copies of this booklet will be furnished upon 
request. 


THE ECONOMY ELECTRIC COMPANY, Warren, Ohio, is making 
some very attractive announcements concerning its large supply 
of renewed lamps. The company offers a 3.1-watt lamp at an ex- 
tremely low figure. 


THE M. W. DUNTON COMPANY, 65 Atlantic avenue, Provi- 
dence, R. 1., announces a new line of special friction tape which 
will be known as the “Black Diamond.” A free sample of this tape 
will be sent upon application. 


THE BRUNSWICK REFRIGERATING COMPANY, New Bruns- 
wick, N. J., will be pleased to send to those interested upon request 
gome new literature devoted to refrigeration in model homes, and 
general data concerning refrigerating apparatus. 


D. C. & WILLIAM B. JACKSON announce that they have moved 
their western office from Madison, Wis., to the Commercial National 
Bank Building, Chicago, IN., and that Mr. William J. Crumpton 
will be in immediate charge of the Chicago office. 


THE CROCKER-WHEELER COMPANY, Ampere, N. J., has 
opened a new office in the Gumbel Building, Kansas City, Mo., for 
the sale of Crocker-Wheeler motors, dynamos, transformers, switch- 
boards, etc. The office is in charge of A. W. Paine. 


THE WHEELER CONDENSER AND ENGINEERING COM- 
PANY, West Street Building, New York city, has ready for distri- 
bution bulletins describing the Edwards patent air-pumps and the 
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company’s products and facilities. Copies of these bulletins will 
be furnished to those interested upon request. 


THE NERNST LAMP COMPANY, Pittsburg, Pa., has published 
a handsome catalogue describing and illustrating the Westinghouse 
Nernst lamp. This catalogue is of particular interest at this time, as 
an entirely new unit, and one which will prove a decided factor in 
lighting conditions, is described. A comparative table of Westing- 
house Nernst and other electric lamps introduces some very inter- 
esting figures. 


THE EMERSON ELECTRIC MANUFACTURING COMPANY, 
St. Louis, Mo., .is distributing bulletin No. 3,135, devoted to single- 
phase induction motors, frame 32DD, one-tenth, one-eighth and one- 
sixth horse-power, light-load start, for intermittent service; bulletin 
No. 3,706, devoted to electric buffing lathes for alternating and 
direct current; bulletin No. 3,958, devoted to motors for family 
washing machines. 


THE AMERICAN CIRCULAR LOOM COMPANY, Boston, Mass., 
announces that its new factory at North Cambridge, Mass., is now 
in full operation, and that all orders for “Circular Loom” will be 
filled promptly. The factory is equipped with the most modern 
and improved machinery, and the company states that the high 
standard hitherto set in the manufacture of its product will not 
only be maintained, but will be heightened by new methods. 


THE METROPOLITAN ENGINEERING COMPANY, New York 
city, on the occasion of the Sherman notification celebration at 
Utica, N. Y., recently, lent to the Utica Gas and Electric Company 
a sign constructed of eighteen-inch “Attraction” letters containing 
400 sixteen-candle-power lamps. The sign produced the illuminated 
word “Welcome” on both sides. This is a feature of the Metropoli- 
tan company’s business that is frequently called for by central sta- 
tions in every part of the country. 


THE CENTRAL ELECTRIC COMPANY, Chicago, 11l., reports 
that its incandescent lamp sales for the first half of the present 
year are more than double its sales for the corresponding period of 
1907. This condition of affairs is attributed partly to the fact that 
the company carries in Chicago, for immediate shipment, a large 
stock, in all standard voltages and candle-powers, of high-efficiency 
units, such as Columbia tungsten and tantalum lamps, as well as 
Columbia carbon-filament lamps, and due also to the excellent qual- 
ity of the Columbia products. 


THE WESTON ELECTRICAL INSTRUMENT COMPANY, 
Waverly Park, Newark, N. J., has issued circular No. 7, de 
scriptive of new Weston instruments for both alternating and direct 
currents. This is divided into three parts. Part 1 describes and 
illustrates switchboard and alternating-current ammeters and volt- 
meters in two sizes, models 151 and 156; part 2, portable alternat- 
ing-current ammeters, milli-aammeters and voltmeters, model 155, 
and part 3, “Eclipse” direct-current switchboard instruments of 
the electromagnetic type, models 159 and 160. The company will 
be pleased to send this circular upon request to any one interested. 


THE EDISON MANUFACTURING COMPANY, Orange, N. J., 
announces that it has acquired the business of the Battery Sup- 
plies Company, of Newark, N. J., manufacturer of the Gladstone- 
Lalande battery and the BSCO battery, together with all patents, 
rights, etc., appertaining to the manufacture of these batteries. 
The name of the Battery Supplies Company has been discontinued 
and that company merged with the Edison Manufacturing Com- 
pany. As the Gladstone battery elements were designed to be 
interchangeable with the Edison types, the Gladstone-Lalande bat- 
tery will be retired, and sales or renewals of the Gladstone-Lalande 
battery will hereafter be ordered by the Edison types. The Edison 
Manufacturing Company will continue to make the BSCO 350- 
ampere-hour cell for railroad work, and, in addition, the same type 
of cell with special low-temperature electrolyte for the same class 
of work at points where low temperatures affect the ordinary 
sodium-hydrate electrolyte. This battery will also be manufac- 
tured in the 200-ampere-hour size, in two different styles, one with 
a liquid-tight, steel-enameled jar for portable engines and marine 
engines used on fresh water; the other with a liquid-tight porcelain 
jar for use on launches running in salt water and on stationary 
engines. 
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Directory of Electrical and Allied Engineering | 
and Scientific Societies. 


(Published in the Second Isswe of Each Month.) 


AMERICAN ASSOCIATION FOR THE: ADVANCEMENT OF 
SCIENCE. Secretary, L. O. Howard, Cosmos Club, Washing- 
ton, D. C. 


AMERICAN ELECTROCHEMICAL SOCIETY. Secretary, Dr. J. W. 
Richards, Bethlehem, Pa. Fall meeting, New York city, October 
30-31. 


AMERICAN ELECTROTHERAPEUTIC ASSOCIATION. Secre- 
tary, Dr. Albert C. Geyser, 352 Willis avenue, New York city. 


AMERICAN FOUNDRYMEN’S ASSOCIATION. Secretary, Dr. 
Richard Moldenke, Watchung, N. J. 


AMERICAN INSTITUTE OF ELECTRICAL ENGINEERS. Secre- 
tary, Ralph W. Pope, Engineering Societies Building, 29 West 
Thirty-ninth street, New York city. i 


AMERICAN MATHEMATICAL SOCIETY. Secretary, F. N. Cole, 
50 West 116th street, New York city. ; 


AMERICAN RAILWAY MASTER MECHANICS’ ASSOCIATION. 
Secretary, J. W. Taylor, Old Colony Building, Chicago, Ill. 


AMERICAN ROENTGEN RAY SOCIETY. Secretary, Dr. G. C. 
Johnson, 514 Bijou Building, Pittsburg, Pa. 


AMERICAN SOCIETY FOR TESTING MATERIALS. Secretary, 
Professor Edgar Marburg, University of Pennsylvania, Phila- 
delphia, Pa. 


AMERICAN SOCIETY OF CIVIL ENGINEERS. Secretary, Charles 
Warren Hunt, 220 West Fifty-seventh street, New York city. 


AMERICAN SOCIETY OF MECHANICAL ENGINEERS. Secre- 
pert Calvin W. Rice, 29 West Thirty-ninth street, New York 
ty. 
AMERICAN SOCIETY OF MUNICIPAL IMPROVEMENTS. Secre- 
tary, A. P. Folwell, 239 West Thirty-ninth street, New York 
city. Annual meeting, Atlantic City, N. J., October 20-23. 


AMERICAN STRBET AND INTERURBAN RAILWAY ASSOCIA- 
TION. Secretary, B. V. Swenson, Engineering Societies Build- 
ing, 29 West Thirty-ninth street, New York city. Annual con- 
vention, Atlantic City, N. J., October 12-16. 


AMERICAN STREET AND INTERURBAN RAILWAY ACCOUNT- 
ANTS’ ASSOCIATION. Secretary, Elmer M. White, treasurer 
Birmingham Railway, Light and Power Company, Birmingham, 
Ala. Annual convention, Atlantic City, N. J., October 12-16. 


AMERICAN STREET AND INTERURBAN RAILWAY CLAIM 
AGENTS’ ASSOCIATION. Secretary, B. B. Davis, claim agent 
Columbus Railway and Light Company, Columbus, Ohio. An- 
nual convention, Atlantic City, N. J., October 12-16. 


AMERICAN STREET AND INTERURBAN RAILWAY ENGINEER- 
ING ASSOCIATION. Secretary, J. W. Corning, electrical engi- 
neer Boston Elevated Railway Company, Boston, Mass. Annual 
convention, Atlantic City, N. J., October 12-16. 


AMERICAN STREET AND INTERURBAN RAILWAY MANU- 
FACTURERS’ ASSOCIATION. Secretary, George B. Keegan, 
2321 Park Row Building, New York city. Annual convention, 
Atlantic City, N. J., October 12-16. 


ARKANSAS ASSOCIATION OF PUBLIC UTILITIES OPERA- 
TORS. Secretary, J. E. Cowles, superintendent of lighting Hot 
Springs Light and Railway Company, Hot Springs, Ark. First 
annual convention, Little Rock, Ark., September 17-18. 


ARKANSAS INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, Charles F. Speed, Texarkana, Ark. 


ASSOCIATION OF EDISON ILLUMINATING COMPANIES. Sec- 
retary, W. W. Freeman, vice-president and general manager 
Edison Electric Illuminating Company, Brooklyn, N. Y. An- 
nual meeting, Lenox, Mass., September 15-17. 

ASSOCIATION OF ELECTRIC LIGHTING ENGINEERS OF NEW 
ENGLAND. Secretary, Welles E. Holmes, 308 Washington 
street, Newton, Mass. 


ASSOCIATION OF RAILWAY TELEGRAPH SUPERINTEND- 
ENTS. Secretary, P. W. Drew, Wisconsin Central Railway, 
Milwaukee, Wis. 

CALIFORNIA ELECTRIC RAILWAY ASSOCIATION. Secretary, 
L. E. W. Pioda, Oak and Broderick streets, San Francisco, Cal. 

CALIFORNIA INDEPENDENT TELEPHONE ASSOCIATION. 
Secretary, P. T. Whittier, Spencer, Cal. 


CANADIAN ELECTRICAL ASSOCIATION. Secretary, T. S. Young, 
Toronto, Canada. 


CANADIAN STREET RAILWAY ASSOCIATION. Secretary, Acton 


Burrows, 33 Melinda street, Toronto, Ontario. 

CENTRAL ELECTRIC RAILWAY ASSOCIATION. Secretary, 
W. F. Milholland, secretary and treasurer Indianapolis Traction 
and Terminal Company, Indianapolis, Ind. 

COLORADO ELECTRIC LIGHT, POWER AND RAILWAY ASSO- 
CIATION. Secretary, J. F. Dostal, Denver, Col. Annual con- 
vention, Glenwood Springs, Col., September 16-18. 


CONNECTICUT STATE STREET RAILWAY ASSOCIATION. Sec- 
retary, F. W. Poole, Bridgeport, Ct. 

ELECTRIC CLUB OF CLEVELAND. Secretary, George L. Crosby, 
1200 Schofield Building, Cleveland, Ohio. ; 

ELECTRICAL CONTRACTORS’ ASSOCIATION OF NEW YORK 
STATE. Secretary, John P. Faure, 77 Water street, Ossining, 
N. Y. 

ELECTRICAL CONTRACTORS’ ASSOCIATION OF STATE OF 
MISSOURI. Secretary, Charles J.. Sutter, 1220 Pine street, 
St. Louis, Mo. 

ELECTRICAL TRADES ASSOCIATION OF CHICAGO. Secretary, 
Frederic P. Vose, Marquette Building, Chicago. 

ELECTRICAL TRADES ASSOCIATION OF PHILADELPHIA, 
Secretary, E. A. Symmes, 810 Drexel Building, Philadelphia, 
Pa. Meetings, second and fourth Thursdays of each month. 

ELECTRICAL TRADES ASSOCIATION OF CANADA, LIMITED. 
Secretary, William R. Stanley, Royal Insurance Building, Mon- 
treal, Canada. 

ELECTRICAL TRADES ASSOCIATION OF THE PACIFIC COAST. 
Secretary, Albert H. Elliott, Claus Spreckels Building, San 
Francisco, Cal. Monthly meetings, Şan Francisco, first Thurs- 
day of each month, 

ELECTRICAL TRADES SOCIETY OF NEW YORK (Member 
National Electrical Trades Association). Secretary, Franz 
Neilson, 80 Wall street, New York city. Board of directors 
meets second Friday of each month. 

EMPIRE STATE GAS AND ELECTRIC ASSOCIATION. Secre- 
tary, Charles H. B. Chapin, 154 Nassau street, New York city. 

ENGINEERS’ CLUB OF PHILADELPHIA. Secretary, H. G. Per- 
ring, 1317 Spruce street, Philadelphia, Pa. 

ENGINE BUILDERS’ ASSOCIATION OF THE UNITED STATES. 
Secretary, J. I. Lyle, 39 Cortlandt street, New York city. 

ILLINOIS INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, C. A. Camp. Henry, Ill. 

ILLINOIS STATE ELECTRICAL ASSOCIATION. Secretary, H. E. 
Chubbuck, La Salle, Ill. 

ILLUMINATING ENGINEERING SOCIETY. Secretary, Van Rens- 
selaer Lansingh, Engineering Societies Building, 33 West 
Thirty-ninth street, New York city. Annual convention, Phila- 
delphia, Pa., October 5-6. 

INDEPENDENT TELEPHONE ASSOCIATION OF TEXAS AND 
LOUISIANA. Secretary, C. A. Shock, Sherman, Tex. 

INDIANA ELECTRIC RAILWAY ASSOCIATION. Secretary, P. H. 
White, Indianapolis, Ind. Monthly meetings, second Tuesday 
of each month. 

INDIANA INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, C. S. Norton, Indianapolis, Ind. 

INTERNATIONAL ASSOCIATION OF MUNICIPAL ELECTRI- 
CIANS. Secretary, Frank P. Foster, Corning, N. Y. 

INTERNATIONAL INDEPENDENT TELEPHONE ASSOCIATION. 
Secretary, J. B. Ward, Grand Rapids, Mich. Secretary’s office, 
Monadnock Building, Chicago, Ill. 

IOWA ELECTRICAL ASSOCIATION. Secretary, W. N. Keiser, Des 
Moines, Iowa. 

IOWA INDEPENDENT TELEPHONE ASSOCIATION. Secretary, 
C. C. Deering, Boone, Iowa. 

IOWA STREET AND INTERURBAN RAILWAY ASSOCIATION, 
Secretary, L. D. Mathes, Dubuque, Iowa. 

KANSAS GAS, WATER, ELECTRIC LIGHT AND STREET RAIL- 
WAY ASSOCIATION. Secretary, James D. Nicholson, Newton, 
Kan. Annual meeting, Pittsburg, Kan., October 8-10. 

KENTUCKY INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, W. G. Turpine, Henderson, Ky. 

MAINE INDEPENDENT TELEPHONE ASSOCIATION. Secretary, 
M. E. Crow, Houlton, Me. . 

MAINE STREET RAILWAY ASSOCIATION. 
Newman, 471 Congress street, Portland, Me. 

MASSACHUSETTS STREET RAILWAY ASSOCIATION. Secre- 
tary, Charles S. Clark, 70 Kilby street, Boston, Mass. Meets 
second Wednesday of each month, except July and August. 

MASTER CAR BUILDERS’ ASSOCIATION. Secretary, J. W. Tay- 
lor, 390 Old Colony Building, Chicago, Il. 

MICHIGAN ELECTRIC ASSOCIATION. Secretary, A. C. Marshal, 
Port Huron, Mich. 

MICHIGAN INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, A. A. Burch, Battle Creek, Mich. 

MISSOURI ELECTRIC LIGHT, GAS AND STREET RAILWAY 
ASSOCIATION. Secretary, Claude L. Clary, Sikeston Electric 
Light and Power Company, Sikeston, Mo, 


Secretary, E. A. 
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MISSOURI INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, George W. Schweer, Windsor, Mo. 


NATIONAL ARM, PIN AND BRACKET ASSOCIATION. Secre- 
tary, J. B. Magers, Madison, Ind. 

NATIONAL ELECTRICAL CONTRACTORS’ ASSOCIATION OF 
THE UNITED STATES. Secretary, W. H. Morton, 94 Genesee 
street, Utica, N. Y. , 

NATIONAL ELECTRICAL TRADES ASSOCIATION. Secretary, 
Frederic P. Vose, 1343 Marquette Building, Chicago. 

NATIONAL ELECTRIC LIGHT ASSOCIATION. Secretary, John 
F. Gilchrist, Commonwealth Edison Company, Chicago, Ill. 


NEBRASKA ELECTRICAL ASSOCIATION. Secretary, William 
Bradford, Lincoln. 


NERRASKA INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, R. E. Mattison, Lincoln, Neb. 

NEW ENGLAND ELECTRICAL TRADES ASSOCIATION. Secre- 
tary, Alton F. Tupper, 60 State street, Boston, Mass. 

NEW ENGLAND STREET RAILWAY CLUB. Secretary, John J. 
Lane, 12 Pearl street, Boston, Mass. Meetings held on fourth 
Thursday of each month. 

NEW YORK ELECTRICAL SOCIETY. Secretary, G. H. Guy, Engi- 
neering Societies Building, 29 West Thirty-ninth street, New 
York city. 

NEW YORK STATE INDEPENDENT TELEPHONE ASSOCIA- 
TION. Secretary, R. Max Eaton, Niagara Falls, N. Y. 


NORTHWESTERN ELECTRICAL ASSOCIATION. Secretary, R. N. 
Kimball, Kenosha, Wis. 


OHIO ELECTRIC LIGHT ASSOCIATION. Secretary, D. L. Gas- 
kill, Greenville, Ohio. 


OHIO INDEPENDENT TELEPHONE ASSOCIATION. Secretary, 
O. O. Welsheimer, Columbus, Ohio. 
OHIO SOCIETY OF MECHANICAL, ELECTRICAL AND STEAM 
ENGINEERS. Secretary, F. W. Ballard, Cleveland, Ohio. 
OHIO STREET RAILWAY ASSOCIATION. Secretary, Charles 
Currie, Akron, Ohio. 

OKLAHOMA ELECTRIC LIGHT, RAILWAY AND GAS ASSOCIA- 
TION. Secretary, Galen Crow, Guthrie, Okla. 

OLD TIME TELEGRAPHERS’ AND HISTORICAL ASSOCIATION. 
Secretary, John Brant, 195 Broadway, New York city. 


ORDER OF THE REJUVENATED SONS OF JOVE. C. B. Roulet, 
Mercury, Dallas, Tex. Annual meeting, Buffalo, N. Y., Octo- 
ber 15-16. 


PACIFIC COAST ELECTRIC TRANSMISSION ASSOCIATION. 
Secretary, Samuel G. Reed, Portland, Ore. 


PENNSYLVANIA ELECTRIC ASSOCIATION. 
Smith, Towanda. 


PENNSYLVANIA STATE INDEPENDENT TELEPHONE ASSO- 
CIATION. Secretary, H. E. Bradley, 135 South Second street, 
Philadelphia. 


PENNSYLVANIA STATE STREET RAILWAY ASSOCIATION. 
Secretary, Charles H. Smith, Lebanon, Pa. 

PIKE’S PEAK POLYTECHNIC SOCIETY. Secretary, E. A. Saw- 
yer, Colorado Springs, Col. Meetings, second Saturday of each 
month. 

RAILWAY SIGNAL ASSOCIATION. 
Bethlehem, Pa. Annual meeting, Washington, D. C., October 
13-15. ; 

SOCIETY FOR THE PROMOTION OF ENGINEERING EDUCA- 


TION. Secretary, Arthur L. Williston, Pratt Institute, Brook- 
lyn, N. Y. 


Secretary, E. S. 


Secretary, C. C. Rosenberg, 
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SOUTH DAKOTA INDEPENDENT TELEPHONE 
Secretary-treasurer, E. R. Buck, Hudson, S. D. AOPE eran 


SOUTHWESTERN ELECTRICAL AND GAS AS 
retary, J. A. Myler. E AOE Bee 
STREET RAILWAY ASSOCIATION OF THE STATE OF 
NEW 
YORK. Secretary, J. H. Pardee, J. G. 
ets G. White & Company, New 
TEXAS INDEPENDENT TELEPHONE ASSOCIATION. 
Charles F. Speed, Texarkana, Ark. 
ee NATIONAL ELECTRIC ASSOCIATION. Sec- 
retary ectrical Committee, C. M. Goddar l 
BOA ries dard, 55 Kilby street, 
VERMONT AND NEW HAMPSHIRE INDEPENDENT TE 
A LE- 
PHONE ASSOCIATION. Secretary-treagur 
St. Johnsbury, Vt. : EE 
VERMONT ELECTRICAL ASSOCIATION Secretar 
l ; y, C. C. Wells, 
Middlebury Electric Light Company, Middlebury, Vt. 
VIRGINIA STATE INDEPENDENT TELEPHONE ASSOCIATION. 
Secretary, B. L. Fisher, Rocky Mount, Va. 
WESTERN ASSOCIATION OF ELECTRICAL INSPECTORS. Sec- 
retary, W. S. Boyd, 382 Ohio street, Chicago, Il. 
WESTERN SOCIETY OF ENGINEERS (Electrical Section). Sec- 
retary, J. H. Warder, 1737 Monadnock Block, Chicago, Il. 
WISCONSIN ELECTRIC AND INTERURBAN RAILWAY ASSO- 
CIATION. Secretary, Clement C. Smith, president Columbia 
Construction Company, Milwaukee, Wis. 

WISCONSIN INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, J. C. Crowley, Jr., Superior, Wis. 


Secretary, 


DATES AHEAD. 


Association of Edison Illuminating Companies. Annual meeting, 
Lenox, Mass., September 15-17. 


Colorado Electric Light, Power and Railway Association, Glen- 
wood Springs, Col., September 16-18. 

Old Time Telegraphers’ and Historical Association, and Reunion 
of Military Telegraphers, Niagara Falls, N. Y., September 16-18. 

Arkansas Association of Public Utilities Operators. First annual 
convention, Little Rock, Ark., September 17-18. : 

Iliuminating Engineering Society. Annual convention, Philadel- 
phia, Pa., October 5-6. 

Empire State Gas and Electric Association. 
New York city, October 7. 
Kansas Gas, Water, Electric Light and Street Railway Associa- 
tion. Annual meeting, Pittsburg. Kan., October 8-9. 

American Street and Interurban Railway Association. 
convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Accountants’ Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Claim Agents’ Asso- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 
American Street and Interurban Railway Engineering Associa- 
tion. Annual convention, Atlantic City. N. J., October 12-16. 

American Street and Interurban Railway Manufacturers’ Asso- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 

Railway Signal Association. Next meeting, Chicago, I., Sep- 
tember 8. Annual meeting, Washington, D. C., October 13-15. 

Order of the Rejuvenated Sons of Jove. Annual meeting, Buf- 
falo, N. Y., October 15-16. 

American Society of Municipal Improvements. 
Atlantic City, N. J.. October 20-23. 

American Electrochemical Society. 
city, October 30-31. 


Annual meeting, 


Annual 


Annual meeting, 


Fall meeting, New York 


Record of Electrical Patents. 


Week of August 25. 


897,273. TROLLEY CATCHER. Michael G. Delaney, Detroit. Mich., 
assignor to William Degenhart, Buffalo, N. Y. An electromag- 
net in circuit with the trolley pole actuates the detent control- 
ling the ratchet. 

897,278. WIRELESS 
Washington, D. C. 
inductive coupling. 

$97.279. MEANS FOR GENERATING HIGH-FREQUENCY ELEC- 
TRIC OSCILLATIONS. Reginald A. Fessenden, Washington, 
D. C. One of the terminals is made of very thin sheet metal. 

s97.280. AUTOMATIC STOKING-INDICATOR MECHANISM. Rob- 
ert Forsyth and William W. Hanscom, San Francisco, Cal. A 
motor-driven worm mechanism with a complementary audible 
and visual signal system. 

897.291, METHOD OF RENDERING 
HOMOGENEOUS. Marcel A, 
Levallois-Perret, France, 
on a rotatory cylinder. 


TELEGRAPH Y. Reginald A. Fessenden, 
A receiver is placed in the secondary of an 


ELECTROLYTIC COPPER 
Jullien and Emile L. Dessolle, 
The metal is electrolytically deposited 


897,300. ELECTRIC CABLE CLAMP. Ernest W. Muller, Brooklyn, 
N. Y., assignor to Hubert Krantz, Brooklyn, N. Y. The con- 
ducting core is clamped between opposing wedge-shaped insu- 
lators. 


897.304. CONTINUOUS TRACK LIGHT AND AUTOMATIC SIG- 
NAL. John M. Pitney, Jr., Lorain, Ohio. The headlight and a 
sound signal are operated simultaneously upon the movement 
of the car. 

897.312. ELECRIC LOCOMOTIVE. Elmer A. Sperry, Brooklyn, 
N. Y. Each axle is equipped with a motor, and means are pro- 
vided for rotatively coupling the axles. 


K97.318. OZONIZER. Jan Stevnis, New York, N. Y.. and Henri 
Chauimat, Paris, France. One set of electrodes is stationary 


and the other movable. 
897,326. ELECTRIC HEAT UNIT OR DEVICE. George H. Wade, 
Atlanta, Ga. Two ribbons of insulating and heat-resisting ma- 


teriat are connected by a wire having a high temperature coeffi- 
ecient. 


Rau 


EEE a TET EE ET SOS Se | 
2 nal - ee ee aa SS A 


September 12, 1908 


897,350. ELECTRIC STOP MOTION FOR MOTORS AND SIGNAL 
FOR THE SAME. Adam Cochrane, Lowell, Mass. The circuit 
is controlled through the medium of a centrifugal governor. 


8097,457.— HANGER FOR ELECTRIC LAMPS. 


897,355. ELECTRIC BLOCK-SIGNALING SYSTEM. John W. Davis, 
Los Angeles, Cal., assignor to Mills-Piddington Cab Signal Com- 
pany, Los Angeles, Cal. The insulated sections of the rails are 
provided with magnets effecting the electric connections. 


897,394. ELECTROMAGNETIC LOCKING DEVICE. Charles O. 
Peters, Winthrop, Mass. The core of the electromagnet serves 
as a detent, and the latch serves as an armature, 


897,401. ELECTRIC SIGNALING SYSTEM. Harry C. Reagan, 
Butler, Pa., assignor of one-half to John H. Barrett, Mars, Pa. 
A safety stop bar is operated through a single wire for drawing 
the current-collecting device on the car away from the trolley 
wire. 


897,402. TROLLEY FINDER. Joseph P. Reed, Muncie, Ind. The 
trolley harp is provided with Jateral spring members for taking 
up rebound. 


897,410. CARBON HOLDER. Oscar A. Ross. Chicago, Ill. The ' 


electrode is held in a resilient socket member. 


897,413. SIGNALING CIRCUIT. Harry O. Rugh, Sandwich, Il. 
A pole-changing device acts with a polarized relay to make 
normal or alternate contacts. 


897,454. TELEGRAPHIC TRANSMITTER. George A. Cardwell, 
New York, N. Y., assignor to Telegraph Transmitting Instru- 


ment Company, New York. A keyboard and key levers effect ` 


various combinations in the line circutt. 


897,455. CLUSTER FIXTURE FOR ELECTRIC LIGHTS. John H. 
Caldwell, Philadelphia, Pa. A wireless cluster. 


897,457. HANGER FOR ELECTRIC LAMPS. George Cutter, South 
Bend, Ind. A weatherproof insulator and cutout. 


897,472. JAR FOR STORAGE BATTERIES. Joseph Marx, Buffalo, 
N. Y. The inner cell is fitted with an annular rim fitting over 
the ledge of the outer shell. 


897,474. INDICATING FUSE PLUG AND’ HOLDER. Claude E. 
Mentzer, Denver, Col., assignor of one-third to Leon A. Free- 
man and one-third to George L. Bettcher, Denver, Col. An indi- 
cating device is released by the burning of the fuse. 


897,475. ALTERNATING-CURRENT MOTOR. Maurice Milch, 
Schenectady, N. Y., assignor to General Electric Company. The 
primary member is provided with a winding distributed over a 
portion only of the said member. The secondary member is 
provided with a short-circuiting winding connected to the seg- 
ments of a commutator. 


897,484. PNEUMATIC CONTROL SYSTEM. Philipp Pforr, Berlin, 
Germany, assignor to General Electric Company. A contact 
device for equalizing pressures in the reservoir of an air-brake 
system. 


897,492. ELECTRIC SWITCH. Oran O. Rider, Schenectady, N. Y., 
assignor to General Electric Company. A double-throw switch 
having its open position between its two closed positions. 


897,497. STARTING AND SPEED-REGULATING RHEOSTAT. 
Frank J. Seabolt, Schenectady, N. Y., assignor to General Elec- 
tric Company. A regulating rheostat with a double series of 
contacts and an electromagnetic device for closing the motor 
circuit through one of said resistances. 


897,501. SYSTEM OF ELECTRICAL DISTRIBUTION. Matthew 
O. Troy, Schenectady. N. Y‘, assignor to General Electric Com- 
pany. A phase-changing rectifier system. 


897,507. SYNCHRONOUS MOTOR. Ernst F. W. Alexanderson, 
Schenectady, N. Y., assignor to General Electric Company. The 
field is provided with phase-splitting means. 
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897,508. ALTERNATING-CURRENT MOTOR. Ernst F. W. Alex- 
anderson, Schenectady, N. Y., assignor to General Electric Com- 
pany. The laminated primary member carries two windings 
of different pole numbers, 


897,514. LATCH MECHANISM. Paul Behr, Berlin, Germany, as- 
signor to General Electric Company. An automatic circuit- 
breaker tripping mechanism. 


897,524. BLOCK-SIGNAL SYSTEM. Fred B. Corey, Schenectady, 
N. Y., assignor to General Electric Company. The signal-con- 
trolling relay has one winding connected to the track rails and 
a plurality of windings supplied with current from a plurality 
of different circuits. 


897,525. ELECTRIC SWITCH. Frank C. De Reamer, Schenectady, 
N. Y., assignor to General Electric Company. A double-pole 
fused switch. 


897,531. BLOCK-SIGNAL SYSTEM. Laurence A. Hawkins, Sche- 
nectady, N. Y., assignor to General Electric Company. An alter- 
nating-current relay control block-signal system. 


897,536. MERCURY METER. Frank Holden, London, England, 
assignor to General Electric Company. The index is moved in 
the tube by a flow of mercury therein. 


897,537. ELECTRIC CONTROLLING SYSTEM. John D. Ihlder, 
New York, N. Y., assignor to Otis Elevator Company, Jersey 
City, N. J. The electrodynamic brake circuit automatically 
controls the resistance in accelerating the motor. 


897,538. SYSTEM OF MOTOR CONTROL. Leopold Janisch and 
Wilhelm Naumann, Berlin, Germany, assignors to General Elec- 
tric Company. Means are provided for connecting the resist- 
ance in parallel with the armature when the controller is moved 
toward its off position. 


897,544. RECTIFIER SYSTEM. Osias O. Kruh, Schenectady, N. Y., 
assignor to General Electric Company. Mercury rectifiers in 
series are interpolated in the several phases of the system. 
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897 ,497.—STARTING AND SPEED-REGULATING RHEORSTAT. 


897,545. SINGLE-PHASE COMMUTATOR-MOTOR. Marius C. A. 
Latour, Paris, France, assignor to General Electric Company. 
The main field coils are adapted to produce a relative phase 
displacement of currents. 


897,548. ARC-LIGHT ELECTRODE AND METHOD OF MAKING 
THE SAME. Charles F. Lindsay, Schenectady, N. Y., assignor 
to General Electric Company. A mixture containing iron oxide 
and titanium oxide is partly reduced and thereafter subjected 
in the finished electrode to a reducing action. 


897,564. PANEL BOX. Frank S. Wahl, Olean, N. Y. A stamped 
sectional panel box. 


897,569. MEANS FOR PRODUCING ARTIFICIAL LIGHT FOR 
PHOTOGRAPHERS’ USE. Frank E. Barentzen, Malden, Mass., 
assignor to William G. Burns, Boston, Mass. A closed compart- 
ment is separated from the main room by a partition of trans- 
lucent Hght-diffusing material. 


897,585. ELECTRIC TIME SWITCH. Jules Cauderay, Lausanne. 
Switzerland. A motor imparts intermittent, partial revolutions 
to the clock shaft. 


897,590. SUBSTATION PROTECTOR. Frank B. Cook. Chicago, 
Ill. Carbon lightning arresters are connected in series with 
the fuse members. 
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897,602. CONTROLLER REGULATOR. Frederick M. Du Bois, 
Syracuse, N. Y., assignor, by mesne assignments, to American 


Automotoneer Company, Philadelphia, Pa. An interlocking 
ratchet movement. 


897,603. BUFFING AND GRINDING APPARATUS. Frederick B. 
Duncan, Madison, Wis., assignor to Northern Electrical Manu- 
facturing Company, Madison, Wis. A self-contained motor- 
driven buffing and grinding machine. 


897 ,564.—PaNEL Box. 


897,607. AUTOMATIC CALLING-ON SIGNAL. William H. Elliott, 


New York, N. Y. The signals are capable of being actuated 
when the section is occupied. 


897,614. CLUSTER-LAMP SOCKET. Charles D. Gervin, New York, 
N. Y., assignor to the Dale Company. A wireless cluster. 


897,633. ELECTROLYTIC CELL. Gilbert C. Landis, York, Pa. A 
tubular metal-carbon cell. 


897,657. ELECTRIC AND PNEUMATIC GOVERNOR. William K. 
Rankin, Philadelphia, Pa., assignor to John E. Reyburn, Phila- 


a cara Pa. The action of the diaphragm governs the electrical 
circu 


897,662. TELEGRAPHIC SELECTIVE SYSTEM. Alfred M. Rob- 


erts, Buffalo, N. Y. The selecting magnet responds to the direc- 
tion of current flow. 


897,667. TROLLEY WHEEL. Edward P. Sharp, Buffalo, N. Y. An 


integrally connecting hub is fitted with rigid outside fianged 
members. 


897,669. INSULATOR. Frank J. Siegwart, Pittsburg, Pa. Means 
are provided for carrying the connector in an insulating groove. 


897,670. ELECTRICAL IMPULSE RECORDER. Augustus K. 


Sloan, Jr., Brooklyn, N. Y. The moving member of the solenoid 
is provided with a stylus. 


897,674. TERMINAL FOR ELECTRIC FITTINGS. Frederick A. 


Swan, Cliftondale, Mass. Means are provided for taking the 
strain off the conductor. 


897,681. TELEPHONE SWITCH. Clarence Truitt, Moscow, Ida. 


Means are provided for signaling another station without calling 
the telephone exchange. 


897,683. CONDUIT CAP FOR ELECTRIC INSTALLATION. 
Wheeler H. Vibber, New London, Ct., assignor to the Gillette- 
Vibber Company, New London, Ct. An insulating pipe cap. 


897,692. ELECTRIC ORGAN ACTION. William R. Whitehorne, 
Brooklyn, N. Y., assignor to Whitehorne Organ Action Com- 
pany, Jersey City, N. J. Each key is provided with a switch, 
stop mechanism and valve-controlling magnet winding. 


897,702. ELECTRIC SIGNAL SYSTEM. Anthony A. Barbera, Phil- 
adelphia, Pa. The operation of the semaphore arm actuates an 
alarm member mounted in the tower house. 


897,711. TIME SWITCH FOR ELECTRIC CIRCUITS. Hayden W. 
Brown, Waterbury, Ct. Means are provided for adjusting the 
switch mechanism in a predetermined position. 


897,713. MOTOR STARTER. Anthony J. Burns, Oswego, N. Y. 


Means are provided to hold the contact member at open circuit 
position. 
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897,716. TRANSMITTER. Jesse T. Curtis, Bement, Ill. The trans- 
mitter is equipped with two diaphragms, one diaphragm having 


adherent to its sunken portion a carbon cup. 


897,718. TELEPHONE INSTRUMENT. Wilford R. Daniels, New 


York, N. Y. An exterior piece for mounting over the ear piece 
of an ordinary receiver. 


897,723. TELEPHONE SYSTEM. William W. Dean, Chicago, Ill., 
assignor to Kellogg Switchboard and Supply Company, Chicago, 
Ill. The line signal is controlled by a relay. 


897,731. SIGNALING DEVICE FOR TELEPHONE EXCHANGES. 
Thomas W. Gardner, Nashvile, Tenn. Two balanced windings 


have a common core, and there is a condenser in series with the 
operator’s head-piece receiver. 


897,752. OSCILLATING DESK FAN. Evrah C. Lipps, Warren, 
Ohio, assignor to the Peerless Electric Company, Warren, Ohio. 
The fan body is oscillated by means of a defiecting vane. 


897,758. PROCESS FOR MANUFACTURING INDURATED FIBRE. 
Israel W. Marshall, Yorklyn, Del., assignor of one-half to Thomas 
E. Marshall, Yorklyn, Del. A plurality of vegetable paper sheets 


are subjected to a chemical process whereby they are partially 
gelatinized. 


897,765. MULTIPLE TELEGRAPHONE SYSTEM. George Morin, 
Habana, Cuba. A plurality of revoluble members are adapted 
to hold magnetic impressions analogous to sound waves. 


897,766. ELECTRIC CIGAR LIGHTER. Ernest P. Muller, Brook- 


lyn, N. Y. Spring contact points are arranged to make contact 
with an igniting member. 


897,779. RECEIVER FOR WIRELESS SIGNALING. Valdemar 
Poulsen, Copenhagen, Denmark. The signal is impelled by 


periodically unbalancing or destroying the condition of reso- 
nance in the oscillation circuit. 


897,800. LIGHTNING ARRESTER. Charles P. Steinmetz, Schenec- 

tady, N. Y., assignor to General Electric Company. A combina- 

. tion of spark-gap terminals and a resistance formed of an 
oxide, the resistance of which decreases when heated. 


897,805. INCANDESCENT LAMP SOCKET. William F. Wegner, 
New York, N. Y., assignor to Stephen T. Williams, New York, 


N. Y. The socket is adapted to retain the lamp by a direct 
thrust. 


897,812. INVERSE TIME-LIMIT RELAY. Peter Bendmann, Ber- 


lin, Germany, assignor to General Electric Company. The arma-. 
ture is operated in a strong magnetic field. 


MARINE SIGNALING LAMP AND THE LIKE. Henry 


Endall, Southampton, England. A water-tight casing contains 
an illuminating means. 


897,831.—MEANS FOR PREVENTING OFFRET IN CONNECTION WITH 


PRINTING. 
897,824. POLE SHOE. William R. Everett and Edwin J. Newton, 
Chicago, Ill. The pole shoes are equipped with extended arms, 


these arms being offset on opposite sides. 


MEANS FOR PREVENTING OFFSET IN CONNECTION 
WITH PRINTING. John Hergesheimer, Philadelphia, Pa., as- 
signor to the Curtis Publishing Company, Philadelphia, Pa. 


Means are provided for effecting a discharge of the static elec- 
tricity in the moving sheets. 


SAFETY FUSE. Joseph Sachs, Hartford, Ct., assignor to 
the Sachs Company, Hartford; Ct. The fuse is comprised of a 
plurality of separately insulated and sheathed conductors con- 
nected in multiple to common électrodes. 


AUTOMATIC CIRCUIT-BREAKER. Henry P. Ball, New 
York, N. Y., assignor to General Incandescent Arc Light Com- 


pany, of New York. A double- throw switch which is spring- 
actuated to its open position. 
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THE PENNSYLVANIA ELECTRIC ASSOCIATION. 

At the Chicago convention, last May, of the National Elec- 
tric Light Association, various amendments to the constitution 
and by-laws were adopted. One important amendment was to 
the effect that upon application of five Class A members, or two- 
thirds of ali the Class A members, if less than eight, in any 
state, territory or dependency of the United States or provinces 
of Canada, the executive committee should authorize the appli- 
cants to organize a geographic section of the National Electric 
Light Association, to which all members of the association in 
such geographic section should be eligible for membership. 
When this amendment was adopted it was hardly expected that 
it would have a working out in a very short time. It is, there- 
fore, at once a matter of congratulation and anxiety that the 
members of the Pennsylvania Electric Association, which held 
its first annual convention at Eagles Mere, Pa., last week, 
unanimously voted to reorganize as a state branch of the National 
Electric Light Association. 

If we mistake not, the idea in the minds of the original 
members of the Pennsylvania Electric Association was that the 
national body should be supplemented by a distinct state organi- 
zation, which organization would necessarily be in entire sym- 
pathy with the requirements of the corporations doing business 
in the state of Pennsylvania, and would be effective to a greater 
degree statewise than the national organization could possibly be. 
The presence of the very capable president and several members 
of the national organization, and the assistance which they were 
undoubtedly able to render in formulating plans for the develop- 
ment of the state organization, unquestionably made it easy to 
decide to become part of the greater association, rather than go 
it alone. The tremendous impetus which the National Electric 
Light Association has proved itself to be is a matter of immediate 
concern to every public-utility corporation interested in the sup- 
plying of electricity for light and power. 

The working out of the present situation will be watched 
with a great deal of interest, as in almost every state in the 
Union where there is a state organization, a large number of 
the members are also members of the national organization. 
The amendment just discussed, if its advantages are properly 
applied, will work greatly to the benefit of the member com- 
panies, in that it will eliminate a great deal of organization 
and routine work which, if carried on by a central bureau, would 
tend to considerable economy, would make effective the strength 
of all for the benefit of each, and at the same time interfere 
very little, if at all, with the autonomy of the state organization. 
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WOOD PRESERVATION. 

During the last four or five years the United States Depart- 
ment of Agriculture has given a great deal of attention to the 
matter of wood preservation, and its files contain much docu- 
mentary evidence of the value of the research and experimenta- 
tion which have been carried out along these lines, both here 
and abroad. A recent publication, circular 139, is a very inter- 
esting treatise on the subject of wood preservation, by W. F. 
Sherfesee. 

We are familiar with the ordinary forms of decay which 
affect organic and inorganic matter. The decay of a plant body 
such as wood is not an inorganic process like the rusting of 
iron or the crumbling of stone, and is at the same time different 
from the process of decomposition of organic structures. It is 
due to the activities of low forms of plant life, called bacteria 
and fungi. Fungi, although more complicated than bacteria, 
are almost as low in the scale of creation when compared with 
familiar flowering plants and shrubs. The bacteria often consist 
of but a single cell, microscopic in size. Sometimes several such 
cells are attached to each other, forming a thread or filament. 
They multiply by the division of the parent cell into other cells, 
which, in turn, divide again. Fungi consist merely of tiny 
threads or hyphe, which are collectively known as the mycelium. 
In the higher forms of fungi these mycelium form compact 
masses of tissue, such as are evidenced by the “punk” of rotting 
logs or the brackets formed on the trunks of growing trees. 

The fruiting of these bodies themselves is not the cause of 
the decay in wood. Spores, which are very primitive substitutes 
for seed, and which are borne in the countless compartments into 
which the under surfaces of the fruiting bodies are divided, are 
produced in infinite number. When seen in bulk they appear 
as dust, and, like dust, are carried by the wind and strike all 
portions of the surrounding objects. Fortunately, few species 
of fungi successfully attack healthy living trees, and only a 
comparatively small number attack and destroy wood; yet the 
spores of some find a lodging in dead portions of a tree or in 
cut timber, and if the wood is moist and in the right condition 
for the spore to grow, it germinates and sends out a thin film- 
like white thread, which, by repeated branching, penetrates the 
entire structure of the wood. 

It is well known that wood is composed of minute cells, the 
chief material of the cell walls being a substance called cellulose. 
Around these walls there are encrusted many different organic 
substances, known collectively as lignin. Most wood-destroying 
fungi destroy only the lignin; others attack the cellulose alone, 
while a third class destroys all parts of the wood structure. 
The lignin and cellulose are dissolved by certain substances 
secreted in the fungi, and thus serve as food for the fungus 
growth. Finally, the composition of the wood is so greatly 
changed that its strength is diminished, the texture becomes 
brittle and disconnected, and the wood is said to be “rotten.” 

In addition to the wood food, the fungus requires, however, 
for its growth and development, heat, air and moisture. If any 
gne of these is lacking the fungus can not develop, We can not 


deprive the growing plant or the cut timber of heat, and only 
where the wood is sunk under water at great depths can we 
deprive it of air. Of the four requirements, therefore, these two 
are beyond control. It is only by depriving the fungi of moisture 
or of food that the destruction they cause can be prevented. 

Seasoning of timber, which means practically that a certain 
percentage of the moisture contained has been extracted, adds 
greatly to the structural value of cut timber; but seasoned 
lumber is hygroscopic, and can reabsorb a considerable amount 
of moisture content from which it has once been freed. Of 
course the climate has a great deal to do with the content of 
moisture contained in standing timber. 

The strength of partially seasoned timber, other things being 
equal, increases as the amount of moisture it contains decreases. 
Thoroughly seasoned timber of small sizes is sometimes three or 
four times as strong as the same timber when green. 

It is a mistake to suppose that the germs of decay are inherent 
in a wood, and several processes for the preservation of wood 
have failed because they have been founded on this false assump- 
tion. The wood-destroying agencies start from the outside, and 
this explains the partial efficacy of certain paints, which merely 
form a superficial coating over the surface of the timber, but 
which are poisonous enough to prevent the spores from germi- 
nating. An exterior coating, secured by dipping a post into a 
thin solution or other material that will harden on the timber, 
for this reason is not a thoroughly effective protection, because, 
with shrinking or swelling of the wood, cracks form, through 
which the agents of decay enter. 

Of the processes employed for the treatment of timber with 
antiseptics, those known as the zinc-chloride treatment and the 
creosote treatment are generally in common use. These anti- 
septics are applied by what may be called the pressure-cylinder 
method, the open-tank method and the brush method. In the 
pressure-cylinder method the timber is placed in a strongly made 
cylinder and subjected to heating by steam under pressure. 
The steam is withdrawn, and a high vacuum established in the 
cylinder; then the preservative compound is forced into the 
wood in the cylinder under pressure. After remaining under 
this influence for a certain time, the lumber is withdrawn from 


the cylinder and stacked in the open air. In the open-tank | 


method the wood is first thoroughly seasoned by either air or 
kiln drying, and immersed in a hot bath of the preservative con- 
tained in an open tank. The hot bath is continued for a certain 
time, the moisture and air in the timber passing off in the form 
of bubbles. At the end of the hot bath the timber is immersed 
as quickly as possible in a cold preservative, which causes the 
contraction of the air and moisture remaining in the wood, 
creating a partial vacuum in the wood cells, which can be de- 
stroyed only by the entrance of the preservative. In this way 
atmospheric pressure accomplishes that for which the artificial 
pressure is used in the other commercial processes. In the 
brush method the antiseptic is painted on the surface of the 
timber, the liquid being applied ordinarily with a common paint 
brush, Jn this method care must be taken to check all knots and 
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excoriations, as the liquid can penetrate but a short distance 
into the wood. This process is, of course, not as thorough as 
either of the other two, but is of great value where the amount 
of timber to be treated is too small to justify the erection of a 
small treating plant, or where the land is so rugged that it is 
impracticable to transport the timber for even short distances. 

From such tests as have been made it appears that if proper 
care is observed in the treatment of timber, all danger from 
injury from excessive temperatures can be avoided. The amount 
of moisture remaining in the wood is of greater importance. 
Creosote retards both the absorption and evaporation of water ; 
hence its presence in thoroughly seasoned wood exposed to humid 
conditions tends to conserve its strength; whereas, on the other 
hand, if it is applied to green wood, the strengthening action of 
water evaporation is retarded. Zinc chloride and the other pre- 
servatives which are in water solution have a wholly different 
effect. Unless the wood structure is already filled with moisture 
to the point of saturation, more water is injected into it with the 
preservative, with the result, if the wood is partially seasoned, of 
decreasing its strength. The original strength of the wood, how- 
ever, may be regained by seasoning. 

The principal point of superiority of creosote as an ee 
lies, apparently, in its insolubility in water. Once injected into 
timber it will not wash out. On the other hand, zinc chloride is 
much cheaper than creosote, and is shipped more easily, and 
with lower freight. charges; but, since zinc chloride is soluble in 
water, timber treated with it, when exposed to moisture, will lose 
its preservative through the leaching out of the chloride; hence 
zinc chloride is used in comparatively dry situations. Creosote, 
moreover, is one of the few preservatives within commercial 
reach that offer absolute protection against the marine borers 
which work havoc among the wharves of the Atlantic, Gulf 
and Pacific coasts. 


The actual saving due to jood preservation has been demon- 


strated time and time again, and actual figures have been pre- 


sented before technical societies within recent years, and are 
available from the files of the United States Department of 
Agriculture. The question may be raised whether it can positively 
be proved that the treated poles will last twenty years. The 
author holds that a sufficient answer to this argument is that 
the poles need last only 1.6 years longer than untreated poles in 
order to justify the cost of treatment. But evidence of the value 
of preservative treatment is not lacking. It is only a few weeks 
ago that a contracting company, while installing a twenty-four- 
duct run for the Empire City Subway Company in New York 
city, owing to realignment necessary from the excavation work 
for the Hudson River tunnels, unearthed a block of creosoted 
conduit which had been under ground since 1887. After twenty- 
one years it was sound and without the least sign of decay. 
This conduit has been stored, as it was taken up without break- 
age, and is now on exhibition in the New York office of the 


company which manufactured it and laid it in the earth almost 
& quarter of a century ago, 
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STREET-LIGHTING CONTRACTS AND THE 
TUNGSTEN LAMP. 

Nowhere in the field of electric lighting has the influence 
of the tungsten lamp been more directly felt than in street 
illumination. The increased efficiency and excellent life records 
which are being maintained by the series tungsten lamp in 
commercial service are attractive enough to the central station 
to offset the higher cost of each unit and the supplying of a 
much larger quantity of light for the same price. The essential 
features of the tungsten lamp ought to be made perfectly clear, 
however, to municipal officers and bodies influential in the 
drawing up of contracts, for there is an excellent opportunity 
for misunderstandings to arise in connection with the compara- 
tive efficiencies of carbon, metallized-filament and tungsten lamps 
if the lighting question is allowed to be settled for a term of 
years mainly on the basis of lamp economy. 

Nothing is to be gained on the part of the central station 
by trying to minimize or even conceal the reduction in wattage 
which so distinguishes the tungsten lamp from its predecessors. 
A frank policy in this respect is worth everything, and no fair- 
minded city executive should begrudge a central station the 
benefits of enhanced lamp efficiency, provided the company makes 
clear that it is willing to share the benefits with the municipality. 
This it can do without resorting to prohibitive cuts in prices, 
provided the fact is borne in mind that the town or city is buying 
light, and assuming that the authorities are reasonable men, 
satisfied with a reasonable share in improvements which they 
risked nothing to obtain, and which they would never have en- 
joyed but for the willingness of the central stations to spend 
money on trials and experiments. 

Local conditions must naturally in each case determine the 
rates charged for street lighting by tungsten lamps, but in view 
of the fact that in many instances the substitution of tungstens 
for carbon-filament incandescents gives the city an increase of 
from twenty-eight to sixty per cent in the volume of light emitted 
from each unit, with the added benefit of maintaining the initial 
candle-power far beyond the period when the gas-mantle lamp 
would be fit for respectable service and greatly in excess of the 
capabilities of the carbon lamp, there ought to be little justice 
apparent in a rate reduction when the new contract is made up 
Measuring the output of the series 
tungsten lamp in candle-power-hours one finds that the central 


on the tungsten lamp basis. 


station is giving quite enough to the municipal customer if it 
docs not raise the rate per lamp per year, when the total candle- 
power-hours of other lighting units are figured. It is sometimes 
hard for the central station to convince the city authorities that 
the tungsten lamps will give enough better service to require 
no reduction in lamp rate, but there is a good chance in such 
cases to exhibit actual lamps which have burned a known number 
of hours, and let the non-technical city officials see for them- 
selves the lasting characteristics of the old and the new units. 
Experience has proved, however, that the making of a new con- 
tract on the tungsten-lamp basis may result in a higher rate 
per lamp per year for the municipality, especially if a longer 
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burning is provided under the new conditions. In one case of 
this kind the price per year for twenty-five-candle-power carbon 
series lamps was $16.50 per lamp. When the contract expired 
a new contract was made upon the basis of thirty-two-candle- 
power tungstens, burning three hours per night longer during 
six months of the year. The new price per lamp was $19.30 per 
year, or an increase of seventeen per cent. Such an illustration 
of reasonableness on the part of the city officials in dealing 
with a problem of this character augurs well for other companies 
who approach the making of a new street-lighting contract with 
tungsten lamps as the working units, in a broad and far- 
sighted way. 
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MOTOR DRIVE FOR THE PRINTER. 


Probably in no other industry has so much quiet experi- 
mentation been carried on in the adapting of motors to driving 
machinery as has been the case with the publisher and printer. 
Years ago, when the availability of the electric motor and 
automatic control for the driving of machinery was demon- 
strated, the printer was among the first to have the hardihood to 
install electricity as a source of power. Great were the claims 
made for the electric motor. ‘The printer, by temperament, is 
an enthusiastic person, and rarely goes at things in a half-hearted 
way. Believing implicitly in the claims made by early solicitors 
he threw out his gas or oil engine and quarreled with his steam 
supplier, believing he had every one beaten at the start when 
he made up his mind to install an electric motor. Many and 
grievous were his disappointments. In most cases he either 
installed too much or too little power. Where the first condition 
prevailed, his bills for current were too high, and the service 
made but a poor showing against his previous costs for steam 
driving. Where the second condition prevailed, he was at his 
wits’ end more than half the time because of the stalling of the 
motor and the disrupting of his circuits for a dozen different 
good electrical and mechanical reasons. 

The printer was usually as enthusiastic in expecting the 
motor to do wonders as the early solicitor was to promise them. 
When figuring for power he rarely assumed that he would 
have all of his machines in operation at one time, and this, of 
course, was taken advantage of in the installation of his motor. 
As a matter of fact, however, every once in a while he would 
require all of his apparatus at one time, and machine after 
machine would be thrown on, until the belts would start to slip, 
and presently the motor or some part of the circuit would go 
out of commission. ‘Then, again, in dispensing with his steam 
service he, in most cases, counted upon saving the engineer’s 
wages. The foreman of a printing plant is usually a man of 
considerable intelligence and not a little mechanical ability, and 
upon him, in large measure, devolved the task of running the 
motor. While things were going smoothly he got along very 
vell. When the motor commenced to cut up capers he, of 
vourse, secured all manner of advice from every one who had a 
smattering of knowledge more or less technical. It is easy to 


realize that with some of the earlier installations the motors did 
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some truly wonderful things, carrying overloads which the most 
sanguine designers and manufacturers never expected them to be 
capable of. The usual method of curing a sparking commutator 
was the application of a rag well greased with vaseline. Where 
fuses were used it was only because they would not blow when 
they should have blown that the circuit remained intact, and 
that there was not more trouble is one of the things that can be 
explained only by the immutable perversity of inanimate objects. 

The constant improvement in the design and manufacture of 
internal-combustion motors and the laying of mains through 
the streets by steam-distributing companies retarded considerably 
These elements at the 
same time stimulated the electrical engineers and manufacturers 


the introduction of the electric drive. 


to make a closer study of the needs of the printer, and the result 
has been that nowhere is the electric drive giving so much satis- 
faction at the present time as in the printing industry. 

It must be understood that from very crude methods of 
simply closing a switch there have been evolved methods of 
automatic control which fit almost any possible demand which 
the printer may make. The adapting of automatic control to 
the perfecting presses used by the daily newspapers has made 
necessary the exercising of the greatest possible ingenuity and 
perseverance. An idea of the complexity of the circuits and the 
necessity for fine control in operating these machines may be 
gained from the article which is presented on another page of 
this issue by Mr. S. H. Sharpsteen. The author gives a very 
lucid idea of the two-motor drive with automatic control which 
is very successfully meeting the demand for a safe and reliable 
source of power. 

In getting. a perfecting press ready for production, the ma- 
chine must be put through a series of movements which require 
a motor that will operate from the slowest possible crawling 
speed up to the high speed necessary for the rapid production of 
the daily newspaper whose circulation runs into the hundreds 
of thousands. Plates must be fastened on, paper threaded in, 
adjustments of every description made, all under control of the 
man in charge, and at the same time under control of men 
working at various parts of the press; for it must be under- 
stood that this is a machine of great dimensions, and quite a 
number of operators must be at work at different parts of the 
press at the same time. The method of push-button control has 
been elaborated, and yet so simplified that we rarely hear of 
an accident either to the machine or to the men operating it. 

This is only one phase of the many applications of the motor 
drive and automatic control to printing machinery. ‘There are 
numerous installations in the loft buildings all over our larger 
cities which form a fallow field for the electrical engineer and 
the designer of electric motors and control apparatus. The em- 
ploying printer, through his trade societies, very quickly learns 
of the success with which a brother printer meets in the employ- 
ment of any new device, and now that it has been demonstrated 
that the electric drive is a source of economy, he is anxious to 
take advantage of that economy, outside of his natural desire to 


have his equipment driven by the latest form of power-producing 
machinery, 
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THE STATEMENT OF OHM’S LAW. 
BY MORTON G. LLOYD. 


In 1826 G. S. Ohm announced the 
relation between electromotive force and 
current, which has ever since been regarded 
as one of the fundamental laws of elec- 
trical science. The law discovered by Ohm 
is that in a definite conductor of the first 
class,! under definite conditions, the cur- 
rent is proportional to the electromotive 
force which produces it, that is, to the 
total electromotive force in the circuit. It 
was applied by him to continuous cur- 
rents, but it is equally true of conductors 
in which alternating currents are flowing. 
Since it is true of the instantaneous cur- 
rent it must hold also for values obtained 
by summation over a complete cycle. 

Put into the form of an equation, using 
the usual symbols, Ohm’s law becomes 


= = a constant. 


That is to say, if E be varied while all 
other conditions remain the same, the ratio 


remains constant. If some other con- 
dition, such as the temperature, he 
changed, I is again proportional to E, 
but the ratio has now a different value. 

If e be the instantaneous impressed 
electromotive force in an alternating- 
current circuit, then we must combine 
with it the self-induced electromotive 
force, since Ohm’s law applies to the total 

di 


electromotive force. Thus — 


constant, where a represents the rate of 
change of eurrent and L the inductance. 
If the circuit or conductor be coupled 
with a secondary circuit, there will be 
another component of electromotive force 
to be considered ; thus 


e—L di, —]}) dig 
dt, dt 
i „= constant. 
1 


When we consider effective or maxi- 
mum values in an alternating circuit sup- 
plied from a source of sinusoidal electro- 
motive force, Ohm’s law may still be 
applied if the inductance of the circuit be 
definite and constant (¢.g., free from 
iron). The equation then 
V ELT p I 

<5 
the electromotive force impressed on 
the cireuit or conductor, and Lpl repre- 
ge the self-induced electromotive force. 

lie, m 


Son duce etc. Ohm's law does not hold in gaseous 


becomes 


= constant, where E is 


ee 
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If there be capacity in the circuit, its 
potential forms one component of the 
electromotive force which must be in- 
cluded in the equation. Thus for instan- 


taneous currents, us . 
i 

stant, where C is the capacity and q 

the charge; and for the effective values 

with sinusoidal currents, 


Je- e ( pL— zo 
SEE EA = constant. 
l 

When put into this form it is evident 
that Ohm’s law holds for alternating 
currents, and the idea so often expressed 
that this law does not hold under these 
conditions is seen to be due to an errone- 
ous point of view. Just as in the case of 
continuous currents, the value of the con- 
stant is changed whenever the conditions 
are changed, and here a greater variety of 
conditions may exist. Thus a variation of 
frequency, if the latter is sufficiently high, 
may alter the value of the constant, and 
in this case the variation of L with the 
frequency would have to be considered 
also. 

The form which Ohm’s law takes in the 
case of alternating currents is not one 
which is convenient for computation, and 
it is due to this fact that the formula in- 
volving the expression for impedance has 
taken its place in the discussion of alter- 
nating currents. But it should be borne 
in mind that the law of Ohm is just as 
true, for the law then takes on a greater 
significance. 

It should be noticed that up to this 
point the word Resistance has not been 
used, and I want particularly to lay stress 
upon the fact that Ohm’s law can be dis- 
cussed without mention of it. Resistance 
is the name which has been given to the 


= con- 


ratio- i -in the case of continuous currents, 


and the practical units of measurement 
of the three quantities, electromotive 
force, current and resistance, have been so 


. , E 
chosen that the numerical relation , = 


I 


R holds. When a change of temperature 


E 
or other condition alters the ratio I we 


say that the resistance changes, in order 
to keep intact the above relation. 
Having defined resistance in terms of 
the conditions in a continuous-current cir- 
cuit, it then becomes a matter of experi- 
ence (or extension of definition) as to 
whether the same relation holds under 
other conditions, as, for example, with 


427 
alternating current. 


: As a matter of 
fact with sinusoidal currents the radio 


2 ye oe 

N a y 19 is still called 
the resistance, and if the value of this 
ratio changes with the frequency, for ex- 
¢mple, again. we say that the resistance 
changes, even though all the physical 
characteristics of the conductor remain 
unaltered. 

Inasmuch as the conception of resist- 
ance is a consequence of Ohm’s law, it 
does not seem desirable to use that term 
in the expression of the law, at least not 
in the way that it is so often stated, viz.: 
“The current is equal to the electromotive 
force divided by the resistance.” The 
law is better stated, from the logical stand- 
point, by saying that the current is pro- 
portional to the electromotive force, or 
that their ratio is a constant. 
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The Annual Meeting of the 
American Electrothera- 
peutic Association. 

The eighteenth annual meeting of the 
American Electrotherapeutic Association 
will be held in the Engineering Societies 
Building, 29 West Thirty-ninth street, 
New York city, on September 22, 23 and 
24. The evening of September 23 will be 
devoted entirely to the exhibit of appa- 
ratus and appliances, which will be held 
in the large room on the fifth floor, ad- 
joining the usual assembly room of the 
New York Electrical Society. The asso- 
ciation has procured the use of the fifth 
floor for the three days’ session, and the 
members of the New York Electrical 
Society, the American Institute of Elec- 
trical Engineers and engineers in general 
are invited to be present during the 

several sessions. 
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The Education of Street 
Railway Employes. 

A committee has been appointed by 
President Goodrich, of the American 
Street and Interurban Railway Associa- 
tion, to study and report upon efforts 
which are being made by railway com- 
panies to train their employés for efficient 
service. This committee is composed of 
Professor H. H. Norris, chairman; R. E. 
Danforth, Newark, N. J., and Professor 
A. S. Richey. It is likely that the com- 
mittee will present a preliminary report 
at the convention of the American Street 
and Interurban Railway Association, 
which will be held at Atlantic City, N. J., 
next month. 
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‘The Huddersfield (England) 
Municipai Street Railways. 


The following statistics concerning the 
working of the Huddersfield street rail- 
ways are furnished by Consul F. I. 
Bright: | 
_ “Huddersfield, embracing an area of 
11,854 acres, has a population of 100,000 
and a ratable value of $2,380,448. Proba- 
bly in no other town in England of the 
same population is municipal ownership 
carried on to the same extent. It was the 
first city in England to own and operate 
its tramways. 

“Steam was superseded by electric 
power in 1901. The system now has a 
little over twenty-eight miles of track, 
over eight miles of which are double track. 
Each of the seventy cars has a seating 
capacity for fifty-six passengers. The or- 
dinary number in use is fifty-six, each 
running on an average 113 miles from 5 
A. M. to 12.45 a. M. The passengers car- 
ried in 1907 numbered 16,130,334, at an 
average fare of 2.4 cents; the total miles 
run was 1,960,329. The 430 regular em- 
ployés receive a weekly wage of $2,239. 
Motormen and conductors work nine hours 
a day; the shed staff, day, nine hours, and 
shed staff, night, seven and one-half hours. 

“The cost of the permanent way has 
been $984,167, the total outlay for per- 
manent works, cars, twenty-four waiting 
rooms, and other property being $2,009,- 
383. An open top car weighing ten tons 
costs $2,579, a covered top car weighing 
ten tons fourteen hundredweight, $2,823. 

“The total working expenses for the 
year were $202,943, making an average of 
8.7 cents per car-mile, after deducting 
$31,486 for power expenses. The fares 
charged run from two cents per 1.23 miles 
up to eight cents per 6.85 miles. 

“From 5 a. M. to 8. a. M. and from 4 
P. M. to 10 P. M. cars arg available to 
workmen going to and from work at fifty 
per cent of the ordinary fares. 

“The total income for the last year was 
$412,212, leaving a gross surplus of 
$209,269, and, after paying certain 
amounts of interest on capital, redemp- 
tion of debt, and depreciation account, a 
net surplus of $31,700 to be applied to 
the relief of the general rates. 

“During the year there were 262 acci- 
dents, caused principally from collisions 
between cars and other vehicles and by 
passengers alighting from and boarding 
cars when in motion. There were no 
fatal accidents, and less than thirty claims 
for damages were presented. Third-party 
risks are covered by insurance, and all 
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such claims are adjusted direct by the in- 
surance company, which receives an an- 
nual premium of $3,626. 

“There is a postal letterbox attached 
to each car, which is cleared every hour 
from 8.30 A. M. to 9.30 P. M. and again 
at 11 P. M. The number of letters carried 
in 1907 was 720,512. 

“There is no thought here at the pres- 
ent time of adopting the motorbus, in use 
in a few large cities. The working ex- 
penses are regarded as too high.” 
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Edison Electric Illuminating 
Company of Boston Estab- 
lishes Illuminating En- 
gineering Department. 


The Edison Electric Illuminating Com- 
pany, of Boston, Mass., has opened a de- 
partment of illuminating engineering at 
its general office, 39 Boylston street, Bos- 
ton. The Edison company has always 
been one of the foremost in inaugurating 
enterprising departures, and the company 
for many years has set the standard in its 
efforts to promote the use of electricity 
and give to its customers the advantages 
accruing from such service. The illumi- 
nating engineering department is under 
the direction of Dr. Louis Bell and H. W. 
Moses. 

The number of customers of the Edison 
company in the twenty-five cities and 
towns in which it sells electricity has 
shown a steady increase during the past 
few years. On June 30, 1906, the com- 
pany had 18,963 customers; in 1907 the 
total was 20,375, and in 1908, 21,719, an 
increase of six per cent over 1907, and of 
fourteen per cent over 1906. 
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BOOK REVIEW. 


‘“ Electrical Engineer's Pocketbook.” Horatio 
A. Foster. New York. D. Van Nostrand Com- 
pany. Flexible leather, au edges. 1,600 pages.. 
414 by 6% inches. Supplied by the ELECTRICAL 
Review for $5. 

It has always been easy to say a good 
word for Foster’s “Electrical Engineer’s 
Pocketbook.” Having praised previous 
editions so highly, it is ditticult to find an 
expression which will appear commen- 
surate with the greatly improved con- 
struction and quality of the present vol- 
ume, which constitutes the fifth edition. 
Some idea of the value of the work may 
he gained if we repeat the enthusiastic 
comment of an engineer after examining 
the work carefully and critically. He 
said: “This is the last word in electrical 
handbooks.” . 

The work has been divided into a num- 
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ber of sections, and each of the sections 
has been revised by a specialist eminent 
in his particular field. The value of such 
revision can not be gainsaid when the 
weight of such authority is attached to 
the revision. The list of contributors in- 
cludes the following: Symbols, Units, In- 
struments—W. N. Goodwin, Jr., and J. 
Frank Stevens; Measurements—W. N. 
Goodwin, Jr., and Professor Samuel 
Sheldon; Magnetic Properties of Iron 
Electromagnets—Townsend Wolcott and 
Professor Samuel Sheldon; Properties of 
Conductors and Properties of Conductors 
Carrying Alternating Currents—Harvey 
Pender; Dimensions of Conductors for 
Distribution Systems, Harvey Pender; 
Dynamos and Motors—Cecil P. Poole and 
E. B. Raymond; Tests of Dynamos and 
Motors and Alternating-Current Machines 
—E. B. Raymond and Cecil P. Poole; 
The Static Transformer—W. S. Moody 
and K. C. Randall; Incandescent Elec- 
tric Lighting—Dr. C. H. Sharp; Arc 
Electric Lighting—J. H. Hallberg; Illu- 
minating Engineering—Dr. C. H. Sharp; 
Electric Railways—A. H. Armstrong, C. 
Renshaw, N. W. Storer and Milton W. 
Franklin; Electrolysis—A. A. Knudson; 
Transmission of Power—Dr. F. A. C. 
Perrine; Storage. Batteries—Lamar Lyn- 
don; Switchboards—H. W. Young, B. P. 
Rowe and E. M. Hewlett; Lightning Ar- 
resters—Townsend Wolcott; Electricity 
Meters—H. W. Young and J. B. Baker; 
Telegraphy—Charles Thom; Wireless 
Telegraphy—F. K. Vreeland; Telephony 
—J. L. Wayne; Electricity in the United 
States Army—G. H. Powell; Electricity 
in the United States Navy—J. J. Crain; 
Resonance—Lamar Lyndon; Electric 
Automobiles—C. J. Spencer; Electro- 
chemistry and Electrometallurgy—Pro- 
fessor F. B. Crocker and Professor M: 
Arendt; X-Rays—Edward Lyndon; Elec- 
tric Heating, Cooking and Welding—Max 
Loewenthal; Lightning Conductors—Pro- 
fessor Alex G. McAdie; Mechanical Sec- 
tion—W. W. Christie. 

The section on resonance, by Lamar 
Lyndon, affords a particularly lucid pres- 
entation of this difficult subject, and the 
chapter on electric heating, cooking and 
welding, as well as the chapter on wireless 
telegraphy, brings down to date some very 
useful information for which there has 
been considerable demand within the last 
few years. The copious index and the 
thorough system of cross-indexing, to- 
gether with the marginal thumb refer- 
ences, make the finding of information 
on any subject almost an instantaneous 
process, 
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Public Utilities in Germany. 

Consul Thomas H. Norton, of Chem- 
nitz, states that a recent statistical sum- 
mary of the extent to which public utilities 
are now under the direct management of 
German municipalities shows that the 
movement is constantly gaining in mo- 
mentum and that the field of activity is 
steadily being broadened. The consul’s 
review continues: 

“There are now fifty-eight cities in the 
Empire, containing over 50,000 inhabit- 
ants. In these cities the leading utilities 
are owned and conducted by the munici- 
palities to the following extent: 
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“Iu regard to financial results the gas- 
works make the best showing. Their total 
profits amount annually to $10,100,000. 
Of this sum about $2,500,000 is required 
for interest on the investment. Electrical 
works show a profit of $4,200,000, of 
which $1,300,000 is expended for interest. 
Waterworks return on an average 8.5 per 
cent of the capital invested. Market halls 
and tenements yield but little profit. 

“The entire capital invested by German 
municipalities in plants for public utilities 
is now estimated at nearly $1,000,000,000. 
The value of forests and meadows, as well 
as the capital of municipal banks and 
loaning organizations, is not included in 
this total. 

“While so much activity in this field 
is developed by the German cities, there 
is but little evidence of a tendency to 
invade indiscriminately the economic ter- 
ritory of general industrial competition. 
Municipal control is established when 
there is simply the choice between a public 
and a private monopoly, as in the case of 
gas, water, electricity, etc., or else when 
the desirability of a utility is unques- 
tioned, but the uncertainty as to profitable 
returns fails to attract private capital. 
There is but little probability that German 
municipal enterprise will step outside 
these limitations. 

“The telegraph and telephone in Ger- 
many are owned and managed by the Im- 
perial Government, and most of the rail- 


way lines are the property of the different 
states.” 
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Canadian Electrical Power. 


In continuation of Consul Shepard’s re- 
port, Consul A. G. Seyfert writes from 
Owen Sound that the hydroelectric power 
transmission plan from Niagara Falls to 
the towns and cities of western Ontario 
has at last reached the period when the 
contract for the erection of the line has 
been let. Mr. Seyfert continues: 

“The total length of line to be built 
is 293 miles, with 3,176 steel towers. The 
contract calls for a main line from 
Niagara Falls to Dundas, with lines from 
the latter place to Toronto, London, St. 
Mary’s and St. Thomas, and was let to a 
construction company for $1,270,000, the 
lowest of twenty-seven tenders, and in- 
cludes all the lines in one contract. 

“The head of the construction company 
is an American, who was fdrmerly con- 
nected with some of the Canadian rail- 
ways. The line as now planned covers 
only western Ontario, but there is an im- 
portant concession clause in it for addi- 
tional lines of equal length to cover eastern 
Ontario at any such time as the people of 
that section of the province may ask for 
the privilege of Niagara power. 

“The contract will necessitate the use 
of 507 tons of aluminum wire, together 
with 140,000 pounds of telephone wire. 
The towers will be sixty-six feet high and 
consume 6,554 tons of steel to build them. 
The estimated cost of the towers is $62YF,- 
000. The work is to be completed by 
December 1, 1909. The material for the 
construction of this gigantic electric power 
transmission scheme is to be Canadian- 
made as far as it is possible to secure it.” 

—_—_«@—~ 
Rapid-Teiegraphy Invention. 

A report from Consul Joseph I. Brit- 
tain, at Prague, states that the European 
papers have been devoting considerable 
space to the invention of a Hungarian 
by which it is said the inventor may trans- 
mit 40,000 words per hour over a tele- 
phone line. The consul furnishes the fol- 
lowing description: 

“The machine consists of three parts: 
a perforator, transmitter, and receiver. 
The first may be worked by a typewriter, 
while the other two are automatic, working 
through the agencies of electricity and 
photography, and the instrument may be 
connected by an ordinary telephone line. 

“Through operating the keys of the 
perforator the operator writes messages 
upon a long paper ribbon. By touching 
the keys a series of holes is punched in the 
ribbon, each set of holes representing a 
letter. 


“After taking the ribbon from the per- 
forator, the inventor places it in a small 
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cylinder in the transmitter, and a touch 
of the switch sets the cylinder revolving 
and the ribbon with it. Before the ribbon 
has completely passed through the trans- 
mitter, a second broader strip of sensitized 
paper issues from the receiver, and upon 
it is written, in plain, legible characters, 
the actual message which the inventor or 
operator has written on the typewriter.” 
—__-@—-—___—_ 


Wireless Telegraphy in 
Pacific. 

Consul Julius D. Dreher sends from 
Tahiti the following information in re- 
gard to a network of wireless telegraphy 
which it is proposed to establish among the 
scattered islands of the Pacific Ocean: 

“Capitalists who are interested in the ex- 
tensive phosphate operations on Ocean and 
Pleasant islands of the Gilbert group, and 
in the new works about to be established 
on the island of Makatea of the Tuamotu 
Archipelago, have recently begun a move- 
ment to connect nearly all the groups of 
islands in the South Pacific by a system 
of wireless telegraphy. 

“It is expected that the various govern- 
ments having possessions in the South 
Pacific will aid in the establishment of the 
proposed system. Negotiations have al- 
ready proceeded so far that the success of 
the efforts seems to be almost assured. As 
the nearest available -ocean cable office to 
Tahiti is at Auckland, 2,250 miles away, 
from which a steamshiv of the Union Line 
of New Zealand arrives at Papeete once 
every twenty-eight days, and a direct com- 
munication by steamship of the Oceanic 
Company with San Francisco, 3,658 miles 
distant, is had once in every thirty-six 
days, it will be understood how deeply in- 
terested the French colony of Tahiti and 
its dependencies are in the complete suc- 
cess of these negotiations. Other groups 
of islands are equally interested in the 
establishment of this system, which means 
so much to the inhabitants of these widely 
separated archipelagoes. | 

“The name of the proposed company is 
the Pacific Islands Radio-Telegraph Com- 
pany. Of the proposed capital of £70,- 
000 ($340,000), the owners of the phos- 
phate deposits an Ocean and Pleasant 
islands have subscribed £10,000. In thig 
radial system there will probably be ten 
or twelve circles, the largest having a 
radius of 1,250 miles, and requiring for 
each station an engine of sixty horse- 
power. It has not yet been decided where 
the main office of the proposed company 
will be.” 

[Names of those interested in the enter- 
prise may be obtained from the Bureau of 
Manufactures, Washington, D. C.] 
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TWO-MOTOR DRIVE -AUTOMATIC 
WEB-PRINTING-PRESS 
CONTROL. 


BY 8. H. SHARPSTEEN. 


When the electric motor commenced to 
assume commercial shape the printing- 
press fraternity wanted electric drive. 
Standard motor parts, the result of years 
of the best electrical engineering de- 
velopment, were discarded and a poor 
special motor was demanded. Hand 
motor control for printing-press purposes 
was making good progress, when, to a 
great extent, the printer became interested 
in and purchased automatic control. 
Common business sense was the cause of 
discarding the special motor for one of 
standard manufacture, and possibly for the 
same reason much of the automatic elec- 
trical apparatus that is now found in the 
newspaper print shop will be discarded 
and more simple and durable devices 
used. 

A newspaper web press is, as a rule, 
a large machine with very many parts. 
Adjusting, oiling, cleaning, repairing, 
plating, inking and threading in paper 
require men to work at its different parts 
at the same time. Because of the valuable 
space occupied in the business districts of 
large cities by these presses, the designing 
engineers are constantly decreasing the 
outside dimensions compared to the output 
of papers; the result is that pressmen have 
to do their work in close proximity to 
press parts that sometimes are still, other 
times moving slowly and often when the 
whole mass of moving gears and pinions 
is making a thundering noise and many 
tons of iron and steel shafts, drums and 
cylinders are revolving rapidly. 

These conditions cause a demand for a 
means of stopping newspaper presses 
quickly from convenient places. Large 
sums of money have been expended for 
newspaper web-press control, but no de- 
vice has been put into practical use for 
properly braking these machines. There 
are brakes that, when applied, retard the 
motion of the press, but they are used only 
in emergency on high-speed newspaper 
presses and are operated by a circuit of 
two small wires run around a press with 
push-buttons convenient for the men to 
use. This part of automatic or remote 
control is universally considered as good 
and proper. 

The newspaper web-press builders and 
users are also of the opinion that auto- 
matic control from a number of convenient 
stations is proper for getting threading 
and plating speeds, a brake being used to 
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stop the press as soon as a stop-button 
is pushed. Present methods of braking a 
web press automatically to stop it quickly 
are allowable when moving slowly for 
threading and similar work. 

The newspaper man who is responsible 
for the lives of pressmen and the finances 
of a large paper—one who realizes the 
many tons of iron and steel that revolve 
at a terrific speed high up in the press- 
room and knows of instances when parts 
have come loose where certain presses were 
producing, these parts passing down be- 
tween drums and cylinders—is inclined 
to place the production drive of his presses 
under the absolute control of a cool- 
headed person who has more than the 
ordinary mechanical ability. 

When all-automatic control was first 
installed there was no objection to many 
buttons at each control station, but later, 
to dispense with costly complication of 
wiring and the trouble arising from push- 
ing the wrong button when there were too 
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The movable part of the controller H 
is moved back and forth on guides by a 
motor, M, instead of swinging on a stud 
like the hand controller. 

The motor M is shunt wound to pro- 
duce as nearly as possible a constant speed 
as soon as its armature circuit is closed 
when running either way, its field being 
constantly excited when the main switch 
SS is in. The motor rotation is changed 
by reversing its armature current at the 
switch. K, the solenoids SO, and SO, 
operating this switch. Assume that push- 
button P, causes the motor M to move 
the brush carrier H in the forward di- 
rection to start the large motor ahead. 
This button or switch can close a circuit 
to pass current around solenoid SO, or, 
since it might take more current to oper- 
ate SO, than it would be advisable to 
carry about the press, the button P, 
could close the coil circuit of a solenoid 
switch, SO,, this switch in turn closing 
the coil circuit of SO,. When ready to 
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Two-Motor DRIVE—AUTOMATIC WEB-PRINTING-PRESS CONTROL. 


many to select from, the number of but- 
tons was reduced. 

Certain recent installations have so few 
buttons at each station that large sole- 
noid windings are closed when the main 
press switch is put in, thus reducing the 
cost of installation and the number of 
buttons at each station, but causing ex- 
cessive use of current. 

In newspaper electric drive and control 
each station usually contains at least four 
buttons or switches: one for speed ahead, 
one for slowing down or stop, one for 
emergency stop and brake and one for 
what is commonly called locking the 
press. 

The diagram herewith illustrates two- 
motor drive with automatic control, A, 
being the armature of the larger motor, 
its circuit being opened and closed by a 
contactor, S,. A, is the armature of the 
smaller motor, its circuit being opened 
and closed by a contactor S,. 


start, pushing button P, would cause SO, 
and SO, to act as mentioned to force K 
against J, and J,, passing current to re- 
lease the solenoid brake SO, and turn the 
armature of M, which by means of the 
screw SH passes the controller brush 
carrier If to the left, first exciting the 
fields of the motors as brush D, touches 
C, and brush D, touches C,. D, passing 
on to C, closes the armature circuit A, 
in the controller just before D, touches 
C,, passing current through the coil of 
contactor S, and causing it to complete a 
circuit through the auxiliary armature A, 
and turn the press and large motor slowly. 
If a threading speed should be desired 
the button P, would be held down until 
D, reached point 4 on dial C,, when the 
starting resistance would be out of cir- 
cuit with armature A, and then released, 
opening the coil of SO,, which would, 
in turn, open the coil of SO,, releasing 
and allowing a spring to move switch K to 
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neutral position, thus not allowing cur- 
rent to pass through the armature of 
motor M and brake solenoid SQ,, dis- 
pensing with the power that moved the 
carrier H and applying a brake to the 
shaft SH at B, causing it to come to 
rest immediately. 

After threading in paper, and produc- 
tion speed is required, P, is again held 
down, causing the motor M to move 
the carrier slowly to the left and when 
D, passes on to point 2 of dial C, the 
large motor armature circuit will be 
completed in the controller ready for the 
solenoid switch S, to pass current through 
the armature of the main drive when D, 
touches C, and C, making the final closing 
in the circuit of armature A, at T. For 
a short time both motors will be furnish- 
ing power to drive the press, but there 
being the proper amount of resistance in 
circuit with the large armature it will not 
increase the speed of the press too much 
at this point, and since the small arma- 
ture is running in full field it soon ceases 
to increase in speed as the large motor 
takes the load. As the carrier H con- 
tinues to move, resistance is cut out of cir- 
cuit with the large armature, A,, and in 
circuit with the small one, A,, until De 
leaves dial C,, making contactor S, open, 
when the small motor comes to rest. The 
armature A is connected to the equip- 
ment by a ratchet device that permits it 
to drive but not to be driven. When the 
desired speed is reached P, is permitted 
to open, allowing carrier H to stand until 
some change in the press movement is de- 
manded. 

If it be desired to diminish the speed 
of the press, holding down push-button 


P, will cause automatic switch SO, to 


close a circuit and pass current through 
the coil of solenoid SO, forcing the switch 
K against J, and J,, releasing the brake 
SO,, and turning the armature in motor 
M in the reverse direction, pulling the 
brush carrier to the right. 

When D, reaches C, the field of the 
small motor will be excited; later D, will 
touch point 7, dial C,, and close its arma- 
ture in the controller, and current will be 
passed to start this auxiliary machine 
when D, passes on to C, causing the con- 
tactor S, to close at T,. 

When D, reaches point 4, dial C,, the 
small motor takes the load and all current 
is cut off from the large motor except, pos- 
sibly, its fields. 

Controller brush D, might be adjust- 
able to allow moving to the right or left 
in the carrier H, permitting the con- 
tactor coil circuit S, to be excited to 
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pass current at the proper time to close 
the circuit of armature A,. For the 
same reason it would be convenient to have 
D, adjustable. 

Point 4, dial C,, should be long enough 
to allow the press to be brought to thread- 
ing speed easily without starting the large 
motor. 

Without a brake to stop the shaft SH 
when the buttons P, or P, are released, 
the momentum of the armature of motor 
M would possibly carry H beyond the de- 
sired point. Motor M being of small 
capacity the armature could be constructed 
to start on line voltage. The spring SP 
applies the brake, the solenoid SQ, re- 
leasing it. 

The coil circuit that operates contactor 
S, is connected with one side of the line 
L, at X,, passes through S, and when 
brush D, rests on C, is also connected 
with the other line L, through C, and D,. 
After D, touches C, and lifts the plunger 
in S,, the coil in S, has a second branch 
circuit to D, commencing at X,, passing 
through I, reaching D, through the strip 
C, As the brush holder H moves on to 
the left, D, leaves C, and opens the coil 
winding of S, that made it pick up the 
contactor ‘lever and close the armature 
circuit of the large motor at T, but the 
exciting circuit of S, is kept closed by its 
auxiliary circuit. If the line current 
should be interrupted while the press is 
running for production the movable core 
in S, falls, opening the auxiliary circuit 
at J,, the main circuit of S, passing 
through C,, also being open in the con- 
troller; when the current comes on the 
line the motor armature circuit is open at 
T and can not be closed until H is re- 
turned to let D, touch C,, when the small 
motor would have the press started and 
armature resistance would again be in 
circuit to prevent the large motor from 
producing too much torque. 

Contactors are special devices for open- 
ing and closing motor circuits. They are 
made to rub hard to keep clean at point of 
contact and a nragnetic flux forces out 
what might cause a burning arc. The 
controller brush carrier moves the brush 
slowly, giving an are time to form and 
burn. The contactor opens and closes 
circuits quickly. As the contactor 8, 
closes the small motor armature circuit 
during the reverse motion of H it can not 
have the usual auxiliary circuit, but since 
it only moves the press slowly and is of 
so small capacity, it could do a press no 
harm by producing extra torque if it were 
provided with the proper overload release 


device. ‘The advisability of using a con- 


431 


tactor to protect the small motor parts 
from burning is a question. It should 
at least have a circuit breaker, which 
would be the cheaper, saving complication 
in the brush carrier H. 

If a contactor is used it should be sup- 
plemented with a fuse and an automatic 
overload device in the armature circuit of 
the small motor alone. 

As the field-exciting current of the large 
motor has ample time to come up to full 
strength while the small motor is starting 
the equipment, it would seem that good 
practice would have it opened when the 
cquipment was at rest, even though the 
service switch be closed. It will make the 
control a little more expensive but will 
save current and keep up the efficiency. 

The ficld discharge of a large motor is 
severe on the insulation, but equipments 
can be constructed to stand it even though 
a special discharge path be necessary. 
Presses are sometimes at rest for hours 
with the service switch closed, and the 
current passing through the field coils of 
the motors is not only wasted but tends 
to keep up the temperature of the motors 
and the surrounding space. This heat is 
bad for the presses in hot weather. 

As the auxiliary motor does not have to 
be reversed, and is of a size that is 
quickly excited, economy demands that 
its fields be opened while the press is at 
rest and the switch closed and also while 
running for production, thus increasing 
the efficiency and keeping down the heat. 

The contact brushes in the controlling 
devices and the points in the dials of 
printing-press control, even though they 
be the best, sooner or later require adjust- 
ment or repairs. The designing engineers 
of such apparatus have planned these parts 
so that they are difficult to remove and 
inspect. If an arm is used, as in manual 
control, the lift of the springs holding 
down the brushes causes a strain on the 
stud around which the arm moves. With 
automatic control if the brush is worked 
by gravity or solenoid and the contact 
pieces get slightly roughened, as often oc- 
curs, the brush refuses to move until 
overhauled. The controller brush carrier 
illustrated can be constructed to be held 
in line to prevent the brushes from rock- 
ing as the carrier moves. It will be easy 
to lift out for the inspection of the faces 
of the brushes, cleaning of the brush 
holders and to be replaced by an extra 
carrier if so desired. 

The motor M should be designed to 
allow a large range of speed variation by 
field change. This arrangement will per- 
mit H to be driven to suit the press, 

Provision should be made to have the 
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brush carrier H open the circuit of SO, 
at the extreme travel in one direction and 
SO, at the extreme travel in the other 
direction to prevent the motor M doing 
damage if a push-button refuses to oper- 
ate or is held down too long by an em- 
ployé. A flexible coupling between the 
shaft of motor M and screw SH designed 
to automatically disconnect these revolv- 
ing parts in case of emergency is also 
good practice. 

Controller brushes conducting the cur- 
rent from the movable controller parts to 
the dials or metal strips and blocks on 
controller faces or in automatic controlling 
devices do not always get the proper con- 
sideration. The right carbon or composi- 
tion controller brush will not cut hard- 
drawn copper when moving with controller 
speed and proper brush tension. The 
brush, instead, gives the copper a smooth 
finish. It seems reasonable to say that 
only the best hard copper should be used 
for this purpose with provision for suffi- 
cient brush surface to guard against burn 
or arc oxidation even though several times 
the maximum running current might 
pass. A very large brush capacity com- 
pared to the current to be carried might 
be provided and still have the parts 
roughened and burned. The brush should 
be in two pieces at least, each piece pro- 
vided with a spring, each spring having its 
own adjustment. 

If the brushes are carried or moved by 
a holder, in which they are supported to 
feed down as they wear, this holder should 
be made of hard metal nicely trued and 
polished inside. The brushes should be 
accurately fitted to prevent jamming or 
binding and not loose enough to allow dirt 
to get between them and the holder. The 
deeper the holder the less liable the brush 
will be to tip and touch in a small spot 
only as it is reversed in motion. If the 
holder tipped back and forth at the ends 
of travel the brushes would tend to wear 
like rockers and present but a small sur- 
face to the dial. Pigtail brushes or a 
brush with a copper cable to be screwed 
fast to the brush rigging would be good, 
especially for armature circuits. 

Armature resistance dial blocks, when 
packed solid with mica like a commutator, 
should have as good construction as a 
commutator, as they usually get hot from 
the heat conducted from the grids and if 
this change in temperature loosens the 
parts sparking and burning may follow. 

If a newspaper web-press controller is 
what the electrical manufacturer can fur- 
nish, and the print shop should have, it 
will require no grease or vaseline between 
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controller brushes and dials. Old-time 
controlling devices with copper traveling 
on copper usually require something to 
prevent cutting. When weight and space 
are very important, as in street railway 
work, this might do, but not in a first-class 
web-press equipment. 

Since there are, in most cases with 
web-press electric drive, coils always in 
circuit when the main switch is closed, a 
switch should be provided with a means of 
operation that will induce the pressmen 
to keep it open when the press ig at rest. 
If a good automatic switch, large enough 
to carry current for the equipment is in- 
stalled, and its make and break controlled 
by a series circuit running around the 
press, and this circuit provided with a 
push-button switch at each control station, 
it would be an easy matter for the employé 
to open the line when the press is stand- 
ing. Opening the coil circuit of this 
main switch by means of the small push- 
button switches at the different stations 
would answer for a lock, the station 
switches being in series, and an employé 
would be assured that the press could not 
be started if the lock was on at the station 
near where he was working. 

If it were found advisable to place a 
small circuit-controlling device on the 
controlling panel to close and open the coil 
of the main solenoid switch, this smaller 
automatic switch could have its winding 
connected into a series circuit for press 
stations instead of that of the larger 
switch. The automatic switch and its 
auxiliary if placed in a cabinet with 
a glass front and locked up could 
not be operated by hand when the 
usual lock was on and some person work- 
ing in the press. This main automatic 
switch could be designed to close a brake 
circuit when the line current was cut off 
the press equipment. The brake could be 
applied for emergency by the same buttons 
that were used for lock. If it were 
deemed advisable to have a separate button 
for an emergency brake to save confusion, 
the customary red push could be placed in 
the series-lock circuit that would answer 
for a quick shut-down. A first-class, 
double-pole circuit-breaker CB is the most 
reliable device to prevent a destructive in- 
rush of current in case of a metallic cross. 

A breaker having a push-button release 
could be installed and arranged to close a 
dynamic or other break circuit instead of 
using the automatic switch for breaking 
purposes. An equipment with automatic 
main switch used for lock purposes and a 
circuit-breaker with a red button circuit 
both as above described would have three 
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ways of bringing the equipment to rest: 
First, by the slow-down button which 
would take time to allow the brush carrier 
to come to off position; second, the lock 
button that would cut off the main current 
and allow the press to slow down without 
brake—this should be quicker than the 
first method of stopping; third, the red 
button to trip the circuit-breaker and ap- 
ply the brake. 

Some designers of motor-control appa- 
ratus might advise putting overload relays 
in circuit with contactor S, and armature 
A,, also contactor S, and armature A,, in 
place of using a circuit-breaker. The con- 
tactors could be furnished with brake- 
operating devices and the contactor coils 
controlled by push-buttons, thus providing 
emergency stop. | 

If both sides of the circuit were con- 
ducted into the brush carrier H, two sets 
of brushes and contact pieces would be 
necessary for this purpose. A cable or 
cables made up of very fine strands would 
answer but would not be as neat in ap- 
pearance as the brushes and contact strips. 

The motor that is used to drive a web 
press for production should be constructed 
to have speed control by field change suff- 
cient to allow line voltage at the armature 
brushes at all producing speeds. 

The resistance FS at the left end of dial 
C, will be inserted in the field circuit of 
the large motor after brush D, passes from 
the long strip in dial C, causing the motor 
to increase in speed. 

—__<-@-—_____ 


Central Electric Raliway 
Association. 

The first bimonthly meeting for the 
fall of 1908 of the Central Electric Rail- 
way Association, of Indiana and Ohio, 
will be held at Indianapolis, Ind., Sep- 
tember 24. Headquarters will be estab- 
lished at the Claypool Hotel. The follow- 
ing papers are announced: “Recent De- 
velopments of Lightning Arresters,” by 
David B. Rushmore, engineer, power and 
mining department, General Electric Com- 
pany, Schenectady, N. Y.; “The Benefits 
of the Index Bureau,” by Ellis C. Car- 
penter, general claim adjuster, Indiana 
Union ‘Traction Company, Anderson, 
Ind.; “Electric Railway Return Circuit,” 
by E. G. Hindert, chief engineer of power, 
Cleveland, Southwestern & Columbus 
Railway, Elyria, Ohio. A paper will also 
be read by G. H. Kelsay, superintendent 
of power, Indiana Union Traction Com- 
pany, Anderson, Ind. 

Entertainment will be furnished by 
the Glee Club of the Indiana Union Trac- 
tion Company. 
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THE TEST-METER METHOD OF TEST- 
ING SERVICE METERS—V. 
(Concluded. ) 


BY JOSEPH B. BAKER. 


A COMMERCIAL TEST METER OF THE 

“PORTABLE STANDARD’ TYPE: THE 
WESTINGHOUSE PORTABLE STANDARD 
INTEGRATING WATTMETER. 


In general appearance the Westing- 
house portable standard integrating watt- 
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is started and stopped electrically, so that 
the use of a stop watch is eliminated; and 
the testing procedure with it is substan- 
tially the same. In fact, except for cer- 
tain details of construction, to be de- 
scribed, the general description of com- 
mercial test meters of the Mowbray type, 
above, applies (roughly speaking) to this 
make of test meter. 

The theory of its design, however, is 
entirely different in that this test meter 
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meter (Figs. 16 and 17) is not unlike the 
other forms of commercial test meter that 
have been described. In the preceding 
articles it is contained in a polished-wood 
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carrying case with strap and removable 
cover; it has a large dial, readable from 
a distance, and a plug switch for chang- 
ing its capacity to adapt it to the testing 
of various capacities of service meters; it 
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is essentially a portable standard meter 
of adjustable capacity, îi. e., an instrument 
that may be transformed into a test meter 
of full-load capacity equal to that of the 
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service meter under test, and is not a test 
meter having a “composite field” wind- 
ing for giving it a high torque on light 
load as well as full load of the meter 
ander test. 
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In this respect the Westinghouse test 
meter returns to the original practice of 
using a portable standard for testing serv- 
ice meters, with the important difference 
that a single instrument suffices to test 
service meters of widely varying capaci- 
ties. Installed meters may run in some- 
thing like the following distribution in a 
given central station system: fifty per 
cent in meters of five-ampere capacity and 
under; twenty-five per cent in ten-ampere 
meters, and twenty-five per cent scatter- 
ing among twenty-ampere, forty-ampere 
and eighty-ampere capacities. 

It is of advantage to have the rotating 
standard synchronous with the meter 
under test to save time and risk of per- 
sonal error. With a test meter having 
high accuracy on light load (such as 18 
claimed for the Westinghouse induction 
meters by reason of the ball jewel and 
light rotating element) this advantage can 
be attained. Another advantage is that 
for testing a given service meter the test 
meter may be connected up to constitute 
a meter of same capacity as the service 
meter, which insures comparing the serv- 
ice meter and test meter (which, it may 
be remarked in passing, should be of the 
same make), at the same points on their 
characteristic curve. 

The simplicity in testing attained by 
the use of a test meter synchronous with 
the service meter under test may be illus- 
trated by the following example: If the 
service meter (of Westinghouse type, 
making twenty-five revolutions per min- 
ute at full load) makes ten revolutions 
in a given time, while the test meter 
makes 10.5 revolutions, the ratio would 
be 95 +, showing that the service meter 
is 5 — per cent slow. When the service 
meter has a different full-load speed than 
the test meter, an appropriate multiplier 
must be used. Every Westinghouse port- 
able standard integrating wattmeter is 
provided with a table to facilitate the 
testing of service meters in which the full- 
load speed is other than the standard 
speed of twenty-five revolutions per min- 
ute for Westinghouse meters. 

Conditions may arise such that a meter, 
though accurately calibrated, will be in 
error several per cent. Then assume that 
in a certain meter the load error at forty 
per cent of full load is + 1.0 per cent; 
that an increase of frequency of ten per 
cent above normal (from sixty to sixty- 
six cycles) results in an error of + 1.0 
per cent, and that ten per cent lowering 
of voltage from normal results in an error 
of + 1.0 per cent. The result is from 
these coincidal service conditions a total 
error of + 3.0 per cent in the meter. 

The Westinghouse portable standard 
integrating wattmeter (see Figs. 16 and 
17), manufactured by the Westinghouse 
Electric and Manufacturing Company, is 
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designed for testing 100 and 200-volt al- 
ternating-current meters of a wide range 
of capacity by operating at normal load 
on five, ten, twenty and forty amperes 
(full-load speed with 500, 1,000, 2,000, 
4,000 and 8,000 watts) by the use of a 
composite current coil or series field. 
This wide range means that the portable 
standard can test, with equal accuracy, 
a three-ampere, 100-volt or 200-volt me- 
ter on light load, and a sixty-ampere, 100- 
volt or 200-volt meter on full load. It 
is made available for testing service me- 
ters of other capacities by the use of a 
Westinghouse portable meter trans- 
former, with the secondary connected to 
the five-ampere current winding. The 
main pointer revolves twenty-five times 
per minute under full load and the full- 
load torque is eight to nine centimetre- 
grammes. The meter proper, minus the 
register, is identical with the standard 
Type B Westinghouse alternating-current 
service meter, and the calibrating adjust- 
ments are therefore the same as in that 
meter. 

A general view of this test meter, 
standing on one end with its casing 
removed, is given in Fig. 17. The test 
meter is operated, however, in a hori- 
zontal position (test-meter shaft vertical) 
like other makes. It is contained in a 
seven-and-one-half by eight by nine-and- 
one-half-inch carrying case. The register 
differs markedly from those of other 
makes of test meter, as it contains only 
two dials, having a ratio of 25 to 1 in- 
stead of 10 to 1. The main dial, of a 
good size relatively.to the size of the test- 
meter top, is divided into hundredths and 
swept by a pointer fixed on the end of the 
shaft, as usual; but the smaller dial, 
placed within the main dial, has a pointer 
which makes one complete revolution for 
every twenty-five revolutions of the main 
pointer. The shunt field is subdivided 
into two windings, which may be con- 
nected in series when the test meter is in 
use on 200-volt circuits, and in parallel 
for 100-volt circuits, by changing the posi- 
tion of receptacles attached to short cords 
—in the lower left-hand corner of the 
top plate, in the position of the test meter 
in Fig. 16. Instead of a “pendent” snap 
switch, for starting and stopping the test 
meter by closing and opening the poten- 
tial circuit, a push button is employed. 

The employment of a push button in- 
stead of a switch has the apparent advan- 
tages that it is easier with the former to 
“coax” the main pointer of the test meter 
into any desired position for beginning 
a test, and simpler to start and stop the 
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test, by pressing and releasing the button 
with the thumb. 

The push button is connected at the 
end of a long flexible cord, having a plug 
at the other end for insertion in a recep- 
tacle in the top plate of the test meter 
(in the lower right-hand corner in the 
view) to which the potential circuit of 
the latter is wired. A compartment is 
provided in the end of the case for stow- 
ing away the cord and push button when 
the test meter is not in use. 

Below the register dials and at the left 
of the push-button plug is a pair of bind- 
ing posts for the potential connection to 
On the other side of 
the dials is a plug switch for making the 
appropriate connections of the “current 
coils” of the test meter, for obtaining a 
full load through the latter in testing 
service meters of various capacities. This 
test meter contains a single series field 
winding, made up of a number of sections 
which may be connected in series-parallel 
groups of different capacities by means of 
the plug switch. 

The step-bearing of the Westinghouse 
portable standard integrating wattmeter 
is of the well-known ball-jewel type, with 
a one-sixteenth-inch polished-steel ball 
between a pair of cup-sapphire jewels. On 
account of the small mass and short-up- 
and-down “play” of the rotating element, 
it is considered unnecessary to provide any 
“lacking device” for this test meter. 

As indicated in Fig. 17, the test meter 
is really double in construction, having 
two complete magnetic systems, each com- 
prising a shunt-and a series field, at right 
angles to each other. 

— 0 
Cable-Hauling on the New 
Manhattan Bridge. 

The four huge cables that will support 
the new Manhattan Bridge, connecting 
the boroughs of Brooklyn and Manhattan, 
are now being hauled into place. Each 
cable will contain thirty-seven strands of 
256 wires each, a total of 9,472 wires in 
each cable, which must be strung wire 
by wire. The enormous amount of work 
involved will be done by machinery driven 
by Crocker-Wheeler electric motors. 

The stringing of the wires in each cable 
is accomplished by means of two traveling 
sheaves carried on opposite legs of an end- 
less steel rope. Each sheave consists of 
a three-foot grooved wheel fastened to the 
hauling rope by means of wrought-iron 
brackets. The hauling rope is three- 


quarters-inch in diameter and runs above. 


the position of the bridge cables on heavy 
rollers supported on uprights on the tem- 
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porary footbridge. There are five of these 
hauling-rope supports on the centre span, 
two on each end span and one on each 
tower. 

The hauling sheaves move back and 
forth across the bridge from anchorage to 


THE HAULING SHEAVE I8 ATTACHED BY 
Wrocent-Iron LEGS TO A THREE- 
QUARTERS-INCH TRAVELING CABLE. 


anchorage, a distance of 3,223 feet. They 
are attached one to each leg of the haul- 
ing rope so that they move in opposite 
directions, one crossing the bridge as the 


. other returns. 


The wire is delivered to the bridge on 
enormous reels or spools, weighing three 
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CaABLE-HAULING ON THE New MANHATTAN 
BRIDGE. A VIEW FROM THE TOP OF 
THE ANCHORAGE. 


tons each. Half of these reels are placed 
at each end of the bridge. The end of 
the wire from a reel at each end of the 
bridge is put over the hauling sheave at 
that end and fastened to the anchorage. 
The machinery is then started and the 
sheaves move across the bridge, unwinding 
one wire from each reel. Two wires are 
thus strung by each sheave every time it 
crosses the bridge. When the sheave 
reaches the opposite side of the bridge the 
bight of the wire is taken off and made 
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fast to that anchorage, and a new wire 
hauled from that side on the return trip. 

The wires are laid in temporary saddles 
of four grooved pulleys at each anchorage. 
As the hauling of each strand of 256 
wires is completed the wires are bound 
together at intervals, and the strand is 


MILL-TyPe Motors DRIVING THE CaBLE-HAULING WHEELS THROUGH 
PINION AND BEVEL GEAR, AND CONTROLLING GEAR, ON THE NEW 


MANHATTAN BRIDGE. 


lifted from the temporary saddle by means 
of a chain hoist and laid in its proper 
place in the permanent saddle. Two 
strands of each cable are wound simul- 
taneously by the two sheaves of each haul- 
ing rope. 
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others. This results in a very consider- 
able saving of time. 

Each hauling rope is driven by a fifty- 
horse-power, 220-volt, Crocker-Wheeler, 
Form W motor. This is the type of motor 
designed by the Crocker-Wheeler Com- 
pany, of Ampere, N. J., for rolling-mill 


duty, and is well adapted to work of this 
kind, where sudden overloads and fre- 
quent starting and stopping are likely. 
The motors are fully enclosed and capable 
of withstanding all kinds of weather and 
rough handling. The driving mechanism 
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HavLine-Rorpe OPERATING MACHINERY, CABLE CONSTRUCTION PLANT, New MANHATTAN BRIDGE. 


There is a separate hauling mechanism 
for each of the four bridge cables, so that 
they are strung independently of each 
other, Delays are therefore not cumula- 
tive. The delays in one cable affect that 
cable alone, and the work proceeds on the 


is shown in the illustration. Each motor 
is geared to a countershaft at a ratio of 
5 to 1, and the countershaft is bevel- 
geared to the driving shaft at a 5 to 1 
ratio. On the driving shaft, above the 
gears, is a wood-lined, grooved, six-foot 


435 


traction wheel, which drives the hauling 
rope. A five-foot idler wheel is also pro- 
vided, so that the hauling rope passes the 
traction wheel twice to produce the neces- 
sary grip. 

The hauling rope moves at a speed of 
approximately 480 feet per minute. It 


CABLE HAULING ON THE NEW ManuaTTAN BRIDGE BEHIND THE 
Masonry CREST ON THE BROOKLYN NIDE. THE Eyr Bars ARE A 
PART OF THE PERMANENT ANCHORAGE. 


carries the sheaves across the river in 
about seven or eight minutes. Allowing 
for the time used in attaching wires at 
each end, about three trips are made per 
hour. It is estimated that at this rate the 
work of hauling will occupy four months, ` 
some time being consumed in fixing guide 
wires for each strand and in adjusting 
the wires after they are hauled. 

The driving motors are all located on 
the anchorage at the Brooklyn end of the 
bridge. The reels of wire, as already 
stated, are stored at both ends of the 
bridge. The wire was delivered by John 
A. Roebling’s Sons Company, the same 
people who delivered the wire for the old 
Brooklyn Bridge thirty years ago. The 
work of building the cables is being car- 
ried on by the Glyndon Contracting Com- 
pany, of 2 Rector street, New York city. 

The hauling equipment for this bridge 
differs from any previous attempt. It 
will be remembered that in hauling the 
cables for the Williamsburg Bridge two 
steam engines were used, connected to the 
same driving shaft. It later became 
necessary to cut this shaft and use the 
engines independently to avoid accumula- 
tion of delays. Even with that arrange- 
ment only two cables could be hauled 
simultaneously. The Glyndon company’s 
plant has double the capacity, besides 
being electrically instead of steam driven, 


with the consequent ease of manipulation 
and control. 
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CORROSION OF IRON FROM THE 
ELECTROCHEMICAL STAND- 
POINT.'—IlL. 

(Conoluded.) 


BY C. F. BURGESS. 
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ADDITIONAL EXPERIMENTS SHOWING COR- 
RODIBILITY OF STRAINED IRON. 


As bearing upon the question whether 
strained iron has a greater tendency to 
corrode than the unstrained metal, the 
following experimental observations may 
be of interest. These are abstracted from 
a compilation of results recently obtained 
by John Thickens, in the applied elec- 
trochemistry laboratory of the University 
of Wisconsin, and also from work carried 
on under a grant from the Carnegie In- 
stitution. 

Test rods of mild steel were treated as 
follows: The rods, eight inches long and 
three-quarters inch in diameter, were 
turned down at the middle section for 
a length of three-eighths inch to a diam- 
eter of one-half inch. These were sub- 
jected to a stress in a testing machine 
until the elastic limit had been exceeded 
and the narrow portion had necked down 
to a diameter of about 0.4 inch. The 
entire bars were then turned down to uni- 
form diameter, this being done under run- 
ning cold water to prevent heating. Bars 
three inches long were cut from the cen- 
tral portion of the longer bars, and in- 
cluding the strained portion. Some of 
these bars were subjected to corrosion by 
suspension in dilute hydrochloric acid 
solutions, and others by making them the 
anode in neutral solutions of ammonium 
chloride and causing current to flow under 
low current density. In all cases a 
marked difference was noted in the rate at 
Which the strained portions corroded as 
compared with the unstrained, and al- 
though the sample looked absolutely uni- 
form before corrosion the decrease in 
diameter of the strained portion after cor- 
rosion is marked. 

Differences of potential of from five to 
nine millivolts were noted between two 
electrodes, one of which constituted the 
strained portion and one the unstrained. 

Another set of samples were strained 
beyond the elastic limit by torsion. The 
original bars were three inches by one 
inch by one inch; they were turned down 
for a length of one inch at the centre to 
a diameter of five-eighths inch, the ends 
being left square. They were subjected 
to a torsion through 180 degrees, after 
which the entire length was turned down 
to a uniform diameter, the specimen in 
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1From the presidential address before the American 
Electrochemical Society, Albany, N. Y., April 30. 
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this condition having a uniform appear- 
ance on the entire surface. Three grades 
of iron were employed and are designated 
by the terms wrought iron, mild steel and 
electrolytic iron. The last one was pre- 
pared from electrolytic iron which had 
been melted and forged. 

These were subjected to corrosion by 
suspension in dilute acids, as well as by 
making them the anode in neutral solu- 
tions and corroding electrolytically, using 
a low current density. In all cases a 
greater corrodibility of the strained metal 
was noted, as shown by the reduction in 
diameter, as well as by the general ap- 
pearance of the corroded surfaces. The 
greatest difference was noted in the mild 
steels it was less marked in the wrought 
iron and least with the electrolytic iron. 

The more rapid electrolytic corrosion 
of the strained portion appears to be due 
to the fact that the strained metal is elec- 
tropositive to the unstrained, the current 
finding the easier path through the sur- 
face of the electropositive metal. An- 
other phenomenon which points to the 
fact that the strained metal is the more 
electropositive is noted in immersing the 
machined test samples in dilute hydro- 
chloric acid. There is a liberation of 
hydrogen bubbles on the unstrained por- 
tion. This is not a temporary condition, 
but it persists, and indicates that there is 
electrolytic action, the strained portion 
serving as the anode and the unstrained 
as the cathode. It was noted that the 
purer the iron the less pronounced are the 
phenomena, and in the case of the elec- 
trolytic iron the corrosion as well as the 
distribution of the evolved hydrogen 
bubbles were nearly uniform. 

The effect of annealing a previously 
strained bar was noted by heating a ma- 
chined bar embedded in iron filings to a 
temperature of 900 degrees Fahrenheit 
for five hours. The difference in corrod- 
ibility between the strained and un- 
strained portions was then shown to have 
been completely eliminated by this treat- 
ment. In the dilute acid solutions the 
distribution of the hydrogen bubbles was 
uniform. 

An instance where the increased corrod- 
ibility of steel is a matter of practical 
importance is in the use of punched metal. 
It is a universal specification in boiler 
construction that the rivet holes shall be 
drilled and not made by the cheaper 
method of punching. The reason for 
this is that the former method gives 
better results as far as durability and 
freedom from corrosion are concerned. In 
addition to the liability of cracking or 
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otherwise mechanically damaging the 
metal surrounding the punched hole, it 
has been found that rivets inserted in 
punched holes tend to become loose and 
leaky. 

In the process of punching, straining 
both by compression and tension is pro- 
duced, the punched disc being compressed 
and the walls of the hole and the disc 
having been subjected to tension or shear- 
ing. According to those who hold that 
unstrained metal is more subject to cor- 
rosion than the strained, the corrosion 
around a punched rivet hole will proceed 
some distance away from the hole; on the 
other hand, if it is true that the strained 
portion is electropositive to the un- 
strained, then the metal nearest the hole 
should corrode the more rapidly. This is 
a matter which is capable of settlement 
by experimental demonstration, and the 
following experiments were carried out 
with this object in view: 

Some steel plates three-quarters inch 
thick were punched cold, the punchings 
having a diameter of one inch. The 
punched plates were subjected to corro- 
sion, both electrolytic and by dilute acids. 
It was noted that the corrosion was most 
rapid on the sides of the hole and in the 
immediate vicinity. 

Some of the punchings were attached to 
wires and suspended in various corroding 
solutions. The suspension wires and the 
point of contact with the iron pieces were 
protected from the solution by paraffine. 
It was shown that the sides of the 
cylinders had a far greater rate of corro- 
sion than had the circular surfaces. 

One of the punchings, and a piece of 
similar size cut from the original steel 
plate, were suspended as electrodes in a 
one-quarter normal HC] solution and con- 
nected to a mil-ammeter. The current 
was constant at about one-half mil-ampere 
for several days, the punching being the 
anode, and corroding the more rapidly. 
Similar results were obtained by immers- 


ing in a normal KC] solution, the current 
remaining constant at 0.75 mil-ampere. 


In both solutions it was noted that on 
first immersion the current was much 
higher than the constant value subse- 
quently maintained, this decrease being 
due to polarization as manifested by an 
accumulation of hydrogen on the un- 
strained cathode. 

Upon momentarily lifting the two elec- 
trodes into contact with the air, and again 
immersing, the flow of current greatly 
increased. By blowing air through the 
solution a similar result was attained, and 
by adding a very small quantity of sodium 
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peroxide the current quickly rose from 
0.75 mil-ampere to over thirty mil-am- 
peres. The effect of oxygen in all of 
these cases was apparently due to its de- 
polarizing action on the cathode, which 
‘ allowed more current to flow, and which 
consequently increased the corrosion of 
the strained-metal anode. This appears 
to be in confirmation of the important dis- 
covery made by W. H. Walker that oxygen 
causes oxidation, not by uniting with the 
iron, but by depolarizing, and allowing 
other corrosive agents to become active. 

The experiments which have just been 
described are qualitative rather than 
quantitative, but show in an apparently 
conclusive manner that strained metal does 
have a greater solution tension than the 
unstrained. The results are of technical as 
well as of scientific interest, and the ef- 
fects are so pronounced that it appears ob- 
vious that our available methods of meas- 
uring the differences of potential between 
strained and unstrained iron when prop- 
erly applied should yield accurate quanti- 
tative data. Further quantitative meas- 
urements appear to be desired. 


INFLUENCE OF INEQUALITIES OF TEMPERA- 
TURE UPON THE CORROSION OF IRON. 


As bearing upon the influence of tem- 
perature upon the corrodibility of iron, 
there are presented here the results of 
some work carried on by S. G. Engle and 
the writer. These results are more fully 
described in a thesis by S. G. Engle en- 
titled “The Influence of Inequalities of 
Temperature Upon the Corrosion of 
Iron.” This investigation was originally 
taken up in connection with the study of 
certain peculiar corrosion phenomena 
which are commonly found in locomotive 
boilers. 

To one familiar with the corrosion pro- 
duced by stray currents in underground 
pipes, the pitting and grooving of boiler 
tubes have the appearance of being electro- 
lytic action. A place where corrosion 
18 particularly noticeable in locomotive 
boilers is just inside the end shells where 
the tube is expanded. At one end of the 
boiler a copper shim is placed between the 
tube and the end plate, the purpose being 
to utilize the ductility of the copper in 
making a tight joint. At the other end 
the tube is expanded directly to fill the 
hole in the end plate. If copper shims 
were used at both ends of the tubes a 
logical explanation of the fact that tubes 
corrode in the immediate neighborhood 
would be that a voltaic couple is set up 
between the copper and the iron. It ap- 
pears, however, that the corrosion is just 
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as marked at the end where copper is 
not used, and other explanation must, 
therefore, prevail. The one most com- 
monly accepted is that the iron tube on 
being expanded is thereby strained and 
this strained metal corrodes more rapidly 
than does the neighboring unstrained 
metal. There is not enough data to abso- 
lutely fix this point. 

There is also an irregular pitting in the 
tubes, the rapidity of the action depend- 
ing upon the care taken of the boiler, 
upon the kind of feed water used and 
perhaps upon other factors. Among the 
results of this kind of corrosion are the 
frequent puncture of the tubes, the ex- 
tinguishing of the fire, the stalling of 
trains between stations, and the retire- 
ment from commission of valuable ma- 
chinery. The pitting may be somewhat 


general in distribution, but usually there 


are a few deep pits with the surrounding 
metal apparently intact. It is a matter 
of general observation that the pitting is 
more marked on the tubes nearer the shell 
of the boiler, rather than on those farther 
toward the interior—in fact, the interior 
tubes may last as long as several sets of 
tubes renewed on the lower row. This is 
explained commonly by the supposition 
that the circulation of water, also the 
introduction of fresh feed water, are such 
as to emphasize corrosive action. 

The object of the investigation pre- 
viously referred to was to determine if 
possible whether the equivalent of gal- 
vanic cells is established in locomotive 
boilers, due to inequalities of temperature 
in the different portions. The most high- 
ly heated metal in the boiler is the tubes 
which are exposed to the hottest products 
of combustion. The lower tiers of heated 
tubes are probably subjected to this heat. 
The direction of the flow of heat is from 
the interior of these tubes to the water, 
which in turn is in contact with the 
cooler shell of the boiler. If the boiler 
tube is, by being hotter, rendered more 
electropositive than the boiler shell, we 
would expect a galvanic action resulting 
in the corrosion of the tube. We would 
expect the corrosion to be at such places 
as the current finds the most ready path 
between the anode and the cathode. The 
shortest path between the hot anode and 
the cooler cathode would be between the 
lower and the side tubes, and the interior 
of the boiler shell. l 

An interesting peculiarity in the elec- 
trical heating is shown in the decrease of 
potential which is first produced by the 
heating and the subsequent rise after the 
minimum point has been reached. This 
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minimum was not observed in the test 
where the external heat was applied. 

It was desired to carry the temperatures 
of the iron surface beyond that which was 
possible by the former methods of heating, 
and this was accomplished by bending a 
soft iron wire into a “U” shape, immers- 
ing it in the water and heating it by the 
passage of an alternating current through 
it. Voltage readings were taken between 
this electrode and another one of the same 
material which was not heated by the 
passage of the current. It was found 
that there were certain irregularities in 
the measurements, due to the fact that the 
wire dipped down through the surface of 
the electrolyte. This was remedied by 
passing the wires out through the bottom 
of the vessel which contained an asbestos 
stopper. Water taken from the locomo- 
tive boiler was again used as the electro- 
lyte. It was found that the heated wire 
first became more electropositive, then be- 
came steadily. negative as the heating pro- 
gressed, until the wire became fused. 
This tendency for the heated wire to be- 
come negative in this case is ascribed to 
the fact that the wire became hot enough 
to oxidize when in contact with the water, 
coating itself with the more electronega- 
tive iron oxide. 

The experiments thus far indicate de- 
cided tendency for a heated surface to 
become electropositive, as compared with 
the cooler piece of metal in the same solu- 
tion. This is a condition which may ex- 
ist in locomotive and other boilers, al- 
though direct conclusions could not be 
drawn from these experiments without 
recognizing the fact that these were car- 
ried out under atmospheric conditions, 
while the water in a boiler is usually 
under high pressure. 

If conclusions might be drawn from 
these data they would be to the effect that 
the presence of oxvgen has a greater in- 
fluence than has the presence of carbon 
dioxide in promoting the corrosive action. 
To compare the corrosive action in the 
solution as used in the last test to the 
same solution freed from carbon dioxide, 
this gas was expelled. Run was made on 
this same solution by applying heat and 
raising the pressure to a hundred pounds. 
This showed apparently that the carbon 
dioxide has practically no influence on 
the corrosion current. | 

The effects of the addition of various 
other dissolved substances were observed ; 
thus treating lake water with one gramme 
of soda ash per five gallons of water, a 
method commonly employed for treating 
boiler-feed water, gave potentials in the 
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opposite direction, the heated tube being 
the cathode. This same result was found 
in a more pronounced way by increasing 
the percentage of soda ash. However, 
with a solution obtained from a locomo- 
tive boiler which had been treated with 
soda ash and in which the soda ash had 
been concentrated by repeated evapora- 
tion, the inner tube became the anode. 
The heated tube was likewise found to 
be the anode when using one gramme of 
magnesium sulphate or magnesium chlo- 
ride per gallon. 

It was always noted that no matter 
what electrolyte was used, the current 
gradually increased to a certain point and 
then decreased. It was also noted that 
in repeating tests without otherwise 
changing the solution, the successive re- 
sults always gave lower values of current 
and pressures. In other words, a fresh 
solution always causes apparently a higher 
current and more corrosion than one 
which has been used. This would coincide 
with the general belief that it is the fresh 
feed water in boilers which has the great- 
est corrosive action. This fact, and the 
one that each curve shows the current to 
reach a maximum, after which it de- 
creases, even if the heat be kept constant, 
require an explanation. Among the sug- 
gested explanations is the influence of the 
formation of a high resistance coating on 
either the anode or the cathode, formed 
from corrosion products, and a second 
factor might be the partial decomposition 
of the electrolyte or a decrease of such 
materials in the electrolyte as might 
promote corrosion. For example—the 
presence of oxygen acts as a depolarizer 
at the cathode, and facilitates the flow of 
current as long as there is any oxygen 
present. It is natural to expect, therefore, 
that as the oxygen in the boiler water is 
eliminated, either by escaping with the 
steam or uniting chemically with other 
materials, the polarization will increase, 
and consequently the measured voltage 
and current will decrease. 

That both of these factors apply in part 
should undoubtedly be recognized. From 
the testing apparatus the tube was re- 
moved at frequent intervals and in all 
cases a coating of more or less adherent 
scum or incipient scale was observed. 
Upon removing this and again making the 
test an increased current was noted. An 
examination of the surface of the tube 
after various runs revealed the fact that 
the corrosion had not been uniform but 
was in the form of pits which could be 
readily distinguished by the naked eye. 

W. H. Walker has given us his opinion 
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that the presence of oxygen in a solution 
promotes corrosion by acting as a depolar- 
izer and in this way allows a more ready 
passage of galvanic or corroding currents. 
His views can undoubtedly find confirma- 
tion in the study of boiler corrosion, for 
it has been repeatedly noted that water 
which has been thoroughly saturated with 
air and consequently with oxygen, is es- 
pecially corrosive when used as feed water. 
In fact, some of the most injurious cases 
of corrosion can be found where distilled 
water is used, distilled water having been 
allowed to become saturated with oxygen 
from the air. 

The question naturally arises, “Do the 
currents, as measured in the tests referred 
to, reach a sufficiently large value to indi- 
cate a serious amount of corrosion?” 
Various of the laboratory tests have shown 
current of 0.01 ampere. In twenty-four 
hours this is equivalent to a corrosion 
of one-quarter gramme of metal; and 
since this corrosion is not evenly dis- 
tributed but is confined to a few localities, 
it is obvious that these laboratory experi- 
ments will give basis for the belief that 
pitting of locomotive boiler tubes is gal- 
vanic action, and that the galvanic action 
is sufficiently rapid to cause perforation of 
the tube in a few months, or weeks, or 


even days. 
—o 


Chicago Telephone Company 
to Distribute Stock 
Dividend. 

Announcement is made that the di- 
rectors of the Chicago Telephone Com- 
pany have decided to distribute a stock 
dividend of $4,500,000 among the share- 
holders, the amount to be deducted from 
the corporations surplus and reserve ac- 
counts of $7,332,038. It has, as well, 
provided for the authorization of $15,- 
000,000 five per cent first mortgage bonds, 
which are to be issued in the future for 
construction and extension purposes. The 
new stock will be issued October 10, in 
the ratio of one share of new stock for 
each five shares of present holdings. 

In view of the stock dividend, which 
will increase the company’s capitalization 
to $27,000,000, the next quarterly divi- 
dend, payable December 31, 1908, will be 
two per cent, instead of two and one-half 
per cent, as heretofore, and it is proposed 
to maintain the rate of eight per cent 
per annum thereafter. It has been de- 


cided to finance the company’s construc- 
tion wants for the time being through the 
sale of first mortgage five per cent bonds. 
The proposed mortgage of $15,000,000 


will be on the property as it stands at 
this time. 
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LIGHTNING PROTECTION.: 
BY E. E. F. CREIGHTON. 


During the past three years—in fact, 
during the past five years—very extensive 
measurements,. starting first in the lab- 
oratory and then finally carrying the 
methods to the line, have been made on 
the conditions of lightning existing on 
power circuits. During last summer the 
entire time was spent at the plant of the 
Animas Power and Water Company, in 
Colorado, where they have vicious storms 
practically every day during the season. 
The frequency of cloud lightning was 
measured, and was found to be in the 
neighborhood of about one million cycles 
per second. The frequency of the dis- 
charge from an idle line was also taken 
and found to be about 3,000 cycles. 

Next, current was not measured but was 
indirectly calculated from other tests, and 
it was possible to predetermine just how 
many amperes of lightning current would 
flow for every volt on the line. Another 
interesting point was, What was the volt- 
age induced on the line? We have made 
no tests on direct strokes of lightning, be- 
cause it is so very difficult to get them; 
they occur infrequently, and when they do 
occur it is best to be out of the way. So 
the only tests we made were on the in- 
duced strokes, and we found potentials 
momentarily on the line as high as several 
hundred thousand volts—between 300,000 
and 500,000 volts. 

The next thing we measured was the 
quantity of electricity that was in the 
stroke. That, of course, varies with 
every cloud and with the relative position 
of the cloud and the line. The last thing 
we measured was the duration, and that is 
a most important thing to know. The 
ordinary lightning stroke will have a du- 
ration of about one one-hundredth of a 
second ; but the trouble is not in the actual 
duration of the stroke, but in its recur- 
rence. We found numerous cases where 
a stroke of lightning would come from 
the clouds and within a second there 
would be seven successive strokes which 
would extend over a complete circuit. 
That is the cause of some of the failures 
of the multi-gap arrester. 

There are a great many causes of the 
high-potential surges on the line; most 
of these can be considered due to condi- 
tions. The first is the direct stroke of 
lightning. In the cities a direct stroke of 
lightning very seldom hits a line; it hits 
a tree or a building somewhere near, and 
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there is an induced stroke on the line. 
Therefore there is no protection for direct 
strokes of lightning for this reason, that 
the lightning goes to ground within a 
very short distance, say within seven poles 
from where it strikes, and there is not 
one chance in a thousand that a lightning 
arrester would be situated at that point. 

Then the next question is, whether the 
lightning arrester would take care of the 
discharge if it were at that point. It 
would not be economy to design a light- 
ning arrester to do that, because one could 
not afford to pay for it. It would be so 
expensive that it would cost as much or 
more than the apparatus that it was pro- 
tecting. The only protection that can be 
given against a direct stroke is to install 
an overhead ground wire and ground it 
frequently. Now that is quite unnecessary 
in the cities, because the same kind of 
protection exists in the telephone wires if 
they run above the power lines, and in the 
trees and buildings that often overhang 
the line. 

The second kind of a lightning stroke 
is the induced lightning stroke which 
comes from the cloud being over the line 
and inducing a static charge on the line, 
and discharging at some point near the 
line. That is a problem that is quite easy 
to take care of and which is pretty well 
taken care of at the present time by the 
multi-gap arrester. The multi-gap ar- 
rester in its latest improvement has two 
or three paths to ground so that it can 
take care of lightning of a different 
quantity of electricity—different intensity. 
The only thing that this multi-gap ar- 
rester can not take care of is the multiple 
‘Strokes just mentioned. Occasionally it 
will be found that the multi-gap arrester 
blows up and goes to pieces when light- 
ning is induced on the line, and in most 
of the cases it has been found that this 


is due, not to the inefficiency of the ar- 


rester, but to the local condition of the 
circuit. 

| The third condition on the line, and it 
is the most important and the hardest one 
to take care of, will be due to an accident- 
ally grounded phase; for example, the 
breaking of an insulator so that the are 
can play from the line to the pin, or from 
the line to a green branch, or from the 
line over to the bushing of the trans- 
former which js grounded. These are the 
three conditions usually met which are 
hardest to take care of. Every time that 
the are jumps from the line to the insu- 
lator—and it does it every half cycle as 
a rule—there is a surge set upon the other 
phases of the system which will tend to 
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make it discharge through the internal 
windings or bushing or insulator else- 
where. In so doing it will cause a short- 
circuit; of course, an interrupted circuit. 
It is far better to interrupt it than to let 
it play, because of the damage which 
may occur internally in the transformer. 
In this case if there is a multi-gap ar- 
rester on the circuit and it is designed to 
take care of the discharge, it will discharge 
during the first break of the current, 
which is the half cycle of the discharge. 
It puts out the arc at the end of the half 
cycle, but again the potential goes in the 
opposite direction and starts the arc again, 
the surge is re-established on the circuit 
again and the multi-gap arrester dis- 
charges. Now the multi-gap arrester can 
not be designed to carry the current con- 
tinuously at any commercial cost figure; 
consequently, under those conditions the 
multi-gap arrester must necessarily be de- 
stroyed. The only lightning arrester that 
can take care of that condition is the newly 
developed aluminum arrester. 

The fourth condition likely to be met 
with is something that has come up quite 
recently and that seems to occur on motor 
circuits; for example, in a large building 
where a direct current is operating electric 
motors for elevators and other purposes. 
If the load in the building becomes so 
great that a fuse blows, then that circuit 
is disconnected from the main circuit, with 
the meter on the inside, and sometimes the 
motor fields discharge through the meter 
and raise the potential, and in that way 
destroy the meter. If there is a heavy 
current flowing through a motor and the 
circuit is suddenly broken, it amounts to 
exactly the same thing as an induction 
coil, and the voltage depends entirely on 
how quickly the circuit is broken. If the 
fuse breaks the circuit very quickly a very 
high rising potential results. The protec- 
tion for that.is a direct-current type 
aluminum arrester. 

These then are the four kinds of. light- 
ning potentials or surges that usually have 
to be met: First, a direct stroke of light- 
ning; second, an induced stroke from a 
cloud; third, an accidentally grounded 
phase, and the fourth is the inductive 
kick from a motor circuit through such an 
apparatus as a meter. 

Just one word about the aluminum ar- 
rester and the principle that it works 
upon. There are two forms now that are 
out, one for alternating current and the 
other for direct current. The alternat- 
ing-current arrester consists of a series 
of cells made up from inverted cones, one 
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inside of the other and separated by fibre 
washers. Between each cone is poured 
in a certain amount of electrolyte, making 
it about half full; then the whole mass 
is immersed in a tank of oil, the oil 
having two qualities: first, that of insu- 
lating the parts that are not in the elec- 
trolyte, and, second, cooling off the sur- 
face so that the arrester may operate for 
a long time. The characteristics of the 
aluminum cell are the same as the char- 
acteristics of the arrester, the arrester be- 
ing made up of multiple cells. With a 
300-volt circuit there would be one cell; 
with any higher voltage than that the 
total voltage between the line and ground 
divided by 300 would give the number of 
cells that would be placed between the 
line and ground, or the line and neutral, 
according to the conditions. The char- 
acteristic of each cell is very similar to a 
storage battery on a direct-current system. 
The aluminum plate surface goes through 
a chemical process by which a film is 
formed of very great thinness. It gives 
the surface a slightly whitish appearance. 
This film bears much the same relation 
to the circuit as does the counter electro- 
motive force in a storage battery floating 
on the line. With a single cell on a 300- 
volt direct-current circuit the leakage is 
reduced to a very small volume; the cell 
is connected directly to the circuit and 
left on the circuit. The leakage of cur- 
rent will be about 0.001 of an ampere, but 
for every volt of pressure-rise above 300 
the cel] will allow current to flow through 
it equal to the excess voltage divided by 
the resistance. Since the resistance is very 
low, about one-quarter ohm, this means 
about an ampere for every volt, the ar- 
rester acting in all respects as a safety 
valve on the system. At normal pressure 
there is practically no discharge, but for 
abnormal pressures the valve opens up 
(there are myriads of them on the surface 
of this aluminum plate), allowing the 
electricity to flow through. In a direct- 
current cell the ratio of the current be- 
tween normal potential and double poten- 
tial is about one million; in other words, 
the current increases from 0.001 ampere to 
1,000 amperes. So far as can be seen 
in the study of lightning, this is sufficient 
to take care of any kind of a discharge 
that may come on a circuit. 

In the alternating-current lightning ar- 
resters, made for voltages from 2,300 volts 
to 110,000 volts, a gap is placed in series 
in order to prevent the wearing of the 
plates by the constant action of the alter- 


nating current. The alternating current 
wears the plates very much more rapidly 
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Storage-Battery Regulation 
of a Sixty-Cycle Alter- 
nating Load. 

During the recent reconstruction of the 
Madison avenue power-house of the 
Elmira Water, Light and Railroad Com- 
pany, Elmira, N. Y., there was installed a 
Gould regulating battery system embody- 
ing several novel features. 

This plant supplies all the electrical 
power for Elmira and vicinity, which, in 
addition to the incandescent and arc light- 
ing, consists of direct-current railway, 
direct-current power, alternating-current 
power and high-tension alternating-cur- 
rent power to interurban and suburban 
railway substations. The power is gener- 
ated at 2,200 volts, three-phase, sixty cycles 
(with the exception of some of the old 
equipment held as reserve only), and the 
problem presented was to regulate the 
various fluctuating loads so that they could 
be carried by the generators supplying the 
lighting circuits without rendering this 
service unsatisfactory or requiring the 
operating of additional capacity to ‘carry 
the momentary peaks. 

In order to obtain advantage of the 
staggering of the peaks on the various 
fluctuating load circuits, the entire fluctu- 
ating load was concentrated on an aux- 
iliary bus, the direct-current load being 
supplied through rotary converters, and 
treated so far as the regulation control 
was concerned as an alternating-current 
load, as shown on fundamental diagram 
of connections (Fig. 1). 

The battery installed consisted of 280 
cells of the Gould Storage Battery Com- 
pany’s type 8-615 in type S-623 lead-lined 
tanks, having a discharge capacity of 560 
amperes for one hour (ultimate capacity 
when the tanks are filled of 880 amperes 
for one hour), and capable of delivering 
momentary discharges up to three times 
the one-hour rate (Fig. 2). 

This battery in series with a 140-volt, 
600-1,700-ampere booster driven by a 
2,200-volt, three-phase, sixty-cycle induc- 
tion motor, is connected across the direct- 
current railway buses, the same being sup- 
plied from the variable-load alternating- 
current bus by transformers, and a 750- 
kilowatt, 600-volt rotary converter. The 
field of this booster is automatically con- 
trolled by an exciter set. The operation 
of this set is identical with that commonly 
employed on direct-current regulating sys- 
tems with the exception that an additional 
machine is added in order to remove the 
influence of any changes in the direct- 
current line voltage, and that the usual 
regulating field-winding is replaced by a 
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fine-wire winding controlled by a Gould 
regulating converter. This converter, 
which is driven by a small synchronous 
motor eat 3), is fed by a series trans- 
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alternating-current leads of the regulating 
converter, thus providing means for chang- 
ing the effective ratio of the series trans- 
former and permitting the average load 
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Fie. 1.—DIAGRAM OF FUNDAMENTAL CONNECTIONS, ELMIRA WATER, LIGHT AND RAILROAD 
Company, ELMIRA, N. Y. 


former placed in the totalized variable- 
load connection, and delivers a direct-cur- 
rent output proportional to the true energy 


supplied to the variable-load bus to be 
changed at will. It will be scen that the 
action of this system corresponds exactly 


Fie. 2.—BATTERY Room OF THE ELMIRA WATER 


component of the current in the alternat- 
ing circuit. An auxiliary series trans- 
former with sectional secondary taps 
brought to a compensator head mounted 
on the switchboard is connected in the 
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with that of the usual direct-current sys- 
tem, the series transformer, compensator 
and regulating converter taking the place 
of the shunts and adjusting switches of 
the direct-current system. Any increased 
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demand for true energy on the variable- 
load bus causes an increased output from 
the series transformer in phase with the 
voltage wave, thus increasing the direct- 
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current feeders is greater than the battery 
discharge, the action of the battery is to 
relieve the station of a portion of the 
direct-current load, the battery discharg- 


Fic. 8.—REGULATING APPARATUS, ELMIRA WATER, LIGHT AND RAILROAD COMPANY, 
EvMIRA, N. Y. 


current output from the regulating con- 
verter and causing the battery to dis- 
charge, or to charge when the demand on 


ing directly to the direct-current feeders 
and reducing the load on the rotary. When 
the load conditions are such that the bat- 
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Fig. 5.—INTERIOR oF PowER-HousE, ELMIRA WATER, LIGHT AND RAILROAD COMPANY, 
Evra, N. Y. 


the bus falls below the average for which 
the adjusteble transformer is set. 
As long as the demand on the direet- 


tery discharge is greater than the direct- 
current demand om the station, the battery 
first supplies the entire direct-eurrent lead 
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and then inverts the surplus through the 
rotary and transformers to the 2,200-volt, 
three-phase bus. The ordinary peaks 
on the station do not require this actual 
inversion, the same only taking place at 
times of heavy peaks on the outgoing 
alternating-current feeders with a low 
average load on the variable-load bus, 


thus giving the alternating regulation with 


only an exceptional inversion and omitting 
the losses that would be incurred by a 
double transformation. The duty re- 
quired of the rotary is approximately the 
same as operating without the battery, the 
peaks being slightly less with the battery 
in use. 

This plant has been in successful oper- 
ation for several months, the energy sup- 
plied to the variable-load bus being held 
constant within the limits of plus or minus 
four per cent, thus permitting the variable 
load to be carried as a steady “lighting” 
load, and at the same time the connections 
used eliminate the probability of any of 


Fie. 4.—Batrery House oF THE ELMIRA — 
WATER, LIGHT AND RAILROAD COMPANY, 
Evra, N. Y 


the lighting energy passing through the 
battery and converting apparatus and thus 
reducing the effective capacity of the same 
or increasing the losses by unnecessary 


storage. 


Association of Car-Lighting 
Engineers. 


A meeting was held in Chicago, Ill., on 
August 24 and 25, to form the Associa- 
tion of Car-Lighting Engineers. The date 
for the first annual meeting was fixed for 
November 18, in Chicago. Committees 
were appointed to report on the subjects 
of illumination, wiring, connectors, lamps, 
organization, history of electric lighting 
on steam railroads, axle lighting, straight 
electric lighting, storage batteries, straight 


storage-lighted cars, head-end systems and 
entertainment. 

The following officers were elected: 
President, A. J. Farrelly, Chicago & 
Northwestern Railway; first vice-presi- 
dent, E. M. Cutting, Southern Pacific; 
second vice-president, A. J. Collett, Union 
Pacific; secretary, G. B. Colegrove, of the 
Illinois Central. 
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FINANCIAL REPORTS OF ELECTRICAL 
COMPANIES. 


WESTERN UNION TELEGRAPH COMPANY. 

The preliminary estimated statement of 
the Western Union Telegraph Company 
for the quarter ended September 30 gives 
net revenue of $1,700,000; bond interest, 
$433,062; balance, $1,266,938; dividends, 
$497,789; surplus, $769,149. 


UNITED ELECTRIO SECURITIES COMPANY. 
The United Electric Securities Com- 
pany has issued a statement of earnings 
for the six months ended July 31, as 
follows: Bond interest received and ac- 
crued, $160,817; interest on notes, bank 
deposits, ete., $9,435; dividends received, 
$1,352; total earnings, $171,604; col- 
lateral trust bond interest, $99,065; ex- 
penses, $16,225; total charges, $115,290; 
net profit from income, $56,314; profit 
from sale of securities, less adjustments 
for discount on collateral trust bonds 
bought and sold, $17,691; six months’ 
surplus, $74,005; profit and loss surplus, 
$1,291,677; preferred stock dividend, 
$35,000; surplus, August 1, $1,256,677. 


EDISON ELECTRIO ILLUMINATING COM- 
PANY OF BOSTON. 


The annual report of the Edison Elec- 
tric Illuminating Company, of Boston, 
Mass., for the year ended June 30 shows 
gross of $4,229,239; expenses, $2,690,419 ; 
net, $1,538,820; miscellaneous income, 
$38,442; total income, $1,577,262; in- 
terest, etc., $54,989; balance, $1,522,273 ; 
miscellaneous charges, $125,368; balance, 
$1,396,905; dividends, $1,390,796; sur- 
plus, $6,109; total surplus, $247,219. 


UNITED TRACTION COMPANY. 

The United Traction Company, of 
Albany, N. Y., for the quarter ended June 
30 reports gross of $498,245; expenses, 
$305,027; other income, $29,341; charges, 
$91,884; surplus, $130,675. 


HUDSON VALLEY RAILWAY COMPANY. 

The report of the Hudson Valley Rail- 
way Company, of Glens Falls, N. Y., for 
the quarter ended June 30 shows gross of 
$145,547; expenses, $113,252; other in- 
come, $1,149; charges, $55,886; deficit, 
$22,442. 


KEYSTONE TELEPHONE COMPANY. 

The report of the Keystone Telephone 
Company for the year ended June 30 
shows gross earnings of $1,051,071; ex- 
penses and taxes, $539,123 ; balance, $511,- 
948; reserve for renewal and interest 
charges, $413,112; surplus, $98,836; pre- 
vious surplus, $503,136. The surplus is 
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equal to 5.06 per cent on the $1,936,850 
preferred stock. 


AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 

The report of the associated Bell Tele- 
phone operating companies, not including 
the long-distance lines of the American 
Telephone and Telegraph Company, for 
the month of July and seven months 
ended July 31, shows a further growth in 
the company’s business. The figures for 
the month of July are as follows: Tele- 
phone revenue, $10,014,300; general oper- 
ating and maintenance expenses, $7,175,- 
100; net income, $2,839,200; sundry earn- 
ings, $453,600; total net earnings, 
$3,292,800; interest, $627,200; available 
for dividends, $2,165,600. The figures 
for the period from January 1 to July 31 
are as follows: Telephone revenue, $68,- 
841,700; general operating and mainte- 
nance expenses, $50,599,800; net, $18,- 
241,900; sundry earnings, $2,963,000; 
total net earnings, $21,204,900; interest, 
$4,529,800; available for dividends, $16,- 
675,100. 
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LETTERS TO THE EDITOR 


“The Gasolene-Electric Drive 
for Vehicles.” 
To THE EDITOR OF THE ELECTRICAL REVIEW: 

In your issue of August 29, 1908, page 
300, I note an editorial comment on “The 
Gasolene-Electric Drive for Vehicles.” _ 

Some eight or ten years ago a United 
States Consul’s report from, I believe it 
was Belgium, gave an extended account 
of an automobile made by a Belgium firm, 
the essential features of which were a 
longitudinal shaft direct geared to the rear 
axle and arranged for direct coupling to 
a gasolene engine and an electric motor; 
that is, just ahead of the rear-axle gear- 
ing was a friction clutch, next ahead was 
an electric motor with brushes so ar- 
ranged for running in either direction, 
and so wound as to act as a generator 
when running at excess speed. Ahead of 
this motor on same shaft was a friction 
clutch; ahead of this clutch a single- 
cylinder gasolene engine. The equipment 
carried a small-capacity storage battery. 

The principle of operation was that the 
pushing of a lever forward connected the 
storage battery to the electric motor; that 
when sufficient speed was attained by the 
machine, automatically the gasolene en- 
gine would come into action. 

The gasolene engine’s normal arrange- 
ment was such as to have a speed slightly 
in excess of the motor, which would 
cause the motor to charge the storage bat- 
tery; that is, at a normal running speed 
under ordinary conditions, the machine 
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was driven by a single-cylinder gasolene 
engine direct, the excess power of same 
being taken up through the generator into 
storage battery. The slower speed was 
handled entirely by electric motor. In 
case of long, heavy roads, the rear clutch 
could be disconnected and generator 
charged from time to time. 

It appeared to me at the time I saw 
this report that if this principle was de- 
veloped by a progressive American firm, 
it would have decided advantages over the 
then used automobile devices, and I believe 
could be developed into a better device 


than is now used. 
J. F. NOBLE. 
Oklahoma City, September 2. 


Brusio Hydroelectric Piant. 
To THE EDITOR OF THE ELECTRICAL REVIEW: 

In my article entitled “The Brusio 
Hydroelectric Plant and Its 50,000-Volt 
Swiss-Italian Transmission System,” pub- 
lished in the ELECTRICAL Review for 
August 8 and August 15, there appeared 
the following inaccuracies”: “There are 
at present installed six main units and 
four exciters; two main and two exciter 
units are of the impulse type, by Escher, 
Wyss & Company; four main and two 
exciters are of the Girard type by Picard, 
Pictet & Company.” 

The statement should read: “There 
are at present installed ten main units of 
3,500 kilowatts’ capacity each, and four 
exciters of 250 kilowatts’ capacity each. 
Two main units and two exciters are of 
the Girard type with partial admission, 
by Picard, Pictet & Company, and eight 
main units and two exciters are of the im- 
pulse type, by Escher, Wyss & Company, 
Ziirich, who also supplied the entire pen- 
stock equipment.” 

It might also be of interest to state that 
the further equipment of the Brusio plant 
will be impulse wheels, which proved more 
efficient. It will be remembered that the 
plant is operating under a head of 1,300 
feet. | 

FRANK KOESTER. 

New York, September 14. 

— 0 

y Cost of Subways. 

The subway systems now in service in 
Greater New York have already cost the 
city the sum of $54,802,944, as shown by 
a statement prepared by the Public Serv- 
ice Commission to be submitted to the Tax 
Department. The Manhattan tubes have 
required over $48,000,000 of this sum, 
over $3,500,000 has been expended on the 
Brooklyn extension, and over $3,000,000 
has been used in building the Manhattan 
section of the bridge loop now in course 
of construction. 
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PENNSYLVANIA ELECTRIC ASSO- 
CIATION. 


FIRST ANNUAL CONVENTION HELD 
SEPTEMBER 8-9. 


The Pennsylvania Electric Association 
held its first annual convention at Eagles 
Mere, Pa., on September 8 and 9. There 
were represented forty companies, includ- 
ing most of the principal electric lighting 
companies in the state, and at the time the 
convention was called to order there were 
about one hundred delegates and guests 
present. 

After the reports of the officers and the 
address of the president were presented 
the association discussed the advisability 
of reorganizing on the basis of a state 
branch of the National Electric Light As- 
sociation. The discussion was opened by 
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mously carried that the state association 
should reorganize as a state branch of the 
National Electric Light Association, and 
a committee was appointed to carry out 
the details. L. H. Conklin, Connellsville, 
was elected president; E. F. McCabe, 
Lewiston, vice-president, and E. L. Smith, 
Towanda, secretary and treasurer. 

There were also in attendance at this 
convention a number of representatives of 
manufacturing companies and supply 
dealers, and the state branch of the asso- 
ciation has arranged for their attendance 
at the state conventions. 

The programme arranged for embraced 
most of the questions that are of impor- 
tance at this time, and all of the subjects 
were freely discussed. 

The various details of the handling of 
the convention were excellently managed 
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THE CONVENTION OF THE PENNSYLVANIA ELECTRIC ASSOCIATION, EAGLES MERE, PA., 
SEPTEMBER 8 AND 9. 


W. C. L. Eglin, president of the National 
Electric Light Association, who outlined 
the scope of the association’s work and the 
amendments made to the constitution and 
by-laws to allow of the organization of 
state and territorial branches. The sub- 
ject was discussed very thoroughly by the 
various members present and practically 
all of the features of association work were 
treated. The unanimous opinion was ex- 
pressed that there were no disadvantages 
in a state association immediately becom- 
ing a state branch of the National Electric 
Light Association, and that advantages 
were to be gained along all of the lines 
of association work. When, later, the 
question was voted upon it was unani- 


and all of those in attendance appreciated 
the efforts that had been made in their 
behalf by the officers and committees. 
The opinion was universally expressed 
that state conventions are beneficial to 
the companies and fill a field that can not 
properly be covered in any other way. 
The meetings were well attended. The 
paper on “The Day of Distribution,” by 
T. Commerford Martin, was well received 
and opened up an interesting line of dis- 
cussion, particularly on overhead-line dis- 
tribution, a committee being appointed to 
prepare specifications and instructions re- 
garding proper construction, and to give 
particular attention to foreign attach- 


. ever-growing area. 
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ments and railroad crossings. A vote of 
thanks was extended to Mr. Martin. 

F. W. Willcox, of the Genera] Electric 
Company, Harrison, N. J., presented an 
interesting paper on incandescent lamps, 
which opened up a wide discussion on this 
subject. 

e Amusements and entertainment were 
provided for the ladies accompanying the 
members. One of the enjoyable features 
in which all took part was a corn roast 
and camp fire on the shore of the lake. 
An informal glee club rendered college 
songs and a generally pleasant evening 
was spent, the success of which was largely 
due to the entertainment committee. 

——e 0 
Water Power in France. 

The Journal of the Royal Society of 
Arts contains an interesting report on 
this subject. According to this the total 
water power utilized in the Alps is nearly 
300,000 horse-power, while: the yearly 
average obtainable is estimated by various 
experts at between 2,300,000 horse-power 
and 15,000,000 horse-power. Power is 
supplied to undertakings of two kinds. 
The first consists of factories engaged in 
the electrometallurgical and electro- 
chemical industries, and utilizing water 
power obtained by them on the spot for the 
manufacture of aluminum, calcium car- - 
bide and ferro-silicon. These at present 
utilize over 100,000 horse-power in Dau- 
phiné alone. The other kind consists of. 
enormous power stations, pure and simple, 
for supplying current, not only to various 
works in the neighborhood, but within an 
Lyons is lighted by 
power from the Volta Works at Moutiers, 
belonging to the Grenoble Power and 
Light Company, which transmits 6,000 
horse-power over a distance of 112 miles 
under a pressure of 57,000 volts, while 
from Lyons to Valence the whole Rhéne 
Valley is fed by power stations situated 
in the departments of the Savoy and 
Isère. Even St. Etienne and Roanne, in 
the department of the Loire, will, before 
long, be using electricity generated far 
away on the other side of the Rhéne, in 
the valley of the Drac, a tributary of the 
Isére. As is well known, proposals have 
also been made to supply Paris from the 
Rhéne, and schemes have been got out 
whereby 100,000 horse-power could be thus 


transmitted. These are, however, merely 
suggestions so far, but if the present rate 
of progress be maintained, in a few years 
the whole of France will be supplied with 
hydroelectric power from a few distribut- 
ing centres. The industrial importance 
of such a development would necessarily 
be very great.—Electrician (London). 
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REVIEWS OF CURRENT ENGINEERING 


AND SCIENTIFIC LITERATURE 


The Purchase of Coal on a Scientific 
Basis. 

Several articles have appeared recently, 
in the main having been criticisms of the 
English coal industry, and seeming to 
place this industry in a somewhat un- 
favorable light. The present article, on 
the question of buying coal for industrial 
purposes, is from the coal-seller’s point 
of view. In the first place, the assumption 
that British coal merchants are averse to 
modern methods of coal selection is con- 
siderably wide of the mark. The rule 
which must apply to all contract work in 
engineering—that the vendor must know 
as much about the article on sale as the 
buyer—holds good in coal dealing. A 
coal factor is very often in the position of 
actually having to advise a buyer as to 
the quality of coal to be selected, having 
regard not merely to the intrinsic quality 
of the fuel, but also in relation to furnaces 
or other purposes for which it is to be 
used. For this reason, if for no other, 
every British coal factor who takes his 
position seriously welcomes any scientific 
test which will help him to predetermine 
the performance of the coal for which it 
is his duty to find a market. The rock 
upon which the discussion appears to split 
is the undue prominence given to calorific 
value pure and simple. The chemical test 
of fuel is a very useful step to take, and 
the results of analyses should be carefully 
studied in selecting coal. It must be re- 
membered, however, that what is ultimate- 
lv aimed at is working performance, of 
which the only conclusive test is the trial 
of a sample ton, under ordinary working 
conditions, by a skilled fireman free from 
bias. It is pointed out that in a certain 
test of two samples of steam coal, the 
calorific value of one sample, as judged by 
the pounds of water raised to steam, was 
13.76 pounds, while that of the latter was 
13.7 pounds, both at a temperature of 212 
degrees Fahrenheit. When, however, these 
two classes of coal were tried under work- 
ing conditions, the second sample turned 
out, in a particular case, so much superior 
in result to the first that it was unhesitat- 
ingly adopted and retained. This might 
be explained by the difference in nature 
of the two coals and the particular require- 
ments of the furnaces in which they were 
nsed. To require that all the coal 


should come from the same seam of a 
colliery is unreasonable. If a colliery is 
working one seam only, it is quite reason- 
able to stipulate that coal alone from that 
seam is secured. If, however, it is getting 
its output from two or three seams at dif- 
ferent levels, it is nearly always found 
that the coal from these seams is mixed at 
the pit mouth, and the various qualities 
sent out are products of various seams.—- 
Abstracted from the Electrical Review 
(London), August 28. 

4 
Telegraphy and Telephony Over 

Electric Light and Power 
Circuits. 

An arrangement permitting the use of 
electric light and power circuits for teleg- 
raphy and telephony has been invented 
by Professor R. B. Goldschmidt, of 
Brussels. Results obtained by him over 
110 or 220-volt lines are said to be equally 
good. The circuits may at the same time 
supply any number of electric lights and 
motors without the slightest disturbance. 
The transmitting device comprises a sensi- 
tive and powerful microphone, capable of 
withstanding currents of great intensity, 
which is connected in the circuit of an 
accumulator, a coil of thick wire and an 
adjustable resistance for regulating the 
mtensity of the currents through the 
microphone. The coil forms the primary 
of a transformer, the secondary of which 
contains a great number of turns of fine 
wire of sufficiently high resistance to 
make the insertion of additional resist- 
ances unnecessary, when the secondary is 
connected to the electric light or power 
line. When the microphone is spoken 
into, the voice produces in the secondary 
circuit of the transformer alternating-cur- 
rent oscillations, which superpose them- 
selves on the direct current flowing 
through the conductors and, the direct 
current being scarcely influenced by alter- 
nating currents, as is well known, the 
latter act on the telephone at the receiv- 
ing end through another transformer, 
similar to that at the transmitting end. 
The calling apparatus consists essentially 
of a toothed-wheel interrupter placed in 
the circuit, which, when rotated, produces 
electric currents in the transformer at the 
receiving end. A sensitive relay connected 
in the secondary of this transformer serves 
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to establish a local circuit through a 
battery and bell. A condenser is connected 
around the interrupter for the prevention 
of heavy sparks. When the telephone re- 
ceiver is hung on a hook, the secondary 
circuit is closed by the relay; when the 
receiver is removed, the hook rises and 
the telephone is automatically connected 
in the secondary circuit of the coil. In 
order to telegraph it is only necessary to 
substitute a Morse key for the calling de- 
vice, and a Morse apparatus or sounder 
at the receiving end for the bell. Experi- . 
ments made by Professor Goldschmidt 
have shown that during the day the trans- 
mission is effected as perfectly as over 
ordinary telegraph and telephone lines, but 
in the evening, when many local circuits 
are simultaneously opened and closed, the 
transmission is a little more difficult. 
Among the practical applications of the 
invention are the sending of telegraphic 
or telephonic messages simultaneously 
from a central station to a number of sub- 
scribers, and communication between cen- 
tral stations and electric railway cars. On 
account of the high resistance of the 
transformers the current consumed is al- 
most negligible and the devices are not 
much more expensive than those ordinarily 
used.—T'ranslated and abstracted from 
L Electricien (Paris), August 22. 
e 


The Utilization of Electric Power in 
Salt Mines. 

H. R. Speyer describes in this article 
the generating station which has been built 
for the joint use of the salt mines owned 
by the Nordhauser Kali Company, the 
Immenrode Carnallit Company, and the 
Ludwigshall Carnallit Company. This 
group of mines is situated in the midst 
of the Harz Mountains. The raw material 
is brought to the surface by electrical main 
winding engines, and is transmitted to 
the factory, a distance of some three or 
four miles, over an electrically driven 
aerial steel roadway, and is shot from the 
incoming trucks automatically by electrical 
tippers into the mills. Issuing from these 
in a pulverized form, it is taken by con- 
veyers to the top of the building, where 
it is dropped into the live-steam-heated 
boilers containing a solution of calcium 
chloride. Here the original salt, consist- 
ing of carnallite and sodium chloride, 
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undergoes the first chemical change. The 
carnallite dissolves and the sodium 
chloride remains in its solid state. The 
liquid is drawn off and pumped into large 
open tanks, where the potassium chloride 
crystallizes out. This is afterwards taken 
to revolving drying pans fitted with spiral 
blades, which discharge it in its dry state 
into hoppers for transmission to the stores. 
The remaining filtrate is put through vari- 
ous processes for further utilization. The 
final output is for commercial salts, 
namely, potassium chloride, magnesium 
chloride, potassium sulphate and mag- 
nesium sulphate. The requirements for 
producing the commercial salts from the 
raw material are such that with the excep- 
tion of live-steam heating for the dissolv- 
ing boilers, electricity can be used ex- 
clusively. The boring operations are 
carried out electrically; the pit gear, in- 
cluding the underground haulage and 
winding engines, is driven by electric 
motors; the transmitting aerial roadway, 
the tippers, the mills, the hoppers, ele- 
vators, pumps, mixing and storing gear, 
drying plant and cranes for loading, are 
in each case driven electrically. The 
power station, when completed, will con- 
tain five steam generating sets having an 
aggregate horse-power of 3,500. The out- 
put of the generating machines is con- 
trolled from a low-tension control board, 
while all the high-tension service is in a 
separate inclosed chamber. The method 
of control from the low-tension switch- 
board, including the paralleling of the 
generators, is by relays actuated by push- 
buttons mounted on the front of the board. 
The high-tension switches of the generator 
cables and of the outgoing feeder cables 
are all actuated by solenoid coils energized 
from the low-voltage continuous-current 
circuit, and controlled from the low-ten- 
sion board. In order to minimize the risk 
of a breakdown, the main high-tension 
distributing cables are laid in pairs. 
These are at present, however, worked in 
parallel, and are controlled from one 
switch panel. Arrangements are to be 
carried out to enable each feeding cable to 
be dealt with separately. There are in all 
five pairs of outgoing main high-tension 
cables. The transmitting pressure is 5,000 
volts. Two substations have been erected, 
equipped with high and low-tension feed- 
ing and distributing switch panels and 
with static transformers for reducing the 
transmission voltage to 500 and 110 volts. 
The former is for small power work, and 
the latter for the lighting circuits. The 
electrical equipment at the several pita is 
described, and an analysis made of the 
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working costs and the excellent results 
which have thus far been secured.—Ab- 


stracted from Electrical Engineering 
(London), August 27. : 
© 
Some Contact Rectifiers of Electric 
Currents. 


It is not generally known, says L. W. 
Austin, that there is a large number of 
solid conductors of electricity, metallic 
and non-metallic, in which, when brought 
together so as to form a contact of not 
too low resistance, electricity appears to 
pass more easily in one direction than in 
the other. Most cases of this kind are too 
uncertain and capricious in their action to 
allow definite study, but silicon in con- 
tact with almost any of the ordinary 
metals, carbon-steel and tellurium-alumi- 
num, all show a well-marked and fairly 
regular unilateral conductivity. In the 
investigation of these contacts the author 
has used two main methods of experi- 
ment. In one a direct electromotive force 
is applied to a contact, first in one direc- 
tion and then in the other, and the result- 
ing currents measured on a galvanometer 
or ammeters having resistances small in 
comparison with that of the contact. In 
the second method a known alternating 
current of sixty cycles is sent through a 
fall-of-potential wire, and ihe required 
voltages taken from sliding contacts and 
applied to the rectifying contact, which is 
in series with the direct-current meter. 
G. W. Packard in 1906 first announced 
the fact that a piece of silicon, when 
properly brought in contact with brass or 
copper, or, in fact, almost any of the 
common metals, is capable of acting as a 
detector for electrical oscillations without 
the use of external electromotive force. 
The rectifiers used in the experiments were 
made by embedding a piece of silicon in 
solder and bringing a bit of brass or steel 
wire soldered to the end of a flat spring 
in contact with it. The contact pressure 
was adjusted by means of a micrometer 
pressing on the spring from above. As 
some points on the silicon are more sen- 
sitive than others, the contact point is 
also made adjustable. For the determina- 
tion of the absolute sensitiveness of the 
silicon-steel rectifier at high frequencies, 
a rectifier of rather low sensibility was 
compared with an extremely sensitive 
thermo element at a frequency of 140,000. 
They were connected in turn in series with 
a one-microfarad paper condenser for 
stopping the direct current, and with an 
inductance of 0.0331 microhenry, coupled 
very loosely to a second tuned circuit in 
which oscillations were excited. For a set 
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of nine observations, after taking account 
of the reactance of the coupling coil, the 
readings on the galvanometer, with the 
thermo element, indicated a mean alter- 
nating electromotive force of 0.0336 volt. 
The deflection due to the silicon indicated 
a mean electromotive force of 0.0350 volt, 
according to the calibration of the rectifier 
for low-frequency currents. The experi- 
ment shows that there is no change in 
sensitiveness with frequency within the 
limits of accuracy of the observations. 
While, in general, the rectified current 
with silicon rectifiers flows from steel to 
silicon, an exception was found in a cer- 
tain sample which was probably less pure 
in its composition than the rest of the 
silicon specimens used. In addition to the 
rectifying effect of tellurium-aluminum 
contacts, which appears to be thermoelec- 
tric, or at least in the same direction as the 
thermoelectric action, and which becomes 
irregular above low voltages, there is a 
second rectifying effect in opposition to 
the first, which, in general, becomes promi- 
nent only at the higher voltages. This 
second effect seems entirely analogous to 
the rectification of silicon, and is of the 
same order of magnitude. The author 
concludes that in all the cases noticed, the 
contact has a resistance of several ohms, 
as though there were a resisting film be- 
tween the conductors. In all the cases, 
too, there is a comparatively poor con- 
ductor in contact with a good conductor, 
but the rectification in the cases of carbon- 
steel and of silicon-steel is from the good 
to the poor, while in tellurium-aluminum 
it is in the opposite direction, except for 
very low voltages, where another phe- 
nomenon — perhaps thermoelectric — pre- 
dominates. It may be worth noting that 
the first effect is in the same direction as 
the rectified current in the aluminum 
electrolytic rectifier. When these surfaces 
are sufficiently large and the contact suffi- 
ciently close, the rectification entirely dis- 
appears. Even if the rectified currents 
were not opposed in direction to the or- 
dinary thermoelectric currents, their 
magnitude would seem to preclude the 
possibility of a thermoelectric explanation. 
Nevertheless, the fact that the direct 
currents are, in general, roughly propor- 
tional to the square of the alternating 
currents suggests heat action. It may be 
that there is something of the nature of 
polarization and a counter-electromotive 
force at the contact, but if this exista 
no evidence of it has thus far been found. 
It is possible that we are dealing with the 
still obscure question of the escape of 
electrons from a conductor, and that our 
rectifying contacts furnish us with con- 
ditions under which the electrons pass 
more readily in one direction than the 
other; that is, that it is a case of direct, 
and not secondary, rectification —Ab- 
stracted from the Bulletin of the Bureau 
of Standards (Washington), August. 
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Westinghouse Manhole Trans- 
formers. 

The accompanying illustrations show 
the transformers supplied b¥ the West- 
inghouse Electric and Manufacturing 
Company to one of the largest electrical 
companies in the country employing 
underground distribution. The many ad- 
vantages of this type of construction have 
led to its adoption for the entire line of 


Fig, 1.—WEsTINGHOUSE MANHOLE TRANS- 
FORMERS. 


transformers designed for manhole service. 
These transformers are installed in sub- 
way manholes which are liable to flooding 
from heavy rains or overflow water, and, 
in addition, these underground chambers 
are rarely well ventilated. For this reason 
if 1s necessary to enclose the transformer 
in a hermetically sealed case, and design 
it for an exceedingly low temperature rise. 
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may occur, and the transformer case may 
be seriously injured. In order to avoid 
any danger from such occurrences a horn- 
shaped brass casting is used for the oil 
plug in the cover. The mouth of the 
horn is closed by a thin sheet of copper 
which will rupture, acting as a safety or 
relief valve for any excess pressures. 
Each case is tested with an air pressure 
of about ten pounds per square inch and 
carefully inspected for leakage before ship- 
ment. 

An improved bushing is used for the 
leads of these manhole transformers which 
permits them to be connected to, or discon- 
nected from, the line without removing 
the cover or otherwise opening the trans- 
former case. This design of bushing 
eliminates any necessity for breaking the 
joints of the transformer case and elimi- 
nates the danger of water leaking into the 
transformer through a joint made under 
difficulties in the confined space available 
in a manhole. A further advantage of 
this joint, which is shown in the illustra- 
tion (Fig. 2), is that it permits trans- 
formers of the next larger or smaller size 
to be substituted in any manhole. Three 
sizes of bushings cover the full line. The 
joint is made without any solder except 
that in the plumber’s wiped joint required 
to connect the lead covering of the cable to 
the brass sleeve. This is a permanent 
connection and made when the first trans- 
former is installed. A number of trans- 
formers of this design have been arranged 
to operate on a three-wire, low-tension 
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Fig. 2.—DIAGRAM SHOWING CONSTRUCTION OF TERMINAL BUSHING. 


The transformers are of the oil-insulated 
type, and a large air space is left at the 
top of the case to take care of any expan- 
sion of the oil under a rising temperature. 
Necessarily, this compresses the air in the 
upper portion of the case and causes a 
slight rise in pressure. Under abnormal 
operating conditions, such as a short-cir- 
cuit, a considerable rise in this pressure 


circuit with a grounded neutral. When 
this method of operation is used the 
neutral tap on the low-tension side of the 
transformer is grounded directly on the 
transformer case through a stud ghar, 
as shown in the right-hand view in Fig. 1 

The high-tension side of the single-phase 
transformer, as shown on the left of this 


figure, is only provided with two outlet 
bushings. 
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ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


Electric Blowers for 
Furnaces. 

The Emerson Electric Manufacturing 
Company, St. Louis, Mo., has developed 
an electric blower for use with ventilating 
and heating systems, adapted to either al- 
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ELECTRIC BLOowING UNIT FOR FURNACES. 


ternating or direct current. The need is 
apparent for some aid to natural drait 
in hot-air furnaces used for ‘heating resi- 
dences, as the natural air currents from 
the furnace fail to properly heat one or — 
more rooms in almost every house. Even 
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CUT N? 900 


ELECTRIC BLowINo UNIT ADAPTED TO 
RE8IDENCE FURNACE. 


when the maximum heating power of the 
ordinary furnace is secured, it is almost 
certain that some rooms can not be kept 
comfortably warm. The use of the fur- 
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nace blower secures a substantial increase 
in heat from a given quantity of fuel, 
forcing heated air to the rooms further 
from the furnace and providing greatly 
improved ventilation for the entire house. 

In the special furnace blower shown in 
the accompanying illustration there has 
been developed a fan blower which meets 
all the requirements of residence service. 
The blower outfit is placed in the cold-air 
chamber of the furnace at the back of the 
furnace. To accommodate the motor an 
opening of eight. and one-half inches by 
fourteen and three-quarters inches is cut 
in the top of the cold-air box and pro- 
vided with a hinged lid or door. The 
blower outfit is complete, and may be con- 
nected by. attachment plugs to any con- 
venient electric light socket or receptacle 
in the cellar. 

——0 
A Four-Head Tandem Strand- 
ing Machine. 

The accompanying illustration shows 
one of the latest products of the New Eng- 
land Butt Company, of Providence, R. I. 
This is a four-head tandem stranding ma- 
chine consisting of six, twelve, eighteen 
and twenty-four spool heads. The machine 
is used for making concentric cables of 
small sizes up to sixty-one wires. The 
spools, which -are six inches in diameter, 
with a three-inch traverse, are carried on 


pins in such a way as to be easily re- 
movable. 

The tension device enables the spools 
to be removed and inserted again without 
readjustment. The heads are driven by 
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chains from the main shaft, and the al- 
ternate heads run in opposite directions. 
Each head is provided with die holders, 
adjustable longitudinally, and three sets of 
dies are furnished with the machine. The 
take-up sheave is thirty-two inches in 
diameter and is driven through change 
gearing which provides for four different 
lays from two to eight inches. A cross 
shaft on the front of the machine has a 
flanged pulley for driving a reel fixture. 
The tight and loose driving pulleys at 
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A belt-shifter is connectéd to a rod 
which runs the entire length of the ma- 
chine, within easy reach of the operator. 

The net weight of the machine is 23,000 
pounds, and it takes up a floor space 
seventeen feet ten and one-half inches by 
two feet six inches. 

—_+ @--—_ -—- — 


| A New Horizontal Blowing 


Outfit. 


In response to the demand for a hori- 
zontal blowing outfit embracing the same 


A New HORIZONTAL Motor-DRIVEN BLOWING OUTFIT. 


the rear of the machine are twelve inches 


in diameter by three and one-half inches 
wide, and are run at 150 revolutions per 


Four-HEAD TANDEM STRANDING MACHINE. 


minute. This gives the following speeds 
to the different heads: six-head, 175; 
twelve-head, 150; eighteen-head, 125; 
twenty-four-head, 100 revolutions per 


minute. 


general principles as the standard vertical 
plant, which has been in successful opera- 
tion for several years, the Westinghouse 


Air Brake Company has designed the out- 
fit shown in the illustration. It differs 
from the vertical plant chiefly in arrange- 
ment and more compact construction and 
is intended for use where conditions do 
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not permit convenient movement of the 
vertical apparatus. 

Portable plants are now in wide demand 
for cleaning electrical and other ma- 
chinery, and for many services for which 
compressed air is the most convenient and 
economical agent. 

The new horizontal plant consists of a 
motor-driven air-compressor with one or 
two brazed reservoirs, an electric pump 
governor and the usual accessories, such 
as switch, fuse blocks, gauge, safety valve, 
insulating hose connection, and hose with 
nozzle. The truck frame is made of a 
single piece of standard-shape angle iron 
bent into the shape of a U, and is cross- 
braced at the back under the compressor. 
The rear axle is a piece of square steel 
bolted directly to the frame, The com- 
pressor bed-plate bolts to the frame at 
each corner. The reservoirs rest upon 
angle-iron supports and are held firmly in 
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above the other apparatus om the truek. 
When the reservoirs are used they are 
drilled symmetrically, so that if removed 
either one can be put back on either side. 
The width of the outfit is such that it 
can be run through aisles thirty-one 
inches wide, and its height is such that 
it can be stored under a bench if desired. 
The disposal of the apparatus on the truck 
brings about two-thirds of the weight on 
the rear axle. 

The type shown in the illustration can 
be varied in arrangement to suit condi- 
tions, and the truck furnished with roller 
bearings if preferred. 


EEEE 

A Contractor’s Electric Motor. 
The adaptability of electric motors to 

all sorts of service is well illustrated in 

the two views herewith of a direct-current 

motor with a circular saw on the extended 

shaft. The motor only differs from a type 
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ten by twelve. In Fig. 2 a groove cutter 
is shown in place. A cross-cut saw is also 
used by the contractor who owns the 
outfit. 

The motor is mounted on a frame with 
wheels which run on a short piece of 
track that the saw may be fed through the 
work. Attention is called to the method 
adopted by the contractor to keep the 
track clear of sawdust. In front of all 
four wheels a flap of leather is arranged 
to rub on the track which effectually 
clears away all material and allows the 
groove cutter to make a cut of even depth 
at all times. 

Mounted on the frame which carries 
the motor is the switchboard panel with 
a field rheostat for adjusting the speed, 
a starting rheostat and a circuit-breaker. 
As the motor must move back and forth 
the current is supplied through two short 
stretches of trolley wire on which the 
trolley wheels run, similar to the method 
used in a traveling crane. 

From the illustrations it is apparent 
that the motor is not installed under ideal 


Fic. 1.—Moror Drivine Rr Saw. 


place by means of wrought-iron straps 
bolted to the frame. A very simple 
switchboard is placed between reservoirs 
and compressor, upon which the governor, 
fuse blocks and switch are mounted. The 
position of the governor renders it easily 
accessible for adjustment and mainte- 
nance. There is ample room to open the 
commutator door and examine the 
brushes. The compressor cylinder head 
can be removed ‘and the pistons taken out 
without disturbing the balance of the ap- 
paratus. 

If it is ever necessary the gear-case cover 
can be removed by first removing one of 
the rear wheels, which is easily accom- 
plished. All oil fittings are easily ac- 
cessible. The rear wheels are eighteen 
inches in diameter, and the front wheel 
eight inches in diameter, and the latter 
can be turned through an angle somewhat 
greater than 180 degrees. The handle is 
bent so that when it lies back between the 
reservoirs the end of it will not protrude 


“S” motor of standard Westinghouse de- 
sign in that the shaft is somewhat larger 
and longer on the pulley end and that a 
commutator end bracket is supplied on 
this end to provide a bearing nearer the 
saw. The motor speed may be varied 
from 1,125 to 1,800 revolutions per 
minute to provide for various classes of 
work, with saws of different diameters. 
This motor is rated at ten horse-power. 

It will be noted that a pulley has heen 
installed on the extended shaft at the 
commutator end to act as a flywheel and 
also to provide a place for a brake. This 
latter is thrown on by means of a lever 
near the operator whenever it is desired 
to stop the saw quickly. The contractor 
has also installed a bladed fan on the 
pulley to blow air over the motor and 
throw the chips and sawdust away from 
the track and the motor. These can not 
be seen in the illustrations. 

In Fig. 1 a large circular rip-saw is 
shown for taking a cut in heavy oak 
timber to be used in dam wickets en the 
Ohio River. The material must finish 


Fie. 2.—Motror Drivina GROOVE CUTTER. 


conditions as the protection from the 
weather is none too good, but it shows 
to what purposes motors may be put. The 
entire outfit is intended by the contractor 
for portable service as current is supplied 
from a gas-engine-driven generator which 
is also mounted for ready handling. 
There is also a small air-compressor which 
supplies a pneumatic drill. 
—_—_~@—-—___ 
Tungsten in California. 


The representative of a foreign steel 
corporation, says a correspondent in the 
Engineering and Mining Journal, has 
been some little time in the region of 
Randsburg and Johannesburg, in Kern 
County, California, examining various 
tungsten deposits which have been found 
there. Some of them, notably the Atolia, 
have been pretty well developed into 


productive mines, but most of the claims 
have not had any extensive work done 
upon them as yet. It is expected that 
upon the report of the expert some of the 
more prominent tungsten mines may be 
purehased by the foreigners. 


September 19, 1908 


Crocker-Wheeler Company 
Post-Office. 

In order to facilitate handling the in- 
creasing volume of mail at the Ampere, 
N. J., post-office, the Crocker-Wheeler 
Company, manufacturer of electrical ma- 
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Electrical Supplies for the 
Navy Department. | 
The Bureau of Supplies and Accounts 
will open bids in Washington, D. C., on 
September 22 for 8,000 feet of telephone 
cable, two starting panels, six engine tele- 


THE New Post-OFFIck at AMPERK, N. J. 


chinery, has buill a brick and cement 
. . e ° , m 
post-office building on its grounds. The 
architecture is of a modern classical style 
which might be termed “Federal.” Upon 
the pediment above the main entrance is 
an eagle and United States shield in high 
relief. The interior of the building is 


graphs, for delivery at Mare Island, Cal.; 
10,000 feet of fibre conduit, miscellaneous 
conduit and fittings, and five engine tele- 
graphs, for delivery at Puget Sound, 
Wash. ; miscellaneous are lamps and mis- 
cellaneous wire and sheet platinum for 
delivery at Brooklyn, N. Y.; miscellancous 


PORTRAIT AND AUTOGRAPH LETTER oF AMPERE IN THE NEW AMPERE, N. J., POST-OFFICE. 


finished in quartered oak and the floor is 
of mosaic tile. Upon the walls hang a 
fac-simile of the Declaration of Inde- 
pendence, with the coats of arms of the 
various states, a Constitution of the 
United States and an autograph letter and 
portrait of A. M. Ampere (1775-1836), 
after whom Ampere is named. The 
new post-office will still further beau- 


tify the grounds: of the Crocker-Wheeler 
ompany. 


electrical supplices and 1,200 steel 
enameled nipples for delivery at Boston, 
Mass. 

Bids will be opened on September 29 
for miscellaneous electrical supplies for de- 
livery at Boston, Mass. ; Charleston, S. C., 
and Brooklyn, N. Y., and for furnishing 
and installing three transformers at 
Brooklyn, N. Y. 

It is announced that the Bureau of Sup- 
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plies and Accounts will hereafter accept 
an annual bond to cover all contracts 
which may be awarded to one bidder dur- 
ing a fiscal year, instead of requiring a 
separate bond with each contract, provided 
such annual bond is executed by a cor- 
porate surety company, duly authorized 
under the act of Congress approved Au- 
gust 13, 1894, to do business as sole surety 
in United States matters. Blank forms 
and all necessary information for filing 


_ an annual bond will be furnished upon 


application to the Bureau of Supplies and 
Accounts. | | 
—————_<-@—__ 

The Golden West and Ameri- 
can Industries Exhibition. 
An American exposition, for which all 

the exhibits will be taken from this 

country, will be held in the grounds and 
buildings of Earl’s Court, London, Eng- 
land, next year from May to October, 
under the title of “The Golden West and 

American Industries Exhibition.” A dis- 

tinguished committee has been organized. 

headed by the Lord Mayor of London. 

Representatives have heen appointed to 

visit the leading cities, and all manufac- 

turing districts of the United States, the 
commissioner in charge of the work being 

John W. Ryckman. The temporary head- 

quarters of the commission have been es- 

tablished at the Ansonia, Broadway and 

Seventy-third street, New York city. 
The exhibition will typify the great de- 

velopment of the states of the “Golden 

West” since the discovery of gold in Cali- 

fornia in 1849, and will also commemorate 

the bicentennial of the completion of the 
first Atlantic cable. 
—_—_—_<@—___ 
The New York Electrical 
Show. . 
The New York Electrical Show will be 
held in Madison Square Garden, New 

York city, from October 3 to October 14. 

Plans have been developed to create a 

number of startling features in the way of 

exhibit decoration and decorative light- 
ing. The popular application of power 
will be made a feature of the coming ex- 

hibition. It is announced, also, that a 

series of lectures, twice daily, will be given 


free of charge in the concert hall. 


Thomas A. Edison has signified his will- 
ingness to act as president of the exhibi- 
tion, and on the opening night will be 
present at Madison Square Garden. 

During the show the jubilee of the first 
Atlantic submarine cable will be cele- 
brated, and the receipts for the evening 
of Thursday, October 8, will be given to 
the Loomis Annex. 
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DOMESTIC AND EXPORT. 

MONTREAL LIGHT, HEAT AND POWER~—A New York 
syndicate, headed by Leslie Shaw, ex-Secretary of the United States 
Treasury, has made an offer to the directors of the Montreal Light, 
Heat and Power Company to purchase the company. The offer is 
in the shape of a ninety-nine-year lease, the New York syndicate to 
have the right to purchase the stock at 110. 


MONTANA INTERURBAN—The Billings & Cooke City Electric 
is being organized with $3,000,000 capital to build a line from 
Absarokee, Mont., northeast to Billings. Surveys are now being 
made and grading will begin as soon as the right of way is secured. 
J. B. Clayberg, Helena, Mont.; George E. Savage, Butte; A. L. 
Babcock, Theodore Martin and Bert G. Shorey, Billings; M. E. 
Estep, Chicago; Thomas Harney, Galena, Ill., and E. M. Hosky, of 
Helena, are interested. 


NEW JERSEY RAPID TRANSIT COMPANY, INCOR- 
PORATED—The New Jersey Rapid Transit Company, with a 
capital of $1,000,000, has been incorporated at Trenton, N. J., for 
the purpose of constructing a railroad from the city of Paterson 
to Suffern, N. Y., a distance of fourteen miles. The incorporators 
are Thomas J. Maloney, of Jersey City; Henry M. Parmalee, Her- 
bert Bogart, Charles D. Cook and Guy H. Pierce, all of Paterson; 
M. R. McAdoo, Montclair, and George M. Dunlap, Spring Valley, 
N. Y. 


NOOKSACK VALLEY ROAD FILES INCORPORATION 
PAPERS—Articles of incorporation have been filed at Bellingham, 
Wash., for the Nooksack Valley Traction Railway Company, which 
is surveying a route for the Bellingham-Ferndale Interurban. The 
incorporation papers state that the purpose of the company is to 
run lines from Bellingham to Sumas, thus providing for both the 
Ferndale and Lynden branches. The incorporators are W. P. 
Alward, J. S. Wheeler, J. E. Morrison and W. H. Jarrett, of Seattle; 
Edward Brown, of Custer, and Joseph Morrison and J. William 
Welch, of Ferndale. The capital stock of the company is listed at 
$1,250,000. 


WISCONSIN TRACTION PROPERTY IN HANDS OF NEW 
COMPANY— With a capitalization of $850,000 the Wisconsin Elec- 
tric Company has taken over the property of the Winnebago Trac- 
tion Company, recently sold under foreclosure proceedings. The 
new company has been authorized to issue $1,500,000 in bonds. The 
officers of the Wisconsin Electric Company are: President, O. C. 
Fuller; secretary, Fred C. Best; treasurer, R. C. Smith; manager, 
C. C. Smith. The company will operate the Oshkosh city lines and 
the interurban lines in conjunction with the Eastern Wisconsin 
Electric Railway Company between Oshkosh and Fond du Lac 
formerly operated by rival interests. 


$10,000,000 COMPANY TO BUILD KANSAS INTERURBANS— 
The organization of the Interstate Railway and Power Company, 
which will build and operate a network of trolley lines covering 
eastern and southern Kansas, with a main interurban line between 
Kansas City and Topeka by the way of Lawrence, has been com- 
pleted. With this has been organized the Kansas City Union Trust 
Company, a $10,000.000 corporation, which is to finance the deal. 
Headquarters of both companies are to be in Kansas City, and 
men of that city are the most active promoters of the proposition. 
It is announced that $8,000,000 of the proposed capital of the Kansas 
City Union Trust Company has been arranged by financiers of 
Liverpool. The remainder has been subscribed or is to be sub- 
scribed in the district where the new lines are to be operated. 


KANSAS-COLORADO ELECTRIC LINE—The Kansas-Colorado 
Railroad Company, organized recently at Pueblo, Col., to build a 
trolley system in the Arkansas Valley from Pueblo as far east as 
Dodge City, Kas.. has applied to the Kansas Charter Board for 
authority to engage in business in the state. The original company 
was chartered under the laws of Colorado and its headquarters are 
at Pueblo. The company says its object is to construct and operate 
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either a standard-gauge steam or electric road from Pueblo east 
to Dodge City, taking in these Kansas towns: Coolidge, Syracuse, 
Lakin, Deerfield, Garden City, Pierceville, Ingalls, Cimarron and 
Dodge City. Branch lines are provided for to Scott City and other 
towns in that section of the state. It wants authority to build the 
road, electric plants and telegraph and telephone systems. Its 
capital is placed at $5,000,000. Most of the men interested in the 
concern live in Colorado. The Kansas men on the board of directors 
are W. P. Humphrey, Syracuse; A. C. Campbell, Lakin; Andrew 
Russell, Dodge City, and A. H. Warner, Garden City. | 


PROPOSED EXTENSION OF TRANSIT FACILITIES IN 
PHILADELPHIA—An ordinance providing for an increase of the 
city of Philadelphia’s indebtedness $4,000,000, with which to build 
an elevated railroad from Front and Market streets to the Torres- 
dale Boulevard, has been introduced in select council by James 
Emery Byram. The bill was referred to the street railway com- 
mittee. The ordinance authorizes the mayor to enter into a con- 
tract for the construction of the railway from Front and Market 
streets to the terminal at the Torresdale Boulevard. . It is provided 
that the city shall lease the road to the highest bidder. Funds with 
which the city is to build the road are to be obtained by increasing 
the indebtedness by $4.000,000, the loan proposition to be submitted 
to a vote of the people. Such a railroad would tap a territory 
embracing more than forty-three square miles and containing a 
population of more than 324,000. 
facilities to residents of Frankford, Kensington, Richmond, Brides- 


burg and the eastern side of old Coopersville, which is now the 
thirty-third ward. 


DATES AHEAD. 

American Institute of Mining Engineers. Annual meeting, Chat- 
tanooga, Tenn., week of September 29. 

American Electrotherapeutic Association. Annual meeting, New 
York city, September 22-24. 

Central Electric Railway Association. Next bi-monthly meeting, 
Indianapolis, Ind., September 24. 

Illuminating Engineering Society. 
delphia, Pa., October 5-6. 

Empire State Gas and Electric Association. 
New York city, October 7. 


Kansas Gas, Water, Electric Light and Street Railway Associa- 


Annual convention, Phila- 


Annual meeting, 


tion. Annual meeting, Pittsburg, Kan., October 8-9. 


American Street and Interurban Railway Association. Annual 
convention, Atlantic City, N. J., October 12-16. 
. American Street and Interurban Railway Accountants’ Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Claim Agents’ Asso- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Engineering Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Manufacturers’ Asso- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 

Railway Signal Association. Annual meeting. Washington, D. C.. 
October 13-15. 

Order of the Rejuvenated Sons of Jove. Annual meeting, Buf- 
falo, N. Y., October 15-16. 

American Society of Municipal Improvements. Annual meeting, 
Atlantic City, N. J.. October 20-23. 

American Electrochemical Society. Fall meeting, New York 
city, October 30-31. 

Association of Car-Lighting Engineers. First annual meeting, 
Chicago, Ill.. November 18. 


NEW MANUFACTURING COMPANIES. 

BOSTON, MASS.—The Universal Electric Light, Power and 
Machine Company has been incorporated to deal in electrical sup- 
plies. The capital stock is $100,000. Albert L. Farr, of Stonington, 
Me., is president and treasurer. 


WILMINGTON, DEL.—The Automatic Cashier Machine Company 
has been incorporated to manufacture electrical apparatus. The 
incorporators are J. Charles Righter, Samuel Vance, Jr., both of 
Philadelphia, and Harry W. Davies, of Wilmington. The capital 
stock is $300,000. 
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ELECTRIC LIGHTING. 


BELLEFONTAINE, OHIO—The West Liberty electric plant has 
been sold to R. M. Keller, of Washington, for $10,000. 


SIOUX FALLS, S. D.—The business men and other residents of 
Scotland have decided in favor of an electric lighting system. 


ROCKFORD, ILL.—Improvements to cost in the neighborhood 
of $40,000 to $50,000 are contemplated by the Rockford Electric 
Company. 


DAYTONA, FLA.—The Daytona electric light plant, which was 
recently destroyed by fire, will be rebuilt. Bonds have also been 
voted for a city waterworks plant. 


BASTROP, TEX.—The Bastrop Water and Light Plant, includ- 
ing fixtures for the ice factory, was sold at public sale to T. A. 
Hasler for $12,281.40, one dollar more than the indebtedness on 
the plant. l 


CLINTON, MASS.—The Marlboro Electric Lighting Company has 
entered into an agreement with the Connecticut River Power Com- 
pany to secure a portion of its electric power from the plant at 
Vernon, Vt. 


NORTH PLATTE, NEB.—The electric light company has greatly 
enlarged its plant within recent months, the latest improvement 
being the installation of a new 250-horse-power boiler and a 150- 
kilowatt dynamo. 


LEXINGTON, KY.—The Kentucky Water, Heating and Illumi- 
nating Company, John A. Gary, president, has bought for $6,100 
the franchise for a new electric lighting plant in this city, auctioned 
by Mayor Skain. 


ARVADA, COL.—A special election has been called for Septem- 
ber 22 at which the citizens will vote upon the matter of granting 
a franchise to a newly organized company which purposes to light 
the town with electricity. 


LOGANSPORT, IND.—The contract for the new equipment to 
be installed in the Logansport municipal electric and power plant 
has been awarded to the Westinghouse Electric and Manufacturing 
Company at its bid of $27,907.94. 


CORPUS CHRISTI, TEX.—A charter has been granted to the- 


People’s Light Company, of this city, which will at once begin the 
installation of a $30,000 electric power and ice plant. This will be 
the second plant of the kind to be installed in Corpus Christi. 


SALISBURY, N. C.—The Southern Power Company is now 
Supplying current to the Salisbury & Spencer Street Railway Com- 
pany, in this city. The current is conveyed a distance of 104 miles 
and its use increases the capacity of the Salisbury electric plant 
from 600 to 4,000 horse-power. 


BUFFALO, N. Y.—The Buffalo General Electric Company has 
built a transformer station for the purpose of delivering power and 
lights, both arc and incandescent, to the Lackawanna district of 
West Seneca. The company will tap the wires of the Niagara, Lock- 
port & Ontario Power Company. 


NORFOLK, CT.—Excavations have been begun for the founda- 
tion of a building on the site of the Southern New England Tele- 
phone Company office, which was destroyed by fire several years 
ago. When completed thé new building will be used as a.substation 
by the Berkshire Power Company. 


BANGOR, ME.—The Bar Harbor & Union River Power Com- 
pany has its line completed from the power plant in Ellsworth to 
Bar Harbor, a distance of about twenty-three miles. Light and 
power are now being transmitted from Ellsworth to Bar Harbor, 
and a line is being built to Bangor. 


LIVE OAK, CAL.—The Live Oak & Encinal Lighting Corpora- 
tion is being formed by Live Oak business men. It is proposed to 
run wires from the substation at Encinal along the public road to 
Live Oak and place lights on about every third pole that carries 
the wires of the Bay Counties Power Company. 


BOYSEN, WYO.—Work on the dam of the Big Horn Power Com- 
pany, which was suspended several months ago when a controversy 
as to the height of the dam arose, has been resumed. The dam 
will be thirty-five feet in height and will make possible the genera- 
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tion of 10,000 electrical horse-power from the flow of the Big Hom 
River. 

NIAGARA FALLS, N. Y.—The Ontario Power Company is con- 
structing an entirely new transmission line to Welland, Ontario. 
At the river, west of Niagara Falls, Ontario, the poles are seventy- 
five feet high. Three cables have been strung and three more are 
to be added. From the river the company has its own right of way 
paralleling the line of the Michigan Central Railway. 


MACUNGIE, PA.—At a meeting of citizens the Macungie Elec- 
tric Light, Heat and Power Company was organized. Charles H. 
Neumoyer was elected president of the company; Postmaster H. L. 
Hertzog, treasurer; W. N. Decker, secretary; Charles Boettger, 
H. B. Weaver, C. O. Shimer, Adam B. Neumoyer and Charles H. 
Neumoyer, directors. The capital stock was placed at $5,000. 


TABOR, IOWA—On September 21 the people of Tabor will vote 
on the granting of a franchise to the Malvern Light and Power 
Company. This company proposes to run a wire from its plant at 
Malvern to supply the necessary current. It will cost the Malvern 
concern $15,000 to enlarge its plant for this purpose. To aid in 
the enterprise thirty-five citizens of Tabor have subscribed ,for 
$7,500 of the bonds. 


BUFFALO, N. Y.—Plans for the proposed electric lighting system 
at the city hall will soon be completed by J. J. O’Leary, the elec- 
trical expert engaged by the board of trustees for that work. Mr. 
O’Leary and Trustees Bisgood, Zittel and Steul have returned from 
a trip of inspection to Harrisburg, Pa.; Philadelphia, Pa.; Washing- 
ton, D. C.; Baltimore, Md.; Trenton, N. J.; New York city and 
Syracuse, where they examined the lighting systems of the public 
buildings. 


WAUWATOSA, WIS.—The common council has entered into a 
five-year contract with the Milwaukee Electric Railway and Light 
Company under which the company will.at once install a system 
of Nernst lamps. A total of 112 of these lights will be placed, with 
possibly twenty-seven more within a short time. The contract is 
for an all-night service, the city to pay $21 per lamp per year. In 
order to operate these lights it will be necessary for the company 
to rewire a part of its system. 


SANTA ROSA, CAL.—At the annual meeting of the Cloverdale 
Light and Power Company A. Sbarboro was chosen president, 
P. C. Rossi vice-president, and A. E. Sbarboro secretary and man- 
ager. C. A. Feldmeyer was reappointed superintendent of the com- 
pany. The work of the past year was found to be very satisfactory 
and it was planned to extend the lines of the company north and 
south of Cloverdale, and also to cross the Russian River and supply 
light and power for the many residences in the rural section there. 


ASHEVILLE, N. C.—Extensive improvements are to be made by 
the Asheville Electric Company. The expenditure will amount to 
between $25,000 and $30,000 for new transformers, switchboards and 
other apparatus for utilizing the current obtained from the Weaver 
Power Company as well as the reserve of the steam plant. On 
account of the increased business of the company the new equip- 
ment will be more extensive than that which it will replace and, 
to accommodate it, an addition to the power-house, costing about 
$5,000, will be required. 


FALL RIVER, MASS.—At the annual meeting of the Tiverton 
Electric Light Company officers were re-elected as follows: Presi- 
dent, John R. Hicks; clerk, George R. Lawton; treasurer, Owen 
Durfee. Directors: Edward L. Anthony, Rufus W. Bassett, Robert 
S. Goff, Albert F. Dow, Frederick O. Dodge, Fall River; John R. 
Hicks, George R. Lawton, Tiverton. It was reported at the meeting 
that the work of constructing the lines in Tiverton would probably 
be begun at an early date. The power will probably be furnished 
by the Fall River Electric Light Company. 


NEW PUBLICATION. 


“THE FUTURE OF ELECTRICITY’—The New York Electrical 
Trade School has reprinted a lecture entitled “The Future of Elec- 
tricity,” which was delivered to the students of the school by Pro- 
fessor Charles P. Steinmetz in the lecture hall of the American 
Institute of Electrical Engineers last fall. This lecture is full of 
helpful and hopeful information for the younger man, and its 
reading will prove a decided stimulus to the student who is ambi- 
tious to succeed and become a factor of importance in his chosen 
profession. 
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ELECTRIC RAILWAYS. 


KANSAS CITY, MO.—The Kansas City & Olathe Electric Rail- 
way has been completed between Rosedale and Shawnee. 


MACON, GA.—The Macon Railway and Light Company is install- 


ing new machinery in its power plant in Macon. More than $50,000 
will be expended. 


ROCHESTER, N. Y.—The Buffalo, Lockport & Rochester elec- 
tric line is now in operation as far as Albion. It is hoped to have 
the system completed to Buffalo by November 1. 


STERLING, ILL.—The people of Tampico Township have raised 
the sum of $15,000 for the purchase of bonds of the new interurban 
line that is being proposed between Tampico and Hooppole. 


LITTLE ROCK, ARK.—A 1,500-horse-power turbine engine is 
being installed in the power nouse of the Little Rock Railway and 


Electric Company. The new engine is one of the largest in use in 
the South. 


MARSHALL, TEX.—Marin Turney has made application for a 
franchise to build an electric car line in the city. He guarantees 
to build one and three-quarters miles of track and to operate the 
same within the first thirteen months. 


CAIRO, ILL.—Announcement is made that the Cairo Electric 
Traction Company and Cairo City Gas Company have been bought 
by the McKinley traction system, which will control all the public 
lighting and traction facilities of this city. 


NEW CASTLE, PA.—James Strawhecker, of Zelienople, presi- 
dent of the proposed Wampum-New Castle street railway, states 
that he expects to begin active work in a short time. The line is 
to come through West Pittsburg and South New Castle borough. 


DULUTH, MINN.—The Duluth Street Railway Company, now 
operating under a franchise which still has twenty-three years to 
run, has applied to the secretary of state for new articles of incor- 
poration to extend fifty years from date, with a capital of $1,500,000. 


LAPORTE, IND.—Electric cars will run direct between Michi- 
gan City and Louisville within eight weeks. The recent completion 
of the Laporte extension of the Murdock lines leaves but one small 
gap, that between Peru and Warsaw. Three cars will make the 
trip each day. 


OKLAHOMA CITY, OKLA.—lInformation has been received from 
G. B. Stone, the president of the Chamber of Commerce, who is now 
traveling in Europe, to the effect that a company made up of Vienna 
capitalists is being organized for the construction of a trolley line 
from Oklahoma City to Wichita Falls, Tex. 


HASTINGS, PA.—The Barnesboro Construction Company has 
been awarded a contract by the Northern Cambria Street Railway 
Company for the construction of an extension of the system from 
Barnesboro to Hastings. The street railway company has already 
invested $400,000 in its line from Patton to Barnesboro. 


REDWOOD CITY, CAL.—Supposedly representing the interests 
of the Southern Pacific Company in its plans to spread a network 
of electric railways throughout the peninsula, S. M. Snyder, a 
realty promoter and agent for North Fair Oaks, has secured the 
consideration of the trustees to his plan for an electric road through 
the city. 


CHESTER, PA.—A movement has been begun to establish a 
trolley line between this city and West Chester, the route of the 
proposed road to pass through Village Green, Concord, Thornton 
and Westtown. All the property owners in that section are in 
favor of the project. It is expected that the road will be staked 
out at an early date. 


OKLAHOMA CITY, OKLA.—Surveys on an interurban electric 
line from El Reno to Oklahoma City by way of Yukon have been 
started. The road will parallel the Rock Island tracks between 
Yukon and El Reno, touch the Oklahoma City street railway system 
at Belle Isle and enter Oklahoma City over the local company’s 
tracks. Maney Brothers and Henry Schafer, promoters, have applied 
for an increase in capital stock from $25,000 to $1,000,000. The line 
will be known as the El Reno Cable and Trolley Company. 

GOUVERNEUR, N. Y.—A trolley road is proposed for this sec- 
tion of the state. A. A. Potter, in behalf of the parties interested, 
has circulated a petition among the business men of this village 


asking them to agree to give the company their freight business. 
The petition receives the signature of practically every firm. The 
right of way of the entire distance of 100 miles has been secured, 
and as soon as the franchise is granted a survey of the proposed 


route will be made and active operations on the construction of the 
road begun. 


HAMILTON, OHI1O—Stockholders of the Cincinnati Northern 
Traction Company have elected the following directors: George B. 
Cox, Bensom Fodaker, Charles Richardson, N. S. Keith and L. A. 
Ireton, of Cincinnati; O. V. Parrish, Peter Schwab and W. C. 
Shepherd, of Hamilton. The directors elected George B. Cox presi- 
dent, W. C. Shepherd vice-president, and F. R. Williams, of Cin- 
cinnati, secretary and treasurer. 


DES MOINES, IOWA—George W. Adams, president of the Iowa 
& Omaha Short Line Railway Company, states that the preliminary 
work is well under way and actual construction on the new line 
will begin the coming spring. Most of the right of way has been 
taken and the surveyors are in the fleld. The line as proposed 
will run from Des Moines to Omaha by way of Dallas Center. 
Panora, North Branch, Exira, Elkhorn, Walnut, Oakland, Carson, 
Treynor and Council Bluffs. 


ASHEVILLE, N. C.—On application of the Asheville Electric 
Company and other creditors, the Asheville Rapid Transit Com- 
pany, on its admitted inability to meet its liabilities, has been 
placed in the hands of a receiver, Judge Ward appointing John P. 
Arthur to take charge of the property. Under order of the court 
the receiver will operate the railway, as at present, from the Golf 
Links station to Craggy station, a distance of: five miles, but no 
effort will be made to operate the Overlook Pari line from the Golf 
station to the top of Sunset Mountain. 


BATH, N. Y.—There is a possibility that the Sodus Bay Rail- 
road which was abandoned thirty years ago, when it was finished 
and ready for the rolling stock, may be constructed. Former Con- 
gressman Haines, with several capitalists and railway promoters. 
has been looking over the roadbed. The promoters entertain the 
idea that it would be feasible to build the road as an electric line. 
The Sodus Bay road was abandoned because several of its principal 
promoters yielded to the interests of the Fall Brook road, which 
paralleled the Sodus Bay line from Corning to Lyons. 


ASHEVILLE, N. C.—Work on the construction of the electric 
line from Weaverville to Asheville, a distance of nine miles, is now 
well under way, and it is expected that the grading and trestle 
work will all be completed within sixty days. It is the purpose of 
the Weaverville Electric Company, the corporation building the 
road. to have cars in operation by late fall. It is learned that the 
promoters of the Weaverville-Asheville electric line purpose extend- 
ing the line further into North Buncombe and make it penetrate 
the Barnardsville section and on to the Yancey county line. It is 


believed that the line will ultimately be extended to Burnsville, in 
Yancey County. 


HUNTSVILLE, ALA.—A controlling interest in the Huntsville 
Railway, Light and Power Company is said to have been acquired 
by Ed. L. Pulley and his associates, who have incorporated the 
Huntsville, Chattanooga & Birmingham Railway, Light and Power 
Company. The incorporators are Mrs. Jimmie V. Lowry, of Hunts- 
ville; Dr. William J. Pulley, of New York; N. O. Wallace, of Fay- 
etteville; Charles H. Pulley and Ed. L. Pulley, of Huntsville. 
Officers have been elected as follows Mrs. Jimmie Lowry, president; 
Dr. Wm. J. Pulley, vice-president: N. O. Wallace, secretary; Charles 
H. Pulley, treasurer, and Ed. L. Pulley, general manager. The 


authorized capital stock is $50,000, of which $31,000 has been 
paid in. 


GALESBURG, ILL.—The Galesburg, Aledo & Northwestern Rail- 
road Company has been organized with a capital of $10,000 to run 
through the counties of Knox, Warren and Mercer to the city of 
Aledo. The read will then proceed through Rock Island County 
to Rock Island, and thence to Muscatine, Iowa. The articles of 
incorporation call for a charter of fifty years’ duration, the govern- 
ment of the company to be in the hands of a board of directors and 
such executive officers as may be provided for in the by-laws. The 
prospects for the line are growing brighter each day and at present 
practically all doubt as to the building of the road has disap- 
peared. The subscription books will be opened and work on the 
line commenced in a few weeks. 
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PERSONAL MENTION. 

MR. H. A. GRANT has assumed the position of general manager 
of the Orlando Water and Light Company, of Orlando, Fla. Mr. 
Grant has had a wide experience in the electrical field, having been 
identified with the Florida Electric Company, of Jacksonville, Fla., 
for the past seven years. 


MR. C. M. NININGER has been appointed district commercial 
manager of the Southern Bell Telephone and Telegraph Company, 
with headquarters at Montgomery, Ala., succeeding Edward Lyle, 
who has been promoted to the position of general right of way 
agent, with headquarters at Atlanta, Ga. 


MR. WALTER P. SCHWABE has been appointed manager of the 
Northern Connecticut Light and Power Company, succeeding 
Parker H. Kemble, who has hitherto acted as both president and 
manager of the company. Mr. Schwabe for fifteen years was in 
charge of the Rutherford (N. J.) plant of the Public Service Cor- 
poration of New Jersey. 


MR. CLARENCE GIBSON, formerly manager of the Uniontown 
(Pa.) district of the Bell Telephone Company, has been placed in 
charge of the Washington, Pa., district, succeeding J. H. Clune, 
who has been made superintendent of the Butler exchange. Ernest 
Ritter, district manager of the company at Easton, Pa., has been 
transferred to Allentown in order to keep in closer touch with the 
plant and traffic department which is located at that place. The 
Easton office is now under the management of R. D. Frame. 


OBITUARY NOTES. 

DR. HENRI BECQUEREL died in Paris, France, last month, at 
the age of fifty-six. Although it is to his pupils, the Curies, that 
the discovery of radium is due, this discovery was made in carry- 
ing out a systematic research to investigate the cause of the 
invisible rays which Becquerel had found to be emitted by certain 
compounds of uranium. His announcement that photographic plates 
enclosed in a light-tight box with uranium salts were acted upon 
actinically was at first received with a considerable amount of 
skepticism, but this, on the whole, formed the basis of the field 
of research which since that time has opened up. 


PROFESSOR E. E. N. MASCART died at Paris, France, on 
Tuesday, August 25, at the age of seventy-one. After graduating 
from the College of Valenciennes at the age of nineteen, Mascart 
became a teacher at the Lycées of Lille and Douai. In 1858 he 
entered the Ecole Normale Superieure, where, after completing 
his course, he remained until 1864 as assistant on the teaching staff. 
After filling chairs of physics at Metz and Marseilles he was called 
in 1868 to Paris to take the position at the College of France of 
adjunct professor to Renault. On the death of the latter he suc- 
ceeded to the full professorship. During the Franco-Prussian war 
he served as assistant director of the cartridge and arms factory 
at Bayonne. In 1878 he was appointed director of the Central 
Meteorological Bureau of France, from which position he retired 
only recently on account of ill-health. In 1878 he published his 
“Treatise on Static Electricity,” in two volumes, and between 1882 
and 1886 his work entitled “Lessons in Electricity and Magnetism,” 
which he prepared with Professor Joubert as collaborator, appeared. 
In 1892 he published his “Treatise on Optics,’ and in 1900 his 
“Treatise on Terrestrial Magnetism.” During the greater part of 
his life he was one of the most active figures in the scientific 
circles of Paris. He was a member of the Academy of Sciences, 
and served as president of the Physical Society, the International 
Society of Electricians, the Meteorological Society and the Associa- 
tion for the Advancement of Science. He served also as president 
of the Committee on Commerce and Manufactures attached to the 
French Ministry of Commerce and as president of the Commission 
of Inventions for the Army and Navy. He took a leading part in 
the several international electrical congresses held in Paris, namely, 
those of 1881, 1889 and 1900, and was a delegate of the French 
Government to the International Electrical Congress of Chicago in 
1893. He was a Grand Commander of the Legion of Honor. 


ELECTRICAL SECURITIES. 

The course of the market was generally downward and irregular 
all last week, some of the declines assuming considerable propor- 
tions. A feature of the selling was the aggressive bear pressure 
and the liquidation of stock which had been held for some time. 
The adverse factors appear to be the inclination toward a firmer 
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money market, with advance in foreign exchange, and the passing 
of dividends by several prominent industrials. The government 
crop report was not considered especially satisfactory, but, on the 
other hand, a very favorable development was the court decision 
declaring the commodity clause of the Hepburn act unconstitu- 
tional. Developments indicate that the return to industrial activity 
is to continue comparatively slow. A compilation of railroad earn- 
ings for the first six months of this year shows a gross decrease 
of $235,000,000, while the net loss appears to be about $65,000,000. 
For the month of August the gross decreased 13.8 per cent, while 
for July the gross loss was 17.2 per cent, the net decreasing 8.1 
per cent. 

Dividends have been declared upon the following electrical secu- 
rities: United Gas Improvement Company; regular quarterly divi- 
dend of 2 per cent, payable October 15 to stock of record September 
30. Chicago Telephone Company; regular quarterly dividend of 
2% per cent, payable September 30; books close September 26, 
reopen October 1. Quarterly dividend of 1% per cent on the stock 
of the Manhattan Railway Company, guaranteed by the Interbor- 
ough Rapid Transit Company, payable October 1 to stock of record 
September 11. United Traction and Electric Company; regular 
quarterly dividend of 11⁄4 per cent, payable October 1. Cumber- 
land Telephone and Telegraph Company; have declared a quar- 
terly dividend of 2 per cent, payable to stock of record September 
20; this is an increase of 14 per cent quarterly, the rate heretofore 
having been 1% per cent quarterly. West End Street Railway Com- 
pany; regular semiannual dividend of $1.75 on the common stock, 
payable October 1; books close September 21 and reopen October 2. 
Portland Railway, Light and Power Company of Oregon; regular 
quarterly dividend of 1144 per cent on the preferred stock, payable 
October 1 to stock of record September 15. Houghton County Street 
Railway Company; regular semiannual dividend of 3 per cent on 
the preferred stock, payable October 1 to stock of record Septem- 
ber 15. Toronto Railway Company; regular quarterly dividend of 
1%, per cent, payable October 1 to stock of record September 15. 
Union Traction Company, of Indiana; regular semiannual dividend 
of 2% per cent on the preferred stock, payable October 1 to stock 
of record September 25. Western Union Telegraph Company; quar- 
terly dividend of 1% per cent, payable October 15. Halifax Electric 
Tramway, Limited; quarterly dividend of 114 per cent, payable 
October 1. Ridge Avenue Passenger Railway; quarterly dividend 
of $3 per share; guaranteed by Philadelphia Traction Company, 
lessee. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED SEPTEMBER 12. 


New York: Closing. 
Allis-Chalmers common ................... 10% 
Allis-Chalmers preferred .............0.00- 3414 
Brooklyn Rapid Transit ................... 52% 
Consolidated Gas .............0ecceeeeceee 1514 
General Electric ........... 0. ccc cee ee eee 143 
Interborough-Metropolitan common ........ 113 
Interborough-Metropolitan preferred ....... 321% 
Kings County Electric ...............4.. "e 123 
Mackay Companies (Postal Telegraph and 

Cables) common ..............00ceeeee 6714 


Mackay Companies (Postal Telegraph and 
Cables) preferred ...............ccceee 


Manhattan Elevated .............. ccc cee 135 
Metropolitan Street Railway ............... 29% 
New York & New Jersey Telephone........ 113% 
Western Union .......... ccc ee ce eee eee 601; 
Westinghouse Manufacturing Company...... 741% 
Boston: Closing. 
American Telephone and Telegraph........ 129 
Edison Electric Illuminating .............. 230 
Massachusetts Electric .................00. 47 
New England Telephone .................. 118 
Western Telephone and Telegraph preferred. 75 
Philadelphia: Closing. 
Electric Company of America ............. 97% 
Electric Storage Battery common........... 38 
Electric Storage Battery preferred......... 38 
Philadelphia Electric ...............0.0 00. is) 
Philadelphia Rapid Transit ............... 20% 
United Gas Improvement .................. 873 
Chicago: Closing. 
Chicago Telephone ............-....02000- 151 
Commonwealth Edison .................... 107 
Metropolitan Elevated preferred ........... 44 
National Carbon common .................. 70 
National Carbon preferred ................ 109 
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NEW INCORPORATIONS. 
STAUNTON, VA.—Shenandoah Electric Company. $10,000. 


AU SABLE, MICH.—Eastern Michigan Power Company. $10,000. 


HARRISBURG, PA.—Portersville Telephone Company, Porters- 
ville. $12,000. . 


SPRINGFIELD, ILL.—Chatsworth Electric Company. To fur- 
nish light, heat and power. $25,000. Incorporators: L. A. Walter, 
J. B. Grotevant, G. W. McCabe, Chatsworth. 


INDIANAPOLIS, IND.—Morgantown Light and Power Company, 
Morgantown. $5,000. Directors: William T. Gibson, Jesse H. Deer, 
James A. Collett, Joseph H. Enos and William W. Davis. | 


INDIANAPOLIS, IND.—Public Service Telephone Company, 
Leesburg. $20,000. Directors: Abraham H. Brown, Frank Bortz, 
Henry E. Kinsey, John E. Armstrong and Walter H. Stanley. 


HARRISBURG, PA.—Carrick & Baldwin Street Railway Com- 
pany. $6,000. Officers: F. K. Martin, Pittsburg, president; J. C. 


Bily, F. K. Martin, J. G. Evans, S. T. Tone and W. B. Carson, 
directors. 


COLUMBUS, OHIO—Perry Electric Company, of Crooksville. 
$10,000. To establish and maintain an electric power plant at 
Crooksville. Incorporators. J. Edward Horn, J. C. Horn, Charles 
W. Runk, W. M. Runk and W. W. Hardy. 


INDIANAPOLIS, IND.—Logansport, Frankfort & Indianapolis 
Traction Company. To build an interurban line from Frankfort to 
Logansport. $25,000. Samuel H. Blakeslee and Allen G. Barone, of 
Cleveland, and Fred Cook, of Indianapolis. 


FAIRMONT, W. VA.—lIndependent Power and Light Company, 
of Fairmont. $150,000. To erect electric plants and perform all 
the functions to which such a plant can be applied. Incorporators: 


A. H. Donnally, L. C. Wyer, J. R. Linn, J. T. Hill, C. E. Mayers, all 
of Fairmont. 


JOHNSON CITY, TENN.—Unaka Traction Company. To build 
a street railway from Erwin to Johnson City, through Unaka 
Springs, to be operated by horse, steam or electric power. $10,000. 


Incorporators: Isaac Love, W. B. McNabb, A. M. White, F. B. Vines 
and J. A. Wilson. 


CHICAGO, ILL.—Chicago, Wheaton & Western Railway. To tap 
the region north of Wheaton, Ill, and connect with the Aurora, 
Elgin & Chicago electric line. $10,000. Incorporators: J. Sidney 
Condit, J. Percy Strickland. D. W. Peters, R. B. Tabor and H. C. 
Wood, all of Chicago. 


INDIANAPOLIS, IND.—Valparaiso & Northern Railway Com- 
pany. To construct, maintain and operate street and interurban 
railroads in Indiana. Its lines will run from Valparaiso, in Porter 
County, to and in the town of Chesterton. The concern is capital- 
ized at $10,000. Chicago capitalists are named as the incorporators. 


WHEELING, W. VA.—Wheeling, Cadiz & Tuscarawas Traction 
Company, Cadiz. To build a road connecting Bridgeport and 
Uhrichsville, and passing through Belmont, Jefferson, Harrison and 
Tuscarawas counties. $10,000. Incorporators: Barclay W. Rowland, 
Charles L. Scott, Charles F. Branson, William T. Perry, John F. 
Kennedy and G. W. Grissinger. 


EVANSVILLE, IND.—Evansville & Eastern Railway Company, 
of Evansville. To construct and operate street railway and inter- 
urban companies in Indiana and to furnish lighting facilities to 
Indiana cities and elsewhere. $10,000. Incorporators: John C. 
Lake, of Lake, Ind.; Marcus S. Sonntag, W. H. McCurdy, Albert F. 
Karges, William A. Koch and C. H. Battin, of Evansville. 


OMAHA, NEB.—Independent Transportation Company, of Coun- 
cil Bluffs. $30,000, consisting of 6,000 shares at a par value of $5. 
Incorporators: William Leahy, J. R. McPherson, Henry Sperling, 
J. R. Reed and A. T. Flickinger, of Council Bluffs. To carry on 
a general transportation business, including the carrying of persons 
and property in this city and adjacent territory. Officers: William 
Leahy, president; J. R. McPherson, vice-president; Henry Sperling, 
secretary; J. R. Reed, treasurer, 
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ANAHUAC, TEX.—A telephone line has been constructed be- 
tween Stowell and Anahuac. 


MIDDLETOWN, OHIO—The consolidation of the Bell and the 
independent telephone companies at West Elkton was effected 
recently, when the subscribers of the Bell company were transferred 
to the independent company. 


BOSTON, MASS.—The New England Telephone and Telegraph 
Company has secured control of the Northeastern Telephone Com- 
pany, the Lewiston-Auburn Telephone Company and the Cumber- 
land Telephone Company, three independents, operating in some 
twenty-five towns and cities in Maine. 


WINSTON-SALEM, N. C.—Manager E. H. Wilson, of the Southern 
Bell Telephone Company, reports that the company will be in its 
new quarters by the middle of October. A new switchboard is 
being installed and the old equipment in the present office in the 
municipal building will be discarded. 


MAUCH CHUNK, PA.—At a meeting of the stockholders of the 
Carbon Telephone Company, an independent line between Coal Dale 
and Summit Hill, it was decided to improve the service by extend- 
ing the line to Tamaqua on the west and Nesquehoning on the east, 


and connect at both places with the United Telephone and Telegraph 
Company’s lines. 


ST. JOSEPH, MO.—The Agency Telephone Company’s exchange, 
including all of the wires, instruments and reserve stock, has been 
sold to the Clinton County Mutual Telephone Company, of Platts- 
burg, by Dr. F. C. Owens, of Big Horn, Mont. Three considera- 
tions entered into the transaction. The purchaser paid Dr. Owens 
$1,000, released a debt of $300 due from Owens, and paid to E. W. 
Miller, of Agency, $4,532.56, secured by a mortgage on the plant. 
Suit against Dr. Owens for $300 was instituted in circuit court 
July 16 by the Plattsburg company, which alleged that it had been 
engaged to repair the Agency lines, and that it had performed 


services in March, April, May, June and July without recompense. 
The suit now will be dismissed. 


INDUSTRIAL ITEMS. 


THE ANDRESEN-EVANS COMPANY, Monadnock Building, Chi- 
cago, Ill, has published a handsome catalogue devoted to ore and 
coal-handling plants and grab buckets. 


THE FORT WAYNE ELECTRIC WORKS, Fort Wayne, Ind., 
in bulletin No. 1,111, describes and illustrates electric motor drives 
applied to machine tools. This is a very interesting bulletin and 


should be in the hands of all those interested in this phase of 
motor application. 


THE MINNEAPOLIS STEEL AND MACHINERY COMPANY, 
Minneapolis, Minn., announces that the Clarkfield Roller Mills and 
Electric Light Company, of Clarkfield, Minn., has placed an order 
for an eighty-horse-power Muenzel producer gas engine and suction 
gas producer for running its mill and electric light plant. 


THE HARVARD ELECTRIC COMPANY, 66 West Van Buren 
street, Chicago, Ill., announces that although its main factory and 
stock were seriously damaged by fire on August 28, it is in a posi- 
tion to take care of all orders. The eastern territory will continue 
to be supplied from the New York city office, and the Chicago factory 


has recommenced work with sufficient force to fill all orders 
promptly. 


THE COLONIAL SIGN AND INSULATOR COMPANY, Akron, 
Ohio, has issued an attractive booklet devoted to special porcelain 
for special purposes. This booklet describes a number of interesting 
types of fuse-box porcelains, lightning arresters, combination cut- 
outs, pendent signs, condulet covers, attachment plugs, panel termi- 
nals, switches, telephone accessories, third-rail insulators, cable sup- 
ports, strain insulators, gas-mantle products, solid porcelain re- 


flectors, raised sign letters, cutout bases, rosettes and resistance 
tube. 


THE GENERAL ELECTRIC COMPANY, Schenectady, N Y, 
has issued an attractive pamphlet giving a brief history of the 
material used in transformer construction and calling attention to 
the improved Type H transformer in the manufacture of which 
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the described steel is used. This publication is No. 3,687. Bulletin 
No. 4,611 is devoted to sewing-machine motors; bulletin No. 4,612 
describes the combination ammeter and voltmeter for automobile 
service, and bulletin No. 4,615 the Thomson direct-current test 
meter, Type CB-2. 


THE CENTRAL ELECTRIC COMPANY, Chicago, IN., is dis- 
tributing a circular announcing a ten per cent reduction in the 
price of Columbia tungsten lamps. Transportation on standard 
packages of Columbia tungstens will be allowed east of the Missis- 
sippi River, and a small additional charge will be made for delivery 
to other points. The company’s record of breakage for six months 
amounts to approximately two per cent upon the actual value of 
the lamps shipped. The company is carrying a complete stock of 
all sizes and styles of Columbia tungsten lamps. 


THE MOLONEY ELECTRIC COMPANY, St. Louis, Mo., has 
published a very handsome catalogue devoted to its high-efficiency 
transformers. These transformers are made with great care from 
material of the highest grade procurable. The design of the trans- 
former permits of the most economical distribution of copper, as 
well as the use of a sufficient cross-section to carry the current with 
a minimum loss. The all-day efficiencies of these transformers are 
very high, and some remarkable qualities have been demonstratea 
after numerous tests covering every characteristic of transformer 
performance. 


THE JENNEY ELECTRIC MANUFACTURING COMPANY, 
Indianapolis, Ind., it is announced, will break ground in the near 
future for a factory at Anderson, Ind., which will, when completed, 
be four times the size of the present establishment in Indianapolis. 
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This company has been in business for many years, and during the 
last few years has devoted itself largely to the manufacture of elec- 
tric motors for printing-press operation. When in its new quarters 
the company will enlarge its present line of alternating and direct- 
current motors and dynamos, and will become a more conspicuous 
factor in the manufacture of electrical machinery. 


THE ELECTRIC STORAGE BATTERY COMPANY, Philadel- 
phia, Pa., has issued “Hand Book IP,” which is a publication of 
special interest to dealers and contractors. It treats of the applica- 
tion of the “Chloride Accumulator” to small isolated electric light- 
ing and power plants for factories, residences, etc., where electric 
service from central stations is not available. It shows how the 
advantages of a twenty-four-hour electric service are made possible 
by the use of a battery of “Chloride Accumulators,” entering fully 
into the subject and giving illustrations of the types of batteries and 
switchboards required for installations of different capacities. 
Specifications and prices for complete installations are given. 


THE STANDARD GAUGE MANUFACTURING COMPANY, 
Syracuse, N. Y., announces that the Schaeffer & Budenberg Com- 
pany, of Germany, has sold its plant at Foxboro, Mass., to the 
Industrial Instrument Company, which was lately organized with 
Bennett B. Bristol, formerly of the Bristol Company, Waterbury, 
Ct., as its head. The Standard Gauge Manufacturing Company will 
operate the plant for the manufacture of gauges, recording instru- 
ments, etc., and the property will be deeded to it by the Industrial 
Instrument Company, as the same interests control both con- 
cerns. Watson E. Goodyear, of Naugatuck, Ct., will be president 
of the Standard Gauge Manufacturing Company; Bennett B. Bristol, 
treasurer, and Arthur F. Mundy, secretary. 


Record of Electrical Patents. 


Week of September 8. 


897,866. SIGNALING APPARATUS. George F. Atwood, East 
Orange, N. J., assignor to Western Electric Company, Chicago, 
Ill. Filed February 26, 1906. The instrument case contains the 
induction coil, condenser, relays, battery, magneto, switch, 
springs and ringing system. 


897,868. ELECTRIC IGNITION DEVICE OR SPARKING PLUG 
FOR INTERNAL-COMBUSTION MOTORS. Charles O. Bastian 
and George Calvert, London, England. Filed June 27, 1906. The 
ignition device is contained in a removable, renewable glass 
tube. 


897,960.— ELECTRIC Arc LAMP. 


897,906. LIGHTNING ARRESTER. Frank P. H. Knight, Keokuk, 
owa, assignor to Electric Service Supplies Company, Camden, 
N. J. Filed June 28, 1907. Separate paths are provided for the 
Circuit-breaker and the discharge. The circuit-breaker is adapted 
to open the circuit and close the circuit by the normal current. 


897,947. LIGHT FIXTURE. Arthur B. Wilson, St. Louis, Mo.. 
assignor of one-half to George T. Breen, St. Louis, Mo. Filed 
September 27, 1907. The hollow body is adapted to receive 


eee lamp-supporting arms, and is fitted with a flanged brace 
ring. 


897,950. SYSTEM OF ELECTRICAL DISTRIBUTION. Joseph L. 
Woodbridge, Philadelphia, Pa. Filed January 20, 1908. A rotary 
converter is connected between the alternating-current circuit 
and the transforming apparatus, and means are provided for 
responding to changes of electrical condition in the alternating- 
current circuit. 


897,960. ELECTRIC ARC LAMP. Pierre M. Capitaine, Les Lilas, 
France. Filed November 11, 1907. Means are provided for vary- 
ing the adjustment of both carbon-holders by means of series 
and shunt magnets. 


897,965. SYSTEM FOR TRANSMITTING ELECTRIC CURRENTS 
TO CARS. John J. Eagan, San Francisco, Cal. Filed Octo- 
ber 18, 1905. The train is electrically connected by means of 
mutually engaging rods curving downwardly at their ends to 
contact with side arms. 

898,030. SYSTEM OF REGULATION. Joseph Bijur, New York, 
N. Y., assignor to the General Storage Battery Company, New 
York. Filed April 4, 1906. A storage battery is used for com- 
pensating variations in the working circuit. 


898052. ELECTRIC ARC LAMP. Robert E. Leve, New York, 
N. Y. Filed January 22, 1908. The winding drum, brake-shoe 
and escapement wheel are mounted concentrically upon a single 
rotatable shaft. 


898055. ELECTRIC BATTERY. William MacMillan, New York, 
N. Y., assignor of one-half to Egbert Winkler and one-half to 
John J. Walsh, New York, N. Y. Filed August 18, 1902. The 
battery comprises a plurality of concentric elements located 
within a cloth-lined insulating exterior cylinder. 


898,058. MEANS FOR REGULATING DYNAMOELECTRIC MA- 
CHINES. Wilbur L. Merrill, Schenectady, N. Y., assignor to 
General Electric Company. Filed February 20, 1906. Means 
are provided to modify the voltage of the generator of the 
motor-generator set so as to maintain the speed of the motor con- 
stant independent of its load. 

898,061. FUSE BOX. Harry P. Moore, Newburyport. Mass., assignor 
to Chase-Shawmut Company, Boston, Mass. Filed April 8, 1907. 
The terminals are out of line with the fuse support. 

898,073. APPARATUS FOR SPEECH TRANSMISSION. Herbert 
E. Shreeve, Wyoming, N. J., assignor to American Telephone 
and Telegraph Company. Filed October 15, 1907. Means are 
provided for varying the magnetic flux traversing the induction 
coil. 

898,083. ELECTRIC LIGHT FIXTURE. William Amstalden, Ama- 
dor City, Cal., assignor of one-half to Aaron Weil, Amador City, 
Cal. Filed December 31, 1907. The lamp cord is contained in 
a casing provided with a spring-controlled winding drum, 
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898,086. MULTIPLE ELECTRIC FUSE CUT-OUT. : Wilhelm 
Boehm, Berlin-Charlottenburg, Germany. Filed June 8, 1907. 
A fuse comprising a plurality of independent sections is con- 
tained in an annular chamber and fed as may be necessary 
through a fuse-containing passageway. 


898,095. SIGNAL BOX. Frederick W. Cole, Newton, Mass., as- 
signor to the Gamewell Fire-Alarm Telegraph Company, New 
York, N. Y. Filed June 10, 1906. Means are provided for the 
transmission of selected different signals. 


898,097. TERMINAL FOR ELECTRIC CABLES. Charles W. Davis, 
Edgeworth, Pa., assignor to Standard Underground Cable Com- 
pany, Pittsburg, Pa. Filed Deeember 23, 1907. A combination 
multiple petticoat insulator having a conducting core and means 
for insulating a plurality of separate conductors. 


898,030.—SysTEM OF REGULATION. 


898,104. CIRCUIT-CLOSER FOR CALL BELLS. Robert Hender- 
son, U. S. Navy. Filed June 4, 1906. The weighted knob or 
handle contains a helical spring adapted to effect the closure 
of a circuit upon any increase of pressure. 


898,133. APPARATUS FOR PRODUCING VOLTAIC HIGH-CUR- 
RENT ARCS. Harry Pauling, Gelsenkirchen, Germany, as- 
signor to the firm of Salpetersiure-Industrie-Gesellschaft, 
G. M. B. H., Gelsenkirchen, Germany. Filed July 29, 1907. The 
arc is formed between a pair of curved electrodes, and means 


are provided for spreading out the arc in a strong magnetic 
fleld. 


898,055.— ELECTRIC BATTERY. 


898,189. ELECTRODEPOSITION OF ALLOYS. Sherard O. Cow- 
per-Coles, London, England. Filed August 2, 1907. The method 
consists in employing an anode of the alloy to be deposited, and 
an anode of each of the metals composing the alloy, and inde- 
pendently varying the current passing through the anodes of the 
metals of the alloy as desired. 


898,195. SUPERVISORY SYSTEM FOR TELEPHONE LINES. 
William W. Dean, Chicago, Ill., assignor to Kellogg Switchboard 
and Supply Company, Chicago, Ill. Filed October 31, 1903. 
Means are provided in connection with a supervisory relay to 
deprive the signal system of opeyating current. 


898,197. WIRELESS TELEGRAPH APPARATUS. 


tained radioelectric circuit. 


’ 


Halsey Dun- 
woody, U. S. Army. Filed May 21, 1907. A portable, self-con- 
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898,216. ELECTRIC RAILWAY CONDUIT. Elmer E. Granger, 
Chicago, Ill. Filed August 4, 1906. A flexible strip or connector 
in the conduit is capable of an undulatory movement through- 
out its length under the influence of polar magnets carried upon 
the car. 


898,218. ELECTRICAL PIANO-PLAYING INSTRUMENT. Alvan 
L. Hart, Burlington, Iowa. Filed November 29, 1902. The 
armature operates directly upon its magnets and transmits 
motion to the hammer. 


898,219. RAILWAY ELECTRIC SIGNALING. 
New York, N. Y. Filed May 10, 1905. This signal is biased to 
danger, and is normally electromagnetically restrained when its 
section is unoccupied by a car or train. 


898,220. CONTACT RAIL FOR ELECTRIC RAILWAYS. Job 
Hutchinson, New York, N. Y. Filed May 10, 1905. The rail 


proper and its flexible cover both afford metal] contact with the 
contact shoe. 


898,097.—TERMINAL FOR ELECTRIC CABLES. 


898,221. RAILWAY ELECTRIC SIGNALING SYSTEM. Job 
Hutchinson, New York, N. Y. Filed January 2, 1906. Means 


are provided for controlling the signals when the section is 
occupied by a car. 


898,283. TELEGRAPHONE. Harve R. Stuart, Wheeling, W. Va. 


Filed September 24, 1907. Means are provided for making the 
telegraphone instrument unresponsive. 


898,296. SYSTEM FOR CONTROLLING TRAINS. Paul Winsor, 
Weston, Mass., assignor to the Union Switch and Signal Com- 


pany, Swissvale, Pa. Filed August 12, 1905. A double-circuit, 
relay-control block-section signal system. 


898,313. ELECTRIC RECORDER FOR ICE PLANTS. William D. 
Cain and Wade H. Williams, Durant, Okla. Filed May 9, 1908. 
A detent closes the circuit upon the passage of a block of ice, 
and causes an index to be made on a dial system. 
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S98, 220.—ContTact RAIL FOR ELECTRIC RAILWAYS. 


898,324. ELECTRIC SIGNALING SYSTEM. Elmer R. Coe, Wil- 
kinsburg, Pa., assignor to the Union Switch and Signal Com- 
pany, Swissvale, Pa. Filed May 11, 1908. The track rails are 


provided with a signaling current from a high-potential system 
with a transformer interpolated. 


898,370. HIGH-TENSION MAGNETO. Edward B. Jacobson, Pitts- 
field, Mass., assignor to Pittsfield Spark Coil Company, Pitts- 
field, Mass. Filed January 16, 1907. The potential is built up by 
inductive windings and compound field magnets, with a con- 
denser in the primary. 


898.404. PROCESS OF MAKING ARTICLES BY ELECTROPLAT- 
ING. Thomas A. Edison, Llewellyn Park, Orange, N. J., as- 
signor to Edison Storage Battery Company, West Orange, N. J. 
A coating of copper is electroplated on a former, a film of nickel 
electroplated on the copper coating, and a film of fron electro- 
plated on the nickel film. 


Job Hutchingon, '’ 
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THE EVOLUTION OF THE LAWS OF 
THERMODYNAMICS. 

For his presidential address before the engineering section 
of the British Association for the Advancement of Science, 
which held forth recently in Dublin, Ireland, Mr. Dugald Clerk 
took the subject of the discovery and evolution of the laws of, 
thermodynamics. The address is entirely historical in nature, 
but there runs all through it a philosophical interlude which 
adds to the recapitulation the charm of casy reading and affords 
æ most satisfactory method of reviewing our knowledge of a 
subject dear to the heart and mind of all engineers, The story 
is romantic, too, and we can live over some of the struggles 
and gratifications which came to those sturdy workers who have 
done so much to place our scientific knowledge on a firm 
footing. | 

It seems almost absurd, however, in the light of our present 
knowledge and our superficial scanning of text-book information, 
that these discoveries were made only at such an expenditure of 
mental and physical effort. Notwithstanding the faet that 
steam-engine development had reached a very satisfactory stage, 
it was not until 1849 that Carnot evolved his famous theory 
of the functions of a perfect heat medium; and, even at that 
time, Carnot was very much in the wrong in not a few of his 
assumptions, With Dugald Clerk we go over the ponderings of 
Joule and Thomson, and we can see the latter, a voung man of 
mighty intellect, becoming impressed with Joule’s announce- 
ment and calling to the attention of those who very coolly re- 
ceived these statements their importance and the great field of 
opportunity that they opened up. We can almost. realize a 
psychological emotion at the joining together of these two in- 
tellectual forces, and we can only wonder, in the light of the 
subsequent achievements of these great minds, that they did not 
arrive earlier at their splendid conclusions. And, reading 
further, we are struck with amazement at the tenacity with 
which other brilliant minds clung to opinions which were 
finally overcome and rendered obsolete by later investigations 
and discoveries. 

This brings to mind at the present day the thought of the 
work which is now engaging the attention of some of our 
greatest intellects in the fields of wireless communication and 
the various phenomena connected with the study of radioactive 


forces, Surely it seems that the study of these forces requires 
a knowledge and an intellect and an ability for abstract reason 


ing the like of which did not exist in the problems connected 
with the laws of thermodynamics. Will culture haye advanced 
. € « $ 


to such an extent fifty vears hence that students, poring over 


457 


458 ELECTRICAL REVIEW 


their text-books, will wonder why Becquerel and Hertz, the 
Curies and Kelvin, Fessenden and Stone, Roos and Pickard, 
Marconi and De Forest, did not arrive at definite conclusions 
concerning the phenomena with which they were dealing with 
less expenditure of effort? Will it then seem that these things 
should have been more readily understood, or are we becoming 
bankrupt of intellectual and scientific resources, as was pointed 
out a decade ago—before Hertz and others of his scientific 
stature enunciated their wonderful theories concerning the ion 
and the atom of electricity ? 

When we realize the marvelous accumulation of information 
with which we have garnished our intellectual storchouses and 
read the history of this advance, we are impressed with the 
fact that for each problem there has been developed a mind 
sufficiently great to solve it, and we must feci that, even though 
at times the riddle of the universe seems imponderable, we shall 
still ascend peak after peak of learning and some day arrive, 
not at the stars, but sufficiently near to realize that they and we 
are made of the same clay. 


— — — "a — =~ 


A NEW DEPARTURE IN ILLUMINATING 
ENGINEERING. 

Within the last few years many central stations have realized 
that a field exists for the better use of illumination on the 
premises of certain custorners, and in an informal way some of 
the more progressive companies have from time to time gone 
out of their way to offer suggestions leading to improvement. 
The most notable step in this direction that has thus far been 
taken is the action of the Boston Edison Company in opening 
a special departinent of illuminating engineering on September 
1 at its main offices. This new branch of the company’s work will 
afford free consultation on the application of electricity to 
lighting problems for any of its customers who will take the 
trouble to call upon or send for the expert advice which is now 
at their disposal. The company believes that in helping its 
customers to use electricity most cfliciently it is creating a 
satisfied clientele which is a most valuable asset, and while in 
many cases the recommendations of the department will mean 
a reduction in the monthly bills of customers applying for 
advice, the fact that the prosperity of the company is intimately 
related to the prosperity of its cHents will in the long run work 
out to the general advantage of all concerned. 

For any public-service corporation to voluntarily take steps 
which may reduce a portion of its inmediate income requires a 
broad and courageous view of the business situation, and not a 
Httle faith in the intelligent appreciation of its customers of 
efforts to serve them well. In the last twenty-two years the aver- 
age cost of electricity to Boston Edison customers has been re- 
duced seventy-five per cent. The average dwelling and office cost 
has been cut fifty-eight per cent; stores, eighty-three per cent, 
and long-hour burners, cighty-seven per cent. Within the last 


two years the average cost has been reduced forty per cent. The 
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company has taken from the first an advanced and progressive 
position regarding the tungsten lamp and other high-efficiency 
units, and in starting the new department it is expected that 
the immediate effect of the recommendations will be to create 
general satisfaction with the policy of showing customers how 
to get the most and the best light for their money. The numer- 
ous inquiries immediately received after the opening of the 
department was announced show conclusively that the Edison 
company’s customers in Boston and its vicinity are thoroughly 
alive to the merits of a proposition of this character, and it.is 
expected that some remarkably interesting data will be accumu- 
lated within the next few months. We do not know whether the 
company formally intends to handle the power business in a 
similar way, but if the work of the illuminating division should 
he of a permanent character, it would be a logical step to carry 
the same idea into the motor field. To a large extent, of course, 
all progressive companies are glad to advise their customers as 
to the use of power, but the handling of such problems by a 
special branch of the central station organization affords a more 
systematic method of dealing with these semi-technical questions. 

That there is room for a great deal of improvement in both 
electric lighting and power applications can not be doubted by 
any one whose opportunities for observation cover a large part 
of this country. One of the reasons for this condition is the 
lack of the proper advice when the original installation is made, 
and another is the inadequate handling of the statistical end 
of the power and lighting problem by some of the central station 
organizations. All new and revised electrical installations call 
for more or less real engineering skill, and in many instances 
the purchaser has been entirely unwilling to pay for the advice 
of an experienced engincer in selecting his apparatus and its 
method of application to his peculiar conditions. The result has 
been that while many electric power installations are more effi- 
cient than the steam or other mechanical transmissions that 
preceded them, the bills are actually higher than would be the 
case if a skilled engincer had been given the chance in the first 
place to carefully study the conditions. Again, central stations 
are notoriously deficient in the filing of complete data of their 
power and lighting installations, so that when the commercial 
departments undertake to secure new business, many problems 
have to be figured without the advantage of referring quickly to 
the detailed facts. The costs of the installation may be filed 
with some care, but the particulars of the mechanical drive, 
speed ranges, normal and overload capacities are apt to be lack- 
ing. In the lighting field the same paucity of accurate data is 
notable. A company may have a complete list of all the mer- 
cantile houses, for instance, which have adopted the tungsten 
lainp in place of the gas are, but it will be unusual if its files 
contain any particulars of the installation in the line of room 
sizes, wall colors and height of installed lamps above the floor. 
It is not enough to tabulate the number of lamps replaced in 
each case. In a recent trip through about a dozen states in 


search of central station power data, only one company was found 
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which had the details of the pulley sizes in its possession, in 
connection with its applications of motor driving. 

These conditions will inevitably be remedied if the central 
stations find it profitable to take up and continue the advising of 
their customers along the lines started in Boston, and in cases 
where an outside engineer would clearly never be called in there 
is no doubt that much good may be expected from such a policy. 
Experience alone will tell just where the central station should 
cease to advise its customers and where the consulting .engineer 
should step in. Presumably the time is scarcely ripe as yet for 
highly successful independent practice in the minor problems 
of illuminating engineering, and in the smaller power applica- 
tions the cost of expert consulting advice from other sources 
than the central station or manufacturer’s staff is clearly pro- 
hibitive. In a general way it would seem that when the work is 
of sufficient magnitude to require the making of plans and speci- 
fications by an outside party, the central station should stand 
aside, furnishing its advice freely as before, but refraining from 
entering distinctly upon the consulting field through the prepa- 
ration of costly drawings, the writing of specifications and the 
supervision of construction. There is clearly a limit to the wise 
expenditures of a central station for advising its customers, but 
time alone will show where this limit falls. 

DESTRUCTION OF THE PARIS CENTRAL 
TELEPHONE EXCHANGE. 


Despatches from Paris state that on September 20 a dis- 


astrous fire destroyed the central telephone building and a 
portion of the post-office at the French capital. It is cstimated 
that the loss will approximate $6,000,000. 


the estimate for only the material loss, as no approximation can 


This is, however, 


be made of the loss incident to the prostration of business and 
the anxiety and mishaps which ensued from the tying-up 
for even a short time of the arteries of communication of a 
great cosmopolitan centre. Not only was telephonic communi- 
cation suspended, but the outhound telegraph systems were also 
put temporarily out of commission. Heroic work under the 
direction of the under secretary of posts and telegraphs soon 
re-established telephonie communication with London and 
Brussels from the Bourse and the post-office. Arrangements 
are being made to set up a provisional exchange to take care 
of commercial communication. 

For a long time the telephonic situation in Paris has been 
anything but satisfactory. 
review an article by the president of the Paris association for 


Only recently we had occasion to 


the improvement of the telephone service, in which it was 
emphatically deplored that the government was entirely in- 
competent to cope with the necessities of the situation, and 
advocating the turning over of the system to a private concern, 
Many leading business men of Paris hold the opinion that it 
is only by enlisting private capital in the enterprise that the 
vast amount of money necded to rehabilitate the system can 


be procured, as the government appropriation is entirely too 


ELECTRICAL REVIEW 459 


small, and the inertia of the government organization will not 
allow the present generation of business men in Paris to sccure 
the advantages of a modern system. It is deplorable indeed 
that Paris is thus so suddenly deprived of its telephonic com- 
munication, because, bad as the service may have been, it cer- 
tainly was a great improvement over no service at all. Now, 
however, that an accident has made it necessary for actual and 
materia] rehabilitation, it would be well for the government to 
give ear to the protests of those who need and use the telephone, 
and encourage the installation of a modern system built and 
operated, if need be, entirely by private capital. 


ee ee 


COMMERCIALISM. 

The convention of the Vermont Electrical Association, held 
at Bennington last week, was devoted mainly to a discussion of 
the commercial side of public utility work, the technical, or 
engineering, features of central station service being referred to 
only incidentally. The keynote of the situation was sounded in 
the presidential address, when it was declared that the technical 
problems had been pretty well solved, and that there was nothing 
essentially new to be discussed at the present time. Matters of 
public policy, of increasing the number of new customers and 
retaining those already on the books of the company, were to-day 
One of 


the speakers, a copious abstract of whose remarks appears on 


of prime importance to the central station manager. 


another page, made the bold statement that five years hence 
the engineering features would be incidental to what will then 
be regarded as a purely commercial proposition of manufactur- 
ing and selling a necessary commodity. Mr. Rae’s remarks in 
some directions are radical, and the sting will go deep and 
possibly hurt a good deal; but they should not be taken so much 
as an attempt to teach one one’s business as they should be 
regarded as the effort of the specialist to indicate possible lines 
along which special work mav be conducted. The men who 
are to-day foremost in developing plans for increasing the sale 
of current are not claiming to know much, if anything, about 
the enginecring features of central station work, but they do 
helieve that they know how to sell a product once it is available 
for the market. 

Now, we must realize that there is plenty of opportunity 
for each to help the other. The engineer will devote his atten- 
tion to making his station safe, his transmission system reliable, 
and to producing electricity at the lowest possible cost consist- 
ent with reliability. On the other hand, the executive depart- 
ment will unceasingly direct its efforts toward increasing the 
market for its product by, first of all, insisting that the public 
shall know that it is in business the same as any other manu- 
facturer, that its product is tangible and is subject to the same 
laws as any other manufactured product, and, while encouraging 
a monopoly of this service, indicate the same regard for its 
patrons as exists when there is the most open-handed and 
free-for-all competition. : 
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Vermont Electrical Association. 


Seventh Annual Convention, Held at Bennington, Vt., September 16 and 17. 


” HE seventh annual convention of the 
Vermont Electrical Association, 
held in Bennington, Vt.,- Sep- 

tember 16 and 17, was unique in several 
respects. There were only three numbers 
on the programme, and all of these were 
purely commercial. The fact is signifi- 
cant. “We feel that the technical prob- 
lems are pretty well solved and not 
especially new,” said President B. E. Lar- 
rabee in opening the meetings, “but the 
commercial questions are always new and 
we never tire of talking of how to get 
more new business without losing any of 
the old, how to create demands for cur- 
rent-consuming devices and how to make 
the use of electricity a necessity instead of 
a luxury.” 

The programme as announced was 
made up of papers by H. C. Rice, of 
Cleveland, Ohio, on “The Tungsten Lamp 
and Its Effect Upon the Smaller Central 
Station”; by Frank B. Rae, Jr., and 
George Williams, of New York, on “Com- 
mercialism”; by Henry L. Doherty, of 
New York, on “Public Service Corpora- 
tions.” Owing to a misunderstanding 
Mr. Doherty was unable to be present, but 
the association was fortunate in filling his 
place with an address on “State and Na- 
tional Electric Light Associations,” by T. 
Commerford Martin, of New York. Glenn 
Marston, of New York, also spoke on 
“Public Policy.” 

About 100 members and guests were 
present in the meeting room when Presi- 
dent Larrabee called the convention to 
order. 

Harry C. Rice followed with his paper 
on tungsten lamps, which combined a 
brief sketch of the technicalities of lamp 
making with much practical advice on the 
commercial aspects of high-efficiency 
units. In describing tungsten lamps, Mr. 
Rice showed specimens of the ore from 
which the metal tungsten is reduced, to- 
gether with samples of crude and refined 
tungstie oxid, pure tungsten in powdered 
form and finished filaments. He then 
launched into the commercial questions 
involved in the selling and renewing of 
these lamps, covering the subject at length. 

Comparisons were made between the 
tungsten lamp and the flaming are, gas 
arc, gas burner, Nernst lamp and various 
incandescent units, and arguments ad- 
duced to prove that there is no reason to 
fear the tungsten; rather that central 
station men should take the initiative and 


offer the new lamps rather than wait until 
they are driven into this field of lighting. 

In the discussion that followed many 
valuable points were brought out. H. W. 
Brown, of the General Electric Company, 
pointed out the difficulties and percentage 
of Joss in manufacture and stated that as 
the lamps come into more gencral use the 
price will gradually decrease. Their pres- 
ent high cost, he said, precluded free re- 
newals, but this was really an advantage 
as it served to educate the public away 
from the free renewal and made them ap- 
preciate the economy of high-efficiency 
units. Mr. Brown also talked at some 
length on the monthly rental plan which 
is being tried in various lovalitics. At 
Lowell, Mass., a flat rate of twenty-five 
eents per lamp per month is charged for 
tungsten renewals; at Elkhart, Ind., the 
rate is twenty-four cents for a forty-watt 
lamp, twenty-seven cents for a sixty-watt 
lamp and thirty cents for a 100-watt 
lamp. The plan, he said, was proving suc- 
cessful. 

Samples of the twenty-five-watt tung- 
sten lamp were exhibited and led to con- 
siderable discussion as to their effect. The 
feeling was expressed by several of those 
present that both this and the 250-watt 
size can hardly be considered as commer- 
cially available, though numbers have 
been installed in practical service with 
satisfactory results. The city of Hart- 
ford, Ct., Mr. Brown said, is about to 
instal] 250-watt tungstens for street light- 
ing in order to secure data on results. 
Mr. Larrabee stated that where a plant is 
loaded to its capacity, the tungsten lamp 
offers a means of saving investment in 
new generators and enables the lighting 
man to secure the same income from cus- 
tomers with longer hours of burning. 

The discussion of Mr. Rice’s paper oc- 
cupied the entire afternoon session. 

The evening session was held in the 
rooms of the Bennington Club and was at- 
tended by a number of the leading busi- 
ness and professional men of the city. 
The first item on the programme was Mr. 
Rae's paper on “Cominereialism,” in part 
as follows: 

Five years ago commercial engineering 
in the central station field was the doubt- 
ful side line of a technical business. Five 
years hence electrical engineering will be 
only incidental to what will then be an 
almost purely commercial enterprise. 

Five years ago, also, the lighting com- 


pany was—in the public mind—a monop- 
oly, a slimy serpent of graft and grab, pro- 
ceeding by devious and subterranean ways, 
debauching city officials, pre-empting pub- 
lie lands and franchises and robbing the 
widow and orphan. Five years hence it 
will be recognized generally that the cen- 
tral station is nothing more or less than 
a manufacturer and retailer of a necessary 
commodity. 

The reason for these changes may be 
summed up in one word—commercialism. 

DEFINITION, | 

Central station commercialism is even 
vet vaguely understood. To many man- 
agers of lighting plants it means little 
more than a spasm of hysterical advertis- 
ing. To others it means such advertising 
plus a season of brazen solicitation by 
underpaid canvassers. But to a few, per- 
haps one per cent of the central station 
managers of the country, it means the 
wise conduct of business along business 
lines, unhampered on the one side by too 
narrow engineering ethics or upon the 
other by political intrigue or financial 
jugglery. | 

It embraces—I name them in the order 
of their importanee—public policy, gen- 
eral management, soliciting, advertising. 

Let me define these briefly. 

PUBLIC POLICY. 

Public policy means the company’s atti- 
tude and policy toward the public. One 
point may well be remembered, however: 
public policy is not something to resolve 
about in board meetings and spread upon 
the records; it is the mainspring of daily 
routine. It applies not only to public 
officials, newspapers and important cus- 
tomers, but to the ignorant foreigner who 
kicks about his minimum bill. It apples 
whether you have indigestion or not; it 
must be maintained unchanged in the face 
of any accident to plant or lines; it must 
be followed by every man in the organiza- 
tion everv hour of the day. 

GENERAL MANAGEMENT. 

General management means what it says 
—eeneral management. It is part of 
commercialism—the most important part. 

The organization of a central station 
personnel parallels closely the layout of 
the plant and system. The board of 
directors is the prime mover. The general 
manager is the generator; the engineers, 
linemen, office foree and solicitors are the 
apparatus energized, all doing a variety 
of work over a large or small territory. 
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but all getting their impetus from one 
source. And just as the generator in your 
plant does not actually perform the work 
of the motors on the lines, so the real 
general manager does not do the work of 
his employés. It is commendable to be 
able to strap on a pair of climbers, shin 
up a pole and demonstrate to some mut- 
ton-headed lineman the right way to do 
his work—but it is poor management. A 
good manager would not have that kind 
of a lineman. 

This holds in all departments. The 
manager draws his pay for managing, not 
for being every employé’s superior in 
every branch of central station work. 
Successful management requires a certain 
amount of physical and mental leisure in 
which to ponder and plan. The man who 
clutters his brain with the detail of non- 
essentials will be unable to give clear- 
sighted, unhurried consideration to those 
larger problems which daily confront him. 
Of these problems nine out of ten are 
commercial. 

THE COMMERCIAL CAMPAIGN. 

First of these problems is the main 
plan of the commercial campaign; there 
must be one, whether or not a company 
employs solicitors and advertises. Just as 
one would not build a power-house with- 
out first sketching it out on paper, so there 
can be no commercial success without 
some sort of prearrangement. Without it 
you would only putter. 

Right here too many managers err. 
They confound a business-getting scheme 
with a commercial plan. They hit upon 
some such detail as the installing of signs 
on flat rates or of loaning tungsten fix- 
tures and renewing the lamps for a set 
sum per month. Those are schemes, not 
plans. 

A commercial plan is a broad policy of 
commercial advancement based upon the 
daily load-curve, the condition of the com- 
pany treasury, the status of the company’s 
securities, local business and political con- 
ditions and the manager’s ability as an 
organizer and executive. Such a plan has 
its foundation on the bed rock and its 
purpose is a commercial structure which 
shall endure indefinitely. (And here let 
me say parenthetically that makeshifts 
are the curse of America, and the manager 
who knowingly is content with a make- 
shift commercial plan writes himself down 
as a sloven or a fool. Happily, most such 
mistakes are the result of shortened per- 
spective. ) 

The petty detail of the day is so close 
to the eye and looms so large that one can 
scarcely see it in its true relationship to 
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the larger scheme of things. Like the boy 
in the fable, there are so many trees we 
can not see the forest. But if we recog- 
nize the difficulty its correction is easy. 

Having sketched your main commercial 
plan—once that is broad, solidly grounded, 
yet flexible enough to allow for technical, 
political or business developments—it 
will be found that the various business- 
getting schemes, devices and methods will 
take their proper places. There is an 
abundance of such schemes, all good when 
adapted to local conditions. Their danger 
lies in the tendency to adopt rather than 
to adapt. No two sets of local conditions 
are identical, and no two central station 
organizations are the same. The electrical 
fraternity is fortunate in that it is com- 
mon practice to interchange ideas and ex- 
periences, but when this intercourse re- 
sults in the method of one manager being 
copied exactly and slavishly by another, 
without regard to the dozens of peculiar 
conditions surrounding each, it is a de- 
cided disadvantage. Do not think from this 
that I advocate nothing but new and orig- 
inal schemes. The company that relies 
wholly upon the brains within its or- 
ganization will have a hard time. Gather 
ideas where you will—from the trade 
press, the manufacturer’s salesman, the 
experience of other industrics, from your 
fellow managers—take them where you 
find them, but make them your own. Fit 
them to your needs—adapt them to your 
organization—trim and cut or expand 
and enlarge them to meet your local con- 
ditions. 

SOLICITING. 

When it comes to the actual soliciting 
of a contract, adapt again your scheme to 
the specific case in hand. Make it fit not 
only your own requirements, organization 
and local conditions, but the particular 
needs and individual characteristics of the 
man whom vou solicit. This is impor- 
tant. Too many companies adopt an idea 
and then try to force it, willy-nilly, down 
the throats of their clients. It is a vain 
and saddening experience. Despite your 
best arguments to the contrary, the aver- 
ave business man will persist in believing 
that he knows something about his own 
affairs. Nine men in ten will rebel at 
the cut-and-dry scheme, the standard and 
uniform “free sign,” the ready-to-wear 
window lighting or store equipment. By 
all means have a general scheme, but make 
it flexible: allow for the idiosvne7asy (or 
idiocy, if vou prefer) of the individual 
customer. 

And give vour solicitors a chance to use 
that flexibility. At the risk of being 
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guilty of bragging, I may say that I sell 
sixty per cent of the men I call on. This 
is not the result of crafty salesmanship or 
superior intellect. It is because I never 
see a man with a sales proposition that 
has not been carefully adjusted to fit his 
needs and give him results. All his objec- 
tions are provided for and refuted in ad- 
vance. Not only that; the made-to- 
measure proposition is something which 
he can and will endorse immediately, en- 
thuse over and insist upon with the least 
possible delay. The central station sales- 
man can do the same. He knows—or 
should know—every customer in advance. 
He knows that man’s business, rating, 
character, possibilities, prejudices. What 
easier, then, than to fit the scheme to the 
man, instead of trying to stretch or com- 
press every man to a stock scheme? 

A trouble experienced by too many 
lighting companies is that they get results 
from only a very small percentage of their 
salesmen’s calls. This is not always the 
salesman’s fault; generally it is because 
they either insist upon too many calls or 
seem to the salesman to demand too great 
immediate results. And the salesman, 
hurrying from door to door like a book 
agent the last week before Christmas, 
neither prepares his way in advance nor 
leaves a friendly opening for a call back. 

In guiding salesmen, give them a little 
head, counsel them to patience and careful 
preparation, rehearse with them the day’s 
campaign. Then, when a critical moment 
comes, swing every ounce of weight, every 
breath of influence, to the aid of the man 
with the order book. And when he has 
won, be free with the praise that heartens 
him for the next conquest. The great 
mistake in this ficld consists in dubbing 
our salesmen “solicitors” and in looking 
upon them as a species of business-getter 
but one removed from the book agent— 
poorly paid, delegated with no authority, 
supported only when convenient. If you 
hire salesmen, hire good ones. Give them 
your confidence and support. Treat them 
like men, Cultivate and permit them to 
use their brains, tact, discretion. It pays. 

ADVERTISING. 

Advertising, as it is generally under- 
stood, has at best but a minor place in 
the central station commercial plan. The 
most effective printed advertising in the 
world will only carry a short way. It is 
simply a manifestation of the company’s 
public policy and to be effective must be 
reinforced by fair, liberal and tactful 
management, and followed up by clean, 
businesslike and earnest solicitation. 

But if we take the better and broader 
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meaning of the word, advertising is of 
next impottance to management. As now 
understood by the most thorough adver- 
tising men, the word embraces whatsoever 
influences the public mind as related to 
the company. Thus, the neat appearance 
of your office boy is good advertising. A 
sweet-voiced, tactful telephone operator ; 
a well-dusted window display ; an attentive 
receiving teller; a good-natured, likable 
meter-reader; a well-timed contribution 
to charity ; a good cigar and a warm hand- 
clasp offered in unison with sincerity to 
a Newspaper man; quick, courteous atten- 
tion to complaints; prompt apology for 
errors; earnest endeavor to serve any one 
anywhere at any time in matters electric 
—these are forms of advertising, and the 
best advertising. They cost nothing. 
They mark the successful manager. They 
are so intangible that one notes only their 
absence; their presence I have known to 
ward off municipal ownership and double 
dividends. 

A certain amount of printed advertis- 
ing is of course necessary and profitable, 
but it must be prepared with skill and 
care, If you have not the skill or lack 
time to bestow the care, hire it done. It 
is of the same importance and should 
have the same particular attention which 
your lawyer gives to a franchise or a con- 
tract. As a matter of fact, an advertise- 
ment is a contract and in some states can 
be enforced in court of law. 

The most successful printed advertising 
for a central station is that which reflects 
most broadly to the advantage of the city. 
Be an enthusiast for the town. Find the 
opportunities for bragging, and whoop it 
up. Next in importance is educational 
advertising—the A B C’s of electricity 
presented in words of one syllable. Such 
advertising lightens the work of your 
solicitor and brings voluntary inquiries for 
exact figures. Finally, there is the gen- 
eral publicity—interviews, personals, news 
of the company, write-ups of notable in- 
stallations which gratify the merchant, 
stories of the wonders of electricity which 
make folk appreciate your service. These 
are all advertising, all easy to secure, all 
profitable when published. 

Mr. Rae was followed by George Will- 
iams, who exhibited a large number of 
lantern slides showing interesting and 
spectacular examples of street, sign and 
outline lighting. Mr. Williams’s. remarks 
were brief comments on the installations 
shown, but he took pains to point out that 
the brilliant illumination of business 
streets serves the city as the best possible 
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municipal advertising and greatly in- 
creases all local business. The policy of 
the lighting company, he said, should be 
to do whatever it can for the city in which 
it operates; to arouse public spirit, insti- 
tute and encourage movements toward 
municipal betterments and make the 
people realize what a great and important 
part electricity plays in their prosperity. 
The views and remarks of Mr. Williams 
were received with enthusiasm, not only 
by members of the association, but by the 
business men present. 

lenn Marston was then introduced and 
gave a short talk on “Publie Policy,” say- 
ing, in part, “No farsighted public utili- 
ties man objects to reasonable state regu- 
lation; it is the unreasonable and munic- 
ipal regulation that harms. Nor do we 
object to municipal ownership as such, but 
to the false showings made by municipally 
owned plants which make the public be- 
lieve that such plants operate more cheap- 
ly than those owned by individuals or 
corporations.” He then stated that rea- 
sonable control, which should include 
municipal with private plants, would show 
that business men can conduct their busi- 
ness better than politicians can conduct 
similar business for a city and, if the 
truth were known, no city would ever 
want municipal ownership. In dealing 
with the work of public utilities commis- 
sions, Mr. Marston pointed out that they 
were as beneficial to the small company 
as to the large and said unreservedly that 
no public service law, honestly drawn for 
the mutual protection of public and com- 
pany, but would prove of immense benefit 
to the lighting industry. 

T. Commerford Martin made an able 
address on the purposes of associations 
and the advantage of joining with the Na- 
tional Electric Light Association. After 
sketching briefly the history of the indus- 
try and quoting figures to show its huge 
importance to-day, Mr. Martin said that 
the future lies wholly with the central 
station managers. Touching the subject 
of state control, he pointed out that the 
public service commission is not a menace 
but a dam which will, in future, hold 
back any tide of socialism or worse evil 
which may arise, and predicted that with- 
in ten years every state in the Union will 
have such a commission. Mr. Martin’s 


words in praise of the work done by utili- 
ties commissions in New York, Massa- 
chusetts and Wisconsin created a profound 
impression. 

The purpose of Mr. Martin’s address, 
however, was to urge the Vermont Elec- 
trical Association to co-operate with the 
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national association, and in this he was 
successful. | | 

The executive session was held just 
prior to the regular meeting on Wednes- 
day afternoon. The question of co-oper- 
ating with the state legislature in drafting 
a fair and equitable public-utilities bill 
was discussed at some length and steps 
taken toward this end. The matter of 
closer relationship with the National Elec- 
tric Light Association was also favorably 
considered. The following officers were 
elected : 

President, F. H. Parker, Burlington 
Light and Power Company, Burlington. 

First vice-president, James E. David- 
son, Consolidated Lighting 
Montpelier. 

Second vice-president, ©. E. Parker, 
Vergennes. 


Company, 


Secretary-treasurer, 
Manchester. 

Members of executive committee: Three 
years, C. C. Wells, Middlebury, and 
George S. Haley, Rutland. 

On Wednesday evening President Lar- 
rabee gave an informal dinner at the 
Bennington Club in honor of F. H. 
Parker, the incoming president of the 
association. The guests were: 

F. H. Parker, Burlington, president- 
elect Vermont Electrical Association. 

Hon. F. E. Howe, Bennington, repre- 
sentative to legislature and publisher of 
the Bennington Banner. 

Hon. C. H. Dailey, Bennington, col- 
lector of customs. 

I. E. Gibson, Bennington, president 
Bennington Club. 

O. M. Barber, Bennington, attorney. 

Colonel F. S. Richardson, Bennington. 

A. B. Marsden, Manchester, secretary- 
elect Vermont Electrical Association. 

George S. Haley, Rutland. 


T. C. Martin, New York, editor Elec- 
trical World. 


Harry C. Rice, Cleveland, vice-presi- 


A. B. Marsden, 


-dent G. I. Lamp Company. 


George Williams, New York, Henry L. 
Doherty & Company. 

Glenn Marston, New York. 

Frank B. Rae, Jr., New York, editor 
Selling Electricity. 

The clambake on Thursday was par- 
ticularly enjoyable. The members of the 
association and their guests left the head- 
quarters in the Putnam House at about 
10.30 for the picnic grounds and amused 
themselves with various sports until the 
bake, which was ready shortly after one. 
The bake was pronounced “the best ever.” 

E. D. Strickland came down from Buf- 
falo to direct a rejuvenation of the Sons 
of Jove. The ceremony was performed 
with much pomp and circumstance—and 
now nearly everybody in Vermont 18 8 
Jovian. 
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The Association of Edison 
IIluminating Companies. 
The annual convention of the Associa- 

tion of Edison Illuminating Companies 

was held at the Hotel Aspinwall, Lenox, 

Mass., September 15, 16 and 17. The 

convention was called to order on Tuesday 
morning, September 15, at 9.30 o’clock, 
and the presidential address delivered by 

Alex Dow, of Detroit, Mich. The report 

of the executive committee was presented 
by W. W. Freeman, Brooklyn, N. Y., sec- 
retary, and the report of the treasurer by 

Louis A. Ferguson, of Chicago. J. W. 

Cowles, of Boston, presented the report of 
the Committee on Meters. A paper en- 
titled “Measurements with Portable Test- 
ing Instruments” was read by F. P. Cox, 
of Lynn, Mass. The report of the Com- 
mittee on Electric Heating was presented 
by John F. Gilchrist, chairman. This 
was followed by a paper entitled “A 

Study of Residence Lighting.” The re- 

port of the Committee on Storage Bat- 

teries was presented by Louis A. Ferguson, 

Chicago, chairman, followed by a paper 

by P. S. Millar, of New York, entitled 

“A Review of the Policies Pursued by 

Edison Companies in Handling Incandes- 

cent Lamps.” The report of the Com- 

mittee on National Code was presented 
by William C. L. Eglin, Philadelphia, 
chairman. 

The second session was held on Tues- 
day evening. The report of the Commit- 
tee on Incandescent Lamps was presented 
by John W. Lieb, Jr., New York, chair- 
man. John W. Howell, of the incandes- 
cent lamp department of the General 
Electric Company, Harrison, N. J., de- 
livered a talk on “Recent Developments in 
Metal-Filament Lamps.” A paper en- 
titled “Probable Effects of the Higher- 
Efficiency Lamp on Central Station In- 
come” was read by E. F. Tweedy, New 
York. A paper entitled “A Self-Sup- 
porting Tungsten Lamp Campaign” was 
read by M. S. Seelman, Jr., of Brooklyn. 

The third session was held on Wednes- 
day morning, when the report of the Com- 
mittee on Steam Turbines was read by 
Charles N., Parker, Boston, chairman. A 
paper entitled “Operation of the Boiler 
Plant and Cost of Making Steam” was 
read by J. P. Sparrow, New York. A paper 
entitled “Supplementary to 1907 Paper, 
Steam Heating from Central Stations,’ ” 
was read by B. R. Fales, Detroit. A paper 
entitled “Modern Substation Apparatus” 
was read by E. M. Allen, Schenectady, A 
paper entitled “Single Versus Three- 
Phase Transformers for Distribution Pur- 
poses” was read by L. L. Elden, Boston. 
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A paper entitled “Short-Circuits on Alter- 
nators” was read by E. J. Berg. 

The fourth session was held on Wednes- 
day evening. The report of the Commit- 
tee on High-Potential Disturbances was 
presented by W. F. Wells, Brooklyn, chair- 
man. Dr. Charles P. Steinmetz delivered 
a lecture entitled “Electrical Engineering 
Problems of the'¥uture.” 

The fifth session was held on Thursday 
morning. ` Thè first paper was entitled 
“Some Advertising Notes, with Particu- 
lar Reference to the Advertising Value 
of the Display Room,” by Howard K. 
Mohr, Philadelphia. A paper entitled 
“The Status of the Special Customer” was 
read by James V. Oxtoby, Detroit. A 
paper entitled “Compensation to Injured 
Kmployés—Plan of the New York Edison 
Company” was read by E. M. Atkin, New 
York. The technical session was closed 
with a talk by Dr. Louis Bell, entitled 
“Lighting in Europe.” 

The following officers were elected for 
the ensuing year: 

President—W. W. Freeman, Brooklyn, 
N. Y. 

Vice-president — George H. Harries, 
Washington, D. C. 

Secretary—D. L. Huntington, Spokane, 
Wash. 

Treasurer—L. A. Ferguson, Chicago, 
Til. 

Executive committee—Samuel Insull, 
Chicago; Charles L. Edgar, Boston; John 
W. Lieb, Jr., New York; Joseph B. Mc- 
Call, Philadelphia; Thomas E. Murray, 
New York. 

— 0 
Meeting of Railway 
Commissioners. 


The annual meeting of the National 
Association of Railway Commissioners 
will be held at Washington, D. C., on 
October 6. This is the twentieth annual 
convention of the association. It is ex- 
pected that the Interstate Commerce com- 
missioners, the various commissioners who 
have been appointed by states throughout 
the Union, and prominent legislators, rail- 
road men and financiers will be in attend- 
ance. 

The committee to report on construc- 
tion and operating expenses of electric 
railways is composed of James S. Harlan, 
Interstate Commerce Commission; Milo 
R. Maltbie, Public Service Commission, 
First District, New York; J. C. Morris, 


‘Ohio; William J. Wood, Indiana; William 


Kilpatrick, Illinois; Hartford Erickson, 
Wisconsin; Orasmus R. Fyler, Con- 
necticut. 
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Pittsburg Section, American 
Institute of Electrical 
Engineers. 

The September meeting of the Pitts- 
burg (Pa.) section of the American In- 
stitute of Electrical Engineers was held 
in the lecture hall of the Carnegie In- 
stitute. The following officers were 
elected for the ensuing? year: Chairman, 
W. Edgar Reed; secretary, B. P. Rowe; 
executive committee, ©. B. Aucel, B. 
Rutherfoord, F. Uhlenhaut, Jr., C. W. 

Davis, E, B. Tuttle, Ludwig Hommel. 

Mr. Reed has had a broad experience 
in electrical engineering both in France 
and in America. Eas 

F. D. Newbury abstracted J. L. Wood- 
bridge’s paper on “The Application of 
Storage Batteries to the Regulation of 
Alternating-Current Systems,” He ex- 
plained how batteries were used in connec- 
tion with rotary converters having two- 
part split pole-pieces and also rotary 
converters having three-part pole-pieces. 

R. L. Flanders read a paper on the “Re- 
lay Type of Load Regulators for Storage- 


‘Battery Systems.” He explained by dia- 


grams how beautifully a relay can be used 
together with a battery to regulate the 
supply of alternating current through a 
rotary converter to produce a satisfactory 
supply of direct current. 

P. M. Lincoln said that the idea carried 
in all electrical engineers’ minds was that 
the ratio of the direct current to alter- 
nating current in a rotary converter was 
fixed; being for two-phase 1 to 0.7 and 
for three-phase 1 to 0.6. These ratios do 
not hold exactly and it has been known 
that by trimming the pole-pieces and giv- 
ing the proper back charge, the ratios 
could be modified. The idea of changing 
the field form in order to change the alter- 
nating-current and direct-current ratio is 
believed to be original with Mr. Wood- 
bridge. The two-part pole-piece rotary 
has the advantage of combining the func- 
tions of a rotary and regulator. The dis- 
advantages are that it will probably be 
more expensive, have a distorted wave- 
form, the power-factor can not be made 
unity, and the conditions are favorable 
for resonance with large cable systems, 
and also for hunting. 

J. L. Davis discussed Mr. Fessenden’s 
paper on “Wireless Telephony.” He ex- 
plained how the energy began to flow out 
into space from the antenna harp when 
the frequency became 85,000 and from 
that figure on to 100,000 the energy radi- 
ated increased from zero to nearly 100 
per cent. He also explained the design 
of a high-frequency generator, the ar- 


464 


rangement of Poulsen’s arc, and the 
marginal method of tuning invented by 
Fessenden. 

E. B. Tuttle spoke of the method of re- 
laying telephone messages from wire lines 
to wireless transmitters, and vice versa. 

S. P. Grace, in the discussion, spoke of 
the progress made in telephony. He 
-started with the “first form of telephone, 
that of iron rods driven into the ground 
-outside of forts to indicate to the de- 
fenders any attempt of an enemy to 
tunnel into the fort, and showed what 
rapid progress had been made in the art. 
He referred to some early letters on the in- 
vention of the telephone written by T. A. 
‘Edison to T. B. A. David. 


—_——___—_ 2» Ml 


American Society of Mechan- 
ical Engineers. 


The season of professional meetings of 
the American Society of Mechanical En- 
gineers will be opened on ‘Tuesday even- 
ing, October 13, by a meeting of the Gas 
Power Section in the Engineering So- 
cieties Building at 29 West Thirty-ninth 
street, New York city. 

H. L. Doherty, chairman of the Meet- 
ings Committee of the section, will pre- 
sent a report for discussion outlining plans 
for future work, and there will also be a 
discussion of standards to be used in gas- 
power work. | 

Two papers will be read, one by D. A. 
Harvey on gas-producer plants, with data 
upon costs, performance, etc.; and one 
by N. T. Harrington, giving the results 
of tests to determine the loss of fuel 
weight in a freshly charged producer, due 
to increase of ash contents in the fuel bed. 
-The first paper will be illustrated by lan- 
tern slides, showing actual plants and 
plans for the arrangement of apparatus. 


—_—_—-@-—— 


Large Water-Power Develop- 
ment on the Mississippi 
River. 

A 300,000-kilowatt water-power: plant 
is to be erected by Cooper & Powelson at 
Keokuk, lowa. The plans contcmplate 
damming the Mississippi River in the 
rapids at Keokuk. Current for electric 
light and power is to be supplied to Keo- 
kuk, Davenport, Burlington, Rock Island 
and other manufacturing cities and towns 
in that district, and eventually to St. Louis, 
Mo. Mr. Cooper owns the government 
franchise to build a dam across the Mis- 
sissippi River at Keokuk. 


the convention pier. 
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The Convention of the Ameri- 
can Street and Interurban 
Railway Association. 

The annual convention of the American 
Street and Interurban Railway Associa- 
tion and its affiliated and allied associa- 
tions will be held at Atlantic City, N. J., 
October 12, 13, 14, 15 and 16. The 
American Street and Interurban Railway 
Manufacturers’ Association is making 
great preparations for a magnificent ex- 
hibit, which will cover the entire area of 
Young’s million-dollar pier. One hun- 
dred and fifty different companies have al- 
ready been assigned exhibit space. The 
association booth for the registration and 
information of delegates and guests to all 
of the associations will be located at the 
Boardwalk entrance to the pier. The 
manufacturers’ association will also have 
a booth at the same place, which will take 
care of similar matters relating to the 
exhibitors and the members of that organi- 
zation. 

All of the meetings of the American as- 
sociation and of the Transportation and 
Traffic association will be held in the 
Greek Temple, near the outer end of the 
convention pier. The Accountants will 
hold their two sessions on Wednesday, at 
the Chalfonte Hotel, and their Thursday 
and Friday sessions in the Aquarium 
Court Hall, near the Boardwalk end of 
The Engineers will 
hold their Tuesday and Wednesday ses- 
sions in the Aquarium Court Hall, and 
their Friday session in the Greek Temple. 
The Claim Agents will hold all of their 
sessions at the Traymore Hotel. 

The following programme has been an- 
nounced : i 

ACCOUNTANTS ASSOCIATION. 

Tuesday, October 19—2 to 5 P. M.— 
Registration and badges. 

Wednesday, October 14—9.30 a. M. to 


.12.30 P. M.—Convention called to order. 


Annual address of president. Annual ré- 


port of executive committee. Annual re- 


port of secretary-treasurer. Paper—‘Or- 
ganization of the Accounting Department 
of an Electric Railway and Light Com- 
pany,” by A. R. Patterson, general auditor 
Savannah Electric Railway Company, 
Savannah, Ga. Report of Committee on 
Collection of Blanks and Forms, by 
Elmer M. White, secretary Accountants’ 
Association, Brooklyn, N. Y. Appoint- 
ment of Convention Committee. New 
business. | 

Wednesday, October 14—1 P. M.—“Get 


together luncheon.” 


Thursday, October 15—9.30 a. M. to 
12.30 P. m.—Paper—“Interline Account- 
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ing of Interurban Railways,” by W. H. 
Forse, Jr., secretary and treasurer Indiana 
Union Traction Company, Anderson, Ind. 
Paper—“Accounting Methods of a Hold- 
ing Company,” by P. S. Young, comp- 
troller Public Service Railway Company, 
Newark, N. J. Report of Committee on 
Standard Classification of Accounts and 
Form of Report. Report of Committee 
on International Standard Form of Re- 
port. Appointment of Nominating Com- 


mittee. 


Friday, October 16—9.30 a. M. to 12.30 
P. Mi—“The Effect of Electrification on 
the Accounting Methods of Steam Rail- 
ways,” by A. B. Bierck, general auditor 
Long Island Consolidated Electrical Com- 
panies, Long Island City, N. Y. Reports 
of Convention Committees. Report of 
Nominating Committee. Election of 
officers. Installation of officers. Ad- 
journment. 


ENGINEERING ASSOCIATION. 

Tuesday, October 13—9.30 a. M. to 
12.30 Pr. M.—Registration and badges. 

Tuesday, October 13—2 P. M. to 5 P. M. 
—Convention called to order. Annual 
address of president. Annual report of 
executive committee. Annual report of 
secretary-treasurer. Appointment of Con- 
vention Committees. Report of Commit- 
tee on Maintenance and Inspection of 
Electrical Equipment. 

Wednesday, October 14—9.30 a. m. to 
12.30 P. M.—Report of Committee on 
Standardization. Report of Committee 
on Power Generation. 

Wednesday, October 14—2 Pr. M. to 5 
P. M.—Report of Committee on Control. 
Appointment of Nominating Committee. 
Report of Committee on Power Distribu- 
tion. 

Thursday, October 15—9.30 a. M. to 
12.30 P. M.—Inspection of exhibits. 

Thursday, October 15—2 P. M. to 5 
p. M.-—Inspection of exhibits. 

Friday, October 16—9.30 a. m. to 12.30 
p, M.—Report of Committee on Car and 
Car-House Wiring. Report of Committee 
on Operating and Storage Car-House De- 
signs. Question box. 

Friday, October 16—2 P. M. to 5 P. M. 
— Report of Committee on Way Matters. 
Report of Committee on Economical 
Maintenance. General business. Report 
of Nominating Committee. Election of 
officers. Installation of officers. Ad- 
journment. 

CLAIM AGENTS’ ASSOCIATION. 

Monday, October 12—9.30 a. M. to 
12.30 p. M.—Registration and badges. 

Monday, October 12—2 P. M. to 5 P. M. 
—Convention called to order. Annual ad- 
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Annual report of 
Annual report 
Appointment 


dress of the president. 
the executive committee. 

of the secretary-treasurer. 
of Convention Committces. 

Tuesday, October 13—9.30 a. M. to 
12.30 P. m.—Paper—“The Organization 
of a Claim Department for a Small or 
Moderately Large Company, Including a 
School of Instruction as a Means of Pre- 
venting Accidents,” by Francis J. Ryan, 
M.D., Syracuse Rapid Transit Railway 
Company, Syracuse, N. Y. Paner—“The 
Claim and Its Disposition,’ by Peter C. 
Nickel, claim agent New York City Rail- 
way Company, New York, N. Y. 

Tuesday, October 13—2 P. M. to 5 
P. M.—Paper—“Uniformity in Claim De- 
partment Records and Accounts,” by John 
J. Reynolds, claim agent, Boston Elevated 
Railway Company, Boston, Mass. Paper 
—“The Duties of Claim Agents and Other 
Officials of Quasi-Public Corporations to 
the Public,” by Eugene R. Roberts, at- 
torney Knoxville Railway and Light Com- 
pany, Knoxville, Tenn. Appointment of 
Nominating Committee. 

Tuesday, October 13—8 r. w.—Social 
smoker and entertainment. (Place to be 
announced later.) 

Wednesday, October 14—9.30 a. M. to 
12.30 P. M.—Question box. Discussion— 
“The Medical Side of the Prevention of 
Accidents.” General business. Reports 
of Convention Committees. Report of 
Nominating Committee. Election of 
oflicers. Installation of officers. Adjourn- 
ment. 

TRANSPORTATION AND TRAFFIC ASSOCIA- 
TION. 

Monday, October 12—9.30 a. M. to 
12.30 P. M—Registration and badges. 

Monday, October 12—2 P. M. to 5 P. M. 
—Convention called to order. Congratu- 
latory address by Hon. W. Caryl Ely. 
Annual address of the president. Report 
of organization meeting. Annual report 
of the executive committee. Annual re- 
port of the seerctary-treasurer. Appoint- 
ment of Convention Committees. Reports 
of special committees. Paper—“How Can 
a Small Road Best Promote Traffic and 
Increase Its Revenue ?” by Ernest Gon- 
zenbach, general manager Sheboygan 
Light, Power and Railway Company, She- 
boygan, Wis. Report of Committee on 
Training of Employés. 

Tuesday, October 13—9.30 a. M. to 
12.30 P, M.—Paper—“Carrying of United 
States Mail on Electric Railways, Its Ad- 
vantages and Disadvantages, and the 
Compensation Therefor,” by C. H. Hile, 
assistant to vice-president Boston Ele- 
vated Railway Company, Boston, Mass. 


ELECTRICAL REVIEW 


Report of Committee on Freight and Ex- 
press. Paper—Progress to Date in Car- 
rving Freight and Express Matter by 
Electric Roads—Some Mistakes That Have 
Been Made and Their Remedy,” by C. V. 
Wood, general freight and passenger 
agent New England Investment and 
Security Company, Boston, Mass. 
Wednesday, October 14—9.30 a. M. to 
12.30 P. m.—Appointment of Committee 


on Nominations. Symposium—“‘The Pos- 


sibilities of a Well-Conducted Publicity 
Department,” by George Sabin Brush, 
clerk Transportation Department Boston 
Elevated Railway Company, Boston, Mass. 
B. R. Stephens, general traffic manager 
Illinois Traction System, Springfield, Ill. 
Charles E. Flagg, department of publicity 
Inland Empire System, Spokane, Wash. 
George H. Gall, publicity manager Wash- 
ington, Baltimore & Annapolis Electric 
Railway Company, Baltimore, Md. 
Charles W. Lamb, advertising expert, Mil- 
waukee, Wis. Report of Committee on 
Interurban Rules. 

Thursday, October 15—9.30 a. m. to 
12.30 P. M.—Paper—“The Operation of 
Multiple-Car Trains on  Inierurban 
Roads,” by D. F. Carver, receiver Trenton 
& New Brunswick Railroad Company, 
Trenton, N. J. Report of Committee on 
Passenger Traffic. Report of Committee 
on Rules for City Operation. General 
business. Report of Nominating Com- 
mittee. Election of officers. Installation 
of officers. Adjournment. 

@a—om——_—_ 
Canadian Bell Telephone 
Company Extending 
Its System. 

It is announced at Montreal, Quebec, 
that the Bell Telephone Company will 
spend $1,000,000 in improving the com- 
pany’s service in Ontario and Quebec. The 
company is building through lines from 
Toronto to North Bay, a distance of 230 
miles, to connect at the latter point with 
the Ontario Government system to the 
new districts of Ontario. Another line 
from Toronto to Parry Sound will be con- 
structed to embrace a number of summer 
resorts in the Muskoka lakes district. An 
additional telephone line direct between 
Montreal and Quebec has been completed. 

In Montreal the Bell Telephone Com- 
pany is erecting a new exchange building 
in the north end to be known as the St. 
Louis exchange. In Toronto the company 
will put up a building, five stories high, 
sufficient to accommodate 20,000 sub- 
scribers. <All long-distance work will be 
centred in this building. At Quebec a 
large addition is being built to the present 
exchange, which will be ready for occupa- 
tion in about three months. 
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Modern Science Club. 


The Modern Science Club will open its 
winter season at the club house, 125 South 
Elliott Place, Brooklyn, N. Y., with a 
smoker and entertainment on Tuesday 
evening, September 29. 

The following announcements are made 
for the first month of the lecture course: 
October 6, Almet R. Latson, president of 
the Union League Club, of Brooklyn, will 
deliver an address entitled “The Sources 
of Our Law”; October 13, quarterly meet- 
ing of the club; October 20, Emil F. Jen- 
nert, superintendent of the Manhattan 
Brass Company, will deliver an address 
entitled “Voting Machines”; October 28, 
George A. Orrock, mechanical engineer of 
the New York Edison Company, will. de- 
liver an address entitled “Central Station 


Design.” 
—_———_-@o——- 


Memoriai to Alexander 
Graham Bell. 

The people of Brantford, Ontario, have 
raised the sum of $40,000 for a memorial 
to Professor Alexander Graham Bell. It 
was just outside of the city that Professor 


Bell made his first successful experiments 
with the telephone, and Brantford has 
since been known as the “Telephone City.” 
With the money subscribed several blocks 
of land in the centre of the city have been 
purchased and will be turned into public 
parks. — : 
—___-@—-_—__ 
‘The October Meeting of the 
American Institate of 


Electrical Engineers. | 

The October meeting of the American 
Institute of Electrical Engineers will be 
held in the Auditorium of the Engineer- 
ing Societies Building, 33 West Thirty- 
ninth street, New York city, on Friday, 
October 9, at 8 P. M. At this mecting a 
paper entitled “High-Potential Under- 
ground Transmission,” by P. Junkersfeld 
‘and E. O. Schweitzer, of the Common- 
wealth Edison Company, Chicago, will be 
presented and discussed. | 
Nationai Electric Lamp Asso- 

ciation to Establish a 
Department of Physical 
Research. 

The engineering department of the Na- 
tional Electric Lamp Association, Cleve- 
land, Ohio, announces that Dr. Edward P. 
Hyde, now of the Bureau of Standards, 
Washington, D. C., after October 1 will 
organize and direct a department of phys- 
ical research under the auspices of, and at 
the expense of, the association. Dr. Hyde 
will operate his department with entire 
freedom from commercial suggestion, and 
with the same frank publicity which has 
characterized his work at the Bureau of 
Standards. 
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The British Association 
ee Meeting. a 


The annual meeting of the British As- 
sociation for the Advancement of Science 
was opened in Dublin, Ireland, on 
Wednesday, September 2, at the reception 
given to the council and delegates by the 
Lord Mayor and Lady Mayoress. The 
formal sessions began on Wednesday even- 
ing with the address of Francis Darwin, 
president of the association, in the course 
of which Mr. Darwin paid a touching 
tribute to the late Lord Kelvin, and stated 
that all kinds and classes of people alike 
lamented his recent death. 

On the morning of Thursday, Septem- 
ber 3, Dr. W. N. Shaw delivered his 
presidential address to Section A (mathe- 


matical and physical science). This ad- 


dress dealt almost entirely with meteorol- 
ogy. The remainder of this scction’s 
proceedings was of little interest to elec- 
trical engineers, with the exception of the 
report presented by Dr. R. T. Glaze- 
brook, of the Electrical Standards Com- 
mittee. 

Section G (engineering) listened to the 
address by Dugald Clerk, its president. 
This dealt with the discovery and develop- 
ment of the laws of thermodynamics. A 
portion of the address is printed elsewhere 
in this issue. Gerald Stoney read a paper 
entitled “Recent Advances in Steam Tur- 
bines.” The great progress which had 
been made in the building of turbines was 
called attention to. The largest steam 
turbine made in 1900 had a rated output 

of 1,000 kilowatts, while to-day there are 
~ quite a number of turbines installed with 
outputs ranging from 5,000 to 8,000 kilo- 
watts. ; 

On the morning of Friday, September 
4, a joint meeting of Sections A, B and G 
was held, the topic for discussion being 
entitled “Gaseous Explosions.” During 
the discussion of this subject Mr. Clerk 
stated that he had made some experiments 
with a view to ascertaining how com- 
pletely combustion was effected when the 
gascous mixture was exploded. With a 
mixture of one part of gas to seven of 
air he found that two and one-half per 
-cent of the gas had not undergone com- 
bustion, and that the same figure applied 
to a one-in-ten mixture. He was of the 
opinion, however, that if a higher degree 
of accuracy could have been obtained, the 
percentage of unconsumed gas would have 
heen five or six. 

. Sir William Ramsay read a paper en- 
titled “Do the Radioactive Gases ( Emana- 
tions) Belong to the Argon Serics?” A 
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paper entitled “On the Number and Ab- 
sorption of the Beta Particles Emitted by 
Radium” was read by W. Makower. A 
paper entitled “The Rate of Production 
of Helium from Radium” was read by 
Sir J. Dewar. 

On the morning of Monday, Septem- 
ber 7, Section A opened its session by a 
discussion of the topic “Theory of Wave 
Motion,” introduced by Professor Horace 
Lamb. A paper entitled “On the Measure- 
ment of Large Inductances Containing 
Iron” was presented by Sir Oliver Lodge 
and Benjamin Davies. 

Section G listened to the reading of 
three papers concerning gas production 
and use. These papers are as follows: 
“The Utilization of Peat for Making Gas 
or Charcoal with Recovery of By-Prod- 
ucts,” by Captain H. R. Sankey; “Pro- 
ducer Gas,” by J. Emerson Dowson, and 
“Suction Gas Producers,” by P. W. Rob- 
son. This session was concluded by the 
reading of a paper entitled “The Study of 
Breakages,” by R. Rosenhain, and a paper 
entitled “The Electrical Conductivity of 
Certain Light Aluminum Alloys, as Af- 
fected by Exposure to London Atmos- 
phere,” by Professor E. Wilson. 

On Tuesday, September 8, Professor E. 
Rutherford read a paper entitled “The 
Scintillations of Zine Sulphide,” before 
Section A. This was followed by a paper 
by Horace H. Poole, entitled “A Deter- 
mination of the Rate of Evolution of Heat 
by Pitchblende.” | l 

Section G listened to a paper entitled 
“The Laws of Flight,” by F. W. Lan- 
chester, dnd a paper entitled “The Causes 
of Wear in Motor Vehicle Machinery,” by 
F. H. Royce. : 

The session of Section A on Wednes- 
day, September 9, was devoted to meteoro- 
logical subjects, and Section G listened 
to the reading of a paper by J. Brown 
and M. F. Fitzgerald, entitled “Experi- 
ments on Rotating Discs.” This paper 
was followed by the closing paper, entitled 
“Urban and Suburban Transit and Meth- 
ods of Railless Traction,’ by F. Douglas 
Fox. 

The informal sessions were concluded 
on the afternoon of Wednesday, Septem- 
ber 9, by a garden party given to the mem- 


bers of the association by the Lord Lieu- 
tenant at the vice-regal lodge. 


l 


New Wireless Test. 


It is stated that Lee De Forest has ar- 
ranged with the British Admiralty for 
exhaustive tests of his wireless telephone 
system. The experiments are expected to 
occupy severa} weeks. 


Vol. 53—No. 13 


Electrification Plans of the 
Delaware, Lackawanna & 
Western. 

It is announced that electrification of 
the Delaware, Lackawanna & Western 
system from Hoboken to Morristown, 
N. J., will take place shortly after Janu- 
ary 1. Plans are in readiness for making 
the change in motive power over the 
stretch of thirty-two miles, dnd actual 
work will begin as soon as the new tunnel 
through Bergen Hill is finished. This 
tunnel, which has been building for two 
years, will open for traffic on November 
15. All grade crossings along the line 
will be abolished first and the tracks 
through the Oranges will be depressed. 
Motor-cars will be ordered which will be 
of a different type from the electric loco- 
motives on the New York Central. These 
will draw the regular trains from Hoboken 
to Morristown, where the change to steam 
will be made on the trains running to 
Buffalo. 

All told the cost of the various opera- 
tions, including the tunnel, electrification, 
new cut-off at Lake Hopatcong and addi- 
tional track laving, will total more than 
$25,000,000. This amount will be spent 
in three years’ time. 

eS eee 
New York Edison-Philadel- 
phia Electric Outing. 

Arrangements have been completed for 
a baseball game between the employés of 
the New York Edison Company and the 
Philadelphia Electric Company, to be held 
at the American League Grounds in Phila- 
delphia, Pa., on Saturday, September 26. 

A special train will leave West Twenty- 
third street, New York city, at 11.55 
A. M.; Cortlandt and Desbrosses streets at 
12 M., arriving at Broad Street Station, 
Philadelphia, at 2 P. M. Transportation 
to the grounds will be arranged for by 
the Philadelphia Electric Company, who 
will also furnish a collation and music at 
the finish of the game. 

—— 0 
Illinois Central Eiectrifica- 
tion. 

An exhaustive report, about completed, 
by the chiefs of various city departments 
of Chicago, Ill., on railroad electrification 


estimates the cost to the Tllinois Central 
at $5,000,000. J. T. Harahan, president 
of the Illinois Central, says he will study 
every phase of the electrification problem 
and reach a decision as soon as possible. 
Louis ©. Fritch, assistant to Mr. Harahan, 
is inspecting the operating conditions of 
the terminals electrified by the New York 
Central. 
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A UNIQUE WATER-POWER PLANT. 


-—- <_< ae 


BY H. LESTER HAMILTON. 


Probably at no other time in the history . 


of the world has the subject of power and 
its efficient utilization been given so much 
attention as at the present. Scientists tell 
us that in a comparatively short time the 
rapid depletion of our coal deposits will 
necessitate the adoption of more efficient 
methods of transforming this 
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This spirit of lethargy has, however, 
been shaken off in some parts of the coun- 
try and enterprising persons have awak- 
ened to the latent power possibilities 
existing in nearby streams. Among this 
class the farmers are in the van, and not 
a few have harnessed their meadow brooks 
and are now enjoying luxuries which were 
not possible before. 

Where the natural features are such 


latent energy. Mighty rivers, 
on whose bosoms could float 
the largest battleships, have 
been dammed to furnish power 
for hydroelectric plants, and 
countless Niagaras the world 
over are being enlisted in the 
same cause. Projects for util- 
izing the mighty power of the 
ocean waves are daily launched, 
and we occasionally read of 
some scientist who proposes to 
harness the potential energy of 
the thunder cloud in order that 
we may have a perpetual sup- 
ply of electricity. 

But how many of us, while 
listening to the murmur of 
the rippling brook, think of 
it as a power producer? Yet in the 
small streams of our country the en- 
ergy of thousands of horse-power is daily 
going to waste, and all for the want of 


i 


LooOKING TOWARD THE TOP OF THE DAM, AND SHOWING THE BUILDING 


A GENERAL View oF THE Mitt Ponp, Lookina UP FROM THE Dam. 


that it is practicable to secure a consider- 
able pondage and a fair head of water, a 
comparatively small stream can be made 
very valuable to the farmer. A water tur- 


CONTAINING THE GRIST MILL, SAW MILL AND Dynamo Room. 


proper development. The cost of develop- 
Ing a water power of this nature is com- 
paratively small, yet those who are in a 
position to reap the benefits which would 
be derived therefrom rarely take advan- 
tage of the opportunity. This condition 
of affairs may be attributed to one of two 
things: ignorance of the real value of the 
water power or lack of initiative. 


or sawmill during the daytime, 


bine can be installed to run a gristmill 
the belt 
being shifted over at night to run a small 
dynamo for lighting the house and out- 
buildings. If the pond has sufficient 
capacity, the dynamo could also be run 
during the daytime to supply power for 
operating cream separators, cutting feed, 
elevating ensilage and hay, and for per- 
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forming various other farm duties. Dur- 
ing the winter months the surplus energy 
could be used for heating the house. Car- 
rying it a little further, the laundry irons 
could be electrically heated, the sewing 
machine and ice-cream freezer motor- 
driven; chickens could be hatched in the 
electric incubator, the cows milked by a 
motor-driven automatic milker, and in- 
stead of carrying produce to town in the 

slow, creaky farm wagon, the 

ED swift, noiseless electric automo- 

| bile could cover the distance in 
a third of the time. Ideal! 
Yes, but entirely possible to 
the fortunate possessor of a 
suitable water power. 

An excellent example of the 
profitable utilization of a small 
water power, and one unique 
in some features, is found in 
the power plant of Christ 
School. This model school, 
nestled away among the hilis 
of western North Carolina. 
commonly known as the “Land 
of the Sky,” and not far from 
the city of Asheville, is almost 
a village in itself. ‘There are 
several dormitories, an as- 
sembly hall, a chapel containing a minia- 
ture pipe organ, several workshops, and 
neat little cottages for the instructors. 
Not only is the mind trained, but 


A View TAKEN BELOW THE Dam, SHOWING A PART OF THE POWER- 
House ON THE RIGHT. 


the pupils are instructed in farm work, 
wood-working and domestic work as well. 
The making of beds and the sweep- 
ing of floors are as important a part of 
the daily routine as the memorizing of 
rules for extracting the cube root of a 
number. “The Galax Leaf,” a little 
magazine published and printed by the 
students, is widely read by those interested 
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in the progress of the school. Not 
far from the school and down in the 
valley runs a little brook, rushing and 
tumbling through the fields, as is typical 
of most mountain streams. For years it 
had merrily gurgled its way over the peb- 
bly bottom, occasionally bestirring itself 
to wash away the corn planted on its 
banks or to hollow out inviting swimming 
holes for the boys, but several years ago 
a progressive principal who was placed in 
charge of the schoo] saw that by building 
a suitable dam across the brook enough 
water could be impounded to run a saw- 
mill and a gristmill. The services of a 
local engineer were accordingly enlisted 
and a twenty-foot dam of rubble masonry 
was built, forming a pond some five acres 
in area. a 

An eight-horse-power water turbine of 
the horizontal type, together with the ma- 
chinery for the gristmill and sawmill, 
was installed in a frame building just 
below the dam, the upper side of the struc- 
ture forming part of the retaining wall. 
This building was later extended to make 
room for a small dynamo. During the 
daytime either the sawmill or the grist- 
mill is operated, provision being made 
so that the belt can be shifted from one 
line shafting to the other. At night the 
helt is transferred to the pulley of the dy- 
namo. l 

The sawmill, while not very complicated 
or of the latest design, manages to turn 
out very creditable work. The machines 
in use consist of a circular saw for rip- 
ping out rough boards from the logs as 
they are skidded into the mill, a cutoff 
saw for reducing them to a uniform 
length, and, a combination planer and 
molder which converts them into flooring 
or plain boards, as the case may be. 

In the gristmill the corn and wheat, 


which are planted, cultivated and harvest- 


ed by the pupils of the school, are ground 
and sacked ready for the market. A small 
proportion of the total grain crop is made 
up into bread and baked by these same 
students, the remainder being sold at a 
neat profit to Asheville merchants, who 
are always glad to buy the product of the 
Christ School mill. 


The electrical end of the installation . 


presents several interesting features. The 
dynamo, which is five kilowatts, or a little 
over six horse-power in capacity, is a two- 
pole direct-current machine giving forty 
amperes at 125 volts when driven at a 
speed of 1,100 revolutions per minute. 
Running under normal load it supplies 
current to some eighty-five sixteen-candle- 
power incandescent lamps in the various 
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buildings on the hill. Owing to the char- 
acter of the load, which ‘is always steady, 
and the constant supply of water, due to 
the large area of the pond, no governor is 
needed other than a simple hand-wheel 
connected by a short iron rod to the gate 
valve of the turbine. The forward or 


A View or THE Dynamo Room. 


backward turning of this hand-wheel 
varies the amount of water supplied to the 
turbine and enables quite a range of speed 
to be obtained. It is sometimes necessary 


A VIEW oF TRE CONTROLLING Room, SHOW- 
ING THE REGULATING WHEEL AND SWITCH- 
BOARD INSTRUMENTS. 


to change the speed in the mill, especially 
when sawing different kinds of timber. 
As the power plant is about one-third 
of a mile from the school, it was out of 
the question to go there at night to start 
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and stop the machinery, and the expense 
of keeping an attendant did mot seem 
justified. Neither did it seem advisable 
to allow the dynamo to run all night, as 
something might happen to stop the flow 
of oil to the bearings, in which case the 
machine might be seriously damaged. For 
this reason the following method of “re- 
mote control” was adopted: 

On top of the hand-wheel regulating 
the water supply of the turbine, and sc- 
curely fastened to it, is placed perpen- 
dicularly a wooden cylinder, about eight 
inches in diameter and a foot long. A 
small chain is wrapped several times 
around the cylinder, the ends of the chain 
being carried out through the side of the 
house, where they are fastened to two 
small iron wires, telephone wires, in fact. 
These wires extend along the transmission 
line to the principal’s house, terminating 
in a room which might appropriately be 
called “the controlling room.” At each 
pole the wires are strung through small 
pulleys in order to keep the friction down, 
the pulleys also serving as guides for the 
wires. 

In the controlling room is placed a cap- 
stan or windlass, in appearance similar to 
the steering wheel of a ship, and around 
which the wires are fastened in the sam: 
manner as in the power-house. In other 
words, the controlling system consists of 
an endless chain fastened at each end to 
a movable cylinder, the cylinder fastened 
to the valve rod of the turbine moving in 
response to a movement of the cylinder in 
the principal’s house, 1,700 feet away. 
Contrary to all expectations, this system 
of control has never caused the slightest 
trouble, not even during the trying winter 
months when the wires were covered with 
sleet and snow. 

The controlling room is also the switch- 
board and distribution room, as here the 
transmission line from the power-house, 
after passing through a main switch, 
branches off to the various dormitories. 
An ammeter and voltmeter are the only 
indicating instruments, the switchboard 
equipment being completed by the neces- 
sary protective fuses and distributing 
switches. 

The method of procedure in starting 
up is very simple. The wheel in the con- 
trolling room is turned until the volt- 
meter indicates that the dynamo has begun 
to generate. The different switches are 
then closed and further turning of the 
wheel, as soon as the ammeter shows that 
the dynamo has “picked up” its load, 
speeds the machine up until the voltmeter 
registers 110 volts. To allow for drop in 
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voltage on the various lines running to 
the dormitories, the needle of the volt- 
meter is generally held a little higher than 
this value. 

It is very seldom that the voltage varies 


enough to be noticeable in the lamps, but 


should it do so, only a turn of the regu-. 


lating wheel is required to bring it back 
to normal. At half-past ten, when the 
“lights-out” bell is rung, a few turns of 
the wheel quickly slow the dynamo down, 
and darkness reigns. 

The remarkable success that has at- 
tended the operation of this little plant 
leads those in authority to believe that a 
much larger turbine and dynamo could 
be installed to advantage, and plans are 
being made to utilize this extra energy in 
heating the dormitories, furnishing power 
for a motor-driven fire pump and for 
various other operations around the school 
and on the farm. When these plans ma- 
ture the Christ School power plant will 
stand as a monument to the energy and 
farsightedness of the man who first real- 
ized the true value of the little meadow 
brook, and it should act as an incentive 
to less enterprising owners of equally valu- 
able water power. Even in its present con- 
dition it is an excellent example of what 
is possible to be accomplished by the 
proper development of small water powers. 
-0 
Electrical Equipment for 

Santos Dock Company, 
Brazil. 

The Santos Dock Company through 
whose docks most of the coffee exported 
from Brazil passes, has recently received 
from the General Electric Company com- 
plete generating station equipment—five 
revolving field, 3,000-kilowatt, 2,300-volt, 
three-phase, sixty-cycle, alternating-cur- 
rent generators; 350-kilowatt exciters ; 
fifteen 1,000-kilowatt, step-up trans- 
formers, transforming generator voltage 
to 44,000 volts, with complete switchboard 
of most modern construction. 

Some time ago a comprehensive order, 
including complete substation equipment, 
Wiring and lighting supplies, and a large 
number of induction motors for operating 
air-compressors, hoists, cranes, ete., was 
received from the Santos Dock Company. 
This apparatus is now being shipped to 
Brazil. 

The hydroelectric plant is located some 


thirty-five miles from the substation and, 
besides furnishing power for operating 
all the machinery at the docks, will also 
supply energy for light and power to 


Various other industrial enterprises near 
the city. 
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THE KOKOMO, MARION & WESTERN 
TRACTION COMPANY. 


BY C. A. TUPPER. 


As an illustration of what may be ac- 
complished in building up an existing 
electric railway, lighting and power dis- 
tributing system, and at the same time 
strengthening the industrial position of 
an entire community, the management of 
the Kokomo, Marion & Western Traction 
Company furnishes one of the most strik- 
ing and instructive examples to be met 
with anywhere in the country. At the 
time ownership of the system was as- 
sumed by the interests now in control, 
less than four years ago, there was a 
small street railway and electric lighting 
plant, having no greater output than 500 
kilowatts, a few miles of trackage wholly 
within the city of Kokomo, and circuits 
containing several hundred arc and incan- 
descent lamps. To-day 22,000 incandes- 
cent and 395 are lamps in and about 
Kokomo are supplied with electric current 
and more than one-half of the company’s 
customers have various electric household 
devices; factories in the vicinity take up- 
ward of 1,000 horse-power daily in current 
for operating motors; the strect railway 
system has been extended to a trackage 
of ten miles, and a finely equipped inter- 
urban line of twenty-cight miles in length 
extends from Kokomo, a city of about 
18,000 inhabitants, to Marion, having a 
population of 26,000, through several 
large towns situated in a rich, closely 
tilled agricultural country. Further ex- 
tensions are projected to Terre Haute and 
Lafayette on the west, distant respectively, 
130 and seventy-nine miles from the 
eastern terminus of the road. Among the 
principal places on the line now in oper- 
ation are: Georgetown and Swayzee, each 
of about 2,000 people; Sycamore, Sims, 
Herbst and Roseberg. 

Among outward signs of progress, how- 
ever, the most prominent is the develop- 
ment of the new power station, which has 
recently been equipped with two Allis- 
Chalmers steam turbines and generators 
having an aggregate normal capacity of 
2,000 kilowatts and delivering two-phase, 
sixty-cycle current at a terminal pressure 
of 2,300 volts. The first of these ma- 
chines, put in operation February 21, 
1907, was found so satisfactory that a 
second unit of identical construction was 
ordered, the latter being placed on the line 
December 7 of the same year. 

Coal, consisting of a comparatively low 
grade of Indiana screenings, is brought 
in ona spur from the Lake Erie & Western 
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Railway and unloaded through a trestle 
extending the entire length of ‘the firing 
room, so that it is heaped up in front of 
iron doors opening upon the several fur- 
naces. From these piles it is shoveled 
directly into the furnaces, which are so 
arranged as to obtain a rélatively high 
heat value from the fuel—with the ex- 
ercise of good management. Removal of 
ashes is accomplished by an inexpensive 
device. Instead of the customary ash pit 
with tracks and cars, there has been in- 
stalled a tunnel and screw conveyer 
through which the ashes are constantly 
transferred to a pit outside the building. 
There, by means of a bucket elevator and 
inclined conveyer, the material is dis- 
charged to storage bins at one side of the 
building and unloaded into cars, which 
take it to points along the line where it 
can be used as ballast. 

The boiler equipment, set on concrete 
foundations reaching to bed rock, consists 
of three batteries, two of which include 
four Stirling boilers, each having a ca- 
pacity of 235 horse-power, and the third 
comprising one Atlas water-tube boiler 
with a capacity of 400 horse-power. Two 
of the Stirling boilers discharge into one 
stack six feet by eighty feet, constructed 
entirely of steel, and the remaining two, 
with the Atlas boiler, into a stack six feet 
by 125, feet, also of steel. The shorter 
of these stacks is equipped with an en- 
gine-driven blower, made by the B. F. 
Sturtevant Company, by means of which 
enough draft can be induced to give large 
temporary overload capacity to the two 
boilers with which it is connected. The 
boiler room has ventilators at the top and 
is very commodious with room for con- 
siderable additional capacity. 

A main header, twelve inches in diam- 
cter, located above the pump compartment 
in the steam-turbine room, is in the form 
of a loop, from which each turbine unit 
is fed by a seven-inch pipe. Gate valves 
are placed between each battery of boilers 
and between each turbine inlet, these 
valves being of the Crane type with rising 
stems. There is also a four-and-one-half- 
inch auxiliary header. A proper arrange- 
ment of valves enables any part of the 
plant to be supphed from any boiler at 
will. All of the piping is made as short 
and direct as possible and heat insulation 
is provided in the shape of heavy cover- 
ing of the pattern furnished by the H. 
W. Johns-Manville Company. Long bends 
to provide for expansion have, of course, 
been used wherever necessary, and the sys- 
tem includes Cochrane steam separators. 

The condensers and all of the other 
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auxiliaries exhaust into a Cochrane heater 
(with Sorge water purifier) where a tem- 
perature of from 200 degrees to 212 de- 
grees Fahrenheit—never less than 200 de- 
grecs—is maintained constantly. Water 
may be drawn from either the condenser 
suction or discharge pipes, from a deep 
well or from the city mains, and dis- 
charged into an elevated tank which feeds 
by gravity into the heater and from there 
by gravity into the boiler feed pumps; or 
the water may be by-passed directly to 
the boiler. 

Two Worthington pumps are used for 
supplying the tank over the heater and two 
Dean pumps for boiler feed. Either one of 
any of these two is, however, of sufficient 
capacity to take care of the water system 
of the entire plant. The former are now 
being displaced by a centrifugal pump with 
two-and-one-half-inch discharge, driven by 
an induction motor supplied with current 
directly from the main generator buses 
through a step-down transformer ; but the 
steam pumps will be held in reserve. 

Water for condensation and boiler feed 
is taken from a creek, about 350 feet dis- 
tant, through a sixteen-inch cast-iron pipe. 
and discharged back to the stream through 
twenty-inch tile. The water is drawn 
from a concrete basin in the creck, seven 
feet square inside and extending six feet 
below low-water mark, with walls extend- 
ing to high-water mark and a gate on the 
down-stream side where the water enters. 
This gate can readily be closed down tight 
when desired and the water exhausted by 
pumps in the power plant, so as to facili- 
tate cleaning the basin of sand and mud. 

The turbine-operating floor is five and 
one-half feet above the boiler and pump- 
room floor, eleven feet above the basement 
floor and thirty feet below the roof trusses, 
the foundation of each generating unit 
being kept entirely separate from the steel 
frame of the concrete flooring. Overhead 
is a ten-ton crane, hand operated. In this 
room are placed two horizontal steam tur- 
hines and generators of 1,000 kilowatts 
capacity each, a  330-kilowatt engine- 
driven alternator operated in parallel 
with them, the exciters for these units, 
and substation apparatus, transformers, 
switchboard, ete. 

Incorporated in these turbines are the 
various patented features controlled by the 
builders, the Allis-Chalmers Company, 
among which may be mentioned channel- 
shaped shrouds protecting the ends of the 
blading from injury; machine-cut slots in 
the foundation rings insuring accurate 
spacing of the blades; a method of fasten- 


ing the latter which effectually prevents ` 


ELECTRICAL REVIEW 


them from working loose, and improved 
balance pistons. 

The turbines operate at 1,800 revolu- 
tions per. minute, with a steam pressure of 
140 pounds at the throttle, dry saturated, 
and a vacuum of twenty-eight inches of 
mercury referred to thirty inches barom- 
eter at the exhaust nozzle. Large tempo- 
rary overload capacity has been provided 
for in the design of these machines; high 
efficiency is maintained, and close regula- 
tion secured under unfavorable operating 
conditions as a result both of good design 
and efficient station management. They 
are frequently run six weeks at a time 
without taking the load off and then only 
to make inspection. 

The bedplate is divided into two parts, 
one carrying the low-pressure end of the 
turbines and the bearings of the generator, 
and the other the high-pressure end of 
the turbine. The turbine is secured to 
the former, while the latter is provided 
with guides which permit the turbine to 
slide back and forth with differences of 
expansion caused by varying temperature, 
at the same time maintaining the align- 
ment. This arrangement permits of the 
utilization of the entire space between the 
foundation piers and below the turbine 
for the condensing apparatus. A grating 
is provided in the engine-room floor, 
directly over the condenser pumps and 
engines, so that operators above and be- 
low can watch each other’s movements and 
signals, and the auxiliary engines can 
ordinarily be watched from above. 

The condensers for the steam turbines 
are of the jet type built by Allis-Chalmers 
Company, each capable of giving the best 
possible service when its unit is operating 
at full rated load. Cycloidal air-pumps, 
direct-connected to enclosed, self-oiling, 
high-speed engines, and duplex, double- 
acting circulating pumps are installed 
with this apparatus, as is also a third 
condenser to take the exhaust from the re- 
mainder of the plant. 

The speed of each turbine is regulated 
within close limits by a governor driven 
from the shaft through cut gears working 
in an oil bath. This governor, by means 
of a relay, operates a balanced throttle 
valve. 

The lubrication of the four bearings, 
two for the turbine and two for the gener- 
ator, is effected by supplying an abundance 
of oil to the middle of each bearing by 
means of a small cycloidal pump driven 
from the turbine shaft, and allowing it to 
flow out at the ends. 

TURBO-GENERATORS. 
The revolving-field alternators driven 
by these turbines are of Allis-Chalmers 
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Company’s standard type, designed for 
high efficiency and safe operation at high 
peripheral speeds. The field core is built 
up of steel discs, each in one piece, giving 
high magnetic permeability and great 
strength. Coils are placed in radial slots, 
avoiding side pressure on slot insulation 
and the complex stresses resulting from 
centrifugal force, which, in these rotors, 
acts normal to the flat surface of the strip 
windings. Bronze wedges hold the coils 
firmly in the slots, making the surface of 
the rotor a smooth cylinder, reducing 
windage losses and insuring quick oper- 
ation; and the end connections are se- 
curely held by chrome nickel-steel rings, 
The stator is completely inclosed. Coils 
were wound and insulated before being 
placed on the core. Stator windings are 
placed in open slots and end connections 
are firmly braced. 

Excitation of the two turbo-generators 
is accomplished by means of exciters of 
thirty-five kilowatts and thirty kilowatts, 
the former being driven by an Allis- 
Chalmers induction motor and the latter 
by an Erie Ball engine. The engine- 
driven unit has a five-kilowatt belted ex- 
citer. Turbo-generator excitation at full 
load is at 120 volts, 160 amperes. The 
exciters do not take care of the station 
lighting. Current for this is derived di- 
rectly from the main bus-bars, or from a 
storage battery. 

The character of the load put upon this 
station is railway, lighting and power 
combined. At present there is a normal 
consumption of current somewhat under 
the rated capacity of the turbines, so that 
one can be held constantly in reserve, and 
this drops to a minimum during the early 
morning hours of about 300 kilowatts. 

A feature to be particularly com- 
mended is the thorough keeping of station 
records and the frequent checking of effi- 
ciencies of different parts of the plant. 
On the company’s log sheet the daily load 
curve is plotted, thereby enabling it to 
be easily comprehended, for the twenty- 
four hours, at a glance. All costs and 
station performances are also recorded on 
the daily log. In addition to this recorde 
are kept in the office of tne outside dis- 
tributing circuits, and two Wright demand 
meters are constantly used to check the 
loads on lighting and power transformers 
over the town. 

Alternating current is generated at 
two-phase, 2,300 volts, and transformed to 
three-phase, 11,000 volts, for transmission 
over the line of the interurban railway. 
In the main station there are used for this 
purpose three 150-kilowatt, oil-filled, self- 
cooled transformers, Scott connected, and 
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in the substation (seventeen miles distant) 
there are three 150-kilowatt step-down 
transformers, delta connected. These 
transformers have one-and-one-half-inch 
outlet pipes run directly through the floor, 
so that in case of fire oil can be emptied 
into barrels in the basement where the 
oil supplied is stored. 

Direct current for the city railway sys- 
tem and ten miles of the interurban line 
is supplied through motor generator sets 
in the main station, delivering power at 
an operating pressure of 600 volts; and 
the substation at Swayzee, eighteen miles 
east of Kokomo, contains three rotary 
converters for the purpose of transform- 
ing the alternating to direct current. One 
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necessary apparatus for each turbo-gener- 
ator and exciter. 


The railway board consists of two 


‘panels, each controlling a 216-horse-power 


motor, and two panels each controlling 
the railway generators driven by these 
motors in the power plant substation. 
One panel contains the starting devices 
and a rheostat for these machines. There 
are also two feeder panels, one feeding the 
interurban line and the other on the city 
line. 

Two panels contro] a storage battery and 
differential booster. 

In a separate building, located about 
sixty feet from the main generating sta- 
tion, is a battery installation supplied by 


Two 1,000-Kirowatt, 1,800-REVOLUTION-PER-MINUTE, SIXTY-CYCLE, ALLI8s-CHALMERS STEAM 
TURBINES AND GENERATORS INSTALLED IN Power-HlouseE OF THE Kokomo, Marion & 
WESTERN TRACTION COMPANY, Kokomo, IND. 


of these, having a capacity of 200 kilo- 
watts, is equipped with an induction start- 
ing motor, and two of seventy-five kilo- 
watts each are started through a storage 
battery from the direct-current end. 
Current from the main generator bus- 
bars passes to the outgoing lines through 
double-throw switches, ammeters, watt- 
meters and fuses, all such circuits being 
also put through integrating wattmeters, 
300,000-circular-mil cable being used, 
with high-voltage rubber insulation. The 
wiring from the generators to the switch- 
board is open work, fastened to the under- 
side of the engine-room floor. The bus- 
bar system is in duplicate. Any machine 
or any feeder can be operated off of any set 
of buses. The switchboard rests on 
Insulated stringers, with a panel and 


the Electric Storage Battery Company, 
which has a capacity of 480 ampere-hours 
and consists of 288 chloride accumulator 
cells. A smaller storage battery, consist- 
ing of the same number of cells, but hav- 
ing a capacity of 320 ampere-hours, is in- 
stalled in the substation at Swayzee. 

The lines are equipped with Westing- 
house low-equivalent arresters and West- 
inghouse choke-coils, to which ready 
access is had from the gallery. The 
lighting feeders have General Electric 
lightning arresters and choke-coils manu- 
factured at the station. On the direct- 
current railway system Garton lightning 
arresters are used, there being four of 
these to every mile. Wirt lightning ar- 
resters are provided at each transformer 
on the lighting circuit. 


~ pole and also connected to the rail. 
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The line of interurban road is built 
with easy curves and a maximum grade 
of no more than two degrees, most of the 
track being laid on the level. The right 
of way is forty feet wide and owned en- 
tirely by the company. Seventy-pound 
A. S. C. E. rail is used, joined by six-bolt 
standard splice bars. | 

The bonds are of the Ohio Brass Com- 
pany’s manufacture and consist of 0000 
compressed bonds and soldered bonds on 
the interurban line and 00 compressed 
bonds on the city tracks. Rails are cross- 
bonded every half mile with 0000 copper 
wire. 

The road is ballasted with crushed 
stone and gravel six inches deep, under- 
neath the ties, 1,000 cubic yards of stone 
and 300 cubic yards of gravel being used 
to the mile. The ties are of white oak. 
Side-arm construction has been used for 
the entire course of the line, cedar poles 
being placed along ten miles of the inter- 
urban system, chestnut poles on the re- 
maining eighteen miles and cedar and 
iron poles in the city. The brackets are 
nine feet, with one-and-one-half-inch tub- 
ing made by the Ohio Brass Company. 
The lightning arresters, four to the mile, 
are grounded by means of No. 4 copper 
wire and three-quarter-inch iron rods 
driven into the ground by the side of the 
The 
wires consist of two 000 trolleys suspended 
by the Ohio Brass Company’s Type “D” 
hangers. The feeder wires are 300,000 
and 500,000 circular mil copper line feed- 


` ing on to the interurban wires ten miles 


from the power station. The feeder from 
the substation is stranded aluminum 
equivalent to 300,000 circular mil copper. 
Spans are 100 feet in length. 

There is a bridge crossing the Wild- 
cat Creek near Greentown and there are 
two overhead railway crossings and sev- 
eral smal] steel culverts. The high-ten- 
sion wires cross the bridges on timber pro- 
jections at the sides of the bridge, the 
trolley wires being supported from stands 
fastened to the overhead steel work. At 
Marion the crossings which span the 
Pennsylvania and Chicago, Cincinnati & 
Louisville railways are of the girder type. 

Everything connected with the physical 
equipment of the system has been very 
carefully looked after, and one of the best 
evidences of this is the power-house itself, 
which is a well-planned, well-built fire- 
proof structure. The exterior walls are 
faced with standard pressed brick, laid 
in three-quarters English bond with 
headers in each fourth course, affording 
a thorough bond into the wall. All of the 
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interior surfaces in the engine room which 
have not been enameled are faced with 
Kokomo pressed sand brick of buff color 
and the remaining brickwork is of the 
ordinary kiln-run quality. Tile roofing 
covers the building. 
The lighting system of the company has 
developed at an almost incredible rate. 
One feeder now goes out from the power 
station to the North Kokomo distribution 
system and another supplies South Ko- 
komo, each being fed from the 2,200-volt, 
two-phase primary circuits; and in addi- 
tion there are four series alternating-cur- 
rent arc circuits of fifty lights each, fed 
from transformers at 4,000 volts. The 
towns of Swayzee and Greentown are both 
furnished with lighting current taken 
through transformers from the high-ten- 
sion lines and stepped down to 220 volts. 
A stone quarry, which was originally 
owned and operated by the company in 
order to provide crushed rock for ballast, 
but has since passed into the possession 
of others, is located on the line of the in- 
terurban railway, and the larger part of 
the product of the plant, about 300 cubic 
yards per day, is transported by the com- 
pany to the steam roads and out into 
various parts of the state for use in im- 
‘proving town and country roads. All of 
the machinery of this quarry used in 
crushing, elevating, etc., as well as of 
another quarry having similar capacity, 18 
operated by motors running on alternat- 
ing current taken from the power circuits. 
Among other important customers tak- 
ing power for motors are & brass works 
and spark-coil factory, two machine shops, 
a large flour mill, an automobile manufac- 
tory, bottling works, leather and harness 
establishment, glass factory, canners, 
planing mill, cooperage plant, mitten 
works, lumber yards, and nearly all of the 
smaller factories and shops in Kokomo, 
representing no less than cighty-four dis- 
tinct industries. The use of small single 
motors and groups of two or three oper- 
ated for various purposes is also growing 
throughout the city, so that electric drive 
has become one of the recognized features 
of the town. To accomplish this result, 
which has been brought about within com- 
paratively recent time, T. C. MeReynolds, 
secretary-treasurer and manager, and 
P H Palmer, the company’s engineer 
and lighting superintendent, have made a 
avstematie study of local power require- 
ments and are prepared to give each pro- 
spective customer a detailed statement as 
to just what improvements can he effected 
in his particular case by the substitution 
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of motor drive in place of power applied 
through shafting, belting, ete. 

The company’s campaign has not 
stopped at factories, shops, stores or in- 
dustrial establishments of any kind, but 
has been carried into the homes of the 
city. Electric lighting is now becoming 
general and more than one-half of the 
company’s customers have electrical ap- 
paratus of one kind or another, including 
laundry irons, heaters and cooking uten- 
sils. If progress made along this line 
during the next few years is at all com- 
mensurate with present indications, it will 
mean an enormous increase in business; 
and the probability is that more will be 
done in this direction than the most san- 
guine would believe, for the results of such 
work multiply almost in geometric ratio. 

G. J. Marott, who lives in Indianapolis, 
is president of the company; T. C. McRey- 
nolds, secretary, treasurer and manager ; 
P. H. Palmer, engineer, and H. P. Mart- 
zolf, superintendent of transportation. 
To each of these officials must be given 
credit for far more than the average en- 
terprise and foresight and also to those 
actively concerned in the operation of the 
system for downright hard work. 

—— 0 
Dark Spots with Alternating- 
Current Moving-Picture 
Machines. 
To THE EDITOR OF THE ELECTRICAL REVIEW : 

I was rather interested in a short article 
on the subject of dark pictures from a 
moving-picture machine, and having re- 
cently seen and tricd the Kennelly 
strohoscopic fork at Atlantic City I 
thought I would show the article to a 
fellow townsman who is very successful 
in this line of business, having four shows 
on the road. 

Instead of being interested in the 
article he was more amused and showed, 
from his experience, such a thing was im- 
possible. In the first place, the alter- 
nations in the current are 7,200 per 
minute, or 120 per second, while the pic- 
tures move before the arclight beam at 
the rate of not more than fifteen to twenty 
per second, so that coincidence between 
the two is impossible. 

He also stated that the majority of 
moving-picture men know nothing about 
lenses, and that most of the trouble comes 
from improper arrangement, and also 
from focusing. One rather startling thing 
he showed me was that the current used 
on his are was sometimes more than sixty 
amperes, in some cases going as high as 
eighty. He says it is necessary to run it 
up to this in order to get a perfectly white 
sereen, his sometimes being thirty feet in 
diameter, 

kK. W. Stevenson, B. E. 

Wilkes-Barre, Pa., September 17. 
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THE DISCOVERY AND DEVELOPMENT 
OF THE LAWS OF THERMO- 
DYNAMICS.'—L. 


BY DUGALD CLERK. 


At the middle of the last century the 
steam engine had attained to a high de- 
gree of perfection. Its development was, 
it is true, incomplete; but it had been 
successfully applied to all the great duties 
of the mine, the waterworks, the factory, 
the railway and the steamship. The en- 
gines were mechanically excellent; the 
fuel economy was good, and they were 
built in units of thousands of horse-power. 
Steam power, in fact, was revolutioniz- 
ing the whole of the social and industrial 
conditions of the globe. Notwithstanding 
this great material and engineering suc- 
cess, the world was in complete darkness 
as to the connection between steam motive 
power and heat. It was seen that motive 
power of almost any magnitude could be 
obtained by the agency of heat; but how 
it was obtained, and how much power was 
gonnected with a given quantity of heat, 
was quite unknown. The fuel consump- 
tions of existing engines were known, and 
certain modes of improving economy were 
evident, and engineers were busily en- 
gaged in testing these modes by the slow 
but sure methods of invention, design, 
construction and operation in practical 
work; but in this they had but little aid 
from pure science. The science of: ther- 
modynamics did not yet exist. 

New light was dawning, however, which 
gradually illumined the whole world of 
pure science and engineering practice. 

Men of the first rank in intellect—New- 
ton, Cavendish, Rumford, Young and 
Davy—had long before expressed the opin- 
ion that heat was not material in its 
nature, but was a mode of motion; but 
their opinions, although to some extent 
supported by experiment, made little im- 
pression upon the scientific world, and in 
1850 we still find the most distinguished 
physicists adhering to the “caloric” or ma- 
terial theory of heat. 

The great change from the errors of the 
old theories to the truth of the new was 
due to the work of Joule, Thomson and 
Rankine in Great Britain, and of Carnot, 
Mever, Clausius, Helmholtz and Hirn on 
the Continent. The story begins with the 
work of Carnot in 1824, who published in 
Paris in that vear a pamphlet entitled 
“Reflections Upon the Motive Power of 
Heat.’ He was attracted by the problem 
of the steam engine and the air engine. 
Fe ogee aes pe es cae eS 
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He saw that heat and motive power were 
connected? in some matier, and he en- 
deavored to settle in a quantitative way 
the limits of that connection by the inven- 
tion of an ideal series of operations, by 
means of which the greatest conceivable 
amount of mechanical power may be ob- 
tained from a given quantity of heat 
under given circumstances. For the pur- 
pose of his demonstration he assumes only 
two things: (1) That if heat be added to 
any body under standard conditions of 
temperature, pressure and volume, and the 
hody be carried through any series of me- 
chanical processes, returning ultimately 
to the standard condition of temperature, 
pressure and volume, then the quantity of 
heat added to the body is the same as that 
which has been discharged from it; (2) no 
process can exist whereby a given mechan- 
ical energy can increase its own quantity. 
On these indisputable assumptions he 
bases his ideal cycle, which consists of 
four simple and easily imagined opera- 
tions, occurring within a cylinder behind 
a piston, so arranged that during the 
cycle work can be done by the working 
fluid upon the piston, or work done by 
the piston on the working fluid. 

First Operation—The given volume of 
the working fluid is to be imagined as 
confined at its highest temperature and 
pressure behind the piston, and heat is to 
be added to keep the temperature con- 
stant, while the fluid expands, moving the 
piston and doing work upon it. 

Second Operation—The supply of heat 
is cut off, and the working fluid expands, 
also doing work on the piston, while its 
temperature falls to the lowest point and 
its volume increases to its maximum. 

Third Operation—The piston returns, 
compressing the working fluid, but allow- 
ing the heat of compression to escape, so 
that the temperature remains during the 
Operation at its lowest point. 

Fourth Operation—The piston com- 
presses the working fluid, without allow- 
ing any loss of heat, to such an extent 
that the temperature rises again to its 
highest point, and the working fluid exists 
at the end of this operation at the same 
volume, pressure and temperature as at 
the beginning. 

This assumed series of operations would 
elve a certain available work area, the in- 
dicated power of the engine, inasmuch as 
the work done by the working fluid would 
he greater than that done upon it. Tf, 
however, it be assumed that in all the 
operations the direction of motion of the 
piston be reversed, then compression with- 
out loss of heat would take place in the 
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second operation; further compression, 
but with sufficient heat loss to keep tem- 
perature constant, would occur in the first 
operation; the fourth operation would fol- 
low with expansion, and the third opera- 
tion would conclude also with expansion. 
The engine would be reversed by begin- 
ning with the second operation, moving 
the piston backward in the order second, 
first, fourth, third. Carnot shows that 
this reverse operation would be performed 
by exactly the same amount of work as 
was given out by the direct operation, and 
that an amount of heat would be returned 
at the higher temperature equal to that 
which was added in the first case. 

An engine which fulfils these condi- 
tions, Carnot states, will give the greatest 
amount of work which can be obtained 
from a given quantity of heat falling 
through a given temperature range. And 
it is evident that this must be so, be- 
cause, if we assume the existence of any 
engine under the same conditions giving 
a greater amount of work from the same 
heat, then that engine could drive a Car- 
not engine in the reverse direction in such 
proportion as to return to the higher tem- 
perature a greater amount of heat than 
it abstracted, and so mechanical energy 
could be obtained without any heat fall 
whatever. This marvelous demonstra- 
tion is obviously independent of the na- 
ture of the working fluid; it applies 
equally to all working substances, whether 
solid, liquid or gaseous, whether the 


physical state changes or not. It at once 


gives a standard of the limit of mechanical 
power which could possibly be obtained 
from a given amount of heat and a given 
temperature fall. 

The Carnot cycle operations, as here 
given, are applicable either to the mate- 
rial or to the dynamical theory of heat; 
but Carnot originally stated that the whole 
of the heat added in the first operation 
was to be discharged in the third. Under 
the material or caloric theory work was 
supposed to be done by the fact of fall 
in temperature. Naturally, as the heat 
was material, it could not be destroyed or 
changed into mechanical energy. The 
production of mechanical energy was sup- 
posed to be incidental to the fall of tem- 
perature, much in the same way as me- 
chanical energy was produced by the fall 
of water level, and this analogy is used 
throughout Carnot’s work of 1824. 

Carnot thus succeeded in proposing a 
standard of efficiency which- was appli- 
cable io any heat engine, whatever the 
working fluid and whatever the operative 
cycle. By his method a limit could be 
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set, fixing the maximum of mechanical 
energy to be obtained from a given heat 
quantity and a given temperature range. 
To reduce this to numerical values it was 
necessary, however, to experiment on any 
one working fluid within the desired tem- 
perature range in order to determine the 
work area in its relation to heat quantity 
and temperature fall. Carnots writings 
show that he intended to make such ob- 
servations; and had he succeeded, thermo- 
dynamics would have become a science at 
an early date. Carnot’s death, however, in 
1832, at the sadly early age of thirty-six 
years, prevented this development. 

- The name of Sadi Carnot will always 
be remembered by mankind as the founder 
of one branch of the thermodynamics of 
the heat engine. 

His work remained practically without 
notice for thirteen years after his death, 
when, fortunately, it attracted the atten- 
ion of William Thomson during his at- 
tendance at the laboratory of Regnault 
in the year 1845. Thomson was then 
twenty-one years of age, and had already 
attained a considerable scientific reputa- 
tion. He took up the study of Carnot’s 
work with enthusiasm. He became pro- 
fessor of natural philosophy in the Uni- 
versity of Glasgow in 1846, and in 1848 
he read a paper before the Cambridge 
Philosophical Society: “On an Absolute 
Thermometric Scale Founded on Carnot’s 
Theory of the Motive Power of Heat and 
Calculated from Regnault’s Observations.” 
Like Carnot, Thomson accepted the mate- 
rial or caloric theory of the nature of 
heat, although, like Carnot also, he had 
doubts as to its truth. Assuming its 
truth, however, he carried Carnot’s reason- 
ing much further, and deduced from the 
Carnot cycle a thermometric scale which 
was absolute in the sense that it defined 
the idea of temperature independently ‘of 
the properties of any particular body. 

It is very difficult to carry one’s mind 
back to the material theory of heat, but 
it is necessary to do so in order to appre- 
ciate the rigid accuracy of the reasoning 
of both Carnot and Thomson; and it is 
especially desirable to do so in order to 
understand the great step made in this 
paper. According to the caloric theory, 
heat was supposed to be a subtle clastic 
fluid which permeated the pores of bodies 
and filled the interstices between the 
molecules of matter. The fundamental 
quality imagined of this caloric or heat 
fluid was that of indestructibility and un- 
creatability by any humanly controlled 
process. Bodies became warmer when 
caloric was added to them, and grew colder 
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as it left them. Caloric, however, might 
be added to a body without heating it. 
In this case the heat was called “latent,” 
and the state of the body changed from 
solid to liquid, or from liquid to vapor 
or gas. 

Calorie, too, was required in greater 
quantities for some substances than others 
in order to warm the body equally. The 
capacity for caloric was thus greater in 
some bodies than in others. 

If any particular body were heated 
without change of state, it was hotter— 
that is, its temperature rose when the quan- 
tity of caloric present was increased. It 
was not difficult to define equality of tem- 
perature. This was defined by a constant 
condition when brought into contact. But 
it was very difficult indeed to define tem- 
perature on any rational scale. 

To the acute and brilliant intellect of 
Wilham Thomson it became apparent 
that he had in the Carnot cycle a power- 
ful instrument capable of widely general 
use, apart altogether from the theory of 
heat engines; and he here uses it in a 
most skilful wav to give definiteness and 
universal application to the idea of tem- 
perature, as Professor Larmor states, “ele- 
vating the idea of temperature from a 
mere featureless record or comparison of 
thermometers into a general principle of 
physical nature.” 

Thomson accordingly defines equal dif- 
ferences of temperature in terms of the 
reversible or Carnot engine. 

Equal temperature differences are to be 
differences between the temperatures of 
the source of heat and the refrigerator, 
when the proportion of work produced 
from a given quantity of heat is the same. 
Thermometers graduated in degrees cal- 
culated in this way could naturally be 
treated as instruments based on definite 
principles, independently of any proper- 
ties of any particular material. The idea 
of temperature here was in rigid logical 
consistency with the calorie theory of heat, 
and it earried out completely the analogy 
between power derived from the same 
quantity of heat falling from a higher to 
a lower level, and resembling a fall of 
water in producing its effects. For equal 
quantities of caloric, as of water, tempera- 
ture fall was regarded as similar to fall 
in space. and so an accurate idea of the 
nature of temperature difference is at- 
tained, 

This definition, however, gave a seale 
greatly differing from that of mercurial, 
nit and other thermometers, the degrees 
defined by it corresponding to larger and 
larger intervals on the air thermometer as 
temperature increases. Professor Tait 
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pointed out also that on such a scale the 
temperature of a body totally deprived of 
heat is negative-infinite. 

All these difficulties do not detract from 
the fundamental importance of the idea 
here enunciated for the first time: the 
idea of an absolute thermometric scale 
theoretically applicable to all bodies— 
solid, liquid and gascous. On the caloric 
or material theory of heat, motive power is 
obtained during the letting down or fall 
from a higher to a lower level of a given 
quantity of heat. The quantity of heat 
does not alter in the process; it is only its 
relative level which alters. There is no 
reason, therefore, for mentally limiting 


the amount of mechanical energy obtain- 


able from any given quantity of caloric, 
just as there is no reason for limiting the 
amount of mechanical energy to be men- 
tally derived from a given weight. Any 
desired quantity of energy may be derived 
from a weight of, sav, one pound, if if 
only be allowed to fall far enough, assum- 
ing gravity to be constant through the 
range. | 

The investigation of the work to be de- 
rived from a given quantity of heat at a 
given temperature is thus a matter of ex- 
periment, which can be settled by measure- 
ment of the properties of a few bodies. 

Reasoning, it 18 conceived, in this way, 
Thomson follows up his absolute ther- 
mometric scale work with an investiga- 
tion entitled “Carnot’s Theory of the Mo- 
tive Power of Heat,” described in a paper 
read in 1849 before the Royal Society of 
Edinburgh, in which he ealculates from 
Regnault’s experiments on steam the 
power developed by a Carnot reversible 
engine when using one-centigrade heat 
unit; that is, the heat necessary to heat 
one pound of water through one degree 
centigrade for temperatures from one de- 
gree to 231 degrees centigrade, the tem- 
perature falling in the engine in each case 
to 0 degree centigrade. 

Tn this paper he asks himself two ques- 
tions: (1) What is the precise nature of 
the thermal agenev by means of which mc- 
chanical effect is to he produced without 
effects of any other kind? and (2) How 
may the amount of the thermal agenev 
necessary for performing a given quantity 
of work be estimated ? 

Using Regnault’s values for the proper- 
fies of steam, he calculates the lines of 
compression and expansion without heat 
loss, the lines of compression and expan- 
sion with heat flow at the lowest temper- 
ature, and heat addition at the highest 
temperature, and thus arrives at the work 
area per heat unit let down. He tabulates 
these results and shows that what he calls 
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“Carnot’s function” diminishes as tem- 
perature rises, using the ordinary centi- 
grade scale. On the caloric theory the 
methods are rigidly logical and correct, 
but some imaccuracy is introduced by the 
necessity of that theory for the discharge 


‘of the same amount of heat at the third 


operatien as is taken in on the first. The 
paper is of great interest, however, because 
it shows clearly how fully the distin- 
guished author realizes the necessity for 
re-examining the standard ideas of the 
nature of heat. Two paragraphs make 
this very clear: 

“?, Since the time when Carnot thus 
expressed himself the necessity of a most 
careful examination of the entire experi- 
mental basis of the theory of heat has 
become more and more urgent. Especially 
all those assumptions depending on the 
idea that heat is a substance, invariable 
in quantity, not convertible into any other 
element, and incapable of being gencrated 
by anv physical agency: in fact, the 
acknowledged principles of latent heat 
would require to be tested by a most 
searching investigation before they ought 
to be admitted, as they usually have been, 
bv almost every one who has been engaged 
on the subject, whether in combining the 
results of experimental research or in gen- 
eral theoretical investigations. 

“8. The extremely important discover- 
ies recently made by Mr. Joule, of Man- 
chester, that heat is evolved in every part 
of a ‘closed electric conductor moving in 
the neighborhood of a magnet, and that 
heat is generated by the friction of fluids 
in motion, seem to overturn the opinion 
commonly held that heat can not be gener- 
ated, but only produced from a source 
where it has previously existed cither in 
a sensible or in a latent condition. In the 
present. state of science, however, no oper- 
ation is known by which heat can be ab- 
sorbed into a body without either elevat- 
ing its temperature or becoming latent, 
and producing some alteration in its 
physical condition; and the fundamental 
axiom adopted bv Carnot may be con- 
sidered as still the most probable basis 
for an investigation of the motive power 
of heat, although this. and with it every 
other branch of the theory of heat, may 
ultimately require to be reconstructed 
upon another foundation when our experi- 
mental data are more complete. On this 
understanding, and to avoid a repetition 
of douhts, I shall refer to Carnot’s funda- 
mental principle, in all that follows, as if 
its truth were thoroughly established.” 

In these two paragraphs Thomson sums 
up the whole situation in 1849, and 
promises further investigation and further 
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attempts to deduce the nature of the con- 
nection between heat and work. 

Assume, then, the truth of the caloric 
theory of heat, as Thomson does in the 
1849 paper; we have a complete theory of 
the heat engine, based on the Carnot eyele, 
accounting for efficiencies which vary with 
temperature differences, but requiring no 
definite mechanical equivalent of heat; 
nay, antagonistic to the existence of such 
The calorie theory, as has 
been pointed out, is quite consistent with 
the theoretical possibility of obtaining an 
indefinitely great amount of mechanical 


encrgy from any given quantity of heat, 


provided the letting down, or fall of level, 
be indefinitely great. 

At the time we are discussing—1850— 
the bare conception of the idea of an abso- 
lute zero of temperature is one which is 
startling in its boldness, and it must have 
been difficult, indeed, then to imagine any 


definite line of proof which could be fol- 


lowed to establish the real existence of 
such a physical limit. We are so familiar 
with the existence of very high tempera- 
tures, vastly transcending the tempera- 
tures in which we personally exist, that 
we can hardly conceive a temperature 
limit on the ascending side—that is, we 
can hardly think of any given high tem- 
perature which could not, under quite 
conceivable circumstances, he exceeded. 
We know, for example, that any metal— 
say, platinum—may be melted if its tem- 
perature be sufficiently increased; that a 
further sufficient increase will convert the 
liquid metal to the gascous state, and that 
the gaseous metal may be heated indefi- 
nitely while in that state. We know the 
behavior and properties of many sub- 
stances at high temperatures, and are 
aware of the strong tendeney of all chem- 
ical compounds, when highly heated, to 
split up into the elementary bodies com- 
posing them. All this we appreciate, but 
we find it difficult. to see how a point of 
temperature could be reached when it 
could be said: This is a physical limiting 
point on the ascending scale; we may heat 
a substance up to this temperature, but it 
is impossible to conceive of any highe> 
temperature. Tt is necessary here to dis- 
tingnish between a conceivable limit to 
an ascending temperature and a practical 
limit under existing conditions, We may 
thus place limits, say, to the temperature 
of coal-gas and air explosions, or the tem- 
peratures possible from the electric are; 
the limit with coal-gas and air depending 
on one set of conditions, and the electric 
ss Upon another set, such as the vapor- 
Zing point of carbon, and so on. In the 
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same way, at the middle of last century 
it would have been considered quite rea- 
sonable to suppose that human existence 
was carried on at an intermediate plane 
of temperature, and that temperatures 
might exist as low, relatively to our mean 


` temperature, as our known furnace and 


combustion temperatures are high. At 
this time, no doubt, such an idea was 
quite a reasonable one. 

No such limit could be proved, even by 
the aid of the Carnot cycle, reasoning on 
the maferial theory of heat. If we assume 
that heat is material, and that in some 
way temperature fall doing work re- 
sembles, as Carnot supposed, the fall of 
water doing work in passing from a higher 
to a lower level, then no absolute zero is 
possible, because the same quantity of 
heat is supposed to exist at the low as at 
the high temperature. On this theory 
nothing in the idea of temperature sug- 
gests a possible physical limit. On the 
material theory the notion of temperature 
is one to which it is exceedingly difficult 
to attach a precise meaning. 

Thomson’s promises of further investi- 
gation were fulfilled in 1850, in which 
year he definitely accepted the dynamical 
theory of heat, and finally abandoned the 
material. His conclusions are given in 
a memoir of the first importance, which 
was read before the Roval Society of Edin- 
burgh in 1851. It was entitled “On the 
Dynamical Theory of Heat.” Before 
dealing with it, however, it is desirable to 
consider the work of Joule and others on 
another side of thermodynamics. 

Long before 1850 the equivalence cf 
mechanical work and heat quantity had 
heen accepted by many scientific men, and 
Rumford had, indeed, made measurements 
of a rough kind. It remained, however, 
for Joule experimentally to determine the 
mechanical equivalent in the most ac- 
curate manner, and place what is now 
known as the first law of thermodynamics 
upon the sure basis of absolute experi- 
mental determination. 
was read before the Cork meeting of the 
British Association in 1843, and at the 
Oxford meeting in 1847 he read another, 
“On the Mechanical Equivalent of Heat,’ 
describing the results of experiments with 
paddles rotating in liquids driven by fall- 
ing weights. By these vears of work he 
had absolutely demonstrated the equiva- 
lence of heat quantity and = mechanical 
work, so that no loophole of escape seemed 


His first paper 


possible; it appeared as if the material 
theory was rendered intellectually impos- 
sible to the trained intellect. This was not 
the fact, however, as is evident from both 
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Joules and Thomson's accounts of that 
British Association meeting. 

Joule’s earlier paper had been coolly 
received. Indeed, it is evident that the idea 
of a mechanical equivalent of heat was 
still distasteful to the physicists of the 
day, and its discussion was looked upon 
with dislike. Joule, at the 1847 meeting, 
addressed a smal] audience, and the ac- 
count of his experiments was received 
without enthusiasm. This adverse atmos- 
phere, so discouraging to the investigator, 
was quickly removed, however, when a 
young man rose to make his remarks and, 
by his enthusiastic comment and clear rea- 
soning, at once succeeded in attracting the 
interest of those present. This voung 
man was William Thomson, Professor of 
Natural Philosophy in the University of 
Glasgow. Speaking of this, his first meet- 
ing with Joule, at Manchester forty-six 
years later, Lord Kelvin said: “I can never 
forget the British Association at Oxford 
in the vear 1847, when, in one of the sec- 
tions, I heard a paper read by a very un- 
assuming voung man who betrayed no 
consciousness in his manner that he had 
a great idea to unfold. I was tremendous- 
ly struck with the paper. I had first 
thought it could not be true because it 
was different from Carnot’s theory, and 
immediately after the reading of the paper 
I had a few words of conversation with 
the author, James Joule, which was the 
beginning of our forty years’ acquaintance 
and friendship. I gained ideas 
which had never entered my mind before, 
and I thought I, too, suggested something 
worthy of Joule’s consideration when I 
told him of Carnot’s theory.” This meet- 
ing was indeed fateful for the future of 
the science of thermodynamies, as it re- 
sulted in co-operation between two men of 
giant intellect, who between them per- 
formed most of the experimental work 
which was necessary to make thermody- 
namics an exact science. Their work alone 
sufficed to place the first and second laws 
of thermodynamics on the firm footing of 
accurate experiment and logical deduction. 

Although Thomson was much struck 
by Joules experiments, he did not accept 
the dynamical theory of heat at once. As 
he stated himself, “I had first thought 
that it could not be true because it was 
different from Carnot’s theory.” 

Joules discoveries at this date may be 
thus expressed : 

Heat and mechanical energy are 
mutually convertible, and heat requires 
for its production, and produces by its 
disappearance, mechanical energy in the 
proportion of 1,890 foot-pounds for each 
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centigrade heat unit, a heat unit being 
the amount of heat necessary to heat one 
pound of water through one degree centi- 
grade. | 

Knowing, as Thomson did, that me- 
chanical energy could be produced by the 
agency of heat, but that its amount varied 
with the temperature and temperature fall, 
Joule’s discoveries seemed antagonistic 
to Carnots demonstration; and, con- 
vinced as he was that Carnots law was 
true, he naturally felt at first that there 
must be some other way of looking at 
Joule’s discoveries seemed antagonistic 
himself. 

Joule naturally believed in his own 
manner of looking at his results, and he 
apparently agreed with Thomson as to the 
antagonism between what may be here 
called the Carnot and Joule laws. 

The material theory of heat might have 
been true; in which case there was no 
more need for any direct quantitative con- 
nection between heat quantity and me- 
chanical energy than between the mass 
of a body and its mechanical energy. 
Any unit of mass may acquire any 
conceivable amount of mechanical energy 
if its velocity be great enough, and 
so any unit of heat on the caloric 
theory may produce any conceiv- 
able amount of mechanical energy if the 
temperature fall be great enough. Joule 
considered the Carnot law to be so incon- 
sistent with his law that in one of his 
papers he proposes its abandonment as 
inconsistent with discovered facts. At 
this point the two ideas seem to be in 
opposition. The germ of reconciliation, 
however, is found in observations by 
Thomson in both the 1848 and 1849 
papers. In paragraph eight, quoted here 
from the latter paper, it is stated : 

“In the present state of science, how- 
ever, no operation is known by which heat 
can be absorbed into a body without 
cither elevating its temperature or be- 
coming latent, and producing some al- 
teration in its physical condition.” 

This is equivalent to saying that no 
case has been observed where heat dis- 
appears doing mechanical work. In a note 
occurring in the same paper he alludes 
to the fact that engineers always assume 
that the amount of heat found im the con- 
denser of the steam engine was the same 
as that taken into the engine by the steam, 
in the following terms: 

“So generally is Carnot’s principle 
tacitly admitted as an axiom that its ap- 
plication in this case has never, so far as 
I am aware, heen questioned by practical 
engineers.” 
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This was quite accurate. Hirn’s dem- 
onstrations that heat disappears in a 
steam engine when work is done were not 
made until 1857, eight years later. 

In the 1848 paper he states: 

“The experiments of Mr. Joule, of 
Manchester, seem to indicate an actual 
conversion of mechanical effect into 
caloric. No experiment, however, is ad- 
duced in which the converse operation is 
exhibited; but it must be confessed that 
as yet much is involved in mystery with 
reference to these fundamental questions 
of natural philosophy.” 

Here we find Thomson’s mind engaged 
—in 1848 and 1849—with the very matter 
requiring proof. Joule had proved the 
generation of heat by means of mechanical 
work; Thomson required the proof of the 
converse case—the disappearance of heat 
when mechanical work was done by the 
working fluid. 

This proof was forthcoming in the re- 
sults of experiments on the compression 
and expansion of air. Accordingly, we 
find the Carnot and Joule principles 
reconciled in Thomson’s paper of 1851, 
and the important deduction made of an 
absolute zero of temperature —273 de- 
grees on the centigrade scale. The intro- 
duction of the idea of the mechanical 
equivalent of heat leads at once to an 
absolute zero of temperature, and allows 
of the determination of this physical 
lower limit by the use of the Carnot cycle 
for investigating the efficiency of a per- 
fect engine using any working fluid. Air 
was the working fluid actually investi- 
gated, and the determination of its prop- 
erties at ordinary temperatures was a 
vitally important result of the co-opera- 
tion of Thomson and Joule. ‘Their ex- 
periments lasted for many years, and their 
rigorous investigation disclosed the fact 
that internal work was done in expand- 
ing a gas; im fact, that in a gas expanding 
isothermally doing work, part of the heat 
only disappeared in external work and 
part was absorbed.in separating the mole- 
cules. 

The Joule and Carnot laws are now 
known as the first and second laws of 
thermodynamics. 

The second law, in modern form, may 
be thus stated: 

Although heat and work are mutually 
convertible, and in definite and invariable 
proportions, yet no conceivable heat engine 
is able to convert all the heat given to it 
into work. Apart altogether from prac- 
tical limitations, a certain portion of the 
heat must be passed from the hot body to 
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the cold body in order that the remainder 
may assume the’ form of mechanical en- 
ergy. 

The proportion of the total heat con- 
vertible into mechanical energy depends 
on the absolute temperatures of the hot 
and cold bodies; it is unity minus the 
lower absolute temperature upon the 
upper absolute temperature. 

It appears that during Thomson’s 
struggle to reconcile the two apparently 
opposing laws, Clausius, who had seen the 
same difficulty, arrived independently at 
its solution and published a paper “On 
the Motive Power of Heat and the Laws 
of Heat Which May Be Deduced There- 
from,” at the Berlin Academy, in Febru- 
ery, 1850. In this paper Clausius dis- 
cusses Thomson’s difficulties, and also ar- 
rives at the conclusion that the Carnot 
cycle may be reconciled to Joule’s law by 
the omission of the supposition that dur- 
ing the third process the same amount of 
heat is discharged from the cool body as 
was taken in from the hot one. He states: 

“On a nearer view of the case we find 
that the new theories were opposed, not 
to the real fundamental principle of Car- 
not, but to the addition that no heat is 
loss. For it is quite possible that in the 


production of work both may take place 


at the same time: a certain portion of 
heat may be consumed, and a further por- 
tion transmitted from a warm body to a 
cold one; and both portions may stand in 
a certain definite relation to the quantity 
of work produced. This will be made 
plainer as we proceed; and it will be, 
moreover, shown that the inference to 
be drawn from both assumptions may not 
only exist together, but that they may mu- 
tually support each other.” 

In his 1851 paper Thomson gives 
Clausius full credit for solving the diffi- 
culty between the Carnot and the Joule 
principles. Thomson gives Clausius the 
full credit for priority, but states that he 
was working on the same problem, and 
had arrived at the same solution in the 
year 1850, before he had seen Clausius’s 
work. Clausius, however, assumed the 
theory of a permanent gas, which required 
the absence of internal work, but Thom- 
son was not prepared to assume this with- 
out experiment. This determination 
rigidly to prove every necessary assump- 
tion, and his clear conception of the points 
necessary ‘for proof, led to the extensive 
series of researches undertaken by Thom- 
son and Joule with the object of deter- 
mining how much gas thermometers differ 
from an absolute scale as determined by 
the combination of the Joule and Carnot 
Jaws. 

(Tc be continued.) 
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FINANCIAL REPORTS OF ELECTRICAL 
_ COMPANIES. 


ELMIRA WATER, LIGHT AND RAILROAD 
COMPANY. 

The earnings of the railroad department 
of the Elmira Water, Light and Railroad 
Company for the quarter ended June 30 
shows gross of $58,117; expenses, $42,- 
922; net, $15,895; other income, $2,914 ; 
total income, $18,809; charges, $15,589 ; 
surplus, $3,220. | 


KANSAS CITY RAILWAY AND LIGHT 
COMPANY. 

The report of the Kansas City Railway 
and Light Company for the fiscal year 
ended May 31 shows gross earnings of 
$6,070,116; operating expenses, $3,228,- 
170; net carnings, $2,841,946; other in- 
come, $105,680; total income, $2,947,626. 
This was $122,186 more than that for the 
fiscal vear ended May 31, 1907. The bal- 
ance available for dividends amounted to 
$853,132. 
PHILADELPHIA RAPID TRANSIT COMPANY, 

The annual meetings of the Union 
Traction Company and the Philadelphia 
Rapid Transit Company were held in 
Philadelphia on September 16. The di- 
rectors of the Union Traction Company 
were re-elected and two new directors were 
elected to the board of the transit com- 
pany. 

The report of the Philadelphia Rapid 
Transit Company showed that the deficit 
for the last fiscal vear is only $92,048.78. 
Receipts from all sources amounted to 
$18,557,502.86 ; cost of operation, licenses, 
taxes and fixed charges, $18,649,551.64. 
The deficit for the preceding fiscal year 
Was $364,048.53. | 

A resolution was carried to increase the 
Indebtedness of the company from nothing 
to $5,000,000. This loan is to be met 
with the unencumbered assets of the 
Union Traction Company as collateral, 
and includes valuable securities of the 
Various underlying companies. 


CUMBERLAND TELEPHONE AND TELEGRAPH 
COMPANY. 

The report of the Cumberland Tele- 
phone and Telegraph Company for the 
month of August and eight months ended 
August 31 shows gross for August of 
$490,511; expenses, $287,636; August 
net, $201,875; interest and taxes, $37,- 
T24; August surplus, $164,151. Eight 
Months’ gross, $4,046,583; expenses, 
$2,353,317; eight months’ net, $1,693,- 
266; interest and taxes, $298,081; eight 
months’ surplus, $1,395,185. 
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MONTREAL STREET RAILWAY COMPANY. 

The report of the Montreal Street Rail- 
way Company for the month of August 
and eleven months ended August 31 shows 
August gross of $329,772; expenses, 
$164,262; August net, $165,510; charges, 
rentals, ete., $70,077; August surplus, 
$95,432. Eleven months’ gross, $3,329,- 
059; expenses, $1,978,659 ; eleven months’ 
net, $1,350,400; charges, rentals, etc., 
$586,966; eleven months’ surplus, $764,- 
434. 


AMERICAN RAILWAYS COMPANY. 


The report of the American Railways 
Company for the year ended June 30 
shows gross income of $2,927,436; re- 
ceipts, income from stocks and bonds 
owned, $479,029; miscellaneous income, 
$17,728; total income, $498,757: total de- 
ductions, $171,645; net, $327,112, equal 
to 6.4 per cent on the $5,095,100 capital 
stock. The gross earnings of the sub- 
sidiary companies increased $59,280 over 
1907, or 2.07 per cent. The total number 
of passengers carried was 68,762,586, an 
increase of 1,137,855. Stoekholders were 
paid $305,706 in dividends, leaving a bal- 
ance of $21,406 to be added to the surplus 
account. The American Railways Com- 
pany controls the Bridgeton & Millville 
Traction Company, Bridgeton, N. J.: 
Springfield Railway Company, Spring- 
field, Ohio; People’s Railway Company, 
Dayton, Ohio; Altoona & Logan Valley 
Electric Railway Company, Altoona, Pa. ; 
Chicago & Joliet Electric Railway Com- 
pany; Chicago & Desplaines Valley Elec- 
tric Railway Company, Joliet, TI., and 
Scranton Railway Company, Scranton, 


Pa. 
— M 


Steam Turbines in Power 
Stations. 

Harry Webster, associate member of 
the Institution of Electrical Engineers 
of Great Britain, presents a summary 
in the Electrical Review (London), 
September 4, of facts and knowledge 
which he considers, from his experience, 
to be of the greatest importance. In 
operating steam turbines of the Parsons 
type the temperature of the steam should 
not exceed 550 degrees Fahrenheit. This 
will give all the usual advantages to be 
obtained by the use of superheat without 
danger in a well-constructed turbine. A 
good mereury pocket at the steam inlet 
to the turbine is essential, with a properly 
protected thermometer kept in continu- 
ously, so that the temperature of the steam 
can be noted at any moment. A sudden 
rise of temperature from any cause may 
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do considerable mischief in a very short 
time. A precaution which can not be too 
carefully observed is the prevention of any 
solid matter coming over with the steam. 
Good lubrication is of the greatest impor- 
tance, and can be achieved by using a 
good mineral oil, keeping all trace of 
water out of it. Water can only get into 
the oil at two or three places, and will 
generally be found to procced either from 
the steam sealing devices at the ends of 
the turbine or from the water in the oil- 
cooling tank. This can easily be located 
by separating a small quantity of water 
from the oil and putting it through the 
standard soap test for hardness. Should 
it prove to be hard water, the fault should 
be looked for in the oil-cooling tank; but, 
if distilled, it must be proceeding from 
the sealing glands. There is every reason 
to expect a large demand for low-pressure 
or exhaust-steam turbines, as undoubtedly 
a great number of really modern and eff- 
cient reciprocating engines are in use at 
the present time, and it is often preferable 


to install a low-pressure turbine to take 


the exhaust from these, and thus utilize 
every available pound of steam rather 
than to scrap the engines. Some good ex- 
amples of this combination are already 
installed and are giving excellent results, 
the working pressure of the steam being 
as low as one pound per square inch. Mr, 
Webber considers that the barometric con- 
denser is of the greatest advantage in a 
steam-turbine installation, but the govern- 
ing feature, when deciding upon the type 
of condenser, will be the quality of water 
available. A point which it is well to bear 
in mind with condensing plant for steam 
turbines is that, owing to the absence of 
oil, all iron and steel parts are liable to 
rusting. He has found that steel rings 
fitted to the buckets of air pumps rust 
quickly, although the bucket and barrel 
are bronze; whereas phosphor-bronze rings 
last indefinitely. 
ESEN SNEEN 
Georgia and Florida Inde- 
pendent Telephone 
Companies. 

A convention of independent telephone 
companies from Florida and Georgia was 
held at Bainbridge, Ga., on September 11. 
The convention was largely attended, some 
16,600 telephones being represented. A 
permanent organization was effected, with 
the following officers: President, Dr. J. 
G. Dean, Dawson, Ga.; secretary and 
treasurer, W. N. Drake, Pelham, Ga.; 
vice-president for Florida, Dr. W. L. 
Moor, Tallahassee; vice-president for 
Georgia, T. E. Gurr, Bainbridge. 
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REVIEWS OF CURRENT ENGINEERING 


AND SCIENTIFIC LITERATURE 


Electrical Equipment of the Royal 
Mail Steamship Orcoma. 


The Pacific Steam Navigation Com- 
pany’s new twin-screw steamship Oreoma, 
of 11,532 tons, is the newest and largest 
of the company’s fleet. The electrical 
equipment marks an advance in steam- 
ship fitting-up. Accommodations have 
been provided for 250 first-class pas- 
sengers, 200 second-class passengers and a 
large number of third-class passengers. 
The machinery consists of two sets of 
quadruple-expansion, four-crank engines 
having evlinders twenty-six inches, thirty- 
seven and one-half inches, fiftv-three and 
one-half inches and seventy-six inches in 
diameter bv fiftv-four-inch stroke, with 
three double-ended and three single-ended 
boilers for a working pressure of 210 
pounds per square inch. The electric 
generating plant consists of four sixty- 
five-kilowatt, 110-volt, continuous-current 
generators, direct-driven by high-speed en- 
gines. The ship’s lighting comprises 
1,500 sixteen-candle-power incandescent 
lamps, three are lamps for cargo purposes, 
and one Admiralty type Morse code sig- 
naling lamp. One of the large whistles is 
controlled by an electrical apparatus 
which admits of its being operated by a 
small handle on the navigating bridge. It 
ean, in addition, be switched on to a 
special clock in the wheel-house which 
blows the whistle automatically at inter- 
vals of every sixty seconds. The ventilat- 
ing plant consists of two eight-horse- 
power Allen motors driving 
Sirocco fans for ventilating the stoke- 
holes; 


enclosed 


four enclosed motors driving fans 
for ventilating the galleys and lavatories, 
and sixteen fifty-four-inch ceiling fans for 
ventilating the dining saloons. Bighty- 
six nine-and-one-half-ineh trunnion fans 
are installed in the first-class staterooms. 
The laundry installation is driven by a five- 
horse-power enclosed motor, A passenger 
elevator serving the four passenger decks 
is driven by an cight-horse-power enclosed 
Siemens motor. There is also an electric- 
ally operated hoist for raising provisions 
from the refrigerating chambers. The 
valleys and sculleries are equipped with 
eight motors for spit-turning, knife-grind- 
ing, potato-peeling, bread-kneading, boot- 
There are 
also an electrically driven bacon-cutting 


cleaning and dish-washing. 


contrivance, clectrically heated radiators, 
ovens, hot plates and irons, and the barber 
shop is fitted up with electrically driven 
hair brushes and fans in connection with 
the hair-drving apparatus, A very com- 
plete system of cleetrie bells keeps the 
principal officers in elose touch by means 
of an intercommunicating telephone svs- 
tem.—.Ebstracted from Electrical Engi- 
neering (London), September 3. 
< 
An Electrical Farm at the Electrical 
Exposition in Marseilles. 

A model electrical farm at the electrical 
exposition in Marseilles is deseribed by 
J. A. Montpellier. There is great scar- 
city of labor in the agricultural districts 
of France on account of emigration to 
the cities, but it is here shown how elec- 
tricity can be made to perform all the 
arduous work on the farm, thus replacing 
human labor and remedying the existing 
evil. The modernized farm, which covers 
a surface of 800 square metres, is one of 
the most interesting attractions at the ex- 
position, all the buildings of a typical 
farm being faithfully reproduced. The 
dwelling is equipped electrically through- 
out; there is an electric cooking stove in 
the kitchen simpler than that in the mod- 
ern villa; an electrie pump supplies 
ozonized water; there is an electric bread- 
kneader electric oven in the 
bakery; the laundry is furnished with a 
special pump, electric wash machines and 
irons; in the winter an clectric fan sup- 
plies heated air to all the rooms, and it 
may be used to supply air cooled by ice 
In the summer. 


and an 


In the vard are a cen- 
trifugal pump installed over a well and 
driven by a small motor; plows, thrash- 
ing machines, huskers, winnowers, ete.: 
everything in full operation. The wine- 
cellar equipment is remarkable. It has 
a wine pump, erape-picker, beater and 
press. all operated: electrically. For the 
manufacture of olive oil special electric- 
ally driven machinery is provided, such 
as presses, crushers, pumps, filters, ete. 
In the poultry house there is a bone- 
crusher, herb-cutter, electrie brooders and 
breeders. The cowhouse contains a car- 


rot-culter,  grain-crusher, 


oil-cake mill, 
root-cutter, as well as special apparatus 
for milking the cows. The dairy is fur- 


nished with the most modern utensils, 


cream separators. beaters and churns, 
manufacturing butter and cheese in view 
of the public. A pump and ice-making 
machine complete the outfit. fn the 
stable an electric straw-cutter has been 
installed and also electric shears for shear- 
ing sheep. Bad odors in stables need no 
longer exist. Their disinfection and sani- 
tation are efficiently effected by ozonized 
air produced by a special ozonizer, A shop 
containing a forge with an electric blower, 
an electrically driven band-saw, grind- 
stone and other tools completes the in- 
stallation of the farm. The vegetable 
garden has also received attention, for by 
means of electricity intensified cultivation 
may be practiced, so that it will be pos- 
sible to obtain in winter strawberries, 
tomatoes and other early vegetables.— 
Translated and abstracted from D Elec- 
tricien (Paris), August 29. 
< 


The Manufacture of Carbide of 
Calcium. 

A short history of this industry in Eu- 
rope is here given by E. Rosenthal. It is 
well known that the experiments of 
Moissan and Wilson gave birth to this 
Industry. The simphcity of the method 
of obtaining carbide of calcium in an elec- 
trie furnace, namely, the treatment of a 
given mixture of lime and coke by an elec- 
tric arc, gave rise to the crisis in 1900. 
In France, where the patents of Bulier 
were upheld, those factories that had been 
equipped for the manufacture of carbide 
were obliged to utilize their water power 
in other wavs. But gradually, in France 
as in other countries, the factories formed 
combinations and thus became stronger; 
the methods of operation were improved, 
and if in 1900 all the factories were in 
the same position technically, this is no 
longer the case to-day. Furthermore, the 
German and French markets are regulated 
by two selling svndicates, of which most 
of the factories are members, The purely 
economic evolution of the earbide industry 
is not dealt with, the author discussing 
in this article the technical methods and 
various furnaces. The first furnaces were 
of circular or square section with a very 
heavy sheet-iron wall, which was covered 
inside by a thick laver of compact carbide. 
A square carbon electrode (forty to sixty 


we 
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centimetres square and 1.8 to two metres 
“long) was suspended inside of the furnace 
and connected by thin copper sheets to 
one of the poles of a generator or trans- 
former, while the other pole was con- 
nected to the graphite crucible. The in- 
termediate space was filled with the ma- 
terial to be treated, a mixture of lime and 
coke, which was transformed into carbide 
by the heat of the are. The carbide was 
allowed to cool in the crucible and then 
removed in the shape of a cone. A typical 
installation of that time utilizing 800 
horse-power contained eighteen furnaces, 
of which twelve were operated simulta- 
neously, Each furnace consumed 2,000 to 
2,000 amperes, and the operation lasted 
from two and one-half to three hours, 
The mass of carbide was allowed to cool 
for about one and one-half hours, and it 
took one-half hour to recharge the fur- 
naces. To manufacture a ton of carbide 
required, at that time, about 750 kilo- 
grammes of coke, 1,000 to 1,100 kile- 
grammes of lime, and the consumption 
of the electrode did not exceed thirty 
kilogrammes. To obtain good results it 
Was necessary to use coke containing few 
cinders and lime containing neither phos- 
phor nor sulphur. Besides this, it was of 
advantage to use the raw material in small 
pieces or pulverized, as its fusion is there- 
by hastened. The Compagnie Electro- 
metallurgique patented in 1889 a type of 
furnace meeting these conditions. The 
method of allowing the earbide to cool in 
the furnace, which results in a great loss 
of heat and a rather low output, was soon 
followed by the continuous operation of a 
Closed furnace. An American, L. H. Har- 
tenstein, even obtained a patent on this 
process. The material to be treated sur- 
rounded the entire extremity of the mov- 
able electrode and covered the arc during 
the whole operation. At intervals varying 
from fifty minutes to two hours, accord- 
ing to the work and the type of furnace 
used, the carbide was made to flow off into 
ingot molds. In this manner the con- 
sumption of the electrodes and the cost 
of production in general were greatly re- 
duced. The efforts of manufacturers were 
directed toward perfecting details of the 
furnace and all phases of the process. In- 
stead of suspending the electrodes from 
clamps or bolts, clamps with water circu- 
lation were invented, which at the same 
time permitted the electrodes to descend 
in the measure that they were consumed, 
and thus only a part of the electrode was 
traversed by the current and exposed to 
the direct action of the furnace. The fur- 
naces were made larger and of different 
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In 1900 a furnace with two sus- 
pended and movable electrodes was pat- 
ented by the Société Metallurgique | of 
Froges. This furnace was a double one 
with two arcs in series, the tension of 
which could be regulated. Gin and Le- 
leux invented similar arrangements and 
applied them in their installations. In 
1904 Keller took out a patent on a fur- 
nace having several fusion chambers with 
electrodes connected by channels to a 
common central crucible, where the fused 
masses accumulated. Morani proposed a 
furnace with inclined fixed electrodes 
placed opposite each other so as to form 
two walls. the distance between which 
could be varied. Between them was 
placed an auxiliary electrode not in the 
electric circuit and serving merely to 
allow the arc to pass between the fixed 
electrodes. He generalized this arrange- 
ment and applied it to furnaces operated 
by three-phase current. Finally, the Com- 
pagnie Continentale d’Electricite of Glaris 
and its manager, M. Lanhoffer, obtained 


forms. 


a patent on a method of manufacturing 
calcium carbide that deserves special men- 
tion. In view of the two phases of the 
process that take place in the furnace— 
the phase of transformation proper and the 
phase of fusion—M. Lanhoffer utilizes 
the furnace with two electrodes and sep- 
arates the two phases which succeed each 
other in the same furnace, but are simul- 
taneous in two furnaces connected to- 
gether. An are is formed between the 
crucible and the electrode and the mix- 
ture filled in, which is transformed into 
carbide. This earbide accumulates in the 
crucible in the form of a pasty mass, with 
which the electrode is gradually brought 
in contact. The current then acquires a 
very great intensity and its voltage is re- 
duced to the value necessitated by the re- 
sistance of the carbide and other parts of 
the circuit. In this manner the carbide 
is fused very rapidly and is allowed to flow 
off. The two furnaces being in series, 
the phase of reduced tension or fusion 
in one furnace may be made to coincide 
with the phase of high tension or trans- 
formation in the other furnace. It is only 
necessary to lower the electrode in one 
and raise it in the other; then the flowing 
off alternates in the two furnaces and the 
process is entirely continuous, ‘These fur- 
naces are now in use in a number of fac- 
tories. The electrode consumption is only 
ten to twelve kilogrammes per ton of car- 
bide, and the production seven to eight 
tons’ per 1,000 horse-power in twenty-four 
hours. L. H. Hartenstein has recently 


obtained a patent on a three-stage fur- 
nace, in which the calcination of the lime, 
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the mixture of lime and coke, the treat- 
ment of the mixture by the are and its 
transformation into carbide are effected 
at the same time.—Translated and ab- 
stracted from La Lumiére Électrique 
(Paris), August 29. 
< 

' Interpole Traction Motors. 

Dick, Kerr & Company have developed 
a series of interpole motors particularly 
suitable for tramway systems where ex- 
tensive use is made of electric braking, 
and in any circumstances where the duty 
is more than ordinarily heavy. In some 
cases the motors will stand as much as 
100 per cent overload without injury. 
The field frame is made in the usual form, 
of two bowl-shaped castings of soft steel 
of high permeability, thereby securing the 
smallest possible weight. The two halves 
are fitted together with a carefully ma- 
chined joint to insure a good magnetic 
circuit and to make the frame both water- 
tight and dustproof. The lower part of 
the frame is hinged to the upper half, per- 
mitting the lower field coils to be easily 
inspected and cleaned. Each armature 
bearing box is contained in a separate solid 
casting independent of the motor frame 
altogether, being held in position in the 
main motor frame by a tongued and 
grooved joint and firmly fixed by studs. 
The armature can therefore be lowered 
with the bottom half for inspection, or 
can be retained in position in the top 
half, as may be desired. It can further 
be removed from the main shell with its 
bearing boxes complete if occasion requires 
it. The main pole-pieces are made up of 
laminated sheet-steel punchings riveted 
together, and are bolted to the inner sur- 
face of the frame. The pole-pieces are 
interchangeable. Special arrangements are 
made for supporting the main field coils, 
two flat steel springs, each capable of ex- 
erting a pressure of about 400 pounds, be- 
ing inserted between the field coil and 
the shell. The coils are held in place 
by the pole shoes themselves and brass 
washers which cover the surface of the 
coil. The interpoles are of solid steel, 
situated symmetrically between the main 
poles, and fixed in position by rivets. The 
interpole field coils are clamped in posi- 
tion by independent screws. Especially 
good ventilation of the armature is se- 
cured by means of the fanning action of 
the connections between the armature coils 
and the commutator bars. These connec- 
tions are made of thin, flat copper strips, 
which, when the armature rotates, act as 
fan vanes and draw a current of air 
through the motor. This artificially 
produced draft is so effective that it en- 
ables a motor to run fully twenty-five per 
cent cooler than would be possible other- 
wise.—A bstracted from the Electrical En- 
gineer (London), September 4. 
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ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 
| MECHANICAL APPARATUS 


INDUSTRIAL SECTION Q 


A Notable Sirocco Fan 
Installation. 
There has just been completed on the 
roof of the Hotel Astor a fan installation 


Electrical Cleaning. 
What has been called a new science, the 
science of cleaning, owes its latest develop- 
ment and wide applicability to the electric 


the dust and germs from floors, carpeis, 
upholstery, or any other place where they 
may accumulate, and transferring them 
through tubes to a suitable receptacle, 
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Srrocco FAN INSTALLATION ON Roor or HOTEL Astor, NEw York CITY. 


of so unusual a character as to make it 
of especial interest. The installation con- 
sists of two sixty-six-inch  single-inlet 
Siracco fans running on the same shaft. 
This shaft is fourteen feet between bear- 
Ings. 

The fans draw from a common intake 
chamber five feet eight and one-half 
inches wide. They are direct-connected 
to a thirty-five-horse-power motor. The 
capacity of the fans is 50,000 cubic feet 
of air per minute each, against a three- 
quarter-inch water gauge. The fluc 
through which the fans exhaust is of 
brick. The photograph showing the prin- 
cipal features of the installation was 
made prior to the bricking up of the cen- 


tral intake. 

The light weight and small size of the 
Sirocco fan for the heavy duty required 
made it possible to mount the fans on 
the same shaft, thus saving not only in 
cost of installation but in power. The 
power saving is said to amount to twenty- 


five percent. 


motor. The suction method of cleaning 
is fast taking the place of the broom and 
dust-pan, which stir up the dust and 


where they are collected in a condensed 
condition. In addition to its hygienic per- 
fection, this method has the advantage that 
it is easy, and consequently cheap, to oper- 
ate. The system consists of the cleaning 
tools, which resemble brushes; the flexible 
tubes and the exhausting machine, which 
contains the dust separator. The ex- 
hauster and dust separator can be con- 
veniently located in the basement or cellar 
and connected by piping to inlets in the 
various rooms and halls, where the flexible 
connections can be made. 

The fact that the exhaust collector re- 
quires power to drive it, at first limited 
the application of this principle to places 
which had convenient power plants, but 
with the electric motor its use has been 
greatly extended. At present, office build- 
ings, theatres and residences are being ex- 
tensively provided with exhaust cleaning 
outfits.. The latest improvement in ex- 
haust collectors has been made possible by 
the continuous rotarv action of the electric 
motor. ‘This is the application of the tur- 
bine principle to the exhauster. The ac- 
companying view shows one of these 
turbine exhausters driven by a form I 
motor, built by the Crocker-Wheeler Com- 
pany, Ampere, N. J. The turbine has 
only two bearings and, in addition, the, 


ELECTRICALLY DRIVEN ‘TURBINE Dust-EXHAUSTER. 


allow most of it to resettle. Instead of 
this old-fashioned, semi-hygienic method, 
modern ingenuity has devised the scien- 
tific, vet simple, expedient of sucking in 


automatic dust extractor is an integral 
part of the cleaner and no power is wasted 
in drawing the air through any screens or 
other retarding mediums before it passes 
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through the machine. 
driven the apparatus can nat be disabled 
by freezing, as may be the case when the 
dust-laden air current has to pass through 
a humidifier or where the power is ob- 
tained from steam. 

The cleaning tools used with this sys- 
tem have large orifices so that they will 
suck not only the dust but tacks, pins 
and scraps of paper as well. 

The machine shown in the illustration 
is one of large size. The Crocker-Wheeler 
Company has heen for some time supply- 
ing motors for exhausters of all sizes for 
use in various kinds and sizes of buildings. 

-—_—__«@—_____. 
Speed Counters. 

The diffieulty which has been en- 
countered in, obtaining accurately the 
number of revolutions of a generator or 
motor will be readily overcome by the use 
of a new speed counter put on the market 
py the Veeder Manufacturing Company, 
of Hartford, Ct. This instrument is 
shown very clearly in the accompanying 
illustration. It consists of a revolution 
counter which is operated through a 
clutch, the two jaws of this clutch being 
held apart by.a helical spring when the 
counter is not in use. 

The counter is used by placing its point 
against the shaft the speed of which is 
to be measured. So long as it is held with 
a light pressure, the clutch is out of en- 
gagement and the instrument does not 
register. A watch can be held in the 
other hand and at the beginning of a 
minute, by a slight pressure on its end, the 
counter is started registering. If the 
pressure is released at the end of a minute 
the counter instantly stops. The differ- 
ence between the reading of the counter 
at the beginning and end of a minute is 
the revolutions per minute of the shaft. 


When electrically -- 
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figures in line; this prevents mistakes in 
reading the instrument. 
This speed counter is peculiarly adapted 
to electrical work because it is not affected 
by magnetism and also because an insulat- 
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incorrectly gréand will not bore a uniform 
hole to size. 

Drills correctly ground and pointed will 
not only drill to size with minimum power, 
but when straight they will wear the drill 


A Motor-DrivEN SELLERS DRILL GRINDER. 


ing tip is provided which prevents any 
short-circuit through the instrument, and 
does away with the necessity of using a 
stop-watch. 

— a 


Drill Griuding by Machinery. 


Tt is a well-recognized fact that there 
is a theoretically correct shape for a drill. 
whether of the flat or twist type, in order 


SPEED COUNTER WITH INSULATED TIP. 


No arrangement is provided for setting 
the register back to zero; this operation 
taking more time than is necessary to set 
down the two readings of the counter and 
find the difference between them. The 
register is direct-reading, having all the 


to obtain the maximum amount of work 
from the drill. It is also fully admitted 
that hand grinding can not give this best 
shape and for this reason more power is 
required by the hand-ground drill than is 
necessary. In addition to this, a drill 


press less than if incorrectly ground or 
out of true. In the latter case the force 
required to hold the drill steady brings a 
strain on the drill press which causes the ` 
hearings of the spindle to wear. 

The drill-grinding machine illustrated 
herewith is manufactured by William 
Sellers & Company, and is equipped with 
a standard Westinghouse motor of two- 
horse-power capacity. The entire outfit 
is self-contained with starting switch and 
motor complete. The grinder is suitable 
for any type of double-tip drills, varying 
from five-sixteenths inch to three inches in 
diameter. , 

The grinding of the tips is done on the 
face of the stone, or grinding wheel, which 
insures a correct surface as the drill is 
moved over the entire face of the wheel. 
By a special device the correct pointing of 
the drill is secured. 

An, interesting feature is the method 
adopted for providing an ample supply of 
water at the grinding surface. The wheel 
proper is protected by a cover at all points 
except where the drill comes in contact 
with it. On the cover there is an ad- 
justable nozzle through which water is 
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delivered in an abundant flow to both 


drill and wheel without splash or waste. 
‘he water is moved by a small centrifugal 
pump driven from the main motor. 

The entire equipment is very simple, so 
that a skilled workman is not required; 
any man of ordinary care can operate the 
machine with perfect satisfaction. 

The application of the motor to this 
grinder permits the machine to be located 
in the shop at any point desired, without 
reference to shafting or belts. It secures 
the maximum economy of driving power, 
inasmuch as the entire outfit may be 
stopped whenever not in actual use. 

— ---- Qo ——_ 
Milling Machine. 

Many direct, as well as indirect, advan- 
tages resulting from driving machine 
tools by electric motors have resulted in a 
gradual improvement in the methods of 
attaching the motors. 

In many instances the characteristics of 
the motors have been such that modifica- 


ELECTRICAL REVIEW 


in Fig. 1, where a fifty-horse-power West- 
inghouse motor is shown applied to a 
heavy milling machine manufactured by 
the Ingersoll Milling Machine Company. 
The motor has an initial speed variation 
of from 500 to 1,000 revolutions per 
minute, the speed being controlled by 
means of a drum-type controller not shown 
in the illustration, mounted at a point 
convenient to the operator. 

In addition to the speed variation ob- 
tained in the motor, there are change 
gears, giving speed variations of about 
seven to thirty-five revolutions per minute, 
and the feed may be varied from one-half 
to fourteen inches, as may be required. 
The miller is particularly adapted to such 
heavy work as paneling locomotive side 
rods—which is perhaps as heavy work as 
such machines are called upon to do. 
The tool is powerful enough to remove 
forty-five cubic inches of steel per minute 
when taking a slabbing cut. 

With the alternating-current equipment, 
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switchboard and transformers for stepping 
the voltage up to 13,200 volts. The 
generators are belt connected to a line 
shaft driven by two four-foot Pelton 
water-wheels capable of developing 630 
horse-power at 300 revolutions per 
minute. The head is 230 feet, the pipe 
line being 6,661 feet in length. 

In addition to the generating station 
there are also two substations, one located 
at the smelter a short distance from the 
generating station and the other at the 
mines. The power in the smelter is taken 
direct at the generator voltage, while that 
in the mine is stepped down from 13,200 
to 240 volts. In addition to the apparatus 
mentioned above, the General Electric 
Company also supplied several induction 
motors of various sizes for use both at the 
mines and at the smelter. 

This installation is comparatively small, 
but is interesting from the fact that a 
twenty-mile transmission line will be 
erected from their generating station to 
the mines for transmitting only 100 horse- 
power (ultimately 200 horse-power), this 
comparatively large expenditure probably 
being due to the scarcity of fuel. 


Fig. 1.—MıLLING MACHINE WITH Direct-CURRENT MOTOR. 


tions could be made in the tools to such an 
extent that they were considerably simpli- 
fied, as well as their productive capacity 
increased, by considering the motor and 
the tool as a unit in making the original 
designs. These applications may be con- 
trasted with the somewhat older method of 
applying a motor to a standard belt-driven 
tool. . 

As direct and alternating-current motors 
have characteristics of a different nature 
the method of applying these two different 
types of motors is materially different. 
For that class of service requiring a vari- 
able cutting speed, the direct-current ad- 
justable-speed motor is especially well 
adapted. A good example of this is shown 


as shown in Fig. 2; the speed of the motor 
is fixed and it is necessary to supply a 
suitable run of gearing, which may be 
operated by a lever to obtaim the required 
changes in speed. As before, the speed 
range runs from seven to thirty-five revo- 
lutions per minute of the tool. 
ee 
Famatina Development 
Corporation. 

The Famatina Development Corpora- 
tion, which is interested in the develop- 
ment of copper mines near Chilecite, 
Argentine, is installing a hydroelectric 
plant, the generating equipment for which 
consists of two 200-kilowatt, 240-volt, re- 
volving field generators with direct-con- 
nected exciters, together with a suitable 


Fie. 2.—MILLING MACHINE WITH ALTERNATING-CURRENT MOTOR 


AND GEAR. 


New German Cable Company. 

The German-South American Tele- 
graph Company has been founded in Ber- 
lin, Germany, with a capital of 4,000,000 
marks. This capitalization will be in- 
creased from time to time as the business 
nrogresses. It has been stipulated that 
two-thirds of the board of directors must 
be of German nationality and must re- 
side in Germany. The electrical manu- 
facturing firm of Felten, Guilleaume & 
Lahmever, which originally obtained the 
concession and passed it on to the new 
company, will supply and lay down the 
new cable, and negotiations are under way 


with the Brazilian Government in regard 
to securing a landing place. 
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A Heavy Wire Lamp Guard. 

The accompanying illustration shows a 
heavy wire lamp guard which has been 
placed on the market by Herbert T. 
Foster, of Worcester, Mass. This guard 
is firmly attached to the socket, and docs 
not touch the lamp nor depend upon it 


Heavy WIRE LAMP GUARD. 


for support in any way. The same guard 
can be used with either a sixteen-candle- 
power or a thirty-two-candic-power lamp, 
and a lamp may be removed and a new 
one inserted without the guard being 
taken from the socket. 

The advantages of this guard make it 
especially desirable for general factory 
and shop use, car-barns or any other place 
where a lamp is required to be protected. 

——__<@—-—____ 

A Thoroughly Insulated In- 
candescent Lamp Guard. 
Quite recently there has been a good 

deal of prominence given to the possible 

danger which may exist if a metal lamp 


FIBRE Lamp GUARD. 


guard should become charged from a high- 
tension circuit through a defective cable 
or broken-down insulation, rendering the 
guard alive, A few weeks ago announce- 
ment was made of death by shock to a 
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young man who had carelessly taken up a 
wire lamp guard which was afterward 
found to be defectively insulated. 

The accompanying illustration shows a 
lamp guard made by the Benjamin Elec- 
tric Manufacturing Company, Chicago, 
Ill., which, because of its construction and 
the material of which it is made, elimi- 
nates the possibility of injury from shock. 
The handle is made of well-seasoned and 
thoroughly insulated wood, and the guard 
proper is made of narrow strips of insu- 
lated fibre. The strips are placed radially 
to the lamp and cut off very little of the 
iMumination from the light source. 
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First Annual Report, Public 
Service Commission, Second 
District, State of New York. 


The first annual report, for the year 
1907, of the Public Service Commission 
for the Second District, State of New 
York, has been issued. The commission 
took office and entered upon the discharge 
of the duties imposed upon it by law on 
July 1, 1907. The Second District com- 
mission has jurisdiction over all the 
counties of New York state except New 
York, Kings, Queens and Richmond. 
There have been created six separate divi- 
sions of the commission, as follows: 
Division of Light, Heat and Power; 
Division of Railroad Engineering and In- 
spection; Division of Statistics and Ac- 
counts; Division of Traffic; Division of 
Tariffs; General Office. 

The work assigned to the Division of 
Light, Heat and Power is the supervision 
of all gas corporations, electrical cor- 
porations,' the inspection and testing of 
vas and inspection and testing of gas 
meters, the inspection and testing of 
electric meters, the supervision of munic- 
ipal electric plants, so far as power is 
given to the commission. 

The Division of Railroad Engineering 
and Inspection includes the inspection and 
supervision of the physical properties of 
both steam and electric railroads. 

This report covers the period for the 
six months ended December 31, 1907. On 
that date there were seventy-one electric 
railroads operating in the second district. 
These roads owned and operated 1,510 
miles of track and leased or controlled 
159 miles. There were 171 electrical com- 
panies and fifty corporations supplying 
both gas and electricity. For the inspec- 
tion of electric meters the second district 
has been divided into four electric-meter 
inspection districts, with respective head- 
quarters at Yonkers, Albany, Utica and 
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Rochester. An inspector of electric 
meters, appointed from a list of eligibles 
furnished by the state Civil Service Com- 
mission, is stationed in each district, 
under the supervision of a chief inspector 
at Albany. 

Vol. i of the report contains, in addi- 
tion to the matter which is summarized 
below, appendices comprising the miscel- 
laneous orders which have been issued by 
the commission during the period covered 
by the report. There is a general index 
and an index of the report of the Board 
of Railroad Commissioners. Vol. ii con- 
tains the abstracts of reports of corpora- 
tions. It includes assets and liabilities, 
cost of road and equipment with distribu- 
tion of cost, securities, funded debt, divi- 
dend-paying stock, non-dividend-paying 
corporations, road and equipment, miles 
of road operated, locomotives and cars in 
service, income with deductions and reve- 


nuec from operation; operating expenses, 
distributed as to maintenance of way, etc. ; 
freight operations, classification of com- 
modities, passengers carried, monthly 
wages of employés, highway and railroad 
crossings and casualties of steam railroad 
corporations and electric railroad corpora- 
tions, and gas and electrical companies. 
A supplement to the report comprises two 
magnificent maps showing in colors the 
steam railroads and the electric railroads 
operated in the state of New York. 


—__—__<-@—-—____ 

The Kansas Gas, Water, 
Electric Light and Street 
Railway Association. 

The eleventh annual meeting of the 
Kansas Gas, Water, Electric Light and 
Street Railway Association will be held at 
Pittsburg, Kan., October 8 and 9. Head- 
quarters will be established at the Stilwell 
Hotel. The programme has been an- 
nounced as follows: President’s address, 
C. L. Brown, Abilene, Kan.; “Street 
Lighting—Are and Series Tungsten,” 
N. R. Birge, General Electric Company, 
Schenectady, N. Y.; “Electrical Jobbers,” 
P. B. Chaney, Monarch Electrice Company, 
Kansas City, Mo.; “The Correct Rate to 
Be Charged by Central Stations,” W. A. 
Scothorn, Hutchinson, Kan.; “Com- 
mercial Insulation of Wire,” F. H. 
Dimick, International Lecture Institute, 
New York, illustrated by lantern slides; 
“Finances of the Light Business,” H. V. 
Forest, superintendent Winfield Electric 
Light Company; “Steam Turbines,” C. R. 
Mackay, manager Toledo Railway and 
Light Company, Toledo, Ohio; “Incan- 
descent Lamps,” S. E. Doane, chief engi- 
neer National Electric Lamp Association, 
Cleveland, Ohio; “Our System of Book- 


keeping and Records,’ Dow R. Guinn, 
Pittsburg Water Supply Company. 
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. DOMESTIC AND EXPORT. 

NEW WIRELESS TELEGRAPH COMPANY—Articles of incor- 
poration have been issued to the Southern Wireless Telegraph Com- 
pany, which is capitalized at $1,000,000, and which will have its 
headquarters at Little Rock, Ark. The company proposes to install 
a station and to place Little Rock in connection with eighteen other 
stations in Arkansas, Louisiana, Mississippi and Oklahoma. It is 
proposed to have the new station at Little Rock in operation in a 
short time and to locate the other stations as soon thereafter as 
possible. George A. Parker is president of the company, Harry C. 
Hale secretary and R. T. Balch treasurer. 


WASHINGTON ELECTRIC ROAD INCORPORATED — The 
Spokane, Columbia & Western Railway Company is the name of 
the new electric and steam road which: the Graves interests will 
build from Spokane into the Big Bend country. Articles of in- 
corporation for the new railroad have been flied at the county court- 
house, the capital stock being $3,000,000. Jay P. Graves’s name 
does not appear as one of the incorporators. These are: Clyde M. 
Graves, Waldo G. Paine, W. G. Davidson, H. B. Ferris and Will G. 
Graves. All are connected with the Inland Empire system. The 
road will run from Spokane to the mouth of the Spokane River, 
seventy-five miles. Surveyors have been in the field for several 
weeks. Ample power will be available at the new power plant 
owned by the Graves interests at Nine Mile to operate the new line 
and the present lines of the Inland Empire system. 


NORTHERN COLORADO POWER COMPANY TO ISSUE BONDS 
—The Northern Colorado Power Company has decided to increase 
its bond issue from $3,000,000 to $6,000,000, to provide money for 
proposed extensions to its transmission lines and to increase the 
capacity of its power plant at Lafayette. It was provided that the 
outstanding $3,000,000 be retired, and the present holders receive a 
like amount of the new bonds. The additional $3,000,000 in bonds 
will be utilized for construction work. Transmission lines will be 
extended from Greeley to Lafayette by way of Brighton. Presi- 
dent Barker is planning to supply a large amount of power for 
irrigation purposes. There is, he says, a growing demand for 
electricity for pumping water on farms and the company is pre- 
paring to meet the demand. Scores of wells are being sunk on 
farms, and water will be pumped for irrigation. 


NEW INCORPORATIONS. 
ALBANY, N. Y.—Valatie Telephone Company. Valatie. $10,000. 
Incorporators: Edwin D. Howe, Wilson Miller, Valatie. 


CHICAGO, ILL.—Traction Lighting Company. $100,000. Incor- 
porators: Fred H. Atwood, Charles O. Loucks and Henry Tupper. 


SPRINGFIELD, ILL.—Saline County Traction Company. $5,000. 
To build an electric line from Eldorado to Carriers Mills in Saline 
county. 


SPRINGFIELD, ILL.—Roanoke Telephone Company, Roanoke. 
$2,000. Incorporators: P. W. Kennell, E. W. Rediger and J. J. 
Beer, Jr. 


DOVER, DEL.—Safety Electric Railway Company. $50.000. In- 
corporators: A. H. Angle, A. Barbeel, Philadelphia, Pa.; W. I. N. 
Lefiand, Dover. 


BOISE, IDA.—Canyon Light, Power and Water Company, of Sho- 
shone County. $250,000. Incorporators: Ellis L. Hale, W. R. Miller 
and L. C. Wilson. 


NASHVILLE, TENN.—Great Falls Power Company, Davidson 
County. Amended charter, Increasing the capital stock from 
$20,000 to $625,000. ; 
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AUGUSTA, ME.—Tuolumne River Power Company. $500,000. 
Officers: President, Charles D. Shaw, of Greenville; treasurer, Wil- 
liam M. Shaw, of Greenville. 


LOS ANGELES, CAL.—El] Monte Home Telephone Company. 
$25,000. Incorporators: J. S. Killian, F. P. Sappington, Edgar O. 
Fawcett, I. Kauffman and A. F. Snell. 


ALBANY, N. Y.—Westchester County Automatic Telephone Com- 
pany. $100,000. Incorporators: Frederick Hughes, Helen Degnon, 
Joseph L. Abrahams, Yonkers, and others. 


CLEVELAND, OHIO—lInternational Independent Telephone 
Company. $10,000. Incorporators: C. Y. McVey, W. H. Hillhouse, 
J. C. Boush, W. H. Sheppard, W. E. Cary, Jr. 


TRENTON, N. J.—Haytian Electric Company, Jersey City. 
$100,000. Incorporators: L. M. Arthur, S. H. Parsons and J. L. 
Egan. To generate electric current for heat, power and light. 


BEEBE, ARK.—Beebe Light and Power Company. $10,000. In- 
corporators: J. S. Smith, president; M. Strickland, vice-president; 
E. Roberts, secretary and treasurer; G. H. Hills and F. D. Worth- 
ington. 


GRAFTON, W. VA.—Oakdale Telephone Company, of Oakdale, 
Mercer County, W. Va. To construct and operate a telephone line. 
$1,000. Incorporators: J. R. Boyd and fifteen others of Mercer 
County. 


DENVER, COL.—Naturita Valley Rural Telephone Company. 
$1,500. Incorporators: G. A. Akers, H. H. Ross, Henry Tamm, 
Roger L. Williams, George W. Hook, Arthur Priestley and K. B. 
Northrup. 


OAKLAND, CAL.—Jahnke Aerial Telephone Company. $200,- 
000. Directors: Albert Jahnke, John T. Geraty, Frank J. Golden, 


L. M. Sherwood, C. H. Halzborn, W. L. Harshbarger, W. R. Ander- 


son and A. Kovanik. 


JERSEY CITY, N. J.—The Billings Mutual Telephone Company, 
Jersey City. To operate public telephone exchanges and systems. 
$500,000. Incorporators: P. B. Moss, G. M. Hays, J. N. Perry, Bill- 
ings, Mont.; S. S. Moore, Jersey City. 


FORT SMITH, ARK.—Fort Smith-Oklahoma Light and Trac- 
tion Company. $30,000. Formed for the purpose of owning and 
operating in Arkansas and Oklahoma, to deal in real estate, natural 
and artificial gas, etc. Incorporators: P. K. Reiss, I. S. Lowrey, 
E. H. Thomas, Rudolph Ney and C. P. Wilson. Mr. Reiss is presi- 


dent; Mr. Lowrey, vice-president; Mr. Thomas, secretary, and Mr. 
Ney, treasurer. 


HARRISBURG. PA.—Kutztown Rural Telephone and Telegraph 
Company. $10,000. To operate in Berks and Lehigh counties. 
touching Kutztown, New Tripoli, Krumsville, Weaverville, Kingston, 
Steinsville, Wannamaker’s, Lynnport, Roberts Corners, Werley’s Cor- 
ners, Sweitzer, Lynn Valley, Clausville, Guthsville, Maxatawney, 
Park Avenue and Monterey, all in Berks and Lehigh counties. 
Treasurer, Charles A. Stein, of Kutztown. 


NEW MANUFACTURING COMPANIES. 
NEW YORK, N. Y.—The International Wire Company, with a 
capital stock of $250,000, has been incorporated to act as contract- 
ing, mechanical and electrical engineer, and to manufacture cars, 


trucks, etc. The incorporators are A. A. Harrison, J. A. Walsh, 
Brooklyn; E. H. Cook, Wilkes-Barre, Pa. 


ALBANY, N. Y.—The Nonpareil Electrical Manufacturing Com- 
pany has been chartered with a capital of $50,000 to manufacture 
and deal in electrical supplies. The headquarters of the company 
will be in New York city. The incorporators are C. S. Shuman, 
A. F. Braatz, New York city, and E. M. Speer, New Jersey. 
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PERSONAL MENTION. 


MR. E. H. BURLINGAME has resigned as manager of the 
Oelwein Light, Heat and Power Company, Oelwein, Iowa, to accept 
the position of superintendent of the People’s Gas and Electric 
Company, of Chillicothe, Mo. 


MR. J. H. CLUNE, Washington, Pa., has been appointed super- 
intendent of the Butler division of the Bell Telephone Company, suc- 
ceeding H. A. Trax. Mr. Trax has been transferred to the office of 
the general superintendent at Pittsburg. 


MR. W. A. CATTELL, president of the Petaluma & Santa Rosa 
Railway Company, Petaluma, Cal., has tendered his resignation, to 
take effect October 1. He will be succeeded by E. M. Van Frank, 
general manager of the company. The pressure of private business 
was given as the reason for Mr. Cattell’s retirement. 


MR. GEORGE N. TIDD, general manager of the Scranton (Pa.) 
Electric Company has been made managing director of the Municipal 
Steam Heating Company, of Syracuse, N. Y. Both Scranton and 
Syracuse capital is interested in the company. This appointment 
will not interfere with Mr. Tidd’s present connection. 


MR. CUSTER L. FARNSWORTH, who for five years has been 
superintendent of the electric department of the Ludlow Manufac- 
turing Company, Ludlow, Mass., has accepted the position of super- 
intendent of construction with the Fitchburg (Mass.) Electric 
Lighting Company, and begins his work there October 1. 


MR. C. E. F. AHLM, Cleveland, Ohio, has been retained as con- 
sulting engineer by the Board of Public Service of Lima, Ohio, in 
connection with the municipal electric lighting plant to be built 
in that city. The plant will consist of one 200-kilowatt and one 
300-kilowatt units, 2,300-volt, sixty-cycle, three-phase, direct-con- 
nected to compound engines, and $80,000 has been appropriated for 
the work, which will begin at once. 


MR. L. E. FISHER, of Danville, 111., has tendered his resignation 
to President W. B. McKinley, of the Illinois Traction System, effect- 
ive on January 1, 1909. Mr. Fisher will be succeeded as general 
manager of the McKinley system by H. E. Chubbuck, of Ottawa, 
Ill. Mr. Fisher entered the service of the Illinois Traction system 
in 1901, previous to which he had been superintendent for a short 
time of the electric light and power company at Paris, Ill. Mr. 
Fisher will engage in the railroad construction business. 


MR. HENRY J. PIERCE, president of the International Railway 
Company, Buffalo, N. Y., announces that he will resign from the 
presidency of the company at the annual meeting on September 
29, and that he will be succeeded by Thomas Penny, of the law 
firm of Norton, Penny & Sears. Mr. Pierce intends to devote all his 
time to the affairs of the Amsterdam corporation formed last May 
by himself and W. J. Wilgus, former vice-president of the New 
York Central & Hudson River Railroad Company. The company is 
engaged in the contracting and engineering business in New York. 


MR. C. L. DE MURALT has been reappointed professor of 
electrical engineering at the University of Michigan for the coming 
year. During the winter season Professor Muralt will devote his 
attention to the consideration of the more general aspects of ap- 
plied electricity. The course of lectures will include the discussion 
of: (1) The characteristics and application of alternating and con- 
tinuous-current motors; (2) the design, construction and operation 
of electric plants; (3) the principles and methods of transmitting, 
distributing and controlling alternating currents; (4) the calcula- 
lation and operation of electric railways, and (5) the management 
of electric properties, with special references to the commercial 
aspects of electrical engineering. 


MR. GEORGE H. GUY, the well-known litterateur and secretary 
of the New York Electrical Society, is the author of a most inter- 
esting article entitled “Real Navigation of the Air,” in the Sep- 
tember issue of the American Review of Reviews. Mr. Guy has been 
a close student of the subject of ballooning and aeronautics for 
many years, and has enjoyed the friendship and confidence of the 
prominent aeronauts of the day. He is in possession of probably 
the finest collection of data on this subject, and his facile pen has 
turned to good account in this article the essential information 


which the world is so anxious at the present time to secure concern-: 
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ing navigation of the air. The article is not simply descriptive, 
as Mr. Guy draws upon his knowledge of the subject in interpolating 
a good deal of philosophy as to the possibilities of the future de- 
velopment of the science of aerial navigation. 


OBITUARY NOTE. 


MR. ALBERT P. SEYMOUR, for many years active in the firm 
of Pass & Seymour, Incorporated, manufacturers of electrical special- 
ties at Solvay, N. Y., died last week at his residence in Monrovia, 
Cal. He retired from the business in 1906 on account of failing 
health, disposing largely of his interests, and had since resided in 
Monrovia. A year ago he went to Syracuse, N. Y., on a visit, and 
on October 5 was taken ill at the residence of J. Brewster Gere, 
where he was confined to his bed until about July 1 of this year. 
He then returned to California. Mr. Seymour was actively engaged 
in business in Syracuse for many years. He was connected for some 
time with the Electric Light and Power Company, now the Syra- 
cuse Lighting Company. Later he became a member of the firm 
of Pass & Seymour, which became Pass & Seymour, Incorporated. 
He is survived by Mrs. Emily Seymour, his widow; Albert P. Sey- 
mour, of Monrovia, his son; and Mrs. T. S. Johnson, his sister, and 
his sister-in-law, Mrs. A. H. Seymour, both of Syracuse. 


TELEPHONE AND TELEGRAPH. 


QUINCY, ILL.—Articles of incorporation have been filed for the 
Fall Creek and Payson Telephone Company, with headquarters at 
Fall Creek. 


SANDY CREEK, N. Y.—H. C. White, who owns the Pillar Point 
telephone line, is arranging to give Dexter, Brownville and Water- 
town complete local lines with Watertown connections. 


EMAUS, PA.—The town council has given permission to the 
Pennsylvania Telephone Company to build its line through the bor- 
ough. The company is arranging for the extension of a line to 
Carbondale, the town council] having granted the necessary franchise. 


WILKES-BARRE, PA.—The Pennsylvania Telephone Company 
has awarded contracts for the necessary construction material in 
connection with the placing under ground of its wires in certain 
sections of the city, in accordance with an ordinance recently passed. 


TREMONT, ILL.—The village board of Tremont has granted to 
the Farmers’ Mutual Telephone Company a franchise to run its line 
though the village. The franchise runs for twenty years. The com- 
pany is pushing the work of construction on the new line, which is 
being built south from Tremont. 


DUBUQUE, IOWA—At the annual meetings of both the directors 
and the stockholders of the Interstate Telephone Company all the 
officers and directors were re-elected with the exception of Director 
J. J. Kahn, of Elkader, who was succeeded by George Kreibs, of 
Elkport. The officers and directors are as follows: President, J. M. 
Dunn, Earlville, Iowa; vice-president, R. W. Gadsen, Dyersville, 
Iowa; treasurer, C. M. Laxson, Earlville, Iowa; secretary, J. H. 
Denkhoff, Dyersville, Iowa. Directors: George Kreibs, Elkport; 
V. H. Stevens, Dubuque, and J. L. Paine, Fayette, Iowa. 


HARTFORD, CT.—With the object of bringing about a general 
improvement in service conditions, the ‘Southern New England 
Telephone Company has planned to place in effect, on October 1, in 
the cities of Bridgeport, Hartford, New Haven and Waterbury, cer- 
tain adjustments of its residence rates which, it is believed, will 
lead to a more general adoption of single or individual lines by 
subscribers and thereby tend to eliminate the existing delays result- 
ing from the large usage of party-line service. In substance, the 
company’s plan contemplates the provision of single-line domestic 
service in these four cities at the rate of $36 per annum. This 
rate will be applied to those existing subscribers who are at present 
paying net charges of $40 per annum in Waterbury and $48 per 
annum in Bridgeport, Hartford and New Haven for a domestic 
single-line service and will be offered to new subscribers desiring 
such service. The two-party line service at present furnished in 
Bridgeport, Hartford and New Haven at the rate of $36 per annum 
will be discontinued, and the existing subscribers to domestic serv- 
ice at that rate will be provided with single lines at the same rate. 
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‘ELECTRIC LIGHTING. 


DUNKIRK, N. Y.—The water board has awarded to the West- 
inghouse Company the contract for a twenty-five arc-lamp equipment. 


ELLWOOD CITY, PA.—The Pennsylvania Power Company is to 
rebuild its plant which was destroyed by fire several months ago. 


ROGERS, ARK.—W. R. Felker has sold his electric light and 
water plant at Rogers to W. S. Merkle, of St. Louis, who has taken 
charge of the plant and is now operating it. 


BEAVER, PA.—The citizens of College Hill Borough have voted 
in favor of a $15,000 bond issue, the proceeds to be used to improve 
the town electric ight plant. i 


FORT GIBSON, OKLA.—The Fort Gibson ice and electric light 
plant has been destroyed by fire. The origin of the fire is un- 
known. The loss will not exceed $20,000. 


CARTHAGE, N. Y.—The village board of trustees of Carthage 
has signed a five-year contract with the Carthage Electric Light and 
Power Company to light the streets at $60 a light. 


HAMILTON, OHIO—Lindenwald and East Hamilton, suburbs of 
Hamilton, are to be lighted electrically by the municipal lighting 
plant. The work of extension will cost about $20,000. 


FLORESVILLE, TEX.—At a meeting of the city council F. 
Largen asked for a thirty-year franchise in consideration for which 
he proposed to construct an electric light plant in Floresville. 


FAIRMONT, W. VA.—A new electric light company has been 
formed to be known as the Independent Power and Light Company. 
The officers are: L. C. Wyer, president; A. H. Donnelly, secretary. 


BRISTOL, VA—The Bristol Gas and Electric Company has 
closed a contract for new generators, turbine engines and other 


machinery aggregating $50,000 in cost, to be installed in its Bristol 
plant. 


PARIS, ILL.—At a meeting of the city council an application 
for a thirty-year franchise was made by a company of local busi- 
ness and professional men, who wish to establish a plant for gas 
and electric lighting and hot-water heating. 


LIMA, OHIO—Judge Mathers has made permanent the tem- 
porary injunction granted preventing members of the city council 
from reconsidering their action in passing the ordinance providing 
for an $80,000 municipal electric light plant. 


SCRANTON, PA.—By a deal consummated recently, the Scranton 
Electric Company secures control of the Standard Electric Light, 
Heat and Power Company, of Avoca. The Scranton company now 
has a chain of light companies from Pittstown to Priceburg. 


VIROQUA, WIS.—Having arranged with the city for an exten- 
sion of its franchise, the Viroqua Electric Lighting Company will 
rebuild its plant and put in an entirely new service. The plant 


will be enlarged so as to meet the demands of the city for years 
to come. 


KAUKAUNA, WIS.—The Kaukauna Gas, Electric Light and 
Power Company, which is composed of Milwaukee capitalists, has 
leased the new electric power plant just completed by the Green 
Bay & Mississippi Canal Company, with a capacity of 2,500 horse- 
power. 


SALTILLO, MEX.—Important changes to the street lighting 
system of Saltillo are being made. The entire system has been re- 
wired and larger and improved arc lights are being installed. The 


large, modern electric light plant has been completed and is ready 
for operation. 


MONTGOMERY, ALA.—The Montgomery Light and Water Power 
Company announces that it intends to run an entirely new trans- 
mission line from Tallassee, Ala., thirty miles from this city, to 
Montgomery. The expenditures which the company has planned 
will amount to $100,000. 


BUFFALO, N. Y.—The Cataract Power and Conduit Company 
has made application to the Public Service Commission at Albany 
for permission to issue $120,000 in gold bonds. The issue is desired 
to cover the purchase of additional lands and the extension and 
improvement of the power plant. 
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SALT LAKE CITY, UTAH—George H. Brumhall, representing a 
mining company in Utah County, has filed application for rights to 
the waters of Santaquin creek. It is proposed to withdraw twelve 
second feet of water from the creek to generate 1,200 horse-power for 
mining machinery and lighting purposes. 


TURNERS FALLS, MASS.—At a meeting of the Turners Falls 
fire district it was voted to accept the report of the committee on 
street lights and the prudential committee was instructed to draw 
up a five-year contract with the Franklin Electric Light Company for 
seventy-six incandescent lights of sixty candle-power and sixteen arc 
lamps. 


ONTARIO, ORE.—The Interstate Light and Water Company is 
running a line from its power plant at Horseshoe Bend on the Payette 
River to Weiser and from there it will be extended to the city. 
Aluminum wires are used in the construction of this line, which will 
later be connected with the Ox Bow Tunnel plant and the line ex- 
tended to Boise. Six thousand volts will be transmitted. 


NORWICH, CT.—In its annual report the gas and electric com- 
missioners show that the department has made a profit of $26,986.15 
during the year ended July 31. There was an income showing an 
excess over cost of production of $41,286.53. From this there had to 
be deducted five per cent for depreciation, leaving the net earnings 
as given above. This is an increase of. $4,300 over last year and 
$7,000 over that of 1906. 


BIRMINGHAM, ALA.—At a meeting of the directors of the 
Coosa River Electric Company it was decided to amend the charter 
of the company so as to enlarge the scope of the corporation. The 
company will begin to build a dam across the river in a short time 
and also to construct locks at the most suitable places along the 
river. The aim now is to supply electric power to all parts of the 
state in as short a time as possible. 


WAPAKONETA, OHIO—The contract for the new municipal 
electric light plant at New Bremen, Ohio, was divided among three 
of the bidders. The Western Electric Company, of Columbus, was 
awarded the contract for furnishing the generator at its bid of 
$5,500; the St. Mary’s Machine Company will furnish the gas engine, 
and the Westinghouse Electric and Manufacturing Company will 
supply the switchboard and connections. 


NEW ORLEANS, LA.—Announcement is made of the awarding 
of contracts here and in Milwaukee, Wis., for the establishment of a 
complete electric lighting plant for Lucedale, Miss. Gregory M. 
Luce is to install the plant, which will furnish lights for his large 
mill interests there, as well as public-service lighting. It was 
stated that the contracts awarded reach fully $20,000. The Hollifield 
Electric Company, of Mobile, was awarded the contract for wires, 
insulation, poles, etc. 


JERSEY CITY, N. J.—The board of aldermen, sitting as a com- 
mittee of the whole, received a proposed ordinance that is intended 
to grant a twenty-year franchise to the Mutual Benefit Electric Light 
and Power Company to open the streets of this city and lay con- 
duits therein for the supplying of electricity. The ordinance was 
drafted to meet the objections which prompted Mayor Wittpenn last 
June to veto an aldermanic grant to the company, of which James 
M. Seymour, Jr., of Newark, is president. 


GADSDEN, ALA.—At a meeting of the city council the franchise 
asked for by the Etowah Light and Power Company, to allow it to 
enter this city with its wires for the sale and distribution of light 
and power, was granted, with some slight modifications. The com- 
pany agrees to be ready to give service within eighteen months and 
puts up a forfeit of $2,000 in case of failure. No provision was made 
in the franchise for a lower rate of charges than now obtains. The 
present rate is sixteen cents per kilowatt-hour. 


COAL CITY, IND.—Capitalists have closed a deal for the Steiner 
land, at Cataract, Owen County, on which the cataract falls of Eel 
River are located. The tract of land embraces both the upper and 
lower falls, for which the company paid $150,000. It also purchased 
303 acres of land from Lowery Brown and Warren Meek, for which 
it paid $19,000, making the total purchase price $169,000. This gives 
the company possession of all the land between the two falls. A 
dam fifty feet high and estimated to cost $150,000 will be built just 
above the lower falls, which will create a reservoir between the two 
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falls covering 600 acres. Power-houses will be erected at the lower 
falls and one of the greatest electric light plants in the state estab- 
lished. A traction line from Indianapolis will pass through Clover- 
dale and across the top of the dam and on to Brazil. It is said the 
proposed plant will be able to generate electricity enough to light 
every town in this part of the state. 


BIDDEFORD, ME.—<Active work has been begun by the Limerick 
Water and Electric Company, a subsidiary company of the Limerick 
mills, in the development of its water power at The Ledges, about 
three miles from Limerick village, and by January 1 it is hoped 
to have a power plant in operation there which will develop 600 
horse-power, which will be sufficient to operate the mills of the com- 
pany, and also furnish power for electric lights in Limerick village, 
and to operate an electric railway between Limerick and East 
Waterboro, the nearest railroad point. 


YPSILANTI, MICH.—The city council has granted a thirty-year 
franchise to the Washtenaw Light and Power Company. General 
Manager Hemphill says that $60,000 will be expended in the con- 
struction of a plant and in the improvement of the Huron River. 
The ordinance provides that the needs of Ypsilanti shall be sup- 
plied with electricity developed within a radius of five miles of the 
city before power or light is supplied to outside cities. The rates 
are not to be above those in other cities of similar size. Construc- 
tion will be begun this fall or early in the spring. 


SALT LAKE CITY, UTAH—As a result of the purchase of its 
bonds by a syndicate of British capitalists, the Salt Lake Public 
Service Company has resumed work on the construction of its power 
plant in Cottonwood canyon after a shutdown of many months. 
J. J. Chambers, manager of the company, has severed his connec- 
tion and all construction work will be under the direction of J. C. 
Hornung, resident engineer for the Schott Company of Chicago. It 
is expected application will be made to the council by the company 
for a renewal of the franchises to supply Salt Lake City with heat 
and lighting facilities. Most of the original franchises have expired 
since taken out. 


SAN BERNARDINO, CAL.—The troubles involving the Metone 
Power Company, the Mountain Power Company and the Pacific 
Light and Power Company, which have occupied the attention of 
the local courts for the past four years, have been settled out of 
court, and notices of dismissal of action filed in the several cases. 
These suits were brought to settle the water rights of the various 
power companies in the canyon of the Santa Ana River east of this 
city and north of Redlands, and it is understood that a settlement 
was effected by reason of the sale of the property of the Mountain 
Power Company to the Edison Electric Company, which at the same 
time came to an agreement with the other companies involved. It 
ig now announced that a large power plant will be installed as 
quickly as possible. 


ASHEVILLE, N. C.—In the Federal Court Judge Pritchard ap- 
pointed P. A. Wilcox as receiver of the Carolina Water, Light and 
Power Company, which has plants at Darlington and Marion, and 
of the Florence Light and Power Company, of Florence, all in South 
Carolina. Mr. Wilcox has also been named as receiver of the Rock 
Hill Water, Light and Power Company. Mr. Wilcox was appointed 
receiver of the Darlington, Marion and Florence plants on the bill 
in equity filed by the Real Estate Trust Company, of Philadelphia. 
In the case of the Carolina Water, Light and Power Company, the 
receiver was authorized to issue $30,000 in receiver's certificates to 
meet maturing obligations, and $20,000 of such certificates on account 
of the Florence Company. Mismanagement and financial inability 
to meet bond obligations are charged in each Dill. 


ELECTRICAL SECURITIES. 


Since the bull movement was inaugurated last June there have 
been a good many prophesies as to its termination, and wonder- 
ment as to the real reasons underlying such a considerable im- 
provement in prices. In many quarterg it was held that the im- 
provement was not justified by any inherent increase in values, 
but that it was stimulated for certain reasons by strong interests 
which had the market pretty well under control. Last week the 
reverse happened, and the sharpest break since the bull movement 
was inaugurated occurred, leading issues making losses extending 
from about four to ten points. While the break in this instance is 
held to be more or less due to an election scare, it is just as 
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dificult to find any real reason for the demoralization as it was 
to estimate the reasons for the previous improvement. That the 
political situation is important no one will deny, but that it has 
changed materially in the last two months is difficult to prove. 
Trade conditions are making a slow and irregular improvement, 
but there is a better evidence of improvement now than there was 
two months ago. Money, it is true, is firm, but there appears to be 
an abundance of it ready for safe and sane investment. The crop 


` outlook is certainly no worse than it has been, and it is to be 


expected that the decline of last week is merely a spasm, and will 
be checked very shortly, and things move again in a more satis- 
factory way. 

Dividends have been declared upon the following electrical 
securities: Washington Water Power Company, of Spokane, Wash.; 
regular quarterly dividend of 13%, per cent, payable October 1 to 
stock of record September 21. American Cities Railway and Light 
Company; regular quarterly dividend of 114 per cent on the pre- 
ferred stock, payable October 1 to stock of record September 21. 
Bangor (Pa.) Railway Electric Company; regular quarterly dividend 
of 1144 per cent, payable October 1 to stock of record September 20. 
St. Joseph (Mo.) Railway, Light, Heat and Power Company; regular 
quarterly dividend of 14%, per cent on the preferred stock, payable 
October 1 to stock of record September 15. Tri City Railway and 
Light Company; regular quarterly dividend of 1% per cent, payable 
October 1 to stockholders of record September 23. Duluth Edison 
Electric Company; regular quarterly dividend of 1% per cent on 
the preferred stock, payable October 1 to stock of record September 
26. Providence Telephone Company; regular quarterly dividend of 
2 per cent, payable October 1. American Telephone and Telegraph 
Company; regular quarterly dividend of 2 per cent, payable October 
15 to stock of record September 30. Colorado Telephone Company; 
regular quarterly dividend of 1% per cent, payable October 15 to 
stock of record September 30. Bell Teiephone Company of Canada; 
regular quarterly dividend of 2 per cent, payable October 15 to stock 
of record September 25. Canadian Westinghouse Company, Limited; 
quarterly dividend of 11% per cent, payable October 1. General 
Electric Company; quarterly dividend of $2 per share, payable 
October 15. Butte Electric and Power Company; quarterly dividend 
of 114 per cent, payable October 1. Massachusetts Lighting Com- 
panies; regular quarterly dividend of 1% per cent, payable October 
15. St. Joseph Railway, Heat, Light and Power Company; quarterly 
dividend of 14% per cent, payable October 1. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED SEPTEMBER 19. 


New York: Closing. 
Allis-Chalmers common.............e0eeeees 10% 
Allis-Chalmers preferred...........c.ccceee. 301% 
Brooklyn Rapid Transit................000 4914, 
Consolidated GaS.......sessessessseseseese 143! 
General MlC@CtHriCs. 44s ecu de Salad eos aia ees 139 
Interborough-Metropolitan common.......... 11 
Interborough-Metropolitan preferred......... 31 
Kings County Electric... ............. 0000. 123 
Mackay Companies (Postal Telegraph and 

Cables) COMMON.......... ce eee cee eee ee 67 
Mackay Companies (Postal Telegraph and 

Cables) preferred ........0... ccc eee wees 6714 
Manhattan Elevated........ 0... ccc eee eee 133 
Metropolitan Street Railway................ 28 
New York & New Jersey Telephone........ 11514 
Western “WHOM: dic. sete tik es eee e Osa ase 5914 
Westinghouse Manufacturing Company...... 71% 

Boston: Closing. 
American Telephone and Telegraph......... 12714 
Edison Electric Iluminating................ 230 
Massachusetts Electric. ........... 0... eee 48 
New England Telephone................000- 11714 
Western Telephone and Telegraph preferred. 75 

Philadelphia: Closing. 
Electric Company of America............... 10 
Electric Storage Battery common........... 35 
Electric Storage Battery preferred.......... 35 
Philadelphia Electric... .. 0.0... ce ee ee ee 9°) 
Philadelphia Rapid Trinsit................. 18 
United Gas Improvement..... E EE T. 8514 

Chicago: Closing. 
Chicago: ‘Telephone sssi sidigas sia aeaaea 146 
Commonwealth Edison.......essussssoasssess 107 
Metropolitan Elevated preferred............ 42 
National Carbon common..............08- .. 67 


National Carbon preferred...............0.. 109 
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| ELECTRIC RAILWAYS. 
BURLINGAME, CAL.—H. W. Hagen, of San Mateo, has applied 


to the city council of this place for an electric railroad franchise 
to San Mateo beach. 


ROCHESTER, N. Y.—The Rochester Railway and Light Com- 
pany will reconstruct its storage battery plant at the station at the 
foot of Factory street at a cost of about $10,000. 


MINEOLA, N. Y.—The board of supervisors has granted the New 
York & North Shore Traction Company the right to extend its trolley 
line from Mineola to Hicksville by way of Westbury. 


SHEBOYGAN, WIS.—From the present progress of work on the 
Milwaukee and Fox River Valley Railroad it is expected that the 
line will be completed next spring. Grading operations will begin 
in a short time. ) 


NEW YORK, N. Y.—The railway service of the Brooklyn Rapid 
Transit over the Williamsburg Bridge was opened on September 
16 when Mayor McClellan drove a six-car “L” train from the 
Mauhattan side to Brooklyn. 


MERCERSBURG, PA.—It is stated that the Byrons, proprietors 
of the steam tanneries in Mercersburg and Williamsport, Md., are 
at the head of a company being formed to finance and build a trolley 
line connecting the two towns. 


WEATHERFORD, TEX.—The survey for the Fort Worth, 
Weatherford & Mineral Wells interurban is completed to Millsap, 
eight miles from Mineral Wells, and the work of raising $250,000 
subscription in the three cities has been begun. 


DUBUQUE, IOWA—A gang of surveyors in the employ of the 
Clinton, Maquoketa and Dubuque Interurban Railroad Company is 
making surveys of the country between Dubuque and Maquoketa 
for the purpose of locating a route for proposed line. 


DOYLESTOWN, PA.—Charles L. Baum and Samuel Crothers, 
Jr., have been appointed receivers for the Philadelphia, Bristol and 
Trenton Street Railway Company, which has defaulted in the pay- 
ment of six months’ interest on its $165,000 mortgage. 


CHICAGO, ILL.—The Aurora, Elgin and Chicago Electric Rall- 
way will extend its line from Wheaton to Maple Park, 111., where it 
will connect with its Clinton (Iowa) division, giving the railway 
company a direct line from Clinton, Iowa, to Chicago. 


ROANOKE, VA.—J. W. Hancock, manager of the Roanoke Rail- 
way and Electric Company, announces that the contract for the 
company’s new Office building has been awarded to C. W. Hancock 
& Son, of Lynchburg. Work will be commenced immediately. 


NEWARK, N. Y.—The village board has extended the franchise 
of the proposed Geneva, Phelps & Newark trolley line another year. 
On account of the recent business depression there was more delay 
than was expected in financing the road. It is stated that work 
will begin in the spring. 


WALLA WALLA, WASH.—A franchise has been granted the 
Washington & Oregon Traction Company giving it the right to oper- 
ate electric cars over the principal streets of the city for a period of 
twenty-five years. In consideration of this franchise the company 
agrees to pay the city $8,000. 


CHEYENNE, WYO.—Work on the extension of the Cheyenne 
street railway system to Fort Russell, a distance of three miles, 
is to be begun at once, the War Department having authorized the 
railway company to use a right of way north of the main driveway 
connecting the city with the post. 


ST. LOUIS, MO.—The Missouri Electric Railroad Company, a 
subsidiary of the United Railways Company, which recently took 
over the St. Charles & Western line, has filed its $1,000,000 bond 
mortgage to the Mercantile Trust Company as trustee in St. Louis. 
The bonds run for ten years at five per cent. 


DES MOINES, IOWA—Articles of incorporation have been filed 
for the company proposing to build a railroad between Des Moines 
and Council Bluffs. It is capitalized at $30,000. The present officers 
are as follows: J. W. Russell, president; Frank M. Tompkins, vice- 
president; M. H. Miller, secretary; E. Lockwood, treasurer. 


CONNELLSVILLE, PA.—The Manor Valley Street Railway Coni- 
pany has let the contract for the construction of a line from Irwin 


to Herminie to Ryan & Campbell, of Latrobe. Work will begin at 
once. The construction of the road atone will cost about $50,000. 
The Manor Valley Company is composed of Irwin and Manor 
capitalists. 


IOWA CITY, IOWA—The city council has granted a franchise 
to Henry Negus, of this city, and I. J. Hamiel, of Tipton, for the 
construction of a street railway in Iowa City. Local capital is 
largely interested, and it is believed that the line will be constructed 
within two years. It is designed principally to serve the residents 
of the east and southeast portions of Iowa City. 


COLUMBUS, OHIO—Stockholders of the Columbus Railway and 
Light Company at a meeting unanimously voted to ratify the lease 
of the properties of the Columbus Public Service Company, from the 
Columbus Light, Heat and Power Company, which was formed to 
take over the Public Service properties. The lease runs fifty years 
and includes all the franchises of the Public Service Company. 


ST. LOUIS. MO.—Within two months surveys will be under way 
for the proposed electric railway to connect Mobile with Cltronelle, 
Ala., thirty miles. Right of way has been secured. Over $500,000 
will be spent. C. A. Elkins, of Louisville, Ky., and George S. 
Bressler, of Gulf Crest, Ala., are promoters of the project. The 
name of the line will be the Mobile & Gulf Interurban Electric. 


LANSDOWNE, PA.—It is stated that the Philadelphia & West 
Chester Street Railway Company is negotiating for the purchase 
of the Chester & Darby division, and the Chester & Wilmington 
division of the Chester Traction Company. which belong to the 
Interstate Railways Company. It is said that the Philadelphia & 
West Chester Traction Company desires to extend its line to Wil- 
mington. 


ALBANY, N. Y.—Articles of incorporation have been filed in 
Albany by the promoters of the Greater New York Traction Com- 
pany. The application for a charter sets forth that the company 
wants to build and operate an electric street railway in Fulton, 
Cortlandt and William streets and Maiden Lane, Manhattan Borough, 
connecting with the Brooklyn Bridge and ferries. The proposed rate 
of fare is three cents. The capital is $15,000, and the incorporators: 
C. F. Thum, Arthur G. Still, Joseph W. Spencer, Frank S. Burns, 
Charles M. Koop and others, of New York city. 


YORK, PA.—It is stated that a new trolley line from York to 
Baltimore is to be built by York, Philadelphia and Maryland capital- 
ists. The line has already been built from York to Hanover, and 
a survey will be made from that point. It is proposed that the cars 
connect with the Emory Grove line, which comes to this city, giving 
the people of York a route to Baltimore by trolley. It is said that 
a Philadelphia banking house will finance the scheme. Those in- 
terested are Captain W. H. Lanius and ex-Judge W. F. Bay Stewart, 
of York; H. W. Gitt and George Gitt, of Hanover; Dr. James H. 


Sherman, J. E. Mosenheimer, Jacob A. G. Frederick and Jacob N. 
Dehoff, of Carroll County. 


DATES AHEAD. 


American Institute of Mining Engineers. Annual meeting, Chat- 
tanooga, Tenn., October 1-3. 

Iiiuminating Engineering Society. Annual convention, Phila- 
delphia, Pa.. October 5-6. 

Empire State Gas and Electric Association. Annual meeting, 
New York city, October 7. 

Kansas Gas, Water, Electric Light and Street Railway Associa- 
tion. Annual meeting, Pittsburg, Kan.. October 8-9. 

American Street and Interurban Railway Association. Annual 
convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Accountants’ Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Claim Agents’ Asso- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Engineering Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Manufacturers’ Asso- 
ciation. Annual convention, Atlantic City, N. J.. October 12-16. 

Railway Signal Association. Annual meeting, Washington, D. C., 
October 13-15. 

Order of the Rejuvenated Sons of Jove. Annual meeting, Buf- 
falo, N. Y., October 15-16. 

American Society of Municipal Improvements. Annual meeting, 
Atlantic City, N. J.. October 20-23. 

American Electrochemical Society. Fall meeting, New York 
city, October 30-31. 

Assoclation of Car-Lighting Engineers. First annual meeting. 
Chicago, 111., November 18. 
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INDUSTRIAL ITEMS. 
THE TUNGSTOLIER COMPANY, 520 Citizens’ Building, Cleve- 
land, Ohio, is distributing a leaflet containing several testimonials 
from satisfied users of the Tungstolier system of lighting, bearing 


particularly upon the saving, the illumination, and the life secured 
with this system. 


THE METROPOLITAN ELECTRICAL SUPPLY COMPANY, 
Chicago, Ill., is introducing a new insulating paint made by Frank 
S. DeRonde Company, of New York city. Mr. DeRonde was long 
connected with the Standard Paint Company. The company is also 
sending out a metal polish, made by the same company. It is 
claimed that the two articles have superior merit. 


THE WAGNER ELECTRIC MANUFACTURING COMPANY, St. 
Louis, Mo., has ready for distribution a new bargain list of motors. 
These motors are in packed St. Louis stock. They are second- 
hand motors only inasmuch as they have been in service. They 
have been cleaned up, refinished, repaired where necessary, and are 
sold at low prices with the same guarantee as is given on new 
machines. 


‘THE GENERAL ELECTRIC COMPANY, Schenectady, N. Y., 
has secured an order from the Kobe Electric Railway Company, of 
Kobe, Japan, for two 500-kilowatt, twenty-five-cycle, engine-type, 
three-phase alternators; two twenty-kilowatt, 125-volt marine-type 
exciters; one forty-kilowatt motor-generator set; four forty-kilowatt 
transformers; 100 GE-78 railway motors complete, and a complete 
switchboard equipment for the power-house. 


THE NEW YORK INSULATED WIRE COMPANY, 114-118 
Liberty street, New York city, has published price list No. 22, en- 
titled “Rubber-Covered Wires of Quality.” This list gives prices 
on rubber-covered wires on the various copper bases, from eleven 
cents to twenty-one cents, besides containing various tables which 
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will be found of considerable service. The booklet will be sent 
upon request to any one who uses or deals in rubber-covered wires. 


THE BLAKE SIGNAL AND MANUFACTURING COMPANY, 
246 Summer street, Boston, Mass., is constantly in receipt of testi- 
monials to the excellence of its soldering flux. The following is a 
sample testimonial which has recently been received: ‘Enclosed 
please find twenty-five cents in stamps, for which please mail me as 
much Blake tube flux as this amount will pay for. I have used 
the sample tube you mailed me and it certainly is all that is 
claimed for it, and then some.” 


THE ELECTRIC STORAGE BATTERY COMPANY, Philadel- 
phia, Pa., has closed a contract with the Chicago City Railway Com- 
pany to furnish and install in the Plymouth Court substation a 
storage battery complete with booster, switchboard and wiring, 
rated at 4,800 amperes for one hour, it being permissible to dis- 
charge the battery at rates up to 9,600 amperes in emergency 
service. The battery is to be operated on a 5650-volt bus. It will 
be charged at times of light load and discharged, as occasion may 
require, on the peak loads. 


THE NATIONAL BATTERY COMPANY, Buffalo, N. Y., an- 
nounces that the receivership under which the company has been 
operating since last February was terminated on August 19. The 
claims against the National Battery Company have been settled, and 
the entire property has been restored to the stockholders. It is 
also stated that the full control of the reorganized company has 
been secured by the Cutler-Hammer Manufacturing Company, of 
Milwaukee, Wis., well known as the maker of battery-charging 
rheostats and other electrical controlling devices. The plant of 
the National Battery Company will remain at Buffalo, but the busi- 
ness will be conducted under new management and with ample 
capital. 


Record of Electrical Patents. 


Week of September 15. 


898,480. ELECTRICALLY CONDUCTIVE RAILWAY-RAIL JOINT 
OR CONNECTION. Bancroft G. Braine, New York, N. Y., as- 
signor to the Rail Joint Company, New York. N. Y. Filed 
October 25, 1907. The railway is equipped with connecting 
plates contacting with the heads and base flanges. 

898,473. RAILWAY SIGNAL. John Hoffer, Louisville, Ky. Filed 
January 14, 1908. Connections leading from the main switch 
to the signal operate an electric bell. 


898,485. DEVICE TO PREVENT TROLLEY WHEELS FROM 


JUMPING. William O. Lane, Cleveland, Ohio. Filed December 


20, 1907. The trolley pole is equipped with a forked bracket 
provided with a clamping plate. 
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898,529.—ELECTRICAL LABORATORY APPARATUS. 


898,506. APPARATUS FOR THE PRODUCTION OF OZONE. John 
R. Quain, London, England, assignor of one-half to Edward 
Applegarth, London, England. Filed February 12, 1907. Means 
are provided for passing air through relatively narrow passages, 
the electrodes operating in vacuo. 


898,509. ELECTRICAL-CIRCUIT PROTECTOR. Charles A. Rolfe, 
Adrian, Mich., assignor, by mesne assignments, to Rolfe Elec- 
tric Company, Rochester, N. Y. Filed December 29, 1903. The 
contacts are normally under tension, and are held apart by a 


heat-concentrating device adapted to soften or melt the holding 
material, 


898,529. ELECTRICAL LABORATORY APPARATUS. Chester H. 
Thordarson, Chicago, 111. Filed April 17. 1905. A magnet-wound 
transformer for extremely high potentials. 


898,540. ELECTRICAL FITTING. Edson B. Wilcox, Meriden, Ct. 
Filed May 29, 1908. An insulated electrical fitting. 


898,544. TELEPHONE TRANSMITTER. Henry F. Albright, 
Elizabeth, N. J., assignor to Western Electric Company, Chicago, 
IN. Filed October 28, 1907. The movable button is held in a 
bushing mounted in the diaphragm. 


898,576. TELEPHONE SWITCH. Verne E. Green, Galva, Ill. Filed 
August 6, 1907. A common bus alternately connects a series of 
extension circuits. 


898,578. ELECTRIC HEATER. Andrew J. Holmes, Tacoma, Wash. 
Filed May 10, 1906. An alternating-current coil heater. 


898,607. ILLUMINATING APPARATUS. Jean Schmidt, Frankfort- 
on-the-Main, Germany. Filed May 8, 1907. A plurality of arcs 
is supported on translating members which have a common 
reciprocal movement. 


898,619. TELEPHONE APPARATUS. Frank W. Wood, Newport 
News, Va., assignor to Charles Cory and John M. Cory, New 
York, N. Y. Filed April 17, 1907. A combination concentrically 
arranged mouthpiece and trumpet. 


898,620. TELEPHONIC APPARATUS. Frank W. Wood, Newport 
News, Va., assignor to Charles Cory and John M. Cory, New 
York, N. Y. Filed April 5, 1907. A combination transmitter 
and receiver. 


898,648. ELECTRIC CLOCK. Monnosuke Higuchi, New York, N. Y. 
Application filed November 3, 1903. Means are provided for 
rendering the alarm circuit inoperative. 


898'649. ELECTRIC CLOCK. Monnosuke Higuchi, New York, N. Y. 
Filed November 3, 1903. Means are provided for selective ring- 
ing of the alarm. 


898,675. PASSENGER-RECORDING SYSTEM FOR TRAINS. Wal- 
ter E. Parr, Sparta, Mo. Filed December 6, 1906. The system 
is designed to check the whole and half-fare passengers board- 
ing the car. 


898,686. ELECTRIC BELL. Tito Rosati, Florence, Italy, assignor 
of one-fourth to Ferdinand R. Sari and Bartolomeo G. Giuliana. 
Washington. D. C. Filed August 7. 1907. The bell is actuated 
by a high-potential circuit. and is put in operative condition 
by a low-potential circuit. 
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898,691. ELECTRIC-FURNACE PROCESS. George O. Seward and 
Franz von Kügelgen, Holcombs Rock, Va., assignors, by mesne 
assignments, to Electro Metallurgical Company, West Virginia. 
Filed February 21, 1906. New lengths of the electrode are suc- 


cessively fed to the charge without withdrawal of the electrode 
from the charge. 


898,696. ELECTRIC LIGHT BULB CHANGER. Charles F. South- 
worth, Cambridge, Mass. Filed February 13, 1908. A com- 


ei of a rod and a cup having a continuous, elastic, annular 
rim. 


898,698. FUSE BOX. John O. Stiners, Denver, Col. Filed Octo- 
ber 26, 1906. A movable fuse carrier provided with pairs of 
contacts is mounted upon a eontact plate. 
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898 620.—TELEPHONIC APPARATUS. 


898,699. PORTABLE TELEPHONE APPARATUS. Frederick F. 
Strong, Boston, Mass. Filed April 3, 1905. A microphone ar- 
rangement with a flexible ear-piece. 


898,715. INCANDESCENT LAMP. Frederick M. Bennett, New 
York, N. Y. Filed March 6, 1908. The filament is arranged to 
distribute the illumination in useful directions. 


898,752. METAL FILAMENT FOR ELECTRIC INCANDESCENT 
LAMPS. Hans Kuzel, Baden, near Vienna, Austria-Hungary. 
Filed July 16, 1907. The stem is equipped with guide wires 
both at the end and at its middle position. 


898.756. OUTLET BOX. George A. Lutz, New York, N. Y.. assignor 
to American Circular Loom Company, Portland, Me. Filed Janu- 


ary 5, 1907. The junction piece is provided with openings pro- 
viding ringlike parts. 


898,766. ELECTRIC SWITCH AND SYSTEM OF CONTROL. 
Joseph V. Mott, New York, N. Y. Filed February 2, 1907. A 
variable fluid resistance rheostat. 


898,766.— ELECTRIC SWITCH AND SYSTEM OF CONTROL. 


898,771. COMBINATION ELECTRIC-SERVICE CUTOUT AND 
METER PANEL. Henry E. McGowan and Edwin R. Ellsworth, 
New York, N. Y. Filed March 9, 1907. The measuring instru- 
ment and the cutout box are mounted on a single panel. 


898,785. ELECTROLYTIC APPARATUS. Marcus Ruthenburg, 
Lockport, N. Y. Filed January 18, 1907. The outer tanks are 
sealed against the atmosphere and contain inner porous cups. 


898,796. TELEPHONE SET. Sol S. Sonneborn, New York, N. Y. 


Filed October 1, 1907. The magnet receiver is mounted in the 
hollow stem of the desk set. 


898,822. PLURAL LAMP SOCKET. Reuben B. Benjamin, Chicago, 
lll., assignor to Benjamin Electric Manufacturing Company, 
Chicago, lll. Filed February 23, 1907. A multiple socket 
equipped with a screw base. 


898,823. PLURAL LAMP SOCKET. Reuben B. Benjamin, Chicago, 
Ill., assignor to Benjamin Electric Manufacturing Company, 


Chicago, Il]. Filed Feb. 27, 1907. The plug cluster has a central 
and an outer contact member. 
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898,824. PLURAL LAMP SOCKET. Reuben B. Benjamin, Chicago, 
Ill., assignor to Benjamin Electric Manufacturing Company, 
Chicago, Ill. Filed February 28, 1907. The plug is udapted to 
co-operate with a suitable socket, and carries a plurality of 
lamp-holding devices. 


898,825. PLURAL LAMP SOCKET. Reuben B. Benjamin, Chicago, 
Ill., assignor to Benjamin Electric Manufacturing Company, 
Chicago, Ill. Filed March 1, 1907. The plural lamp socket is 
provided with a central contact and an outer contact adapted to 
co-operate with socket contacts. 


898,826. PLURAL LAMP SOCKET. Reuben B. Benjamin, Chicago, 
IH., assignor to Benjamin Electric Manufacturing Company, 
Chicago, fll. Filed March 1, 1907. A canopy cluster with a 
central contact and a side contact adapted to co-operate with a 
suitable socket. 


898,847. APPARATUS FOR | EXPLODING MINE CHARGES. 
Charles I. Dodson, Pittsburg, Kan. Filed April 6, 1907. The 
clock is provided with means for automatically operating a 
switch. 


898,848. MEANS FOR EXPLODING BLAST CHARGES. Charles 
I. Dodson, Pittsburg, Kan. Filed February 14, 1908. A latch 
is provided for holding the actuating means in inactive posi- 
tion. 


898.862. ELECTRIC RAILROAD SIGNAL. Timothy C. Fogarty, 
Frank W. Brock and Frank A. Bowdle, Chatham, Ill. Filed 
January 13, 1908. A rigid device is operated by the movement 
of the car, the movement of the semaphore closing a magnetic 
circuit. 


898,888. SPARK-GAP. Isaac S. Hirsch, New York, N. Y., assignor 
to E. B. Meyrowitz, New York, N. Y. Filed July 18, 1907. 
Means are provided for varying the spark-gap. 
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898,987.—RHEOSTAT. 


898,915. ELECTRIC SIGNALING OR TELEGRAPH APPARATUS 
FOR USE ON VEHICLES. Robert B. North, Soho, England. 
Filed June 4, 1907. A plurality of plates is provided, each 
contact plate having a separate designation or order. 


898,921. INSULATOR. Thomas F. Purves, Wandsworth, London, 
and John Sinnott, East Finchley, London, England. Filed 
February 3, 1908. The insulator is provided with a leading-in 
cavity, and the chamber may be sealed with insulating material. 


898,949. ADVERTISING DEVICE. Charles T. Wilks, Woodlawn, 
Ala. Filed May 21, 1908. A combination of an electric lamp, a 
lamp circuit, and a series of rollers. 


898,968. SIGNAL. David H. Coker, Piedmont, and Whitfield A. 
Scarbrough, Choccolocco, Ala. Filed January 23, 1907. The 
circuit is opened and closed by the operation of the railroad 
switch. 


898,979. PROCESS OF ELECTRICALLY CONNECTING FILA- 
MENTS TO SUPPLY WIRES IN ELECTRIC GLOW LAMPS. 
Hans Kuzel, Baden, near Vienna, Austria-Hungary. Applica- 
tion filed January 19, 1906. Finely powdered metals are melted 
to form carbides at high temperatures. 


898,987. RHEOSTAT. Heinrich Poth, Brooklyn, N. Y. Filed De- 
cember 8, 1905. An electromagnet is adapted to vary the active 
amount of the resistance medium in circuit. 


898,992. ALARM. Jay A. Robinson, Denver, Col. Filed October 26, 
1907. The receiver hook is held in its lowest position by an 
electromagnet. 


899,012. ELECTRIC CLOCK. Monnosuke Higuchi, New York, N. Y. 
Application filed November 3, 1903. The hour and minute 
strikes are actuated by electromagnetic means. 
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WHITE LIGHTS FOR SHIPS AND LIGHTHOUSES. 


In the current Quarterly of the United States Naval In- 
stitute, Dr. John Herbert Claiborne, of New York, announces a 
very interesting theory concerning a system of lighting ships and 
lighthouses in substitution for the ones at present in use. Dr. 
Claiborne is of the opinion that color blindness and partial color 
blindness are much more prevalent than we imagine, and 
although the rules for the detection of this optical defect have 
been brought to a high point of efficienev, still, scientific men are 
fallible, and so are the rules which thev enunciate. 

The ordinarily refractive eve perceives objects within a 
distance of about twenty feet by rays of light which are ap- 
proximately parallel. When objects nearer than twenty feet are 
looked at it becomes necessary to add some power to the refractive 
media, in order to see distinctly, since the rays of light that come 
to the eve from objects within that distance are divergent. The 
accommodative muscle of the eve automatically contracts, and the 
crystalline lens, which is elastic and resilient in its nature, 
springs forward. In this manner a positive meniscus is added 
to the eye, its strength varying directly with the nearness of the 
object looked at. 

The rate of vibration of the waves arriving from a distant 
point has a peculiar effect on this accommodative muscle. The 
greater the accommodative act, the nearer the object appears. 
The long waves, such as the red rays, require more effort, and 
hence red appears nearest, while the blue, which has the shortest 
wave length, and therefore requires the least accommodative 
effort. appears farthest away. 

Dr. Claiborne suggests that white electric light be utilized 
for signal lighting of both ships and lighthouses. In order to 
avoid confusion as to the port and starboard points aboard ship, 
he would place a series of lights in some geometric formation, 
such as a parallelogram for the port, and a star for the starboard 
indications. For the alternate flashing are for lighthouses, or 
the alternate-color dise scheme of indication, he would substitute 
white electric lights arranged in some such geometric formation 
as would provide through its shape and size definite information 
concerning its position relative to a danger point. 

Dr. Claiborne’s suggestions are, of course, interesting, as thev 
indicate a possible direction in which the electric light mav 
find a further field of usefulness. Tis suggestions concerning 
color blindness and the difficulty of detecting it are of impor- 
tance, however, in connection with any system of signaling, at 


sca or on land, in which luminous color signals are involved. 
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CENTRAL STATION COMPETITION WITH GA 
POWER. 


One of the most difficult classes of installation for the central 
station to displace with electricity is the gas-engine plant oper- 
ated from city mains at a cost of from eighty cents per thousand 
cubic feet downward. In some communities the local gas com- 
panies have made a strong campaign for isolated-plant installa- 
tions supplied from their mains, and the well-known efficiency 
of power production at full load in the modern gas engine is 
undoubtedly a telling argument with the consumer. With no 
boiler plant or producers to occupy valuable space, with steam 
piping and coal handling out of the way, the gas company 
finds it comparatively easy in many cases to secure the busi- 
ness, and not a few central station solicitors have had to wait 
sometimes a year or two before the operating results with the 
gas installation opened the way toward consideration of the sub- 
stitution of electrical service. 

In the isolated gas plant, however, more than the usual skill 
is demanded from the operating engineers, in comparison with 
steam-driven installations, to secure anything like permanent 
economy of power production. The quality of the gas may be 
kept close to the standard purity and heating value, but the 
problems of proper ignition, valve setting, cleanliness of moving 
parts and surfaces inside the engines, lubrication and water 
cooling are always present. If the isolated-plant owner does not 
realize the importance of having the best operating skill in his 
engine room, and at a cost commensurate with the ability of 
the men needed to keep the equipment in the very best condi- 
tion, excessive depreciation is sure to set in, with ever-increasing 
breakdowns. The number of isolated-plant owners who neglect 
the condition of their plants in this way is verv large, and the 
central station man who can directly or indirectly obtain any 
idea of the frequency of shutdown in such a plant has a strong 
basis for action in trying to secure a hearing for electric service. 

In a recent case of this kind a factory making printing 
machinery installed a gas-engine equipment consisting of a 
forty-horse-power engine supplied with city gas, and another of 
the same size operated by a producer located on the premises. 
The cost of the gas ranged from eighty to sixty-five cents per 
thousand cubic feet, depending upon consumption. Power was 
transmitted through numerous belts and line shafts to the 
machines on the different floors, and to run the factory both 
engines were needed constantly. It was found that the cost of 
operation was greatly increased above the expected figures ‘by 
the frequent failure of the engines to supply the necessary 
capacity continuously, the expense for repairs being consider- 
able, but less important than the time lost by the factory force 
when no machinery was in operation. The local central station 
installed a thirty-five-horse-power motor on one floor and a 
ten-horse-power motor on another in place of the engines, with 
the result that the total monthly power bill barely exceeded the 
old labor cost in the power plant plus repairs. The results of 
tests with the motors showed that the actual working load in 


the factory under the new conditions is but forty to forty-five 


Vol. 583—No. 14 


horse-power, whereas with the engine installation both machines 
were hard pressed to meet the ordinary daily demands. 

In another instance, where an isolated gas plant of some 600 
horse-power was installed with engineering skill at the owner’s 
command, the cost of repairs has been found to be so high 
that it is only a question of time when central station service 
will succeed in displacing the present gas installation. In one 
recent month the cost of repairs to the engines was $1,500, and 
while the average is somewhat lower than this, the figures are 
not encouraging from the isolated-plant standpoint. The fact 
that several engines were installed has made it possible to keep 
up a reasonably continuous service even in face of the repairs 
required. The simplicity of electrical supply from the local cen- 
tral station organization, and the resulting freedom from shut- 
downs and repairs, will doubtless create notable savings in opera- 
tion when the new equipment can be installed. The experience 
of most central stations is that unless the small private gas plant 
is operated with unusual skill, its costs are bound to be high 
enough in time to justify the substitution of electricity. 


THE TELEPHONE IN MOUNTAINEERING. 
Announcement of the completion of the Mount Rosa tele- 


phone line—the highest circuit in Europe—illustrates a new 
phase of telephone activity which should ultimately be pro- 
ductive of the most far-reaching good. The growing interest 
in high-mountain climbing during the past few years calls for 
the best resources of science and industry for the successful 
ascents of peaks in the less widely known of the great ranges 
of the world. The Mount Rosa line will greatly facilitate 
communication between the Regina Margherita Meteorological 
Observatory, at an altitude of 14,958 fect, and all the important 
telephone centres of Europe. The first section, just completed, 
from the observatory to the Col de Lys (11,962 feet above sea 
level and some two and one-half miles long) presented excep- 
tional difficulties. Owing to the high winds and severe storms 
prevailing in these altitudes an overhead line carried on poles 
was out of the question, and it was thought that an insulated 
cable laid in the ground would make repairs impossible by 
gradually sinking into the ice. At the suggestion of Dr. Ales- 
sandri, chief of the physical observatories of Mount Rosa, who 
had been carrying on experiments as to the insulating qualities 
of dry snow in these regions, it was decided to lay a bare wire 
across the snow fields and glaciers. The wire has been laid 
for more than six wecks with no damage reported, and trans- 
mission is clear and distinct. From the Col de Lys downward 
the line will be carried on poles short enough to enable it to 
touch the ground and avoid oscillations. When completed the 
line will connect three observatories, and it will greatly improve 
communication at times when the meteorological conditions are 
unfavorable for visual signaling. The line will also be useful 
for sending messages to the valley as to the state of the weather 
on the mountain, preventing tourists from risking their lives on 
bad days, and also facilitating assistance from below in case of 
accident or other difficulties. 
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THE ACCIDENT ON THE BERLIN ELEVATED 
e sR ATLROAD. 


On September 26 a severe accident occurred on the electric 
elevated road of Berlin, Germany, in which twenty passengers 
were killed and as many severely injured, one of the latter, in 
fact, subsequently dying; and a score receiving lighter injuries. 

A train from Mdéckern Bridge station to Bülow Street 
station collided at the famous triangle with one coming from 
Leipsig Place station to Biilow Street station, throwing the first 
car of the last train completely off the structure, the second 
being partially held in suspension over the edge. 

This triangle has been studied by many of the foremost 
engineers, and this scheme of operation has been adopted in 
many electric traction systems; for instance, one will find the 
same principle in the City Hall loop and above the Ninety- 
sixth street station of the New York city subway. It consists 
of a double-tracked triangle in which the trains do not cross 
each other’s tracks. However, when two or more trains running 
in the same direction try to make a switch simultaneously there 
is danger of collision, which apparently was the cause of the 
recent. disaster. 

The six tracks of this triangle change their elevation in 
crossing above or beneath the different legs. Inside of the 
triangle is a car barn and above the latter structure is a signal 
tower. 

This triangle, as well as the whole elevated road, is well 
equipped with an interlocking signal system. The operator in 
the tower can not give a signal for a clear track until a train 


has passed a certain section of the track. 


The movements of the trains entering the triangle are con- 
trolled by a group of three levers, which is interlocked with the 
group controlling the outgoing trains, so that when a single 
train passes the triangle six levers have to be operated. To 
facilitate operation these levers are operated by alternating- 
current motors supplied by a motor-generator set fed from the 
third rail. The trains may be run under a headway of two and 
one-half minutes. 

The trains are made up of three or six cars. Under ordi- 
nary conditions three cars are run, consisting of two third-class 
cars, with a seating capacity of thirty-nine each, and one second- 
class car, with a seating capacity of forty-four, placed in the 
middle of the train. The third-class cars only are used as 
smokers and these are also the motor-cars. It was the first car 
(third class) containing the motorman and his assistant, which 
was thrown off the structure, while the middle or second-class 
car was held partially suspended. 

The cars are built after American patterns, the seats run- 
ning lengthwise. The side doors, however, are not near the end, 
but some distance away, so that there are scats on both sides 
of the doors. Under ordinary conditions the end doors are not 


Open for public passage. 


The Berlin Elevated Road has been in operation since Febru- 
ary 15, 1902, and has had hardly any accidents, particularly on 
the triangle. Considering the efficacy of the system, it is diff- 
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cult to explain how such an accident happened. A rigid investi- 
gation will probably show the fault, which can not be seen on 
the surface. Immediately after the accident the Government 
sealed up the signal system and took charge of the situation. 


DEPRECIATION IN MUNICIPAL LIGHTING PLANTS. 
Failure to provide proper allowance for depreciation has 
been the cause of no little embarrassment to municipal electric 
light plants in this country. - One of the latest stations under 
municipal ownership to illustrate the importance of deprecia- 
tion is the plant at Wakefield, Mass., which is in need of some 
$50,000 if it is to be brought up to date as a producing installa- 
tion. In accordance with the laws of Massachusetts requiring 
a depreciation allowance of about three per cent to be set aside 
annually in municipal plants, the Wakefield plant has made 
such a provision for the last three or four years. Such an 
allowance, however, has not been adequate to overcome the 
deterioration of the plant, which has been going on for many 
years without suitable provision to offset it. At the last town 
mecting, on September 24, a special committee appointed to 
investigate the lighting conditions in the town reported against 
any further municipal operation of the generating station after 
power can be secured from the Malden Electric Company. It 
is figured that the cost of central station power to the town 
will be only three and one-quarter cents per kilowatt-hour, 
against its own cost last year of 4.6 cents, and only a trifling ` 
investment will be necessary on the part of the town. 

Until municipal plants learn to provide for something more 
than mere operating expenses from the carlicst days of service, 
their costs are bound to throw them more and more into the 
hands of the central stations, who are generally far better 
equipped to render satisfactory service for the same expendi- 
ture. The private company progressively operated has enough 
business sagacity to foresee the inevitable wear and tear upon 
the plant, and provides for it by setting aside from each year’s 
income enough money to keep the apparatus up to date. The 
average city experimenting with municipal ownership is anxious 
to get all it can out of its plant; the citizens expect lower cost 
of service than private corporations charge, and the force of 
public opinion is in the direction of rather free accounting, 
except in those states where close control by commission is the 
order of the day. It takes all the plant’s income to meet these 
demands. A common fallacy is to figure that the street lights 
cost the city nothing under municipal ownership, since the rates 
for commercial lighting and power are made high enough to 
hear the burden. It is easy for the municipality to allow the 
plant to go to'pieccs when the income is inadequate to permit 
suitable renewals. The cost of apparatus, also, is as a rule 
higher in the municipal plant than in the private central station 
of similar capacity. The Boston Herald'has said, in comment- 
ing upon the Wakefield case: “The characteristic failure to 
apply to the administration of public enterprises the principles 
which are essential to private business circumscribes the field of 
practicable and profitable public ownership and operation in 
this country.” 
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DETERMINATION OF WIRELESS 
WAVE FRONTS. 


BY GREENLEAF W. PICKARD. 


It has been assumed, from theoretical 
considerations, that wireless communica- 
tion would be affected by the vicinity of 


Fie. 1.—DtaGRAM OF CLOSED-CIRCUIT 
RECEIVING SYSTEM. 


conducting structures, such as buildings, 
trees, etc. And it has been frequently 
observed in practice that a station in a 
city is not as effective as one on the sed- 
shore, where there are no energy-robbing 
obstacles in the path of the waves. It 
does not appear, however, that any one 
has determined just what the distortion 


Fic. 2.—View oF RECEIVING APPARATUS. 


of the wave front really is, when this en- 
counters buildings and other obstructions 
of a more or less conductive nature. 

The writer has an experimental station 
in Amesbury, Mass., a town of about 10,- 
000 inhabitants. As is usual in small 
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towns, most of the buildings are wood, 
but there are many brick structures, the 
customary network of overhead wires, and 
a large number of shade trees, which might 
reasonably be expected to distort the 
waves used in wireless communication. 
Even a wooden house, transparent as the 
material may be to electrical waves, is 
usually lined with a system of well- 
grounded water and gas pipes, which gives 
the structure as a whole a conductive 
character. A series of wave-front deter- 
minations, made by means of the writer’s 
underground receiving circuit,! showed 
clearly that such distortion existed and 
that the wave front in and about Ames- 
bury was a very much warped surface in- 
deed. 

As determinations were only required at 
distances of a few wave lengths from the 
sending station, a very small closed circuit 
was employed, this being approximately 
one metre in diameter. This circuit con- 
sisted of three turns of No. 16 stranded 
copper wire, wound on a wooden hoop, 
its terminals being connected to a vari- 
able air condenser, and to a shunt circuit 
containing the writer’s perikon? detector 
and a pair of high-resistance telephone re- 


ee. 
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marked that the use of three turns for 
the receiving circuit, in place ofa single 
turn, is not for the purpose of gathering 
more energy from the waves, but merely 
to increase the inductance of the receiving 
circuit, in order that a conveniently small 
variable air condenser might be used for 
tuning. 

For convenience in measurement and 
transportation, the entire apparatus was 
mounted on a tripod, the hoop being so 
mounted as to rotate freely on a vertical 
axis. The entire apparatus is shown in 
Fig. 2. Notwithstanding the small en- 
closed area of the circuit, it was found 
possible to receive intelligible signals at 
distances of over two miles from the send- 
ing station, and even to make determina- 
tions of wave-front direction. 

The sending station was equipped with 
a three-wire aerial fan, 102 feet in height, 
connected by a simple autotransformer 
coupling with a closed oscillating circuit. 
In the closed oscillating circuit a glass 
condenser of 0.014 microfarad was used, 
charged to a potential of 20,000 volts. In 
all of the determinations the wave length 
used was 501 metres, and the power taken 
was 500 watts. 


Fig. 3.—REsULT OF WIRELESS SURVEY. 


ceivers in multiple with a small fixed- 
value condenser. The circuit is shown 
diagrammatically in Fig. 1. It may be re- 
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The result of the wireless survey of 
Amesbury is shown in Fig. 3. For con- 
venience in estimating distances, con- 
centric circles have heen drawn about the 
sending station, at intervals of 500 metres, 
or very closely, one wave length. At each 
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determination point the apparatus was set 
up, and the hoop rotated until a null 
point was found, at which the sound of 
the sparks at the transmitting station 
ceased in the receiving telephones. As the 
closed circuit is actuated by the magnetic 
lines of force in the electrical wave, this 
null point is necessarily when the hoop 
is in the plane of the wave front, in which 
position it is not threaded by the magnetic 
lines. It was found easily possible to 


— locate this null point to within a degree of 


arc. In Fig. 3 each position at which a 
determination was made is shown by a 
heavy short line, this line being the pro- 
jection of. the hoop on the map, or in 
other words a section of the wave front 
at that point. 

Had there been no distortion of the 
wave front these short lines would in 
every case have been tangent to a circle 
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Fie. 4.—WAvE-FRONT DETERMINATION, SHOW- 
ING DISTORTION IN VICINITY OF OBSTRUCT- 
ING WINDMILL TOWER. 


drawn through the point of observation 
on the sending station as a centre. While 
inspection of Fig. 3 will show several 
lines that are quite approximately so 
placed, it will at once be seen that the 
majority are by no means tangent; some, 
in fact, making angles of nearly ninety 
degrees with the theoretical undistorted 
wave front. As each such distorted por- 
tion of the wave means an eddy of lines 
of force around a conducting obstacle, 
with vertical electrical currents set up 
therein, it is evident that a considerable 
loss of energy is going on, to no other 
purpose than a slight heating of the ob- 
stacle. 

Even such a high-resistance obstacle as 
a tree was found to make a perceptible 
eddy or indentation in the wave front, 
while with a forty-foot steel windmill 
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sending station, a most marked distortion 
was found. This latter case was so in- 
teresting that the writer made a special 
study of the wave front in the vicinity of 
the tower, with the result shown in Fig. 
4. Itis hardly necessary to point out the 
resemblance to the well-known diagram of 
a current-carrying conductor in a mag- 
netic field. 

This simple method of mapping out the 
wave front in the vicinity of a wireless 
station is not only one of theoretical in- 
terest, but may have a practical applica- 
tion in determining, for example, why a 
station gives weak transmission in a cer- 
tain direction. By the use of a larger 
closed circuit the survey could readily be 
extended to any desired distance from the 
sending station. 


—— ep 
ILLUMINATING ENGINEERING 
SOCIETY. 


SECOND ANNUAL CONVENTION TO BE HELD 
AT PHILADELPHIA, PA., OCTOBER 
5 AND 6. 


The second annual convention of the 
Illuminating Engincering Society will be 
held at Philadelphia, Pa., on Monday and 
Tuesday, October 5 and 6. The con- 


_ vention headquarters will be the Hotel 


Walton. Sessions will be held in the 
auditorium on the tenth floor of the hotel. 
An interesting* exhibit of historical and 
scientific illuminating devices has been 
arranged adjacent to the convention room. 
Members will register at the assistant sec- 
retary’s desk, convention floor, to obtain 
badges and cards for entertainment. 

The following programme has been an- 
nounced : 

Monday, October 5, at 10.30 a. M.— 
Address of Welcome, Hon. John E. Rey- 
burn, Mayor of Philadelphia. Presi- 
dential Address, Dr. Louis Bell—A study 
of the problem of street lighting in its 
broader aspects, especially with reference 
to the choice and placing of lamps in their 
relation to effe¢tive illumination. Report: 
of Committee on Nomenclature and 
Standards, presented by Dr. A. C. Hum- 
phreys, president Stevens Institute. 

On Monday, October 5, at 8 r. M., the 
following papers will be presented : 

“Modern Gas Lighting Conveniences,” 
by T. J. Little, Jr. 

““Tluminating Value of 
Oils.” by Dr. A. H. Eliott. 

“Street Lighting Fixtures: Gas and 
Electric.” by IT. Thurston Owens. | 

“Structural Difficulties in Installation 
Work,” by James R. Strong. 

“Architecture and Illumination,’ by 
Emile G. Perrott. 

On Tuesday, October 6, at 9.30 A. M., 
the following papers will he presented : 

“Intensity of Natural Illumination 


Petroleum 
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Throughout the. Day,” by Leonard J. 
Lewinson. 

“The Integrating Sphere in Industrial 
Photometry,” by Dr. Clayton H. Sharp 
and Preston S. Millar. 

“The Ives Calorimeter in Illuminating 
Engineering,” by Dr. Herbert E. Ives. 

“Calculating and Comparing Lights 
from Various Sources,” by Carl Hering. 

“The Calculation of Illumination by 
the Flux of Light Method,” by J. R. 
Cravath and V. R. Lansingh. 

On Tuesday, October 6, at 2 P. m., these 
papers will be taken up: , 

“Street Lighting with Gas in Europe,” 
by E. N. Wrightington. 

“Design of the Illumination of the New 
York City Carnegie Libraries,” by L. B. 
Marks. 

“Engineering Problems in Illumina- 
tion,” by Alfred A. Wohlauer. 

“Intrinsic Brightness of 
Sources,” by J. E. Woodwell. 

“Some Experiments on Reflection from 
Ceiling, Walls and Floor,” by V. R. Lan- 
singh and T. W. Rolph. 

“The Relation Between Candle-Power 
and Voltage of Different Types of In- 
candescent Lamps,” by Francis E. Cady. 


—_—_-@}-__—_——. 
Westinghouse Plan. 
It was officially announced on Sep- 
tember 28 that the bondholders’ plan of 


reorganization of the Westinghouse Elec- 


tric and Manufacturing Company, involv- 
ing a foreclosure sale of the property, has 
been abandoned and in its place the so- 
called merchandise creditors’ plan has 
been adopted. 

It appears that the creditors’ committee 
was unable to induce the stockholders to 
subscribe to the full quota of $6,000,000 
of -stock which was agreed upon last 
spring. There is, however, $4,500,000 of 
the new stock subscribed. The following 
official statement was issued recently by 
doline, Larkin & Rathbone, counsel of 
the Jarvie committee, familiarly known 
as the Bondholders’ Committee: 

“The Readjustment Committee of the 
Westinghouse Electric and Manufacturing 
Company, of which James N. Jarvie is 
chairman, after a session lasting two days, 
adopted substantially the so-called mer- 
chandise creditors’ plan, notwithstanding 
the fact that the cash subscriptions to the 
new assenting stock of $6,000,000 contem- 
plated in such plan do not at this time 
exceed $4,500,000. and although the as- 
sent of a considerable amount of the 
hank debt and a portion of the merchan- 
dise debt still remains to be secured. 

“This substitute or modified plan was 
adopted, however, with the distinct under- 
standing that the plan will not be declared 
operative unless the full $6,000,000 of 
cash subscriptions and the assents of the 
hank creditors are in hand by October 27, 
1908. 

“The formal announcement of the plan 
and of its terms and conditions will be 
made the early part of next week.” 
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THE FALK COMPANY’S PLANT. 


THE FEATURES OF INTEREST OF A MODERN 
STEEL FOUNDRY AND MACHINE SHOP. 


The Falk Company, of Milwaukee, 
Wis., operates the largest steel foundry 
and machine shop in the West. This 
plant has many features of special in- 
terest, particularly as concerns the cco- 
nomical arrangement and operation of the 
works. 

The business of the Falk Company was 
started in an establishment devoted es- 
pecially to the manufacture of street rail- 
way motor gears and track appliances. 
This department still constitutes an im- 
portant division of the works, but the fea- 
tures of particular interest at this time 
are the foundry and power plant, the 
former a building 625 feet long and 295 
fect wide at its largest part, having a 
capacity of 1,500 tons monthly. Steel 
castings of any size required up to forty 
tons capacity or more, and varying widely 
in character, are turned out. 

Pig iron is brought to the works over 
the Chicago, Milwaukee & St. Paul Rail- 
way, and left standing in cars on any one 


of the network of tracks which occupies - 


a considerable portion of the company’s 
ground. The cars are unloaded by means 
of a Cutler-Hammer two-ton lifting mag- 
net at the end of a locomotive crane, and 
placed in piles between the tracks. An 
average analysis of each pile of pig iron 
or scrap is made, and the magnet is again 
called into play to load the iron directly 
into charging buckets carried on small 
industrial trucks. A record of the weight 
and contents of the buckets is then made, 
and the buckets are drawn up an in- 
cline to the charging floor of the furnaces. 
Charging machines feed the contents to 
one of two open-hearth furnaces, which 
are heated by oil fuel, which, after de- 
livery in tank cars, is stored in three un- 
derground steel tanks, each with a capacity 
of 15,000 gallons. 

The foundry is served throughout its 
length by eight traveling cranes built by 
Pawling & Harnischfeger. of Milwaukee. 

The floor of the foundry is lighted in 
the daytime by side windows and a moni- 
tor extending the entire length of the 
building. At night arc-lamp illumination 
ig used. The shops are heated in winter 
by means of the National Blower Com- 
pany’s system, which consists of forcing 
hot air through pipes running along the 
top of the building. 

Unusually successful results have been 
obtained in this foundry by the use of 
electric welding. Bars welded by this 
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method have stood tests of tensile strength 
up to 58,000 pounds per square inch. 
The railway department of the Falk 
Company turns out cast-steel gears and 
forged-steel pinions, girder rail and high 
T-sections for city railways, low standard 


POWER PLANT OF THE FALK COMPANY, 
i MILWAUKEE, W1s. 


sections of from fifty-six to 100 pounds 
for steam and interurban lines, and a great 
variety of special work. This department 


has an exceedingly well-equipped ma- 


chine shop. 
All of the work of the railway depart- 
ment is laid out and assembled before 
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individual motors. In some instances 
short lines of shafting are used in such 
places as the pattern shop, cleaning de- 
partment of the foundry, etc., where 
numbers of light-running machines make 
this arrangement most advantageous. 

Electricity and compressed air are sup- 
plied from a new central power station, 
which is one of the most interesting fea- 
tures of the works. The equipment in all 
of its main details, including engines, gen- 
erators, compressors, circulating pumps, 
etc., was furnished by the Allis-Chalmers 
Company, of Milwaukee, Wis. 

The machinery consists of a cross-com- 
pound, condensing Reynolds-Corliss en- 
gine, twenty inches and forty-two inches 
by forty-two-inch stroke, operating at 100 
revolutions per minute, and coupled to a 
550-kilowatt, direct-current, 250-volt gen- 
erator; an cighteen-inch and twenty-four- 
inch simple condensing Reynolds-Corliss 
engine of the vertical pattern, direct-con- 
nected to a 125-kilowatt, direct-current, 
250-volt generator; and two air-compress- 
ors, one two-stage and the other single- 
stage, having capacities of 2,500 and 1,800 
cubic feet of air per minute. 

Lubrication is provided for the cylin- 
ders by sight-feed oil pumps and a gravity 
system. The oil flows after use to a 
five-chamber Turner filter, situated in the 
basement, and is pumped back to a 200- 


ENGINE Room, Fark COMPANY, MILWAUKEE, WIS. 


shipment. The laying out of the work is 
greatly facilitated by means of a special 
revolving crane of five tons’ capacity. 
All of the machinery in the entire 
works of the company which does not de- 
pend upon compressed air for its opera- 
tion is electrically driven, principally by 


gallon tank located under the ceiling of 
the engine room. 

Three Wickes vertical water-tube boilers, 
designed for a working pressure of 150 
pounds, and rated at 300 horse-power 
each, are located in the boiler room. 
These boilers are connected to a twelve- 
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inch header, which divides into six-inch 
feeders serving the several engines. Steam 
is supplied at fifty pounds’ pressure 
through large separators connected with 
Squire’s traps. 

All water for boiler feed is taken from 
the city mains, and first passed through 
the jackets and inter-coolers of the air- 
compressors before flowing to an open 
Crowley heater. Thence it is lifted to the 
boilers by one of two Burnham outside- 
packed plunger pumps of the Union Com- 
pany’s design, the second unit being used 
to work the turbine flue cleaner and for 
boiler washing. 

Each furnace has independent dampers 
between it and the breeching, which con- 
nect with a reinforced concrete stack 180 
feet high, having natural draft through 
an eight-foot flue. Each of the engines 
is connected to one of four Tomlinson 
barometric condensers built and installed 
by the Allis-Chalmers Company. The 
water flows from a nearby river to a deep 
well, where it is lifted to the condensers 
by means of steam-driven centrifugal 
‘pumps, one pump supplying two con- 
densers. 

Coal is brought in on an inclined track 
and dumped over enclosed bunkers hav- 
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of current to the shops is through insu- 
lated underground cables, which feed a 
network of wires run in iron piping to 
the various departments where power is 
needed. 


BoILER Room OF THE FALK COMPANY, 
MILWAUKEE, WIS. 


The plant is thoroughly equipped with 
modern appliances for conducting effi- 
ciency tests and gathering daily records, 
all of which are kept in constant service. 


» 
, 


Cast STEEL SNAIL CASE, MADE BY THE FALK COMPANY FORK THE ALLIS-CHALMERS COMPANY. 


ing a capacity of 400 tons, the cars being 
pulled by means of an electric hoist. 

_ The switchboard was built by George F. 

Rohn, of Milwaukee, and is equipped 

with standard apparatus, including Cut- 

ler-Hammer switches. ‘The distribution 


This has had a very appreciable effect on 
the operating economy. 

The company started in 1899 at its 
present site with a plant extending over 
less than a quarter of an acre. The pres- 
ent works have now an area of fifty acres, 
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including a covered floor space of nearly 
ten acres. This rapid extension of the 
business is due to the efficient manage- 
ment of the works themselves, an inter- 
esting feature of which is the treatment 
of the employés and their relations to the 
officers and heads of departments. The 
company has demonstrated its ability to 
produce satisfactory castings, not only of 
a general character, but also those of the 
most difficult nature. In this way it has 
established itself with the largest and most 
particular users of steel castings in 
America. 

The officers of the Falk Company are: 
Herman W. Falk, president; Otto H. 
Falk, vice-president; Charles L. Jones, 
second vice-president ; E. A. Wurster, sec- 
retary and treasurer ; Clarence R. Falk, 
works manager; Harold Falk, general 
superintendent; W. Frank Carr, chief en- 
gineer. 

— 0 
Annual Meeting of the Reju- 
venated Sons of Jove. 


The sixth annual meeting of the Order 
of the Rejuvenated Sons of Jove will be 
held at the Iroquois Hotel, Buffalo, N. Y., 
October 14, 15 and 16. 

The meeting will open with a reception 
at 8 o’clock on Wednesday evening, Oc- 
tober 14, at the Iroquois Hotel. At 10 
P. M. there will be a special event for the 
entertainment of the Jovians. 

At 9 a. M. on Thursday a trip will be 
made to the plant of the Roycrofters, at 
Kast Aurora, N. Y. At 10.30 a. m. an 
address will be made by Elbert Hubbard. 
At 12.15 o’clock luncheon will be served. 

A business meeting will be held on 
Thursday at 2.30 P. M., at the Hotel 
Iroquois. Reports will be made by the 
auditing, financial and reorganization 
committees, and the officers of the sixth 
Jovian congress will report. 

At 8 p. M. there will be an illuminated 
Jovian parade. At 9 r. Įm. there will be 
a grand rejuvenation at the cathedral of 
the Scottish Rite Masons. At 11 P. M. 
there will be a joviation, including a 
Dutch lunch, music, songs and speeches. 

On Friday, October 15, a general 
meeting will be held at 10 a. m., when 
unfinished business will be taken up, and 
there will be a general discussion as to the 
needs of the order. 

At 1 P. M. there will be a standing 
luncheon, and at 2.30 P. M. election and 
installation of officers. 

The annual banquet will be held on 
Friday evening, at 7 o’clock. 
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Electrification of Steam 
Roads. | 

Ab the meeting of the Electric Club, of 
Chicago, Ill, on September 23, F. A. 
Sager, of the Arnold Company, delivered 
an address on “The Electrification of 
Steam Railroads.” 

“The railroads,” he said, “will have to 


‘spend approximately $5,000,000,000 with- 


in a few years to keep up with the increase 
of traffic. By electrification at a cost of 
$4,000,000,000 they would increase their 
capacity to such an extent that no new 
trackage would be needed.” 

The meeting of the club was the first 
of a series which will be held for the pur- 
pose of throwing light on the electrifica- 
tion problem, and especially that of the 
Illinois Cerftral suburban service. 

In his address Mr. Sager took into 
consideration the work which had been 
done by the New York Central, the Balti- 
more & Ohio, the New York, New Haven 
& Hartford, the Erie and the New Jersey 
lines in the East, and at the St. Clair 
tunnel near Detroit. 

The paper was followed by a general 
discussion in which the local situation was 
discussed, consideration being given to 
the difficulties which probably would be 
encountered, but the general opinion ex- 
pressed was that the work offered no in- 
surmountable obstacles. 

“Blectrification of the steam lines has 
been made slow chiefly for one reason,” 
said Mr. Sager. “The men who have been 
trained by the old lines to high positions 
have a thorough knowledge of steam en- 
gineering, but little information as to 
electricity. On the other hand, the elec- 
trical engineers have been thoroughly 
trained in their specialty, but have not 
given their attention to the problems of 
the steam roads. 

“The result is that the steam roads have 
had to call in electrical experts whose 
knowledge, as far as the old transportation 
went, was theoretical. They were unable 
to give past examples and experiences to 
add weight to their promises. But in 
practically every instance things have 
turned out, as to economy and efficiency, 
as the electricians said they would. 

«It always has been thought that elec- 
tricity could be applied with best results 
where the passenger traffic was large and 
broken up into frequent trains. Doubt 
was expressed as to the feasibility of ap- 
plying electricity to the moving of freight. 
But the experiments have gone far enough 
to show that electricity far exceeds steam 
in economy and efficiency in three ways, 
as follows: 

“At terminals where there are an un- 
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usual number of trains to handle. It is 


possible that legislators will come to real- 


ize this to such an extent that terminal 
electrification will be required by law. 

“In mountain regions where there are 
heavy grades. Electricity will move trains 
more rapidly, with lessened cost of oper- 
ation. 

“At interior points where there is con- 
gestion due to large freight yards, junc- 
tions and unusual local traffic. 

“It has been shown that electricity will 
very considerably reduce the cost of oper- 
ation in suburban service. A very large 
economy has been shown in the eastern 
experiments, ranging from twelve to 
twenty-seven per cent. ‘These savings 
were made when the initial. expense of 
installation was still hanging on. As the 
extent of installation is increased the 
economy will be more marked. 

: “Necessity, however, will be the great 
factor in driving the roads to electrifica- 
tion. If money is still as hard for them 
to obtain when traffic starts to move again 
as it was a year ago, they will be driven 
to electrification in self-defense. 

“Tt has been proved that the electric 
locomotive is forty per cent more efficient 
than the steam engine. It starts more 


quickly, moves more rapidly and will in- 


crease the capacity of switching yards on 
through tracks fully two-fifths. In other 
words, the installation of electricity would 
save millions and millions of dollars in 
new trackage and car equipment.” 
EDSA EEO 
The Meeting of the Colorado 
Electric Light, Power and 
Railway Association. 

The sixth annual meeting of the Colo- 
rado Electric Light, Power and Railway 
Association was held at Glenwood Springs, 
Col., September 16, 17 and 18. The first 
session was held at 4 o’clock, Wednes- 
day, September 16, when a paper by 
S. E. Doane, chief engineer of the Na- 
tional Electric Lamp Association, was 
read. The next session was held at 8 
o'clock Wednesday evening, when a paper 
entitled “The Operation of Hydroelectric 
and Steam Plants in Parallel” was read 
by J. C. Lawler, of Colorado Springs. 

The third session was held at 10 o’clock 
Thursday morning, and papers were read 
by George Raymond Hall and John M. 
Mulvihill entitled, respectively, “The 
Electrification of Steam Railroads Operat- 
ing in Mountainous Districts” and “The 
Popularizing of Public Utility Corpora- 
tions by Careful, Painstaking Office Man- 
agement.” 

The last session was held on Friday 
morning, when a paper by Clarence Ren- 
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shaw, entitled “Some Notes on Single- 
Phase Railway Systems,” was read. 

The entertainment features of the meet- 
ing consisted of a trip on a special train 
on Friday afternoon to the works of the 
Central Colorado Power Company at 
Shoshone. The members made a thor- 
ough inspection of the dam, tunnels, 
building sites and tower construction. 

On Thursday evening there was a re- 
juvenation of the Sons of Jove. 

About thirty-five members and thirty- 
five associate members of the association 
were in attendance at the convention. 

The following officers and committees 
were elected : 

J. F. Dostal, Denver, Col., president. 

W. T. Wallace, Cañon City, Col., vice- 
president. 


J. C. Lawler, Colorado Springs, Col., 
secretary and treasurer. : 


Additional members of the executive 
committee—George B. Tripp, Colorado 


Springs, Col.; W. G. Matthews, Denver, 
Col. 


Advisory committee—John A. Beeler, 
Denver, Col.; W. J. Barker, Denver, Col.; 
John F. Vail, Pueblo, Col.; C. K. Durbin, 


Denver, Col.; J. A. Cooper, Denver, Col. 
Membership committee—L. M. Cargo, 
Denver, Col.; J. C. Davidson, Denver, 
Col.; C. H. Williams, Denver, Col. | 
Finance committee—Irving Hale, Den- 
ver, Col.; John A. Clay, Silverton, Col.; 
W. P. Eyre. 
eas 
The Southern Idaho Irrigation 
Project. 


J. G. White & Company, Incorporated, 
engineers and contractors, 43-49 Ex- 
change Place, New York city, have com- 
menced work on their contract to con- 
struct for the Idaho Irrigation Company, 
Limited, a complete irrigation system for 
about 150,000 acres of land situated in 
Southern Idaho. The water supply for 
this project will be obtained from Big 
Wood and Little Wood rivers. The lands 
to be irrigated are in the vicinity of Sho- 
shone, Richfield and Gooding. 

The irrigation system will consist of a 
storage dam, four diversion dams, four 
main channels, each leading to one of the 
tracts of land into which the project is 
divided and the complete ‘system of dis- 
tribution and drainage ditches necessary 
for the: irrigation of these lands. The 
storage dam, which will form a reservoir 
of more than 150,000 acre-fect capacity, 
is to be built in the channel of Big Wood 
River in a lava cañon and is to be about 
115 feet high, of rock-fill type with con- 
crete core, 

The diversion dams, two of which will 
be in the channel of Big Wood River and 
two in the channel of Little Wood River, 
are relatively small structures of suffi- 


cient height to raise the water to the 
level of the canals. 
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Electrical Machinery at a 
Shoe and Leather Exhibit. 


The third annual National Shoe and 
Leather Market Fair, held at the Col- 
iseum, Chicago, August 26 to September 
2, was the most successful fair of its kind 
ever held. An idea of its size may be had 
from the fact that the huge Coliseum—the 
home of the Chicago Electrical Show— 
was completely filled with shoes, leather, 
machinery used in the shoe and leather 
industry and supplies. The decorations 
this year were even more elaborate than 
last year and, as they were uniform 
throughout, the effect was particularly 
pleasing. This applied not only to deco- 
ration but to the general arrangement of 
the booths as well. Each booth, being 
of a standard size and furnished 
throughout with mission furniture, gave 
each exhibitor an even chance to display 
his products. 

Shoes were much in evidence of course, 
every kind from fine ladies’ to men’s 
high-top hunting boots being shown. 
This gave the retailer an opportunity to 
compare them side by side and get a line 
on the merits of each. To the average 
individual, however, this part of the dis- 
play was not as interesting as the shoes in 
different stages of manufacture. Shoe- 
making and repairing machinery was 
shown in the Annex and it was here that 
the crowds lingered, watching some labor- 
saving machine do the work formerly 
done by hand. All these machines were 
driven by electric motors, both individual 
and group drive being used. 
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shown in the Western Electric exhibit, 
Western Electric motors were seen in 
operation driving the shoemaking ma- 
chines of other exhibitors. The arc lamps, 
too, on account of their brilliancy, brought 
a good many inquiries as to their adapt- 
ability to store and factory lighting and 
their -superiority over the gas arc and 


mo 


BRAGG AUTOMATIC SHOE NAILER DRIVEN BY 
WESTERN ELECTRIC MOTOR. 


other forms of illuminants. This was 
particularly true of the Hawthorne “Short 
Are” lamp, which, on account of its com- 
pact design—it being only twenty inches 
over all—met with general favor from 
those who, up to this time, had been 
unable to use arc lamps because their fac- 
tories had low ceilings. ‘The intercom- 
municating telephone sets for store and 


BooTa oF THE WESTERN ELECTRIC COMPANY 
AT THE SHOE AND LEATHER FAIR. 


| Although the shoe and leather industry 
18 a Comparatively new field for electrical 
apparatus, great interest was shown by 
both exhibitors and visitors in the exhibit 
of the Western Electric Company. This 
company occupied a large booth in the 
Annex. Here both direct and alternat- 
ing-current motors, arc lamps: of various 
designs, exhaust and desk fans, and 
intercommunicating telephone sets were 
displayed. In addition to the motors 


CHAMPION SHOE-REPAIRING OUTFIT DIRECT- 
DRIVEN BY WESTERN ELECTRIC MOTOR. 


factory use also came in for their share of 
attention from those interested in saving 
the time lost by the old walking-talking 
method of handling business. Many 
people were impressed with the advantages 
of an electric fan when they walked into 
the draft made by a sixteen-inch desk fan 
placed on a table near the aisle. The 
effect was particularly pleasing, however, 
for during the fair the Coliseum was un- 
comfortably warm and this booth was the 
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one cool place in the building. Bulletins 


showing electrical apparatus designed es- 
pecially for the shoe and leather market 
were distributed as well as general publi- 
cations relating to lighting, power and 
telephone apparatus. 

The Western Electric Company was 
very much in evidence throughout the 


. fair and attracted quite a bit of favorable 


comment for its aggressive advertising. 
In the exhibits of four of the shoe-ma- 
chinery companies whose machines were 
operated by Western Electric motors, 
namely, the Champion Shoe Machinery 
Company, the Puritan Manufacturing 
Company, J. E. Bragg & Company and 
the Dayton Last Works, were hung 
placards calling attention to the fact that 
the motors used were of Western Electric 
manufacture and that other electrical ap- 
paratus could be seen at the booth of the 
Western Electric Company in the Annex. 
This idea was further carried out by a 
placard hung in the Westérn Electric 
Company’s booth explaining that Western 
Electric motors were in operation at the 
booths of these other companies. 

A striking example of the efficacy of 
the moving exhibit was evidenced by the 
crowds which gathered around the booths 
where machinery in actual operation was 
exhibited. One of the best examples of 
this was the exhibit of the Champion 
Shoe Machinery Company. This exhibit 
showed a shoe-repairing outfit and harness- 
sewing machine. The repairing outfit 
consisted of a shoe stitcher, an edge trim- 
mer, an edge cutter and a dust collector, 
all mounted on a common base and driven 
by a small, 110-volt Western Electric 
motor. The outfit was fitted with friction 
clutches which enabled the operator to 
put in operation any one part or the 
entire equipment at will, thus saving 
power and making this repairer a very 
economical machine. The dust collector 
is of much importance to the retailer be- 
cause without it he would not be able to 
install his repairing outfit on the same 
floor with his shoe stock on account of 
the dust and dirt common to shoe re- 
pairing. 

The entire equipment requires but one 
horse-power for its operation and runs at 
500 revolutions per minute. The electric 
motor being a cheap, clean, reliable source 
of power, easily available at all times, is 
an ideal source of power here. 

The Puritan Manufacturing Company 
also had an interesting exhibit of sewing 
machines. These were driven from a line 
shaft under the table on which the ma- 
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chines were mounted. A one-and-one- 
half-horse-power Western Electric direct- 
current motor was belted to this shaft and 
from the shaft a short belt ran up to each 
machine. This was an excellent example 
of group drive as applied to a number of 
similar machines. 

The only moving sign at the fair was 
that in the booth of the Dayton Last 
Works. ‘This sign, which was driven by a 
small direct-current Western Electric 
motor, was used to call attention to a line 
of shoe lasts known as the “T'read-strate.” 

J. E. Bragg & Company showed a new 
automatic nailing machine which, on ac- 
count of the rapidity with which it oper- 
ated, attracted a great many people to the 
booth of this company. This machine, 
known as the Crowe automatic shoe-nail- 
ing machine, is very simple in operation 
and at the same time very efficient. The 
nails are placed in a hopper and auto- 
matically fed down into a slot. The ma- 
chine was driven by a small Western Elec- 
tric direct-current motor similar to the 
one used by the Champion Shoe Machin- 
ery Company. | 

From every standpoint the fair was a 
success, as it brought together all the 
prominent shoe dealers and manufac- 
turers and gave them an opportunity to 
study new methods of manufacture and 
see in actual operation the very latest 
labor-saving machines. The interest 
shown by the exhibitors and visitors at 
the fair in the electric motors and supplies 
showed that the shoe and leather field is 
one offering great opportunities to the 
manufacturer of electrical equipment. 

—___<@—<—_—__ 
To Discuss Railway Topics. 

The executive committee of the Na- 
tional Association of Railway Commis- 
sioners has arranged for special addresses 
to be delivered at the meeting to be held 
at the rooms of the Interstate Commerce 
Commission in Washington, on October 6, 
as follows: 

“Government Mediation in Railway 
Tabor Disputes,” by Martin A. Knapp, 
chairman Interstate Commerce Commis- 
sion; “Regulation of Railway Capitaliza- 
tion,” by Frank W. Stevens, chairman 
Public Service Commission, Second Dis- 
trict, New York; “Car Efficiency,” by 
Arthur Hale, chairman Committee on Car 
Efficiency of American Railway Associa- 
tion; “Uniform Rules Governing the 


Shipment and Carriage of Explosives and 
Other Articles Dangerous to Transport,” 
by Dr. ©. B. Dudley, president, and 
Colonel B. W. Dunn, chief inspector 
Bureau for the Safe Transportation of 
Explosives and Other Dangerous Articles. 
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Public Service Commissions.. 


At the recent meeting of the Vermont 
Electrical Association, in Bennington, 
Glenn Marston delivered an address on 
“Public Service Commissions,’ making 
some very interesting points, among which 
may be quoted the following: 

“Every broad-minded person recognizes 
that in the main the interests of the 
public service corporations and the public 
are identical and that the object of a 
public service commission is to preserve 
this identity. A public service commis- 
sion must protect the public and the cor- 
porations alike. The public is looking 
for the best possible service at the lowest 
possible rates; the corporation is looking 
for the most profitable business and real- 
izes that it can only do its maximum 
amount of business by meeting to the 
fullest extent the wishes of the public. 
A public service commission should have 
the power to regulate rates, the quality of 
service, prevent competition, enforce satis- 
factory accounting and exercise a general 
supervision over the public utilities of 
the state. 

“State regulation is far superior to any 
other method yet devised, because it re- 
moves the oversight of public utilities 
from local authorities. In the first place 
local regulation, and by that I mean 
either municipal ownership or municipal 
regulation of private companies, can not 
be provided by men familiar enough with 
the operation of the plants so regulated 
to make it trustworthv. The result is 
either an unfortunate laxity or a degree 
of municipal interference that sometimes 
goes so far as to put the company out of 
business. 

“I want to emphasize the importance of 
a reasonable appeal to the courts from 
the decision of any commission which may 
be formed in this state. There should not 
be an unlimited appeal, because then a 
company might run to the courts at any 
time and tie up the decisions of the com- 
mission indefinitely. On the other hand, 
if no appeal is provided for, a corrupt or 
arbitrary commission would have powers 
which would put the companies absolutely 
at their merey and the commission would 
not operate for the benefit of the public 
at large. It seems to me that the best 
way to provide for an appeal from the 
acts of the commission is to specify that 
the appeal shall be made within a certain 
time limit, say thirty days, and that it 
should be granted preference over all 
other cases in the court to which the 
appeal is taken. 

“As to the duties of the commission, 
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one of the most important is the enforce- 
ment of a uniform system of accounting, 
not only for the municipal plantes but for 
the private companies. Municipal owner- 
ship has been consistently opposed by 
private companies for many years, not so 
much because the companies are opposed 
to municipal ownership in itself, but be- 
cause they are opposed to the false and 
misleading accounts which are given out 
by the municipalities and which claim to 
show that the municipalities can manu- 
facture electricity for less money than is 
possible under private ownership. A uni- 
form system of accounting is just as valu- 
able to the small company as to the large 
company—perhaps it is more so. I often 
hear the manager of a small company ob- 
ject to uniform accounting on the ground 
that his company can not make a good 
showing. That is the very reason why he 
should favor a commission which would 
enforce uniform accounting, because if it 
can be shown that his company does not 
operate profitably under the same account- 
ing system as is used by the larger com- 
panies, he would be fully justified in go- 
ing before the commission and asking that 
his rates be increased, so that he could 
operate at a reasonable profit. 

“State regulation makes municipal 
ownership unnecessary. It makes it un- 
necessary for a city to invest a large sum, 
when the money could be used for other 
purposes more advantageously. It makes 
competition unnecessary for it takes the 
place of competition. All that can be 
looked for from competition is a desire 
on the part of each competing company 
to give better service and lower rates than 
the other, in fact, the rates can not be at 
their lowest when there are two competing 
companies because fixed charges must be 
met on unnecessary duplicate equipment. 

“You may say, ‘Why not competition 
in this business the same as in the grocery 
business? The answer is that the grocer 
does not have to make a huge initial in- 
vestment in complicated machinery and 
equipment “vith which to serve his cus- 
tomers, but buys his manufactured com- 
modity from the wholesaler and acts as 
a distributing agent only, while the light- 
ing company has to spend thousands of 
dollars before it can secure a single cus- 
tomer. It is the huge wastefulness of 
competition in public utilities that makes 
some other form of public regulation 
necessary, and it is only through the most 
generous co-operation of the public and 
the company that the lighting business 
can be made to attain its greatest useful- 
ness and become the standard of en- 


lightened business progress before the 
world.” 
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A Modern Lamp-Making Works. 


The New Factory of the Westinghouse Lamp Company at Watsessing, N. J. 


HAT do good light, pure air and 
W pleasant surroundings mean to 
an employé? Whatever the an- 
swer may be, they mean just the same 


thing to the manufacturing business 
itself. These and the continuity of 


to work in rooms always filled with a 
plentiful supply of pure air. 


Although 
these new works of the company have 
been operating but a few months the re- 
ports of output in quantity and quality 
of the product stand as conclusive evi- 
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strength to permit the addition of one or 
more stories when desirable. 

All buildings are designed to be as 
nearly fireproof as possible, being con- 
structed throughout of reinforced con- 
crete. 
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GENERAL VIEW OF FACTORY AND GROUNDS OF THE WESTINGHOUSE LAMP COMPANY, AT WATSESSING, N. J. 


Operations in lamp manufacture are 
what the architects and engineers had 
in mind when they designed and con- 
structed the works of the Westinghouse 
lamp Company at Watsessing, N. J. 
A visitor to the works is struck by 
the unusually favorable condition un- 
der which the employés work. Tidiness 
18 noticeable in every department. There 
18 no crowding of employés; no foul air 
to make them drowsy and inefficient long 
before the day is done. High ceilings and 
plenty of windows make it possible for all 


dence that an employé will do more work 
and better work if placed amid surround- 
ings that are healthful and inspiring. 
The plant, which occupies a level site 
comprising fifteen acres of land, consists 
essentially of three  structures—main 
manufacturing building, 521 by 100 feet, 
three stories high, with a floor-to-floor 
height of seventeen feet four inches; 
storehouse, 140 by eighty feet, four stories 
high, and power-house, eighty-three by 
sixty-six feet. The foundations of the 
buildings have been made of sufficient 


Lighting and heating are supplied from 
a central power plant, which furnishes 
current for elevators, pumps, fans and for 
manufacturing operations. 

The power-house is directly back of the 
storage house and is designed to contain 
1,000 horse-power of Stirling boilers. The 
following installation furnishes the neces- 
sary power for the operation of the works 
at the present time: 

One 250-kilowatt, alternating-current, 
direct-connected Westinghouse unit, with 
one twenty-five-kilowatt exciter; one fifty- 
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kilowatt, alternating-current, direct-con- 
nected Westinghouse unit, with ten-kilo- 
watt exciter; one ninety-kilowatt belt- 
driven generator; one forty-horse-power 
Westinghouse motor-generator set to sup- 
ply direct current; one steam-driven air- 
compressor supplying air at from three to 
five pounds pressure for blow-pipe work; 
one motor-driven air-compressor, belt- 
connected, to supply air at 100 pounds 
pressure for distribution through the 
manufacturing building. 

As a part of the power equipment, al- 
though placed in the manufacturing 
building, in the south end of the first 
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fire protection is provided by a system 
of underground piping in the yard con- 
necting with fire hydrants. This system 
is fed by a 1,500-gallon Underwriters’ fire 
pump, which draws its water from an un- 
derground reservoir of 200,000 gallons 
capacity. A reserve water supply is se- 
cured by connection with the regular 
water service system of the town of 
Bloomfield, N. J. 

Fire-escapes are located on three sides 
of the main building, and one on the 
storage house. All stairways in the build- 
ing are constructed entirely of cement and 
iron, so that these may be relied upon as 
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to be seen, coming from the railroad sta- 
tion. It was purposely placed adjoining 
the tracks of the Delaware, Lackawanna 


_& Western Railroad and the Erie Railroad 


to facilitate the loading and unloading of 
material. wd 

In the storage house are received and 
stored all the raw materials required in 
lamp manufacture. Starting at the 
storage house and ending in the same 
building is the best system of shop routine 
known to the art of lamp making. There 
is no back ‘action’ to impede the work 
and every step is in one forward direction. 
There is interwoven with the manufactur- 
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View OF Marn BUILDING AND STORAGE BUILDING, AND INTERIOR View OF Factory FLOOR BEFORE OCCUPANCY, WESTINGHOUSE LAMP 


floor, electrically driven, are seventeen 
vacuum pumps. 

All mechanical processes are operated 
by electric drive, and the latest and best 
appliances used in lamp manufacture have 
been secured. Many of the machines used 
in these new works have been developed 
by the company’s engineers and the com- 
pany has built the machines at the works. 

‘The buildings are heated by indirect 


- radiation, large stands of heating stacks 


being provided on the ground floor, 
through which the outside air is drawn by 
electrically driven fans and distributed 
in galvanized-iron ducts through all parts 
of the buildings. Hot water is circulated 
through the heating stacks by an electric- 
ally driven centrifugal pump located in 
the boiler room of the power-house, where 
the water is heated by exhaust steam. 
Special attention has been given to the 
matter of fire protection, and the entire 
plant is equipped with automatic sprink- 
lers, which are supplied with water from 
a steel tank of 100,000 gallons capacity 
placed on a tower 100 feet high. Further 
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safe exits in case of fire. On every floor 
the stairways are separated from the work- 
ing sections by fire doors. 

A volunteer fire department is organ- 
ized among the employés, and there are 
stations on every floor with a full equip- 
ment of fire-fighting apparatus, including 
hand chemical extinguishers, fire buckets, 
axes, hose, et¢. These stations are clearly 
indicated by red lights. The fire depart- 
ment has a further equipment of a chem- 
ical wagon, with a capacity of ten gallons. 

In the manufacturing building all 
rooms are made especially, light, large and 
airy, and are finished in light gray. 
Toilet accommodations, carefully designed 
and equipped with a view to health and 
comfort, are provided at convenient points 
on all floors. : 

Drinking water is furnished on all 
floors at convenient intervals, from a well 
drilled to a depth of 550 feet on the com- 
pany’s property. This well supplies all 
the water needed for manufacturing pur- 
poses and fire protection. 

The storage house is the first building 


ing process so closely as to be part and 
parcel of it, a system of inspection and 
accounting, by means of which every im- 
portant operation is inspected and ap- 
proved by an expert before it is permitted 
to pass on to the next operation. A space 
on each floor of the main building nearest 
the storage house, about thirty feet wide 
and running almost its entire length, is 
reserved for the stores and inspection de- 
partment. 

It will be seen at a glance that this 
means to the customer a very high grade 
of product, and at the same time effects 
a tremendous saving to the manufacturer 
in preventing further operation on pieces 
once found defective. 

It also makes it possible to operate the 
factory on the premium piecework system. 
Careful record being kept of the grade of 
work turned out by each operative, the 
inspector once a month is able to prepare 
for the management a statement showing 
clearly the quantity and grade of work 
turned out by each employé, as well as 
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the standing of one employé with another 
in the same class of operation. 

The process of making the filament be- 
gins on the first floor of the main build- 
ing. Here the filament undergoes four- 
teen operations, beginning with the 
preparation for the brew, the squirting 
into fibre, its washing, and later the wind- 
ing of the fibre on drums which are elec- 
trically driven, each drum having one 
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long treating tables, each providing room 
for eight operatives. Each operative has 
facilities for treating simultaneously four 
filaments in separate chambers of hydro- 
carbon gas. After this, inspection is made 
as to the length and cross-section of the 
filament, and check inspection is also 
made for resistance, shape, etc. 

Reference should next be made to the 
process necessary to make the stem 
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tipped leading-in wires, the anchor wire 
and the forming of the seal by an auto- 
matic clamping attachment which is a 
part of the stem-making machine, the 
finished stems pass through an inspection 
and stores department to long tables for 
the mounting of the filament. Here the 
stems are arranged in frames and the fila- 
ment attached preparatory to the straight- 
ening of the leading-in and anchor wires. 


Lamp Basing DEPARTMENT, NEW FACTORY OF WESTINGHOUSE LAMP CoMPANY, WATSESSING, N. J. 


attendant to feed the fibre. Other opera- 
tions include the forming of the fila- 
ment on frames, then the packing, first 
for the preliminary furnaces and later for 
the final furnaces, then the sizing, cutting 
and counting. The counting, which is 
done by weight, is most interesting to the 
visitor, who is naturally surprised to learn 
that this method of counting is correct 
within two per cent, and is far more ac- 
curate than counting by hand. 

The treating of the filament takes place 
on the second floor at the south end of 
the main building. Here there are four 


through which the leading-in wires are 
inserted before being sealed in the glass 
bulb. Glass in long tubes is cut into short 
lengths and fed into what are known as 
flanging machines. In point of economy 
of operation these are most interesting, 
being entirely automatic and requiring 
but one attendant to keep them filled and 
in adjustment. The hoppers at the top 
of the machines are kept filled with these 
short lengths, which, as they pass through 
the apparatus are heated on one end by gas 
flame and mechanically flanged. 

After the insertion of the platinum- 


From this point the mounted stems, con- 
taining the leading-in wires, anchor wires 
and filament are passed through an in- 
spection department to the sealing-in ma- 
chines. However, we should now give 
some attention to the glass bulbs which, 
after having been washed and placed in 
the stores and inspection department, are 
taken to the tubulating machines, where 
by means of a needle gas-flame a tube is 
welded to the end of the bulb, which later 
provides a connection through which the 
lamp is exhausted. A large number of 
special tubulating machines are arranged 
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on tables and there is one operator to each 
machine. | 

At the sealing-in machines the bulbs 
which have been tubulated meet the fin- 
ished stems whereon the filaments have 
been mounted. These machines are 
equipped with holders for both the bulbs 
and stems, which are brought together in 
the proper position by the operator, and 
by mechanically rotating in an eight- 
flame gas blast the steam is sealed in the 
bulb, the joint being air-tight. 

The special machines which are used 
for creating the vacuum in the bulb are 
provided with two-cylinder exhaust or 
vacuum pumps. Each operator has two 
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lamps on the machine at once so that no 
time is lost during the process, as while 
one lamp is being subjected to the action 
of the exhaust pumps the other is being 
sealed off, that is, the tube which has 
been attached to the bulb in the tubulat- 
ing process and through which the ex- 
haust pump is drawing on the bulb, is 
fired off by hand into a symmetrical tip. 

The bulbs which have been sealed in 
and exhausted pass through the stores 
and inspection department for examina- 
tion and counting and then go down to 
the second floor for photometering. Here 
a force of experts test the lamps in dark- 
ened rooms to determine the rating, which 


is marked on the bulb in each case. From _ 


here the lamps pass to the first floor, 
where they meet the bases and where by 
means of rotating machines in which the 
bulbs are placed the bases are affixed and 
soldered by gas fire. 

Such of the lamps as are packed for 
immediate shipment pass over to the 
shipping room. Stock lamps are carried 
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to the upper floors of the storage house 
and held subject to order. 

A special branch of manufacture not 
yet mentioned is the tungsten lamp manu- 
facturing department, which occupies 
most of the second floor in the main 
building of the works and is devoted en- 
tirely to thè manufacture of tungsten 
lamps, the larger quantities of which are 
made in the forty, sixty and 100-watt 
sizes. In the manufacture of tungsten 
lamps it has been the aim of the com- 
pany to produce a highly efficient lamp 
which should be known everywhere for 
quality. The operations through which 
the tungsten lamps pass are too numerous 
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and varied to explain in this article. 
However, it may be mentioned in pass- 
ing, that for the operation of this depart- 
ment a large generating station has been 
provided for the making of hydrogen and 
nitrogen gases, and close beside this sta- 
tion is a large holder in which these gases 
are stored. 

In the front of the building (the north 
end), on the first floor, are the private 
offices of the general manager and the 
assistant general manager; also of the 
correspondence and general offices, as well 
as the telephone exchange connecting with 
all departments. 

Immediately above these offices on the 
second floor, and reached by means of a 
double stairway built of concrete, are the 
offices of the treasurer and auditor, the 
engineering department and the manager 
of works. 

On the third floor, and also in the front 
of the buildings, ate the dining rooms. 
There is a large dining room for the office 
employés, the foremen and their assist- 
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ants, and private dining room for the 
officials of the company. Both dining 
rooms are directly connected with the 
kitchen. | 

Within the organization has been vol- 
untarily formed by the foremen and their 
assistants, an organization known as the 
Westinghouse Foremen’s and Assistants’ 
Association. This organization has the 
hearty endorsement of the management of 


the company and is encouraged in every 
way in its endeavor to foster and develop 
a spirit of co-operation, one with the 
other, in the work of the various depart- 
ments. ' 
Meetings for the discussion of subjects 
pertaining to the interests of the com- 
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pany and employés are held at regular 
intervals, and outings are frequently held 
during the summer months. | | 

In the near future it is the intention 
to equip, close by the works, a club, the 
building for which is now available. A 
library, reading room, shower baths, bowl- 
ing alleys, billiard and pool, and- other 
requisites of a modern social industrial 
club, will be provided. 

Close by the works, on the company’s 
property, is a baseball ground, upon which 
many of the employés play at noon and 
spare hours. | 

A unique feature in the organization of 
the Westinghouse Lamp Company is a 
dispensary and a rest-room for the em- 
ployés. A regular physician has entire 
charge and gives undivided ‘attention to 
this work, being on hand at all times to 
render medical advice or assistance when 
needed, Every needful thing is provided 
for the care of an employé who may be 
injured while in the performance of work, 
and other less important ailments are at- 
tended to and the medicine furnished 
without charge to the employés. 

The entire work of designing and con- 
structing was done by Westinghouse, 
Church, Kerr & Company. 
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THE DISCOVERY AND DEVELOPMENT 
OF THE LAWS OF THERMO- 
DYNAMICS.'—II. 


BY DUGALD CLERK. 


(Cont: nui.) 

Rankine, as early as 1849, arrived at 
the general equation of thermodynamics 
which expresses the relation between heat 
and mechanical energy and indicated the 
result of his investigations to the Royal 
Society of Edinburgh in February, 1850. 
Rankine thus arrived independently at-the 
same result as Clausius about the same 
time.. Both Rankine and Clausius, how- 
ever, adopted certain theories as to the 
molecular structures and motions of gases, 
and their demonstrations to some extent 
depended upon their theories. To Thom- 
son and Joule we are deeply indebted for 
the rigid proof of the two laws and for 
the rigid deduction of the modern scale 
of temperature and the determination of 
absolute zero in its modern form. Thom- 
son now thus defines temperature: 

“The temperatures of two bodies are 
Proportional to the quantities of heat re- 
spectively taken in and given out in 
localities at one temperature and at the 
other, respectively, by a material system 
subjected to a complete cycle of perfectly 
reversible thermodynamic operations, and 
not allowed to part with or take in heat 
at any other temperature; or, the absolute 
values of two temperatures are to one an- 
other in the proportion of the heat taken in 
to the heat rejected in a perfect thermo- 
dynamic engine working with a source and 
refrigerator at the higher and lower of 
the temperatures respectively.” 

This definition leads to an absolute 
scale of temperature which is independent 
of the substance operated on, and Joule 
and Thomson’s experiments have shown 
that this scale differs but slightly from 
that of the ordinary air-thermometer. 
Joule had suggested to Thomson, in a 
letter to him in 1848, that the probable 
Value of Carnot’s function is the re- 
ciprocal of the absolute temperature, as 
measured on a perfect gas-thermometer. 

Thus Clausius appears to have antici- 
pated Thomson, not in the suggestion of 
an absolute scale of temperature, but in 
the idea of an absolute zero founded upon 
the combination of Carnot’s law and 
Joule’s law. Thomson, in his papers, very 
modestly attributes the second law—the 
law of the transformation of heat—to 
Carnot and Clausius; but in this he 
undervalued his work, because Clausius 
e a AN eu Adc eats 
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and Joule proved—that is, the coincidence 
of the absolute scale with the air-ther- 
mometer scale. 

It will thus be seen that the position 
usually assumed by the engineer at 1850, 
of the quality between heat given to the 
engine and heat given to the condenser, 
was fundamentally untrue. Without this 
deduction, however, no determination of 
values of the Carnot function could have 
led to the determination of an absolute 
According to the material theory, 
as seen in the light of Carnot’s cycle, a 
heat unit could give an indefinitely in- 
creased amount of work with lowering of 
the temperature. Nothing in the theory 
sets a limit to this increase and, accord- 
ingly, there is nothing to suggest an ab- 
solute zero. Immediately, however, we ac- 
cept the dynamical theory of heat we find 
that one pound of water requires the 
exertion of 1,390 foot-pounds of work to 
heat it through one degree centigrade. 
We also know from the Carnot cycle that, 
under ordinary conditions of human exist- 
ence, only a portion of this work can be 
returned ; but as no conditions could con- 
ceivably exist in which a greater amount 
of work could be obtained from one pound 
of water than the 1,390 foot-pounds put 
into it to heat it through one degree 
centigrade, it follows that, inasmuch as 
the Carnot function increases with dimin- 
ishing temperature, the limit of tempera- 
ture is reached when, according to the 
Carnot cycle, the whole of that work, put 
into one pound of water, can be got out 
again as work. This limit is the absolute 
zero of temperature. No lower tempera- 
ture is conceivable without introducing 
the idea of the creation of energy. So far 
as human beings are concerned, this idea 
is as inconceivable as the idea of the crea- 
tion of matter. The determination of 
this limit with the close accuracy neces- 
sary for a well-founded constant is to be 
entirely attributed to Thomson and Joule. 
In his 1851 paper Thomson thus succeeds 
in answering the question which he put 
to himself in his 1849 paper and he sup- 
plies a quantitative method of connect- 
ing the amount of the thermal agency 
necessary with the amount of work which 
can be performed under varying condi- 
tions. 

Engineers dealing with motive powers 
are thus deeply in debt to Thomson and 
Joule for the secure position occupied by 
them to-day. 

The brilliant work of Meyer, published 
so early as 1842, is held by some to have 
anticipated to a large extent both the 
work of Thomson and of Joule. 
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doubtedly Meyer formulated true ideas 
and carried his generalizations through a 
wide range. Helmholtz also very early 
arrived at similar conclusions to those of 
Joule and Thomson; but it has been 
thought better to discuss the work of 
Thomson and Joule separately in order to 
illustrate the transition period through 
which many distinguished minds were 
passing about that time. Undoubtedly, 
great credit is due to Meyer, Helmholtz, 
Clausius and Hirn, and Thomson himself 
recognized this in the most generous way. 

The ideas of Thomson and Joule now 
form so much of the basis of al] reasoning 
upon motive-power engines that there is 
some little danger to the present generation 
of forgetting what they owe to these two 
great men. To appreciate the step made 
by them it is necessary to consider the 
position of motive power produced by heat 
at about the middle of the last century. 
At that time many attempts had been 
made to displace the steam engine as a 
heat engine by air engines in various 
forms—both engines heated externally 
and those heated internally, now known 
as internal-combustion engines. Papers 


‘read at the Institution of Civil Engineers 


in 1845 and 1853, and the discussion of 
those papers by eminent men of the day, 
supply an accurate measure of the knowl- 
edge possessed by the engineer of the prin- 
ciples of action of his heat engines. Many 
distinguished names occur in these papers 
and discussions, including James Stirling, 
Robert Stephenson, Sir George Cayley, 
Charles Manby, James Leslie, C. W. Sie- 
mens, Hawksley, Pole, W. G. Armstrong 
(afterward Lord Armstrong), Edward 
Woods, E. A. Cowper, D. K. Clark, Ben- 
jamin Cheverton, Goldsworthy Gurney, 
George P. Bidder, Professor Faraday, 
Isambard K. Brunel, Captain Fitzroy and 
F. Braithwaite. At the date of the later 
of these discussions Brunel had already 
designed the Great Eastern, in 1852, with 
her engines of 11,000 horse-power. Arm- 
strong was a Fellow of the Royal 
Society, and had etarted the Elswick 
Works and invented the Armstrong 
gun. Robert Stephenson was at the 
height of his fame. He was then a mem- 
ber of parliament, president of the Insti- 
tution of Civil Engineers and a Fellow of 
the Royal Society. Siemens was a young 
man, but was busy on the regenerative 
furnace; he had considered regeneration 
as applied to steam engines, although his 
work on the air engine was still to come. 
All were distinguished men in their day, 
and their opinions may be taken as rep- 
resenting the very best scientific knowl- 
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edge of the leading engineers of the day. 
The first of the papers to which I refer is 
called “Description of Stirling’s Improved 
Air Engine,” by James Stirling, member 
of the Institution of Civil Engineers. It 
was read on June 10, 1845, with Sir John 
Rennie, the president of the institution, 
in the chair. The engine described was 
the later form of the well-known Stirling 
air engine, invented by the Rev. Dr. Stir- 
ling, a Scottish clergyman, in the year 
1815. The development considered was 
the invention of the reader of the paper, 
a brother of Dr. Stirling. The main im- 
provement consisted in the use of air at 
a greater density than the atmosphere, 
and the engine at that date had so far 
succeeded that two had been used at the 
Dundee Foundry Company’s works, one 
giving about twenty-one horse-power and 
the other about forty-five horse-power. 
Practically, therefore, some success had 
been attained. Mr. Stirling claimed that 
the twenty-one-horse-power engine con- 
sumed fifty pounds of coal per hour, which 
is about two and one-half pounds per 
horse-power per hour. This was an ex- 
traordinarily good result for the time. At 
present, however, we are not interested in 
the practical result, but only in the opin- 
ions of the engineers of the day as to the 
fundamental principles of heat engines. 
It is clear from the paper that the the- 
ory of the regenerator was entirely misun- 
derstood. It was imagined that with a per- 
fect regenerator no heat would be required 
to perform work. This is evident from 
Mr. Stirling’s answer to Sir George Cay- 
ley. Sir George Cayley described his en- 
gine, which was of the internal-combustion 
type, acting with solid fuel under con- 
stant pressure, and showed that, owing to 
dust and heat in the cylinder and 
valves, his experiments proved abortive. 
He stated, however, that his engine had 
consumed six and one-quarter pounds of 
coke—equal to nine pounds of coal—per 
horse-power. To this Mr. Stirling an- 
swered: “It must be remarked that Sir 
George Cayley in following an entirely 
different object had overlooked the great 
leading principle of repeatedly using the 
same heat,” and “he was of opinion that, 
except on that principle, the air could not 
be economically used as a moving power.” 
Another speaker, Mr. Cottam, said: “It 
was evident that, if it was practicable to 
arrive at the theoretical condition of the 
absorption of all the caloric by the thin 
laminæ during the upward passage of the 
air, and the giving it out again during 
the downward passage, there would not 
be any loss of heat.” Robert Stephenson 


ELECTRICAL REVIEW 


did not appear to understand Stirling’s 
air engine at all, because he made the fol- 
lowing remarks: “He understood the 
process to consist of heating the air in a 
vessel, whence it ascended to the cylinder 
between numerous thin laming, by which 
the caloric was absorbed, to be again given 
out to the descending air. Now it ap- 
peared to him that, though the ascending 
process was natural and easy, the reverse 
action would require a certain expendi- 
ture of power, in the depression of the 
plunger.” This remark clearly showed 
that Stephenson, notwithstanding his 
eminence as an engineer, at that date had 
not appreciated the essential conditions 
of the hot-air engine. | 

In the year 1853 the subject of the air 
engine again came up before the Institu- 
tion of Civil Engineers, interest being 
excited evidently by the building of the 
large engines of the hot-air ship Ericsson 
in America, the engines having air cyl- 
inders of no less than fourteen feet in 
diameter. Four papers were read in this 
year: “Qn the Use of Heated Air as a 
Motive Power,” by Benjamin Cheverton; 
“On the Caloric Engine,” by Charles 
Manby; “On the Principle of the Caloric 
Air-Heated Engine,” by James Leslie, 
member of the Institution of Civil Engi- 
neers, and “On the Conversion of Heat 
Into Mechanical Effect,” by Charles Will- 
iam Siemens, associate member of the In- 
stitution of Civil Engineers. 

Cheverton evidently considers, from his 
paper referring to Stirling and Ericsson, 
that “both parties also rest the efficiency 
of their engines on the repeated use of 
caloric. They contend that in recovering 
from the ejected hot air the caloric which 
gave it superior tension, and employing it 
in heating the injected air, ‘it is made to 
operate over and over again.’ Mr. Ericsson 
aspires to embody a new principle in mo- 
tive mechanics—no less, to use his own 
words, than ‘that the production of me- 
chanical force by heat is unaccompanied 
by the loss of heat,’ except such as arises 
from radiation, or other practically un- 
avoidable waste.” Cheverton rejects this 
idea, but, strangely enough, does not ap- 
pear aware of the work either of Carnot 
or of Joule. He comes to the conclusion, 
however, that “caloric, doubtless, is in all 
its aspects a manifestation of force, and 
unquestionably, ‘as a mechanical] agent, of 
a dynamic force, and therefore is directly 
amenable to the third law of motion.” 
He appears to think that heat is accom- 
panied with molecular activity, but is 
puzzled by what he accepts to be a fact, 
that in the steam engine the whole of the 


Vol. 53—No. 14 


heat of the steam as it comes from the 
boiler is found in the condenser. With 
regard to the steam he says: “Undoubt- 
edly, in respect to the materiality of 
caloric, if it be material, it is transferred 
intact to the condenser, yet in its passage 
it may have parted with force, which it 
can not communicate again.” He comes 
to the conclusion that the change may 
take place not in the quantity, but in the 
intensity of heat. Here he resembles Car- 
not; but it appears to him impossible to 
arrive at any useful theory of the heat 
engine, because he states: “ for 
every investigation leads to the conclusion 
that the effect of caloric is independent at 
least of the chemical, if not also of the 
physical, constitution of bodies. But econ- 
omy of fuel is a different question from 
the economy of caloric; it is altogether 
a practical matter, and can only be deter- 
mined by experiment; for this, and, in- 
deed, most other points of practice, are 
too intractable to come within the grasp 
of the most powerful calculus.” In the 
discussion a communication was read 
from Sir George Cayley, in the course of 
which he states, with regard to the re- 
generator: “There can exist no doubt of 
the effective reapplication of heat to an 
almost unlimited extent by this beautiful 
invention, due originally to Mr. Stirling, 
and now carried out to a greater extent 
by Captain Ericsson.” Sir George Cayley 
discussed the difficulties of Ericsson’s en- 
gine, but he accepts the principle that 
heat may give work and yet be used over 
and over again practically undiminished. 
Armstrong did not express himself upon 
the theory at all but he was doubtful as 
to the advantage of the air engine com- 
pared with the steam engine, although he 
believed that it was practicable to recover 
and use over again a large proportion of 
the heat applied, and he thought the bal- 
ance of economy, so far as heat was con- 
cerned, would be found in favor of air. 
Siemens agreed to some extent in the ad- 
vantages of a regenerator, but he showed 
clearly that expansion doing work was ac- 
companied by a diminution of tempera- 
ture, and stated that this heat had to be 
replaced by the fire. Bidder was of opin- 
ion that “no theoretical advantage was 
obtained in using heated air instead of 
vaporized water as a motive power, and 
it was incapable of being applied prac- 
tically with as much convenience.” It is 
most interesting to note that Dr. Faraday 
joined in this discussion. He said very 
little, and I will give his remarks com- 
plete. Dr. Faraday said: “Twenty years 
ago he had directed his attention to this 
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question, and from theoretical views he 
had been induced to hope for the success- 
ful employment of heated air æ a motive 
power; but even then he saw enough to 
discourage his sanguine expectation, and 
he had, with some diffidence, ventured to 
express his conviction of the almost un- 
conquerable practical difficulties surround- 
ing the case, and of the fallacy of the 
presumed advantages of the regenerator. 
He still retained his doubts as to the suc- 
cess of the innovation, and feared the 
eventual results, even of Captain Erics- 
son’s spirited and ingenious efforts.” 
Brunel considered the use of the regenera- 
tor to be an entire fallacy, and did not 
believe that the power derived from the 
expansion of air by heat could be used 
effectively and then be recovered and 
used again. Mr. Hawksley considered 
that the machine involved a mechanical 
fallacy and that the regenerator produced 
no mechanical effect whatever. Mr. Ren- 
del was the president at the meeting 
which dealt with Mr. Cheverton’s paper, 
and, in view of the great difference of 
opinion on the subject, he stated that “he 
would not have the meeting arrive at a 
hasty or erroneous conclusion on the ques- 
tion of this engine, and he therefore sug- 
gested that Mr. Siemens should draw up 
a paper on the subject, and that the mem- 
bers should collect, for a future meeting, 
all the information within their reach, in 
order to bring about the calm and deliber- 
ate discussion of the question.” This re- 
sulted in the further meeting of May 17, 
1853, when papers were read by Manby, 
Leslie and Siemens. The paper by Manby 
consists of the summary of a discussion 
by M. Galy-Cazalet, which took place in 
Paris in 1853. M. Galy-Cazalet comes to 
the conclusion that the regenerator in- 
volves a fallacy, and he concludes: “There 
appears to be at present so much doubt 
of the utility of the regenerator that it 
would be wise to abandon its use for a 
time, and by trials with a more simple 
form of caloric engine establish the fact 
either of the superiority or of the inferior- 
ity of heated air in comparison with steam 
as a motive power.” Mr. Leslie, on the 
contrary, in his paper upholds vigorously 
the accuracy of the principle of the re- 
generator or economizer. He comes to the 
conclusion that it is based on true prin- 
ciples and is attended in practice with real 
economy of heat, and consequently of fuel. 
In this conclusion he is doubtless correct ; 
the regenerator is useful and does econ- 
omize heat. But Leslie goes much further 
than this; he appears to support Stirling 
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in the fallacy that the regenerator may be 
made indefinitely useful. Stirling states: 

“And thus it appears that by applying 
air successively to a series of bodies regu- 
larly increasing in temperature, and mov- 
ing alternately from one end of the series 
to the other, it may be heated and cooled 
ten times, with an expenditure of caloric 
which would barely have heated it once, if 
it had been applied at once, to the hottest 
body—4. e., beyond the series. It is evi- 
dent, also, that if the series had been com- 
posed of twenty points, or bodies, having 
a difference of temperature of five degrees, 
the air might be heated and cooled twenty 
times at no greater expense of caloric. 
Nay, it is evident that by multiplying the 
members of the series indefinitely air 
could be heated and expanded and made 
to do work at no appreciable expense. But 
let no mathematician be alarmed with the 
idea of a perpetual motion, or the creation 
of power. There are many enemies to 
contend with in the air engine besides 
friction; which alone prevents perpetuity 
in some mechanical motions. We have 


no means, without consuming a part of 


our power, of applying the air so closely 
to the apparatus as to make it absolutely 
assume the temperature of the bodies to 
which it is applied. There is, therefore, 
a loss in the very act of heating and cool- 
ing.” 

Leslie comes to the conclusion that Stir- 
ling is right, but that an air engine with- 
out a regenerator would be a much less 
effective and economical application of 
heat than the steam engine. Leslie gives 
some interesting particulars of the later 
air engines of James Stirling. He states 
that an engine of forty-five horse-power 
was started in March, 1843, at the Dun- 
dee Foundry; that in December, 1845— 
two years and nine months after starting 
—one air vessel gave way, and in May, 
1846, another failed, and in January, 
1847, a third failed. This information 
was supplied to him by David Mudie, one 


of the lessees of the foundry. 
(To be concluded.) 


—— ae 
Explosion of the Gas-Bag Bal- 
loon at the Franco-British 
Exposition. 

At the investigation, in the Hammer- 
smith’s coroner’s court, to discover the 
reason for the explosion of the Lovelace 
gas balloon which occurred at the Franco- 
British Exposition some weeks ago, in- 
teresting information, says the Hlec- 
trical Engineer, London, September 11, 
concerning the liability of sparks from 
electrical connections was brought out. 


were suspended from this wire. 
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The airship was kept in a tent open 
at both ends and with two openings 
on each side for ventilation. The 
interior of the tent was illuminated 
by electric lamps. A continuous wire ran 
along the poles and incandescent lamps 
The 
wires were conducted through the ground 
to prevent short-circuiting, and the addi- 
tional precaution of using cutout plugs 
had been taken. The envelope of the bal- 
loon was seventy-five feet in length and 
sixteen feet in diameter, cylindrical, and 
had a net over it for the purpose of sus- 
pending the machinery. An electric 
fan was used to circulate the air in the 
bag when the gas had expanded through 
the heat of the sun and to expel the foul 
air from the tent. The condition of the 
bag was tested by blowing air in by means 
of the fan for the detection of the pres- 
ence of holes. In his evidence before the 
coroner, the owner of the air-ship, Cap- 
tain Lovelace, stated that after the ex- 
plosion he had examined the electric fuses 
and also the cutout plugs, and they were 
all right. The fan was driven by means 
of a wire run to a lamp socket. There 
was a switch on the fan, and unless the 
fan were turned over there would be no 
sparking. The assistant balloonist, in his 
evidence, said that when the bag was about 
two-thirds full of hydrogen gas, and for 
the purpose of distending it, another as- 
sistant sat on the ground and held the 
neck of the bag over the electric fan. The 
flames from the burning balloon, rushing 
down the neck, set fire to his clothing. 
Another witness stated that he saw the 
balloon being filled by the electric fan. 
Expert witnesses testified that the electrical 
arrangements were excellent, and that 
sufficient precautions had been taken so 
that if the tent were blown down the cur- 
rent would have been shut off. The fan 
was of good make, and was of a kind that 
frequently sparked. There was sometimes 
a spark in the brushes, but there was al- 
ways a small spark at the switching off. 
If there was dust in the fan there would 
be some likelihood of sparks. The spark, 
though very minute, if formed in an at- 
mosphere of hydrogen and oxygen, would 
be sufficient to cause an explosion. The 
jury, after some deliberation, returned a 
verdict to the effect that the deaths were 
caused by burns through the accidental 
explosion of the gas bag due to the use 
of an electric fan for pumping air into it. 
It added a rider to the effect that it con- 
sidered the use of the fan to have been 
dangerous under the circumstances. 
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Breakdown of Electrical 
Machinery. 

The report of M. Longridge, chief en- 
gineer of the British Engine, Boiler and 
Electrical Insurance Company, always 
forms interesting reading, and from the 
abstract of this report, published in the 
Electrician, London, we have been pleased 
to extract the following paragraphs: 


The rate of breakdown was 1 in 11.7 


among steam engines and 1 in 11.1 among 
gas and oil engines, as compared with 
1 in 8.1 and 1 in 12.4, respectively, last 
vear. It is interesting to observe that in 
both types of engine the valves and valve 
gear are believed to have failed more fre- 
quently than any other part, and that 
whereas the percentages of failures due 
to this cause in the twenty-four years 
previous to 1906 were twenty-one per cent 
for steam engines and 32.5 per. cent for 
gas and oil engines, these figures stand at 
twenty-eight and 43.3 per cent, respect- 
ively, for the year 1907. Also in the case 
of gas and oil engines the next highest 
percentage of failures—vtz., only 13.5 per 
cent—was attributed to cylinders and 
cylinder ends, thus showing apparently 
that the weak point of this type of engine 
is its valves. | 

The chief engineer’s remarks on this 
subject are as follows: 

“The increase in the number of break- 
downs of steam engines traceable to fail- 
ures of valve. gears is probably the result 
of increase in speeds and number of parts. 
The reduction in the number of breakages 
from spur gearing is the natural conse- 
quence of the substitution of rope and 
direct driving for the older system of 
transmission. The steady increase in the 
number of broken cylinders and pistons is 
due principally to the use of steam at 
temperatures and pressures higher than 
the parts can safely bear. The reduction 
in the number of main shafts broken is 
remarkable and inexplicable. 

“In gas and oil engines the increase in 


breakages of valves and valve gears is not ° 


satisfactory, and demands the serious at- 
tention of makers of these engines. If all 
side shafts were fitted with ring Iubri- 
cators and levers made of wrought iron 
or good cast steel the percentage in the 


table would be reduced. The reduction in . 


broken cylinders and pistons is encourag- 
ing and marks the progress which is being 
made. Connecting rods proved less de- 
structive than usual, probably hecause of 
improvement. in design, particularly as re- 
gards strength of bolts.  Breakages of 
crank shafts were fewer than in 1906.” 
An increase is again reported in the 


ELECTRICAL REVIEW 


electrical branch of the business, and the 
number of breakdowns of dynamos and 
motors in 1907 exceeded the number in 
1906 by 18.1 per cent, so that insurance 
is proving a benefit to the users of elec- 
trical machinery. The rate of breakdown 
was rather lower among dynamos and 
rather higher among motors than in 1906. 
The exact figures are 1 in 18.7 among 
dynamos and 1 in 7.9 among motors. The 
corresponding figures for 1906 were 1 in 
16 and 1 in 8.2. Again, as in 1906, the 
rate among continuous-current machines 
was much higher than among alternating, 
but, on the other hand, the average cost 
of each breakdown was much less, so that 
the company’s practice of charging prac- 
tically the same rates of premium for 
both types of machine is fully justified. 
The proportions in which the various 
parts of the machines are thought to have 
caused or initiated the breakdowns of 
1907 are tabulated below: 
Ro er 
Part Which is Believed to Per Per Per Per 
Have Failed First. Cent. Cent. Cent. Cent. 


Armatures and rotors........+6.. 50 35 44 38 
Magnet coils and stators.......... 11 7 14 14 
Commutators and brush gear.... 20 34 28 30 
MiscellaneouG..........-scecsecens 19 2 14 18 


100 100 100 100 


1906. 1907. 

Per Per 

= Starting Switches and Controllers. Cent. Cent. 
Resistance coils ...........60. PEPEES 48 60 
Contacts and switch armsS.........sssesseseo 10 8 
Automatic apparatusS.......sessasessorecoso 17 18 
Miscellaneous. ...... .. cececsevee + Panada 25 19 
100 100 


The causes of these breakdowns were 
probably as follows: | 
os. Motors. Starters. 

Per Per Per Per Per Per 

Cent. Cent. Cent. Cent. Cent. Cent. 

. 1906. 1907. 1906. 1907. 1906. 1907. 
Accidental..........0. 15 8 9 4 82 9 
Dirt and neglect....... 14 28 11 
Age and deterioration. 21 B3 B5 B 


B N 

Bad work or design.... 8B 21 18 18 9 8 
Overloading............ 0 0 2 1 7 6 
nascertained ......... 27 23 27 26 WBW 35 


ell ed 


The following interesting and typical 
examples of breakdowns during the year 
have been selected from the report: 

1. Protected three-phase, alternating- 
current fifty-horse-power motor, one year 
old, taking current at 500 volts and run- 
ning at 750 revolutions per minute. The 
breakdown can be well described in the 
inspector's own words. “This motor,” he 
says, “broke down and I examined it to- 
day. I found that six of the stator coils 
have been completely stripped and about 
fifteen of the rotor coils are badly dam- 
aged, I can only suppose that some 
foreign substance got into the machine 
when it was running and simply demol- 
ished all the coils which were in its path, 
for the case was full of small bits of cop- 
per. The rotor is damaged just in one 
place, and from the nature of the damage 
great force has been expended at that 
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point, so I can only surmise that some- 
thing has caught in the rotor winding 
and gone round the coils. As is frequent 
in such cases the driver of the machine 
swore that the current was switched off 
and the rotor at rest when the accident 
occurred, so he evidently knew more about 
it than he would tell, but I could get 
nothing further out of him.” The motor, 
as stated above, was protected, but the in- 
spector said it was quite possible for 
things capable of doing the damage to 
get in. There is little doubt that some- 
thing did get in, but what it was was not, 
and probably will not be, discovered. 
There is no question of the rotor wind- 
ings having been lifted by centrifugal 
force, as the binders were intact. 

2. Four-pole, totally enclosed, series- 
wound eight-horse-power motor, two years 
old, driving a winch in a shipyard with 
current at 480 volts; speed, 700 revolu- 
tions per minute. The fuse, a No. 16 
Standard Wire Gauge, tin wire, having 
melted, one of the company’s inspectors 
was sent for to examine the motor. He 
found the solder all around the end con- 
nections of the armature conductors partly 
melted and, on taking out the armature, 
four coils were seen to be completely 
burnt out. Wedged into the space be- 
tween two of the conductors and the end 
of the core was a piece of cinder which, 
no doubt, was the cause of the trouble. 
How it got there in an enclosed motor is 
a mystery. The only suggestion the 
writer can make is that the armature 
must have been set down upon it or rolled 
over it at some time when taken out and 
that movement of the conductors while 
the motor was running had caused it to 
rub through the cotton covering and short- 
circuit the coils. 

3. Semi-enclosed, two-pole, centre- 
hung, shunt-wound two-and-one-quarter- 
horse-power continuous-current motor, 
taking current at 500 volts, and driving 
a fan in a smithy at a speed of 2,400 
revolutions per minute. According to the 
statement of the attendant a belt of flame 
ran around the commutator when he 
started the motor. When he stopped it 
he found the remains of two rats wedged 
between the armature and the frame, but 
could discover no injury to the conductors. 
By testing, however, the company’s in- 
spector, who had been sent for, found a 
break in one of the end connections, close 
to the commutator, which had, no doubt, 
caused the sparking. Whether one of the 
rats was accountable for the breakage was 
uncertain. 

4. Two-pole, totally enclosed, shunt- 
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wound, four-horse-power Lundell motor, 
taking current at 230 volts, and running 
at 1,100 revolutions per minute. The 
company’s inspector was sent for because 
smoke was issuing from the joints of the 
carcass. He examined it, ran it, and 
tested the insulation without discovering 
any fault. He then had it opened and 
discovered that the smoke had come from 
the ignition of a quantity of oil, dust and 
dirt which had accumulated upon the 
bottom of the circular magnet coil by 
sparks from the brushes, and that the 
sparking had been caused by one of the 
carbon blocks getting jammed in its 
brush-holder. The insulation of the mag- 
net coil was also slightly charred. This 
was patched up, the brush-gear put in 
order, and the motor cleaned and started. 
Since then it has given no further trouble. 
This is quite a typical case. Fires inside 
motors started by the ignition of collec- 
tions of fluff and dust are not uncommon. 

5. Four-pole, shunt-wound, semi-en- 
closed motor, about two years old, giving 
eighty horse-power at 500 revolutions per 
minute with continuous current at 500 
volts, and protected by two No. 16 Stand- 
ard Wire Gauge, copper wires fusing with 
332 amperes, or two and one-half times 
the maximum current supposed to be car- 
ried by the machine. The fuse melted 
and, on examination, two of the armature 
coils were found burnt. The remaining 
coils were saturated with oil and very 
dirty. The insulation of the commutator 
segments was also burnt close to the spokes 
through oil and dust settling between 
the spokes and short-circuiting them. 
This insulation, instead of being carried 
up a short distance, say, one-quarter inch 
or so, between the spokes, ceased at the 
ends of the bars, leaving very narrow 
wedge-shaped openings between the edges 
of the spokes to hold oil and dust. The 
machine was so damaged by dirt and 
neglect that the armature had to be en- 
tirely rewound, and the commutator re- 
built and reinsulated. It was only ac- 
cepted for inSurance about eleven months 
previous to the breakdown, and was then 
in good condition. It seems, however, 
that it had then just had the benefit of a 
thorough repair in consequence of a 
similar breakdown at the end of its first 
vear’s work. 

6. Two-pole, continuous - current, 
shunt-wound motor-transformer working 
in a substation of a lighting supply, re- 
celving forty-four amperes at 1.080 volts 
and transforming to 110 volts. Normal 
speed, 470 revolutions per minute. When 
started from the eentral station on the 
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evening of the breakdown the armature 
gained sufficient speed to break one of the 
steel binders at the high-tension end and 
spread the conductors until they jammed 
themselves fast between the pole-pieces. 
On examination it was found that one end 
of the shunt winding had slipped out of 
its terminal. One of the attendants who 
had cleaned the machine in the morning 
declared that the wire was then in place, 
and suggested that it must have been 
shaken out of the terminal by vibration 
when the machine was started. It is far 
more likely that he pulled it out with the 
duster or waste he was using, for the wire 
had simply been slipped under the bind- 
ing screw, and not bent around or over the 
terminal block. The case is mentioned 
because the number of shunt wires broken 
or pulled out of their terminals proves 


that such wires ought to be better pro- 


tected and more efficiently secured than 
they generally are. 

Y. Four-pole, compound-wound dyna- 
mo, three years old, giving ninety amperes 
at 250 volts when running at 850 revolu- 
tions per minute. The commutator con- 
tained 153 segments insulated, with one 
exception, by mica plates. The exception 
had micanite. The two coils in connection 
with this segment were burnt out and had 
to be replaced. ‘The cause was a short-cir- 
cuit across the micanite insulation, pro- 
duced by carbon dust and oil which had 
penetrated into the micanite. The other 
segments were quite as dirty, but the mica 
plates between them had kept up the insu- 
lation. The company’s experience un- 
doubtedly is that pure mica is to be pre- 
ferred to micanite or made-up mica for 
insulating commutator bars. 

8. Seven - horse - power, three - phase 
motor of foreign manufacture driving the 
hoisting winch of an overhead crane with 
alternating current at 190 volts. The 
three leads to the slip-rings were fused. 
On examining the rotor it was found that 
the core plates had been treaded upon the 
shaft and a ring shrunk on at each end 
to hold them. ‘There was no key or 
feather to prevent them turning. The 
conductors were led over the ends of the 
core through a hole in the shaft, which 
was hollow, and out at the end to the 
slip-rings. This hole had sharp edges 
and was not bushed with insulating ma- 
terial. The consequence was that the 
rotor got loose and rocked upon the shaft, 
rubbing the insulation of the leads where 
they entered the shaft and short-circuiting 
them. 

9. Four-pole, shunt-wound, ventilated 
motor, seven horse-power, fourteen and 
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one-half amperes, 400 volts, 1,000 revolu- 
tions per minute, driving machine tools. 
Fuse when insured, one No. 16 Standard 
Wire Gauge, tin wire, subsequently re- 
placed by a cartridge ““Mordey” fuse of 
twenty-five amperes. On receipt of a 
message by telephone that the motor had 
broken down an inspector was sent to 
examine it. He found that the armature 
had been taken out and sent to the 
maker’s works, whither he followed it. 
There he found that two of the conductors 
were broken, one close to the commutator 
lug and the other so close to the core as 
to necessitate lifting the coil, and as this 
could not be done without lifting the 
other coils the repair meant rewinding the 
armature. He also learned that the 
makers had been sent for some months 
before on account of bad sparking, and 
had then warned the owner that the ma- 
chine was overloaded. With this infor- 
mation the inspector went back to the 
owner’s works as soon as the armature 
had been repaired and replaced, and meas- 
ured the current required to run all the 
machinery which the motor drove. He 
found it to be twenty to twenty-one am- 
peres. The owners then admitted that 
they had added some machines since the 
insurance was effected, and promised to 
make inquiries as to the price of an addi- 
tional motor. 
— 0- 


The Railway Signal Associa- 
tion. | 

The twelfth annual convention of the 
Railway Signal Association will be held 
at the New Willard Hotel, Washington, 
D. C., October 13, 14 and 15. 

On October 13 sessions will be held at 
10 a. M. and at 2 P. M. The morning 
session will be devoted to the president’s 
address, the report of the secretary- 
treasurer, and reports of standing com- 
mittees. The afternoon session will be 
devoted to considering amendments to the 
constitution, and papers on electric inter- 
locking, mechanical interlocking and stor- 
age batteries. | 

On October 14 a session will be held at 
9 a. M. to take up a discussion of signal 
practice, standard design, automatic stops 
and cab signals, and subjects and defini- 
tions. 

On October 15 a session will be held at 
9 A. M., taking up automatic blocks, rub- 
her-covered wire and manual blocks. The 
selection of a place for the next annual 
meeting and the election of officers will 
be consummated at this session. 
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LETTERS TO THE EDITOR. 


State Branches of the Nationai 

Electric Light Association. 
To THE EDITOR oF THE ELECTRICAL REVIEW: 

The editorial in your issue of the nine- 
teenth on the Pennsylvania Electri¢ Asso- 
ciation becoming a state branch of the 
National Electric Light Association I 
have no doubt was inspired by the best 
of motives, yet I feel it would form in 
some minds a wrong impression, and 
hasten to correct same. 

One might gather from reading it that 
the scope of the state branches of the Na- 
tional Electric Light Association might be 
restricted, or the policies dictated, by the 
parent body. Such is not the case. All 
the individuality of the state association 
is retained. While all the members of the 
atate branch will be necessarily members 
of the national association, on the other 
hand, any member of the national asso- 
ciation can be refused admittance to, or 
expelled from, the state branch. 

The centralizing of the clerical work 
has some economic value, but is of minor 
importance in affiliating with the na- 
tional. The real advantage to the state 


branches will be the co-operation of their 


committees with those of the national; 
the use of the greater facilities for data 
and guidance in preparing papers and 
carrying on such work as needs influence 
and superior council. Besides, its acts 
will have greater prestige if backed up 
with all the power of the National Elec- 
tric Light Association. | 

T'he national, on the other hand, gets a 
larger membership, and is fulfilling its 
mission more thoroughly by keeping closer 
in touch with the whole industry at large, 
by closing in a lot of loose ends, becoming 
the connecting link between all these as- 
sociations, thus increasing both its power 
and prestige. 

L. H. CONKLIN. 

Connellsville, Pa., September 21. 

[And this is exactly what we said, or 
thought we said. And we are glad to 
publish Mr. Conklin’s letter, so that there 
will be no misunderstanding.—Eb. | 


Symbols for Physicai 
Quantities. 


To THE EDITOR OF THE ELECTRICAL REVIEW: 

Now that there has been some oppor- 
tunity for discussing this question, may I 
be permitted to summarize the arguments 
that have been raised for and against the 
creation of new symbols? 

The most. common objection is, “They 
are like Chinese characters; we could 
never remember them.” But there will 
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be no necessity to remember them. How 
many of us can remember what symbol 
Rankine uses for kinetic energy? Is it 
not sufficient for us if we see it when we 
refer to his book? Every considerate 
writer to-day gives a list of the symbols 
he uses. If all writers used the same 
symbols we should soon become familiar 
with those with which we are most con- 
cerned, and for the rest, we could refer 
to the list just as at present. ` 

Some objectors do not see why the 
letters we have at present are not suffi- 
cient. Let them try to make a list of 
symbols for the 200 physical quantities 
for which symbols are wanted. After they 
have made up a list to satisfy themselves 
(if such a thing is possible) let them try 
to convince some one else to adopt that 
list. 

There are about twenty letters such as 
m. for “mass” t for “time,” etc., upon 
which there is almost universal agree- 
ment. One or two dozen more stand a fair 
chance of being agreed upon. Beyond 
these there is hopeless confusion, simply 
because all the good letters are exhausted. 

As to the difficulty of printing new 
svmbols, it is of interest to know that 
twenty-five of the leading technical 
journals of the world published an article 
containing five new svmbols given as 
examples without any difficulty. Several 
of them have expressed the view that 
there is no difficulty from the printer’s 
point of view. The types supplied to 
them—which, by the way. cost two cents 
for thirty—were all of one size, and yet 
each paper used for the text of the article 
its usual standard tvpe. The publisher 
of the Flektrotechnische Zeitschrift thinks 
that there would be no difficulty in ar- 
ranging with a type founder to make 
matrices, from which all printers could be 
supplied with type. Each printer. would 
keep in stock those types which commonly 
occurred in his paper, and could get 
others on short notice. About thirty new 
svmbols would he sufficient for articles on 
electrotechnical science. 

Two papers have objected that the 
symbols can not be set up on a linotype 
machine. It is, however, usual at the 
present time to set up mathematical ex- 
pressions by hand. 

Several critics have pointed out that the 
new symbols should be simple and bold in 
outline, so that they can not be easily 
mistaken for one another. This, of 
course, is an important matter to bear 
in mind. 

I agree with M. Galliott that the name 
of the symbol should be, where possible, 
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the name of the physical unit represented. 
Where the name of the unit can not be 
employed, a word of one syllable might 
be chosen, as for instance, “stroke” for the 
length of a piston stroke. 

Some critics say that the number of 
symbols required would be too great. As 
to that, we can make just as many as con- 
venient. The symbol became universal 
almost as soon as it was printed. Let us 
have a few more as good as that one; 
we are badly in need of them. 

JULES WALKER. 

Hale, Cheshire, England, September 19. 


The Edison Rate Decision. 
To THE EDITOR OF THE ELECTRICAL REVIEW: 

In your editorial on the Edison Rate 
Decision, you say that the Massachusetts 
Gas and Electric Light Commission has 
gone squarely on record against the 
modified Wright demand system used by 
the company. 

I do not interpret the decision this way 
at all. The recommendations of the board 
are three: 

First, that the company should estab- 
lish a maximum rate of twelve cents. 

Second, that it should not make any 
special rates in the form of personal dis- 
counts. 

Third, that it should not make any 
special rate to municipal customers, as 
such. | 

All the company’s other rates are 
tacitly approved, though the hope is ex- 
pressed that ultimately the maximum rate 
may be made low enough so that the 
various long-hour and wholesale discounts 
made by the company for various classes 
of service, may no longer be necessary. 

The latter, as you will note, is what the 
lawyers call obiter dictum, as with most 
of the criticisms made by the board on the 
Wright demand system. 

The board states that it is impossible 
to compute exactly the cost of supplying 
individual customers, and that it is de- 
sirable that all these costs should, for the 
small customer, he averaged into a uni- 
form rate, but speaks with approval of 
the differential rates on the Wright de- 
mand and wholesale basis, as developing 
business that enables the rate to the small 
customer to be lower than it would be if 
these systems were not in use. 

If you will look back through various 
other decisions of the board you will find 
that they have been along much the same 
line; that the board would like to see a 
uniform flat rate and has in many cases 
recommended a uniform flat rate as a 
maximum. Except when recommending 
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a uniform flat rate, as a maximum, the 
board’s remarks have invariably been 
obiter dicta and there are numerous cases 
on record where the board has clearly 
recommended differential rates, sometimes 
on the basis of wholesale and sometimes 
on the basis of long-hour. 

It is obvious that this must be the case. 
For instance, the Boston arc lights are 
to-day being supplied at a price of ap- 
proximately $120 a year for a use of 
approximately 2,000 kilowatt-hours a 
year. 

On the basis of the twelve-cent rate as 
recommended by the board for the Boston 
Edison Company, the Boston Edison 
Company would be entitled to charge the 
city of Boston, approximately $240 per 
year per arc lamp. Can any one imagine 
the board endorsing such a price for street 
arc lamps in Boston, or justifying 
an order for a lower price on anything 
else than the principle of the Wright de- 


mand system? 
| Boston. 
September 21. 


—— ee 


A New Scale for Incandescent 
Lamp-Measuring 
Instruments. 

The ingenuity which German manufac- 
turers exercise in their efforts to develop 
the use of electric light is evidenced by 
a new scale put on the market by the 
firm of Nadir, Berlin, says L’Electricien 


(Paris). This scale makes it possible to 


read directly, in tenths of pfennigs (one 
pfennig equals one-quarter cent), or even 
in smaller fractions, the cost price per hour 
of operating any type of lamp. The same 
apparatus, which thus gives to the inex- 
perienced consumer more tangible and 
definite information than any explanation 
regarding electrical units, also makes it 
possible to read the consumption in watts 
and amperes. The standard instrument is 


applicable to 220-volt circuits, where the 


current costs ten cents a kilowatt-hour. 

is aii ie ; 
Magnetic Club Anniversary. 
The twentieth anniversary of the Mag- 
netic Club will be celebrated at the regu- 
lar fall dinner, to be held at the St. Denis 
Hotel, New York city, on November 18. 
On this occasion it is expected that dele- 
gates from the Telegraphers’ Mutual 
Benefit Association will be in attendance 


as guests, as has been the custom for the 


past fifteen years. 
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Electric Plant at Coey- 
mans, N. Y. 

The Atlantic Light and Power Com- 
pany, Coeymans, N. Y., was organized in 
response to a popular demand for better 
lighting service than that formerly fur- 
nished by the Upper Hudson Electric 
Company. As a municipal plant was not 
legally possible, the leading citizens of 
Coeymans, Ravena and New Baltimore or- 
ganized this company. It has so satis- 
factorily fulfilled its purpose as to very 
nearly drive its competitor from the field 
in these villages (about twelve to four- 
teen miles south of Albany), and has the 
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lamps, which the company furnishes to 
consumers at cost, and about 1,500, fifteen- 
candle-power incandescents. The lighting 
rate is twelve cents per kilowatt-hour with 
a sliding scale of discounts. 

The power service has not yet been de- 
veloped as the plant has been in operation 
only since February 29, 1908. Prepara- 
tion has been made on the switchboard, 
however, for a power circuit. The power 
rate will be from ten cents down to two 
and one-half cents‘per kilowatt-hour. 

The power plant contains two duplicate 
eighty-five-kilovolt-ampere sets, making a 
total capacity of 170 kilovolt-amperes. It 
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moral support of the inhabitants of Cox- 
sackie where the competing plant is 
located. 

The Coeymans plant supplies street and 
commercial lighting in Coeymans, Ravena 
and New Baltimore, and lights the station 
and yards of the West Shore Railroad at 
Ravena. The street-lighting system con- 
sists of over two hundred forty-candle- 
power tungsten lamps on a series circuit, 
which are carried on a contract at $20 
per lamp per year. The railroad uses 
twenty-one arcs and 200 incandescents on 
multiple circuits. The present commer- 
cial lighting load is about 200 tungsten 


is intended, however, that only one set 
shall be used at a time, the other being 
kept as a spare. In case of an increase of 
the load beyond the capacity of one set, 
duplicate additional sets will be installed. 
This provision has secured many cus- 
tomers for the concern as it assures con- 
tinuous service. The fact that the 
Crocker-Wheeler generators used are easily 
paralleled obviates the sudden fluctuations 
which were had with the old service when 
throwing the load from one generator to 
another. 

The power-house consists of a brick 
and cement structure thirty-two feet by 
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sixty-six feet and eighteen feet high at 
the eaves. The roof is of wood, covered 
with corrugated iron, and the floor of 
cement. | 

The generating sets consist of Crocker- 
Wheeler generators coupled direct to 
Diesel oil engines. The engines, each 
rated at 120 horse-power and having three 
cylinders, twelve inches by eighteen 
inches, were built by the American Diesel 
Engine Company, of New York. They 
burn crude oil, which is injected into 
the cylinders by means of compressed air 
at a pressure of 900 pounds. For this 
purpose each engine has belted to it an 
Ingersoll-Rand nine and one-quarter by 
three by ten two-stage compressor. Cool- 
ing water is circulated by a Pyramid four 
by five pump, belted to each set. 

Two 7,500-gallon oil tanks are located 
about thirty feet from the building. 
These are buried in the clay soil to exclude 
water due to sweating. In addition a 
10,000-gallon tank is provided at the rail- 
road, from which the oil is carried to the 
storage tanks in a tank wagon. 

A 14,000-gallon cooling tank is in- 
stalled at the rear of the building. This 
is of wood, supported on a concrete 
foundation. The water is delivered as a 
spray at the top of a series of wooden 
steps down which it is allowed to drip to 
the tank. 

The generators are thirty-two-pole, 
eighty-five-kilovolt-ampere, 2,300 - volt, 
two-phase, sixty-cycle machines, at 225 
revolutions per minute. They were built 
by the Crocker-Wheeler Company, of Am- 
pere, N. J., and are of the same general 
type as the larger machines built by the 
company, which operate particularly well 
in parallel with each other or with ma- 
chines of other types. The winding of the 
revolving field consists of strip copper 
wound on edge, which affords radiating 
surface for cach turn of the winding, thus 
insuring cool running. The ventilated 
type of core and housing also insures 
thorough circulation of air. The use of 
magnetic wedges in the core slots is a 
feature of these generators. It permits 
the use of form-wound and pre-insulated 
coils and solid pole-shoes. 

The exciter belted to each generator is 
a Crocker-Wheeler Form I, 6.5 kilowatt, 
compound-wound generator, running at 
1,100 revolutions per minute. 

The switchboard is composed of six 
panels of blue Vermont marble, ninety 
inches high and with a total length of 
about twelve fect. The panels are 
Crocker-Wheeler type 12. The first two 
panels at the left are combined generator 
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The next two are 
feeder panels, each containing two single- 
phase circuits. Of these, one circuit is 
provided for commercial lighting in each 
of the villages of New Baltimore, Coey- 
mans and Ravena, and the fourth circuit 
supplies the railroad lighting. Each of 
these circuits contains a Crocker-Wheeler 
single-phase feeder regulator, capable of 
regulating the voltage of the circuit ten 
per cent above or below the bus-bar volt- 
age. The fifth panel contains three 150- 
light series incandescent systems for street 
lighting, with Wood regulators situated 
behind the board. Integrating watt- 
meters are provided on this panel, to 
check up the cost of the street and com- 
mercial lighting. 

The pole line is of such height that the 
wires are suspended above the lines of 
the telegraph and telephone companies and 
above the lines of the old lighting com- 
pany, some of which still remain. All 
lines are provided with lightning ar- 
resters at the switchboard, at the first pole 
and at various points along the lines. All 
guy wires are provided with strain insu- 
lators to protect pedestrians, and pole 
transformers are grounded. Street lamps 
are permanently suspended from the poles 
on six-foot and eight-foot arms of one- 
inch pipe, from the ends of which the 
lamps are insulated by means of glass 
petticoat insulators in Philadelphia fix- 


and exciter panels. 


tures, with General Electric sockets and — 


receptacles. 

The cost of fuel and lubricant for the 
engines is very low, not exceeding forty 
gallons of fuel and one and one-half 
gallons of lubricant per day; the station 
output being about sixty horse-power for 
ten hours and very light for the other 
fourteen hours. 

The president of the company is John 
N. Briggs, of Coeymans, and the con- 
sulting engineer for the plant is H. B. 
Sweet, of Utica, N. Y. 

— 0 
BOOK REVIEW. 


“Electrical Contracting.” Louis J. Auer- 
bacher. New York. McGraw Publishing 
Company. Cloth. 156 pages. 5% by 8% 
inches. Illustrated. Furnished by the ELEC- 
TRICAL Review for $2. 


In this book the author has gathered 
together a goodly amount of very prac- 
tical information, especially for the wire- 
man and contractor. While it is a good 
thing to be possessed of considerable tech- 
nical information in undertaking to carry 
out the work on the excellent lines which 
the author has laid down, the instruction 
is given in so clear and lucid a manner 
that the book will be found of great value 
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to the man on the street who is desirous of 
making a minor installation. Mr. Auer- 
bacher has had a great deal of experience 
in the field as a workman, foreman and 
employer, and his capability is reflected in 
the presentation which he has made in the 
present volume. 
eee 
Meeting of the American 
Association of Electric 
Motor Manufacturers. 

The fall meeting of the American Asso- 
ciation of Electric Motor Manufacturers 
took place at Frontenac, Thousand 
Islands, N. Y., September 9, 10 and 11. 
During the meeting the following papers 
were presented, with a view to bringing 
forth discussion, thus enabling the vari- 
ous committees to incorporate in their re- 
ports recommendations for the adoption 
of uniform practices in the manufacture 
of electric motors, to the end that the 
highest quality of electric motors may be 
manufactured by the members of this as- 
sociation : 

“Ratings and Guarantees on Direct- 
Current Motors,” by J. M. Hipple. Pre- 
sented by W. T. Hensley. 

“Ratings and Guarantees on Alternat- 


_ ing-Current Motors,” by C. S. Reno. 


“Ratings and Guarantees on Variable- 
Speed Motors for Elevator Service,” by 
W. J. Warder, Jr. 

“Freight Traffic,” by W. B. Everest. 

The various committees appointed at 


the former meeting have collected con- 


siderable information of value for dis- 
semination among the members of the 
association. 

At this meeting W. H. Tapley was 
regularly installed as the permanent sec- 
retary of the association, J. C. McQuiston. 
who has acted as temporary secretary 
since the formation of the association, re- 
tiring. 

The association has provided permanent 
headquarters in the Engineering Societies 
Building, 29 West Thirty-ninth street, 
New York. 

The next meeting will be held about 
the middle of January, 1909. 

A considerable amount of business was 
transacted during the three days of the 
meeting, but time was found, however, 
on Thursday afternoon, September 10, for 


recreation, there being three contests: one 
for golfing, one for bowling, and the third 
for fishing. The golfing trophy, a cup, 
was won by Charles Robbins, of Pittsburg; 
the bowling prize, a silver cup, was 
won by W. S. Kemp. of Brookline, 
Mass. The prize for the largest fish 
caught—a rod, line and reel—was captured 
bv F, M, Kimball, of Boston. 


October 3, 1908 


FINANCIAL REPORTS OF ELECTRICAL 
COMPANIES. 


MEXICAN TELEGRAPH COMPANY. 

The Mexican Telegraph Company re- 
ports for the quarter ended September 30 
(partly estimated) as follows: Traffic re- 
ceipts, $160,000 ; operating expenses, $42,- 
000; net earnings. $118,000; interest ac- 
crued, $26,000; total income, $144,000; 
less Mexican Government’s proportion of 
earnings for current quarter, $7,500; bal- 
ance, $136,500; to provide for October 
dividend, $71,752; surplus, $64,748; pre- 
vious surplus, $2,559,850; total surplus, 
$2,624,598. 


CENTRAL & SOUTH AMERICAN TELEGRAPH 
COMPANY. 


The Central & South American Tele- 
graph Company reports for the quarter 
ended September 30 (partly estimated) 
as follows: Traffic receipts, $365,000; 
operating expenses, $165,000; net earn- 
ings, $200,000; interest accrued, $4,500; 
total income, $204,500; amount required 
for October dividend, $143,565; surplus, 
$60,935; previous surplus, $1,279,133; 
total surplus, $1,340,068. 


BROOKLYN RAPID TRANSIT. 

Gross earnings of the Brooklyn Rapid 
Transit Company since the beginning of 
the new fiscal year on July 1, show a de- 
cline of between six and seven per cent 
compared with the same period last year. 
Comparison is being made, however, with 
record-breaking earnings, the September 
quarter in 1907 being the biggest in the 
company’s history. Practically all of the 
falling off in gross has been in beach 
traffic, upon which the company has never 
heen able to make any show of net earn- 
ings, so that net earnings for the current 
quarter are not likely to fall materially 
behind those of last year. 


MINNEAPOLIS GENERAL ELECTRIC 
COMPANY. 


_ The report of the Minneapolis (Minn.) 
General Electric Company for the month 
of July and twelve months ended July 
31, is as follows: July gross, $73,889; 
expenses, $32,025; July net, $41,864; 
charges and taxes, $32,400; J uly surplus, 
$9,464, as compared with $10,666 for 
July, 1907. Twelve months’ gross, $961,- 
506; expenses, $435,638; twelve months’ 
net, $525,868; charges, $354,422; twelve 
months’ surplus, $171,446, as against 
$219,518 for the preceding year. 


SEATTLE ELECTRIC COMPANY. 
The Seattle Electric Company, of 
Seattle, Wash., reports as follows for the 
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month of July and twelve months ended 
July 31: July gross, $366,481; expenses, 
$209,950; July net, $156,531; charges 
and taxes, $87,515; balance, $69,016; 
sinking fund, $7,344; surplus, $61,672, as 
compared with $77,205 for the same 
period of 1907. Twelve months’ gross, 
$4,381,787; expenses, $2,592,139; twelve 
months’ net, $1,789,648; charges and 
taxes, $944,087; balance, $845,561; sink- 
ing fund, $88,451; surplus, $757,110, 
against $784,517 for the preceding year. 


GALVESTON-HOUSTON ELECTRIC COMPANY. 


The report of the Galveston-Houston 
(Tex.) Electric Company for the month 
of July and twelve-months ended July 
31, shows as follows: July gross, $93,- 
374; expenses, $52,004; July net, $41,- 
370; charges and taxes, $17,476; balance, 


$23,894; sinking fund, $2,609; July sur- 


plus, $21,285, compared with $26,968 for 
July, 1907. Twelve months’ gross, $1,- 
063,622; expenses, $624,497; twelve 
months’ net, $439,125; charges and taxes, 
$208,063; balance, $231,062; sinking 
fund, $31,305; twelve months’ surplus, 
$199,757. This compares with a surplus 
of $190,796 for the preceding year. 


RAILWAYS COMPANY GENERAL. 

The Railways Company General (New 
York) annual report for the fiscal year 
ended June 30, 1908, is as follows: Total 
income, $167,071; net profit, $5,679 ; pre- 
vious surplus, $280,203; net surplus, 
$285,882, comparing with $280,203 for 
the preceding year. 

The balance sheet as of June 30, 1908, 
is as follows: Assets—Cash, $37,874; due 
from subsidiary companies, $292; bonds 


of subsidiary companies and capital stock ' 


subsidiary companies, $675,754; other se- 
curities owned, $155,818; furniture, fix- 
tures and sundry securities, $507; notes 
receivable, $128,136; total, $998,382. 
Liabilities—Capital stock, $700,000; ac- 
counts receivable, $12,500; net surplus, 
$285,883. 


President T. D. Rhodes says: “While 


the showing would seem to compare un- 
favorably with that of previous years the 
board feels that under the financial condi- 
tions prevailing during the period covered, 
the company is most fortunate in the 
actual returns made.” 


TOLEDO RAILWAYS AND LIGHT. 


The Toledo (Ohio) Railways and Light 
Company’s report for August and eight 


months compares as follows: August 
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gross, $212,318; experises, $113,811; Au- 
gust net, $98,449; other income, $136; 
total income, $98,585; charges and taxes, 
$71,879; August surplus, $26,706, com- 
paring with $34,930 for August, 1907. 
Eight months’ gross, $1,641,930; ex- 
penses, $907,923; eight months’ net, 
$734,007; other income, $3,011; total in- 
come, $737,018; charges and taxes, $563,- 
766; eight months’ surplus, $173,252, as 
against $198,248 for 1907. 


NORTHWESTERN ELEVATED RAILROAD. 


The Northwestern Elevated Railroad 
Company’s report for the year ended 
June 30 shows as follows: Gross, $2,463,- 
188; expenses, $965,118; net, $1,498,- 
070; charges, taxes, etc., $1,147,183; sur- 
plus, $350,887, which compares with 
$347,578 in 1907 and $280,499 in 1906, 
and is equal to seven per cent earned on 
the $5,000,000 preferred stock. The 
rate of operating expenses to carnings 
(excluding loop net earnings) was 50.22 
per cent. The ratio of operating expenses, 
loop account and taxes to earnings (ex- 
cluding loop net earnings) was 66.64 per 
cent. President Starring, of the North- 


western Elevated, tells of the satisfactory ` 


purchase of forty coaches now in service 
and twenty combination motor-cars or- 
dered from the Pullman Company for 
this fall’s delivery. The company’s total 
capacity is 28,800 horse-power, or sixty- 
seven per cent increase. The Ravenswood 
extension is completed and a satisfactory 
contract made with the St. Paul, under 
Chicago and Evanston ordinances, to 
operate the Evanston division for thirty- 
seven years. The Sunday business shows 
big gains. Total passengers carried for 
the year numbered 37,419,286, a daily 
average of 102,238. The average daily 
increase was 17,245, or 20.29 per cent, 
————-@—o——____. 
Galvanic Battery. 

A recent patent, says Centralblatt fiir 
Accumulatoren und Galvanotechnik, was 
issued for a galvanic battery in which an 
increase of capacity and a decrease of in- 
ternal resistance is attained by replacing 
the negative electrode by metal shavings 
placed in closest proximity to the positive 
electrode. The latter is surrounded in the 
usual way by a layer of powdered or ker- 
neled material for depolarization. A ring 
of zine with a zinc strip, forming the 
pole, is embedded in zine shavings. The 
battery is filled with a solution of NaCl, 
which furnishes in the chemical process 
a soluble zinc salt, so that a bright metal 
surface is always maintained. 


514 


eet | 


REVIEWS OF CURRENT ENGINEERING 
AND SCIENTIFIC LITERATURE 


Vol. 58—No. 14 


Copper Production and Industry in 
Russia. 

The copper production of Russia in the 
year 1907 amounted to 962,354 pooda 
(one pood being equal to thirty-six 
pounds) and was greater than that of 
any preceding year. In 1906 the produc- 
tion was 639,000 poods, 

The increase was principally brought 
about by the mines in the Urals, which 
almost doubled their output; in fact, from 
260,288 poods in 1906 it rose to 436,918 
poods in 1907. The next largest pro- 
ducers were the mines in the Altai and 
Caucasus Mountains and in the Kirghese 
steppes. 

Taking into account the import, the 
consumption of copper in Russia during 
1907 may be estimated as 1,122,000 poods. 
The price fell continually during the 
whole year; from twenty-three rubles a 
pood (for copper ingots) at the beginning 
of January it descended to fourteen 
rubles in December.—Translated and 
abstracted from L’Eletiricista (Rome), 
August 1. 

© 
Thomshavn to Lokken Electric 
Railway. 

The first single-phase line in Norway, 
running between Thomshavn and Lokken, 
is described by A. C. Kelly. The railway 
is situated about twenty miles west of 
Trondhjem, from which town a steamer 
now runs twice daily in connection with 
the railway. The line runs inland a dis- 
tance of about seventeen miles. The 
water-power station is located at Skjenald 
Fossen. This station supplies power for 
lighting to Thomshavn and the villages 
on the line of the railway, to the mining 
machinery at Lokken, and to the railway 
itself. The railway load is supplied from 
a substation at Thomshavn, which con- 
tains a motor-generator plant for trans- 
forming the 15,000-volt, fifty-cycle, 
three-phase supply to 6,600-volt, twenty- 
five-cycle, single-phase current, which is de- 
livered direct to the overhead trolley wire. 
The Westinghouse single catenary system 
of trolley suspension is employed, carried 
on bracket arms on wooden poles. ‘The 
rolling stock at present consists of three 
locomotives, one saloon motor-car, four 
passenger vehicles and twenty-one freight 
vehicles. Each locomotive weighs twenty 


tons and carries four motors mounted on 
two bogies. The high-tension current is 


collected by a pantograph bow collector 


mounted on the roof of the locomotive, 
and passes by an insulated cable to an 
automatic circuit-breaker, and then to the 
transformer, which is suspended inside 
of the cab. The whole of the high-tension 
apparatus is enclosed in an earthed metal 
screen. Several tappings are brought out 
from the low-tension end of the trans- 
former and are connected to the two hand 
controllers, one at each end of the cab. 
The four motors are arranged permanent- 
ly in two groups, with two motors in series 
in each group. The motors are of the 
Westinghouse single-phase, series-compen- 
sated type, having a rating of forty horse- 
power for one hour. The pinions have 
fourteen teeth, and the gear wheels 
seventy-six teeth, the diameter of the driv- 
ing wheels being thirty-three inches. The 
locomotives are capable of exerting a 


tractive effort of 6,500 pounds at ten 


miles per hour and a maximum trac- 
tive effort at starting of 8,000 pounds. 
The saloon motor-car, which has been pro- 
vided for the use of the directors of the 
company, is a fine specimen of the car- 
builders’ art. It is thirty-nine feet four 
inches over the headstocks, and eight feet 
six inches wide at the waist rail, and 
weighs, in running order, 22.8 tons. 
The interior is divided into a vestibule 
and driver’s compartment at each end, 
and two saloon compartments, separated 
from each other by a short passage, from 
which a lavatory opens. One saloon com- 
partment is provided with a writing table 
and swinging arm-chair, and the other is 
furnished with cross-seats and a central 
gangway. The body is framed with oak 
apd sheathed with teak. The floor has 
been made as sound-proof as possible. 
The body is carried on a substantial 
underframe of rolled steel which, in turn, 
is supported by two swing bolster trucks. 
One of these trucks is equipped with two 
forty-horse-power motors similar to those 
used on the locomotives. The interior of 
the car is upholstered throughout in crim- 
son buffalo hide, the woodwork being of 
special figured oak. The ceiling is covered 
with panels of artistic design relieved by 
narrow gold lines and delicately tinted 


border. The floor, which is made up of 
two thicknesses of tongued pine, is 
covered with felt and cork carpet, on top 
of which is laid a heavy Axminster carpet. 
Electric heaters and electric lighting are, 
of course, provided throughout the car. 
The car was built by the United Electric 
Car Company, Limited, of Preston, Eng- 
land.—A bstracted from the Tramway and 
Railway World (London), September 3. 
< 

A New Variable-Speed Single-Phase 

Motor with High Starting Torque. 

A modification of the repulsion type of 
single-phase commutator motor has been 
developed by H.-C. E. Jacoby for fulfil- 
ing the requirements where a motor has 
to have a variable speed, together with a | 
high starting torque. In this motor com- 
mutation difficulties are reduced to a 
minimum by eliminating, in a simple 
manner, the chief source of commutator 
troubles inherent with this type of motor. 
When an ordinary continuous-current 
winding connected to a commutator is em- 
ployed in alternating-current work the 
coil undergoing commutation is in such 
a position that it encloses the whole mag- 
netic flux, which, being alternating in 
character, introduces a considerable elec- 
tromotive force in the short-circuited coil. 
This electromotive force is out of phase 
with the main rotor current and causes 
large surging currents to flow in the coil. 
Attempts have been made to reduce this 
short-circuit current by inserting resist- 
ances between the windings and commu- 
tator bars. In order to obtain sparkless 
commutation it is necessary that an elec- 
tromotive force shall be provided in the 
short-circuited coil of just sufficient value 
to reverse the current. This is generally 
done in continuous-current motors by the 
use of carbon brushes, which, by intro- 
ducing a gradually increasing contact re- 
sistance at the leaving bar, produce a drop 
of potential across the contact. By a 
suitable choice of carbons and constants 
excellent results are secured. In the new 
motor the rotor winding is so arranged 
that the coil short-circuited by the brush 
encloses little or no magnetic flux—that 
is, it is parallel to the transformer flux. 
The consequence is that commutation is 
brought under similar conditions as ob- 
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tain in continuous-current motors. This 
is accomplished, furthermore, without 
complicated connections. The rotor coils 
are wound across a particular fractional 
pitch, and the brushes are placed in a 
position so that the short-circuited coils 
are parallel to the transformer flux. With 
this arrangement there are zones on the 
rotor in which the current flows in oppos- 
ing directions in adjacent wires. At first 
sight it would appear that this method of 
winding would result in considerable loss 
of torque, and if it were employed on a 
continuous-current motor the resulting 
torque with equal currents would be less 
than half what it would be with an ordi- 
nary winding. In this case, however, it 
is claimed that this mode of winding actu- 
ally increases the resulting torque. In 
the first case, by eliminating the heavy 
currents in the short-circuited coils, a 
troublesome source of back torque is 
eliminated. The effects of the currents in 
the rotor conductors causes a displacement 
in phase of the magnetic flux in a por- 
tion only of the polar face, and to obtain 
the best results it is necessary that the 
coils doing motor work should be designed 
with shortened step to suit this. It is 
claimed that with this winding equally 
good commutation is obtained with any 
brush position between maximum and 
minimum torque. This makes it possible 
„ to govern the speed of the motor by shift- 
ing the brush position only. The fact 
that the friction of the brushes causes the 
brush rocker to tend to revolve in the 
direction of rotation makes it necessary 
to exert only sufficient force to overcome 
the friction of the brushes, and the slight- 
est deviation from this amount causes the 
brushes to advance or recede. It is stated 
that tests taken on a five-horse-power mo- 
tor at 900 revolutions per minute, on a 
single-phase circuit, operating at 200 volts, 
fifty cycles, showed the machine to have 
a full-load efficiency of eighty-five per 
cent, and a half-load efficiency of seventy- 
seven per cent; a power-factor of 0.85, 
and a starting torque of one pound per 
100 volt-amperes at one foot radius.—Ab- 
stracted from Electrical Engineering 
(London), September 10. 


< 
A Rotary Converter for 2,000 Amperes. 


The rotary converter does not enjoy the 
same favor in Europe as in America; 
nevertheless it is superior to the motor- 
generator from the triple point of view 
of efficiency, expense of maintenance and 
cost price. On the other hand, it pos- 
sesses the advantages and disadvantages 
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of synchronous motors without, however, 
quite equaling the latter in regard to the 
increase of the power-factor by the over- 
excitation of the electromagnets. The al- 
most general adoption of a frequency of 
fifty periods per second in alternating- 
current lines, which is a little high for 
a rotary converter, is perhaps the reason 
for the limited success of these machines. 
However, in view of the scarcity of actual 
applications, the details of two identical 
rotary converters installed recently by 
the Felten-Guilleaume-Lahmeyer Com- 
pany in the works of the Chemische In- 
dustrie Gesellschaft may be of interest. 
These two machines, each of 800 kilo- 
watts, have eight poles and a regular 
velocity of 750 revolutions per minute, 
which corresponds to a frequency of fifty 
periods per second. They are fed by 
three-phase, alternating-current at seventy 
to eighty volts, and deliver on the direct- 
current side 2,000 amperes at 110 volts. 
The movable secondary is 310 millimetres 
in length and 700 millimetres in diameter. 
The continuous current is collected by 
eight rows of six brushes bearing on a 
commutator 450 millimetres in diameter 
and 400 millimetres in width, consisting 
of 168 segments. The position of the 
brushes is regulated once for all, as the 
machine works without sparking under 
all loads. The arrangement for supply- 
ing current on the alternating side con- 
sists of three copper rings, 100 millimetres 
wide and 400 millimetres in diameter, on 
each of which bear nine pairs of brushes. 
The winding of the secondary is comprised 
of 168 coils arranged in slots containing 
four conductors each. The stationary in-. 
dicator carries eight poles with massive 
extensions, which are the seat of parasitic 
currents, having the effect of killing the 
pendulum movement (pumping) when 
the converters work in parallel. This con- 
struction is simpler and cheaper and just 
as effective as providing the laminated 
pole-pieces with compensating windings. 
It need scarcely be stated that the pole ex- 
tensions are ventilated in order to pre- 
vent overheating. Two cylindrical frames 
surround the machine completely. Its 
ventilation and cooling are assured by a 
ring of vanes fastened on the shaft be- 
tween the collector rings and the second- 
ary. Fresh air is drawn in at the height 
of the rings, traverses the converter and 
is finally blown out over the commutator 
and brushes. It is well known that, al- 
though it is not impossible to start the 
converter by the alternating current, it is 
undesirable to do so on account of the 
heavy flow of current thereby produced, 
and for this reason an auxiliary asynchro- 
nous motor of fifteen horse-power has 
been arranged at the end of the shaft for 
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starting the machine. It has only six 
poles, in order to be able to bring the 
converter to the speed of synchronism in 
spite of the slip, and is itself started by 
means of a regulatable resistance in the 
primary circuit fed by three-phase current 
at 220 volts from a special transformer.— 
Translated and abstracted from L’Elec- 
tricien (Paris), September 12. 
< 


The Senlecq-Tival Method of Photo- 
telegraphy. 

A method of transmitting photographs 
to a distance has been introduced by 
Messrs. Senlecq and Tival. This method 
is distinguished from those of Korn, Car- 
bonelle and Belin by the fact that the 
actual transmission is a matter of a few 
seconds instead of thirty or more minutes. 
The Senlecq-Tival process starts with a 
bichromate gelatine photograph. This is 
impregnated with a metallic powder in 
such a way that the variations of light 
and shade in the picture correspond with 
variations in electric resistance of the con- 
ducting surface of the picture. A variable 
resistance is made to cause the current 
from a constant pressure local battery to 
vary. These current variations are re- 
corded magnetically on a steel wire, as in 
a telegraphone. The magnetic record can 
then be stored away for any desired 
length of time, and can be employed to 
reproduce the current variations in a suit- 
able circuit when required. The speed at 
which the magnetic picture on the steel 
wire can be transmitted is considerably 
greater than that at which it can be im- 
pressed on the wire in the first case. The 
receiving instrument consists essentially 
of a sensitive galvanometer, the deflections 
of which are magnified by a lever arrange- 
ment. The galvanometer actuates a small, 
thin film screen, which is shaded off from 
complete opacity to complete transparency 
by a microphotographic process. In this 
way the light falling on a rotating disc 
from a Nernst lamp is varied in intensity 
in accordance with the deflection of the 
galvanometer. The dise through which 
the light passes is perforated with holes 
lying on a spiral and running from the 
edge of the disc toward the centre. If 
the disc in the receiving station rotates 
synchronously with the telephone drum in 
the transmitting station, the variations in 
illumination finally received on a photo- 
graphic plate correspond with those in the 
original photograph. It is not stated 
whether any actual working results have 
been obtained with this process. It is 
claimed, however, that if it were possible 
to reduce the time of transmission to, say, 
one-tenth of a second, owing to the per- 
sistence of vision it would be possible to 
dispense with the photographic fixing of 
the received picture, and to view the pic- 
ture direct on the screen while it was 
being produced by the rapidly moving 
spot.—Abstracted from the Electrical Re- 
view (London), September 7. 
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INDUSTRIAL SECTION 


ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


MECHANICAL APPARATUS 


The Moloney Variable- 
Voltage Transformer. 

The accompanying illustration shows a 
practical variable-voltage transformer 
manufactured by the Moloney Electric 
Company, St. Louis, Mo. This instru- 
ment fills a long-felt want in the electrical 
world, and was designed to meet the de- 
mands for a transformer of this kind. 
The transformer has two rotary dials, one 
of which increases or decreases the voltage 
in ten-volt steps. The other dial in- 
creases or decreases the voltage in one- 
volt steps. With this arrangement any 
voltage from one volt to 150 volts can be 
secured in one-volt steps. 

This type of transformer can be used 
on the primary (low-tension side) of a 
high-tension transformer, and will give an 
increase or decrease of voltage on the 
high-tension secondary according to the 
ratio of the high-tension transformer. 


MOLONEY VARIABLE-VOLTAGE TRANSFORMER. 


This type of variable-voltage trans- 
former is now being used by the largest 
laboratories in the country, and is a neces- 
sary auxiliary to the equipment of every 
central station using alternating current. 
It is an almost indispensable aid in 
properly testing lamps, transformers, 
meters, cables, ete. | 

—— ——0 
The Columbia Meter. 

The Columbia Meter Company, In- 
dianapolis, Ind., has placed on the market 
an integrating wattmeter, an illustration 
of which is shown herewith. This meter 
is of the motor class, being equipped with 
commutator and brushes, All parts are 
made bv tools, rendering each interchange- 
able, and giving a light, stiff construction 
and a good appearance to the meter. The 
armature is of the open-coil type, having 
three coils of the same size and shape, 


symmetrically arranged around the shaft 
and connected with a three-part commu- 
tator. The full current flows through the 
coils, giving the full effect of the shunt 
current. 

Owing to the small number of commu- 
tator segments, a considerable reduction 
of commutator. diameter and brush fric- 
tion is secured. . 

The meter has one series coil, which is 
placed in an inclined relation with the 
armature, giving a symmetrical propor- 
tion and design. The shunt resistance is 
a small spool on. one. side of the meter, 
easy of inspection and accessible for ad- 
justment or repair. The shunt loss is 
about two watts at 100 volts. 

The two damping magnets are placed 
at the bottom of the meter, and are inter- 
changeable, and may be taken off and re- 
placed in a few seconds, always going 
back in the same position. The damping 
magnets are not moved in calibrating, but 
a-light and casily adjustable armature 
regulates the damping by shunting more 
or less of the magnetic flux around the 
disc. These magnets are protected by a 
light iron. shield between them and the 
series coll. | 

The meter is provided with cyclometer 
counting register, reading in direct kilo- 
watt-hours. The compensating coil is 
stationary and is regulated by a small 
rheostat on one side of the meter. The 
meter has a removable pivot of a grade of 
steel which experiment has proved to af- 
fect the jewel very slightly. 

The brushes are of wire, and the brush- 
holders are easily detachable and in a 
position for easy inspection and adjust- 
ment. 

In order that the meter may be sensi- 
tive and accurate on low load, it is over- 
compensated by the compounding coil, 
made to run fast on low load. If an ac- 
curacy of three per cent is desired on 
fifty watts, the meter is adjusted three 
per cent fast, thus giving the necessary 
accuracy as desired. When in service, as 
the friction increases by long-continued 
use, the meter will correct itself to a cer- 
tain extent and show a better agreement 
hetween the constants at high and low 
loads. The adjustment is made bv an 
iron screw, which is magnetized by con- 
tact with one of the damping magnets. 


Three iron studs, fastened to the damping 
disc, are attracted more or less by the 
magnetized iron screw. If the screw is 
adjusted so that a balance is obtained 
between the rotation of the disc by press- 
ure only, when over-compensated, and the 
attraction of the magnetized iron screw 
and studs on the dise is effective, the 
meter will not rotate, but will start on ~ 
the emallest load put on it, depending on 
the adjustment of the screw. This leaves 
the meter in a very sensitive condition. 
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Type A.B. CoLUMBIA METER, HıcHn-TORQUE 
FORM FOR LARGE SIZES ONLY. 


With the meter so adjusted, it will run 
fast on low load, and this over-speed can 
be made of any percentage by the serew 
adjustment. l 
____-@=————_ 
Foreign Trade Opportunities. 

he Bureau of Manufactures, Washing- 
ton, D. C., announces the following for- 
eign trade opportunities : a 

Bids will be received until November @, 
by the Direccion General de los Ferro- 
carriles del Estado, San Eugenio, Chile, 
for the supply of three 300-kilowatt gen- 
erators and other equipment for a 900- 
kilowatt station. 

The Ministry of the Interior, Cairo, 
Egypt, will receive bids until October 29 
for the necessary equipment for the 1n- 
stallation of electric light in the town of 
Zagazig. A guaranty equal to ten per 
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cent of the amountaof the bid will be re- 
quired. o KS 
The Directoria Gerál de Obras e Viação, 
Rio de Janeiro, Brazil, will receive bids 
until October 14 for the supply of mate- 
rial and for construction work upon the 
Oeste de Minas Railway. In addition to 
the railway construction work there will 
be the erection of buildings and offices and 
the installation of the telegraph line, and 
the supply of machinery, motors, turn- 
tables, ete. 
with tenders on this project. 


—— a 


A New Twenty-five-Watt 
Tungsten Lamp. 


The accompanying illustration shows 
the latest addition to the line of tungsten 
incandescent lamps for standard lighting 
circuits (100 to 125 volts) that is being 
placed on the market by the General 
Electric Company. This is a twenty-five- 
watt, one to one-and-one-quarter-watts- 
per-candle lamp made in a practically 
identical bulb to that used for the ordi- 
nary sixteen-candle-power carbon lamp. 
The illustration shows the exact size of 
the lamp, which has the same diameter 
and base and approximately the same 
length as the familiar sixteen-candle- 
power unit. 

This lamp will burn in any position 
and its size adapts it for use in any shade 
or fixture suitable for the sixteen-candle- 
power carbon lamp. It can be substituted, 
therefore, lamp for lamp, in all present 
installations. 

At one and one-quarter watts per candle 
the twenty-five-watt lamp gives twenty 
candle-power or twenty-five per cent more 
light than the ordinary  sixteen-candle- 
power lamp. The energy consumed is 
one-half that of the best sixteen-candle- 
power carbon lamp and considerably less 
than one-half the energy consumed by a 
sixteen-candle-power carbon lamp of 
similar life—800 hours. 

The General Electric Company, as pre- 
Viously announced, has been greatly in- 
creasing its manufacturing facilities and 
is now prepared to manufacture this 
lamp, together with the forty, sixty, 100 
and 250-watt lamps, at the rate of 35,000 
lamps total output per day. 

Ample stocks of the larger lamps are 
carried at the main lamp sales office in 
Harrison, N. J., and et the various local 
sales offices throughout the country. The 
stock of the new twenty-five-watt tung- 
sten is at present somewhat limited, but 
the factory capacity is ample to maintain 


A deposit will be required — 
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a reasonable delivery on all ordinary 
orders. 


As the lamp will burn in any position 
and can be substituted in the regular 
course of renewals, it will undoubtedly 
find a large market among isolated plants 
with the accompanying saving in the coal 
bill and the opportunity of doubling the 
number of units and nearly trebling the 
candle-power with the same equipment. 


TWENTY-FIVE-WATT TUNGSTEN LAMP. 


It should also be gradually introduced on 
the circuits of central stations as rapidly 
as customers can be educated to appre- 
ciate its advantages. 


-ra 


Standard Tungsten Low- 
Voltage Lamps for Battery 
Service, and Tungsten 
Miniature Lamps. 

The Buckeye Electric Company, Cleve- 
land, Ohio, has developed a line of stand- 
ard tungsten low-voltage lamps for battery 
service and tungsten miniature lamps for 
industrial and decorative service. The ad- 
vantages of these lamps over the carbon- 
filament types of miniature and low-volt- 
age lamps are not generally understood. 
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About sixteen types are now standardized 
and the line is rapidly being increased. 
These low-voltage tungsten-filament 
lamps are peculiarly adaptable to auto- 
mobile and motor-boat service. They are 
safer, cleaner, more economical and oper- 
ate more conveniently than either oil or 
gas lamps, which have had a monopoly of 
this field. A number of automobiles 
equipped with the new lamps have demon- 
strated that the latter give a large volume 
of .light just where illumination is most 
needed. They are being used with great 
satisfaction for headlights, side lights and 
tail lights. These lamps are operated on 
ignition storage batteries, on low-tension 
ignition magnetoes or ignition- generators. 
There is very little cost involved in 
changing over from the gas lamps or oil 
lamps to the use of the electric lamps. 
The lamps are used with special parabolic 
reflectors, which will give any required 
distribution. | 
For automobile and’ motor-hoat work 
the six-volt lamp is generally the stand- 
ard. Four-volt and cight-volt lamps are 
giving satisfaction, and these lamps can 
be secured in sizes ranging from two to 
twenty-four candle-power. The lamps 
operate at approximately one watt per 
candle. | 
These lamps are also adaptable to train- 
lighting service, and effect a saving of 
two-thirds of the current, the best results 
being obtained with lamps operating on 
thirty-volt circuits. The breakage is not 
any greater than that involved with car- 
bon-filament lamps when the thirty-volt 
sizes are used. Train-lighting lamps are 
being designed in various types jn sizes 
from twelve to forty-eight candle-power, 
and in bulbs from one and one-half inches 
in diameter to three inches in diameter, 
operating at from one to one and one- 
quarter watts per candle. | 
For dental. and medical use the low- 
candle-power miniature tungsten lamps 
present an entirely new outlook to the 
operator. It will be hard to secure a 
better proposition for the dentist or 
medical practitioner, as these lamps may 
be operated on dry batteries or small stor- 
age batteries, and burn approximately 
three times as long on a dry battery as 
a carbon lamp of equal candle-power. 
The tungsten lamps also operating at 
lower temperature are decidedly advan- 
tageous in dental and medical work. 


The tungsten miniature lamps, espe- 
cially in the low-voltage forms, are 
adaptable to, and will be largely used 
for, pocket flashlights, for decorative 
theatrical work, and for Christmas-tree 
decorations and other novelties. 
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Special Application of Stand- 
ard Circuit-Breakers. 

In the development of new applications 
of machinery of various kinds condi- 
tions often arise which call for special 
apparatus or certain applications of old 
apparatus. Standard apparatus, if 
properly designed, can be readily adapt- 
ed to suit these special conditions, 
with slight changes, and the better 
the design the more special applica- 
tions it will fit in on. A notable -ex- 
ample of this is shown in a _ recent 
application of circuit-breakers, illustra- 
tions of which are shown herewith. In 
this case a large mining company desired 
a circuit-breaker which would open the 
circuit of a motor on overload, which 
could also be opened from a distance by 
the operator at the machine and which 
could absolutely be held open by the 
operator at the machine regardless of the 
man in charge of the motor. Inasmuch 
as an absolute interlocking of the ma- 


ELECTRICAL REVIEW 


In addition to these two overload coils 
there is placed on the dummy pole a 
shunt-tripping coil suitable to be left in 
circuit continuously. Upon closing the 
circuit through this shunt-closing coil, the 
middle pole is tripped out and this in 
turn .trips out both of the active poles, 
thus opening the breaker. In addition 
to this the handle is locked down by an 
auxiliary latch in such a way that it can 
not be closed down until current is taken 
off the shunt-tripping coil, allowing the 
core to drop. It is thus impossible for 
any one to close the circuit-breaker so long 
as this coil is energized. 

In the particular applications small 
knife-switches were placed at various 
points, each switch closing the circuit 
through this shunt-tripping coil. When- 
ever it is desired to stop the machine and 
hold it in a stationary position, one of 
these small switches is thrown in, which 


immediately opens the breaker and locks , 


it permanently open until the line switch 


CrrRcUIT-BREAKER IN CLOSED POSITION. 


chinery was necessary, no chances could 
he taken of the motor being started when 
men were working about it. 

The illustrations show this breaker in 
the open and closed positions and illus- 
trate clearly the flexibility of the standard 
design of the type “CC” circuit-breaker, 
manufactured by the Westinghouse Elec- 
tric and Manufacturing Company. This 
breaker consists of two single-pole break- 
ers and a dummy pole, all closed by the 
same handle. Each of the single-pole 
breakers is equipped with an overload coil 
and the operation of either overload coil 
opens the breaker, as in the standard type 
“CC” design. In addition, the breakers 
can be instantly opened by throwing the 
handle up. This is a regular feature in 
the standard design. 


Crrcurt-BREAKER IN OPEN Pos!ITION. s 


is opened. The breaker is controlled en- 
tirely from alternating-current circuits, 
no direct current being necessary, and it 
operates large three-phase motors, open- 
ing two legs of the three-phase circuit. 
The breaker is adapted for mounting di- 
rectly on the wall, the connections being 
on the face of the panel. 

Many other attachments and special 
applications of this breaker, to satisfy 
various special requirements, have been 


developed. 
— 0M 


Trigonometric Slide Rule. 

M. J. Eichhorn, an electrical engineer, 
of 5,759 Aberdeen street, Chicago, Ill., 
has developed a slide rule for solving the 
various trigonometrie functions involved 
in plane trigonometry. This slide rule 
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is applicable to both the law of cosines 

and the law of tangents, and other loga- 

rithmetrical functions involving the un- 

known side of a triangle when two sides 

and the included angle are given. 
——— 

Two New Pass & Seymour 

Specialities. 

The accompanying illustrations show 
two new devices placed on the market by 
Pass & Seymour, Incorporated, Solvay, 
N. Y. Fig. 1 shows the No. 3010 feed- 


Fie. 1.—P. & 8. Frepv-THrovan Switcu. 


through switch. This designation comes 
from the fact that the cord passes through 
the switch. The uses for such a switch 
are Numerous, as oftentimes in certain 
work, such as connecting up small sew- 
ing-machine motors, stereopticons, heating 
devices, ete, it is desirable to connect a 


Fie. 2.—P. & S. ALL-METAL Key Socket. 


switch into the cord circuit instead of 
placing the switch at the end of the cord 
or using a wall switch. The device jis 
wired by simply passing the cord into the 
upper bushing, connecting one wire to the 
terminals, and passing the cord out 
through the lower bushing. Only one wire 
is cut, the other passing straight through. 
This is a National Code device. 

Fig. 2 shows the No. 460 socket. This 
is equipped with an all-metal key, the 
mandrel at all times being “dead.” The 
demand for this socket comes principally 


from the manufacturers of fixtures, port- 
ables and similar devices where it is de- 
sired to have a socket with a key to match 
the finish of the fixture. Any “P. & 5.” 
brass-shell socket or receptacle may be 
equipped with this key, for which a slight 
additional charge is made. 
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DOMESTIC AND EXPORT. 


CAROLINA POWER AND LIGHT COMPANY FILES MORT- 
GAGE—A mortgage from the Carolina Power and Light Company, 
of North Carolina, to the Standard Trust Company, of New York, 
has been filed in the office of the clerk of the Superior Court. 
The board of directors of the Carolina Power and Light Company 
has authorized the issue of bonds aggregating $5,000,000, payable 
August 1, 1938, each of said bonds to be of the principal amount 
of either $500 or $1,000, as the mortgagees may from time to time 
determine, and all of said bonds to bear interest, payable semi-an- 
nually, at the rate of five per cent per annum. This mortgage is 
signed by John D. Mortimer, vice-president of the Carolina Power 
and Light Company, and by L. L. Stanton, vice-president of the 
Standard Trust Company. 


LONG ACRE ELECTRIC LIGHT AND POWER COMPANY 
APPLIES FOR REHEARING OF PRIOR APPLICATION ON 
STOCK ISSUE—The New York State Public Service Commission 
has received an application from the Long Acre Electric Light 
and Power Company for a rehearing on its prior application for 
permission to issue $10,000,000 preferred stock and $50,000,000 in 
mortgage bonds which was denied by the commission last June 
after a series of hearings. The petition for a rehearing is signed 
by John C. Sheehan and Graham & L’Amoreaux, attorneys for the 
company. It presents twenty reasons for asking for a rehearing. 
The last reason is an allegation that the action of the commission 
is null and void for the reason that the Public Service Commission 
law was unconstitutional. The commission has taken the matter 
under advice. 


NEVADA-CALIFORNIA POWER COMPANY EXTENDING ITS 
SYSTEM—By the middle of October the third plant to be installed 
by the Nevada-California Power Company at Bishop Creek, Nev., 
will be ready for operation. This third plant has a capacity of 
6,000 horse-power, which will make the total capacity of the com- 
pany 17,000 horse-power. This will be ample for the districts of 
Bishop, Goldfield, Tonopah, Silver Peak, Millers and Rhyolite. The 
new mill of the Consolidated Mines Company at Goldfield will re- 
quire from 700 to 800 horse-power and there are other projects in 
view which indicate that the company’s increased capacity will be 
fully utilized. Next spring the company expects to equip still an- 
other plant with a capacity of 6,000 horse-power, and it is not 
improbable that the light and power system will be extended into 
Manhattan, Round Mountain and Hornsilver this fall. 


MEXICAN ELECTRICAL NOTES—A contract has been closed 
by Manuel Cuesta Gallardo, of Guadalajara, with the Siemens- 
Schuckertwerke, of Berlin, for $7,500,000 of electrical machinery. 
The contract carries the guarantee of the Mexican Government. 
This was possible under the new law providing for the payment 
of subsidies for the irrigation of lands and the establishment of a 
bank for the encouragement of irrigation works and agricultural 
development. Mr. Cuesta expects to irrigate from 200,000 to 300,- 
000 hectares of land with water from Lake Chapala. Current is 
to be supplied to the city of Guadalajara and the properties of the 
Amparo Mining Company by July, 1909. The first hydroelectric 
Plant will be installed by the Berlin concern near the Totolotlan 
bridge on the Santiago River, about fifteen miles from Guadalajara, 
Where the Necessary hydraulic works have been completed. Two 
turbines, each of 4,200 horse-power, will be put in. It is estimated 
that the capacity of this plant can be raised to 11,000 horse-power if 
desired. As soon as the Totolotian plant is completed work will be 
finished on the second hydroelectric plant in the cañon of the San- 
tlago River, some distance above the Las Juntas plant of the Com- 
pañia de Tranvias, Luz y Fuerza de Guadalajara. In connection with 
this installation there will be a canal twenty-four kilometres long, 
nine metres wide and three metres deep, and a fall of 400 metres, or 
approximately 1,300 feet, will be secured. It is estimated that it 
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will be possible to generate there at least 60,000 horse-power. 
According to present plans the plant will be ready for operation 
within four years. Besides sending current to Guadalajara and 
using it for irrigation purposes, Mr. Cuesta proposes to transmit 
current to Aguascalientes and other distant points. There is now 
demand for several thousand horse-power in Aguascalientes. A 
concession has been asked for the establishment of an electric plant 
to be operated by water power about 100 kilometres west of 
Durango. An English company is said to be back of the move. 
The object is to furnish light and power to the city of Durango. 
Mexico City capitalists have formed a company to install a tele- 
phone system in Guanajuato. The company has obtained the right 
to erect poles and already a number of local merchants and others 
have subscribed for the new service. Puebla is to have a second 
telephone system. Alejandro M. Azan is organizing a company, 
to be capitalized at $400,000, to install a new underground tele- 
phone system. Application has been made for a concession and, 
as the new company has the backing of the chamber of commerce, 
it is believed the concession will be granted within a few weeks. 
It is hoped to begin construction within two months. A metallic- 


‘circuit system will be installed with all wires under. ground. 


In addition to the system in the city of Puebla, the com- 
pany will construct long-distance lines to Atlixco, Cholulu and Tlax- 
cala and establish local exchanges in those cities. The company 


will charge $5 a month for business telephones and $3 a month 


for residence telephones. It is expected the exchange will begin 
with 800 telephones in Puebla and 300 in the surrounding towns. 
The announcement is made by Mr. Azan that he has assurances 
that the Federal government will construct a long-distance tele- 
phone line from Puebla to the City of Mexico. This line, when 
completed, will be operated by the new telephone company, thirty 
per cent of the gross receipts being paid to the government for the 
use of the line. 


ELECTRIC RAILWAYS. 


EL PASO, TEX.—Citizens have subscribed $45,000 for building 
an interurban to Valley, thirty miles below this city. 


FLINT, MICH.—Work on the extension of the Detroit, Flint & 
Saginaw electric railway from Frankenmuth to Flint will begin at 
once. l 


HOUSTON, TEX.—The Houston Electric Company intends to 
extend the Harrisburg line of the Houston Street Railroad down 


_the bay shore to La Porte, Seabrook and other points. 


NEWARK, N. J.—At an adjourned meeting of the West Orange 


` town council a fifty-year franchise was given the Orange Mountain 


Traction Company to extend its line across Valley road. 


ATTLEBORO, MASS.—The new electric car line connecting this 
town with Pawtucket and South Attleboro has been opened. This 
line is to be operated by the Interstate Consolidated Company. 


FLORENCE, COL.—Engineers have been investigating the pro- 
posed line of electric railway from Turkey Creek through Florence 
to Cafion City. About seven miles of grading remain to be com- 


_ pleted. 


NORWAY, MICH.—A project is pending for the construction of 
an electric railway extending from Norway to the Spread Eagle 


Lakes, and passing through the village of Quinnesec and the city of 
Iron Mountain. 


AKRON, OHIO—Application to incorporate the Turkeyfoot Trac- 
tion Company, to connect Turkeyfoot Lake with Akron and Mas- 
sillon, bas been made by Tom L. Childs. The object is to touch 
the numerous lakes south of Akron. ; 

LAWRENCE, KAN.—The city council has granted a franchise 
to the Kansas City & Kansas Southwestern Railway Company to 
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construct an interurban line through Lawrence. The ordinance 


gives the company ninety days in which to accept the terms of the 
franchise. 


HARRISBURG, ILL.—Promoters are contemplating connecting 
Eldorado, Harrisburg and Carrier Mills with an electric line. The 
project is backed, it is said, by the McKinley system, and W. A. 


Hass, of Lincoln, Ill., is having a preliminary survey of the route 
made. 


JOHNSTOWN, PA.—A plan for the revival of the Johnstown, 
Ebensburg & Northern Railway project is being considered and 
likely to culminate shortly. This city and Gallitzin will be the 
terminal points and the proposed line will be thirty-two miles long 
and cost $1,200,000. 


GOLDFIELD, NEV.—Plans are maturing for a trolley railway 
system for Goldfield. The directors will include George Wingfield, 
Denny Sullivan, T. F. Manning and Senator H. V. Moorehouse. 
The system will cost in the neighborhood of $125,000 and should 
be completed within a few months. 


PHILADELPHIA, PA.—Judge Holland, of the United States 
Circuit Court, at Philadelphia, has issued a decree appointing John 
A. Riggs and George Blackenstone receivers of Philadelphia, Bristol 
& Trenton Street Railway Company. The plaintiffs are the Inter- 


state Railway Company and the United Power and Transportation 
Company. 


RED BLUFF, CAL.—The city trustees of Red Bluff have granted 
a franchise to the Northern Electric Company for the extension 
of its lines through the main street of the city. Connecting at 
Chico with the line now in operation, this extension will open up a 
rich section of the Sacramento Valley which has heretofore been 
only partially accessible. 


MADISON, WIS.—The state railroad commission has granted 
the Milwaukee Light, Heat and Traction Company authority to ex- 
tend its line from Waterford to Lake Geneva. There was no oppo- 
sition to the request. This grant would indicate that President 
John I, Beggs is about to further extend the East Troy line and to 
further tap the Fox River Valley territory. 


TACOMA, WASH.—The Tacoma Railway and Power Company 
has begun work on a new substation at Puyallup. The station will 
have an initial capacity of 500 horse-power. The building will be 
of brick, forty-five by fifty-five feet. The new station will furnish 
power for the operation of the short line through the valley and 
increase the efficiency of the present line. 


SALT LAKE CITY, UTAH—At the session of the board of county 
commissioners an application for a franchise for the building of an 
electric line through Ogden Canyon was made by David Eccles and 
associates. The company asserts its desire to build the line through 
to the Oaks before winter sets in, and by next summer build on to 
Huntsville and other Ogden Valley towns. 


HUNTSVILLE, ALA.—The transfer of the properties of the 
Huntsville Railway, Light and Power Company to the Huntsville, 
Chattanooga and Birmingham Interurban Railway, Light and Power 
Company has been effected. The new corporation has improve- 
ments in prospect, one of the first enterprises being an electric rail- 
road to the top of Monte Sano. Electric power will be secured from 
the Tennessee River. 


CARLISLE, PA.—Several local business men, headed by Willis 
E. Gladfelter, will apply shortly for a charter to build a trolley 
line running east along the Harrisburg, Carlisle and Chambersburg 
turnpike from Carlisle to Balfour, Middlesex township, Cumberland 
County, a distance of three miles. It is surmised that this road will 
connect with another running from Carlisle to Carlisle Springs, 
which is in projection. 


UTICA, N. Y.—The stockholders of the Utica & Mohawk Valley 
Railway Company at their annual meeting elected the following 
directors: Horace E. Andrews, William K. Vandervilt, Jr., John 
Carstensen, Edward V. W. Rossiter, William C. Brown, Albert H. 
Harris, John J. Stanley, Walter N. Kernan, Charles B. Rogers, 
Nicholas E. Devereux and James S. Sherman. Shares to the 
number of 75,000 were voted. 


MILWAUKEE, WIS.—The lines of the Chicago & Milwaukee 
Electric road are completed to and including connections in Mil- 
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waukee, and it is stated by Clement C. Smith, of the Columbia 
Construction Company, that cars can be operated on the system at 
any time. Work on the car barn and substation is well under way, 
as is the work of stringing wires between Milwaukee and Racine. 


The car barn is to cost $30,000. The site is 248 feet long and 121 
feet wide. 


DAYTON, OHIO—The Dayton Street Railway Company has in- 
creased its capital from $10,000 to $1,200,000. This company is 
constructing one of the longest city railway lines in Dayton, the 
route covering southeastern and northwestern Dayton, as well as 
traversing the central section of the city. Work of construction 
is being pushed at both ends, and the road will be ready for oper- 


ation by the middle of November. It has been financed solely by 
Daytonians. 


LOUISVILLE, KY.—A subcompany of the Evansville & Eastern 
has been incorporated to build an electric line from Rockport, Ind., 
east to New Albany, and across the Ohio River to Louisville, Ky. 
The capital stock is given at $10,000, but it is stated that an amend- 
ment will soon be filed increasing it to $1,000,000. The directors 
include: William H. McCurdy, of Evansville; John C. Haines, 
Marcus S. Sonntag, Albert F. Karges, William A. Kotch, C. H. 
Battin and William L. Sonntag. 


CHICAGO, ILL.—The work of improvement on several sections 
of tracks of the Chicago Consolidated Traction Company lines has 
been authorized by Judge Grosscup before whom the receivership 
proceedings involving the company are pending. The order was 
entered in compliance with the petitions of the receivers, David 
R. Forgan and John M. Roach, who are given authority to use 
funds from the earnings of the lines or borrowed money. The 
expenditure will amount to $25,000. 


KENDALLVILLE, IND.—-Incorporation papers have been filed 
with the secretary of state by Attorney T. A. Redmond, represent- 
ing a number of capitalists, for a new interurban line connecting 
Kendallville and Goshen through Ligonier with branches to Albion 
and Rome City. The capital is $10,000, which will be increased. 
A number of Kendallville capitalists are interested, among them 
being: H. I. Park, president of the Flint & Walling Manufacturing 
Company, and T. E. McCray, of McCray Refrigerator Company. 


SEATTLE, WASH.—Stone & Webster, of Boston, have added to 
their extensive railway system in the state of Washington by pur- 
chasing the Seattle-Everett Interurban, a new electric line projected 
by Fred E. Sander and associates of Seattle, part of which has 
already been completed. The purchase price is not made public. 
It will be consolidated with the Seattle Electric Company, which 
operates the street electric car lines and the Puget Sound Electric 
Railway, the interurban line to Tacoma. The line will be extended 
from Everett to Bellingham, where it will form the north end of a 
proposed through electric line from Portland to the Canadian border 
in connection with the Puget Sound Electric road from Seattle. 


NEW INCORPORATIONS. 


COLUMBUS, OHIO—Lemoyne Telephone Company, Lemoyne. 
Capital increased to $10,000. 


ALBANY, N. Y.—Heuvelton Heat, Light and Power Company. 
Heuvelton. $25,000. Incorporators: E. L. Thornton, E. F. Thorn- 
ton, Chicago; A. Thornton, Heuvelton. 


COLUMBUS, OHIO—Turkeyfoot Traction Company, Akron. 
$10,000. Incorporators: Thomas L. Childs, Charles J. Carey, 
Charles Esselburn, Frank E. Ream and D. W. Ruegsegger. 


RICHMOND, VA.—Fredericksburg & Wilderness Telephone Com- 
pany, Fredericksburg. $1,000 to $5,000. T. F. Morrison, president, 
Spotsylvania County; R. A. Jennings, vice-president, Orange, Va; 
M. W. Thornburn, secretary and treasurer, Spotsylvania County. 


To operate a telephone line in the counties of Spotsylvania, Orange, 
Culpeper and Louisa. 


SALT LAKE CITY, UTAH—The Monroe Light, Power and Mill- 
ing Company, of Monroe, Sevier County. $25,000. Officers: John 
Manson, president; J. H. Erickson, vice-president; Jens N. Jeppson, 
secretary and treasurer. The concern takes over by purchase fifteen 
acres of land in Sevier County and other property consisting of an 
electric light plant and a grist mill. 


October 3, 1908 


PERSONAL MENTION. 
MR. J. R. WILLIAMS, of Lisbon, Ohio, has assumed the man: 
agement of the Bell Telephone Company’s office at Meadville, Pa. 


MR. PLAYER LITTLEFIELD has been appointed manager of 
the Knoxville office of the East Tennessee Telephone Company. 


MR. F. M. HENKEL, assistant manager of the Bryan-Marsh 


Company, has left that company to open a branch office at 22 
Fulton street, New York city, for the Tungstolier Company, of 
Cleveland. 


MR. L. B. MARKS, consulting engineer, and MR. J. E. WOOD- 
WELL, recently engineer in the United States Government service, 
Washington, D. C., announce that they have opened offices in the 
Terminal Building, 41st street and Park avenue, New York city. 
Mr. Marks will continue his work in illuminating engineering and 
Mr. Woodwell will devote himself to power problems. 


MR. E. J. KULAS, vice-president and general manager of the 
Tungstolier Company, of Cleveland, has just returned from a visit 
to the various Tungstolier branch offices at Boston, New York, Phila- 
delphia, Pittsburg, St. Louis, Chicago, Kansas City, Minneapolis and 
Denver. On September 26 Mr. Kulas again left Cleveland, and on 
this trip will go to the Pacific Coast, where he proposes to establish 
branch offices in San Francisco, Los Angeles and Seattle. 


MR. A. P. CRENSHAW, secretary-treasurer of the Chesapeake & 
Potomac Telephone Company, was the guest of honor at a dinner 
given in Washington, D. C., last Friday evening, in celebration of 
his thirty years of continuous service. Mr. Crenshaw was presented 
with a fine clock and was the recipient also of many personal appre- 
ciations from the officials of the company, about twenty-five of whom, 
from Washington, Baltimore, Philadelphia and New York, were 
present. 

MR. H. H. CUDMORE has been engaged 
by the Brilliant Electric Company, of Cleve- 
land, Ohio, as general sales manager, Mr. 
Cudmore has for the past twelve years been 
identified with electrical jobbing interests 
in and near Cleveland. As the product of 
the Brilliant Company is marketed very 
largely through jobbers, his knowledge and 
experience in the supply business will en- 
able him to serve such customers to the 
best advantage. Mr. Cudmore assumed his 
new duties on September 1, since which date 
he has been on an extended trip through the 
East, making the acquaintance of his trade and studying business 
conditions. 


OBITUARY NOTE. 


LIEUTENANT THOMAS E. SELFRIDGE, who lost his life in 
the aeroplane accident at Fort Myer, Virginia, was buried with 
military honors at Arlington on September 25. Among the honorary 
pall-bearers were Major G. O. Squier, Lieutenant R. B. Creecy, Lieu- 
tenant G. C. Sweet, Dr. Alexander Graham Bell, Professor Octave 
Chanute, J. A. D. McCurdy, Percy Bradford, Professor Monroe Hop- 
kins, F. W. Baldwin and W. J. Hammer. 


NEW MANUFACTURING COMPANIES. 


PHILADELPHIA, PA.—Harry V. Haden and Russell Klem, both 
of Philadelphia, are among the incorporators of the Turbine Equip- 
ment Company, of Trenton, N. J., mechanical, electrical, civil and 
contracting engineers, with a capital of $50,000. 


SPRINGFIELD, ILL.—The International Telephone Manufactur- 
ing Company has been incorporated to manufacture telephone and 
telegraph devices with $60,000 capital. The incorporators are: 
F. M. Burmeister, H. Shafer and J. C. Burmeister, Chicago. 


SPRINGFIELD, ILL.—The Arrow Electric Company, of Chicago, 
with a capital of $2.500, has been incorporated to manufacture and 
deal in electrical apparatus and appliances. The incorporators are: 
William M. R. Vose, Hubert E. Page and William C. McNitt. 
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ELECTRICAL SECURITIES. 


The market is now in a fine state of seething excitement trying 
eae ee of the political campaign. The slump of 
wed by just as big a rally, and the opportunities 
to make or lose a dollar seem to be about even. Business, it 
appears, is beginning to show some improvement, entirely without 
consideration to campaign or stock market conditions, The long 
season of drought, which threatened ruin to farmers oll over the 
country and imperiled vast forest reserves, appears to have been 
broken, and reports indicate that there have been heavy rains in 
every direction. 

Dividends have been declared upon the following electrical secu- 
rities: United Railways of St. Louis; regular quarterly dividend 
of 1% per cent on the preferred stock, payable October 10. Chicago 
Telephone Company; quarterly dividend of 2 per cent, payable 
December 31 to stock of record December 23. Previous dividends 
have been 2% per cent quarterly. A circular sent to the stock- 
holders also states that a stock dividend of 20 per cent on Octo- 
ber 10 will be paid to holders of record October 3. Rochester Street 
Railway Company; regular quarterly dividend of 1% per cent on 
the preferred stock, payable October 1. Cincinnati & Suburban 
Bell Telephone Company; quarterly dividend of 2 per cent, payable 
October 1. Cincinnati Gas and Electric Company; regular quarterly 
dividend of 1% per cent, payable October 1. Cincinnati Street Rail- 
way Company; regular quarterly dividend of 114 per cent, payable 
October 1. New York & New Jersey Telephone Company; regular 
quarterly dividend of 13, per cent, payable October 15 to stock of 
record October 5. Electric Storage Battery Company; quarterly 
dividends of % of 1 per cent on the common and preferred stocks, 
payable October 1. Wilkes-Barre Gas and Electric Company; regu- 
lar quarterly dividend of 1 per cent, payable October 1. Bell Tele- 
phone Company of Missouri; regular quarterly dividend of 2 per 
cent, payable October 1. Central & South American Telegraph Com- 
pany; regular quarterly dividend of 114 per cent, payable October 1. 
Mexican Telegraph Company; quarterly dividend of 2% per cent, 
payable October 16. Boston Suburban Electric Company; a dividend 
of $3 per share, payable in quarterly installments of seventy-five 
cents, beginning October 15. The first dividend is payable to stock 
of record October 5. The last previous dividend was at the rate of 
3 per cent per annum and was paid October 15, 1907. 
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ELECTRICAL SECURITIES FOR THE WEEK ENDED SEPTEMBER 26. 


New York: Closing. 
Allis-Chalmers Common .........+-eeeeeeees 10% 
Aljis-Chalmers preferred ...........eceeeees 32 
Brooklyn Rapid Transit ...............+08: 45% 
Consolidated Gas .......... 0c cece eee eens 148 
General Electric 2.0... ccc cece ewer ewes 138% 
Interborough-Metropolitan common ........ 10% 
Interborough-Metropolitan preferred ....... 32 


Kings County Electric ................ eee. 123 
Mackay Companies (Postal Telegraph and 


Cables) common ..........--eee eee eens 67% 
Mackay Companies (Postal Telegraph and 

Cables) preferred ..........eceeeeeeees 6714 
Manhattan Elevated ..........-..eeeeeeeeee 133 
Metropolitan Street Railway ............64. 28 
New York & New Jersey Telephone......... 115 
Western Union i065 i66 60 bo bs SSeS 60 
Westinghouse Manufacturing Company ..... 75 

Boston: Closing 
American Telephone and Telegraph......... 129 
Edison Electric Illuminating .............. 225 
Massachusetts Electric ............20 ec eeee 49 


New England Telephone ................08- 119% 
Western Telephone and Telegraph preferred. 75 


Philadelphia: Closing. 
Electric Company of America.............. 9%, 
Electric Storage Battery common........... 35 
Electric Storage Battery preferred.......... 35 
Philadelphia Electric ...............00 0200, 9%, 
Philadelphia Rapid Transit ............... 191 
United Gas Improvement ................-. 86 

Chicago: Closing 
Chicago Telephone ................c0cceuee 146 
Commonwealth Edison ..................6. 107 
Metropolitan Elevated preferred ............ 42 
National Carbon common .................. 67 


National Carbon preferred ..............0.. 108 
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ELECTRIC LIGHTING. 


NEWARK, N. J.—Garfield is discussing the question of a 
municipal lighting plant. 


HATFIELD, PA.—At a special election it was voted to establish 
an electric light system at a cost of $4,000. 


REHOBOTH, DEL.—Rehoboth capital has organized an electric 
light company and is soliciting subscriptions. 


DENVER, COL.—The Denver Gas and Electric Company is hav- 


ing plans prepared for a modern steel office building, six or seven 
stories in height. 


SPRINGFIELD, MASS.—The Williamsburg selectmen have 


granted pole locations in the village to the Northampton Electric 
Lighting Company. 


HAMILTON, OHIO—Contracts have been awarded by the board 


of public service for the extension of the lighting system to Linden- 
wald and East Hamilton. 


IRON RIVER, WIS.—The Iron River water, light and power 


plant was destroyed by fire on September 17. The loss is about 
$10,000 covered by insurance. 


McEWEN, TENN.—L. H. Hopkins has leased the electric light 
plant and will operate it. The plant heretofore has been running 
only half the night, but from now on it will be run all night. 


CHESTER, PA.—The Spring Lawn water power and thirty-one 
acres of land near Lewisville, Chester County, have been sold to the 
Elk River Electric Light, Heat and Power Company for $3,000. 


DELEVAN, WIS.—W. H. Tyrrell has been appointed receiver of 
the Delevan electric light plant in proceedings instituted by bond- 


holders. The company was organized some ten years ago by 
local capitalists. 


JOHNSTOWN, PA.—The city council has awarded a ten-year 
contract to the Citizens’ Light, Heat and Power Company to furnish 


street arc lamps for $50 each per year, reserving the right to cancel 
the contract at the end of five years. 


MITCHELL, S. D.—The Mitchell Power Company has awarded 
the contract for the construction of the new electric light plant to 
the Goetz Construction Company, of Yankton. Work on the build- 
ing will be commenced as soon as possible. 


ALBANY, N. Y.—The Public Service Commission, Second Dis- 
trict, has authorized the Mexico Electric Company, of Mexico, 
Oswego County, to issue $10,000 in bonds to purchase from Edwin 
L. Huntington, of Mexico, the electric light plant there. 


WAYCROSS, GA.—It is reported that George W. Deen, Burdett 
Loomis and Harley Pettibone will start work at once on an electric 
light plant for Waycross, and also build a street railway system, 


extensions of time having been granted on the franchises granted 
some time ago. 


ALBANY, N. Y.—The Public Service Commission, Second Dis- 
trict, has authorized the Cataract Power and Conduit Company, of 
Buffalo, to issue $125,000 five per cent bonds to be secured by a first 
mortgage dated January 1, 1907. The bonds shall not be sold at 
less than ninety per cent of par value. 


GOSHEN, IND.—Injunction proceedings have been filed against 
the city of Goshen, Ind., to prevent the rebuilding of the municipal 
lighting plant at an expense of $45,000. The suit is based on the 
contention that the municipality is breaking the legal limit of its 
indebtedness; that the question was not submitted to taxpayers at 
special election. 


MARLBORO, MASS.—According to a statement the Marlboro 
Electric Company has made a contract with the Connecticut River 
Power Company to furnish the Marlboro company additional power 
for use in operating its business in Marlboro, Southboro and North- 
boro. The power to be furnished by the Connecticut River Power 
Company will be transmitted to Marlboro from Clinton. 


BATH, N. Y.—The Public Service Commission, Second District, 
has authorized the Citizens Electric Service Company, of Bath, 
to issue $75,000 bonds and to issue $50,000 common stock. None 
of the bonds shall be sold for less than eighty-five per cent of 
their par value. Ground for the company's plant has already been 
broken. At a meeting Charles 1. Davison, village treasurer, was 
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elected treasurer of the company, and S. J. Richard, of Buffalo, 
vice-president. 


PHENIX CITY, ALA.—At a meeting of the Phenix City council 
an ordinance was read granting a franchise to the Phenix-Girard 
Power and Lighting Company, a new corporation which proposes 
to establish a steam plant for furnishing electric light and power. 
‘A franchise has already been granted in Girard. The leading 
spirits in the enterprise are T. W. Butts and B. A. Bass, of Colum- 
bus, and I. I. Moses and D. C. Foster, of Girard. 


OMAHA, NEB.—An ordinance providing for the construction 
and purchase of a hydroelectric light and power plant to be owned, 
maintained and operated by the city of South Omaha, has been in- 
troduced in council. The ordinance involves the proposition of 
the Nebraska Power Company to build a plant for the city. The 
plant will be built at a cost of $2,500,000. The city will be per- 
mitted to pay for the plant in yearly installments out of the 


proceeds of the sale of light and power. The proposition has met 
with favor. 


ST. LOUIS, MO.—It is announced that the Clayton Electric Com- 
pany, composed of county capitalists, will push its application for 
a franchise for furnishing light in the county. The application was 
filed last spring, but no action was urged on the court. The action 
of the County Court in granting an extension of territory to electric 
concerns without any reservation as to the price to be charged has 
decided the local men, it is said. The Clayton company proposes 


to furnish current at a price greatly below the figures county con- 
sumers are now paying. 


BERLIN, MASS.—The franchise granting the Marlboro Electric 
Light Company the privilege of extending its line from Marlboro 
to the Clinton line through Berlin, has been signed by the com- 
mittee appointed by the town. By the terms of the franchise 
Berlin will have thirty-two electric street lights, to be distributed 
through the three villages and the intervening streets. They are 
to be incandescent lamps of forty candle-power. The cost annually 


will be $17.50 per light. The system is to be put in within six 
months. 


WENATCHEE, WASH.—The Va!ley Power Company, of Wenat- 
chee, reports that its new power plant will be ready for active 
operation by October 15. Twelve miles of the transmission line 
will be completed and the company expects to deliver power to 
Cashmere and other points along the line. Several pumping plants 
for irrigation will be installed and will be operated by power from 
this source. The company expects to extend its line down the 
Columbia River to Malaga and other points where power will be 
needed for pumping projects. The company will endeavor to secure 
a franchise to enter Wenatchee where it will compete with the 
Wenatchee Electric Company and the proposed Entiat Power Com- 
pany, now asking for a franchise to enter that city. 


DATES AHEAD. 


Illuminating Engineering Society. Annual convention, Phila- 
delphia, Pa., October 5-6. 


Empire State Gas and Electric Association. Annual meeting, 
New York city, October 7. 

Kansas Gas, Water, Electric Light and Street Railway Associa- 
tion. Annual meeting, Pittsburg, Kan.. October 8-9. 

American Street and Interurban Railway Association. Annual 
convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Accountants’ Associa- 
tion. Annual convention, Atlantic City. N. J. October 12-16. 

American Street and Interurban Railway Claim Agents’ Asso- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Engineering Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railwav Manufacturers’ A880- 
ciation. Annual convention, Atlantic City. N. J., October 12-16. 

Railway Signal Association. Annual meeting, Washington, D. C., 
October 13-15. 


Order of the Rejuvenated Sons of Jove. Annual meeting, Buf- 
falo. N. Y.. October 15-16. 


American Society of Municipal Improvements. Annual meeting, 
Atlantic City, N. J., October 20-23. 


American Electrochemical Society. Fall meeting, New York 
city, October 30-31. 


Association of Car-Lighting Engineers. First annual meeting, 
Chicago. Ill.. November 18. 

National Society for the Promotion of Industrial Education. 
Annual meeting. Atlanta, Ga., November 19-21. 


American Roentgen Ray Society. Annual meeting, New York 
city, December 28-30. . 


October 3, 1908 


INDUSTRIAL ITEMS. 
PASS & SEYMOUR, INC., Solvay, N. Y., has prepared a complete 
new price list and discount sheet, giving entire revised figures on 
its entire line. Copies may be had upon request. 


THE AMERICAN CIRCULAR LOOM COMPANY, Chelsea, Mass., 
is distributing a folder combining with its advertising of “Circular 
Loom,” “Electroduct” and “Lutz” metal molding, some data of cam- 
paign interest. 


THE AUTOMATIC ELECTRIC COMPANY, Chicago, Ill, has 
published a handsome campaign souvenir in the form of a political 
atlas, giving a compendium of facts and figures, platforms, biog- 
raphies and portraits of the men and the issues. 


THE SIEMENS & HALSKE A.-G., Berlin-Nonnendamm, has pub- 
lished in English a very interesting catalogue and price list, No. 56, 
devoted to “Testing Instruments and Accessories.” The company 
is represented in the United States by Dr. Kar] Georg Frank, Hudson 
Terminal Building, 50 Church street, New York city. 


THE GENERAL ELECTRIC COMPANY, Schenectady, N. Y.. 
announces that a large contract was signed with the firm of 
Guinle & Cia., Brazilian agents for the General Electric Company, 
for the supply of electric energy to the Central Railway of Brazil, 
which is known as the largest enterprise of its kind in that country, 
for all purposes, which will include the supply of energy as motive 
power, as soon as the project now pending for the electrification of 
a section of that railroad is decided upon. To this firm was also 
granted a federal concession, covering the supply of light and power 
to the city of Sao Paulo, which aggregates 300,000 inhabitants, and 
is known as the largest coffee market in the world. 


THE ELECTRIC STORAGE BATTERY COMPANY, Philadelphia, 
Pa., has issued the second section of a new series of sectional price 
lists. This covers the elements, jars and tanks of the “Chloride 
Accumulator” for electric railway, central lighting and power, iso- 
lated lighting, interlocking switch and signal, telephone, telegraph, 
fire alarm, laboratory, small motor work and miscellaneous service. 
This price list will be known as Section A and will be followed by 
other sections covering the many applications of the “Chloride,” 
“Exide” and “Tudor” accumulators. Copies will be forwarded upon 
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application to any of the sales offices of the company. Section C. 
covering the “Chloride Accumulator” and “Tudor Accumulator” for 
car-lighting service, was issued in June. 


J. G. WHITE & COMPANY, engineers and contractors, 43-49 
Exchange place, New York, has begun the surveys for F. H. Buhl, 
of Sharon, Pa., on one of the largest irrigation projects ever under- 
taken, contemplating the reclamation of about 700,000 acres of arid 
land in Southern Idaho. The project is practically an extension of 
the noted Twin Falls development. Water supply for the proposed 
extension will be obtained from Snake River. The lands lie to the 
west of the Twin Falls tract beyond Salmon River and in part 
beyond Bruneau River. The surveys in progress include reservoir 
sites, the enlargement of the present Twin Falls Canal, which was 
developed by Mr. Buhl, to a capacity sufficient to carry the increased 
water supply, an extension of the main canals to cover the lands of 
the project, including a syphon to carry the water supply across 
Salmon River Canyon, which is about 1,650 feet wide and whose bed 
is 500 feet below the level of the proposed canal. Five surveying 
parties are already in the field at work on the various parts of the 
project. 


THE CENTRAL ELECTRIC COMPANY, Chicago, 111., is distrib- 
uting its 1909 general catalogue, which is a handsome volume of 
1,024 pages. Unquestionably, it has been the company’s aim to 
make this catalogue the most complete electrical supply catalogue 
ever issued, and one needs only to look through the catalogue to be 
convinced of this. Considerable space is given to the specialties 
for which the company acts as sales agents, namely, Columbia in- 
candescent lamps, Pittsburgh transformers, Okonite wires and 
cables, G-L arc lamps and New Lexington high-tension insulators. 
One is naturally interested also in the extensive line of fixtures 
which is shown and which naturally gives some conception of the 
fixture department, which is the most extensive in the West. The 
special announcement printed on the last page of the catalogue is 
also interesting as outlining in a general way some of the company’s 
plans for expansion. The company is desirous of placing a copy 
of this catalogue in the hands of every individual who is actively 
engaged in plant operations, or who has anything to do with the 
specifying or purchasing of electrical material, 


Record of Electrical Pafents. 


Week of September 22. 


899,024. PARTY-LINE-INDICATING KEY. Clifford C. Bradbury, 
Chicago, Ill., assignor to Kellogg Switchboard and Supply Com- 
pany. Chicago, Ill. Filed August 3, 1907. The actuating but- 


ee have reciprocating and rotating means for indicating posi- 
on. > 


899,068. APPARATUS FOR DETECTING INFLAMMABLE GASES 
IN AIR. Arnold Philip and Louis J. Steele, Portsmouth, Eng- 
land. Filed September 9, 1907, Means are provided for actuat- 
ing a visual signal in connection with a catalytic agent. 


899,088. GOVERNOR FOR DYNAMOS. Charles L. Weichelt, Phila- 
delphia, Pa. Filed December 11, 1907. The armature is slid- 


ably carried on a shaft which is equipped on one end with a 
coned pulley. 


899,127. MEANS FOR PROTECTING HIGH-TENSION OVER- 
HEAD ELECTRIC CONDUCTORS. Lucian Neu, Lille. France. 
Filed April 3. 1906. Inductive resistances are included in the 
circuit to shunt certain sections of the circuit. 


899,134. ELECTRIC SIGNALING SYSTEM FOR RAILWAYS. Ara 
P. Rickmire, Waterloo, Iowa. Filed December 30, 1907. Cur- 
is ig supplied through relays and switch points, one rail form- 
ng a continuous circuit: and sectional rails are connected to a 
Source of power through the relays. 


899,145. be LECTRICAL SYSTEM OF DISTRIBUTION. William A. 
urbayne, Lancaster, N. Y., assignor to Gould Storage Battery 


C 7 ‘ 
sate Filed February 25, 1907. A multi-voltage booster 


899,153. PLOCK-SIGNAL APPARATUS. Alexander Bevan, Provi- 
aaa > R. I. Filed December 3, 1906. An oscillatory shaft 
pped with a target is actuated by an electromagnet. 


899.189. ELECTRON 
IOTOR CONTROLLING AND OPERATING 
Tohan A TOR ELECTRIC RAILWAYS AND POWER PLANTS. 
a ahulka, Vienna. Austria-Hungary. Filed June 1. 1907. 
o-motor series-control operating system. 


899,193. AUTOMATIC ELECTRICAL MEASURING APPARATUS. 
Daniel J. Shine, Las Vegas, Nev. Filed March 4, 1907. Resist- 
ances of relatively large and small quantities are alternately 
switched into circuit. 


899,205. ELECTRIC SWITCH. Charles A. Clark, Hartford, Ct. 
Filed May 24, 1907. A quick-break snap switch. 


899,209. AUTOMATIC TELEGRAPHY. Patrick B. Delany, South 
Orange, N. J.. assignor, by mesne assignments, to the Telepost 
Company of Maine. Filed December 15, 1896. Means are pro- 
sep for transmitting signals corresponding to perforations on 
a tape. 


899,220. AUTOMATIC ELECTRIC SAFETY DEVICE FOR BOIL- 
ERS, ETC. Charles Kausen, New York. N. Y. Filed March 13, 


1908. The movement of a plunger actuates a circuit-closing 
mechanism. 


899,226. ELECTROPLATING APPARATUS. George A. Lutz 
Plainfield, N. J., assignor to American Circular Loom Company. 
Portland, Me. Filed June 6, 1908. Meane are provided for sup- 
porting articles to be plated within a hollow insulating cylinder. 


899.234. MASSAGING INSTRUMENT. Julius B. Wantz. Chicago, 
IN., assignor to Victor Electric Company, Chicago, Ill. Filed 


October 23, 1907. A massaging member is actuat 
through a universal joint. ed by the motor 


899.239. SIGNALING SYSTEM. Sewall Cabot, Br i 
: ; ookline, Mass., 
assignor to Stone Telegraph and Telephone Company, Boston 
Mass. Filed March 10. 1906. A combination of a wireless tele- 
graph system and a wire telegraph system. 


899,240. SIGNALING SYSTEM. Sewall Cabot, Brookline Mass 
assignor to Stone Telegraph and Telephone Company Boston. 
Mass. Filed March 10, 1906. A combination of a wireless tele- 
graph system and an open-circuit wire telegraph system 
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899,241. SIGNALING SYSTEM. Sewall Cabot, Brookline, Mass., 
afsignor to Stone Telegraph ard .Telephone Company, Boston, 
Mass Filed March 10, 1906. An intermediary wire telegraph 
system is provided with relays adapted to transmit wireless 
telegraph signals. 


899,242. SIGNALING SYSTEM. Sewall Cabot, Brookline, Mass., 
assignor to Stone Telegraph and Telephone Company, Boston, 
Mass. Filed March 10, 1906. A combination of a multiplex 
wireless telegraph system and a multiplex wire telegraph sys- 
tem. 


899,243. SPACE TELEGRAPHY. Sewall Cabot, Brookline, Mass., 
assignor to Stone Telegraph and Telephone Company, Boston, 
Mass. Filed April 4, 1906. An electromagnetic oscillatory de- 
tector. 


(yt 
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899,068.— APPARATUS FOR DETECTING JNFLAMMABLE GASES IN AIR. 


899,264. OSCILLATION DETECTOR. Charles E. »Russell, Cam- 
bridge, Mass., assignor to Stone Telegraph and Telephone Com- 
pany, Boston, Mass. Filed September 4, 1906. The permea- 


one of the magnetic circuit is varied by the electrical oscilla- 
ons. 


899,272. APPARATUS FOR DETERMINING THE DIRECTION 
OF SPACE-TELEGRAPH SIGNALS. John S. Stone, Cam- 
bridge, Mass., assignor to William W. Swan, trustee, Brookline, 
Mass. Filed August 17, 1906. The position of the ungrounded 
elevated conductors is capable of being changed relatively to 
the direction of motion of the electromagnetic waves. 


899,088.—GoVERNOR FOR DYNAMOs. 


899,278. TELEPHONE SWITCHBOARD. Charles E. Wilson, Phila- 
delphia, Pa., assignor to Keystone Telephone Company of Phila- 
delphia, Pa. Filed September 10, 1904. A multiple-position, 
manually operated switchboard. 


899.307. TELEGRAPH SOUNDER. Lee Kiblinger, Jackson, La. 
Filed November 18, 1907. Means are provided for equalizing the 
density of the magnetic field between the armature and different 
parts of the pole-pieces. 


899,348. MAGNETIC ORE-SEPARATOR. Charles E. Stebbins, Iola, 
Kan. Filed April 17, 1908. A plurality of electromagnets are 
mounted upon a rotatable spider, a commutator and brushes 
being provided for supplying current to the magnets. 
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899,353. ALTERNATING-CURRENT BLOCK-SIGNALING SYS- 
“TEM. Jacob B. Struble, Swissvale, Pa., assignor to the. Union 

. -Switch and Signal Compamy, Swissvale, Pa. Filed April 1, 1908. 
Relays are controlled by sectional track circuits controlling the 
home signals. 


899,358. ARRANGEMENT OF PROTECTIVE APPARATUS. Her- 
mon L. Van Valkenburg, Norwood, Ohio, assignor to Allis- 
Chalmers Company and the Bullock Electric Manufacturing 
Company. Filed September 29, 1906. The actuating members 
of a multiple switch are enclosed in fireproof chambers. 


899,364. ELECTRIC SEPARATOR. Henry A. Wentworth, Lynn, 
Mass., assignor to Huff Electrostatic Separator Company, Bos- 
ton, Mass. Filed February 3, 1908. The conductive material 
forms a barrier between the electrodes and is supplied to a 
rotating cylinder from a hopper. 


= 
= 
= 
p 
pri 


— 7 = r y N 
IAr TI 4g r 
o p, act appl 


A N 
A > re ohh 


DEALEREK TA Da 


899,189.—ELECTROMOTOR CONTROLLING AND OPERATING SYSTEM FOR 
ELECTRIC RAILWAYS AND POWER PLANTS. | 


899,370. DYNAMOELECTRIC MACHINE OF THE ENCLOSED 
TYPE. Alfred H. Wouters, Norwood, Ohio, assignor to Allis- 
Chalmers Company and the Bullock Electric Manufacturing 
Company. Filed March 18, 1907. The machine is enclosed in 
a housing having an air-receiving and an air-admission chamber. 


899,379. PARTY-LINE-INDICATING KEY. Clifford C. Bradbury, 
Chicago, Ill., assignor to Kellogg Switchboard and Supply Com- 
pany, Chicago, Ill. Filed March 11, 1907. The position of the 
Saat aoe the last set of switch springs actuated and re- 
eased. 


899,474.—TROLLEY WHEEL. 


899,447. DYNAMOELECTRIC MACHINE. Allan B. Field, Nor- 
wood, Ohio, assignor to Allis-Chalmers Company and the Bul- 
lock Electric Manufacturing Company. Filed November 30, 
1906. A low-resistance ring, independent of the lamina and 
ee is embedded in the pole-piece at right angles to the 
amina. 


899,474. TROLLEY WHEEL. Joseph W. Seibert, Washington, Pa., 
assignor of one-half to Elias Lewis, Washington, Pa. Filed 
February 5, 1908. The trolley wheel is held in position by guide 
members, and is equipped with openings to lock the parts for a 
rotary movement, 
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CONVENTIONS AND MEETINGS. 

Every once in a while it seems as though certain psycho- 
logical forces had impelled those in charge of arrangements 
for the meetings of the various engineering societies to group 
their dates as near together as possible. Technical journals, 
both here and abroad, have often called attention to the activi- 
ties of the various engineering organizations coming too closely 
together, and once again we are in the midst of a plethora of 
conventions and meetings. 

From all over the country trooped the Old Time Telegraphers 
and the members of the Society of the United States Military 
Telegraph Corps to attend their annual convention at Niagara 
Falls. Then, down in Chattanooga, Tenn., the American Insti- 
tute of Mining Engineers held forth the first few days of the 
month. Philadelphia, with its two hundred and twenty-fifth 
anniversary and celebration of Old Home Weck, was the meeting 
place of the Illuminating Engineering Society in annual con- 
vention for two days on October 5 and 6. The Empire State 
Gas and Electric Association held its annual meeting in New 
York city on October 7, and on October 9 our own American 
Institute of Electrical Engineers held its first fall meeting. 
The New York Electrical Society opens its season with a meet- 
ing on Monday night at the New York Electrical Show, the 
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these meetings are of particular interest at this time. The 
Papers Committee of the American Institute of Electrical Engi- 
neers very wisely announces that for the coming season there 
will be but one paper presented at each meeting, this to be 
accompanied by written discussion which must be prepared in 
advance, and the formal reading of which will be disposed of 
by ten o’clock, leaving whatever time may be desired for open 
discussion after that hour. It is expected that because of 
this decision, engineers will be able to devote more time to the 
preparation of their papers, and that the papers will be received 
considerably in advance of their date of delivery. A fuller 
discussion will be secured, and those who attend the meetings 
and contribute most brilliantly to their value and importance 
by extemporaneous suggestions will not be handicapped and 
embarrassed because of lack of time and the apparent weariness 
of those listening. 

The plans of the American Street and Interurban Railway 
Association and its affiliated societics, as usual, are being com- 
pleted in good season, and it is expected that the conventions 
which will be held next week at Atlantic City will be the most 
successful which these progressive organizations have ever 
undertaken. The entire expanse of the million-dollar pier will 
be covered with exhibits of every character of device which 
appertains to street and interurban railway service. 


THE REPORT OF THE PUBLIC SERVICE COMMIS- 
SION FOR THE FIRST DISTRICT OF THE 
STATE OF NEW YORK. 

The report of the Public Service Commission for the First 
District of the State of New York, covering the six months 
from July 1 to December 31, 1907, gives us the first coherent 
and tangible evidence of what this important body has accom- 
plished and of its aspirations for the future. Although we are 
familiar with the wealth and extent of the metropolis over 
which this commission holds certain sway, we can not help 
fecling more than impressed when a perusal is made of some of 
the figures presented in this report. 

The commission for the first district has jurisdiction over 
the counties of New York, Kings, Queens and Richmond, 
making up the greater city of New York. The Public Service 
Commission for the Second District has jurisdiction over the 
remainder of the state. Each commission consists of five men 
appointed by the governor by and with the consent of the 
Senate. After February 1, 1909, each appointee will serve for 
a period of five vears. The Public Service Commissions suc- 
ceeded to the powers of the Railroad Commissioners, the Com- 
mission of Gas and Electricity, and the State Inspector of Gas 
Meters. The Board of Rapid Transit Railroad Commissioners, 
of New York city, was also abolished by the act. The commis- 
sion for the first district thus has dual powers: on the one 
hand having full and complete powers of regulation over all 
public service corporations, and, upon the other, having the 
task of planning and constructing, and possibly also of equip- 
ping and operating, rapid transit lines, whether subway or 


elevated. 
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Within the first district there are sixteen gas companies, 
nine electric companies and three companies furnishing both 
gas and electricity, with 1,011,831 gas consumers and 87,745 
consumers of electricity. The total capitalization of these 


companies on June 30, 1907, was $353,299,533.80. Their gross 


earnings from operations for the year were $48,363,840.29. 
Their expenditures for operation were $36,318,494.09. They 
paid, either as interest on bonds or dividends on stock, $12,- 
370,091.57. The amount of gas manufactured reached the 
total of 34,656,922,800 cubic feet. The electricity produced 
amounted to 424,027,824 kilowatt-hours. 

The cost of road and equipment of the street surface, ele- 
vated and subway railroads under the jurisdiction of the com- 
mission for the year ended June 30 was $459,802,017.89. The 
permanent investment, cash and other assets amounted to 
$164,274,208.26. The total earnings from passenger operation 
were $65,568,031.89. 

The total number of passengers carried by all the railroads 
of the state was 1.630,775,156, of which 105,757,957 were 
carried by steam roads, and the balance by street surface, ele- 
vated and underground railroads. Of the latter, 1,249,829,568 
were carried by the railroads now operating under the juris- 
diction of the commission for the first district. 

The commission held 179 hearings between July 18 and 
December 31, as a result of which 186 orders have been issued. 
One of the important matters to which the commission gave 
considerable attention concerned delays in transportation and 
inadequate facilities for comfortably moving the passenger 
traffic. A conservative estimate of the increases required of 


all the operating companies indicates that over 15,000,000 addi- 


tional seats per annum have been added to the service in New 
York city under the orders of the commission. 


MAGNETIC STORMS AND SUN SPOTS. 


One of the departments of astro-physical science which is 
engaging the attention of the keenest intellects of the day is that 
branch which undertakes research into the phenomena which 
we have designated as terrestrial magnetism. It seems peculiar 
that the studies of one group of scientists and physicists along 
the lines of terrestrial magnetism have reached so many points 
of co-ordination with the discoveries made and announced by 
another group of physicists which has devoted itself to research 
into the phenomena of the ultimate constitution of matter and 
the newer theories of electricity and life. 

Persuaded of the correctness of Lorentz’s theory of the elec- 
tromagnetic nature of light, Dr. P. Zecman made repeated 
experiments to discover proofs substantiating his belief. In 
1897 he was able to demonstrate that the magnetic field exerts 
a remarkable effect upon monochromatic light. Dr. Zeeman 
placed a flame from a Bunsen burner between the poles of a 
powerful electromagnet, and placed in the flame a bit of ashestcs 
impregnated with a salt solution of sodium. When the flame, 
with the burning sodium vapor, was observed through the slit 


in a spectroscope, Zeeman discovered that what was ordinarily 
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a single line appeared, when under the influence of the magnet, 
to be a broadened or double spectral line. Various theories were 


advanced to account for this, but repeated experiment convinced 


him that he had demonstrated an entirely new effect, and the 
scientific world, in acknowledging to the doctor its appreciation, 
designated the phenomenon as the Zeeman effect. 

Last June Professor George E. Hale, formerly the director 


of the Yerkes Observatory, and now conducting special re- 


searches on Mount Wilson, in California, made a number of 
exceptionally clear photographs of the spectrum of a certain 
disturbed area of the sun’s surface. An examination of these 
photographs showed that one of the lines which is usually single 
appeared double. Professor Hale has the reputation of being 
a very careful observer and a close student of astro-physical 
phenomena. He did not make any announcement himself, but 
forwarded several of the photographs, together with a statement 
of his deductions, to Dr. Zeeman. Dr. Zeeman’s acknowledg- 
ment of this communication and his opinion concerning the im- 
portance of Professor Hale’s discovery appeared in the issue of 
Nature for August 20, last. Dr. Zeeman expresses the opinion 
that the division of the line in question shows that the region 
photographed was a magnetic field. Some other explanation 
may later be offered for this phenomenon, but the coincidence 
is remarkable, and until some better authority is given, we must, 
perforce, be satisfied with the deductions made by Dr. Zeeman 
and Professor Hale. 

It appears that we are rapidly tending toward some very 
important discoveries in the realm of terrestrial magnetism 
and the electromagnetic theory of light. That there is a close 
vonnection between solar disturbances and terrestrial magnetism 
has been the opinion of several of the greatest intellects of 
modern times, and possibly Professor Hale’s discovery will 
prove another link in the chain which is binding the study of 
these forces together. It is true that there appears to be some 
material coincidence between solar disturbances, usually mani- 
fested as sun spots, and unbalancing of telegraph systems, dis- 
tortion of terrestrial magnetic forces, eruptions, spasmodic and 
unseasonable storms and unexpected occurrences of the aurora 
borealis. These coincidences have not been sufficiently marked 
to be considered of fundamental value to the forecasters of the 
Weather Bureau, but much work is being done by government 
and private observers, tabulating such data as will possibly make 
future forecasting considerably more definite than it is to-day. 
Certainly, there seems to be material of great value in the 
discovery of Professor Hale and in the opinion of Dr. Zeeman. 
Apparently the same influence which causes the sodium line in 
the spectrograph of the Bunsen flame to be affected and split 
up affects the observed line in the spectrograph of the solar 
disturbance. This would seem to indicate that either there is 
a powerful external magnetic force acting on the sun at the 
time of the disturbance, or that the sun is exerting a powerful 
magnetic force upon some exterior object at the time. An 
exact knowledge of this phenomenon will help us in weaving 
together many of the to-day little-understood manifestations of 
nature, and it is to be hoped that from this new start con- 
siderable progress will soon be made. 
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ACCIDENT ON THE LONDON SUBWAY SYSTEM. 

A special cable despatch from London, October 3, states that 
a breakdown of turbines in the Chelsea station caused the 
interruption of traffic in the entire London subway system on 
the afternoon of that day. As this occurred during the rush 
hours of the Saturday half-holiday, when everybody is trying 
to get home, and as it was of exceptionally long duration, it 
caused much distress to the traveling public. 

As was but natural many of the trains stopped between 
stations, the despatch states, and the passengers left the trains, 
and by the guidance of the train crews with lanterns, reached 
the nearest stations. Although the congestion in the tunnels 
and stations was great, no one was hurt. Traffic was again 
resumed in the evening. . 

Whatever the trouble was, whether on the mechanical or 
electrical end, it scems strange that the cause was not located 
and remedied in a shorter time. In our own Metropolitan 
traction system, once in a while, interrupted by trouble at the 
generating station, the delay in traffic usually do¢s not exceed 
twenty minutes. 

It will be remembered that the Chelsea plant is the largest 
generating station in Great Britain. It contains eight 5,500- 
kilowatt and two 2,700-kilowatt turbo-generator sets, which feed 
a single main bus-bar system cut up into five sections by section- 


alizing switches. 


As has been advocated time and again in the pages of the 
ELECTRICAL Review, the wiring diagram of any station, par- 
ticularly those for electric traction, can not be too flexible. 
Usually the feasibility of expending a few dollars for extra 
apparatus for emergency cases does not become apparent until 


.large sums are lost due to interrupted operation. The fore- 


sight, in addition to these precautions, has led large railroad 
corporations to provide emergency connections with other gener- 
ating stations so that, in case of a severe accident to one station, 
the various substations along the line receive current from an- 
other source. 

Such interconnections between stations not only cut down 
the duration of delays, but also, to a certain extent, reduce the 
number of reserve units usually held in a single generating 
station. Frequently, when the trouble is on the electrical end 
of the plant, the reserve units can not be thrown on the line 
until the trouble is located and remedied. When possessing the 
availability of another source of power the question is a differ- 
ent and an easier one. When emergency power is required from 
such a station it takes but a few minutes to have the reserve 
units started, synchronized and thrown on the line. Of course 
the different generating stations must have separate feeders to 
the various substations, which is of consequent importance, as 
otherwise there is the possibility of attempting to send current 
into a not located disabled section. 

Not all railway systems can rely upon power sources of 
another plant, if such is the case, and continuity of operation 
is desired, the generating plant must he provided with a double 
bus-bar system with several sectionalizing switches, and double 
feeder systems to the various substations. The feeder sections 


from the substations must also be run in duplicate. 


The New York Electrical 


HE second annual electrical show 
T held at Madison Square Garden, 
New York city, was opened on 
Saturday evening, October 3, at 8 o’clock. 
This show commemorates the fifty years 
of transatlantic communication by cable, 
and the passage of the first quarter cen- 
tury of electrical service in New York. 
On the opening night the visitors beheld 
a worthy successor to the very successful 
show which was held in New York city 
a year ago. The scheme of decoration was 
in entire harmony with the brilliant illu- 
mination, and the preponderance of me- 
tallic-filament lamps, together with the 
uniform color scheme, created an ensemble 
of cheerfulness which has seldom been 
approached in decorative lighting. 

The opening exercises, which were held 
in the concert hall, at 8.30 P. M., were 
rendered entirely by means of Edison 
phonographs, the records being taken by 
the Edison Business Phonograph Com- 
pany, of Orange, N. J. This is the first 
time that the entire exercises of a meeting 
of this character have been conducted by 
a talking machine. The records were 
made in different parts of the country, 
and the programme included an introduc- 
tion by Thomas A. Edison, president of 
the New York Electrical Show. Mr. 
Edison’s remarks were as follows: 

“Those of us who began our labors at 
the operator’s key fifty years ago have 
been permitted to see and assist in the 
whole modern industrial development of 
electricity. Since the remarkable experi- 
ments of Morse in 1844 and the unsuc- 
cessful efforts of Field in 1858, there have 
come with incredible rapidity one elec- 
trical art after another, so that in prac- 
tically every respect civilization has been 
revolutionized. It is still too early to 
stand outside these events and pronounce 
final judgment on their lasting value, but 
we may surely entertain the belief that 
the last half of the nineteenth century was 
as distinct in its electrical inventions and 
results as the first was in relation to 
steam. 

“The lesson of the jubilee of the At- 
lantic cable of 1858 is one of encourage- 
ment to all who would add to the resources 
of our race and extend our control over 
the forces of nature. Never was failure 
more complete, never was higher courage 
shown, never was triumph more brilliant 
than that which since 1866 has kept the 
old world moored alongside the new by 
pulsating cables of steel and copper—the 
“family ties” of the civilized world, 


“When I look around at the resources 
of the electrical field to-day as shown in 
this exhibition, I feel that I would be 
glad to begin again my work as an elec- 
triclan and inventor; and we veterans can 
only urge upon our successors, the younger 
followers of Franklin and of Kelvin, to 
realize the measure of their opportunities 
and to rise to the height of their responsi- 
bilities in this day of electricity.” 

Mr. Edison’s introductory remarks were 
followed by two-minute addresses by 
Louis A. Ferguson, Chicago, Ill., presi- 
dent of the American Institute of Elec- 
trical Engineers; W. C. L. Eglin, Phila- 
delphia, Pa., president of the National 
Electric Light Association; W. W. Free- 
man, Brooklyn, N. Y., president of the 
Association of Edison Illuminating Com- 
panies; E. G. Acheson, Niagara Falls, 
N. Y., president of the American Electro- 
chemical Society; H. A. Lardner, New 
York, N. Y., president of the New York 
Electrical Society. 

The show was declared open in a brief 
phonographic speech by the Hon. Charles 
E. Hughes, governor of New York. 

Following the formal opening exercises, 
the proceedings in the concert hall were 
continued by the esperanto societies of 
New York and vicinity. 

Among the more prominent exhibits 

were those of the New York Edison Com- 
pany, the United Electric Light and 
Power Company, the Brooklyn Edison 
Company, the General Electric Company 
and the National Electric Lamp Associa- 
tion. : 
The exhibit of the Campbell Electric 
Company, of Lynn, Mass., consisted of 
bell-ringing transformers and other 
specialties. 

The Driver-Harris Wire Company, Har- 
rison, N. J., exhibited resistance wires 
and wire specialties. 

The Eastern Sales Company. New York 
city, exhibited its instantaneous water 
heater. 

The Edison Electric Muminating Com- 
pany of Brooklyn made a verv remark- 
able displav. The exhibit was divided 
into three sections, showing industrial. 
commercial and domestic applications of 
electricitv. Easily understood practical 
working exhibits were in operation. and 
the visitors were afforded a clear demon- 
stration of the advantages of using the 
electrie service. © The — self-snnnortine 
tunesten eamnaien which the Brooklyn 
Edison Company has been conducting was 
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graphically described, and the centre- 
piece of the mural decoration overtopping 
the Brooklyn exhibit, which extended clear 
across the Fourth avenue end of the Gar- 
den, called attention to the rapid growth 
of electric service in Brooklyn. The fig- 
ures for the past decade were given and 
a promise made of a very great extension 


„in the future. 


The Edward E. Cary Company, New 
York city, made a display of stereopticon 
apparatus, using the “Fabius Henrion” 
noiseless carbons working on alternating 
current, and the Hallberg electric econo- 
mizer. 

The Electric Home Supply Company, 
New York city, had a live exhibit of elec- 
trical appliances for home use, including 
heating and cooking devices, Shelton vi- 
brators and other small electrical devices. 

The exhibit of the Electric Motor and 
Equipment Company, of Newark, N. J., 
was the centre of a great deal of attention, 
a flashing unit electric sign being shown 
In operation. 

The Electrical Testing Laboratories, 
New York city, made an elaborate exhibit 
of stationary and portable photometers, 
and had in operation a 100,000-volt trans- 
former making a spray test for insulation. 
Another unique demonstration at this 
booth was the projection on a transparent 
screen of the are from a carbon arc, a 
magnetite arc and a flaming arc. 

The Enos Company, New York city, 
exhibited a number of very handsome 
lighting specialties. 

The Excello Are Lamp Company, New 
York city, made a fine display of its flam- 
ing arcs and illuminated the entrance to 
the Garden with ten Excello lamps. 

The F. Alexander Electric Company, 
New York city, displayed its miniature 
are lamp, which is claimed to give a 
quality of illumination closely approxi- 
mating daylight. 

The Federal Sign System, New York 
city, exhibited its unit letter and panel 
signs. 

The Fox Brothers Company, New York 
citv, exhibited the “Polar,” the “Radi- 
ante” and the “Radiante Economy” flam- 
ing are and incandescent lamps. 

The General Electric Company, Sche- 
nectady, N. Y.. had a very handsome and 
complete exhibit of motor applications, 
and made a comprehensive demonstration 
of all forms of incandescent lighting for 
residence and industrial service. A fea- 
ture which attracted much attention was 
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a machine that applied a two-color sleev- 
ing to a pair of twisted telephone cords. 

The German‘American Electric Com- 
pany, New York city, exhibited the Grant 
flaming arc lamps for alternating and 
direct currents. 

The Goulds Manufacturing Company, 
New York city, exhibited electrically 
driven pumps. 

The Habirshaw Wire Company, 

Yonkers, N. Y., had a very attractive 
reception headquarters and made an ex- 
hibit of wires and cables for various pur- 
poses. 
The International Text Book Com- 
pany, Scranton, Pa., made a very interest- 
ing historical exhibit and demonstration 
of its correspondence courses. 

The Manhattan Electrical Supply Com- 
pany New York city, exhibited a very 
comprehensive line of electrical special- 
ties. ; 

The Metropolitan Engineering Com- 
pany, Brooklyn, N. Y., made an exhibit 
of its panel signs and attraction letters. 

The Murphy Rectifier Company, 
Rochester, N. Y., exhibited a unique me- 
chanical rectifying system. 

The engineering department of the Na- 
tional Electric Lamp Association, Cleve- 
land, Ohio, made its usual handsome dis- 
play. Tungsten multiple lamps from one 
and one-quarter to thirty, and from 100 
to 125 volts, were shown. The tungsten 
miniature low-voltage regular and merid- 
ian types of lamps were on exhibition 
operating in multiple at 1.25 watts per 
candle. A sign board was equipped with 
tungsten miniature lamps, and a show- 
case contained low-voltage lamps, operat- 
ing on one and one-quarter to thirty-volt 
circuits. The arches of the booth and a 
ball surmounting the whole canopy were 
outlined with ten-volt frosted sign lamps. 
This lamp is being largely used for out- 
lining, sign, decorative and show-case 
lighting. For the first time the twenty- 
five-watt, 100 to 125-volt tungsten lamp 
was shown, and was greatly admired for 
its adaptability to general residence illu- 
mination. The tungsten regular forty, 
sixty and 100-watt lamps were shown on 
the side arches, equipped with Holophane 
extensive, intensive and focusing types of 
reflector. The centre of the booth was 
illuminated with a tungsten 250-watt 
lamp equipped with a bowl reflector. The 
frosted-bulb tungsten meridian lamps in 
forty and sixty-watt sizes were used as 
pendants from the centre roof arches. 
On the side brackets there were mounted 
different kinds of Gem, tantalum and 
tungsten lamps, making a very pretty 
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comparison. An attractive setting was 
given the tantalum forty and eighty-watt 
regular and meridian styles burning at 
two watts per candle. The engineering 
department of the National Electric 
Lamp Association is maintained by the 
following companies: The Banner Elec- 
tric Company, the Brilliant Electric 
Company, Bryan-Marsh Company, the 
Buckeye Electric Company, Cleveland 
Miniature Lamp Company, the Colonial 
Electric Company, the Columbia Incan- 
descent Lamp Company, Economical Elec- 
tric Company, the Fostoria Incandescent 
Lamp Company, the General Incandescent 
Lamp Company, Munder Electric Com- 
pany, New York & Ohio Company, the 
Shelby Electric Company, the Standard 
Electrical Manufacturing Company, the 
Sterling Electrical Manufacturing Com- 
pany, the Sunbeam Incandescent Lamp 
Company, the Sunbeam Incandescent 
Lamp Company of Canada, Limited, the 
Warren Electric and Specialty Company. 

The National Vacuum Company, New 
York city, exhibited its portable motor- 
driven cleaning machines. 

The Numaticon Company, New York 
citv, exhibited its sanitary method of 
cleaning for residence and industrial pur- 
poses. ` 

The Otis Elevator Company, Yonkers, 
N. Y., made a very impressive exhibit of 
alternating-current and direct-current ele- 
vators for both push-button control and 
industrial service. 


The Simplex Electric Heating Com- 


pany, under the direction of Roger Will- 
iams, of New York city, made a fine 
display of electric heating and cooking 
appliances. 

The Spencer Turbine Cleaner Company, 
New York city, exhibited its system of 
cleaning floors, walls, draperies, etc., by 
means of its compressed-air and exhaust 
system. 

Stanley & Patterson, New York city, 


exhibited a very complete line of elec-. 


trical devices and afforded a timely 
demonstration of the new Patterson wire- 
less battery holder. 

The Tel-Electric Music Campany, New 
York city, equipped a suite of rooms with 
its electrical piano players. 

The exhibit of the New York Edison 
Company was one of the most decorative 
features of the show. Elaborate reception 
headquarters were established, and a host 
of representatives was on hand to afford 
information to those seeking knowledge 
of the utility and desirability of electric 
service. 

The Simes Company, New York city, 
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exhibited a very complete line of fixtures 
for tungsten lamps. 

The United Electric Light and Power 
Company, New York city, made a very 
comprehensive display of alternating-cur- 
rent apparatus. This included everything 
from heavy-duty elevator motors and in- 
dustrial presses to incubators and 
brooders. In the company’s historical ex- 
hibit there were shown a number of very 
amusing toys which acted peculiarly under 
the action of the alternating current. 
There was also in one corner of the booth 
an induction motor running submerged 
in water. The alternating-current light- 
ing display was particularly effective, and 
afforded a very successful demonstration 
of the adaptability of the metallic-fila- 
ment lamps to this service. 

The Watson-Stillman Company, New 
York city, exhibited a fine line of motor- 
driven tools. 

The Empire City Subway Company, 
New York city, made a fine exhibit of 
poles, cables, manholes and cable runs, 
and a complete welding and track-laying 
equipment mounted on a steel-truss truck. 

The New York Times tendered the use 
of its searchlight during the show, and 
also maintained a wireless telegraph serv- 
ice in connection with the Marconi Wire- 
less Telegraph Company. A motor-driven 
Mergenthaler linotvpe was used to com- 
pose messages as received, and these were 
taken hot from the machine and placed 
on a motor-driven printing press and dis- 
tributed to those in attendance. 

The Moore tube light, manufactured by 
the Moore Electrical Company, of 
Newark, N. J., illuminating the lobby of 
the Garden. 

One of the features of the show was 
the historical exhibit and the prize essay 
competition which was conducted by the 
Educational Committee and the General 
Advisory Board in connection with the ex- 
hibition, 

The show is scheduled to run until 
Wednesday, October 14. 

A 
Electrical Supplies for the 
Navy Department. 

The Bureau of Supplies and Accounts 
will open bids in Washington, D. C., on 
October 13 for the following electrical 
material: Miscellaneous cable, 11,700 
feet of telephone cable, miscellaneous 
electrical supplies. for deliverv at Nor- 
folk, Va.; miscellaneous conductor, 8,000 
feet of silk and cotton lamp cord, mis- 
cellancous electrical supplies, and 500 
porcelain tubes, for delivery at Annapolis, 
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THE ARKANSAS ASSOCIATION OF 
PUBLIC UTILITIES OPERATORS. 


FIRST ANNUAL CONVENTION, HELD AT 
LITTLE ROCK, ARK., SEPTEMBER 
17 AND 18. 


| 


The first annual convention of the 
Arkansas Association of Public Utilities 
Operators was held at Little Rock, Ark., 
September 17 and 18. The association 
was welcomed to the city by Mavor Will- 
iam R. Duley. President D. A. Hegarty, 
in his opening address, called attention to 
the necessity of appointing a committee 
which could confer with the state legis- 
lative committees upon questions affecting 
the public utilities corporations. Mr. 
Hegarty also made suggestions concerning 
meetings of the executive committee, and, 
in the name of the association, thanked 
the associate members for their activity 
and the support which they had given 
to the work of organization. 

A paper was presented by B. C. Fowles, 
entitled “Source of Supply of Water for 
Municipalities.” This paper described the 
conditions of water supply in the state of 
Arkansas, and the author gave a great 
many practical suggestions with regard 
to the utilization of driven wells. 

A paper entitled “Roadbed Construc- 
tion and Pavement” was presented by 
Edwin Hardin. An abstract of this paper 
follows: 

During the past decade the necessity 
for permanent-track construction for 


paved thoroughfares has reached the) 


street-car companies of the South and 
West even in the cities of comparatively 
small population. Not many years since 
want of practical experience, with a con- 
siderable variety in both material and 
method to choose from, caused great diver- 
sity in roadbeds. In this way every pos- 
sible manner of construction and charac- 
ter of material has been thoroughly tested. 

However, the application of the knowl- 


edge gained by actual experience is greatly 


hindered in many instances by city ordi- 
nances, specifying classes of rails, road- 
bed and tie methods that have proved un- 
satisfactory. It is the want of accurate 
knowledge and the want of confidence 
in the sincerity of strect-car companies on 
the part of the city law-makers that delay 
the use of methods that have proved them- 
selves superior to all others. 

This article will be confined to a brief 
sketch of the factors that go into build- 
ing a permanent track suitable for all 
conditions and which has been generally 
accepted as the most economical in the 


long run. 


ELECTRICAL REVIEW 


The subgrade should have at least ten 
inches of ballast, with a bottom course 
of No. 4 crushed rock, fully six inches in 
depth, topped to the level for the recep- 
tion of ties with finer crushed rock, and 
should be well tamped. The coarse rock 
at the bottom will assist in drainage, 
which is very important, and every ad- 
vantage should be taken of all opportu- 
nities to run tile from the subgrade into 
the city drainage. On account of the 
necessity for drainage, no concrete should 
enter into the composition of the sub- 
grade. 

Tie construction is alwavs feasible and 
always reliable, and the tendency is to 
return to ties after a trial of stringer con- 
struction—wherever ordinances do not 
prevent. The treated tie may now be ac- 
cepted as the most satisfactory for the 
permanent bed, especially where paving 
is used. Not only are treated ties. thor- 
oughly satisfactory, but also they are the 
cheapest in the long run. This is par- 
ticularly true where tie-plates are used, 
and their use always is advisable. With 
ties placed twenty-one inches between cen- 
tres there is no necessity for tie-rods, ex- 
cept where especially high rails are re- 
quired, l 

Only the standard T-rail may be con- 
sidered as satisfactory for general use. 
This section presents the best form of rail 
vet devised. It has the most economical 
disposition of weight, is thoroughly adapt- 
able to all conditions of traffic and rolling- 
stock construction, and at the same time 
does not require expensive factory-made 
curves. 

The use of girder and grooved rails is 
now almost limited to meet requirements 
of ordinances enacted without regard for 
the valuable practical experience of recent 
years. Even where unusually high rails 
are specified, the T-rail is still the most 
satisfactory when considered from every 
standpoint. 

A standard T-rail varving in weight 
from sixty pounds to ninety pounds, con- 
sidering traffic and team travel as well as 
number, weight and speed of ears, will 
meet all conditions, 

The sixty-foot rail is better than the 
shorter one for obvious reasons—the dura- 
tion of the rail itself, smooth riding sur- 
face, ease on rolling stock and the lesser 
number of joints. 

The bonds are one of the most impor- 
tant factors in construction, The pro- 
tected bond is the most satisfactory and 
is the only bond that may be considered 
permanent, fn placing bonds the bend 
terminals and the reception holes in the 
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rails should both be thoroughly tinned. 
Next, the terminals should be well 
soldered and then allowed to cool com- 
pletely before being compressed. The 
pressure should be applied until after the 
soldering because of the vast difference 
in the relative expansion of copper and 
steel, In this way only can a perfect 
contact be effected—one that will allow 
no space for the formation of verdigris, 
cause no undue loss in the transmission 
of current and not require further ex- 
pense in maintenance. 

The under-truss or  base-supported 
joint has largely solved the vexatious 
problem of joints. In the angle-bar and 
fish-plate joints, with all the protection 
of spring nut-locks, ete., bolts will stretch 
with use and the unavoidable stresses will 
make themselves evident. With the under- 
truss or base-supported joint the lost mo- 
tion is to a great extent taken up as it 
develops. The joint holds the receiving 
rail rigid and level, thus preventing the 
pounding and wear on the ends where the 
rails are most susceptible to wear and need 
the most protection. 

After the subgrade and track have been 
completed then the entire surface of the 
prepared roadbed should be covered with 
a layer of concrete. The concrete mixture 
should be made of good standard quality 
of Portland cement in the following pro- 
portions: One part cement, three parts 
clean, sharp sand and five parts clean, 
crushed stone. This mixture should be 
used as wet as possible, but care should 
be taken that the quantity of water is not 
so great as to cause the cement to be 
washed away and wasted. When the ce- 
ment has been thoroughly tamped and 
rammed between ties it should cover the 
entire roadbed to a depth of at least six 
inches; in fact, to as great a depth as the 
rail height and dimensions of paving ma- 
terial will permit. 

The concrete should be given every pos- 
sible opportunity to set. Where conditions 
will permit, two or three days should 
elapse before the paving is placed and 
then, if possible, a week longer before 
traffic is opened. This frequently is not 
the case, but when full ten days’ time is 
given the cement in which to set then the 
very best roadbed conditions are assured. 

Upon the concrete foundation there 
should be laid a cushion of fine, sharp, 
clean sand. This should he from one and 
one-quarter inches to one and one-half 
inches deep in the centre, to three-quarter 
inch to one inch deep at the rails, thus 
allowing a one-half-inch crown. 

These considerations contemplate pav- 
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ing with blocks, brick or stone. In fact, 
paving between tracks, to be at all satis- 
factory, must be in the form of blocks be- 
cause repairs will be necessary from time 
to time regardless of every care that may 
be taken. A rigid roadbed also must be 
guarded against. 

Vitrified paving brick is the most satis- 
factory paving material. If nose brick 
are used next to the rails inside they 
should be laid as compactly as possible. 
Every tenth course should be brought to 
line and a one-inch expansion joint be 
placed every fifty feet. When the brick 
have been laid they should be well rolled 
with a roller weighing at least 1,000 
pounds. This forces them to proper sur- 
face. The expansion joints should be 
filled with a mixture of pitch and sand 
and the entire surface flooded with ce- 
ment grouting, thus completely filling 
every crack and crevice. 

No matter how light the traffic may be, 
hard centre special track work will be the 
more economical in the long run and 
much more satisfactory in use. 

The relative cost of track with material 
and methods as here described will com- 
pare very favorably with any other method 
that has been attempted when the per- 
manency of this track is considered and 
the lessened cost of maintenance and wear 
on rolling stock are credited to the orig- 
inal cost as time elapses. 

A paper entitled “Advantages and Dis- 
advantages of Tungsten Lighting to 
Central Stations” was presented by T. R. 
Phillips. Mr. Phillips compared the 
tungsten lamp with other forms of illu- 
mination, and said that, in his opinion, 
the customers should be fully informed 
regarding the possibilities of the new 
lamp. He believed that this information 
should come from the lighting company, 
rather than from any outside source. If 
the lighting companies failed to push the 
new lamp, the consumer would naturally 
feel that the company was not in sym- 
pathy with the high-efficiency unit and 
was trying to hold off because of a more 
attractive revenue which was possible 
with the older forms of lamps. He 
thought that the tungsten lamp was very 
valuable in meeting competition and in 
getting business which was not heretofore 
available. He cited examples where, by 
the introduction of the tungsten lamp, 
dissatisfied customers had been retained. 
In one case, where a customer had an in- 
stallation with a total equivalent of forty- 
mine sixteen-candle-power lamps, he be- 
came dissatisfied and threatened to dis- 
continue the use of the electric service. 
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His installation was replaced with tung- 
sten lamps, which reduced the installation 
to an equivalent of eighteen sixteen- 
candle-power lamps. The bill was re- 
duced from $28 to $15 per month. While 
this looked like a loss of revenue it 
amounted in the end to a loss of only 
$13; and, in addition, the customer was 
so well satisfied that he paid for the entire 
change in installation. 

The entire session on Friday morning, 


September 18, was given up to a discus- 


sion of topics of interest to the public 
utilities operators. President Hegarty. 
opened the discussion on the subject of 
charging renewals of incandescent lamps 
to maintenance expense. Within the last 
few years bankers buying the bonds of 
electric lighting companies in Arkansas, 
and trust companies, in underwriting 
mortgages, were insisting upon a main- 
tenance expenditure of ten per cent in 
order that the property might be kept in 
first-class condition. In a great many 
installations it was difficult to meet this 
ten per cent charge unless the cost of 
renewals and similar repairs could be 
charged in as maintenance. This matter 
clicited a vigorous discussion, and the con- 
sensus of opinion seemed to be in favor 
of swinging the item for incandescent- 
lamp renewals into the maintenance 
charge. In some central stations the cost 
of free renewals amounted to two and one- 
half and three per cent. If this cost were 
charged to maintenance it would facilitate 
the figuring in of a ten per cent main- 
tenance charge. 

Several of the speakers were of the 
opinion that the renewal of incandescent 
lamps was practically of the same order 
as the trimming of are lamps and the re- 
newing of carbons. There was, however, 
a considerable difference of opinion, and 
it was finally suggested that the matter 
be referred to the National Electric Light 
Association at a subsequent annual con- 
vention. 

Another subject which was given con- 
siderable discussion was that of public 
utility corporations dealing with political 
matters. Of course, where a municipal 
plant is involved it is a political issue, 
and some of the members deplored the 
fact that political interference sometimes 
took such a turn that the operators were 
unable to carry out the demands made 
upon them by the city council. After a 
lively discussion it was concluded that 
the opportunity for successful municipal 
operation was slight, because of the rota- 
tion in office. In some of the towns the 
matter of the municipal lighting property 
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became a direct issue, one party favoring 
the continuance of the municipal lighting 
scheme, and the other party favoring sell- 
ing the property to private individuals. 
One instance was mentioned of a town 
where a municipal electric lighting plant 
supplies the city lighting. On a moon- 
light schedule it was claimed that the 
operating expenses were about $39.50 per 
light. The corporation in this town could 
not meet this price because the municipal 
plant was not charged with taxes nor was 
anything set aside for depreciation. 

It was unanimously voted that the 
present, officers ofthe association remain 
in office for the ensuing year. Hot 
Springs, Ark., was selected as the next 
place of meeting, the date to be decided 
by the executive committee. 

After extending a vote of thanks to the 
Marion Hotel Company, of Little Rock, 
and the Little Rock Railway and Elec- 
tric Company, for courtesies extended 
during the convention, the meeting was 
adjourned. 

The officers of the association are: 
D. A. Hegarty, Little Rock, president ; 
J. E. Cowles, Hot Springs, secretary. 

— .—_«@<—. -— 
Fall Meeting of the New 
York Efectrical Society. 

The opening meeting of the New York 
Electrical Society for the season 1908-09 
will be held in the concert hall of Madi- 


son Square Garden on Monday, October - 


12, at 8.30 P. M. 

William Maver, Jr., will deliver a half- 
hour address on “The Dramatic Phases of 
the Early Cable Work,” giving a succinct 
account of the early progress of sub- 
marine-cable laying, leading up to the 
making and laying of the cables of 1858 
and 1866. This address will be illus- 
trated with lantern slides showing the 


prominent features of this work and those 
engaged in it. 


Through the courtesy of the Electrical 


Show, the members of the New York Elec- 
trical Society will visit the exhibition 
after the meeting free of charge, and will 
be welcomed at the society’s headquarters 
in the northeast corner of the building. 
—_<-@-—___. 

Suit has been brought in Common Pleas 
Court in Cleveland by the Cleveland Rail- 
way Company for $220,134 quarterly rent 
for the street railway lines leased to the 
Municipal Traction Company. This rent, 
tendered September 30 by the Municipal 
Company under condition that the money 
be used in declaring a dividend to Cleve- 
land Railway stockholders, was refused by 
the Cleveland Railwav under these condi- 
tions, formal demand for its pavment Oc- 
tober 1 being made, 
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Seeing by Wire. 

The problem of seeing by wire, which 
has occupied scientists and inventors for 
many years, seems to be in a fair way of 
being solved, says the Umschau (Leipsic), 
September 12, by a new method recently 
devised by Mr. Armengaud, the well-known 
president of the French Aeronautical 
Society. The property of selenium in 
changing its conductivity according to the 
intensity of light rays striking it is made 
use of in the electrical transmission of 
an image. In natural vision an image is 
produced in the eye by the different light 
values of an object and the problem is, 
so to speak, to construct of selenium an 
artificial retina which will receive its 
impressions from the electrical current 
variations in @ circuit in which it is con- 
nected. At the distant end of the circuit 
the corresponding light impressions must 
be reproduced by the current variations; 
but, in order to create an image in the 
eye, the different light impressions must 
be produced simultaneously, while those 
transmitted by wire succeed each other. 
This difficulty can only be overcome by 
subjecting the selenium cell to all the 
light rays emanating from an object with- 
in one-tenth of a second, that is, within 
the time necessary for the retina to be 
affected by an image. In the receiver the 
last light impression must arrive before 
the first one is extinguished. This neces- 
sary speed in the transmission and recon- 
struction of an image has so far been 
an unsurmounted obstacle. Armengaud’s 
method was suggested by the cinemato- 
graph, and is based on the ingenious 
mechanism by which the films receive 
their rapid, intermittent motion. He 
first produces, on the frosted glass plate 
of a camera, a real image of the object 
to be transmitted. Then he divides the 
image into small squares, the light from 
each of which is thrown on the selenium 
cell in rapid succession during definite 
and equal time intervals. The variation 
in the electric current is produced ex- 
clusively by the light emanating from the 
exposed square, independently of the 
duration and effect on the selenium cell; 
this is of importance. Al] the squares 
comprising an image are exposed in less 
than one-tenth of a second. The process 
is as follows: Two endless bands move in 
front of the glass plate in the manner of 
cinematographic films, one in a horizontal 
and the other in a vertical direction. 
Each of them is provided with slots at 
equal distances. At the point where the 
slots cross each other a square of the 
image is exposed to the light, and by the 
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combined movement of the two bands a 
correct succession of the exposed squares 
is brought about. One difficulty was the 
well-known sluggishness of selenium to 
return to its original condition after illu- 
mination, which would cause a distortion 
of the succeeding light impressions, and, 
in order to prevent this, a series of elc- 
ments are so arranged that they will be 
exposed to the light beam in rotation. 
For the retransformation of the electrical 
current variations into light effects 
Armengaud intends to utilize Belin’s 
method together with a Blondel oscillo- 
graph and a color scale; that is, the elec- 
trical current variations are transmitted 
to a small mirror in a magnetic field. 
Light rays are made to strike the mirror 
and are reflected by a system of lenses to 
a screen, where they appear, according to 
the strength of the electric current, as a 
series of more or less strong light effects 
in extremely rapid succession; that is, 
as an image. At the present time Armen- 
gaud is engaged in practically testing his 
apparatus; but whatever his results may 
be, it appears certain that his labors in- 
dicate the solution of this difficult prob- 


lem. 
—_—— 2 a a 


The Illuminating Engineer- 
ing Society. 


The second annual convention of the 
Illuminating Engineering Society was 
held at Philadelphia, Pa., on Monday and 
Tuesday, October 5 and 6. Headquarters 
were established at the Hotel Walton, and 
sessions were held on the morning and 
afternoon of both days. The following 
programme was announced : 

Monday, October 5, at 10.30 a. M.— 
Address of welcome, Hon. John E. Rey- 
burn, mayor of Philadelphia. Presi- 
dential address, Dr. Louis Bell—A study 
of the problem of street lighting in its 
broader aspects, especially with reference 
to the choice and placing of lamps in their 
relation to effective illumination. Report 
of Committee on Nomenclature and 
Standards, presented by Dr. A. C. Hum- 
phreys, president Stevens Institute. 

On Monday, October 5, at 8 P. Įm., the 
following papers were presented: 

“Modern Gas Lighting Conveniences,” 
by T. J. Little, Jr. 

“Illuminating Value of Petroleum 
Oils,” by Dr. A. H. Elliott. 

“Street Lighting Fixtures: Gas and 
Electric,” by H. Thurston Owens. 

“Structural Difficulties in Installation 
Work,” by James R. Strong. 

“Architecture and Illumination,” by 
Emile G. Perrott. 
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On Tuesday, October 6, at 9.30 a. M., 
the following papers were presented : 

“Intensity of Natural Illumination 
Throughout the Day,” by Leonard J. 
Lewinson. 

“The Integrating Sphere in Industrial 
Photometry,” by Dr, Clayton H. Sharp 
and Preston S. Millar. 

“The Ives Calorimeter in Illuminating 
Engineering,” by Dr. Herbert E. Ives. 

“Calculating and Comparing Lights 
from Various Sources,” by Carl Hering. 

“The Calculation of Illumination by 
the Flux of Light Method,” by J. R. 
Cravath and V. R. Lansingh. 

On Tuesday, October 6, at 2 P. M., 
these papers were taken up: 

“Street Lighting with Gas in Europe,” 
by E. N. Wrightington. 

“Design of the Illumination of the New 
York City Carnegie Libraries,” by L. B. 
Marks. 

“Engineering Problems in Illumina- 
tion,” by Alfred A. Wohlauer. 

“Intrinsic Brightness of Lighting 
Sources,” by J. E. Woodwell. 

“Some Experiments on Reflection from 
Ceiling, Walls and Floor,” by V. R. Lan- 
singh and T. W. Rolph. 

“The Relation Between Candle-Power 
and Voltage of Different Types of In- 
candescent Lamps,” by Francis E. Cady. 

— 0 
Electricity in Mines. 

Kurt Perlewitz is the author of a series 
of articles in the Elektrotecnische Zeit- 
schrift, August 20 and 27 and Septem- 
ber 3, treating on the electrical equip- 
ment of the “Konig Ludwig” coal mines 
in Recklinghausen, Germany. There are 
several power plants operating in parallel, 
using reciprocating engines, turbines and 
waste gas engines. The latter are of the 
four-cycle type and use coke-oven gas. 
The steam for the reciprocating engines 
and turbines is generated by means of 
coke-oven gas, which passes through fire- 
brick-lined ducts to a bank of boilers of 
the combined Lancashire and return tubu- 
lar type. Steam is generated under ordi- 
nary conditions at 115 pounds and 570 
degrees Fahrenheit superheat. By using 
the lower section only (Lancashire boiler) 
the steam is raised to 175 pounds. The 
second article treats on the switch gear 
and transformers. The third article 


covers the description of power plant 
No. 2, containing reciprocating and gas 
engines. (Power plant No. 1 contains 
turbines.) The generators are 500 kilo- 
volt-amperes, 5,200-volt, fifty cycles. In 
plant No. 2 the double bus-bar system 18 
used, while in No. 1 the ring system 18 
used. 
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Street Railway Week. 


Conventions of the American Street and Interurban Railway Association, the Accountants’ Association, the 
Engineering Association, the Claim Agents’ Association, and the Transportation and Traffic 
Association, Atlantic City, N. J., October 12-16. 


HE annual convention of the Ameri- 
can Street and Interurban Railway 
Association and its affiliated and al- 

lied associations will be held at Atlantic 
City, N. J., October 12, 13, 14, 15 and 16. 
The American Street and Interurban Rail- 
way Manufacturers’ Association is making 


. great preparations for a magnificent ex- 


hibit, which will cover the entire area of 
Young’s million-dollar pier. One hun- 
dred and fifty different companies have al- 
ready been assigned exhibit space. The 
association booth for the registration and 
information of delegates and guests to all 
of the associations will be located at the 
Boardwalk entrance to the pier. The 
Manufacturers’ association will also have 
a booth at the same place, which will take 
care of similar matters relating to the 
exhibitors and the members of that or- 
ganization. 

All of the meetings of the American as- 
sociation and of the Transportation and 
Traffic Association will be held in the 
Greek Temple, near the outer end of the 
convention pier. The Accountants will 
hold their two sessions on Wednesday, at 
the Chalfonte Hotel, and their Thursday 
and Friday sessions in the Aquarium 
Court Hall, near the Boardwalk end of 
the convention pier. The Engineers will 
hold their Tuesday and Wednesday ses- 
sions in the Aquarium Court Hall, and 
their Friday session in the Greek Temple. 
The Claim Agents will hold all of their 
sessions at the Traymore Hotel. 

The following programme has been an- 
nounced : 

ACCOUNTANTS’ ASSOCIATION. 

Tuesday, October 13—2 to 5 P. M.— 
Registration and badges. 

Wednesday, October 14—9.30 a. M. to 
12.30 P. M.—Convention called to order. 
Annual address of president. Annual re- 
port of executive committee. Annual re- 
port of secretary-treasurer. Paper—‘Or- 
ganization of the Accounting Department 
of an Electric Railway and Light Com- 
pany,” by A. R. Patterson, general auditor 
Savannah Electric Railway Company, 
Savannah, Ga. Report of Committee on 
Collection of Blanks and Forms, by 
Elmer M. White, secretary Accountants’ 
Association, Brooklyn, N. Y. Appoint- 


ment of Convention Committee. New 
business. 


Wednesday, October 14—1 r. m.—“Get 
together luncheon.” 

Thursday, October 15—9.30 a. M. to 
12.30 r. M.—Paper—“Interline Account- 
ing of Interurban Railways,” by W. H. 
Forse, Jr., secretary and treasurer Indiana 
Union Traction Company, Anderson, Ind. 
Paper—“Accounting Methods of a Hold- 
ing Company,” by P. S. Young, comp- 
troller Public Service Railway Company, 
Newark, N. J. Report of Committee on 
Standard Classification of Accounts and 
Form of Report. Report of Committee 
on International Standard Form of Re- 
port. Appointment of Nominating Com- 
mittee. 

Friday, October 16—9.30 a.m. to 12.30 
P. M— ‘The Effect of Electrification on 
the Accounting Methods of Steam Rail- 
ways,” by A. B. Bierck, general auditor 
Long Island Consolidated Electrical Com- 
panies, Long Island City, N. Y. Reports 
of convention committees. Report of 
Nominating Committee. Election of 
officers. Installation of officers. Ad- 
journment. 

ENGINEERING ASSOCIATION. 

Tuesday, October 13—9.30 a. M. to 
12.30 P. M.—Registration and badges. 

Tuesday, October 13—2 P. M. to 5 P. M. 
—Convention called to order. Annual 
address of president. Annual report of 
executive committee. Annual report of 
secretary-treasurer. Appointment of con- 
vention committees. Report of Commit- 
tee on Maintenance and Inspection of 
Electrical Equipment. 

Wednesday, October 14—9.30 a. m. to 
12.30 P. M.—Report of Committee on 
Standardization. Report of Committee 
on Power Generation. 

Wednesday, October 14—2 P. m. to 5 
P. M.—Report of Committee on Control. 
Appointment of Nominating Committee. 
Report of Committee on Power Distribu- 
tion. 

Thursday, October 15—9.30 a. M. to 
12.30 P. M.—Exhibition of exhibits. 

Thursday, October 15—2 P. M. to 5 
P. M.—Inspection of exhibits. 

Friday, October 16—9.30 a. M. to 12.30 
P. M.—Report of Committee on Car and 
Car-House Wiring. Report of Committee 
on Operating and Storage Car-House De- 
signs. Question box. 

Friday, October 16—2 P. M. to 5 P. M. 


—Report of Committee on Way Matters. 
Report of Committee on Economical 
Maintenance. General business. Report 
of Nominating Committee. Election of 
officers. Installation of officers. Ad- 
journment. 

CLAIM AGENTS’ ASSOCIATION. 

Monday, October 12—9.30 a. M. to 
12.30 P. M.—Registration and badges. 

Monday, October 12—2 P. M. to 5 P. M. 
—Convention called to order. Annual ad- 
dress of the president. Annual report of 
the executive committee. Annual report 
of the secretary-treasurer. Appointment 
of convention committees. 

Tuesday, October 13—9.30 a. m. to 
12.30 P. M.—Paper—“The Organization 
of a Claim Department for a Small or 
Moderately Large Company, Including a 
School of Instruction as a Means of Pre- 
venting Accidents,” by Francis J. Ryan, 
M.D., Syracuse Rapid Transit Railway 
Company, Syracuse, N. Y. Paper—“The 
Claim and Its Disposition,” by Peter C. 
Nickel, claim agent New York City Rail- 
way Company, New York, N. Y. 

Tuesday, October 13—2 P. m. to 5 
P. M.—Paper—“Uniformity in Claim De- 
partment Records and Accounts,” by John 
J. Reynolds, claim agent Boston Elevated 
Railway Company, Boston, Mass. Paper 
—“The Duties of Claim Agents and Other 
Officials of Quasi-Public Corporations to 
the Public,” by Eugene R. Roberts, at- 
torney Knoxville Railway and Light Com- 
pany, Knoxville, Tenn. Appointment of 
Nominating Committee. 

Tuesday, October 13—8 P. m.—Social 
smoker and entertainment. (Place to be 
announced later.) 

Wednesday, October 14—9.30 a. m. to 
12.30 P. M.—Question box. Discussion— 
“The Medical Side of the Prevention of 
Accidents.” General business. Reports 
of convention committees. Report of 
Nominating Committee. Election of 
officers. Installation of officers. Ad- 
journment. | 
TRANSPORTATION AND TRAFFIC ASSOCIA- 

TION. 

Monday, October 12—9.30 a. m. to 
12.30 P. M.—Registration and badges. 

Monday, October 12—2 P. m. to 5 P. M. 
—Convention called to order. Congratu- 
latory address by the Hon. W. Caryl Ely. 
Annual address of the president. Report 
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of organization meeting. Annual report 
of the executive committee. Annual re- 
port of the secretary-treasurer. Appoint- 
ment of convention committees. Reports 
of special committees. Paper—“How Can 
a Small Road Best Promote Traffic and 
Increase Its Revenue?” by Ernest Gon- 
zenbach, general manager Sheboygan 
Light, Power and Railway Company, She- 
boygan, Wis. Report of Committee on 
Training of Employés. 

Tuesday, October 13—9.30 a. m. to 
12.30 P. M.—Paper—“Carrying of United 
States Mail on Electric Railways, Its Ad- 
vantages and Disadvantages, and the 
Compensation Therefor,” by C. H. Hile, 
assistant to vice-president Boston Ele- 
vated Railway Company, Boston, Mass. 
Report of Committee on Freight and Ex- 
press. Paper—“Progress to Date in Car- 
rying Freight and Express Matter by 
Electric Koads—Some Mistakes that 
Have Been Made and Their Remedy,” by 
C. V. Wood, general freight and passenger 
agent New England Investment and 
Security Company, Boston, Mass. 

Wednesday, October 14—9.30 a. M. to 
12.30 P. m.—Appointment of Committee 
on Nominations. Symposium—“The Pos- 
sibilities of a Well-Conducted Publicity 
Department,” by George Sabin Brush, 
clerk transportation department Boston 
Elevated Railway Company, Boston, Mass. ; 
B. R. Stephens, general traffic manager 
Illinois Traction System, Springfield, Ill. ; 
Charles E. Flagg, department of publicity 
Inland Empire System, Spokane, Wash. ; 
George H. Gall, publicity manager Wash- 
ington, Baltimore & Annapolis Electric 
Railway Company, Baltimore, Md.; 
Charles W. Lamb, advertising expert, Mil- 
waukee, Wis. Report of Committee on 
Interurban Rules. 

Thursday, October 15—9.30 a. m. to 
12.30 P. mM.—Paper—“The Operation of 
' Multiple- Car Trains on Interurban 
Roads,” by D. F. Carver, receiver Trenton 
& New Brunswick Railroad Company, 
Trenton, N. J. Report of Committee on 
Passenger Traffic. Report of Committee 
on Rules for City Operation. General 
business. Report of Nominating Com- 
mittee. Election of officers. Installation 
of officers. Adjournment. 

The Manufacturers’ association has 
practically completed its plans for enter- 
tainment during the convention, and the 
detailed arrangements will appear in the 
official programme. On Monday evening 
occurs the annual carnival of the Atlantic 
City Business League. On Tuesday even- 
ing the annual reception will be held at 
the Marlborough-Blenheim Hotel. The 
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amateur vaudeville performance will be 

given at the Savoy Theatre on Wednesday 

evening, two theatres have been engaged 
for Thursday evening and a musical en- 
tertainment occurs at the Marlborough- 

Blenheim on Friday evening. In addi- 

tion, there will be several afternoon 

entertainments for the ladies during the 
convention week. 
— 0M : 

The Conservation and Use of 
Water-Power Resources. 
In a previous article under the above 

title, in the Engineering Magazine (New 

York), October, the author, H. von Schon, 

proposed a plan for Federal, state and cor- 

porate action in the conservation and de- 
velopment of water-power resources. In the 
present article the extent of the influence 
conservation might exercise on national 
economic conditions is taken up. Mr. 
von Schon has designed power plants on 
some of our southern rivers within recent 
years where the flood-flow volume is 100 
times the normal flow. The adaptation 
of hydroelectric installations to such con- 
ditions presents problems that can be met 
only by special and costly works and safe- 
guards. Great loss of efficiencies of the 
generating equipment can not be avoided 
during the periods of excessive fluctua- 
tions of flow, while continuous output can 
be secured only by the aid of large aux- 
iliary power installations. All stream 
flow has its origin in so much of the pre- 
cipitation as is not evaporated, this term 
embracing the quantity of moisture ab- 
sorbed by vegetation and that which 
evaporates. The residue of precipitation 
runs off the surface immediately or sinks 
into the ground, whence it feeds gradually 
into the stream channels. The ratio of 
surface run-off to ground-storage supply 
depends entirely upon the surface and 
subsurface characteristics. A forested 
area, with its deep layer of leaves, brush 
and humus, is a sponge which becomes 
saturated with water, and is a natural 
storage reservoir. The foliage canopy of 
the trees breaks the force of the down- 
pouring rain, which reaches the ground 
gradually; and finally the snowfall re- 
mains in the forest to melt gradually, and 
then sink into the ground. Water waste, 
with collateral flood destructions of life 
and property through constantly increas- 
ing erosions of fruitful top soil, was 
recognized and acted upon by some of the 

Wuropean countries hundreds of years ago. 

Switzerland, in 1680, enacted a forest 

conservation statute. Twenty per cent of 

the republic’s area is in conserved forests, 
some 2,000,000 acres. ‘The cost of main- 
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tenance and supervision is $1.32, and the 
net revenue $2.25 per acre annually. 
Germany’s forest area is 35,000,000 acres, 
and its sysfem of forest preservation was 
inaugurated 150 years ago. France has 
23,000,000 acres of forests, all under 
admirable preserve laws. The combined 
population of these two countries exceeds 
that of the United States by about 15,- 
000,000. They now expend annually on 
forest preservation some $11,000,000, and 
enjoy a net revenue of about $30,000,000: 
while the United States forestry expendi- 
tures last year aggregated $1,400,000, and 
the revenue was $130,000. The total — 
forest area of this country aggregates 
600,000,000 acres, of which about 150,- 
000,000 acres are now under federal and 
state forest reserve protection. The total 
timber consumption to-day is nearly three 
times the total annual new growth, and 
water conservation by the aid of the 
forests does not look very promising for 
the near future. Prompt relief can be 
had only by the storing of the largest 
practicable flood-run-off per cent and the 
distribution of this quantity during the 
dry season. With the conserving of the 
forests and the water-power resources, the 
country will naturally come back to the 
greater utilization of its inland water- 
ways. Railroads can not keep up with 
the enormous rapidity of progress, and to 
meet the greater transportation require- 
ments of the future, inland water trans- 
portation will have to be developed. In- 
land waterways and electric traction are 
dcstined to become the chief transporta- 
tion methods of the future, and the de- 
velopment of both of these is a collateral 
consequence of the conservation of water 
and of the water-power resources.- 


—_—_—__-@—-——__—_—. 
American Institute of Elec- 


trical Engineers Catalogue 
of Wheeler Gift. 


The bibliographical catalogue of the 
books, pamphlets and periodicals of the 
celebrated Latimer-Clark collection pre- 
sented by Dr. Schuyler Skaats Wheeler to 
the American Institute of Electrical En- 
gincers has just been completed and is 
about to go to press. This critical cata- 
logue has been in preparation for the past 
six years under the direction of W. D. 
Weaver, with the collaboration of Brother 
Potamian, of Manhattan College, and a 
number of other authorities here and 
abroad. The expense of this unique work 
has been defrayed by Andrew Carnegie. 
As soon as the book comes from the press 
it will be distributed to the members of 
the Institute, who, according to the deed 
of gift of the library, are entitled to the 


l catalogue. 
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THE DISCOVERY AND DEVELOPMENT 
OF THE LAWS OF THERMO- 
DYNAMICS. '— Il. 


BY DUGALD CLERK. 


(Concluded. ) 


We now come to Siemens’s paper “On 
the Conversion of Heat Into Mechanical 
Effect,” and for the first time we find the 
engineer guided by an intelligible prin- 
ciple. Siemens discussed the material 
theory of heat, and accepted unreservedly 
the dynamical theory, for which he gives 
a large measure of credit to Joule. This 
is the first of the institution papers in 
which I find the name of Joule. Siemens 
mentions Carnot, Clapeyron, Holtzman, of 
Mannheim; Joule, Helmholtz, Meyer, 
Rankine and Professor Thomson. Cu- 
riously enough, although Siemens men- 


tions Carnot and the other philosophers ` 


who dealt with the Carnot principle, in- 
cluding Thomson, he does not appear at 
this date—May 17, 1853—to have realized 
himself the effect of the law of Carnot 
upon the theory of the heat engine. He 
clearly appreciated the first law, and gives 
the mechanical equivalent of heat as de- 
termined by Joule at 770 foot-pounds, 
and by Thomson’s formula as 772 foot- 
pounds, but in his discussion of the prin- 
ciples of the heat engine he is of opinion 
that a perfect engine is ideally possible 
giving 770 foot-pounds for each Fahren- 
heit heat unit employed. This is clear 
from a table found on page thirty-three 
of the paper, which I reproduce: 


SIEMENS’S TABLE OF 1853. 
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He apprehends the mechanical equiva- 
lent of heat, but he still appears under 
the impression that if heat be added to a 
certain upper temperature and expansion 
take place until the original temperature 
is reached, then he has a perfect engine 
indicating the full result of Joule’s me- 
chanical equivalent. He sees, however, 
Sp th os a aaa a 

"Presidential address delivered to the Engineering 


eaten of the British Association for the Advancement 
of Science, Dublin, September 3. 
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that the old theory of the regenerator is 
quite wrong. He states: 

“The cause of the failure of Mr. Stir- 
ing’s engine in practice may apparently 
be traced chiefly to insufficiency of heat- 
ing surface, occasioned apparently from 
misapprehension of the principle involved, 
it having been thought that the same heat 
would serve over and over again to pro- 
duce power, and that the necessary ex- 
penditure of heat consisted only in the 
mechanical loss by imperfect action of the 
respirative plates, which were approached 
to each other to the utmost limits con- 
sistent with an unobstructed passage of 
the air. By the aid of the dynamical 
theory of heat it has been shown that 
there is another and far more important 
expenditure of heat which should have 
been provided for.” 

Siemens, in the discussion, rightly up- 
held the regenerator as useful, but saw 
that there were limitations to its use. Mr. 
Hawksley contended that the regenerator 
was useless. Mr. Pole considered that the 
regenerator was useful, but he did not 
definitely adopt the mechanical theory of 
heat. He stated: 

“It must be allowed that the general 
action of caloric in producing power was 
still involved in much obscurity. The 
heat was often considered in reference to 
its quantity only, but it was certain also 
that its intensity performed a very impor- 
tant part; and it had even been surmised 
that power might be obtained by the re- 
duction of intensity alone, without any 
change of quantity.” 

Armstrong concurred with Siemens and 
Pole. He believed in the utility of the 
regenerator, limited as described by both. 
Edward Woods certainly understood 
Siemens to have given 772 foot-pounds as 
the efficiency of an ideal heat engine, be- 
cause he stated that this showed there 
was still great room for improvement in 
engines. E. A. Cowper had clear ideas. 
He said: 

“Steam, or gases, in expanding, and so 
giving out power, lost’ heat. Part of the 
sensible heat became latent in the produc- 
tion of power, and this heat could only 
be recovered by expending the power al- 
ready produced in again condensing the 
steam back to its original bulk, when the 
latent heat again became sensible.” 

This discussion, then, puts us in the 
position of engineers at the date of the 
last meeting referred to—May 17, 1853. 
Of all the distinguished engineers who 
spoke, Siemens alone had thoroughly ap- 
prehended the value of Joule’s results, and 
understood the full bearing of the me- 
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chanical equivalent of heat. He had not, 
however, understood Carnot’s reasoning 
on the Carnot cycle, or Thomson’s deduc- 
tions from Carnot. He was under the 
impression that heat added in any way to 
a working fluid, raising the temperature, 
could be entirely converted into work by 
a sufficient expansion. He had not appre- 
ciated that, even if expansion be carried 
far enough to reduce the temperature to 
the original temperature before heat addi- 
tion, yet complete conversion of the entire 
mechanical equivalent was impossible. 
When so able a man as Siemens had at 
this stage only reached partial enlighten- 
ment, it was evident that much hard work 
and clear thinking required to be done 
before a well-founded theory of heat mo- 
tive power could be obtained. The data 
for such a theory were accumulating; and 
one of the most interesting circumstances 
connected with these Institution of Civil 
Engineers’ papers was a communication 
from M. Regnault to Colonel Sabine, 
treasurer of the Royal Society, dated 
April, 1853, which was read at the meet- 
ing, in which Regnault stated that: 

“He was about to publish immediately 
a series of elaborate experimental re- 
searches on various subjects connected 
with the effects of heat on elastic fluids, 
the results of which would solve many 
questions long in dispute, and by means 
of which engineers might accurately cal- 
culate the effect of a given amount of 
fuel, in whatever way it was applied. M. 
Regnault communicated in anticipation 
that he had arrived at the number 0.237 
for the specific heat of air at constant 
pressure, and at 0.475 for that of steam 
under atmospheric elasticity, the specific 
heat of water being taken in each case as 
unity.” : 

True to his word, Regnault produced 
his admirable investigations and succeeded 
in solving many problems; but he did not 
settle the questions to the extent he had 
hoped. Even at the present time doubt 
arises as to the very values he gave for 
the specific heat of air and steam. The 
problem proved much more difficult than 
he had anticipated, and for modern-engine 
purposes it can not be considered as 
wholly solved now—fifty-five years later. 

This description of the position of the 
hot-air engine, as shown by the opinions 
of eminent engineers, is most useful as 
proving how much practical men were in 
need of the work of Thomson and Joule. 
It is not surprising that, of all the engi- 
neers present, Siemens appeared: to be 
alone in thoroughly grasping the new 
ideas. Thomson’s own conversion from 
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the material theory of heat to the dynam- 
ical theory was not complete until 1851, 
and although he had then succeeded in 
reconciling the ideas of Joule and Carnot, 
it is not to be wondered at that engineers 
two years later had not quite succeeded in 
grasping the combination of the two laws. 
This combination, however, supplied engi- 
neers with a new and accurate standard of 
measurement for studying and improving 
upon their heat engines, and they were by 
no means slow in grasping the help thus 
offered them by the abstract scientific 
man. The broad laws of thermodynamics 
have placed the theory of the heat engine 
in a position of certainty which was much 
needed. It would be a mistake to assume, 
however, that even the determination of 
the mechanical equivalent of heat and the 
second law of thermodynamics expressed 
in terms of an absolute thermometric scale 
had solved all the difficulties of the engi- 
neer desiring to determine the efficiency 
of his heat engines. Thomson, Joule, 
Rankine and their great Continental col- 
leagues, it is true, settled once and for 
all the broad laws of thermodynamics, but 
the Carnot cycle is a cycle which is, as 
has been repeatedly shown, an impossible 
one in practice. Accordingly, actual en- 
gines have to operate upon imperfect 
cycles. The theory of these imperfect 
cycles has been worked out mostly during 
the last twenty-five years, although Ran- 
kine made a beginning in dealing with the 
theory of the Joule air engine. For the 
first time he showed the existence of what 
might be termed a cycle of constant effi- 
ciency in the case of the Joule air engine. 
Assuming constant specific heat for the 
working fluid, he calculates the efficiency 
of what we now call a constant-pressure 
air engine between certain limits of tem- 
perature, and he gives the efficiency of the 


fluid where U = energy exerted, and 
H, = heat received, and r = ratio of 
compression and expansion: 

UL, 1, 

H, r 0.408’ 


that is, he indicates in this formula that 
the thermal efficiency is independent of 
the maximum temperature as long as that 
maximum temperature exceeds the tem- 
perature of adiabatic compression. .He 
makes no statement, however, that this en- 
gine is within a certain range independent 
of the maximum tempcrature—that is, 
that increasing maximum temperature 
does not increase efficiency. Subsequent 
work has shown that, on a simple as- 
sumption, such as constant specific heat, 
many engine cycles exist of a practicable 
nature having high theoretical efficiencics 
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where the theoretical efficiency depends 
on one thing only—the ratio of com- 
pression. Some misunderstanding has 
arisen with regard to these imperfect 
cycles, and it has even been thought that 
such imperfect cycles would be contrary 
to the second law of thermodynamics. 
Lord Kelvin himself was of this opinion 
in 1881. I vividly remember a conversa- 
tion I had with him at the Crown Iron 
Works, in Glasgow, over the results I 
had obtained from one of my early gas 
engines. I had then come to the conclu- 
sion that the Otto cycle, as ordinarily 
operated, was a cycle of constant efficiency, 
and I explained this to Lord Kelvin. He 
had not followed such cycles, and his view 
then was that no such cycle could exist, 
because he thought it was contrary to 
the second law of thermodynamics. Some 
idea of this kind has been held by many 
scientific men and has prevented the 
minute investigation of imperfect cycles of 
different kinds because of the fecling that 
the whole question of efficiency was en- 
tirely settled by the nature of the tem- 
perature limits—that is, by the maximum 
and minimum temperatures at the dis- 
posal of the engineer. It is true that 
these values, as has been shown, must al- 
ways determine the extreme limit of 
possible efficiencies between certain tem- 
peratures, and in cycles of constant 
efficiency the particular efficiency of the 
cycle is always less than the efficiency of 
a Carnot-cycle engine working between thie 
same limits of superior and inferior tem- 
peratures. The investigation, however, of 
these imperfect cycles is much more dif- 
ficult than the broad investigation of the 
genera] thermodynamic laws because it re- 
quires accurate knowledge of the proper- 
ties of the working fluid dealt with under 
conditions rendering observation exti ne- 
ly difficult. The modern interral-com- 
bustion motor is the successor to the air 
engine so fully discussed by eminent 
engineers of fifty-five years ago; and the 
forebodings of even so eminent a man as 
Faraday as to its-ultimate success have 
proved unfounded. Great difficulties have 
been encountered and many discrepancies 
have had to be explained, but a minute 
study of the nature of the working fluid 
has rendered it more and more possible 
to calculate the efficiencies to be expected 
under practical conditions. At the present 
time we can deal with almost any cycle 
or any working fluid with some fair ap- 
proximation to an accurate result. Much 
work, however, is required before all prob- 
lems of the working fluid can be said to 
be solved with regard to any heat engine. 
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Indeed, it may be said that under modern 
conditions of the use of steam even the 
properties of the working fluid—steam— 
have not yet been satisfactorily deter- 
mined. The mere question of specific 
heat, for example, of steam and its varia- 
tions of temperature and pressure is now 
under review, and important experiments 
are in progress in Britain and on the 
Continent to determine those properties. 
The properties of the working fluid of 


‘the internal-combustion motor are also 


the subject of earnest study by many 
Continental and British investigators. 
Notwithstanding all the perplexities in- 
volved in the minute study of the imper- 
fect heat-engine cycles, we are in a very 
different position to-day compared with 
the engineer of 1853. We know all the 
broad laws as to the conversion of heat 
into work or of work into heat; and, 
numerous as are the problems yet to be 
solved, we at least profit by the guiding 
light set out for us by Kelvin, Joule and 
Rankine. 
= 0 
Proposed Extension of Elec- 
tric Railway in Tokyo. 


Consul-General Henry B. Miller, of 
Yokohama, reports the following notice of 
a proposed extension of electric railway 
in Tokyo, Japan, which should be of 
interest to American manufacturers of 
electrical railway materials : 

It is stated that the Keihin Electric 
Company has practically succeeded in ob- 
taining from London capitalists a loan of 
1,000,000 yen ($996,000) wherewith to 
build a line from Aoyama terminus of the 
Tokyo Railway to Shingawa. Official 
permission was obtained some time ago, 
and the only question that remained was 
that of finance. The loan is to carry six 
per cent interest and the company will 
receive ninety-one yen ($86.27) per bond. 
It is said that this company intends to 
double its Omori Shingawa line with a 
view to the probability that the fisheries 
section of the proposed Japanese exhibi- 
tion will be established at Haneda. 

— 0 
Another Swiss-ltali 
Tunnel. 

Dispatches from Geneva state that a 
company of international financiers has 
received permission from the Swiss and 
Italian governments to bore another tun- 
nel through Mount Blanc. On the Swiss 
side it will start at Martingly, and the 
Italian outlet will be near Courmayeur. 
The distance between these points is about 
twenty-eight miles. It is estimated that 
the work will take three years, and cost 
about $14,000,000. 
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ELECTRICITY IN THE PRODUCTION OF 
SPELTER AND SULPHURIC ACID. 


THE PLANT OF HEGELER BROTHERS, 
DANVILLE, ILL. 


The plant of Hegeler Brothers, smelters 
of zinc and manufacturers of sulphuric 
acid, is located in Vermillion County, 
Illinois, about four miles from the centre 
of the city of Danville. It is located in 
the midst of the Danville coal field. The 
coal under the extensive factory property 
has never been touched and Hegeler 
Brothers have acquired extensive coal 
rights under adjoining property. 

The factory is designed for the produc- 
tion of spelter and for the manufacture 
of sulphuric acid. The ore is mainly pur- 
chased in the Joplin fields and brought to 
the plant in a concentrated form. The 
anthracite screenings must, of course, be 
brought from the East, but the bituminous 
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The power plant is located near the 
centre of the buildings and comprises a 


‘boiler room and engine room, the latter 


of which is built of reinforced concrete 
with concrete roof supported on steel 
trusses. From the power plant live and 
exhaust steam are carried to the pottery 
building where they are used for drying; 
compressed air is taken to the various 
buildings, exhaust steam is run to the re- 
pair shop for heating purposes and the 
great quantity of the exhaust is carried 
to the acid works where it enters into the 
manufacture. The main exhaust line to 
the acid works is on eight-inch spiral pipe 
insulated with magnesia and protected by 
a form of ready roofing which protects 
the covering from the weather. This line 
is carried in part on “A” frames shown 
in one of the illustrations, on which 
frames are also carried the cross-arms for 
power distribution. 
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the boiler house. From this tunnel they 
are removed by means of horse-drawn 
trucks running on tracks. 

The electrical equipment in the engine 
room consists of two three-phase, sixty- 
cycle National Brake and Electric Com- 
pany revolving-field alternators operat- 
ing at 150 revolutions per minute and de- 
livering current at 440 volts. This volt- 
age. is maintained for all power service. 
For lighting service voltage is reduced to 
110 at different points on the job. These 
generators have a capacity of 300 kilo- 
watts and 200 kilowatts, respectively. 
The engines driving the generators are of 
the Ball Engine Company’s simple four- 
valve type, the larger of the two machines 
having valves in the heads and the smaller 
valves in the barrel. The exciters are 
belted to pulleys on the engine shafts. 
The air equipment consists of two steam- 
driven Ingersoll-Rand machines, the main 
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GENERAL View OF HEGELER BROTHERS’ PLANT, DANVILLE, ILL., SHOWING A PORTION OF THE ACID TOWER, THE KILN, Power PLANT, 
PoTTeERY BUILDING, WATER TANK, REPAIR SHOPS AND FURNACES. 


coal which is used so largely in the process 
is at hand. 
. The owners of this plant were both 
connected, for many years, with the 
Matthiessen & Hegeler Zinc Company, at 
La Salle, Ill. This latter plant was the 
first manufactory of spelter and of zinc 
plate in this country. 
who brought the processes from Germany 
originally, and who is still at the head 
of the La Salle plant, is the inventor of 
practically all the modern processes for 
the manufacture of zinc. He developed 
the Hegeler calcining kiln which entirely 
revolutionized this part of the process. 
The Danville plant includes many of 
the features which were developed in the 
plant at La Salle, but also embodies many 


improvementg designed by Julius W. and 
Herman Hegeler. 


E. C. Hegeler, - 


The boiler room at present contains two 
Stirling boilers, each of 250-horse-power 
capacity, equipped with Green chain- 
grate stokers. The plan contemplates the 
ultimate installation of four additional 
boilers of the same size and type. There 
is no use of waste heat in this plant. The 
chimney is of radial brick and was built 
by the Heine Chimney Company. It has 
an inside diameter of seventy-two inches 
and a height of 150 feet. The boiler room 
contains a Cochrane open feed-water 
heater and two centre-packed Platt Iron 
Works duplex feed pumps. There is no 
coal-conveying machinery, the fuel being 
brought into the boiler room on an ele- 
vated track and shoveled by hand into 
the stoker hoppers. Ashes are discharged 
into the hoppers below the boiler-room 
floor in a tunnel running the length of 


compressor having compound steam and 
two-stage air with a capacity of 500 cubic 
feet per minute at 100 pounds pressure. 
The reserve machine is of the straight- 
line type with a capacity of 250 cubic 
fect. The engine-room floor is approxi- 
mately eight feet above the boiler-room 
floor, and the basement of the engine 
room contains the pump for water supply, 
traps, oil separators, drains, etc., and the 
ol filters. The supply of clean oil for the 
plant is contained in a steel tank sus- 
pended at the ceiling of the engine room. 
Oil is delivered into this tank from the 
filters by means of two duplex Warren 
steam pumps with cvlinders three inches 
by two inches by three inches. From this 
tank oil is delivered through a system of 
piping to every bearing in the power 
plant; from each bearing oil drains to a 
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filter in the basement. All cylinder oil 
for steam and air cylinders, including the 
pumps, is handled by means of force feed 
lubricators, independently operated. 

The switchboard, which was built by 
Lounsbery & Eaton, of Chicago, is of 
simple construction. It is built of blue 
Vermont marble and is equipped mainly 
with Westinghouse indicating and inte- 
grating instruments. The switchboard is 


SIDE VIEW OF THE PoWER PLANT. ENGINE ROOM AT RIGHT AND 
Borer Room at Lert or Picture. THe STEAM AND AIR 
Lines RUNNING TO THE AcID WORKS ARE SHOWN 


FRONT OF BOILERS, SHOWING SIOKERS; FEED PUMPS AND HEATERS 


TO THE RIGHT. 
equipped with a Tirril voltage regulator, 
A noticeable feature of the plant is the 
small steam piping. Each engine and 
compressor is provided with a large re- 
ceiver separator while the largest steam 
line in the installation has a diameter of 
four and one-half inches. 

All power is generated in one building 
which is somewhat contrary to the usual 
practice in smelting plants. Motors are 
used for all machinery both in and out- 
side of the power-house, the only prime 
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mover outside of the power plant being a 
gasolene engine in the repair shop which 
is capable of running the machinery 
therein and of furnishing light to the 
shop through a one-and-one-half-kilowatt 
generator. 

The motors throughout the property are 
of the General Electric type K pattern 


and are of varying capacity from five 


horse-power to seventy-five horse-power. 
The largest motor is used in the pottery 
building in the manufacture of retorts 


and condensers for the furnaces. There 
are two fifty-horse-power motors used in 
supplying air to the furnaces. 

The acid works, which is one of the 
largest buildings shown in the general 
view, consists of a large steel structure 
which is almost entirely filled with an- 
other building made entirely of lead. 
This building contains very little power, 
one application being a drive to a fan 
which handles acid fumes and which is 
built, with the exception of a portion of 
the shaft, entirely of sheet or cast lead. 
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The principal contractors on this work 
were as follows: 

Boilers—Stirling Company (B. & W.). 
Pumps—Platt Iron Works Company. 
Chimney—Heine Chimney Company. 


Lightning protection—Carl Bajour. En- 
gines—Ball Engine Company. Generators 
—National Brake and Electric Company. 
Switchboard—Lounsbery, Eaton & Com- 
pany. Wiring—Freeman, Sweet & Com- 
pany. Motors—General Electric Com- 
pany. Steamfitting—Thomas & Smith. 


VIEW IN THE ENGINE Room. STRAIGHT-LINE COMPRESSOR IN THE 
FOREGROUND, 200-KtLowaTT UNIT IN THE MIDDLE OF Room, 
AND 300-K1LowaTT UNIT AT THE LEFT. 


Mortor-DRIVEN TRIPLEX PuMP SUPPLYING WATER TO THE ELEVATED 


TANK. 


Pipe covering—Western Roofing and Sup- 
ply Company. Feed-water heater—Har- 
rison Safety Boiler Works. Steam and 
oil separators—Harrison Safety Boiler 
Works. 

The masonry work of the plant, in- 
cluding all building and foundations, 
was done by ‘the owners. The design of 
the factory as a whole and in nearly all 
details was the work of Hegeler Brothers. 
The power plant and power transmission 
was done by W. L. Fergus & Company, 
Chicago. 
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October 10, 1905 
RECENT ADVANCES IN STEAM 
TURBINES. ' 


BY GERALD STONEY. 


———— 


Two years ago I had the privilege of 


reading a paper on “Steam Turbines” be-' 


fore this section at the York meeting, 
but in view of the very rapid development 
of the steam turbine, both on land and for 
marine propulsion, it may possibly be ex- 
cused if the same subject is once more 
brought before you. On land the progress 
of the steam turbine is to be seen in all 
directions, and one thing which is es- 
pecially remarkable is the rapid increase 
in size. Eight years ago the largest one 
made, which was considered an immense 
machine at the time, was for only 1,000 
kilowatts, and now there are large num- 
bers ranging from 5,000 kilowatts to 
8,000 kilowatts running and under con- 
struction. Steam turbines of large size 
may be roughly divided into two classes, 
as the Laval turbine with a single re- 
action wheel requires gearing and is im- 
practicable for large sizes. These two 
classes comprise, firstly, the Parsons tur- 
bine, in which there is both action and 
reaction, and the expansion takes place 
equally in the moving and fixed blades, 
and secondly, those in which the whole of 
the expansion takes place in the fixed 
blades, the velocity of the steam being 
taken up without expansion by the moving 
blades. This latter class can then be 
subdivided into those in which, at each 
stage, there is only a single row of moving 
blades as in the Rateau and Zoelly tur- 
bines, or one in which there are several 
rows of moving and fixed blades in each 
stage, which take up the velocity without 
any additional expansion, as in the Curtis. 
There are again various combinations, 
consisting of mixtures of one or more 
classes, but none of these have as vet 
been manufactured to any large extent. 
The oldest type, and one which is more in 
use than any other, is the Parsons, but 
in America the Curtiss has been manu- 
factured in large numbers, and on the 
Continent the Zoclly, Rateau, and A.E.G., 
although both in America and on the 
Continent the Parsons has taken a leading 
position. 

Hand in hand with the development of 


the steam turbine has gone the develop- | 


ment of the various machinery to be 
driven by it, and in this direction elec- 
trical machinery has been prominent. 
For many years continuous-current turbo- 
dynamos were looked at askance by engi- 
pats On account of commutation troubles, 

' Paper read before the British Association at Dublin. 
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for it is easy to see that the ordinary 
constants applicable to slow-speed dyna- 
mos to secure sparkless commutation are 
far exceeded when the speed is raised to 
that of turbine-driven dynamos. On this 
account it was early seen that some sort 
of compensating winding to improve the 
commutation and compensate for the re- 
action of the armature was necessary. 
(Commutating poles alone have not proved 
satisfactory in practice, there being nearly 
aiways considerable difficulty in securing 
good commutation with them, and, as a 
consequence, commutating poles combined 
with compensating windings—the com- 
mutating poles giving the reactance volt- 
ave necessary for commutation and the 
compensating winding cornpensating for 
armature reaction—have been adopted by 
many firms. But even better commutation 
can be secured by a compensating winding 
alone, in which the ampere-turns of the 
compensating winding exceed the ampere- 
turns of the armature to such an extent 
as to give a commutating field in the gap 
between the pole-pieces. Such compensat- 
ing winding is generally chiefly concen- 
trated on the pole-pieces, and is made with 
from two to two and one-half times the 
number of ampere-turns of the armature, 
in order both to compensate for leakage 
and to give a good commutating field; 
and since this method of compensating 
has no iron commutating pole, it has the 
advantage that there is no self-induction 
fo cause time lag at sudden changes of 
load; and, as the field of the gap between 
the poles is entirely in air it instantly 
responds to changes of current in the 
compensating winding, and thus the 
sparking found when there is a sudden 
change of load with commutating poles is 
avoided, and the risk of a flash-over large- 
ly reduced. Also, since there is no iron 
to become saturated, the commutating 
field is always strictly proportional to the 
load, and thus the trouble due to satura- 
tion, causing sparking at some loads and 
not at others, is avoided. This advantage 
is specially prominent where the dynamo 
is required to give varying voltages and 
to commutate at any of them without out- 
side adjustment of the compensating 
windings by diverters or otherwise. The 
adoption of these devices has made it pos- 
sible to make turbo-dynamos of large size, 
and now as much as 1,500 kilowatts is put 
into a single armature, whereas before 
such compensating devices were adopted 
500 kilowatts was the maximum, and even 
then the commutation was anything but 
satisfactory. 

In turbo-alternators there is practical- 
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ly now—except for small sizes and low 
voltages—one standard pattern—that is, 
a revolving field rotating inside a stator. 
In the stator there is little variation in 
design, except in regard to the ventilating 
arrangements, which have to be very 
ample on account of the comparatively 
large quantity of heat to be removed from 
a small volume. One point which has 
received great attention in recent years 
is the staving of the end windings of such 
alternators, it having been found that, 
owing to their great length, when a 
“short” took place the stresses on the 
winding were such as to break the insu- 
lation and cause disaster. The amount 
of these forces has been vastly more than 
was ever anticipated, and if the windings 
are not thoroughly stayed, such move- 
ments may be set up as to cause disaster. 
In the rotors there are two prominent 
tvpes, the barrel and the salient pole, and 
much discussion has ensued as to the 
advantages of the one or the other, After 
considerable experience of both, on the 
whole T may sav that at present I prefer 
the salient-pole type. Ample ventilation 
is much easier to provide for, and im- 
provements made in protecting and sup- 
porting the field-coils of this type of rotor 
have resulted in a design giving great 
reliability with the maximum use of the 
space available. One improvement has 
been enclosing every coil in a tight sheath 
of sheet stecl, so that any movement which 
mav take place, due to centrifugal force, 
is between the steel sheath and the body 
of the rotor, and thus the insulation is 
protected from any rubbing which might 
cause it to be cut through and, conse- 
quently, break down. Voltage regulation 
of alternators is also of considerable im- 
portance, as owing to the inductive load 
required by induction motors there is a 
heavy demagnetizing effect on the rotor 
and consequent drop of voltage when 
the load rises. Several methods have been 
proposed for compounding alternators, 
mest of them requiring a separate com- 
mutator or moving contacts altering the 
resistance of the exciter or main windings, 
but a method of compounding alternators 
has recently been brought out which is 
being largely used with good results. In 
this apparatus the current supplied by the 
machine is made to act on the exciter 
field system in such a way as to reduce the 
Jeakage, artificially increased in the first 
instance, and so raise the voltage of the 
exciter and increase the excitation of the 
alternator, so that any desired amount of 
compounding required can be obtained. 
This arrangement has been recently de- 
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scribed in a paper before the Institution 
of Electrical Engineers. 

` The other applications of the steam tur- 
bine, such as driving air-compressors and 
pumping water, have also been largely 
extended during the last few years, and 
especially prominent in this direction has 
been the application of turbo-blowers to 
blast-furnace work, some having been 
recently installed for as much as 50,000 
cubic feet of air per minute at ten pounds 
to fifteen pounds pressure. In this con- 
nection it may be mentioned that a very 
usual size, which is for about 20,000 
cubic feet, weighs about twenty-five tons, 
and that an ordinary reciprocating blower 
of equal capacity weighs about 450 tons, 
or about eighteen times as much as the 
turbo-blower. 

In many parts of the country recipro- 
cating engines are running non-condens- 
ing, and it has now been found that the 
exhaust steam from them is of great 
value. Such exhaust steam can not be 
practically utilized by reciprocating en- 
gines on account of the huge size and 
volume of the cylinders required, but it 
is quite otherwise with the steam turbine, 
where the large volumes of the low-press- 
ure steam are exactly what are required 
for the highest economy. These consider- 
ations have led to the introduction of ex- 
haust-steam turbines, taking steam at at- 
mospheric pressure and exhausting into 
a condenser. When it is remembered that 
there is as much power in the steam from 
atmospheric pressure down to twenty- 
seven and one-half inches as there is from 
150 pounds down to atmospheric pressure, 
it is easily seen that the power of a non- 
condensing plant can be doubled by the 
addition of an exhaust-steam turbine and 
condenser, and in cases where there is not 
a supply of cooling water improvements 
in cooling towers have enabled them to be 
put up both cheaply and well. In this 
connection the use of intermittent sup- 
plies of exhaust steam, such as that ob- 
tained from engines running intermit- 
tently, as in rolling mills or winding en- 
gines at collieries, has received a great 
impetus by the utilization of thermal ac- 
cumulators, in which the intermittent 
supply of steam is alternately condensed 
and re-evaporated, so that a constant flow 
is obtained for use in the exhaust-steam 
turbine. And yet another refinement has 
been introduced by the use of mixed- 
pressure turbines, in which there is a low- 
pressure part sufficiently large to give full 
power when working with exhaust steam, 
and if the supply of this fails a high- 
pressure part 18 brought automatically 


gain of two per cent is made. 
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into action using steam direct from the 
boilers, and thus there is economical run- 
ning, whether the reciprocating engines 
supplying the exhaust steam are working 
or not. 

In all turbines the question of vacuum 
is a very important one, and various im- 
provements have been made in condensers 
to enable higher vacua to be obtained. 
The importance of this will be seen when 
it is remembered that in the average 
steam turbine one inch of vacuum is 
equivalent to from four to seven per cent 
of steam consumption—r, in other words, 
it may be taken that for every three de- 
grees Fahrenheit by which the tempera- 
ture, due to the vacuum, is reduced a 
gain of steam consumption of one per cent 
is made. In this connection increase of 
circulating water is very important. A 
very usual amount is about thirty times, 
but if this increased to forty-five the 
gain in consumption is four per cent, and 
if increased to sixty-five times a further 
As a rule 
extra circulating water can be pumped 
without much difficulty, the extra power 
required for this being very small, but 
generally the temperature of the inlet to 
the condenser is fixed by the supply of 
water available. The great desirability, 
then, in a condenser is to obtain the tem- 
perature due to the vacuum as close as 
possible to that of the water leaving the 
condenser, as, of course, the maximum 
vacuum possible is that due to the tem- 
perature of this water. In ordinary con- 
densers it is generally found that this 
difference amounts to twenty degrees to 
twenty-five degrees Fahrenheit, and 
among the various arrangements to re- 
duce this may be mentioned dry-air 
pumps, and also the arrangement of 
baffles and pumps in the “Contraflo” con- 
denser. But a method which has been 
very satisfactory in practice is what is 
called a “vacuum augmentor,” which is 
simply a small jet of steam drawing the 
air and vapor from the condenser, and de- 
livering it through a small auxiliary con- 
denser to an ordinary air-pump, so that 
while there may be, say, a vacuum of 
only twenty-seven and one-half inches at 
the air-pump, twenty-eight and one-half 
inches or twenty-nine inches may be at- 
tained in the main condenser. Such an 
appliance is especially valuable when, as 
is often the case on board ships at sea, 
the svstem has considerable air leaks. 
With this arrangement the difference be- 
tween the temperature of the water leav- 
ing the condenser and that due to the 
vacuum can be reduced to about five 


Vol. 583—No. 15 


degrees or six degrees Fahrenheit, and this 
when condensing up to twelve pounds of 
steam per hour per square foot of con- 
denser. As will be seen, this shows an 
economy in the turbine of some six per 


‘cent in steam consumption above an ordi- 


nary condenser, and when it is remem- 
bered that the steam jet of the augmentor 
uses only about 0.6 of one per cent, or 
only one-tenth of the steam consumption 
gained, it is easy to see that a great benefit 
is derived from the use of such an ar- 
rangement. 

In marine work the development of the 
steam turbine also is very rapid. Two 
years ago the great express Cunarders 
Lusitania and Mauritania were only in 
process of construction; now they have 
proved themselves to be the fastest liners 
afloat, and it is pleasing to note that the 
turbines of these great ships have proved 
most satisfactory on service. It was a 
great step from the 8,000 horse-power of 
@ cross-channel steamer, which was the 
largest that had been made at the time 
these boats were designed, to the 65,000 
horse-power of these express Cunarders, 
and reflects great credit on the courage and 
foresight of the Cunard company, and also 
on the various contractors, designers and 
engineers engaged that they have made 
such a great step in advance without, as 
many people prophesied, building another 
couple of Great Easterns. More mistakes 
have been made in going from a small to 
a large thing in engineering than in any- 
thing else, but the various pitfalls which 
awaited those responsible have been suc- 
cessfully avoided. It is also interesting 
to note that the turbines proved themselves 
to be very economical, a consumption of 
12.77 pounds per shaft horse-power having 
been attained as an average of the whole 
voyage across the Atlantic with about 150 
pounds pressure at the entrance of the 
turbine, and a vacuum of 28.3 inches, 
barometer thirty inches. At present all 
cross-channel steamers in hand are being 
fitted with steam turbines; the whole of 
the ships in the Admiralty programme 
have also turbine engines, and every one 
knows what a success the Dreadnought 
and the Indomitable are, they being re- 
spectively the fastest and most powerful 
battleship and cruiser afloat. . 

Hitherto the link supplied between the 
steam consumption in a marine engine 
and the horse-power developed, which is 
represented by the indicated horse-power, 
has been missing in a turbine, but the 
introduction of the torsion meter, which 
measures the horse-power passing through 
a shaft by the amount of torsion caused, 
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has supplied this missing link most satis- 
factorily. The introduction of this has 
been chiefly due in this country to the 
enterprise of Messrs. William Denny & 
Brothers, of Dumbarton, and on the Con- 
tinent to Mr. Frahm, of Messrs. Blom & 
Voss, of Hamburg, both of whom on 
slightly different lines have worked out 
torsion meters which have proved very 
satisfactory in practice. This has enabled 
the various losses between the power in 
the steam and the power required to pro- 
pel the ship to be even better located than 
they are in the case of a reciprocating en- 
gine where the indicated horse-power does 
not take into account the friction of the 
engine. 

The steam turbine up to the present 
has been almost entirely used for ships 
of seventeen and eighteen knots and above, 
and, in fact, it may be generally said that 
about fifteen knots is the lowest speed of 
vessel at which the turbine can satisfac- 
torily compete with the reciprocating en- 
gine as regards economy. The difficulty 
of the problem lies in the fact that at low 
speeds the screws have to be made to re- 
volve at small revolutions, and at the same 
time the horse-power required is moderate, 
and thus the turbines have to be very large 
and heavy, and, besides this, the blades are 
so short that the loss by leakage is ex- 
cessive. These considerations have led to 
the combination of a reciprocating engine 
for the high-pressure part of the range 
where the volume of steam is small, and 
where the reciprocating engine is work- 
ing exactly under the conditions for the 
best economy, and a turbine for the low- 
pressure part of the range where the vol- 
ume of steam is large, and where, there- 
fore, the turbine is working under the 
very best conditions, and such an arrange- 
ment gives advantages over either the tur- 
bine or the reciprocating engine for mod- 
erate speeds, and, in fact, it is anticipated 
that an extra economy of about fifteen 
per cent can be attained in this way. The 
advantages of such an arrangement were 
first pointed out by Mr. Parsons in 1894, 
but has only recently been put into prac- 
tice. Many various arrangements and 
combinations are possible, but that which 
_ appears to be most generally favored is 
to have twin reciprocating engines, each 
driving their own screws, exhausting into 
a single turbine driving a centre shaft. 
The reciprocating engines exhaust at about 
atmospheric pressure, and the turbine used 
the expansion from that pressure down to 
the vacuum of the condenser, which may 
be twenty-eight inches or twenty-eight and 
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one-half inches. For maneuvering or 
going astern the reciprocating engines are 
used. At present two large Atlantic liners 
are being built with the above arrange- 
ment for the Atlantic service, but it may 
be mentioned that the destroyer Velox, 
made in 1903 by the Parsons Marine 
Steam-Turbine Company, Limited, for the 
British Admiralty, was the first ship fitted 
with such a combination, she having small 
reciprocating engines which were coupled 
on to the main turbines for cruising 
speeds, and at such speeds she proved ex- 
ceedingly economical. At high speeds the 
reciprocating engines were disconnected 
from the main turbines, which were alone 
used. 

It may be mentioned that eight years 
ago there were only 25,000 horse-power of 
marine turbines afloat; two years ago 
there were 800,000 horse-power, and now 
there are over one and three-quarters 
millions completed and under construc- 
tion. 

In this short paper I have endeavored 
to give an idea of the exceedingly rapid 
progress of the steam turbine and its ap- 
plications. Whether in future the prog- 
ress will be equally as rapid is difficult to 
say, but so far as can be seen at present 
there is no sign of saturation in the curve 
of progress. 

— —<@g- —___ 
Brooklyn Edison Forms 
State Branch of the Na- 
tional Electric Light Asso- 
ciation. : 


A meeting of the employés of the 
Edison Electric Illuminating Company 
of Brooklyn, N. Y., was held at the 
Edison Club Rooms, Johnson Building, 
Brooklyn, on Monday, September 28, pre- 
liminary to the formation of a company 
branch of the Nationa] Electric Light As- 
sociation, in pursuance of the Henry L. 
Doherty amendments to the constitution 
of the national association made at the 
spring convention in Chicago, Ill. 

This preliminary meeting, which was 
attended by about eighty employés, was 
presided over by W. F. Wells, general 
superintendent of the company, who ex- 
plained the individual and co-operative 
benefits to be derived by membership in 
the national association through the com- 
pany branch. 

It was pointed out that this was an 
opportunity for self-improvement and for 
broadening through association with 
others in various branches of the industry, 
and that it could not fail to be of service 
in personal development and in bringing 


541 


about recognition of talent within the 
ranks of the Brooklyn organization. Mr. 
Wells stated that membership would be 
entirely a matter of choice and that posi- 
tively no pressure whatever, other than 
moral suasion, would be brought to bear 
upon employés to induce them to join. 
W. W. Freeman, general manager of the 
company, also addressed the gathering 
and indicated that membership in the 
company branch would help to keep em- 
ployés posted as to up-to-date practice 
in the different departments of electrical 
activity and would tend to make their 
services more valuable to themselves and 
to the company. 

On Friday, October 2, an organization 
meeting was held, Mr. Wells presiding, 
and the following officers for the company 
section were elected: President, G. S. 
Knight; vice-president, D. D. Sharkey; 
secretary, E. A. Baily; treasurer, Irving 
Bugg. Executive committee: W. J. 
Walsh, G. E. McMullen, E. W. Kells, 
C. A. Graves, W. Uckele, C. W. Simp- 
kins, G. Valentine, H. B. Pope, E. B. 
Rannells, G. S. Knight, D. D. Sharkey, 
W. W. Freeman, and W. F. Wells, 
ex officio. 

The men are enthusiastic over this en- 
terprise and already 136 have become 
members. Ambitious plans are being 
laid; several meetings will be held dur- 
ing the year and possibly a company pub- 
lication will be issued to keep the mem- 
bers in close touch with the national work, 
and a local question box established, sup- 
plementing the Bulletin of the National 
Electric Light Association. 


——— Go _{_.. 


First Fall Meeting of the 
New York Section of the 
filuminating Engineering 
Society. ` 


The first autumn meeting of the New 
York section of the Illuminating Engi- 
neering Society will be held on Thursday 
evening, October 15, at 8.15 o’clock, in 
the Engineering Societies Building, 33 
West Thirty-ninth street, New York city. 
A committee, consisting of Dr. A. H. 
Elliott, Norman Macbeth and E. F. 
Tweedy, will review the papers and dis- 
cussions presented at the annual conven- 
tion. Through the efforts of this com- 
mittee it is hoped that those members 
who are unable to attend the convention 
will receive first-hand information con- 
cerning everything of significance and 
moment which transpires at the conven- 
tion. 
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Improvement in Electric 
Meters. 


An attachment for ordinary measuring 
instruments, as watt-hour or ampere-hour 
meters, for indicating at any moment the 
energy or current consumed by a plant, 
is described by Elpidio Paparella in 
L’ Elettricista (Rome) for August 15. The 
device will operate as a wattmeter when 
attached to a watt-hour meter, and as an 
ampere-meter in connection with ampere- 
hour meters, It is applicable to all motor- 
meters, in which, as is well known, the 
velocity of the rotating part is at all times 
proportional to the power or to the cur- 
rent. In such meters there is always a 
movable metallic disc which, in the case 
of direct current, is rotated by a small 
motor, and in the case of alternating 
current usually by a rotary magnetic field. 
In all cases a braking effect is exerted on 
the rotating part by permanent magnets, 
which induce eddy currents in the disc, 
exercising on the same a resisting action 
rigorously proportional to the velocity. 
For this reason the magnets themselves 
are subjected to a pull which tends to 
drag them along in the direction of rota- 
tion of the disc. The invention consists 
in utilizing this reaction on the magnets 
for indicating the power in watts or am- 
peres consumed at any given moment by 
a plant, in which watt-hour or ampere- 
hour meters are installed. To attain this 
purpose it is only necessary to make one 
or more of the brake magnets movable and 
to counterbalance the displacement effect 
on the magnet by means of a spring. The 
tension of this spring suitably indicated 
by a dial will then show the watts or am- 
peres consumed at any moment. But the 
permanent magnets are large and heavy, 
and it would be difficult to construct a 
sensitive movable system out of them; 
therefore only a part of the magnetic cir- 
cuit is made movable—that nearest to the 
disc; that is, the polar portion of the 
inagnet, where the magnetic effect has its 
centre. In some alternating-current 
meters the disc is rotated by electromag- 
nets generating a rotary magnetic field. 
These electromagnets receive a pull in a 
direction opposite to the movement of the 
disc, and in such meters the electromag- 
nets or their polar portions may be used 
instead of the permanent magnets for 
measuring instantaneously the watts or 
amperes consumed, in the manner de- 
scribed. If the hand of the indicator is 
provided with a pencil bearing on a 
cylinder moved by clockwork, the instru- 
ment may be made into a recording watt 
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or ampere-meter. The device will be 
economical, as it combines two instru- 
ments in one. It may also be used as a 
substitute for the Wright maximum de- 
mand indicator, which only indicates the 
maximum consumption during a certain 
time, but not the frequency and duration 
of any excessive consumption of energy. 
—_——_<«@<.___—_—. 


Tungsten in the United States. 


The demand for tungsten ores and 
products during the first nine months of 
1907 was much greater than that of 1906, 
prices were high, mining and prospecting 
were both actively carried on, and as a 
result the output of the United States 
was increased from a total of 928 short 
tons of concentrates carrying sixty per 
cent of tungsten trioxide in 1906 to 1,640 
short tons in 1907, while the value rose 
from $348,867 in the earlier to $890,048 
in the latter year. 

The principal tungsten minerals are 
wolframite, a tungstate of iron and man- 
ganese, and echeelite, a tungstate of 
calcium. Both minerals, like tin ores, 
occur, as a rule, in quartz veins cutting 
rocks containing much silica, such as 
granite and rhyolite, but some apparent 
exceptions to this rule are found, as, for 
instance, in New Mexico, where hiibnerite 
and a small amount of scheelite occur 
with pyrite and lead minerals in a vein 
cutting limestone; and at Nome, Alaska, 
where scheelite is found in the gold 
placers in a region of schists several miles 
from the nearest granite outcrops. The 
greater part of the American tungsten 
product in 1907 came from the mines in 
Boulder County, Col., which reported an 
output of 1,146 tons of wolframite valued 
at $573,642.74. In California, which was 
the second state in order of production, 
the output was in the form of scheelite, 
as was also most of that from Montana. 
T'he total scheelite reported was 414 short 
tons. Small amounts of tungsten ores 
were also produced in Washington, 
Nevada, Arizona and probably in New 
Mexico. No ore is known to have been 
produced in South Dakota, although much 
prospecting and some development work 
was carried on. 

In other countries besides the United 
States the production of tungsten was 
notably increased during 1907. The out- 
put of Australia (including Tasmania), 
amounting to 1,643 tons, was, however, 
the only one that exceeded that of this 
country. Reports of production from 
South Africa, New South Wales, and the 
northern territory of Australia, show 
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marked increases. Spain, New Zealand, 
Austria and Germany, whose combined 
production during 1906 was 463 short 
tons, have not made public their figures 
of production for 1907, but it seems prob- 
able that there will be, in each case, an 
increase. 

Concerning the probable future of 
tungsten, F. L. Hess, of the United States 
Geological Survey, from whose statistical 
report for 1907 the foregoing paragraphs 
have been abstracted, makes the following 
statement: 

“Tungsten deposits are usually pockety ; 
that is, the ores occur in lenticular masses 
or shoots in veins. Those occurring at 
the surface are often quickly and easily 
mined, and it may then require all the 
profit made from the first-exposed ore 
body to locate another one. However, 
the veins carrying tungsten minerals are 
generally of deep-seated origin, and, 
generally speaking, other ore bodies will 
probably be found in depth, although, as 
in mining for other minerals, the expense 
of search may be out of proportion to the 
size of the pay shoots. 

“In Queensland thé deposits exposed on 
the surface have been largely exploited 
and the production has, in the face of 
rising prices, fallen greatly since 1905. 
In England, Spain, Portugal, Austria, 
Germany, Bolivia and the Dutch East 
Indies tungsten and tin ores occur to- 
gether, and the working costs are thus 
lowered. Magnetic separators are increas- 
ing the production of tungsten ores in 
England. 

“Tungsten is of widespread occurrence, 
but the individual deposits can hardly be 
said to be large. In times of high prices 
there are many deposits which can be 
worked that will be idle at lower prices, 
and, considering the great decrease in 
value of tungsten ores in the last three 
months of 1907, it seems probable that 
the output for 1908 will be much less 
than in the previous year.” 

An interesting and important part of 
Mr. Hess’s report is his brief description 
of the tungsten minerals and some simple 
tests by which they may be identified. 
These tests are such as can be made by 
any prospector who can obtain hydro- 
chloric (muriatic) acid, a test tube, a 
teacup or a water glass, and a little tin- 
foil, a piece of zinc, a bit of solder, or even 


a scrap from an ordinary tin can. Copies 
of the report, which is published as an 
advance chapter from “Mineral Resources 
of the United States, Calendar Year 
1907,” may be obtained by applying to the 
Director of the United States Geological 
Survey, Washington, D. C. 
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The Paris Metropolitan. 
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Extensions to the Famous Subway System in the French Capital. 


was first commenced in Paris not 

many years ago, it has been greatly 
favored by the public, and this is seen 
not only in the figures which show the 
annual traffic and the receipts of the dif- 
ferent lines, but also by the fact that the 
Metropolitan Company, which controls 
the subway, has applied to the municipal 
council at successive periods for an in- 
crease in the concessions. These were 
granted, according to the decisions of a 
special committee which was appointed for 
the purpose and known as the Metro- 


Si the system of electric subways 


THE Form OF CONSTRUCTION IN A NARROW 
StREET—Paris METROPOLITAN SUBWAY. 


politan Commission. The last of these 
concessions was granted in December of 
last year, providing at the same time for 
the probable construction of five other 
sections of subway. The number of lines 
Which is covered by these concessions is 
considerable, ‘and when the whole of the 
underground construction is finished the 
city will be covered by a vast network of 
lines, not less than seventy miles in length, 
which will reach nearly all the different 
quarters and will afford exceptional facil- 
ities for transportation. Taking into ac- 
count the transfers which are made at all 
the pointa where the lines cross, passengers 


can pass quickly and comfortably from 
one part of town to another. The use of 
the subway affords a decided advantage 
over the surface cars in that the latter are 
hardly ever heated during the winter sea- 
son, while there is always a comfortable 
temperature in the subway. Again, a pas- 
senger is certain to be able to reach his 
destination in case he is obliged to make 
a transfer, as the subway cars are scarcely 
ever filled to the required limit. In 
France there are only a certain number 
of passengers carried on a given car or 
omnibus, and if the latter is full, one is 
obliged to wait for the next one. At in- 
termediate points during the hours of 
heavy traffic, especially from six to eight 
o’clock, all the cars are likely to be full, 
so that im many cases one may wait in- 
definitely, and on some of the lines it is 
practically impossible to make the trans- 
fer. Such is not the case with the subway 
lines, and even during the most crowded 
periods one can always secure a place after 
waiting a short time. The cars, it is to 
be remarked, pass at three-minute inter- 
vals, but in the future it is possible that 
this may be reduced to two minutes. 

At the present time the work of con- 
structing the different lines of subway is 
well advanced. As regards the lines which 
are finished and in actual operation, these 
are four in number, comprising the east- 
west section, or original Metropolitan line, 
the north semi-circular section and the 
corresponding south semi-circular line, 
which we have had occasion to illustrate. 
There has been recently opened a new sec- 


tion which joins on to the south line at the 
Place d’Italie and then crosses the Seine 


and runs in a northerly direction, ending 
at the North Railroad depot. These four 
lines are entirely finished and represent 
about twenty-three miles of subway. There 
are also two new lines which are nearing 
completion. On one of these, which runs 
from the Place d’Italie to the Cours de 
Vincennes, almost all the work is finished 
but the roadbed and tracks. It includes 
an overhead part of considerable length. 
As to the second line, it is entirely in 
subway and runs from the Avenue de 
POpera to the Place du Danube. 


There are two other lines of subway 


which have a special interest from the 
work which is carried out in order to 
run the tunnel under the Seine. The 
other sections of the Metropolitan are 
taken across the river upon three bridges 


lying in different parts of the city, but 
these are not, however, in the central 
district, As the use of bridges was not 
allowed in the central portion of town, the 
lines were obliged to proceed in subway 
under the Seine. One of these lines starts 
in the northern. part of the city at the 
Clignancourt Gate and runs ina southerly 
direction across town, ending at the Or- 
leans Gate. Where this section of subway 
crosses under the Seine the tunnel was 
formed by sinking a series of caissons in 
the river bed having the standard section 
of the tunnel. This work has been de- 
scribed in a preceding article: and will 
not be referred to at present, except to 
say that all the caissons: have been sunk 
in the ‘Seine down to the proper level and 
this part of the work is well advanced. 
Of particular interest at this time is a 
piece of work which is being carried on 
at a point somewhat farther down the 
Seine. This is the crossing point of what 
is known as the North-South line of sub- 
way. It runs across town from the Ver- 


STANDARD FORM OF CONSTRUCTION ON THE 
NORTH-SOUTH LINE or Tae Panis METRO- 
POLITAN SUBWAY. 


sailles Gate, in the southern district, to 
the Place Jules Joffrin, whick lies in the 
northern quarter. It is entirely under 
ground and in general has adopted the 
tunnel section which is in use on the other 
lines. What distinguishes this line from 
the others from an administrative stand- 
point is that it lies outside of the regular 
Metropolitan system, and is operated by 
another company, which secured the con- 
cession from the city several years ago, so 
that the North-South Subway Company, 
as it is called, has no financial connection 
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with the Metropolitan system. As the 
tunnel section and rolling stock are the 
same as for the above, arrangements have 
been made so as to effect the transfers 
from one of these roads to the other at all 
the crossing points. 


What is to. be remarked about the 


North-South line is the method which is 
adopted for passing under the Seine. M. 
Berlier, who was active in the formation 
of the new company, had the method of 
compressed-air shield adopted for this 
work, and the tunnel is accordingly formed 
of sections of iron rings, which are joined 
together as the shield advances under the 
river bed, so as to form a tube which con- 
tains one of the tracks, and is about fif- 
teen feet in diameter. 

A line of road which has now been en- 
tirely completed and is running at the 
present time is knowm as Section No. 5. 
It starts at the Place d’Italie, crosses the 
Seine and ends at the Northern Railroad 
depot. At the former point it joins on to 
the line know as No. 2-South. The No. 2 
line and the portion of the No. 5 section 
lying on the south bank of the Seine form 
a continuous semi-circular line which is 
known as the South Semicircle. However, 
as Section No. 5 not only runs for a long 
distance on the other side of the Seine, 
but was also constructed at a later period 
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than the No. 2 line, it is generally con- 
sidered apart from the latter. 

At the North Railroad depot and the 
East depot, which lie not far from each 
other, there is quite a complicated series 
of tunnels and stations in order to pro- 
vide for the crossing at different levels of 
the different lines—Nos. 4,5 and 7. Line 
No. 5 makes a curve in a semi-circle and 
passes underneath the station and Line 
No. 4, and passes in a southerly direction 
to the Seine. It crosses the river upon 
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an iron bridge which was specially built | 
_for the purpose. On the other bank is the 
Orleans Railroad depot, and it was decided 


to take the Metropolitan line, which after 
leaving the bridge is run upon an overhead 
structure, directly through the building 


mh a 
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Thia was carried out by 


150 feet long. Passengers descend from 


the train and reach the ground level of the 
depot by a staircase. 

After passing the depot the line con- 
tinues overhead, the structure consisting 
in general of a series of ironwork trusses 
supported upon masonry pillars or iron 
columns. Masonry pillars are also used to 
support the overhead stations. The trusses 
are usually seventy-five feet long, and the 
bottom line is seventeen feet above the 
ground. The total length of the present 
section is 4.2 miles, and it has fourteen 
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stations, these being either overhead or 
underground, and about 1,680 feet apart. 
About $5,000,000 was the outlay for the 
construction of the present line. 

One of the lines (No. 6) which will be 
the next to be eee is built partly 
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Paris METROPOLITAN SYSTEM— THE ELLIPTICAL CAISSON FOR THE STATION AT PLACE ST. MICHEL. 


of the depot. 
making a breach in the walls at the height 
of the second story, and the tracks are 
supported here by a single bridge truss, 


underground and partly overhead. The 
line runs from the Place d’Italie to the 
Cours de Vincennes, and crosses the Seine 
upon a bridge, or rather upon a viaduct 
which is built on the top of the existing 
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bridge at Bercy in order to accommodate 
the new line. The beginning of the pres- 
ent section at Place d’Italie forms the 
continuation of the No. 2 line. Its total 
length is 3.4 miles of double track and 
423 metres of single track at the loops. 
It begina as an underground line at the 
Place d’Italie, but comes to the surface 
shortly after and mounts upon an over- 
head portion, which it follows until reach- 
ing the viaduct upon the Seine. At the 
opposite bank it passes again in subway 
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and continues in tunnel as far as the ter- 
minus at the Place de la Nation. On the 
overhead part there are thirty-one bridge 
truss sections of 22.5 metres average 
length, and in most cases they are sup- 
ported upon iron columns. Over the 
whole line there are ten stations, some of 
which lie on the overhead portion. The 
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the Seine, and known as the- No. 1 subway, 
crossing the city from end to end, showed 
a traffic for the year 1906 of 42,000,000 
passengers carried. 

M. Bienvenue estimates that the dis- 
tance on either cide of the subway line 
within which the population is likely to 
use this means of communication is 400 


Paris METROPOLITAN SYSTEM, SHOWING THE VIADUCT AND BRIDGE ON THE ROAD FROM PLACE 
D'ITALIE TO LANCRY, 


entire construction is finished at the pres- 
ent time, and it only remains to lay the 
roadbed in order to complete the line. 
An interesting series of tables, showing 
the traffic and income from the system 


metres, or 1,320 feet. Taking the density 
of the population along this zone and the 
number of passengers actually carried on 
any particular line, he is able to establish 
the relation between the two and so have 
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now in operation, has been drawn up by 
One of the leading engineers of the 
Metropolitan company, M. Bienvenue. In 
this way he is able to make some calcula- 
tions as to what will be the probable 
amount of traffic over the completed sub- 
way system. It is found that the line 
which runs along near the right bank of 


a very good basis for calculating what will 
be the probable traffic on any one of the 
projected lines. The total length of the 
system is 71.3 miles and the number of 
passengers which will be carried annually 
over the whole of the subway is estimated 
at no less than 395,000,000. This is a 
large figure, but it is a conservative esti- 
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mate based upon the above calculations, 
and indicates the great extent to which 
the subway will be patronized by the popu- 
lation when it finally covers the different 
quarters of the city. 

A word may also be said as to the re- 
ceipts from the system of lines which is 
now in actual operation, comprising 23.6 
miles of subway. With a total traffic of 
165,000,000 passengers carried during the 
year 1906, the gross receipts were $5,750,- 
000 in round numbers. The net profit 
after deducting all expenses is found to 
be near $1,500,000, which is a very good 
figure and shows that the affairs of the 
Metropolitan company are in a flourishing 
condition. This figures out at $65,000 
per mile of subway. 

ee EN 
National Association of 
Cotton Manufacturers. 

The semi-annual meeting of the Na- 
tional Association of Cotton Manufac- 
turers was held at Saratoga, N. Y., Sep- 
tember 29 and 30. On the afternoon of 
September 80 the members of the asso- 
ciation were the guests of the General 
Electric Company at Schenectady, N. Y., 
luncheon being served and an opportunity 
given to witness the latest developments 
of the applications of electricity for the 
transmission of power, illumination and 
transportation. The ladies of the party 
did not visit the General Electric works, 
but were entertained bv a committee of 
Schenectady ladies at the Mohawk Golf 
Club. 

Among the technical papers presented 
and discussed at this mecting were the 
following: “DLow-Pressure Steam Tur- 
bines,” by Charles B. Burleigh, Boston, 
Mass.; “The Textile Mill Power Plant,” 
by Lewis Sanders, New York, and “Meas- 
urements of Power and Its Transmission,” 
by Wiliam O. Webber, Boston, Mass. 

The Textile Exhibitors’ Association, 
which is composed of manufacturers of 
textile machinery throughout the United 
States, held its annual meeting in con- 
nection with the semi-annual meeting of 
the National Association of Cotton Manu- 
facturers. The exhibitors authorized the 
executive committee to prepare for an 
exhibit of textile machinery in April, 
1909, in Boston, Mass. The following 
officers of the Textile Exhibitors’ Asso- 
ciation were elected: President, George 
O. Draper, Hopedale, Mass.; vice-presi- 
dent, F. H. Bishop, Boston, Mass. Ex- 
ecutive committee: H. W. Butterworth, 
Philadelphia; M. H. Merrill, Boston; 
E. F. Hathaway, Boston, and S. A. Corey, 
Boston. 
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Electrical Notes from Great Britain. 


print the electrical exhibition at 

Manchester, for which manufac- 
turers and the trade generally have been 
preparing for some time past, will be in 
full swing, for it opens on October 2 and 
closes on the 31st of the same month. 
The executive committee has among its 
members gentlemen representing all kinds 
of electrical organizations and interests, 
including the National Electrical Manu- 
facturers’ Association, the Electrical Con- 
tractors’ Association and the Municipal 
Electrical Association. Lord Derby is 
the president and Sir William Preece is 
among the vice-presidents, the others 
being the chief municipal representatives 
of the Manchester and Salford corpora- 
tions. The Institution of Electrical En- 
gineers has not thought it beneath its 
dignity to have representatives on the 
committee. The Lancashire Electric 
Power Company, which has everything to 
gain from increased electrical enlighten- 
ment among the power-users of Lanca- 
shire, is also fully concerned in the 
scheme. As in the case of the electrical 
exhibition at Olympia in 1905, the profits, 
if any, are not to go to private exhibition 
promoters, but are to be divided between 
various interests, including charitable or- 
ganizations and a return to exhibitors. 
Although the number of exhibitors and 
the size of their exhibits have been very 
satisfactory, it is too early to say whether 
or not exhibitors are likely to get any- 
thing like the same percentage return on 
their “stand” payments as they received 
when the Olympian results were secured. 
In the present case there was no suitable 
building available in Manchester, and so 
a special one has had-to be erected, neces- 
sarily at great cost. The management and 
the executive staff have the benefit of 
the practical experience obtained at the 
London Olympia show to guide them 
in securing success, and to a very 
large extent history will repeat itself 
at Manchester so far as semi-popular 
attractiveness is concerned, but there 
will be the important difference that 
the exhibits appealing to the power- 
user will predominate. Manchester is a 
city of great manufacturing industries, 
textile and engineering chiefly, but it is 
also the centre or heart of a very large 
industrial area wherein these particular 
departments of manufacturing, as well as 
mining works, are pre-eminent, and it is 


B the time these lines appear in 


(From Our British Correspondent.) 


to be expected that every electric light 
and power supplier within what may be 
described as -the sphere of influence of the 
exhibition will be benefited by so striking 
a demonstration of electrical capabilities 
and applications, as it is bound to awaken 
interest during the entire month of its 
run. These various electricity suppliers 
are co-operating heartily to produce a 
combined effort, calculated to effectively 
arouse this interest. Naturally enough, 
it must follow that if they are rewarded 
the manufacturer and seller of motors and 
all electrical material, the electrical con- 
tractor who puts in the installations, and 
indeed the electrical industry of the dis- 
trict, and perhaps of the country gener- 
ally, must also feel the benefit from this 
important feature of modern publicity. 


The issuance of the notices concerning 
the annual dinner of the Institution of 
Electrical Engineers reminds one that the 
summer and autumn vacation of this 
body is about to end. Last year the ses- 
sion commenced without a presidential 
address owing to the illness of Lady Kel- 
vin detaining Lord Kelvin in Scotland. 
This year, no doubt, we shall get back to 
the usual method of procedure and have 
an inaugural address some time in No- 
vember from the president for the 1908-9 
session, W. M. Mordey. 


At the autumn meeting of the Iron and 
Steel Institute, which was held at Mid- 
dlesbrough from September 28 to Octo- 
ber 2, there were several papers read of 
interest to electrical men. C. H. Merz 
contributed one on “Electric Power Sup- 
ply”; C. Koettgen and C. A. Ablett one 
dealing with “Some Results of Experience 
with Electrically Driven Rolling Mills”; 
S. O. Cowper-Coles dealt with “The Pro- 
duction of Finished Iron Sheets and 
Tubes in One Operation,” while among 
sundry other contributions was one by 
Professor W. A. Bone relating to “Gas- 
Producer Practice.” 


One of the principal subjects under 
consideration at the annual conference of 
the Municipal Tramways Association, 
held at Nottingham from September 23 
to 25, was “Some Through-Running 
Problems and Their Solution,” introduced 
by H. E. Blain, the corporation tramway 
manager at West Ham. One of the re- 
cent important instances of through run- 


ning involving serious problems was that 
of the Leeds to Bradford service, where 
the systems of the two cities are laid to 
different gauges of track. The introduc- 
tion of a special truck paved the way for 
the establishment of a through tramway 
connection which had been long needed 
but repeatedly deferred. It is now an- 
nounced that an agreement has been ar- 
rived at between the Leeds and Bradford 
municipal corporations, which own and 
operate the systems, for through running, 
and in view of the current interest in the 
matter the terms agreed upon may be in- 
dicated. Each authority will run an 
equal number of cars, and the surplus 
mileage will be paid for by the under- 
taking in which it is run, on the basis of 
working expenses. The latter expenses 
are settled according to a fixed basis 
which will include the wages of motor 
men and conductors, the cost of cleaning 
and oiling cars, cost of uniforms and 
badges, and maintenance of cars and com- 
pensation. The charges will be on the 
basis of the average cost per car-mile as 
shown in the last published accounts. 
Fach authority will be entitled to all re- 
ceipts taken in its own area, but all 
through fares will be divided equally up 
to an agreed number; above this number 
the division will be in the ratio of the 
route-mileage traversed on each system, 
approximately five and one-half miles for 
Leeds and four miles for Bradford. The 
general managers will control the traffic 
arrangements of the respective areas, and 
employés will abide by the regulations in 
force in the district in which they are 
working. If there are any matters in 
dispute between the two municipalities at 
the end of the first year’s working, these 
are to be referred to an arbitrator who 
has the approval of both parties or to the 
board of trade. 

Among the other items in the pro- 
gramme of the Nottingham convention 
were: A presidential address by J. Ald- 
worth, the Nottingham Corporation tram- 
way manager, and a couple of papers on 
ticket check and the treatment of inca- 
pable tramway employés. 


Some years ago much interest was 
evoked in trackless trolley systems as a 
result of experimental work of the kind 
that had taken place in Italy and other 
Continental countries. A paper on the 
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whole subject was read before the Brad- 
ford meeting of the British Association 
by J. G. W. Aldridge, and there were pro- 
posals put before Parliament which 
aroused hopes of such a system of cars 
being run to serve some routes in, we 
believe, a Gloucestershire district. For 
some reason or other nothing was done, 
and so far as actual work was concerned 
the system was practically forgotten. In- 
terest has now, however, been revived, 
and the prospect of something being done 
is far more hopeful than it was seven or 
eight years ago. Several municipal cor- 
porations have recently sent deputations 
to the Continent to investigate as to what 
the experience accumulated there has to 
say to them as a guide, and they have re- 
turned very favorably impressed with the 
suitability of trackless trolley cars for use 
in some of their outlying districts where 
at present the traffic is insufficient to jus- 
tify big expenditure upon tramway-track 
work. The deputation from Manchester, 
after an investigation of the system in 
Germany, is recommending its trial on 
one of the suburban roads not yet served 
by tramways. It is stated that whereas 
the working expenses on Manchester trol- 
ley tramways amounted to 7.07 pence per 
car-mile last year, the figure for a track- 
less trolley line would be only 5.38 pence 
per car-mile, showing a substantial sav- 
ing, but, needless to say, the figures are 
estimates and therefore are received with 
much reserve. Manchester has experi- 
mented with omnibuses of the petrol type, 
and expressed its disgust by ordering their 
removal from the streets. This happened 
some time ago. It has now resolved to 


permit another trial for three months with 
steam "buses. 


route suggested being from Donnybrook 
to the seaside resort, Bray. F. Douglas 
„Fox, who is associated with the concern 
which is endeavoring to introduce the 
trackless trolley system in England, read 
a lengthy paper on “General Urban and 
Interurban Transportation and Railless 
Traction” before the Dublin meeting of 
the British Association in September. 
After producing statistics of the working 
costs, etc., of a number of English elec- 
tric tramways, he proceeded to show the 
economy anticipated with railless systems, 
He stated that by this method electricity 
had entered the field of highway transpor- 
tation with much more likelihood of 
favorable competition with both the tram- 
way and the light railway. 


The railway department of the board 


Dublin also has a trackless 
trolley scheme under consideration, the - 
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of trade has just issued its report on the 
fire that occurred last July on the City 
& South London Electric Railway, near 
Moorgate Street station. It appears that 
though the fire was not completely extin- 
guished, other trains were allowed to pass, 
creating a draft which needlessly pro- 
longed it. The origin of the fire is uncer- 
tain. The evidence of the electrical engi- 
neer pointed to leakage of current some- 
times occurring between the power rail 
and the running rail through iron and car- 
bon dust accumulating on the sleepers 
and insulators, this dust and the upper 
surface of the sleepers catching fire. The 
board of trade report says that this may 
have been the cause, or possibly sparks 
from the locomotive shoes ignited the dust. 
The reporters refer to the extremely dirty 
state of the tunnels, some of the dirt being 
dangerous; oil dripping takes place in 
some parts and pieces of waste have been 
found on fire. The smoke danger in such 
tubes, however, is believed to be worse than 
the actual fire danger, and the recom- 
mendations which the reporters make for 
preventing these troubles as far as possible 
are as follow: 

1. Considerably greater attention should 


be given to cleanliness; dust should be 


more carefully removed. 

= 2. A liberal use of whitewash would en- 
able any accumulation of dust to be de- 
tected. 

3. The filling up of the inverts, particu- 
larly of the large tunnels, should be car- 
ried out. 

4. No electric wires or cables should be 
carried below or between the sleepers, but 


they should be neatly arranged along the | 


sides of the tunnels, and all crossing of 
cables should be overhead. 

5. The use of wood should be elimi- 
nated as far as possible; the planking and 
the wooden platforms should be replaced 
by slate or granolithic slabs. 

6. On discovery of a fire, all traffic 
should be stopped in that section until the 
fire is completely extinguished. 

7. Prompt notice should be given to the 
fire brigade. 


The Metropolitan and District Railway 
companies are introducing further im- 
provements in their electric train services. 
During the hours of heaviest traffic the 
main-line service between Gloucester Road 
and the Mansion House stations will be 
increased from thirty to thirty-four trains 
per hour; at lighter times twenty-six in- 
stead of only twenty-two trains per hour 
will be run. Some of the three and five- 
car trains will have an additional car at 
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busy times, and more express trains be- 
tween the city and suburbs will be intro- 
duced; the nine-car train, claimed as the 
record multiple-unit train of the world, 
is to be lengthened by a further car, mak- 
ing its length 500 feet, and a second like 
train is also to be run. 


An exhibition which is receiving a good 
deal of attention at the present time is 
the International Rubber Exhibition, 
opened at Olympia on September 14. 
Specimens of rubber in the rough and in 
all stages of manufacture are on view, 
having come from all the rubber-producing 
countries of the world. Interesting ex- 
hibits there are of various classes of ma- 
chinery employed in the manifold opera- 
tions necessary in dealing with the rubber 


itself and in manufacturing rubber ar- 
ticles, 


Some discussion is taking place just 
now concerning the discharge of a number 
of employés of the National Telephone 
Company, the figure being put at 1,000 
for the whole of the United Kingdom. 
It will be remembered that the company’s 
undertaking is to be taken over by the 
government in the year 1911 upon terms 
which were agreed upon between the par- 
ties after prolonged negotiations several 
years ago. The reason given by Mr. 
Franklin, the company’s chairman, for the 
dismissals is that in the closing years of 
the company’s business (there are only 
three years to run) there must be “some 
limitation of expenditure” of “capital 
which would not be productive within the 
period of the license,” and for which only 
a depreciated value might be paid by the 
government. What the company wants is 
a definite understanding with the govern- 
ment that any money it spends on behalf 
of the period subsequent to 1911 shall be 
recouped to it without loss. Every one 
will hope that in the interests of the ex- 
tension of the telephone service of the 
kingdom some such understanding will be 
speedily arrived at. 


Tt is announced that Robert Nelson, of 
the well-known firm of Merz & McLellan. 
consulting engineers, has been appointed 
by the government to be his majesty’s elec- 
trical inspector of mines. The office is an 
entirely new one. 


On September 18, at the Hotel Cecil, 
London, a demonstration was given of 
Hans Knudsen’s apparatus for the wireless 
operation of a linotype keyboard from a 
distance, and for the transmission of pho- 
tographs. A. H. BRIDGE. 

London, September 26, 1908. 
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Electrical Notes from Europe. 


OR some time past the French 
F Government has been taking an in- 
terest in the matter of wireless 
telephony, especially from a military 
standpoint, and three officers of the navy, 
Licutenants Jeance and Colin and Engi- 
neer Mercier, have been engaged with a 
svstem ef wireless telephone apparatus at 
the Eiffel Tower, in Paris, which, it will 
be remembered, is under the control of the 
War Department. This apparatus is not, 
as has been stated, of a sensational char- 
acter, but follows the general lines of the 
existing wireless telephone instruments. 
It was desired in the first place to find a 
type of apparatus which was adapted to 
be used for signaling between war vessels 
or from the latter to coast stations, and 
M. Thomson, the Minister of Marine, 
is having the present work carried out by 
engineers at the tower plant who were 
appointed for the purpose. From the 
start of the tests, which occurred only 
recently, the success of the new apparatus 
was assured, as on the first trial at long 
distance it was found that they could 
reach the post at Dieppe, which contained 
a like set of instruments. The distance 
is nearly 100 miles, and conversation 
could be heard during the day and night. 
As the weather was stormy at the time 
there is no doubt that greater distances 
can be covered. At present the record 
of distance was made by M. Poulsen, the 
inventor of the svstem, who states that he 
was able to telephone from a point near 
Copenhagen as far as Berlin, at a distance 
of 234 miles. 


While upon the present subject we 
should not neglect to mention the prepara- 
tions which are being made at the Eiffel 
Tower station for receiving wireless tele- 
graph messages from America. The first 
experiments will be carried out during 
the night, so as to avoid the disturbing 
effects which occur during the dav. The 
apparatus at the tower plant is now in 
readiness to begin the experiments with 
New York, and these will be carried out 
very shortly. However, when the new 
high-power plant of the tower station is 
finished much greater distances can, no 
doubt, be covered. Work has now been 
commenced upon the underground station 
which is to replace the present plant. Tts 
operations were much hampered owing 


to the small power of the apparatus, and 


(By Our Special Correspondent.) 


the change will bring about quite a new 
state of affairs. 


An enterprise of an interesting nature 
has been undertaken by the company 
which operates the Solingen mines in 
Westphalia. It is taking steps to utilize 
the peat bogs of this region, and will 
burn the peat in an electric plant which 
is to be erected on the spot. Current 
will be sent from the station in order 
to supply the towns and villages of the 
district. At the same time the peat will 
be used to furnish various chemical 
products by treating it in the proper way. 
It is found that sulphate of ammonia can 
be produced to advantage by this method, 
and the company has already been work- 
ing a chemical plant with some success. 


_It is proposed to utilize the vast peat bogs 


which lie in the Rhine region in the dis- 
trict of Westphalia and Hanover, and cur- 
rent will be produced much more cheaply 
than from coal. 


The new Edison battery is used on an 
automobile car which has been recently 
put in service in Berlin. It is constructed 
by the Bergmann firm and uses a five- 
horse-power motor with a gear ratio of 
5 to 1, working upon the rear axle of 
the car. There are sixty-four cells of 
the Edison battery used, and these fur- 
nish eighty volts for the motor, which 
works at a speed of 1,500 revolutions per 
minute. The battery is held in eight dif- 
ferent wood cases. Each of the cells 
weighs sixteen pounds and gives 1.23 
volts. The entire battery furnishes four- 
teen kilowatt-hours, and the charging cur- 
rent is sixty-five amperes at three and one- 
half hours’ duration. The motor has two 
separate windings and the battery is 
divided in halves. By varying these 
different circuits at the controller the 
various speeds of the car are obtained, of 
which the highest is twenty miles an hour. 
The expenditure of energy is found to be 
seventy-five watt-hours per ton-kilometre. 


With battery and motor, the car weighs 
16.5 tons. 


A new process for making an insulator 
which is said to resemble ebonite has ap- 
peared on the Continent. Powdered tan 
hark is mixed with one-third of sulphur 
and the whole is heated until the sulphur 
melts, when the mixture is well stirred 
and then cooled. It has the form of 


small, black grains. These are put in a 
pressure mold and heated from the out- 
side; this gives a block or a piece of in- 
sulating material of any form. The new 
insulator is said to possess many of the 
properties of ebonite. 


Owing to the successful operation of the 
Ronchamps central station, which distrib- 
utes current in the Belfort, Vosges and 
other regions in the eastern part of 
France, it has been decided to add a new 
steam turbine to the three existing units. 
This will be a turbine-alternator group 
of 5,000 horse-power, and it will use a 
transformer for giving 30,000 volts upon 
the power line. 


Owing to the disastrous fire which oc- 
curred at the central telephone exchange 
of Paris, the principal subscribers in the 
business district will be obliged to do 
without the telephone for two months or 
more. There are nearly 20,000 subscribers 
affected by the loss of the exchange. The 
fire broke out about seven o’clock on the 
evening of September 20, when the odor 
of burned rubber appeared in the fifth or 
top floor of the building, where the new 
multiple switchboard on the central-bat- 
tery system had been installed. An in- 
spection of the apparatus showed that the 
ground cables placed in the basement were 
no longer in working order and that there 
must have been a short-circuit at that 
point. The cables which come from all 
over the centre of the city run into the 
basement and are thence brought through 
the building. The employés were ordered 
to leave the building as a fire was com- 
mencing to break out, no doubt in the 
basement, and owing to the inner conduits 
and shafts for the cables, the fire soon 
commenced to gain all the different stories 
of the building, which is a five-story one. 
The Gutenberg exchange fronts on the Rue 
du Louvre and extends back for a con- 
siderable distance to the Rue Jean Jacques 
Rousseau, being a long and narrow build- 
ing, lying against the dwelling houses on 
one side and separated by the Rue Guten- 
berg, a narrow passage, from the Central 
Post-Office building. 

Shortly after the emplovés had left the 
fire was seen in the top story, and it 
seemed to have reached this point directly 
from the basement by the shafts above 
mentioned. Soon afterward the fire 
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spread to the floor underneath. The fire- 
men, who soon arrived, could not enter the 
basement as the fire was in full progress 
there. At nine o’clock the whole building 
formed an immense brazier from which 
escaped flames and calcined stone. The 
metallic structure of the building, how- 
ever, remained solid. Owing to the efforts 
of the firemen and the great number of 
hose which were made to play on the 
flames, the fire was gradually brought 
under control, and was finally put out sev- 
eral hours after. Two companies of in- 
fantry were brought out and they aided in 
keeping order around the building. 

But little, if any, of the material which 
occupied the exchange can be saved, and 
most of the multiple telephone boards are 
a total wreck. In four stories of the ex- 
change were installed the multiple switch- 
boards, which served for 20,000 sub- 
scribers, or very nearly that number. 
There were also the boards for the sub- 
urban and interurban service. This latter 
suffered the least, but as regards the rest 
of the apparatus it is totally lost and the 
subscribers in the business part of Paris 
will be obliged to have recourse to the pub- 
lic cabins in order to use the telephone, 
and this state of affairs will last until a 
temporary exchange can be erected. A 
great disturbance among users of the tele- 
phone was thus occasioned. It was of the 
first importance to establish communica- 
tion between Paris and London, Berlin 
and other cities, which had been cut off. 
This was done within twenty-four hours, 
and the ministerial offices, War, Navy and 
others, were also cared for, as it was most 
important that the government adminis- 
_ trations should not be deprived of the 
telephone. The Bourse suffered greatly 
from the lack of communication, and it 
became difficult to carry on certain kinds 
of commercial affairs where the stocks fluc- 
tuate rapidly. 

Usually there are 1,400 female telephone 
employés in the Gutenberg exchange, but 
as the fire occurred on Sunday, the num- 
ber was much less, which was fortunate. 
No one was hurt on this occasion and the 
firemen, although they suffered much from 
the intense heat, were not injured. It is 
therefore a matter of congratulation that 
no lives were lost. The minister of Public 
Works and the Postal Telegraph and Tele- 
phone secretary are taking measures to 
restore order within the least possible time. 
The interurban service suffered the least, 
and it will be transferred to the other 
telephone exchanges of the city. A part 
of the apparatus will be installed in the 
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office near the Bourse and the Chamber 
of Commerce will be asked to afford other 
localities in the central part of town. 
After establishing the London and Brus- 


sels telephone lines, the next in order will 


be the Bordeaux line, then the Lyons and 
other home telephone lines. Among the 
foreign lines, those to be opened first will 
be the Berlin and Frankfort lines. 
Besides the damage to the telephone 
service, the telegraph also suffered from 
the fire. A certain number of telegraph 
cables pass in the basement of the Guten- 
berg exchange, especially the English and 
Belgian cables. About 800 feet of cable 
were destroyed in the basement. After the 
disaster there were four telegraph lines es- 
tablished with London and two with Brus- 
sels. ‘By the time the present account 
appears the foreign and interurban lines 
will have all been established both for the 
telegraph and the telephone, as the work 
is being pushed forward with all haste. 
The city subscribers will suffer most, 
however. It will take at least two months 
before a temporary exchange can be 
erected and there seems no other way of 
solving the problem. However, all the 
‘public cabins will be in working order, as 
they will be at once connected with the 
other exchanges of the city. At the same 
time there will be many temporary cabins 
opened up either in the post-offices or in 
other localitics, and the subscribers will 
have the free use of these by showing their 
card. This, however, will be but a feeble 
remedy for the difficulty, and most of the 
business offices will suffer considerably. 
This applies to the 20,000 subscribers who 
were connected to the Gutenberg exchange. 
The rest of the subscribers in the city, to 
the number of 25,000, are using the tele- 
phone as usual, seeing that they are con- 
nected to the six outer telephone exchanges 
which are of smaller size. But they can 
not, of course, communicate with the cen- 
tral subscribers’ lines and will thus 
be cut off from the central part of 
town. 
at the public telephone cabins in all 
parts of the city. No doubt the use of 
pneumatic cards and telephonic messages 
will increase. In the latter case one may 
telephone from a cabin to the emplové 
in another office, who writes down the 


message and it is delivered to the desired 


address. Outside of the direct use of the 
telephone this is the quickest way to com- 
municate from one part of town to an- 
other. 

It is proposed to erect the provisory ex- 
change, or rather two separate buildings, 
each with 10,000 subscribers, in the space 


This will mean a great rush. 
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which is embraced by the Louvre building, 
known as the Carrousel Place. This will 
be very objectionable, as it will spoil the 
appearance of this attractive site, but as 
it is necessary no doubt the measure will 
be approved. Two months at the very 
least will be needed to fit up this exchange, 
and the 20,000 subscribers will then be 
satisfied. Meanwhile there will be meas- 
ures taken for the building of a new ex- 
change, probably on the site of the present 
one, but this is not certain. At least, the 
use of a smaller unit for the exchanges is 
found necessary, as had such been the 
case the fire would not have caused the 
same damage. As to the monetary loss, 
this is difficult to judge at present, but the 
Paris journals mention sums varying from 
six to eight million dollars. 
C. L. DURAND. 
Paris, September 26. 
— 0 
The Oid Time Telegraphers’ 
and Historical Assoeiation. 


The twenty-seventh annual reunion of 
the Old Time Telegraphers’ and His- 
torical Association and the Society of the 
United States Military Telegraph Corps 
was held at Niagara Falls, N. Y., Sep- 
tember 16, 17 and 18. Headquarters were 
established at the Cataract International 
Hotel. There were in attendance a large 
number of delegates and guests, and the 
meeting was successful in every way. 

The business meeting of the Socicty of 
the United States Military Telegraph 
Corps was held on the morning of 
Wednesday, September 16, Colonel Will- 
iam B. Wilson, the president, occupving 
the chair. The reports of the president, 
secretary and treasurer were presented, 
and the constitution and by-laws with 
all amendments made since 1882 were re- 
adopted. 

J. H. Robinson, of Washington, D. C., 
addressed the meeting, referring particu- 
larly to the deeds of heroism performed by 
the military telegraphers during the 
Civil War. : 

It was resolved that all persons eligible 
to membership may be elected to life 
membership by the payment of $50, in 


which case the payment of annual dues 


will not be required. 

A resolution was also adopted recording 
the appreciation of the society of the pro- 
vision made by Andrew Carnegie for 
meeting the wants of the aged and needy 
members of the corps. 

A resolution was passed expressing the 
appreciation of the society of the services 
to the organization of James E. Pettit, 
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its secretary and treasurer for twenty-six 
years. 

The following officers were elected: 
President, William B. Wilson, Philadel- 
phia; secretary and treasurer, David 
Homer Bates, New York; vice-presidents, 
William L. Ives, New York, and Charles 
A. Tinker, Brooklyn. 

General Thomas T. Eckert and Colonel 
Robert C. Clowry were elected honorary 
members of the society. 

The business meeting of the Old Time 
Telegraphers’ and Historical Association 
was held at 2 o’clock on Wednesday after- 
noon, September 16. The meeting was 
called to order by Harvey D. Reynolds, 
president, and Franklin D. McKenna, 
corporation counsel of the city of Niagara 
Falls, welcomed the delegates and mem- 
bers to the city in behalf of the mayor. 
The reply for the association was made 
by William J. Dealy, of New York. 

In his presidential address Mr. Rey- 
nolds referred to the death of former 
President William Hamilton Young and 
of Secretary John Brant. 

M. J. O’Leary, of New York, who was 
appointed to act as secretary pro tem., 
read the report of the secretary and treas- 
urer. 

The following officers were elected: 
President, E. B. Saylor, Pittsburg, Pa.; 
first vice-president, C. B. Bagley, Pitts- 
burg, Pa.; second vice-president, W. J. 
Camp, Montreal, Canada; secretary, 
Frank J. Scherrer, New York. 


—— 0 


Northwest Electric Light and 
Power Association. 


About seventy-five representatives of 
electric light and power companies in 
Washington, Oregon, Idaho and Alaska 
have organized the Northwest Electric 
Light and Power Association. A meeting 
was held in Seattle, Wash., on September 
19, to bring together these interests, and 
the session closed with a banquet on the 
evening of that day. 

The following officers were elected: 
President, Arthur Gunn, Wenatchee, 
Wash.; first vice-president, A. Welch, 
Portland, Ore.; second vice-president, 
Francis Rotch, Fairbanks, Ore.; third 
vice-president, Henry Adams, Lewiston, 
Ida.; temporary secretary, J. D. Crary, 
Aberdeen, Wash. Executive committee: 
If. L. Bleeker, Portland, Ore.; I. W. An- 
derson, Walla Walla, Wash. ; E. E. Potter, 
Seattle, Wash.; L. B. Faulkner, Olympia, 
Wash. ; C. G. Arrowsmith, North Yakima, 
Wash.; O. B. Caldwell, Portland, Ore., 
and N. J. Shields, Moscow, Ida. 
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Electrical Transmission of 
Time Signals Without 
Wires. 

A system for the distribution of time 
signals by means of Hertzian waves, in- 
vented by Franz Morawetz, of Vienna, 
is described in L’Industrie Electrique. 
Paris, September 10, by Dr. A. Ferla. At- 
tempts in this direction had already been 
made, but have failed on account of dis- 
turbances caused by extraneous, such as 
atmospheric, electric waves. The inventor 
conceived the idea of constructing an ap- 
paratus which remains in circuit only 
during one second. As soon as an electric 
wave strikes it, it is disconnected from the 
circuit by a suitable clockwork and re- 
mains in this condition for fifty-nine 
seconds. Thus the apparatus is capable 
of receiving a signal only during one 
second out of sixty and can be actuated 
only once in a minute, either by a wave 
intended for this purpose, or by some 
other wave. Mr. Morawetz, in conjunc- 
tion with Professor Reithoffer, of the 
Vienna Technical High School, investi- 
gated the behavior of electric waves in a 
large city and the construction of appa- 
ratus for their utilization. A central 
station was installed in 1905 on the roof 
of the Technical Institute in Vienna, for 
which the municipal council granted a 
subsidy of 3,000 francs, and the best form 
of antenne and the most favorable wave 
length were studied. The experiments 
showed that a wave length of 765 metres 
had the necessary inflection to overcome 
the inequalities of the territory. In 1906 
the influence of atmospheric electricity 
on the apparatus was investigated and 
observations were made simultaneously at 
two receiving stations, one at Breitensee 
and the other at the Siemens-Schuckert 
works on the Praterquai. An increase in 
atmospheric electricity often manifested 
itself hours before the formation of clouds 
indicating a thunder storm. An extra- 
ordinarily violent thunder storm, which 
struck Vienna in July, 1907, did not 
disturb the system in the least and proved 
its complete insensibility to atmospheric 
electricity. Although the discharges suc- 
ceeded one another almost without inter- 
ruption, the clocks continued to keep exact 
time. The waves sent out from the 
central station could be distinguished very 
clearly from the atmospheric sparks at the 
coherer by their color. During the trials 
it was likewise demonstrated that large 
masses of metal. are no obstacle to the 
propagation of electric waves. The me- 
tallic cupola of the St. Charles Church is 
between the central and one of the receiv- 
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ing stations, but with the wave-length em- 
ployed the signals arrived without being 
disturbed or weakened in the slightest. 
During the experiments the sending and 
receiving instruments were perfected. At 
the central station the high-tension wave- 
transmitting apparatus is actuated by an 
electric clock invented by Mr. Morawetz. 
This clock is capable of closing the circuit 
of a transformer during a time-interval of 
either one, two, three or four. seconds and 
from one to three times per minute. The 
secondary circuit of the transformer 
charges a battery of 100 Leyden jars, 
which is discharged across a spark-gap, 
producing radiating electrical oscillations 
in the antenne. As the radiations can 
not be produced on one side of the circuit 
only, the other terminal is connected to 
the ground. At the receiving station in 
Breitensee a steel tube pole, twenty metres 
high, is installed in a wooden socket. The 
antenn consist of copper wires suspended 
from an insulated cross-bar at an angle of 
forty-five degrees. The wires are joined 
at the bottom, enter the station through a 
glass tube and are likewise connected to 
the ground. When the waves reach the 
receiving antenne, which must be in 
resonance with the oscillations, a system 
of induction coils and condensers trans- 
mits them to the coherer, and the latter 
closes a local circuit by means of a very 
sensitive relay. The chronometric appa- 
ratus of Mr. Morawetz, the principal part 
of the invention, consists essentially of a 
clock movement which, when actuated by 
the waves, interrupts communication with 
the receiving devices, so that signals can 
be received only during a predetermined 
number of seconds. If any extraneous 
wave arrives at another time it operates 
the apparatus at the receiving station, 
but the wave from the central station re- 
mains ineffective. In such a case there 
will be a slight discrepancy between the 
central and receiving stations, which will, 
however, be compensated during the fol- 
lowing minute and can not exceed a few 
fractions of a second. The secondary 
clocks at the receiving stations may, of 
course, be of any construction. The ad- 
vantages of this svstem are that the oper- 
ation of the central station can be effected 
by a single master clock, that the in- 
stallation of a great number of circuits 1s 
rendered unnecessary, and that the system 
may be extended without limit over a 
whole citv, and eventually, by increasing 
the power at the transmitting station, over 
a whole country, without danger of dis- 
turbance. The cost of such an installa- 
tion of clocks will be very nearly equal 
to that of a corresponding number o 
mechanical clocks, and it may be con- 


cluded that they will be the clocks of the 
future. 
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FINANCIAL REPORTS OF ELECTRICAL 
COMPANIES. 


SOUTH SIDE ELEVATED. 

The income of the South Side Elevated 
Railway Company, Chicago, Ill., for the 
year ended June 30, 1908, as filed with 
the Warehouse Commission is as follows: 
Gross, $2,242,345; expenses, $1,569,231; 


net, $673,114; charges, rents, etc., $377,- 


684; surplus, $295,430; depreciation, 
$50,000; balance, $245,430; - dividends, 
$281,317; deficit, $35,887, comparing 
with a surplus of $69,107 for the previous 
year. 


METROPOLITAN WEST SIDE ELEVATED. 


The Metropolitan West Side Elevated 
Railway Company, Chicago, Ill., reports 
as follows for the year ended June 30, 
1908: Gross, $2,809,483; expenses, 
$1,457,152 ; net, $1,352,341; other income, 
$5,016; total income, $1,357,357 ; charges, 
$1,070,780; surplus, $286,577; dividends, 
$65,320; surplus, $221,257, which com- 
pares with $195,858 for the previous year. 
During the year the Metropolitan com- 
pany paid off $376,387 equipment notes 
and purchased and paid for $200,000 new 
equipment. The total expenditure for 
equipment was $576,387. During the 
= year the company increased its funded 
debt $400,000 by the sale of extension 
bonds. The difference between this sum 
and cost of equipment, or $176,387, was 
taken out of surplus. The company also 
reduced its collateral loan $50,000. 


MINNEAPOLIS GENERAL ELECTRIC 
COMPANY. 

The Minneapolis (Minn.) General 
Electrice Company’s gross earnings show 
an increase of $9,996 for July. This was 
offset to some extent by an increase of 
$1,662 in expenses. The July gain in 
net earnings was $4,374. For the twelve 
months the gross earnings showed a gain 
of $81,666, and the expenses were cut 
$3,027. The increase in net earnings 
amounted to $84,692 for twelve months. 
In detail the report for July is as follows: 
Gross earnings, $73,889, increase, $9,996 ; 
expenses, $32,025, increase, $1,662; net 
earnings, $41,864, increase, $4,374; 
charges and taxes, $32,400, increase, 
$5,576; July surplus, $9,464, decrease, 
$1,202. For twelve months: Gross earn- 
ings, $961,506, increase, $81,666; ex- 
penses, $435,638, decrease, $3,027; net 
earnings, $525,868, increase, $84,692; 
charges, $354,422, increase, $132,764; 
surplus, $171,446, decrease, $48,672. 
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DETROIT UNITED RAILWAY COMPANY. 

The report of the Detroit United Rail- 
way Company for the month of August 
and eight months ended August 31, 1908, 
is as follows: August gross, $691,489 ; ex- 
penses, $443,939; August net, $247,550; 
other income, $4,957 ; total income, $252,- 
507; charges, $134,859; August surplus, 
$117,648, comparing with $171,168 for 
August, 1907. Eight months’ gross, 
$4,656,365; expenses, $2,972,116; eight 
months’ net, $1,684,249; other income, 
$410,028; total income, $1,724,277; 
charges, $1,083,811; eight months’ sur- 
plus, $640,466. This compares with 
773,763 for the corresponding months of 
1907, a decrease of $133,297. 


LEXINGTON & TINTERURBAN RAILWAYS 
COMPANY. 

The report of the Lexington & Inter- 
urban Railways Company for the month 
of August and ecight months ended 
August 31 is as follows: August gross, 
$63,246; expenses, $35,844; August net, 
$27,402. Eight months’ gross, $402,540; 
expenses, $260,593; eight months’ net, 
$141,947. This is an increase of $15,547 
over the corresponding figure for 1907. 


MEMPHIS STREET RAILWAY. 

The Memphis (Tenn.) Street Railway 
Company’s report of earnings for the 
month of August and eight months ended 
August 31 is as follows: August gross, 
$141,191; expenses and taxes, $87,929; 
August net, $53,262; charges, $35,532 ; 
balance, $17,730; reserve funds, $2,500; 
August surplus, $15,230, comparing with 
$21,786 for August, 1907. Eight months’ 
gross, $1,056,720; expenses and taxes, 
$671,347; eight months’ net, $385,373 ; 
charges, $279,437; balance, $105,935 ; 
reserve fund, $20,000; eight months’ sur- 
plus, $85,935, comparing with $115,733 
for the corresponding period of last year. 


NASHVILLE RAILWAY AND LIGHT. 

The Nashville (Tenn.) Railway and 
Light Company reports earnings for the 
month of August and eight months 
ended August 31 as follows: August 
gross, $127,795; expenses and taxes, $78,- 
166; August net, $49,629; interest 
charges $32,811; balance, $16,818; re- 
serve funds, $3,829; August surplus, 
$12,988, as against $16,983 for August, 
1907. Eight months’ gross, $1,015,782 ; 
expenses and taxes, $620,565; eight 
months’ net, $395,217; interest charges, 
$253,975; balance, $141,243; reserve 
funds, $30,357; eight months’ surplus, 
$110,886, comparing with $140,615 for 
{he previous year, 
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LITTLE ROCK RAILWAY AND ELECTRIC. ` 

Little Rock (Ark.) Railway and Elec- 
tric’s earnings for the month of August 
and eight months ended August 31 are 
as follows: August gross, $56,868; ex- 
penses and taxes, $28,851; August net, 
$28,017; charges and sinking fund, $11,- 
315; balance, $16,701; reserve funds, 
$3,000; August surplus, $13,701, compar- 
ing with $18,968 for August, 1907. 
Eight months’ gross, $441,161; expenses 
and taxes, $227,568; eight months’ net, 
$213,593; charges and sinking fund, 
$80,190; balance, $133,402; reserve 
funds, $24,000; eight months’ surplus, 
$109,402, as against $126,159 for 1907. 


NORFOLK & PORTSMOUTH TRACTION. 

The Norfolk & Portsmouth (Va.) 
Traction Company’s earnings for the 
month of August and eight months ended 
August 31, are as follows: August gross, 
$174,872; expenses, $94,575; August net, 
$80,297. Eight months’ gross, $1,232,- 
295; expenses, $740,436; eight months’ 
net, $491,859, comparing with $642,039 
for the corresponding months of 1907. 
The large net earnings for 1907 are due 
to the Jamestown Exposition. 

— — 0 

Comparative Operating Costs 

of Small Arc Lamps and 

High Candle-Power Osram 

Lamps. | 


Hermann Remane makes a comparison 
in the Klecktrotechnische Zeitschrift, Au- 
gust 20, between high-candle-power osram 
lamps and small arc lamps. The osram 
lamps are made of 200, 300, 400 Hefner 
candle-power and 110 to 130 volts, and 
from 200 to 250 volts, consuming one to 1.1 
watt per horizontal Hefner candle. Tests 
made with direct current and alternating 
current show a useful life of 800 hours, 
during which time the candle-power de- 
creased from five to six per cent. The 
mean spherical candle-power is given as 
seventy-nine per cent of the mean hori- 
zontal, which is the same figure found by 
the Reichsanstalt for osram lamps up to 
fifty candle-power. It is stated that the 
osram lamp is of greater efficiency than 
the open direct-current arc lamp of less 
than five amperes and alternating arc 
lamps with pure carbons of less than fif- 
teen amperes. Comparison is also made 
of the operating costs of arc lamps and 
osram, and it is found that the osram 
lamp is commercially much superior to 
the direct-current open arc of less than 
six amperes, and enclosed arcs up to 6.5 
amperes, and to the alternating open arc 
of any size up to twenty amperes. 


Electric Automobiles. . 


An electrically operated automobile, 
built by the Siemens-Schuckert Company, 
known as type “B,” is made in three 
parts, the chassis, the storage battery and 


the body. The framework is of pressed — 


Siemens-Martin steel. The front part 
carries an auxiliary frame of the same 
steel and serves as a base for the storage 


battery. The motor is suspended in a. 


ring in the middle of the body, and drives 
the rear wheels through the medium of a 
differential gear. The normal capacity of 
the motor is 4.2 horse-power. The storage 
battery consists of forty-four cells, hav- 
ing a capacity of 145 ampere-hours at a 
five-hour discharge rate. For charging 
ninety-five to 120 volts are necessary. It 
is claimed that the advantage of an elec- 
trically operated automobile is safety in op- 
eration, doing away with noise and obnox- 
ious odors common to gasolene and other 
explosion motors.—Translated and ab- 
stracted from Centralblatt fiir Accumu- 
latoren und Galvanotechnik, August 20. 
< 

Series Repuision Motor of Alex- 

anderson. 

Rudolf Richter starts out with a refer- 
ence to a paper read before the American 
Institute of Electrical Engineers at Niag- 
ara Falls on the “Choice of Frequencies 
for Single-Phase Traction,” fifteen or 
twenty-five cycles, which szemed to favor 
fifteen cycles, until Steinmetz pointed out 
the fact that Alexanderson succeeded in 
building a single-phase railway motor for 
twenty-five cycles having the same effi- 
ciency as the fifteen-cycle motor. It was 
pointed out that the weight of the twenty- 
five-cycle motor is about the same as that 
of the fifteen-cvcle machine, and that the 
Alexanderson twenty-five-cvcle motor is 
to be preferred. The author also discusses 
Alexanderson’s paper on “Single-Phase 
Railway Motors.” The article runs 
through two issues and contains many 
interesting charts and diagrams, giving 
comparisons between the Alexanderson 
and other commercial types of single- 
phase motors. The author also discusses 
the spark voltage of the different types at 
different loads. —Translated and abstract- 
ed from Elektrotechnische Zeitschrift, 
August 20 and 27, 


REVIEWS OF CURRENT ENGINEERING 
AND SCIENTIFIC LITERATURE 


The ‘ Grissonator.’”* 


The name “Grissonator” has been given 
to a converter constructed by the firm of 
Grisson, in Berlin, for transforming direct 
current into interrupted current or into 
alternating current of any tension. The 
transformation is not effected by a circuit 
interrupter, but by the direct charge and 


discharge of a condenser. The direct cur- ` 


rent to be transformed flows from the 
positive pole of the source in the direction 
of the unfcathered arrow through the 
primary of an induction coil J, passes 
through the commutator U composed of 
small brushes and two collector rings, 
through the condenser C, and thence to 
the negative pole. The current charges 


———— 


THE ‘‘ GRISSONATOR.”’ 


the condenser to the tension of the direct- 
current source. At the end of the charge 
the current ceases of itself and, if the 
circuit is broken, this does not produce an 
interruption of the current, but a simple 
opening of the circuit without current. 


When the commutator U is rotated by a- 


small motor the small brushes pass with- 
out current over the insulating part of the 
commutator, while the condenser main- 
tains the tension of the current source. If 
the commutator continues to rotate a con- 
tact is made between the condenser and 
the opposite pole of the current source, 
and consequently a new charge flows in 
the same direction through the induc- 
tion coil and charges the condenser in 
the direction of the feathered arrow. This 
apparatus is particularly useful with 
Roentgen-ray installations, for the second- 
ary effect is not brought about by the extra 
current caused by the making and break- 
ing of the circuit, but exclusively by a 
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series of current impulses resulting from 
the closing of the circuit. The condenser 
used with this apparatus consists of 
aluminum sheets immersed in a special 
electrolyte, which become covered with a 
skin formed by disengaged oxygen when 
the apparatus is in operation. A con- 
denser of this kind measuring twenty-five 
by twenty-five by thirty centimetres has a 
capacity of over 500 microfarads. The 
aluminum forms the anode and the elec- 
trolyte the cathode.—Translated and ab- 
stracted from L’Electricien (Paris), Sep- 
tember 5. à 


Electrometallurgy at the Marseilles 
Exposition. 

The employment of high temperatures 
was only made possible after the discovery 
of the electric furnace, and since its ap- 
plication to the production of aluminum 
great progress has been made in the manu- 
facture of numerous siderurgical products, 
a great variety of which is to be seen at 
the Marseilles exposition, says M. de Ker- 
mond. The oldest firm engaged in the 
electrometallurgical industry in France is 
the Société Electrométallurgique de 
Froges, which originally started with a 
few hundred horse-power, about ten years 
ago, but now utilizes about 30,000 horse- 
power. The manufacture of aluminum 
by the Héroult process has been its prin- 
cipal occupation. It exhibits aluminum 
in ingots, sheets, bars, wires, cables, tubes, 
ete., and a magnificent collection of 
kitchen utensils. The use of this metal 
in the transmission of electrical energy, 
one of its important applications, is illus- 
trated by exhibits of wires, cables, binding- 
posts, splices, ete. The firm of Morel 
exhibits aluminum rivets and tubes for 
special purposes, as oil and nitric acid 
channels, refrigerating apparatus, sign 
letters, medals, keys, ete. The cooking 
utensils exhibited are recommended not 
only for their beautiful appearance, but 
also for their indefinite wearing qualities. 
The Société Electrométallurgique has also 
installed an extensive plant for the elec- 
trical] manufacture of steel and has put 
out products which are equal, if not 
superior, to the best brands of crucible 
steel, Among the samples exhibited there 
may be mentioned: Extra soft steel con- 
taining only traces of carbon; steel with 
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very high carbon contents, up to 4.06 per 
cent; stee] containing phosphor up to one 
per cent, sulphur up to 1.5 per cent, and 
silicium, manganese, chrome or tungsten 
in desirable quantities. By means of the 
Héroult electric furnace it is also easily 
possible to produce quick-cutting chrome, 
tungsten, vanadium and molybdenum 
steels. Photographs are exhibited of the 
oscillating Héroult electric furnace, in 
which these interesting products are 
manufactured. So far these fine steels 
made in the electric furnace have been 
used only for tools, but the time is coming 
when they will be cheap enough to be em- 
ployed for all purposes. The same com- 
pany manufactures also iron alloys, which 
are now so much appreciated in the 
siderurgical industries, and has exhibited 
samples of chrome iron containing from 
one to two per cent of carbon and from 
fifty to seventy per cent of chrome; 
silicium iron containing from twenty-five 
to fifty per cent of silicium; nickel iron 
containing about forty per cent of nickel, 
two per cent of carbon and less than two 
per cent of silicium. Samples of the raw 
material, bauxite, from which aluminum 
is made, complete this interesting exhibit. 
—Translated and abstracted from L’Elec- 
tricien (Paris), September 5. 
< 
The Frequency oi Telephone 
Currents. 

This is a description of investigations 
made by Devaux-Charbonnel of the fre- 
quencies of telephone currents with the 
object of establishing a basis for the theo- 
retical study of telephone problems. He 
established the fact that the vibrations 
representing the voice have a period of 
considerable regularity, and he investi- 
gated the fundamental notes and har- 
monies of which the voice is composed. 
“After decomposing the current into its 
various sinusoidal harmonics, it becomes 
casy,” the author states, “to foretell the 
effects that will be produced during their 
Propagation over lines and through appa- 
ratus. It will be possible to investigate 
how the different periods are altered ac- 
cording to their frequencies and to see if 
these can not be compensated by a judi- 
cous choice of lines and apparatus and 
thus arrive at an ideal telephony, the 
transmission of the voice without weaken- 
ing and with the preservation of its tone 
and all its modulations.” In the experi- 
ments a Blondel oscillograph was em- 
ploved to produce tracings of curves 
representing the current vibrations in a 
telephone circuit. Very clear curves two 
to four millimetres in height and cor- 
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responding to a duration of about one- 
tenth of a second were thus obtained. 
The distinctly periodical character of the 
curves was evident at first sight. The 
curves were next decomposed into their 
harmonics, the tracings being enlarged 
by a projection lantern in order to facili- 
tate the process. It was found that the 
prominent indentations of the curves were 
equidistant, the different peaks evidently 
corresponding to a harmonic, which could 
then be easily eliminated. By repeating 
this process of elimination a curve was 
finally obtained which no longer contained 
a harmonic and represented the funda- 
mental sound. It was found that with 
tie vowels the fundamental sound is less 
intense than the harmonics, the second 
and sixth harmonic predominating, but 
with the vowels u and i harmonics as 
high as the thirteenth were observed. In 
syllables the presence of consonants modi- 
fics the curve during four or five periods. 
The observations led to the conclusion that 
the human voice is a sound rather than 
a noise; that it is formed by a suc- 
cession of vibratory phenomena, the larg- 
est number of which are regularly peri- 
odical, and the telephonic currents trans- 
mitting the voice naturally partake of this 
same property and their study enters into 
the general theory of alternating currents. 
In short, the telephone currents consist 
of alternating currents of very different 
frequencies, caused by the fundamental 
sound and its harmonics. As to determin- 
ing in advance the effects that will be pro- 
duced over a given line, experiments have 
shown that all the harmonics are not 
equally important as regards intelligibil- 
ity, and that only a small number is in- 
dispensable, but that those in the neigh- 
borhood of 1,200 are necessary to make 
speech intelligible. It was further demon- 
strated that the frequencies between 800 
and 1,200 are really indispensable. An 
average frequency of 1,000 is, therefore, 
proposed as a basis for the study of prac- 
tical telephone problems, and the general 
conditions making telephony possible 
should be adapted to this frequency. It 
will be necessary, however, in the treat- 
ment of a problem, to ascertain if the 
lower and higher harmonics will not give 
results too greatly at variance with those 
of the standard frequency of 1,000, and 
it would seem that consideration of the 
frequencies of 200 and 2,600, correspond- 
ing, respectively, to the average funda- 
mental sound and the thirteenth har- 
monic, will furnish useful information 
in this respect.—Translated and ab- 
stracted from La Lumiere Electrique 
(Paris), September 12. 
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The Electric Lighting of Drury Lane 
Theatre Royal. 

It will be remembered that on March 
25 of the present year the stage of the 
historic Drury Lane Theatre, London, was 
completely destroyed by fire. The elec- 
trical equipment was almost entirely con- 
sumed, and directly after the insurance 
losses were adjusted, plans were drawn 
up and work inaugurated to restore the 
electrical fittings. A great deal of the 
present equipment is practically the same 
as that which obtained before the fire, 
but provision has now been made for 
duplicate services, one from the mains of 
the local supply company, and the other 
from the regular theatre system. A sys- 
tem of ventilation has been secured by 
which the draft of cold air which hereto- 
fore annoyed those sitting directly in 
front of the stage has been eliminated. 
Warm air is forced on the stage at any 
point where the cold air can possibly 
come into the stage or stalls. The air is 
drawn through sheets of moistened can- 
vas, the canvas being fixed on a large 
horizontal drum kept rotating so that it 
is continually moistened with water. The 
air is then forced through a grid of pipes 
which are steam-heated, somewhat similar- 
ly to an air-cooled condenser. The heated 
air is finally supplied to the required 
point through ducts in the usual way. 
The electrical and hydraulic plants for 
operating the lifts and the dimmer room 
are located beneath the stage. The dim- 
mer room contains three rows of dimmers, 
corresponding with the three colored 
lights. Each large dimmer controls 125 
thirty-five-watt lamps, and each of the 
smaller dimmers controls sixty-two 
thirty-five-watt colored lamps. Metallic- 
filament lamps have been substituted for 
the carbon lamps, and these work well on 
the resistances occasioned by the dim- 
ming. Arc-lamp projectors are not used, 
there being some twenty oxyhydrogen pro- 
jectors in the flies. The gas supply is 
drawn from large drums at a pressure of 
three pounds per square inch. These 
drums are recharged from ordinary gas 
cylinders. The battens which are now in 
use are a little out of the ordinary. There 
are twelve of these, each forty-two feet 
long, weighing 700 pounds, and contain- 
ing 250 lamps. The feature of particular 
interest lics in the fact that they are only 
ten and one-half inches wide. All of the 
battens are earthed by making contact 
with the runners which form the guides 
for the counterweights on each side of the 
stage. For connecting up each batten a 
fuse-board is provided, having eleven cir- 
cuits. This board is fed bv two pairs 
of nineteen No. 16 cables, and one pair of 


nineteen No. 14 cables.—Abstracted from 
the Electrician (London), September 18. 
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Battery-Charging Rheostat. 


The demand for a battery-charging 
rheostat which will not only meet all re- 
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quirements of battery-charging service, 


but which shall possess automatic pro- 
tective features as well, has led the Cut- 
ler-Hammer Manufacturing Company, of 
Milwaukee, Wis., to place on the market 
the panel here illustrated. 

This battery-charging rheostat consists 
of a slate front mounted on an angle-iron 
frame eontaining the resistance, the whole 
being -designed for attachment to a wall 
or switchboard. 

The panel, which carries all of the op- 
crating mechanism, consists of three sep- 
arate pieces of slate. On the face of the 
uppermost slate are mounted the termi- 
nals, or binding-posts, and a Weston volt- 
ammeter. The middle slate carries a 
double-pole knife-switch and fuses (Na- 
tional Electrical Code standard), and 
below these the contact segments and 
operating lever, by means of which the 
charging current is regulated. On the 
slate at the bottom of the panel arc 
mounted the automatic protective devices, 
which are: 

(1) A low-current cutout which auto- 
matically opens the circuit if the current 
drops to a predetermined minimum. This 
prevents the battery from discharging into 
the line should the line voltage drop below 
that of the battery. 

(2) A maximum-voltage cutout. This 
automatically opens the circuit when the 
battery voltage reaches the point at which 
the cutout is set to operate. 

(3) A solenoid switch the opening or 
closing of which “breaks” or “makes” the 
main-line charging circuit. 

(4) An overload circuit-breaker which 
-automatically opens the circuit if the 
charging current rises to the point at 
which the breaker is sct to operate. This 
insures the battery against being charged 
at an excessive rate. | 

The operation of this type of battery- 
charging rheostat is as follows: After the 
battery and line connections have been 
made the operator first closes the knife- 
awitch and then moves the operating lever 
forward to the third-contact segment, at 
the same time raising the plunger on the 
low-current cutout (1), thus energizing 
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ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


MECHANICAL APPARATUS 


the solenoid switch (3), which closes and 
permits the charging current to flow to 
the battery through the resistance. 

If at the beginning of the charge the 
operating lever is not in the starting posi- 
tion (that is to say, resting against the 
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Should the current fail, or reverse, the 
low-current cutout (1) will release its 
plunger, thus de-energizing the solenoid 
switch (3), which will in turn open the 
main circuit. Should the charging cur- 
rent reach the point at which the over- 


BATTERY-CHARGING RHEOSTAT AND PANEL. 


rubber stop-post at the left) it must first 
be brought to the starting position and 
then moved to the third contact segment, 
as described above. It may then be moved 
further and further to the right, cutting 
out one step of resistance after another 
and increasing the amount of current 
until the desired amperage (as indicated 
by the ammeter) is obtained. 


load circuit-breaker (4) is set to operate, 
this will open the main circuit. Finally, 
when the charge is continued until the 
battery reaches the voltage at which the 
maximum voltage cutout (2) is set to 
operate, this will automatically open the 
circuit, thus insuring the battery against 
an overcharge. 

It will be evident from the above de- 
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scription that the use of this panel pro- 
tects the battery under all charging con- 


ditions, as it not only guards against an. 


excessive charging current, but also pre- 
vents the battery discharging back into 
the line should the line voltage fall below 
the voltage of the battery. It possesses, 
moreover, the advantage of requiring no 
attention after the charge is once begun, 
since the maximum-voltage cutout (2) 
will cut off the current of itself when the 
battery is fully charged. 

As an additional protection the operat- 
ing lever is provided with an electrical in- 
terlock, which prevents the operator from 
closing the circuit to the battery except 
when the lever is in the “off” position, 
that is to say, with all resistance in cir- 
cuit. 

These battery-charging rheostats are 
made at the New York works of the Cut- 
ler-Hammer Manufacturing Company, 
One Hundred and Thirtieth street and 
Park avenue, New York city. 

ee 
Wagner Electric Manufac- 
turing Company Central 
Station Transformers. 


In an advertisement of the Wagner 
Electric Manufacturing Company that ap- 
peared in our columns last week, in re- 
ferring to the efficiency of the central 
station transformers manufactured by that 
company, the phrase “Iron or copper losses 
are properly proportioned” should, of 
course, have read “Iron and copper losses 
are properly proportioned.” In this con- 
nection it should be pointed out that the 
purchaser of a transformer can have, at 
his election, either extraordinarily low 
core losses, or extraordinarily low copper 
losses. Thus, the Wagner company has 
built, as an extreme of design, a 110-kilo- 
watt transformer with a core loss of one- 
quarter of one per cent. Such a trans- 
former, however, would obviously not do 
for any kind of ordinary service. 

—— 0 
The Westinghouse Electric 
and Manufacturing Com- 
pany Plan. 

The modified plan of the Readjustment 
Committee of the Westinghouse Electric 
and Manufacturing Company has been 
made public. The detailed statement does 
not differ in any important points from 
the preliminary statement issued after the 
meeting of the Readjustment Committee 
last week. It is repeated that the adop- 
tion of the plan is contingent upon the 
raising of $6,000,000 cash by the stock- 
holders by subscription to assenting stock, 
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and that the consent of all the bank 
creditors must be obtained. Subscriptions 
to assenting stock now amount to $4,500,- 
000. 

Interests of the Westinghouse Company 
declare that now that the merchandise 
creditors’ plan has been adopted in modi- 
fied form by the Readjustment Committee, 
no difficulty will be encountered in ob- 
taining the required subscriptions and as- 
sents from the bank creditors. 

The Readjustment Committee of the 
Westinghouse Electric and Manufacturing 
Company submits the following statement 


of the company’s present debt, exclusive 


of interest: 


Unsecured debt: 


Convertible sinking fund five per 
cent gold bonds, due January 1, 
UO BT one Sevgoduai ttc a oa eos ceca $18,500,000 
Five per cent gold debenture ctfs., 
due July 1, 1918................ 
Mdse. debt, including notes issued 
for mdse. gies gatwtnh eta nx eats 4,762,560 
Bills payable for money borrowed 7,919,000 
Total unsecured debt ......... $33,150,560 
Debts secured by collateral: 
Three-year six per cent collateral 
notes, due August 1, 1910...... 
Ten-year five per cent collateral 
notes (French loan), due Octo- 
ber 1, 1917 


$6,000,000 


2,702,702 


$8,702,702 


The modified or substitute plan for the 
readjustment of the debt of the Westing- 
house Electric and Manufacturing Com- 
pany contains the following features: 

The funded debt is not to be disturbed. 

The merchandise debt is to be satisfied 
by the merchandise creditors surrendering 
their claim in exchange for new assenting 
stock of the company at par. 

Holders of the bank debt—notes pay- 
able for money borrowed—are to receive 
in exchange therefor one-half thereof in 
convertible sinking fund five per cent gold 
bonds of the present authorized issue at 
par, and for the other half either five per 
cent notes, in three equal amounts, matur- 
ing respectively in four, five and six years, 
to the extent of thirty per cent of the face 
value of the claim and for the balance of 
the claims assenting stock of the com- 
pany at par, the creditor to have the privi- 
lege, however, of taking a larger amount 
of assenting stock and a lesser amount in 
obligations; or at the option of the cred- 
itor in respect to the one-half of the claim 
not covered by convertible bonds, five per 
cent notes of the company maturing in 
fifteen years. | 

In addition to the stock subscriptions 
payable by the surrender of debt, the com- 
pany is to receive from stockholders and 
others subscriptions at par for $6,000,000 
of assenting stock. 


Total secured debt 
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The committee has approved the follow- 
ing plan for the future management of 
the company: | 

1. The company to have a board of 
twelve directors, with power to add addi- 
tional members to be distributed equally 
among the four classes hereinafter men- 
tioned. ` 

2. The board to be classified in respect 
of the tenure of office of its members so 
that there shall be four classes, the term 
of one class to expire each year. 


3. The new board of directors to consist 
of persons approved by the Readjustment 
Committee with representation on the 
board of persons acceptable to the Mer- 
chandise Creditors’ Committee, : 

4. The Readjustment Committee is to 
appoint a Proxy Committee, to remain in 
existence for five years, the members 
thereof to be chosen after a conference 
with the Merchandise Creditors’ Commit- 
tee and the principal stockholding inter- 
ests. 

The modified or substitute plan out- 
lined above is not to become operative 
unless and until subscriptions to $6,000,- 
000 of assenting stock and the necessary 
assents of the holders of the bank debt 
and merchandise creditors’ claims are in 
hand, and the committee have fixed Octo- 
ber 27, 1908, as the date by which such 
subscriptions and assents may be received. 

The committee, however, may in its dis- 
cretion impose such additional conditions 
or grant such additional extensions as may 
be necessary or proper to effect the read- 
justment of the debt of the company and 
to determine when assents of a sufficient 
number of creditors have been received to 
make it advisable to declare the plan op- 
erative, 

The position of the company would be 
greatly strengthened if the plan could be 
completed immediately, and what should 
be striven for above all, by the stock- 
holders particularly, is the elimination of 
the proposed four, five and six-year notes. 
A statement prepared by the auditor of 
the company, estimating the resources and 
requirements for five years beginning 
April 1, 1908, gives the minimum re- 
sources as $38,190,920, with probable re- 
sources of $54,090,920. The company’s 
investments available for sale at sixty per 
cent of their book value total $2,415,800. 
The total requirements, under the mer- 
chandise creditors’ plan, based on the 
bank creditors accepting twenty per cent 
of claims in assenting capital stock, are 
$33,811,700. This figure includes six per 
cent dividends on the assenting stock. 
The requirements under the same plan, 
based on the bank creditors accepting fifty 
per cent of claims in assenting capital 
stock, including six per cent dividends on 
assenting stock, are $31,579,785. 

Delivery of securities may be made to 
the following depositaries: Bankers’ Trust 
Company, New York; First Trust and 
Savings Bank, Chicago; the First Na- 
tional Bank of Pittsburg, and the Na- 
tional Shawmut Bank, Boston. 
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Some Products of the 
Massachusetts Chemical 


Company. 
A product of the Massachusetts 
Chemical Company, Walpole, Mass., 


known as Walpole insulating board, is an 
interesting example of the evolution in 
quality of materials for the electrical trade. 

This insulating board is, as its name 
implies, a solid insulating material manu- 
factured in sheets of various thicknesses 
ready for use for all appropriate electrical 
insulating purposes, for which hitherto 
ordinary fibre board or other similar ma- 
terial has been employed. It “machines” 
well—that is, may be sawed, drilled and 
turned, and will hold a thread—and thus 
is adaptable to all the multifarious uses 
in electrical apparatus and machinery, 
and about central stations, calling for 
solid insulation in various shapes and 
sizes. ‘The great feature of the material, 
however, is its inherent resistance to 
moisture, acids and alkalies, and oil. 

That such a material fills a long-felt 
want is patent to every practical elec- 
trician. The wide adaptability of the 
product is attested by the extensive and 
growing use that is being made of it by 
the more progressive electrical manufac- 
turers and engineers. The efficiency of 
_ the material in resisting the action of 
moisture and corrosive substances has 
been very strikingly shown by the per- 
formance of samples in the Chicago tun- 
nels. 

The value of this insulating material 
may be illustrated by the following ex- 
amples of its use, taken from among many 
in which the maintenance of insulation, 
under continuous or temporary adverse 
conditions, is of the greatest importance: 

As a motor bed—in a slab extending 
underneath the entire base of the motor 
or as small plates under the four or more 
base-pads of the machine—this material 
gives assurance against grounds under 
any conditions. Dripping oil, dirty 
water, the muck that accumulates under a 
motor from sweepings, etc., which ordi- 
narily endangers the insulation of the 
machine from ground, can not affect this 
material. Especially in damp locations, 
where the use of painted wood or ordi- 
nary slab “insulation” under the motor 
can not be counted on at all. As a base 
on which to mount field rheostats for 
generators and exciters, starting boxes 
for motors, potential regulators, and other 
similar devices. 

Another product of this company is the 
Field-Coil Cushion. This device, which 
is designed to slip on over the field poles 
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of railway motors, between the coil and 
the frame, prevents injury to the coil 
due to its movement on the core under the 
combined influence of the varying mag- 


Vol. 583—No. 15 


Two special seventy-inch Sirocco fans are 
used in conjunction with Neomes grates. 
These fans deliver 82,000 cubic feet of air 
per minute against a pressure of two and 


SEVENTY-IncH Srrocco Fans INSTALLED IN POWER STATION OF 1HE PENNSYLVANIA TUNNEL 
AND TERMINAL RAILROAD COMPANY. 


netization of the core and the vibration 
of the motor. 

The field-coil cushion was developed by 
the Massachusetts Chemical Company 
about three years ago, at which time, in 
order to afford a practical test of the de- 
vice, a single car of a well-known New 
England electric railway system was 
equipped. As a result of the performance 
of this test equipment, it was not long 
before these field-coil cushions were in- 
stalled on the entire system. 

— 0 
Forced Draft Installation in 
Pennsylvania Terminal 
Power Station. 

The installation made by Westinghouse, 
Church, Kerr & Company in the power 
station of the Pennsylvania Tunnel and 
Terminal Railroad Company, West 


one-half inches water gauge at 290 revolu- 
tions per minute. The fans, as will be 
noticed from the illustration, are of 
single-inlet type and are direct connected 
to horizontal engines. 
— 0 

A Telescopic Drill Brace. 

The accompanying illustration shows a 
telescopic drill brace which has been 
placed on the market by J. H. Rusby, 23 
Boudinot street, Newark, N. J. This 
brace is instantly adjustable to three dif- 
ferent lengths by pressing the latch on 
the shaft gear A and drawing out the 


shaft. The crank also is instantly adjust- 
able by pressing the latch on the crank 
head B, to four, six, eight, ten or twelve- 
inch sweep. The length of brace over all, 
when closed, is sixteen inches, and, when 
open, twenty-five and three-quarters 
inches, with a stop midway between these 
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TELESCOPIC DRILL BRACE. 


Thirty-first street, New York city, is note- 
worthy for its space and power-saving 
features. Aside from the efficiency of the 
installation, saving in space was the most 
important element in this case, and led to 
the adoption of Sirocco turbine fane. 


extremes. The chuck is equipped with 
hardened alligator jaws, accommodating 
round-shank drills as well as square-shank 
drills and bits. ‘The breast-drill handle C, 
when screwed into the frame, forms a 
breast drill. The rear handle D is re- 
movable by unscrewing. 
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Westinghouse Type CCL 
Polyphase Induction 
Motors. 

For many industrial installations poly- 
phase induction motors of the squirrel- 
cage type offer distinct advantages. The 
absence of sliding contacts makes possible 
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seventy-five horse-power, inclusive, forty 
cycles. 

The frame consists of a cylindrical cast- 
iron ring having substantial supporting 
feet. Inside this ring are several lugs 
that support the stator core far enough 
from the frame to allow a good ventilat- 


WEsTINGHOUSE TYPE CCL PoLYPpHasE INDUCTION MOTOR.. 


extremely simple construction, and the 
freedom from sparking assures this type 
of motor safe operation in places where 
inflammable gases exist or where inflam- 
mable material of any nature may be sus- 
pended in the atmosphere. The Westing- 
house type CCL polyphase induction 
motors, manufactured by the Westing- 
house Electric and Manufacturing Com- 
pany, Pittsburg, Pa., possess the advan- 
tages inherent with this type of machine, 
and are characterized by great strength 
of parts, large self-oiling bearings, high 
starting and pull-out torque, large over- 
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ing space between the frame and the core. 
The ends of the lugs and the frame are 
machined to receive the cast-iron bearing 
brackets, which are of the ventilated 
type, and which are bolted to the frame 
in such a way that they can be rotated 
through a ninety-degree angle. This per- 
mits mounting the motor on the floor, 
wall or ceiling. 

The stator core or primary is built 
up of circular sheet-stec] laminations 
punched from thin plates. These punch- 
ings are assembled, clamped and keyed 
between end rings inside the lugs on the 


Type CCL Motrors ror VERTICAL ATTACHMENT. 


load capacity, low operating temperature, 
practically constant speed, and high effi- 
ciency and power-factor. 

Type CCL motors are built in standard 
sizes for slow and moderate speeds on two 
and three-phase circuits as follows: From 
one-half to 200 horse-power, inclusive, 
twenty-five and sixty cycles; from one to 


frame. The stator windings generally 
consist of coils of insulated wire, form- 
wound; and before they are placed in the 
slots each slot is lined with insulating 
material.. 

The rotor core is built up of cir- 
cular sheet-steel laminations, assembled, 
clamped and keyed between stiff end 
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plates on the arms of the rotor spider. 
The rotor windings of all except the 
smallest frames consist of insulated copper 


bars; both ends of which are securely 


fastened to cagt-metal end rings by copper- 
plated machine screws. The windings of 
the smallest sizes consist of insulated 
round copper rods riveted to the core end 
plates. 

Ample ventilation is provided on every 
size, the end plates of the rotor cores on 
the larger sizes being provided with vanes 
or blades. l 

The bearings are liberally proportioned 
and lubrication is provided by supplying 
the split bearings with two oil rings, and 
the solid bearing with one oil ring. 

In order to supply a convenient method 
of driving certain types of machines such 
as vertical-shaft centrifugal pumps, a 
modified form of the type CCL motor is 
arranged for operation with the shaft 
vertical. The frame is a cylindrical cast- 
ing without supporting feet. Each bear- 
ing bracket has ventilating openings near 
its outer edge. The upper bracket has a 
solid central section to prevent the en- 
trance of foreign substances. This bracket 
carries a thrust bearing and a guide bear- 
ing. The lower bracket is cast with a 
flange or base for supporting the motor, 
and with ventilating openings in the 
central portion. This bracket also carries 
a guide bearing. 

The ball thrust bearing carried by the 
upper bracket is capable of carrying some- 
thing additional to the weight of the 
rotor, the exact amount of the excess 
weight depending on the size and speed 
of the motor. The weight is supported 
by balls rolling in a raceway between 
hardened steel discs, and spaced by a 
suitable brass cage. Attached to the 
upper end of the shaft is a thick steel 
washer, by means of which the weight of 
the rotor is transferred to the thrust bear- 
ing. The bearing is enclosed in a cup or 
bearing pot. The balls of the thrust bear- 
ing are immersed in oil. The cap over 
the top of the bearing pot carries a sight- 
feed oil cup, from which oil drops into a 
hole in the end of the shaft and is led to 
the upper guide bearing. 

In many applications, especially where 
motors and lamps are supplied by the 
same circuit or transformer, large starting 
currents create undesirable fluctuations. 
For this reason it is not practical to apply 
full-line voltage to the motor primary in 
starting any but small squirrel-cage in- 
duction motors. Therefore each type CCL 
motor larger than five horse-power is pro- 
vided with an auto-starter consisting of 
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two auto-transformers and an oil-immersed 
switch for changing connections. All the 
parts are enclosed in a dust-proof cast- 
iron case. 

The Westinghouse type E two-point 
auto-starters have been adopted as stand- 
ard for use with all type CCL motors at 
standard voltages and frequencies up to 
100 horse-power, and for sixty-cycle 
motors for 400, 550, 1,000 and 2,000 volts 
up to 200 horse-power. The auto-trans- 
formers are contained in the upper part 
of the cast-iron case, and the switch 
mechanism is attached to the same part. 
The lower part of the case forms the oil 
tank in which the switch contacts are im- 
mersed. The case is provided with lugs 
for mounting against a wall or column. 

In special cases where CCL motors are 
required to start heavy inertia loads, more 
than two starting points may be advisable. 
For such installations the Westinghouse 
multi-point auto-starter, consisting of two 
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nary significance when coupled with re- 
ports of returning activity in nearly all 
manufacturing lines. Electric railways 
are, normally, among the largest pur- 
chasers of machinery and other material, 
so that renewed buying on their part can 
not fail to be reflected in every depart- 
ment of industrial activity. To illustrate 
by specific instances : 


The Omaha & Council Bluffs Street 


Railway Company recently placed an order 
for fourteen straight air-brake equipments. 
This is the second contract awarded the 
Allis-Chalmers Company by the Omaha 
City & Interurban line during the current 
year for straight air-brake equipments, 
and that the first to be installed are giving 
entire satisfaction is evidenced by the re- 
peat order. 

The Denison & Sherman Traction Com- 
pany, Denison, Tex., recently changed 


the brake equipments on all of its cars, . 


the new equipment being for straight 


SINGLE-PoinT SWITCH, AUTO-STARTERS. 


auto-transformers in connection with a 
drum-type, oil-immersed contact-changing 
device, is supplied. The voltage is thus 
applied gradually to the motor in increas- 
ing steps. The contacts are made and 
broken under oil. 

For type CCL motors up to fifty horse- 
power, driven by means of air-compressors, 
automatic multi-point auto-starters can be 
supplied. These differ from the multi- 
point auto-starters previously described 
chiefly in the method of operation. Each 
automatic auto-starter is equipped with an 
operating head which is actuated by the 


rise and fall of a liquid level or by- 


the change of pressure in a closed-tank 


system. 


New Business for Electrical 
Manufacturers. 


In the following statement of orders 
placed by traction companies throughout 
the country for new equipment or im- 
provements to existing apparatus, will be 
found an indication of more than ordi- 


air, with twenty-inch compressors of 
the same company’s manufacture. The 
Northwestern Elevated Railway Company, 
of Chicago, has awarded a contract for 
air-compressors and governors for the 
twenty new cars now being built at the 
Pullman Car Company shops. The com- 
pressors will be of the Allis-Chalmers 
Type C-5 enclosed design, thirty-five 
feet capacity per minute, and the gov- 
ernors are the manufacturer’s standard 
Type “OB” pneumatic. The Yonkers 
Street Railway Company, Yonkers, N. Y., 
recently placed an order with the Allis- 
Chalmers Company for twenty straight 
air-brake equipments. These include the 


new AA-6 sixteen-foot enclosed com- 


pressor and “OB” governor. 

The Allis-Chalmers Company has also 
completed installation of automatic brake 
equipments on cars for the Niagara Gorge 
Scenic Railway, Niagara Falls, N. Y.; 
and, among others, additional orders for 
railway motors, controllers, compressors, 
governors or complete air-brake equip- 
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ments have been received from the follow- 
ing railway and car-building companies: 
Winnebago Traction Company, Oshkosh, 
Wis.; Milwaukee Northern Railway Com- 
pany, Cedarburg, Wis.; McGQuir-Cum- 
mings Manufacturing Company, Paris, 
Ill.; New York, New Haven & Hartford 
Railway Company; New Orleans Railway 
and Light Company, New Orleans, La. ; 
East Liverpool (Ohio) Railway and Light 
Company; Utica & Mohawk Valley Trac- 
tion Company; Virginia Passenger and 
Power Company, Richmond, Va.; Roan- 
oke Railway and Electric Company; 
Connecticut Company, New Haven, Ct.; 
Fremont City Railway Company, Fre- 
mont, Ohio; Eastern Pennsylvania Rail- 
way Company, of Philadelphia, Pa.; 
Springfield (Mass.) Street Railway Com- 
pany ; Interborough Rapid ‘Transit Com- 
pany, New York; Western Ohio Railway 
Company ; Connecticut Valley Street Rail- 
way Company; Lehigh Valley Traction 
Company ; Exeter, Hampton & Amesbury 
Street Railway Company; Lancaster 
(Ohio) Traction and Power Company ; 
Indiana Union Traction Company ; Inter- 
urban Railway and Terminal Company, 
Cincinnati, Ohio; Porto Rico Railways 
Company, San Juan, Porto Rico; Ohio 
Electric Railway Company; Angola Rail- 
way and Power Company, Angola, Ind.; 
Western Ohio Railway Company, Lima, 
Ohio; Worcester Consolidated Street Rail- 
way Company, Worcester, Mass.; Warren 
Street Railway Company, Warren, Pa., 
and Eastern Ohio Traction Company. 

Among companies making large addi- 
tions to their power equipment or taking 
advantage of the present excellent oppor- 
tunity to bring their generating stations 
to a state of higher efficiency are the fol- 
lowing: 

Winona Interurban Railway, Warsaw, 
Ind.; New Jersey & Pennsylvania Trac- 
tion Company, Trenton, N. J.; Wausau 
Street Railway Company, Wausau, Wis. ; 
Chicago, Indiana & Southern Railway ; 
Petaluma & Santa Rosa Railway Com- 
pany, Petaluma, Cal.; Indianapolis, Co- 
lumbus & Southern Traction Company, 
and others. 

Another feature of the situation which 
is of interest, reported by the company 
as builder of the Gates gyratory breaker, 
is the fact that quite a number of traction 
companies having their own rock-crush- 
ing equipment, or allied interests in con- 
trol of it, have been putting it im good 
repair as well as adding to it. Evidently 
it is with the intention of materially 1m- 
proving roadbeds during the remaining 
open months. There is also considerable 
activity noticeable among the creosoting 
plants where ties are treated, and, as the 
steam roads are doing very little at pres- 
ent, considerable of this a be ne = 
orders from electric traction comp , 
particularly those of the Middle West, 
where the financial depression does not 
seem to have been so severely felt as else- 
where. 
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Current Electrical News 


DOMESTIC AND EXPORT. 


A TWELVE-MILLION-DOLLAR POWER COMPANY FORMED 
—With a capital of $12,000,000 the Nebraska Power Company has 
been incorporated in Delaware. The purposes are to construct and 
operate hydroelectric power plants, with everything pertaining 
thereto. The incorporators of the company are: B. E. Babcock, 
Columbus, Neb.; W. J. McEathron, Omaha, Neb., and Harry W. 
Davis, Wilmington, Del. 


POWER PLANTS FOR UPPER SKAGIT RIVER—It is an- 
nounced that surveys are under way on the upper Skagit River, 
Wash., for power plants which will develop from 75,000 to 100,000 
horse-power. Colorado capitalists and an English syndicate are 
said to be behind the movement. Water rights have been taken out 
on the Skagit River and on its tributaries above Bacon Creek. A 
surveying crew under the direction of C. L. Mitton, a Colorado civil 
engineer, is running a line for a three-mile tunnel which will have 
its down-stream end near Rockport. By means of this tunnel a 
250-foot head will be secured. The first step to be taken in 
the project will be the erecting of a 10,000-horse-power plant at the 
intersection of Bacon Creek with the Skagit River. The power 
developed here will be used in the work of developing the larger 
power plant further up-stream. The locators of the water rights 
are: A. Freeman, of Anacortes, and B. Thomas, of Seattle, Wash. 


MEXICAN ELECTRIC MERGER—F. S. Pearson, president of 
the Mexico Tramways Company, and vice-president of the Mexican 
Light and Power Company, states that the proposed merger of the 
two companies will probably be effected on January 1. Meetings 
of the stockholders will be held within a few weeks to vote on 
the matter. The Necaxa power plant will be increased from 40,000 
to 100,000 horse-power if the merger is carried through, according 
to a statement by Mr. Pearson. Heretofore the plans have called 
for an increase of only 20,000 horse-power, instead of 60,000. The 
increase will be obtained by using the same water over and over 
again. Work is now under way on a power plant above the 
present plant, which will use the water for the first time. A 
third plant will be built below the present one, the two new power- 
houses furnishing the 60,000 increase in horse-power. Mr. Pearson 
forecasted that the tramways company would spend over $5,000,000 
in the Federal district alone in improving the tramways and elec- 
tric light property, if the merger is agreed upon.» 


INTERSTATE RAILWAYS COMPANY TO EXTEND SYSTEM 
—Arrangements are being made by the Interstate Railways Com- 
pany, of Philadelphia, Pa., which controls an electric railway sys- 
tem of about 450 miles in eastern Pennsylvania, for important 
improvements and extensions. The Reading Power Company is to 
issue $1,500,000 first mortgage bonds, guaranteed by the United 
Traction Company of that city. Proceeds of these bonds will be 
expended on a new power plant at Reading having a capacity of 
20,000 kilowatts. This power will operate the lines from that city 
down to Chestnut Hill, as well as in the Lebanon Valley. Refinanc- 
ing plans of the Interstate Railways Company which, it is under- 
stood, will be underwritten by E. B. Smith & Company, contemplate 
Beveral extensions of the present system. One of these will be a 
new line twenty miles long, from Reading to Hamburg, at a cost 
of $400,000. The Wilkes-Barre & Wyoming Valley system will be 
extended from Pittston to Avoca, and from Miners Mills to Hudson. 
Rights of way have been secured for these three extensions. 


NEW CALIFORNIA ELECTRIC ROAD—Articles of incorpora- 
tion have been filed by the California Company, which proposes to 
build and operate a railroad, either steam or electric, between 
Marysville and Sacramento, Cal., the line to run through Marin, 
Sonoma, Napa, Solano, Yolo and Sacramento counties, its total 
length to be ninety-five miles. The incorporators of the California 
Company are: C. W. Conlisk, R. A. Morton, C. H. Lind, L. N. Pryor, 
George James, Frank E. Cornice and Russell B. Sage. Of the 


capital of $2,500,000, the sum of $150,000 has been subscribed. 
Richard Hotaling is the promoter of the enterprise. Conlisk is 
the manager of the Hotaling estate. After a trip to the East in the 
summer of 1907, Hotaling began active work on his system and 
it was announced that he had made arrangements for the expendi- 
ture of $9,000,000 on a network of electric lines in the bay counties. 
One of the branches will run from Gallinas Creek in Marin 
County to Petaluma, a distance of eighteen miles, and the other 


will extend from Napa to a station five miles distant from that 
place. 


MERGER OF ELECTRIC COMPANIES—Negotiations have been 
completed whereby the Northern California Power Company will 
take over all the rights and physical properties of the Keswick 
Electric Power Company, Battle Creek Power Company, Redding 
Light and Power Company, and Willows Water and Light Company, 
which have been operated for years past by the Northern company, 
of which H. H. Noble, of San Francisco, Cal., is president. With a 
bond issue of $3,000,000 it is intended to retire the bonds at present 
outstanding in the companies named and also to proceed with the 
installation of work under construction and contemplated. It is 
expected that the full installation will be completed early in De- 
cember of this year when 13,000 horse-power will be available. 
The present horse-power generated is 10,000. Twenty-six towns in 
the counties of Glenn, Butte, Tehama and Shasta, besides isolated 
pumping stations consuming from five to fifty horse-power, are 
served. There are also long-term contracts calling for 14,600 horse- 
power, deliverable to mines, smelters and factories. The water 
rights owned by the system have a capacity of 150,000 horse-power. 
A meeting of stockholders will be held on October 12 to vote on the 
proposed consolidation. 


NEW INCORPORATIONS. 


DOVER, DEL.—Center Valley 
$100,000. 


COLUMBUS, OHIO—Scioto Valley Traction Company, Columbus. 
Increase of capital stock from $3,000,000 to $3,500,000. 


GRAFTON, W. VA.—People’s Mutual Telephone Company, of 
Romney, W. Va. $10,000. Incorporators: J. D. Byre, W. N: Guthrie, 
James C. Heath, C. H. Cookus, K. Taylor and J. M. Millison. 


WILMINGTON, DEL.—Johns River Heat, Light and Power 
Company, Wilmington. $500,000. Incorporators: Elisha W. 
Meloney, Avondale, Pa.; Benjamin F. Groff, Lancaster, Pa.; Charles 
B. Evans, Newark, Del. 


HARRISBURG, PA.—Wiconisco Electric Light, Heat and Power 
Company, of Wiconisco township. $5,000. Incorporators: John 
Pfeiffer, G. Schoffstal, A. W. Long, R. Sterling, P. Maher, H. T. 
Beistline and B. W. Fells, of Tower City. 


OAKLAND, CAL.—Tuolumne Water Power Company. $1,000,000. 
Directors: Warren Gregory and H. H. Rolfe, of San Francisco; 
Winfield Dorn, of Oakland; George H. Whipple, of Alameda, and 
J. S. Lamson, of Berkeley. To develop electric power at the head 
waters of the Tuolumne River for use in the cities about the bay. 


COLUMBUS, OHIO—Springfield Light, Heat and Power Com- 
pany. To take over the People’s Light, Heat and Power and the 
Home Electric Lighting companies, of Springfield. $1,000,000. In- 
corporators: J. D. Price, W. H. Sharp and L. M. Ferguson, of 
Columbus; and W. W. Keifer, C. S. Kay and F. M. Hagan, of 
Springfield. 


LOGANSPORT, IND.—Logansport, Frankfort & Indianapolis 
Traction Company. $25,000. To build an electric line from Frank- 
fort, Ind., north to Logansport, thirty-five miles. Directors: S. H. 
Blakeslee, Allen G. Barane, Eben Miller, Frank Sargent, all of 
Cleveland, Ohio; William W. Palmer, New York: Ephraim A. 
Thomas, Pittsburg, Pa., and W. P. Clark, Kent, Ohio. 


Power and Light Company. 
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ELECTRIC RAILWAYS. 


STERLING, ILL.—Work has been begun on the grading for the 
new electric line from Tampico to Hooppole. 


STOUGHTON, MICH.—At a special meeting of the council the 


Cincinnati Construction Company was granted an interurban fran- 
chise. 


SACRAMENTO, CAL.—The Sacramento Terminal Company has 
been organized to build the freight tracks and bridge of the 
Northern Electric Company in this city. 


FORT WAYNE, IND.—It is said that $50,000 additional stock 
has been subscribed for the extension of the Fort Wayne-Decatur 
trolley line southward from Decatur to Berne. 


BOISE, IDA.—The Boisé & Interurban is engaged in purchasing 
additional land along the entire right of way to Pierce Park with 
a view to double-tracking the park line in the spring. 


CHAMBERSBURG, PA.—The Chambersburg & Western Trolley 
Company has decided to build its line from Chambersburg to St. 
Thomas and Edenville, provided the right of way can be secured 
without too great expense. — 


COOS BAY, ORE.—L. J. Simpson, of North Bend, has secured a 
franchise from the county court for the use of the public highway 
between Pony Slough and Sunset Bay for an electric line. Mr. Simp- 
son will probably begin construction next spring. 


ALBANY, N. Y.—The Public Service Commission has granted 
the application of the New York & North Shore Traction Company 
for approval of construction and extension work on its street sur- 


face railroad from Hicksville to Mineola, in the county of Nassau. 


ATLANTA, GA.—The Knickerbocker Trust Company, New York, 
has asked the United States Court to foreclose its mortgage on the 
property of the Gainesville (Ga.) Electric Company. The Knicker- 


bocker company holds a mortgage to secure an issue of $400,000 
in bonds. 


CANTON, OHIO—John Monnot, the well-known electric railroad 
man of Canton, is authority for the statement that within a year 
there will be an electric railroad operated upon a private right of 
way paralleling the line of the Mahoning Valley from Youngstown 
to Warren. 


FREDONIA, N. Y.—The Buffalo & Lake Erie Traction Company 
has let contracts for three power stations on its line from Silver 
Creek to Westfield, to the Bailey Contracting Company, of Brocton. 
One will be at Silver Creek, one midway between Dunkirk and 
Fredonia, and one at West Portland. 


CHOUTEAU, MONT.—At a special meeting of the county com- 
missioners a franchise for an electric line was granted to G. Calvin 
Bower, of Great Falls, or to any corporate body which may succeed 
him. The franchise permits the use of the public highways of 
Teton County and covers a period of forty years. 


PHILADELPHIA, PA.—The Pennsylvania & Maryland Street 
Railway Company has started work on its line which will be built 
from Myersdale to Johnstown by way of Currott, Berlin, Somerset 
and Boswell. When this is completed, the line will be extended to 
connect with the Piedmont & Cumberland electric line. 


WASHINGTON, D. C.—A new building is to be built for the 
Capital Traction Company at First and B streets, southwest. 
The contract, which calls for an expenditure of about $30,000, has 
been awarded to James L. Parsons. The building will be two 
stories high and will have a frontage of thirty feet and a depth 
of eighty feet. 


SCRANTON, PA.—Work has been started on the power plant 
of the Scranton Railway Company, which it is planned will provide, 
when completed, not only all the power now needed but meet the 
increasing demands on the system that will come with the growth 
of the city. The plant when completed will cost not less than a half 
million dollars. 


ALBANY, N. Y.—The Public Service Commission, Second Dis- 
trict, has authorized the Rochester, Corning & Elmira Traction 
Company to sell $1,000,000 bonds. The commission required, as a 
condition to this consent, that $380,000 stock of the company should 
be subscribed by responsible parties before any bonds were issued. 
The company has complied with this requirement. 
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EL PASO, TEX.—Richard Caples was granted a franchise and 
the right of way for an interurban from the New Mexico line, near 
Anthony, to Fabens, and sets forth that work shall commence at 
El Paso within six months from the time such franchise was granted. 
and that the line shall be completed to within a mile of the 
Catholic Church at Ysleta within eighteen months. 


BLOOMINGTON, ILL.—The Illinois Traction System is contem- 
plating improvements for its lines entailing a cost of several 
thousand dollars. The improvements are either under way or 
about to the promulgated. The company has decided to complete 
the Decatur belt railway system and install new machinery in the 
power-house at that city. A new boiler house will also be erected. 


MILWAUKEE, WIS.—The Milwaukee-Nortbern Railway Com- 
pany has placed in operation its line from Milwaukee to Sheboygan. 
The company will double-track its road from Milwaukee to Brown 
Deer, a distance of ‘ten miles, to accommodate the increasing busi- 
Ness on that part of the line. Work of grading the road for the 
second track is under way, and the rails will be laid to begin the 
service early in 1909. 


COLUMBIA, MISS.—The directors of the Mexico, Santa Fé & 
Perry Traction Company, at a recent meeting elected officers, and 
they also discussed the plan for extending the road to Columbia. 
This company holds a franchise in Audrain, Monroe and Ralls 
counties and some of the grading has been done. The officers are: 
President, Mathias Crum; secretary, G. W. Gaither; treasurer, 
Judge W. W. Botts; general manager, S. L. Robinson. 


NEW YORK, N. Y.—A. V. Porter and J. R. Spelman, archi- 
tects for Adrian Joline and Douglas Robinson, receivers of the 
Metropolitan Railway Company, have filed plans for a new car 
house to replace the old Ninth avenue structure, which stood for 
half a century on the corner at Fifty-fourth street. It will be of 
brick and ornamental stone, 135 feet 10 inches by 298 feet 10 inches, 
five stories high in the main part and three in the annex. It will 
cost $450,000. Two stories will be built at once at a cost of $300,000. 


MINEOLA, L. I.—By request of counsel for the New York & 
North Shore Traction Company, the Nassau supervisors have 
granted the company an extension of six months on its franchise 
to build and put in operation a trolley line from Roslyn to Man- 
hasset. The franchise is based on the contingency that the com- 
pany shall obtain a franchise from the New York city authorities 
to extend the line beyond the eity limits. The company has not 


been able to obtain the city franchise yet, but hopes to within the 
coming six months. 


CAMBRIDGE SPRINGS, PA.—The Titusville Traction Company 
will build a line between Cambridge Springs and Titusville, touch- 
ing Hydetown, Clappville, Little Cooley, Teepleville. The road 
is already completed to within one mile of Tryonville, where a 
branch will extend north to Union City. The company has made 
arrangements to co-operate with the Meadville Traction Company, 
the Erie Traction Company and the Erie Railroad ac Cambridge 
Springs. Contracts are being made with the Wells Fargo Express 
Company to handle express matter. 


PATERSON, N. J.—John R. Lee, of Paterson, has been awarded 
a contract to build a fifteen-mile traction line between Paterson 
and Suffern, and finish it in four months. The president of the 
company behind this line is William Barber, of Paterson, aud the 
vice-president, Malcolm R. McAdoo, of Montclair. This is to be 
the nucleus of a high-speed third-rail electric line to be built later 
between Hoboken and Paterson by the New York & New Jersey 
Rapid Transit Company as soon as the needed capital can be ob- 


tained. The total cost of the Paterson-Suffern branch is estimated 
at $500,000. 


BEAVER, PA.—A company has been formed to build a line 
from Pittsburg to East Liverpool over an airline route. The dis- 
tance over the new route is thirty-four miles, ten miles less than 
by any railway or electric line now existing. The new company 
is known as the Pittsburg & East Liverpool Electric Railway and 
the officers are Professor J. M. Reed, Dravosburg, president; Rev. 
A. Moore Buchanan, Morgantown, W. Va., secretary, and Hon. J. H. 
McClaren, of Murdocksville, treasurer. A large amount of money 
has been raised by those living along the proposed line to make & 
complete survey, and rights of way have been given. . 
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PERSONAL MENTION. 


MR. EUGENE CREED has resigned from the new-business đe- 
partment of the Narragansett Electric Lighting Company, of 
Providence, k. I., and has accepted a position as sales agent with 
the Auburn Light and Power Company, of Auburn, N. Y. 


MR. I. B. WHITE, of Alexandria, La., has been made manager of 
the Alexandria Electric Railway Company. He was formerly owner 
of a private telephone system in the town of Winnfield, La. The 
company has ordered rail for an extension two miles west of the 
city. 


`» 


MR. J. D. EDMONDS has resigned his position with the Western 
Electric Company, Chicago, Ill, where he was associated with both 
the operating and sales departments for several years, and ac- 
cepted the position of superintendent of works with the Sterling 
Electric Company, of Lafayette, Ind. 


MR. WILLIAM M. DUANE has resigned his position as chief 
engineer of the Big Four Railroad, to take effect November 1. He 
will become vice-president and general manager of the Walsh Con- 
struction Company, of Davenport, Iowa, which will construct an 
extensive electric railway system. 


MR. HARRY MUNN SLAUSON, of the inspection department of 
the New York Edison Company, has atcepted a position with the 
Enos Company, manufacturer of lighting fixtures. Mr. Slauson 
represented the Enos Company at the New York Electrical Show, 
introducing the company’s new fixtures and electroliers. 


MR. J. P. PULLIAM, of Oshkosh, Wis., has been appointed gen- 
eral superintendent of the.East Wisconsin Electric Railway and 
Light Company, of Fond du Lac. Mr. Pulliam is also general super- 
intendent of the Wisconsin Electric Railway Company, of Oshkosh, 
formerly the Winnebago Traction Company. These two roads have 
a traffic arrangement, and Mr. Pulliam will have general charge of 
both systems. 


MR. HORATIO A. FOSTER, who for the past year and a half 
has been in charge of the Baltimore office of L. B. Stillwell as 
resident engineer, has resigned and become connected with the 
valuation department of the Public Service Commission, First Dis- 
trict, New York. This department is under the direction of Bion 
J. Arnold, of Chicago, and is evaluating the surface car lines of 
Manhattan and the Bronx. 


MR. H. W. WORTHLEY, who has been district superintendent 
of the Salem district of the New England Telephone and Telegraph 
Company, comprising Salem, Beverly, Gloucester and Newburyport 
exchange districts, has been appointed district manager of the 
Manchester, Concord, Franklin, Laconia, Claremont, Newport, 
Rochester, Portsmouth, Dover, Exeter and Nashua exchange dis- 
tricts. R. Robins, Jr., formerly manager at Lynn and now district 
superintendent of the first suburban district of the Boston division, 
has been appointed district manager of the Salem‘ district. 


DATES AHEAD. 


American Street and Interurban Railway Association. Annual 
convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Accountants’ Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Claim Agents’ Associa- 
tion. Annual conventicn, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Engineering Associa- 
tion. Annual convention, Atlantic City, N. J., October 12-16. 

American Street and Interurban Railway Manufacturers’ Asso- 
ciation. Annual convention, Atlantic City, N. J., October 12-16. 

Railway Signal Association. Annual meeting, Washington, D. C., 
October 13-15. 

Order of the Rejuvenated Sons of Jove. Annual meeting, Buf- 
falo, N. Y., October 15-16. 

American Society of Municipal Improvements. Annual meeting, 
Atlantic City, N. J., October 20-23. 

American Electrochemical Society. Fall meeting, New York 
city, October 30-31. 

Association of Car-Lighting Engineers. First annual meeting, 

hicago, Ill., November 18. 

National Society for the Promotion of Industrial Education. 
Annual meeting, Atlanta, Ga., November 19-21. 

American Roentgen Ray Society. Annual meeting, New York 
city, December 28-30. 
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ELECTRICAL SECURITIES. 


Last week’s stock market was marked by dull, narrow and irreg- 
ular price movements, with values inclined to fall, if anything. 
Professional operations ruled almost entirely, and the public indif- 
ference was very manifest. Toward the end of the week conditions 
showed a little more animation, but the whole situation is so thor- 
oughly and completely dominated by political possibilities that it is 
quite impossible to predict which way things will turn in the imme- 
diate future. It appears also that trade improvement has been 
somewhat halted by the election uncertainty, although there is no 
change of moment to record in the monetary situation or outlook. 
No radical change is expected in the crop reports, and the promise 
is that, while the harvest will not be record-breaking in proportions, 
as was indicated in the earlier part of the year, it will still be of 
such abundance that the agricultural interests will have good reason 
to be well satisfied. 

Dividends have been declared upon the following electrical secu- 
rities: Mexican Light and Power Company; directors have placed 
the common stock on a 4 per cent basis, declaring a quarterly divi- 
dend of 1 per cent. Standard Underground Cable Company; regular 
quarterly dividend of 3 per cent, payable October 10. Shawinigan 
Water and Power Company; quarterly dividend of 1 per cent. A 
quarterly dividend of 214 per cent on the stock of the Brooklyn City 
Railroad Company, guaranteed under the terms of the lease by the 
Brooklyn Rapid Transit Company, payable October 15. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED OCTOBER 3. 


New York: Closing. 
Allis-Chalmers common ............eeseeee- 10% 
Allis-Chalmers preferred ..........ccccceeces 3314 
Brooklyn Rapid Transit ...-..........000. 49l4 
Consolidated Gas ........... eee Paar e 147 
General Electric sins eis bis wow aera pice wee ei 139 
Interborough-Metropolitan common ......... 10% 
Interborough-Metropolitan preferred ........ 31% 
Kings County Electric ................006. 123 


Mackay Companies (Postal Telegraph and 
Cables) Common .............cccceeees 
Mackay Companies (Postal Telegraph an 


Cables) preferred .............cceeee m. 67% 
Manhattan Elevated ............ ce cee ccees 134 
Metropolitan Street Railway ............... 24% 
New York & New Jersey Telephone......... 114 
Western: WOOD: serisi oe 8s oa eee Soar 60% 
Westinghouse Manufacturing Company ..... 74 

Boston: Closing. 
American Telephone and Telegraph......... 1273% 
Edison Electric Illuminating .............. 225 
Massachusetts Electric ............. 2 ee ween 52 
New England Telephone ................... 119%, 

: Western Telephone and Telegraph preferred. 75 

Philadelphia: Closing. 
Electric Company of America............... 9% 
Electric Storage Battery common........... 35 
Electric Storage Battery preferred.......... 35 
Philadelphia Electric ..................008. 10% 
Philadelphia Rapid Transit ................ 20% - 
United Gas Improvement ...............005 865 

Chicago: Closing. 
Chicago Telephone .............. 2c ccc e cease — 
Commonwealth Edison .................... 106% 
Metropolitan Elevated preferred ........... 40 
National Carbon common .................% 67 
National Carbon preferred ..............085 108 


NEW MANUFACTURING COMPANIES. 


BOSTON, MASS.—The International Telephone Company has 
been incorporated with a capital of $200,000 to deal in electrical 
goods. H. I. Hahn, of Boston, is president, and A. H. Cobb, of 
Lynn, treasurer and clerk. 


AUGUSTA, ME.—The American Annunciphone Company has 
been organized at Portland for the purpose of manufacturing and 
dealing in telegraph, telephone and electrical supplies of all de- 
scriptions, with $500,000 capital stock, of which nothing is paid in. 
The officers are: President, T. L. Croteau, of Portland; treasurer, 
F. H. Morrill, of Portland. | 
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ELECTRIC LIGHTING. 


WEATHERFORD, TEX.—The city council has awarded a con- 
tract to the electric light company for three arc and ten Nernst 
lamps. | i 

CADDO, OKLA.—The light plant at this place, which was shut 


down several months ago, has been taken over by O. Q. Moon, of 
Caddo. 


MORENCI, MICH.—The Morenci electric light plant was sold 
at the Adrian court house recently for $3,500 to G. F. Avis and 
Mills Lamb, of Hudson, who will improve the system. 


WAKEFIELD, MASS.—A new switchboard will be installed at 
the municipal lighting plant at a cost of $3,500, and eighty-seven 
arc lamps will be replaced with 400 forty-candle-power units. 


SMITHVILLE, TEX.—The Missouri, Kansas & Texas Railway 
Company is preparing to put in its own electric light plant for 
the shops at this place. The plant will furnish 100 lights of six- 
teen candle-power. 


CUMBERLAND, WIS.—The contract for erecting a new build- 
ing for the lighting plant and the installation of the necessary ma- 
chinery has been let by the common council to J. R. Robertson, of 
St. Paul, Minn., for the sum of $17,000. 


EUREKA, UTAH—The Telluride Power Company will begin 
work shortly on a new transmission line from its substation in 
Eureka to the Tintic smelter, which will give the latter two 
sources on which it can rely for electric power. 


BUCYRUS, OHIO—It is expected that specifications for the 
proposed municipal lighting plant at Bucyrus, for which $90,000 
in bonds was recently voted, will be issued about November 1, 
when it is thought the bonds will have been disposed of. 


GOSHEN, IND.—Disregarding injunction proceedings brought 
against the city, Robert E. Ashe, of Richmond, Ind., who has the 
contract for rebuilding the municipal lighting plant here at a cost 
of $32,700, is preparing to go ahead despite the court proceedings. 


MAGAZINE, ARK.—The Magazine Gin and Grist Company is 
preparing to install a system of electric lighting in Magazine. 
Power for running the lighting system will be obtained from the 
machinery already in use in furnishing power for the gin and 
grist mill. 


FAIRMONT, W. VA.—The Fairmont & Clarksburg Traction 
Company has been awarded a contract by the city council for a 
minimum of ninety street arc lamps at $55 each. This provides 
for the addition of thirty Iamps. The company now has a con- 
tract which has still two years to run. 


MARYSVILLE, CAL.—The Great Western Power Company, 
whose line passes through Marysville, has begun stretching wires 
along its tower line from Big Bend to Oakland. The power com- 
pany has also started work on the erection of a $2,000,000 auxiliary 
steam power plant on Session’s basin, in Oakland. 


TEMPLE, TEX.—Local capitalists, whose names are withheld 
for the present, are forming a company for the purpose of estab- 
lishing a new electric light and power plant in this city, which 
may also supply Belton. As soon as plans are far enough along 
application will be made to the city council of Temple for a fran- 
chise. 


LAUREL, MD.—Wallace Stebbins & Sons, of Baltimore, were 
the successful bidders for the construction of the new electric 
lighting plant to be in operation here about November 15. Their 
bid was $11,766. C. L. Reeder, of Baltimore, appointed several 
months ago by Mayor William E. Gilbert, is engineer in charge of 
the work on the new plant. 


CHARLOTTE, N. C.—The Louise Mills have been equipped with 
motors of 750 horse-power and a substation is being built from 
which electricity will be supplied to the mills. These mills operate 
about 600 looms and 27,000 spindles. The Chadwick-Hoskins Com- 
pany, the owner of this plant, will similarly equip several of its 
mills which, combined, operate about 100,000 spindles and 2,300 
looms. 


ALBANY, N. Y.—The Public Service Commission, Second Dis- 
trict, has granted the application of the Plattsburgh Light, Heat 


and Power Company for authority to dispose of an issue of $250,- 
000, recently authorized, at eighty-five instead of ninety, as required 
in the original order. It was shown that the company was unable 
to dispose of the bonds at ninety, but has found a market for 
them at eighty-five. 


BALTIMORE, MD.—A move is on foot to extend the service of 
the Patapsco Electric and Manufacturing Company to cover Mount 
Washington, Arlington and West Arlington, and later take in other 
territory in that section of Baltimore County, which is now supplied 
with electric current by the Mount Washington Electric Power 
Company, a subsidiary of the Consolidated Gas, Electric Light and 
Power Company. 


WILKES-BARRE, PA.—Arrangements have been completed by 
which the Scranton Electric Company secures control of the 
Lackawanna Valley Electric Light and Power Supply Company, 
of Carbondale. The company controls all the electric light plants 
between Pittston and Carbondale, with the exception of a couple 
of municipal plarfts in the small towns of the upper valley. C. D. 
Hubbard, of Scranton, is now general manager at Carbondale. 


BUFFALO, N. Y.—The Appellate Division, in session at 
Rochester, has handed down a decision affirming the judgment of 
the Supreme Court entered on the decision of Justice Marcus last 
May in the action brought by the Economic Power and Construction 
Company against the city of Buffalo, Commissioner of Public Works 
Ward and Chief of Police Regan restraining the defendants from 
interfering with the Economic company in the construction of its 
plant in the city of Buffalo. 


ST. LOUIS, MO.—Following the decision of City Counselor Bates 
that the electric light and power franchise of Browning, King & 
Company is valid, the West End Light and Power Company, which 
now owns the franchise, has filed a bond for $20,000 as a guarantee 
that it will comply with the provisions of the Keyes ordinance. 
The company now has an application pending before the board of 
public improvements for permits to string electric light and power 
wires in the district bounded by Lindell avenue and Sarah street 
and King’s Highway. 


PAWTUCKET, R. I.—Acting under authority of the city council, 
the joint standing committee on street lights has executed a ten- 
year contract with the Pawtucket Electric Company for the lighting 
of the streets by electricity. The old contract expired about five 
years ago, and since that time the city has been paying for its 
lights at the same rate. The new contract is in effect and under 
it the price per light for the lamps that burn all night is $105, 
the old price having been $112.50. For the lights on the one-o’clock 
circuit the new price is $70 per light, as compared with $72.50 
under the old contract. 


- BUENA VISTA, VA.—At a meeting of the city council a fran- 
chise was granted to the Rockbridge Power Company to furnish 
power and lights to the citizens of this place. The Rockbridge 
Power Company is composed of W. G. Mathews and several citizens 
of Clifton Forge, and it is their intention to develop the water 
power on the North River, several miles below town, and to 
furnish power and lights to Buena Vista, Glasgow, Buchanan and 
possibly Lexington. They will install substations in each of the 
above-named towns. Owners of several small industries who con- 
template locating in Buena Vista have applied for power. Work 
on the dam will begin at once. 


ZANESVILLE, OHIO—It is announced that eastern capital has 
become interested in the Central Valley Light and Power Company 
and that the company has been financed. Actual construction work 
will commence early in the spring. The site of the plant will be 
opposite the railroad station at Philo. The building, completed, 
will cost $165,000. Over nine miles of pole-lines will be installed. 
The greater part of the current generated will be distributed in 
the vicinity. Enough bonds have been issued to erect the power 
plant without delay. The plant will also furnish power for the 
Central Valley Electric Railway, which it is proposed to construct 
from this city to down-the-river points. 


KENNEWICK, WASH.—lIt is announced that the local electric 
light and water plants, owned by the Kennewick Electric Company, 
have been purchased by the Northwest Light and Power Company, 
which owns and operates electric plants throughout the Inland Em- 
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pire. It is also asserted that the new organization will be known as 
the North Coast Electric Company. President Strahorn, of the North 
Coast, is president of the Northwest Light and Power Company. 
The plants in this city are being enlarged and will be made of 
sufficient capacity to furnish lights to Pasco, where the electric 
plant recently burned. Machinery is now being installed and it 
is announced that the work of enlargement will be carried on 
rapidly. 


KILLINGLY, CT.—Maassachusetts, Connecticut and Rhode Island 
capitalists are behind the Nashawaug Electric Power Company, 
which is to establish a power plant near Ballouville in the northeast 
part of Killingly. The company has acquired the Sabin L. Sayles 
water-power privilege, located between Dayville and Attawaugan, 
and will reserve it for future development. The Attawaugan com- 
pany, which manufactures cotton goods and which operates plants 
at Ballouville and Attawaugan, has negotiated a contract to take 
electric power from the Nashawaug company for twenty-five years. 
Arrangements will be made later to distribute electricity for light 
and power purposes in Killingly, Plainfield, Canterbury and Gris- 
wold. The Nashawaug company has authorized an issue of $37,500 
of six per cent cumulative preferred stock and $112,500 of common 
stock. It has also authorized an issue of $100,000 five per cent 
bonds. Grosvenor Ely, of Norwich, is president of the corporation; 
Frank B. Perry, of Boston, is secretary, and Frederick Taber, of 
New Bedford, is a member of the board of directors. 


TELEPHONE AND TELEGRAPH. 


ANDREAS, PA.—The Bell Telephone Company will extend its 
line to Andreas. 


| HILLSBORO, ILL.—The stockholders of the People’s Mutual 
Telephone Company have selected C. E. Landers, of Coffeen; W. R. 
Gunn, of Raymond, and Victor A. Bost, of Fillmore, as directors. 


MARSHALLTOWN, IOWA—The city council has granted a fran- 
chise to the Farmers and Merchants’ Telephone Company to enter 
Marshalltown. A $200,000 plant will be installed if the franchise 
is accepted by the people on November 3. 


BRENHAM, TEX.—The Brenham & Long Point Telephone Com- 
pany has completed its line and is now connected with the South- 
western exchange of this city, giving it complete service from 
Brenham to Long Point, and from there to Burton and Gay Hill. 


DOYLESTOWN, PA.—The Bell Telephone Company has rebuilt 
its trunk lines from Doylestown to Newtown, including way trunks 
to Wycombe and Buckingham. All the fron wires have been 
replaced by copper wires. The poles and wires of the old Standard 
company have been abandoned. 


TROY, N. ¥.—Announcement is made that an operating agree 
ment has been made between the Hudson River Telephone Com- 
pany and the Champlain Telephone Company. The Champlain 
company operates a system in Plattsburg, Malone, Montreal and 
important towns in northern New York. An agreement has also 
been entered into with local telephone companies at Chazy and 
other small places in the Adirondacks by which the facilities and 
service of the Hudson River-Champlain telephone combine are 
rendered available to their subscribers. 


INDUSTRIAL ITEMS. 


THE WESTERN ELECTRIC COMPANY, Chicago, IN., is dis- 
tributing two handsome bulletins, devoted, respectively, to elec- 
trical equipment for hotels and department stores. 


THE GENERAL ELECTRIC COMPANY, Schenectady, N. Y., 
in bulletin No. 4,617, describes and illustrates direct-connected 
generating sets. Copies of this bulletin will be forwarded to those 
interested upon request. 


THE HOYT ELECTRICAL INSTRUMENT WORKS, Penacook, 
N. H., has issued a new catalogue devoted to the Hoyt volt-ammeter 
for ignition testing. Copies of this bulletin will be furnished to 
those interested upon request. 


I. P. FRINK, 551 Pearl street, New York city, has issued a 
Catalogue, No, 56, devoted to Frink’s special reflectors for tungsten 
lamps. These lighting units have some exceptional features and are 
meeting some very exacting requirements in illumination. Copies 
of this catalogue will be furnished on request. 
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THE TUNGSTOLIER COMPANY, Citizens’ Building, Cleveland, 
Ohio, is distributing regularly a Tungstolier talk devoted to some 
important phase of illuminating engineering. This new lighting 
unit, equipped with tungsten lamps and Holophane shades, making 
a scientific lighting device, is winning support in every direction. 


ELLIOTT BROTHERS, Lewisham, London, England, are dis- 
tributing pamphlet D-20, devoted to a description of Elliott am- 
meters, voltmeters and wattmeters for alternating and continuous 
current, in both portable and switchboard patterns. The agents for 
the United States are John Bliss & Company, 128 Front street, 
New York city. 


THE NORTHERN ELECTRICAL MANUFACTURING COM- 
PANY, Madison, Wis., in bulletin No. 59, describes the Northern 
type “S” motors. These are for constant and adjustable speed, 
and are built either open, semi-enclosed or enclosed, for mill and 
factory service. Copies of this bulletin will be furnished to those 
interested upon request. 


THE PACIFIC ELECTRIC HEATING COMPANY, Ontario, Cal., 
in the September issue of “Hot Points,” makes a number of very 
interesting suggestions concerning its flat-irons. It points out to 
central stations the advisability of inaugurating a flat-iron cam- 
paign, and directs attention to the successful work which has been 
done in other parts of the country. 


THE CENTRAL ELECTRIC COMPANY, Chicago, Ill., is distrib- 
uting several publications on Columbia tungsten and Columbia tan. 
talum-filament lamps, calling attention to the fact that Columbia 
lamps have been on the market for some nineteen years with un- 
qualified success. Accompanying these publications is a consider- 
able amount of information, showing the watt consumption of the 
various lamps. 


THE AMERICAN BRAKE SHOE AND FOUNDRY COMPANY, 
Chicago, Ill., has issued a bulletin describing manganese steel cast- 
ings. These castings enter into the manufacture of jaw crusher 
parts, gyratory crushers, crushing rolls, stamp mills, screens, clay- 
mixing machinery, wheels and, in fact, every form of mechanical 
appliance. The company is also prepared to furnish vanadium, 
chrome, nickel and chrome-nickel-steel castings. 


THE ALLIS-CHALMERS COMPANY, Milwaukee, Wis., an- 
nounces that the waterworks, electric light and power plant of the 
city of Austin, Tex., is installing an Allis-Chalmers steam-turbine 
generator unit. The turbine will increase the efficiency of the plant 
beyond its rated capacity, besides materially reducing its operating 
expenses. It is a 500-kilowatt, sixty-cycle, three-phase, 2,300-volt 
machine, designed to run condensing at a speed of 3,600 revolutions 
per minute. 


THE FORT WAYNE ELECTRIC WORKS, Fort Wayne, Ind., in 
bulletin No. 1,110, describes standard multiphase switchboard 
panels. The company has also issued bulletin No. 1,111, devoted to 
electric motor drives applied to machine tools. This is a very 
handsome catalogue, and is replete with interesting information on 
this phase of electrical application. In addition to the descriptive 
matter there are illustrations of a great many installations which 
indicate the wide range of utility of Fort Wayne motors. 


THE MASSACHUSETTS CHEMICAL COMPANY is building a 
new addition to its factory at Walpole, Mass., comprising some 
15,000 square feet of floor space, to accommodate the tape depart- 
ment, which has entirely outgrown its present quarters. The tapes 
manufactured by this company, as a result of close attention to the 
needs of the electrical trade, backed up by patient research work 
in the laboratory and the co-operation of a well-equipped plant, 
have been for many years well and favorably known for their high 
initial and permanent quality. 


THE WARD LEONARD COMPANY, Bronxville, N. Y., reports 
increasing orders for its portable meter-testing rheostats. These 
rheostats are now in use by the New York Edison Company, Com- 
monwealth Edison Company, of Chicago; Detroit Edison Company, 
Brooklyn Edison Company and lighting companies in Tucson, Ariz.; 
Bay City, Mich.; Tyrone, Pa.; Earlville, N. Y.; Vinita, Okla.; 
Roanoke, Va.; Utica, N. Y.; Ironwood, Mich.; Chattanooga, Tenn.; 
Kansas City, Mo.; Pensacola, Fla.; Denver, Col.; New Orleans, La., 
and Decatur, Ill. There are demands from every section of the 
country, and many have been sold in Canada. Over 600 of these 
load boxes are now in service. 
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AMERICAN ASSOCIATION OF ELECTRIC MOTOR MANUFAC- 
TURERS. Secretary, W. H. Tapley, Walker Electric Company, 
Twenty-third and Noble streets, Philadelphia, Pa. Next meet- 
ing, January, 1909. 


AMERICAN ASSOCIATION FOR THE ADVANCEMENT OF 
SCIENCE. Secretary, L. O. Howard, Cosmos Club, Washing- 
ton, D. C. 


AMERICAN ELECTROCHEMICAL SOCIETY. Secretary, Dr. J. W. 
Richards, Bethlehem, Pa. Fall meeting, New York city, October 
30-31. 


AMERICAN ELECTROTHERAPEUTIC ASSOCIATION. Secre- 
tary, Dr. Albert C. Geyser, 352 Willis avenue, New York city. 


AMERICAN FOUNDRYMEN’S ASSOCIATION. Secretary, Dr. 
Richard Moldenke, Watchung, N. J. 


AMERICAN INSTITUTE OF ELECTRICAL ENGINEERS. Secre- 
tary, Ralph W. Pope, Engineering Societies Building, 29 West 
Thirty-ninth street, New York city. 


AMERICAN INSTITUTE OF MINING ENGINEERS. Secretary, 
Rossiter W. Raymond, 29 West Thirty-ninth street, New York 
city. 


AMERICAN MATHEMATICAL SOCIETY. Secretary, F. N. Cole, 
50 West 116th street, New York city. — 


AMERICAN RAILWAY MASTER MECHANICS’ ASSOCIATION. 
Secretary, J. W. Taylor, Old Colony Building, Chicago, Ill. 


AMERICAN ROENTGEN RAY SOCIETY. Secretary, Dr. G. C. 
Johnson, 514 Bijou Building, Pittsburg, Pa. Annual meeting, 
New York city, December 28-30. 


AMERICAN SOCIETY FOR TESTING MATERIALS. Secretary, 
Professor Edgar Marburg, University of Pennsylvania, Phila- 
delphia, Pa. 


AMERICAN SOCIETY OF CIVIL ENGINEERS. Secretary, Charles 
Warren Hunt, 220 West Fifty-seventh street, New York city. 


AMERICAN SOCIETY OF MECHANICAL ENGINEERS. Secre- 
tary, Calvin W. Rice, 29 West Thirty-ninth street, New York 
city. 


AMERICAN SOCIETY OF MUNICIPAL IMPROVEMENTS. Secre- 
tary, A. P. Folwell, 239 West Thirty-ninth street, New York city. 
Annual meeting, Atlantic City, N. J., October 20-23. 


AMERICAN STREET AND INTERURBAN RAILWAY ASSOCIA- 
TION. Secretary, B. V. Swenson, Engineering Societies Build- 
ing, 29 West Thirty-ninth street, New York city. Annual con- 
vention, Atlantic City, N. J., October 12-16. 


AMERICAN STREET AND INTERURBAN RAILWAY ACCOUNT- 
ANTS’ ASSOCIATION. Secretary, Elmer M. White, treasurer 
Birmingham Railway, Light and Power Company, Birmingham, 
Ala. Annual convention, Atlantic City, N. J., October 12-16. 


AMERICAN STREET AND INTERURBAN RAILWAY CLAIM 
AGENTS’ ASSOCIATION. Secretary, B. B. Davis, claim agent 
Columbus Railway and Light Company, Columbus, Ohio. An- 
nual convention, Atlantic City, N. J., October 12-16. 


AMERICAN STREET AND INTERURBAN RAILWAY ENGINEER- 
ING ASSOCIATION. Secretary, J. W. Corning, electrical engi- 
neer Boston Elevated Railway Company, Boston, Mass. Annual 
convention, Atlantic City, N. J., October 12-16. 


AMERICAN STREET AND INTERURBAN RAILWAY MANU- © 


FACTURERS’ ASSOCIATION. Secretary, George B. Keegan, 
2321 Park Row Building, New York city. Annual convention, 
Atlantic City, N. J., October 12-16. 


ARKANSAS ASSOCIATION OF PUBLIC UTILITIES OPERA- 
TORS. Secretary, J. E. Cowles, superintendent of lighting, Hot 
Springs Light and Railway Company, Hot Springs, Ark. 


ARKANSAS INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, Charles F. Speed, Texarkana, Ark. 


ASSOCIATION OF CAR-LIGHTING ENGINEERS. Secretary, G. B. 
Colegrove, Illinois Central Railroad. First annual meeting, 
Chicago, Ill., November 18. 

ASSOCIATION OF EDISON ILLUMINATING COMPANIES. Sec- 


retary, D. L. Huntington, second vice-president and manager 
Washington Water Power Company, Spokane, Wash. 


ASSOCIATION OF ELECTRIC LIGHTING ENGINEERS OF NEW 


ENGLAND. Secretary, Welles E. Holmes, 308 Washington 
street, Newton, Mass. 


ASSOCIATION OF RAILWAY TELEGRAPH SUPERINTEND- 


ENTS. Secretary, P. W. Drew, Wisconsin Central Railway, 
Milwaukee, Wis. 


-CALIFORNIA ELECTRIC RAILWAY ASSOCIATION. Secretary, 


L. E. W. Pioda, Oak and Broderick streets, San Francisco, Cal. 


CALIFORNIA INDEPENDENT TELEPHONE ASSOCIATION. 
Secretary, P. T. Whittier, Spencer, Cal. 


CANADIAN ELECTRICAL ASSOCIATION. Secretary, T. S. Young, 
Toronto, Canada. 


CANADIAN STREET RAILWAY ASSOCIATION. Secretary, Acton 
Burrows, 33 Melinda street, Toronto, Ontario. 


CENTRAL ELECTRIC RAILWAY ASSOCIATION. Secretary, 
W. F. Milholland, secretary and treasurer Indianapolis Traction 
and Terminal Company, Indianapolis, Ind. 


COLORADO ELECTRIC LIGHT, POWER AND RAILWAY ASSO- 
CIATION. Secretary, J. C. Lawler, Colorado Springs, Col. 


CONNECTICUT STATE STREET RAILWAY ASSOCIATION. Sec- 
retary, F. W. Poole, Bridgeport, Ct. 


ELECTRIC CLUB OF CLEVELAND. Secretary, Genre L. Crosby, 
1200 Schofield Building, Cleveland, Ohio. 


ELECTRICAL CONTRACTORS’ ASSOCIATION OF NEW YORK 


STATE. Secretary, John P. Faure, 77 Water -street, Ossining, 
N. Y. 


ELECTRICAL CONTRACTORS’ ASSOCIATION OF STATE OF 
MISSOURI. Secretary, Charles J. Sutter, 1220 Pine street, 
St. Louis, Mo. 


ELECTRICAL TRADES ASSOCIATION OF CHICAGO. Secretary, 
Frederic P. Vose, Marquette Building, Chicago. 


ELECTRICAL TRADES ASSOCIATION OF PHILADELPHIA. 
Secretary, E. A. Symmes, 810 Drexel Building, Philadelphia, 
Pa. Meetings, second and fourth Thursdays of each month. 


ELECTRICAL TRADES ASSOCIATION OF CANADA, LIMITED. 


Secretary, William R. Stanley, Royal Insurance Building, Mon- 
treal, Canada. 


ELECTRICAL TRADES ASSOCIATION OF THE PACIFIC COAST. 
Secretary, Albert H. Elliott, Claus Spreckels Building, San 
Francisco, Cal. Monthly meetings, San Francisco, first Thurs- 
day of each month. 


ELECTRICAL TRADES SOCIETY OF NEW YORK (Member 
National Electrical Trades Association). Secretary, Franz 
Neilson, 80 Wall street, New York city. Board of directors 
meets second Friday of each month. 


EMPIRE STATE GAS AND ELECTRIC ASSOCIATION. Secre- 
tary, Charles H. B. Chapin, 154 Nassau street, New York city. 


ENGINEERS’ CLUB OF PHILADELPHIA. Secretary, H. G. Per- 
ring, 1317 Spruce street, Philadelphia, Pa. 


ENGINE BUILDERS’ ASSOCIATION OF THE UNITED STATES. 
Secretary, J. I. Lyle, 39 Cortlandt street, New York city. 


ILLINOIS INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, C. A. Camp, Henry, Ill. 


ILLINOIS STATE ELECTRICAL ASSOCIATION. Secretary, H. E. 
Chubbuck, La Salle, III. 


ILLUMINATING ENGINEERING SOCIETY. Secretary, Van Rens- 


selaer Lansingh, Engineering Societies Building, 33 West 
Thirty-ninth street, New York city. 


INDEPENDENT TELEPHONE ASSOCIATION OF TEXAS AND 
LOUISIANA. Secretary, C. A. Shock, Sherman, Tex. 


INDIANA ELECTRIC RAILWAY ASSOCIATION. Secretary, P. H. 


White, Indianapolis, Ind. Monthly meetings, second Tuesday 
of each month. 


INDIANA INDEPENDENT TELEPHONE ASSOCIATION. Secre 
tary, C. S. Norton, Indianapolis, Ind. 


INTERNATIONAL ASSOCIATION OF MUNICIPAL ELECTRI- 
CIANS. Secretary, Frank P. Foster, Corning, N. Y. 


INTERNATIONAL INDEPENDENT TELEPHONE ASSOCIATION. 


Secretary, J. B. Ward, Grand Rapids, Mich. Secretary’s office, 
Monadnock Building, Chicago, Ill. 


IOWA ELECTRICAL ASSOCIATION. Secretary, W. N. Keiser, Des 
Moines, Iowa. 


IOWA INDEPENDENT TELEPHONE ASSOCIATION. Secretary, 
C. C. Deering, Boone, Iowa. 


October 10, 1908 


[OWA STREET AND INTERURBAN RAILWAY ao 
Secretary, L. D. Mathes, Dubuque, Iowa. 


KANSAS GAS, WATER, ELECTRIC LIGHT AND STREET RAIL- 
WAY ASSOCIATION. Secretary, James D. Nicholson, Newton, 
Kan. Annual meeting, Pittsburg, Kan., October 8-10. 


KENTUCKY INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, W. G.’Turpine, Henderson, Ky. 


MAINE INDEPENDENT TELEPHONE ASSOCIATION. Secretary, 
M. E. Crow, Houlton, Me. 


MAINE STREET RAILWAY ASSOCIATION. 
Newman, 471 Congress street, Portland, Me. 


MASSACHUSETTS STREET RAILWAY ASSOCIATION. Secre- 
tary, Charles S. Clark, 70 Kilby street, Boston, Mass. Meets 
second Wednesday of each month, except July and August. 


MASTER CAR BUILDERS’ ASSOCIATION. Secretary, J. W. Tay- 
lor, 390 Old Colony Building, Chicago, Ill. 


MICHIGAN ELECTRIC ASSOCIATION. Secretary, A. C. Marshall, 
Port Huron, Mich. 


MICHIGAN INDEPENDENT TELEPHONE ASSOCIATION. 
retary, A. A. Burch, Battle Creek, Mich, 


MISSOURI ELECTRIC LIGHT, GAS AND STREET RAILWAY 
ASSOCIATION. Secretary, Claude L. Clary, Sikeston Electric 
Light and Power Company, Sikeston, Mo. 


MISSOURI INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, George W. Schweer, Windsor, Mo. 


NATIONAL ARM, PIN AND BRACKET ASSOCIATION. 
tary, J. B. Magers, Madison, Ind. 


NATIONAL ELECTRICAL CONTRACTORS’ ASSOCIATION OF 
THE UNITED STATES. Secretary, W. H. Morton, 94 Genesee 
street, Utica, N. Y. 

NATIONAL ELECTRICAL TRADES ASSOCIATION. 
Frederic P. Vose, 1343 Marquette Building, Chicago. 

NATIONAL ELECTRIC LIGHT ASSOCIATION. Secretary, John 
F. Gilchrist, Commonwealth Edison Company, Chicago, Ill. 

NEBRASKA ELECTRICAL ASSOCIATION. Secretary, William 
Bradford, Lincoln. 

NEBRASKA INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, R. E. Mattison, Lincoln, Neb. 

NEW ENGLAND ELECTRICAL TRADES ASSOCIATION. Secre- 
tary, Alton F. Tupper, 60 State street, Boston, Mass. 

NEW ENGLAND STREET RAILWAY CLUB. Secretary, John J. 
Lane, 12 Pearl street, Boston, Mass. Meetings held on fourth 
Thursday of each month. 

NEW YORK ELECTRICAL SOCIETY. Secretary, G. H. Guy, Engi- 
neering Societies Building, 29 West Thirty-ninth street, New 
York city. 

NEW YORK STATE INDEPENDENT TELEPHONE ASSOCIA- 
TION. Secretary, R. Max Eaton, Niagara Falls, N. Y. 

NORTHWEST ELECTRIC LIGHT AND POWER ASSOCIATION. 
Temporary secretary, J. D. Crary, Aberdeen, Wash. 

NORTHWESTERN ELECTRICAL ASSOCIATION. Secretary, R. N. 
Kimball, Kenosha, Wis. 

OHIO ELECTRIC LIGHT ASSOCIATION. Secretary, D. L. Gas- 
kill, Greenville, Ohio. 


OHIO INDEPENDENT TELEPHONE ASSOCIATION. 
O. O. Welsheimer, Columbus, Ohio. 


Secretary, 


Sec- 


Secre- 


Secretary, 


Secretary, 


E. A. 
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OHIO SOCIETY OF MECHANICAL, ELECTRICAL AND STEAM 
ENGINEERS. Secretary, F. W. Ballard, Cleveland, Ohio. 


OHIO STREET RAILWAY ASSOCIATION. Secretary, Charles 
Currie, Akron, Ohio. 


OKLAHOMA ELECTRIC LIGHT, RAILWAY AND GAS ASSOCIA- 
TION. Secretary, Galen Crow, Guthrie, Okla. 


OLD TIME TELEGRAPHERS’ AND HISTORICAL ASSOCIATION. 
Secretary, Frank J. Scherrer, New York city. | 


ORDER OF THE REJUVENATED SONS OF JOVE. C. B. Roulet, 


Mercury, Dallas, Tex. Annual meeting, Buffalo, N. Y., Octo- 
ber 15-16. 
PACIFIC COAST ELECTRIC TRANSMISSION ASSOCIATION. 


Secretary, Samuel G. Reed, Portland, Ore. 


PENNSYLVANIA ELECTRIC ASSOCIATION. Secretary, E. S. 
Smith, Towanda. 


PENNSYLVANIA STATE INDEPENDENT TELEPHONE ASSO- 
CIATION. Secretary, H. E. Bradley, 135 South Second street, 
Philadelphia. 


PENNSYLVANIA STATE STREET RAILWAY ASSOCIATION. 
Secretary, Charles H. Smith, Lebanon, Pa. 


PIKE’S PEAK POLYTECHNIC SOCIETY. Secretary, E. A. Saw- 
yer, Colorado Springs, Col. Meetings, second Saturday of each 
month. i 


RAILWAY SIGNAL ASSOCIATION. Secretary, C. C. Rosenberg, 
` Bethlehem, Pa. Annual meeting, Washington, D. C., October 
13-15. 


SOCIETY FOR THE PROMOTION OF ENGINEERING EDUCA- 
TION. Secretary, Arthur L. Williston, Pratt Institute, Brook- 
lyn, N. Y. 

SOUTH DAKOTA INDEPENDENT TELEPHONE ASSOCIATION. 
Secretary-treasurer, E. R. Buck, Hudson, S. D. 

SOUTHWESTERN ELECTRICAL AND GAS ASSOCIATION. Sec- 
retary, J. A. Myler. 

STREET RAILWAY ASSOCIATION OF THE STATE OF NEW 
YORK. Secretary, J. H. Pardee, J. G. White & Company, New 
York, N. Y. 

TEXAS INDEPENDENT TELEPHONE ASSOCIATION. Secretary, 
Charles F. Speed, Texarkana, Ark. 

UNDERWRITERS’ NATIONAL ELECTRIC ASSOCIATION. Sec- 
retary Electrical Committee, G. M. Goddard, 55 Kilby street, 
Boston, Mass. 

VERMONT AND NEW HAMPSHIRE INDEPENDENT TELE- 
PHONE ASSOCIATION. Secretary-treasurer, G. W. Buzzell, 
St. Johnsbury, Vt. 

VERMONT ELECTRICAL ASSOCIATION. Secretary, C. C. Wells, 
Middlebury Electric Light Company, Middlebury, Vt. 

VIRGINIA STATE INDEPENDENT TELEPHONE ASSOCIATION 
Secretary, B. L. Fisher, Rocky Mount, Va. 

WESTERN ASSOCIATION OF ELECTRICAL INSPECTORS. ‘Sec. 
retary, W. S. Boyd, 382 Ohio street, Chicago, Ill. 

WESTERN SOCIETY OF ENGINEERS (Electrical Section). 
retary, J. H. Warder, 1737 Monadnock Block, Chicago, Ill. 


WISCONSIN ELECTRIC AND INTERURBAN RAILWAY ASSO- 
CIATION. Secretary, Clement C. Smith, president Columbia 
Construction Company, Milwaukee, Wis. 

WISCONSIN INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, J. C. Crowley, Jr., Superior, Wis. 


Sec- 


Record of Electrical Patents. 


Week of September 29. 


899,499. STREET SIGNAL FOR CARS. Newell G. Augir, Brook- 
lyn, N. Y. Filed: June 28, 1907. A continuous designation cur- 
tain is mounted upon rollers which are actuated at certain 
points on the line. 


899,514. SWITCHBOARD SIGNAL LAMP. Edward B. Craft, Wil- 
mette, Ill., assignor to Western Electric Company, Chicago, III. 
Filed February 1, 1907. The lamp base is entirely separated 
from the bulb. 

899,524. TELEPHONE CUTOFF. Henry S. Gilbert and William F. 
Drake, Pueblo, Col. Filed October 26, 1907. The transmitter 
or receiver may be cut out of circuit. 

899,535. ELECTRICAL SYSTEM OF DISTRIBUTION. Albert S. 
Hubbard, Belleville, N. J., assignor to Gould Storage Battery 
Company, New York. Filed January 29, 1908. The storage 
battery is connected to one of two independent circuits. 

899,564. SELECTIVE SIGNALING SYSTEM. Harry O. Rugh, 


Sandwich, Il], Filed December 9, 1907. The time element of 
the circuit is controllable. 


899,578. TROLLEY-POLE CATCHER. John H. Walker, Lexington, 
Ky. Filed December 26, 1907. The trolley pole is controlled 
by a ratchet and carrier. 


899,588. TRANSPORTATION SYSTEM. William C. Carr, Buffalo, 
N. Y. Filed September 25, 1906. The position of the car is 
indicated upon a device at the central station. 


899,593. AUTOMATIC THIRD-RAIL CONTACT-SHOE GUARD. 
William E. Hayes, Frankfort, N. Y. Filed January 22, 1908. 
The contact shoe is equipped with a traveler arranged in ad- 
vance of the shoe, and adapted to engage with and be operated 
by the third rail. 


899,598. SOLENOID MOTOR. Lemuel F. Howard, Edgewood Park, 
Pa., assignor to the Union Switch and Signal Company, Swiss- 
vale, Pa. Filed October 23, 1906. A semaphore arm is operated 
by the movement of a plunger in a solenoid. 
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899,613. CABLE DRUM. Alvin A. Pifer, Cleveland, Ohio, assignor 
to Cleveland Armature Works, Cleveland, Ohio. Filed March 
6, 1908. Means are provided for effecting contact between a 
cable reeled upon a drum and an outside source of power. 


899,618. STARTING DEVICE FOR GASOLENE ENGINES. Frank 
Reynolds, Syracuse, N. Y. Filed February 17, 1904. Contact 
is made through the medium of levers working on the shaft 
of the engine. 


899,629. CONVERTER. Harry Shoemaker, Jersey City, N. J., as- 
signor to International Telegraph Construction Company, New 
York. Filed December 20, 1906. Means are provided for sup- 
plying direct current to a plurality of commutator segments at 
symmetrical points. 


899,634. HIGH-POTENTIAL SPARK-COIL. Chester H. Thordar- 
son, Chicago, Ill. Filed December 23, 1907. The air-gap is 
formed transversely through the magnetic circuit of a high- 
potential spark-coil. 


899,686. GROUNDING CLAMP FOR ELECTRIC WIRES. Wheeler 
H. Vibber, New London, Ct., assignor to the Gillette-Vibber 
Company, New London, Ct. Filed April 20, 1907. The clamp is 
provided with a yielding stop finger at one end. 


899,637. ELECTRIC INSTALLATION MOLDING BOX. Wheeler 
H. Vibber, New London, Ct., assignor to the Gillette-Vibber Com- 
pany, New London, Ct. Filed June 11, 1907. The molding box 
body contains one or more U-shaped parts. 


899,638. COMBINED BUSHING AND COUPLING FOR ELECTRIC 
INSTALLATION. Wheeler H. Vibber, New London, Ct., as- 
signor to the Gillette-Vibber Company, New London, Ct. Filed 
January 30, 1908. A combination of an elbow having a bushing 
end formed with an external shoulder and external threads 
provided with a locknut. 


. 899,629. —CON VERTER. 


899,639. BOX CONNECTOR FOR ELECTRIC INSTALLATION. 
Wheeler H. Vibber, New London, Ct., assignor of one-half to 
the Gillette-Vibber Company, New London, Ct. Filed June 4, 
1908. A combination of a bushing formed with a transverse 
slot and a yielding binding strap entering said slot. 


899,641. PLEASUREPHONE. Charles A. Wardner, Brushton, N. Y. 
Filed April 19, 1907. Telephonic receivers are connected in 
multiple to main-line conductors at outlying stations. 


899,684. FAN. Otto Selg, New York, N. Y. Filed April 22, 1908. 
A fan provided with a coned deflector composed of a series of 
fiaring rings set one behind the other, and increasing in diame- 
ter from front to rear. 


899,708. CONNECTION FOR ELECTRIC CONDUCTORS. Frank 
H. Ball, North Plainfield, N. J. Filed August 6, 1906. Spring 
clamps engage the conductor with a spring-pressed contact. 


899,717. CONTROLLER REGULATOR. Cyrus P. Ebersole, Keokuk, 
Iowa, assignor, by mesne assignments, to American Automoto- 
neer Company, Philadelphta, Pa. Filed December 16, 1907. 
A hood is rotatably mounted in such combination that its move- 
ment in one direction is regulated. 


899,749. FIRE ALARM. Bernard B. Mears, Baltimore, Md. Filed 
November 16, 1907. A battery and bell are connected in the 
fire-alarm circuit. 


899,751. IGNITION-CONTROLLING APPARATUS. Charles Mitch- 
ell, Jr., Milwaukee, Wis. Filed October 21, 1907. Means are 
provided for switching the ignition current from one circuit 
to another. 


899,770. IGNITION SYSTEM FOR EXPLOSION ENGINES. Rich- 
ard Varley, Englewood, N. J., assignor to Varley Duplex Magnet 
Company. Filed November 8, 1907. A continuously rotating 
shaft makes contact with metallic plungers in different angular 
planes. 
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899,773. TROLLEY SWITCH. Benjamin G. Watkins, Nehawka, 
Neb., assignor of one-third to Julian A. Pollard, Jr., and one-third 
to Julian A. Pollard, Nehawka, Neb. Filed January 1, 1907. 
The switch is operated by the passage of the car over an actu- 
ating mechanism. 


899,787. TELEPHONE SYSTEM. Alfred H. Dyson, Chicago, Ill., 
assignor to Milo G. Kellogg, Chicago, Ill. Filed February 5, 
1906. Means are provided for the transmission of directive cur- 
rents to selective switches. 


899,815. AUSCULTAPHONE. Louis A. Townsend, Fort Dodge, 
Iowa. Filed May 13, 1907. A combination receiver and trans- 
mitter. 


899,822. CLUTCH. Heinrich Ast, Vienna, Austria-Hungary, as- 
signor to the firm of Vulkan Maschinenfabriks-Actien-Gesell- 
schaft, Vienna, Austria-Hungary. Filed June 15, 1906. The 
clutch member is slidably mounted on the running shaft. 
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899,822.— CLUTCH. 


899,823. PRIMARY BATTERY. Wilhelm A. F. Bleeck, Brisbane, 
Queensland, Australia. Filed March 20, 1908. A primary bat- 
tery of the double fiuid type having a combination of sodium- 
hydroxide and chromic acid. 


899,839. HEATING SYSTEM. Andrew G. Paul, Boston, Mass. 
Filed May 15, 1900. The thermostatic gauge is operated through 
the closing of an electric circuit. 


899,850. TELEPHONE EXCHANGE APPARATUS. Emil Tanke, 
Berlin, Germany. assignor to Siemens & Halske A. G. Berlin. 
Germany. Filed June 17, 1905. Annunciators are controlled by 
means of single and double-coil relays. 


899,858. TROLLEY WIRE HANGER. James Bryan, Pittsburg, and 
Harry Etheridge, McKeesport, Pa. Filed March 20, 1907. The 
wire hanger is equipped with a clamping member for engaging 
with the arch portion of the wire. 


899,859. AERIAL TROLLEY SUPPORT. James Bryan, Pittsburg; 
Harry Etheridge, McKeesport, and Edgar M. Balsinger, Pitts- 


burg, Pa. <A’ combination of a pole, span arm, support and 
hanger. 
900,005.—ExLrectric SWITCH. 
899,983. ADDING MACHINE. William S. Horry, Niagara Falls, 


N. Y., assignor, by mesne assignments, to Burroughs Adding Ma- 
chine Company, Detroit, Mich. Filed September 26, 1903. The 
mechanism is motor driven. 


900,005. ELECTRIC SWITCH. Charles W. Wachtel, Jamaica, N. Y. 
Filed November 23. 1907. The rotary oscillating switch-bar 
carries a contact strip to engage contact lips on the bearings. 


900,006. PUSH BUTTON. Charles W. Wachtel, Jamaica, N. Y. 
Filed November 23, 1907. The contact lever is provided with 
an angular portion for making intimate contact with the termi- 
nals. 


900,085. ELECTRIC MOTOR STARTER. William C. O’Brien, Bal- 
timore, Md., assignor to Monitor Manufacturing Company of 
Baltimore City, Baltimore, Md. Application filed October 23, 
1905. The switch is operated by the progressive movement of 
a plurality of electromagnets. 
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THE ELECTRIC LOCOMOTIVE. 

The renaissance of invention was never more strongly indi- 
cated than to-day in its establishment of modern servants to 
human need. 

The first effort to utilize steam for work in Hero’s æolipile 
has been followed by other varied rotary engines alike in their 
uselessness, until the recent development of this type under 
the hardly accurate name of the steam turbine has furnished 
an engine whose economy of steam, limitations of space occu- 
pied, and uniform rotative velocity furnishes a marked change 
in the development of the steam engine which has otherwise 
advanced by hairbreadths for nearly two generations. 

The automobile furnishes another example of the proverbial 
instance that progress advances by leaps, for the earliest at- 
tempts to apply power to locomotion was by steam carriages, 
and the pneumatic tire has made all possible. 

It is over seventy years since Jacobi under the patronage of 


‘the Czar endeavored to make this application of electricity, and 


nearly twenty years later Dr. Charles G. Page in this country 
spent $160,000 of the money of the United States Government 
in making a one-half-horse-power motor. 

The electric locomotive has been making history during the 
last year. Its promotors, in the full appreciation of the impor- 
tance of the problem of making a machine which must maintain 
the continuity of the service, have devoted their highest skill, 
but proceeded conservatively, for there were both novelties to 
be introduced and precedents to be followed. They have pro- 
duced machines which bear comparisons with the time-honored 
steam locomotive, and include many advantageous features 
which can not be ignored in railway operation. 

Quicker changes of speed, either in starting or stopping, and 
the absence of smoke to obscure signals permits closer train 
leeway, and therefore enables a more dense train occupancy, 
which is of great importance, especially at terminals and-during 
rush hours. The absence of reciprocating parts relieves the 
rails, bridges and roadway of pounding. The consumption of 
current only when the machine is in operation provides an 
economy of fuel through the adjustment of the averages at the 
central power station which coincidently supplies a number of 
these motors. 

One of the early instances of the advantages of the absence 
of smoke occurred in the case of a tunnel in the Far West where 
the smoke of one locomotive has been sufficient to asphyxiate 
the engineers and firemen on a train following. 

A powerful spring in this tunnel had been regarded as a 


nuisance until its waters were conducted down a penstock at 
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one of the portals of the tunnel to a valley at whose base it 
operated a power station whose current moved the trains through 
the tunnel. 

One of the changes in the electric locomotive in comparison 
‘with its steam predecessor is its lower centre of gravity. While 
this permits higher speed on tangents, it applies lateral com- 
ponents on curves in a different manner, and in place of relying 
to the same extent on the elevation of the outer rail, the direct 
radial stresses must be considered. 

The one element at this time which retards the adoption of 
electric locomotives to an extent which would otherwise congest 
the works of every establishment equipped for their manufacture 
is the financial one. The expense of abandoning existing loco- 
motive plant is indeed serious, and yet, in a mechanical sense, 
perhaps no more difficult at one time than another. 

The average life of a locomotive is generally taken at twenty 
years, and yet many of them may be like Mrs. Partington’s 
stockings, which lasted just that time, thanks to the old lady’s 
thrift in knitting on new feet each year and new legs every 
other year. The dictum of Horace Greeley, relative to the 
resumption of specie payments, “the way to resume is to re- 
sume,” may apply to the electric locomotive problem. 

Responsible manufacturers can furnish data as to costs of 
installation and operation, which will challenge such comparison 
with existing expenditures as to answer any question upon the 
profitable use of such capital, and under such conditions it is 
believed that the forthcoming financial market will readily 
respond. 

The change is not necessarily a sudden one, for both types 
of locomotives can be used on the same track, although during 
the operation of a few electric locomotives the fixed charges on 
line plant and on a generating station operating at partial 
capacity would not permit the economy which would exist with 
the full utilization of an electric plant. 

As to the old locomotives, they would be gradually trans- 
ferred to other lines and disappear in time as did the horses 
when electricity was in like manner used for street cars. 


THE ELECTRIFICATION OF THE MELBOURNE 
SUBURBAN RAILWAYS. 


Charles Merz, consulting engineer to the Victorian Railways 
Commission, which is responsible for the management of the 
state railways of Melbourne, Australia, has presented a report 
going into the question of the electrification of the Melbourne 
suburban railway system. The report gives a rather complete 
résumé of the present experience with electric railroading, and 
the wsthetic advantages, such as deal with bodily comfort, are 
conceded. It is with the question of the financial and com- 
mercial desirability of the change that the report is principally 
concerned. It is conceded also that a heavy capital expendi- 
ture is necessary, and it is not expected that the reduction in 
operating expenses will be sufficient to pay the interest charges 
upon this capital expenditure. The advantage which naturally 
accrues from the more frequent service possible with electric 
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traction must be capitalized, as the possibility of increased 
schedule speed is one of the characteristic features of electrical 
operation, particularly in suburban service. The usual features 
of electrical operation are enumerated; for example, the utiliza- 
tion of the same termini with increased train movement, and 
the ability to operate under closer headway and provide denser 
traffic conditions without enlarging or extending the existing 
track facilities. | 

Mr. Merz eliminates the three-phase system for various 
reasons, and devotes his calculations mainly to an analysis of 
the advantages and disadvantages of single-phase, alternating- 
current operation with an overhead system, and a protected third 
rail operating on direct current at 800 volts. 

The possibility of extension of the present system is not 
very large, and it is estimated that beyond the electrification 
which will be determined upon at once there will not be any 
great extension; consequently, the advantages which the single- 
phase, alternating-current system holds in the event of future 
extensions do not seem to apply in this case. For the Mel- 
bourne system Mr. Merz concludes that the additional cost of 
train equipment with the single-phase system would balance 
the extra expenditure on the substations required in direct- 
current practice. This does not conform exactly to the opinions 
which have been reached in this country for undertakings which 
have a good many of the same characteristics. Mr. Merz con- 
siders also that as a mechanical structure a protected conductor 
rail is superior to overhead wires, both as regards simplicity and 
reliability; that it needs fewer repairs, and the repairs them- 
selves are of a much simpler character. He also contends that 
the alternating-current equipment which would be required for 
the Melbourne system would be some fifty per cent heavier than 
that required with the direct-current system, and the latter would 
at the same time eliminate a good deal of wear and tear to 
which the heavier equipments would subject the roadbed and 
track. 

As far as the generation of power is concerned, the report is 
not so definite. It may be that a portion of the power will be 
obtained from a water power and irrigation scheme which is 
now being considered. Then again, a portion of the power may 
be obtained from a power station to be erected some seventy 
miles distant, on the Brown Coal Fields. Mr. Merz considers 
that the initial service would have to be provided for by a steam- 
driven power station erected in the city of Melbourne. The 
initial requirements will call for a maximum load of from 
323000 to 35,000 horse-power, and an annual expenditure of 
some $500,000. The station would be designed to deliver elec- 
trical energy as twenty-five-cycle, three-phase current at 12,000 


= volts, this being generated by high-speed turbines and delivered 


through underground cables in the city and overhead lines in 
the suburban districts. 

Mr. Merz presents a summary of the expenses of working 
witn steam and electric traction which shows a saving in oper- 
ating cost of $136,335 in favor of electricitv. These figures, 
however, do not allow for interest charges upon the new capital 
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outlay, but it is expected that with so considerable a margin 
this will not be essentially a point upon which a decision 
will hinge. It has been pointed out so often that it seems 
needless reiteration to refer to it again at this time, that, 
whereas in the earlier investigations looking to the application 
of electric operation to heavy traction the advantages to be 
gained by the abolition of nuisances in various forms were given 
prime consideration, the financial consideration was kept in the 
background. In the investigations which are being made at the 
present time the esthetic advantages are conceded and are made 
an incident, and not a condition. In actual practice it appears 
that electrification, although involving a terrific capital expendi- 
ture, is bringing about such economy of operation that upon a 
financial basis alone it will be selected as the means toward 
the end of better traveling facilities at lower costs and with a 
higher return upon the investment of capital. 
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INTRINSIC BRILLIANCY. 


Electric lights from their earliest use have been considered 
essentially a brilliant source of illumination, and this feature 
has been the one which the general public has accepted as 
affording their chief claim to superiority. This is far from 
being the true condition, for unless lamps of high instrinsic 
brilliancy are shaded so that they do not come within the line 
of vision unsatisfactory results will follow. 

In commercial installations lamps are often left unshaded, 
the excuse being the increase in luminous efficiency. As an 
example of unnecessary brilliancy, however, there is the case of 
a new building given over exclusively to creature comforts—a 
place of recreation and rest. Included among the various rooms 
is a sun parlor, sumptuously furnished, and among the lux- 
urles are numerous reclining steamer chairs. But the tired 
and overworked business man seeking rest after his labors, 
in this haven, must look directly into clusters of six forty- 


candle-power clear tungsten lamps! The proprietor takes great 


pride in these fixtures and explains that he designed them 
especially so that his guests would be able to enjoy the manu- 
factured sunlight! 

That some engineers have understood the importance of the 
subject is undoubtedly true, but just what was the maximum 
which could be allowed has undergone a great change, and one 
for the better. 

In Dr. Bell’s treatise, “The Art of Illumination,” he lays 
stress upon the importance of the subject, and as a guide to the 
amount which should be permissible he states: “It is a safe 
working rule to keep the intrinsic brilliancy of all radiants 
within the field of vision below five candle-power per square 
inch; preferably down to half that value.” 

The above-mentioned work was published in 1902, and since 
that time practically all of the improvements in the lamps and 
burners, both gas and electric, have been accompanied by a 
considerable increase in intrinsic brilliancy; whereas the stand- 
ards set by illuminating engineers have been continually re- 


duced ; so that when the authors of two papers at the recent con- 
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vention of the Illuminating Engineering Socicty set a maximum 
which was only a small fraction of one candle-power, there was 
general acquiescence. 
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THE GROWTH OF THE INSULATED-WIRE INDUSTRY. 

Under the somewhat misleading heading given above, Mr. 
Ira W. Henry, in the current issue of the India Rubber World, 
discusses the use of rubber as an insulating covering for elec- 
trical conductors. He credits Samuel F. Morse, the inventor of 
the telegraph, with establishing the first authentic record of the 
use of rubber as an insulator in covering a cable made in 1842. 
The telegraph, being the first commercial use to which elec- 
tricity was applied, called for insulated wire, and continual 
experiments were made by the Magnetic Telegraph Company 
looking to a satisfactory insulation for a submarine cable; and 
in 1843 a cable manufactured by Day was laid across the 
Hudson River from New York to Fort Lee, N. J. This cable 
was followed, in 1845, by another rubber-covered cable made by 
Charles Goodyear for Ezra Cornell. 

The manufacturers of insulated wires and cables are now 
using enormous quantities of the best Para rubber, and the con- 
stant increase in the demand for their products has led the 
more far-sighted to investigate closely the supply from its 
fountainhead. It is stated that one large corporation found it 
expedient to send experts to South America to arrange for a 
constant supply direct from the forests, and it is also stated 
that large quantities were purchased on the ground at a price 
that paid the expenses of the trip; but financial complications 
arose to prevent a continuation of this enterprise. 

Various processes have been perfected for the utilization of 
substitutes for rubber, and for certain installations these sub- 
stitutes render perfectly satisfactory service. But, like every 
other industry, there are good substitutes and others which do 
not serve as substitutes at all. 

Navy specifications call for a content of between thirty-nine 
and forty-four per cent of pure Para rubber in rubber-com- 
pound insulation, and the United States Signal Corps, which 
operates over 2,500 miles of rubber-insulated deep-sea cable in 
Alaskan territory, and over 1,600 miles of rubber cables in 
various circuits throughout the Philippine group, specifies a 
pure Para content of forty per cent. Pure Para rubber in its 
native state absorbs considerable moisture, and upon being dried 
by evaporation 18 oxidized and becomes hard and brittle, being 
rendered useless as a dielectric; so that, while Para rubber often 
is very essential as a base, it must have produced within it such 
chemical change as will render available the whole usefulness 
of the article. This is done by vulcanizing, which practically 
is the adding to the rubber of about three per cent of sulphur 
and heating at a certain temperature for a certain length of 
time. Over-vulcanizing renders the product hard and brittle, 
while under-vuleanizing renders it inert and flabby. Therefore, 
even with a fine Para as a base, the utility of a rubber insulation 
depends upon its process of manufacturing to make it stand the 
test of time. 
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Muminating Engineering Society—I. 


Second Annual Convention Held at Hotel Walton, Philadelphia, Pa., October 5 and 6. Report 


HE second annual convention of the 
Illuminating Engineering Society 
was held at the Hotel Walton, 

Philadelphia, Pa., on Monday and Tues- 
day, October 5 and 6. This convention 
was very well attended, and the greatest 
interest was manifested throughout the 
entire proceedings. Several hundred illu- 
minating engineers and others interested 
in the subject listened to the addresses 
and enjoyed the entertainment features 
which were coincident with the celebration 
of the 225th anniversary of the founding 
of the city of Philadelphia. 

The first session was called to order on 
Monday morning at 10.40 o’clock by 
George Ross Green, of Philadelphia, 
chairman of the Committee on Arrange- 
ments. Mr. Green introduced William F. 
Gleason, secretary to the mayor, who, in 
the absence of Mayor Reyburn, welcomed 
the convention to the city. 

Dr. Louis Bell, president of the asso- 
ciation, delivered his annual address. He 
said that he desired to bring before the 
convention as a feature the topic of strect 
lighting. It was 200-odd years ago that 
the first attempts at systematic strect 
lighting were made. The activities of 
men are so far transferred from day to 
night at the present time that it becomes 
absolutely necessary to make provision for 
those who are traveling about after night- 
fall, and for the general business that is 
carried on at night. For this purpose 
plenty of light is necessary, but this light 
we have to a rather limited extent in most 
cities. The fundamental criticism against 
most attempts at strect lighting lies not 
in the ijlluminants used, nor in their ap- 
plication, so much as it lies in the im- 
proper adjustment of the illumination to 
the needs of the city. Street lighting has 
been a growth and an evolution, but, like 
all growths, it has proceeded to a certain 
extent along the lines of least resistance. 
The result is that, looking over a city, 
particularly an American city, however 
good the intention of the city govern- 
ment, and however excellent the technical 
skill of those who furnished the light, 
much is still left to be desired. The 
difficulty lies in the fact that we spread 
out our illumination too thinly, so to 
speak, 

Streets which are largely used during 
the evening should receive illumination 
commensurate with their importance. 


of First Day’s Sessions. 


Where the night traffic is light and where 
passersby are few, such a street needs only 
light enough to enable the people to go 
about comfortably. A third class of street, 
which needs individual treatment, is the 
merely suburban road. The important 
thing with such streets is to so distribute 
the light that the illuminants serve to 
mark the way and clear the passage for 
the passersby. 

The chief streets in this country as a 
rule are rather poorly lighted; the sec- 
ondary streets are not particularly well 
lighted, and the tertiary streets frequently 
have only one illuminant in every long 
block. Dr. Bell thought that the chief 
streets of a city should be so well lighted 
that it would be possible to consult a 
handbook or to read the address on an 
envelope without having to walk half a 
block to get under the nearest light. In 
connection with this matter he stated that 
the foreign practice, in England and on 
the Continent, is to provide in the dif- 
ferent strects light enough to read a paper 
by. That is the ordinary standard of il- 
lumination which is lived up to in the 
large foreign centres. In actual amount 
the lighting in London averages something 
like a quarter of a foot-candle, as against 
one-tenth, one-eighth or one-quarter that 
amount in the ordinary American city. 
One of the great points of difference be- 
tween the practice here and in Europe is 
that diffusing globes are practically in 
universal use except in the United States, 
and therefore there is less uniformity here 
than almost anvwhere else. 

In the matter of distribution one can 
not sacrifice too much for the sake of uni- 
formity. It does not take an expert in 
illumination to see whether a street is 
badly lighted or not, and it does not con- 
sequently take an illuminometer with a 
measurement in the thousandths foot- 
candle to find a half-wav distance between 
lamps to show that improvements are 
necessary. The thing is strictly a prac- 
tical matter, and should be treated as such. 

This brings up the question of the direc- 
tion of measurement. The customary 
measurement here is a tacit apology for 
bad lighting. The customary method is 
a measurement practically half wav be- 
tween the lamps, with a dise or other 
measuring instrument held normal to the 
latter. If one gauges his illumination 
solely by such readings as this he can be 


guaranteed a mighty badly lighted street 
in every case, because the tendency of 
competition, from whatever source it come, 
is to secure that minimum at as low a 
maximum as possible. Some types of il- 
luminants have been specialized for the 
purpose of giving 0.02 or 0.03 of a candle- 
foot at some point down the street, where, 
if the same illuminant was designed not 
to give a special form of illumination, but 
to give the best efficiency it was capable 
of, it would be possible to make it light 


-not only the distant parts of the street, 


but the whole of the street. Every effort 
toward economy should be an effort di- 
rected to increasing the total flux of light, 
because, with our modern instruments, 
there is this to be taken into considera- 
tion for street lighting: the intrinsic bril- 
liancy is so high that some diffusion is 
necessary, and they are all of a character 


which permits of securing diffusion to get 


redistribution if it is desired. 

Dr. Bell considered lighting of munici- 
palities on a moonlight schedule to be en- 
tirely inadequate, and discussed the origin 
of this scale. He showed that there was 
no real relation between the diffused illu- 
mination from the full moon and that 
which is secured even when a street is 
brightly illuminated by artificial illumi- 
nants. As far as economy in lighting was 
concerned it would be better to put out 
every other light than it is to utilize the 
light on a regularly reduced moonlight 
schedule. 

In concluding, Dr. Bell said that the 
next three or four years will work a con- 
siderable change. Illuminating engineers 
should insist on having more light better 
diffused and more evenly distributed. 

There was no discussion on President 
Bell’s address, and the report of the Com- 
mittee on Nomenclature and Standards, of 
which Dr. A. C. Humphreys, president of 
Stevens Institute of Technology, is chair- 
man, was called for. In the absence of 
Dr. Humphreys the report was presented 
by Dr. E. P. Hyde. 

This report consisted, in the main, of a 
recapitulation of the work which the com- 
mittee had done in the direction of estab- 
lishing a common national and interna- 
tional unit of candle-power. This special 
work was assigned to a subcommittee, and 
a report from Dr. E. P. Hyde, secretary 
of the subcommittee, appears in the No- 
menclature Committee report. A joint 
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committee composed of subcommittees of 
the American Institute of Electrical Engi- 
neers, the American Gas Institute and the 


_ Illuminating Engineering Society on 


February 14 adopted a resolution recom- 


mending the adoption of a common na- 


tional candle unit, to be maintained at 
the United States Bureau of Standards, 
to be lower than the unit at present main- 
tained at Washington by an amount not 
less than one per cent nor more than 
three per cent, the exact value to be agreed 
upon as the result of an international con- 
ference. This resolution has been en- 


dorsed by the directors of the American ` 


Institute of Electrical Engineers and ap- 
proved by the council of the Illuminating 
Enginecring Society. It will be presented 
to the convention of the American Gas 
Institute, which meets this month. The 
subcommittee also reported that the Bu- 
reau of Standards has entered into nego- 
tiations with the foreign laboratories in 
regard to possible agreement upon an in- 
ternational unit of luminous intensity, 
and the hope was expressed that final 
agreement may be reached very shortly. 

After the presentation of the report Dr. 
Hyde said that it would be well if when 
we were speaking of photometric measure- 
ments of gas and electric lamps, or if we 
were speaking of photometric measure- 
ments made in this country or abroad, we 
could always use the same terms. It is a 
far cry, however, from a purely academic 
conception of such a condition to the 
practical realization of it. Many of the 
industries in this country have endorsed 
this movement and are backing it at no 
little inconvenience and expense to them- 
selves: much credit is due to the Illumi- 
nating Engineering Society for taking the 
initiative in this matter, and credit is also 
due to the American Institute of Electrical 
Engineers and the American Gas Institute 
for the cordial reception which they ac- 
corded to the overtures of the Illuminat- 
ing Engineering Society. 

Dr. Bell said that he thought that the 
outlook was bright for an international 
standard. He had come in touch with rep- 
resentatives of the various interests abroad 
and found that they were very sympa- 
thetic in both Germany and France. 

MONDAY EVENING SESSION, 

The session on Monday evening was 
called to order by Dr. Bell at 8.30 o'clock, 
and the paper by T. J. Little, Jr., entitled 
“Modern Gas-Lighting Conveniences,” was 
read. 

This paper was devoted principally to 
descriptions of some of the conveniences 
which have obtained with modern forms 
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of gas fixtures. The electric-spark igni- 
tion system and the pilot gas-flame sys- 
tem of ignition were described, and some 
of the adaptations of incandescent mantle 
burners to domestic and industrial uses 
were enumerated. 

Dr. Bell remarked that in his experience 
it appeared as though ordinary electric 
systems of ignition for gas lighting got 
out of order very frequently. 

Referring to this, Dr. Clayton H. 
Sharp asked Mr. Little whether there had 
been any modern developments or im- 
provements in pneumatic lighters which 
would prevent this trouble from taking 
place. As he saw it, the chief reason for 
the failure of electric gas-lighting sys- 
tems is due to the lack of insulation some- 
where in the circuit, so that it appeared 
that the problem resolved itself largely 


into a question of proper insulation 
against the high elcctrical tensions which 


are involved either in the jump-spark ig- 
nition or in the make-and-break system. 
With regard to the pilot lighting system, 
Dr. Sharp asked whether there was any 
possibility of danger due to the extin- 
guishing of the pilot light by drafts or 
air or perhaps by clogging of the pipe. 
In this manner a stream of gas would 
issue, and this brings up the question 
whether where water gas is used there 
would not be considerable danger. 

F. N. Morton asked Mr. Little whether 
there were any developments in the self- 
lighting gas mantles. There was another 
type of igniter which was not mentioned 
in Mr. Little’s paper, namely, the Wels- 
bach pyrophoric alloy, about which he 
would be pleased to get some information. 

Walton Forstall stated that it had been 
his experience to have the gas escape from 
the pilot light for about forty-eight hours 
before he realized it, and there was just 
a faint odor of gas present. 

Fritz Beck described the pneumatic gas 
lighter, and stated that with the kind of 
tube now generally used it can be operated 
successfully on about twenty yards for 
one light. The number of lights to be 
supplied by one tube is about six, and the 
distance diminishes with the number of 
lights enclosed in one circuit. The tube 
is aboyt one-sixteenth of an inch in diam- 
eter and has the advantage over electric 
wiring in that it does not need any insula- 
tion. There is no danger of fire or of 
getting out of order through lack of in- 
sulation, as is the case with the electric 
gas igniter. The simplicity of the parts 
of the pneumatice lighting system will 
probably induce many people to use it. 
It really consists of a valve, a tube and a 
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pump, the mechanics of which are pretty 
generally known and understood. An- 
other advantage of the pneumatic ignition 
system is that any number of lights may 
be turned on or off. On a chandelier of 


six lights it is possible to turn on one - 


after the other or all at once, simply by 
pulling the line on the push-button or 
pressing a ball. For the ignition of a 
great number of lights, however, the elec- 
trical ignition is probably the best, be- 
cause the distance over which the pneu- 
matic ignition can be successfully operated 
is limited. 

It seemed to be the consensus of opin- 
ion that the chief cause of failure with 
electric gas ignition systems was that the 
system was installed without due regard 
to the insulation. It is not remarkable 
that where single cotton insulation is used 
that the system should fail. 


In closing the discussion Mr. Little said. 


that the wiring necessary for an electric 
ignition system did not require the same 
restrictions as wiring for electric lights. 
While the potential may be high, the cur- 
rent carried by the wires is extremely low. 
Furthermore, in the make-and-break sys- 
tem the same insulation is not required 
as with the jump-spark system, where a 
potential of several thousand volts is 
necessary, depending on the number of 
burners in circuit. Insulating the wire 
by a covering is not resorted to, and in 
some installations the insulation would be 
of no avail. In these cases the wires are 
bare and run on insulators. The usual 
practice is to use a copper wire of about 
No. 18 Brown & Sharpe gauge. This is 
covered with double cotton windings, 
which in turn are covered with a heavy 
braided jacket. The entire conductor is 
impregnated with paraffin or some simi- 
lar insulator. A good deal of the trouble 
which existed in the early ignition systems 
was due to the method of construction of 
the burners. Where a wipe contact was 
made, sometimes the wire, in wiping over, 
would stick and not pass back. When this 
happened the battery would be short-cir- 
cuited and the system would be expensive 
to maintain. This trouble has been elimi- 
nated by the construction of the modern 
burners. 

Mr. Little said that there was no dan- 
ger from the escape of gas from an ex- 
tinguished pilot burner in an ordinary 
room. The natural ventilation of the 
room would take care of the escape of 
gas even if it were closed pretty tightly. 

Concerning the self-lighting mantle, it 
did not appear that one had been devel- 
oped to such a point as would make it 
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possible to state that it was commercially 
practical. The action of the heat destroys 
the pyrophoric element, and up to the 
present time a satisfactory self-lighting 
mantle has not been produced. Conçern- 
ing the pyrophoric alloy invented by Dr. 
von Welsbach, this is in the experimental 
stage. It is an interesting alloy, the prod- 
uct of the electrical furnace. It is an 
alloy of iron and cerium, and has the 
property of emitting a brilliant stream of 
sparks on being scratched with a sharp, 
hard surface. 

Dr. A. H. Elliott presented his paper, 
entitled “The Illuminating Value of Pe- 
troleum Oils.” 

This paper gave the results of a num- 
ber of tests which had been made upon 
various forms of burners and several qual- 
ities of kerosene oil and kerosene-oil mix- 
tures. The author remarked particularly 
upon the steadiness and reliability of flat- 
flame lamps, even when burned with com- 
mon reservoirs where the level of the oil 
varies as the lamp burns. It was noted 
that the rate of consumption and the 
candle-power are extremely constant. 
The lamps were calibrated against stand- 
ard sperm candles, and it was noticed that 
many lamps used gave nearly twice the 
candle-power of sperm candles for the 
same weight of oil, while the round-wick 
lamps gave fully three times as much. 

C. O. Bond stated that in his work, 
using the oil lamp as a standard and em- 
ploying the student feed and flat-wick 
type of burner, up to ten hours’ use 
a very satisfactory light was secured. He 
hoped that a lamp could be produced so 
that the conditions during a run of twen- 
ty-four hours could be checked. After 
twenty-four hours he found that there 
was, in most cases, a rather heavy in- 
crustation of the wick where it had been 
exposed to the flame. Any oil lamp will 
be open to two objections: First, that it 
is a wick feed, and second, that it is sur- 
rounded by a glass chimney. 

Dr. Hyde asked the author whether the 
absolute value of the lamp could be de- 
pended upon, and also asked whether the 
Methven screen arrangement could be 
used without having to recalibrate the 
outfit. In the photometry of electric 
lamps it is not uncommon to check up the 
comparison lamps several times in order 
to see that they have not changed, and 
it appeared to him that the wick might 
be retrimmed and the lamp restandardized 
at intervals. If it ran perfectly constant 
for eight or ten hours it seemed worth 
further consideration as a secondary or 
working standard in gas photometry. 
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Dr. Elliott, in closing the discussion, 
stated that he has used kerosene oil of a 
gravity as low as forty-five degrees 
Beaumé, and had obtained within two or 
three per cent of the same light as he did 
if he used an oil at fifty degrees Beaumé. 
He did not intend that the discussion 
should turn upon a photometric standard ; 
he simply desired to record the reliability 
and photometric value of the different 
types of flames, and did not wish to es- 
tablish any claim for the lamps as a 
standard. He objected to the use of the 
Hefner light because, in the first place, 
it was too small a unit, and unless a very 
keen photometrist was employed it was 
difficult to read to one-tenth of a candle. 
Another objection was its color. With a 
white light such as a Welsbach candle to 
test, considerable trouble was caused in 
matching the two shadows on the disc. 
The Pentane light, he thought, was too 
clumsy an instrument, and the expense of 
maintaining it was entirely too high. 
With kerosene oil the upkeep could be re- 
duced very materially. He described a 
five-candle-power lamp which had oper- 
ated for six and one-half days, being 
turned off each night, and varying only 
0.06 of a candle during the weck. The 
lamp was not even trimmed, but was 
lighted every day and allowed to burn for 
seven or eight hours and then blown out 
at night. The next morning it was 
turned up and lighted, care being taken 
not to disturb the crust. As stated before, 
at the end of a week it had gained 0.06 
of a candle. He used a cotton wick in 
preference to either asbestos or felt. 

The paper entitled “Street-Lighting 
Fixtures—Gas and Electric” 
sented by H. Thurston Owens. 

This paper discussed very briefly the 
several forms of gas and electric illumi- 
nants which are familiar to-day, and in- 
dicated the general engineering trend with 
regard to the installation of these sources 
of illumination in retail business districts, 
wholesale business districts, residence 
streets, prominent thoroughfares in resi- 
dence districts, and in outlying districts. 

V. R. Lansingh described a scheme of 
lighting which was employed on the Lon- 
don Bridge, at London, England.. This 
consisted of equipping the ordinary 
square lamp-post with three transparent 
panes of glass and one pane of opal glass. 
This threw a considerable percentage of 
the light back onto the roadway, illumi- 
nating the bridge and keeping the glare 
out of the boatmen’s eyes. The scheme 
could be adopted in our cities to prevent 
a waste of light which goes toward vacant 


was pre- 
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lots and toward houses, and makes this 
form of illumination uncomfortable for 
persons sitting in front of the buildings. 

Dr. Elliott stated that in Toronto re- 
flectors were used which redistributed the 
light so that up and down the street the 
illumination was about 300 candles, with 
practically no illumination going to the 
houses at the side. 

J. E. Woodwell stated that it was im- 
portant to, cut down the intrinsic bril- 
lianey of the light source, and that rather 
than project the light up and down the 
street it would be better to place a larger 
number of units on the street, directing 
the light more in a downward direction. 
He called attention to the lighting of the 
Connecticut Avenue Bridge in Washing- 
ton, D. C., as a successful example of 
street lighting. The roadway is fairly 
uniformly lighted, and the sources are of 
low intrinsic brilliancy. A strong down- 


ward distribution of light is given, and 


the globes are a dense opal glass, which 
cuts down the intrinsic brilliancy to a very 
low value. 

The paper entitled “Structural Difficul- 
tics in Installation Work” was presented 
by James R. Strong. 

The author considers that the best elec- 
trical installation from the point of view 
of the first-class contractor is that installa- 
tion which requires the least amount of 
changing and alteration after completion. 
Modern electric lighting installations in 
the better class of buildings are of some 
form of concealed conduit work, with 
iron or steel outlet boxes at the fixture 
locations. Therefore, the electrical equip- 
ment is as much a part of the structure 
of the building as is the plumbing or 
heating equipment, and any additions or 
alterations in the conduit work after the 
completion of the building must, to some 
degree, cause weakness in walls, floors or 
plaster. It would seem that in designing 
the lighting for an office building, the 
proper method of procedure would be to 
consider each floor as a whole, bearing in 
mind the class of tenants likely to occupy 
an office building in a given locality, If 
the outlets for general illumination are 
placed on the centre line of windows 
and if other outlets are placed around 
the ceiling a short distance inside 
the lines of partitions, it would seem 
as though every possible requirement 
could be met by simple fixtures, and the 
outlets need not be capped up. This plan 
would probably involve a greater number 
of outlets in the original layout than 
would be absolutely necessary, but when 
it is considered that no changes will 
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probably be required, it will be appreciated 
that the additional first cost would be 
more than made up in the saving of 
maintenance in the first few years. The 
paper also discussed the arrangement of 
the installation for residence lighting. 

Dr. Bell said that he felt that a great 
fault in most installations was an insuffi- 
cient number of outlets. These should be 
allowed not only at various points in a 
room, but also at the central points. 

G. H. Jones stated that the introduction 
of the modern high-efficiency unit has 
done more than anything else to make im- 
provements and changes necessary in large 
office buildings. Heretofore the standard 
practice was to provide a small amount of 
light for general illumination and require 
that each desk should have a portable lamp 
or drop cord. Where it became necessary 
to shift the desks and office arrangements 
it resulted in either tearing up the floor 
or having drop cords carried all around 
the room. It is now becoming standard 
practice to have the general illumination 
intense enough to make all these extra 
lamps unnecessary. In laying’ out office- 
building lighting he recommended that no 
wall brackets or wall switches be installed 
in the interior of the walls; that is, in 
the walls leading from one office to an- 
other. The need for this can be done 
away with largely by having the wall 


switches put on the outside walls of the 


building, and if extra outlets are required 
they can be put on the baseboard of the 
outside walls and also the baseboard of 
the columns. 

F. G. McGuire described a system of 
lighting which was under consideration 
in a building which has been erected for 
about ten years. The ceiling has no space 
back of it through which wires could be 
fished, and everything must run along the 
surface of the ceiling. All over this 
building a large number of drop lights 
have been used for illuminatifig purposes, 
and the general scheme has been to em- 
ploy a network of molding, from which 
any number of local drops could be se- 
cured. Instead of forming receptacles at 
the base line, a tube was run around the 
entire room, which could be tapped into 
at any point, allowing great flexibility in 
the securing of side lights. 

In closing the discussion, Mr. Strong 
said that the suggestion that the outlets 
in office buildings be kept off the outside 
walls was an excellent one. Briefly, his 
plan is to place a centre outlet and in 
addition a row of outlets, say, five feet 
apart, two feet from the wall, forming a 
Square—if the room is square—around 
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the centre outlet. With such a distance 
between outlets it would be possible by 
means of a fixture to reach a piece of fur- 
niture or desk placed in any part of the 
room, and while the first cost might be 
increased a little, the owner would be 
better satisfied in the long run if a simple 
change in fixtures could be made to take 
the place of tearing down the plaster or 
cutting holes in a brick partition. Mr. 
Strong stated that he was opposed to the 
use of moldings. They are unsightly and 
are dangerous, and the electrical con- 
tractor was getting beyond them. 

The paper by F. E. Cady, on “The Re- 
lation Between Candle-Power and the 
Voltage of Different Types of Incandes- 
cent Lamps,” was presented. 

In this paper Dr. Cady holds that one 
of the more important relations govern- 
ing incandescent lamps is that between 
voltage and candle-power. In the early 
days of poor voltage regulation this was 
evident even to the unskilled eye. At the 
present time, while a good system may 
have voltage changes large enough to have 
an appreciable effect on the life of lamps, 
they are generally too ‘small to affect the 
candle-power to a noticeable extent. The 
author concludes that his experiments es- 
tablish the following facts: The exponent 
for change of candle-power with change 
of voltage is not a constant, but a func- 
tion of the watts per mean spherical 
candle; that this exponent is different for 
different types of filament, but probably 
very closely the same for lamps of the 
same type of filament when operated at 
the same watts per mean spherical candle ; 
that the value of the exponent decreases as 
the watts per mean spherical candle de- 
crease. 

During the discussion of the paper 
Dr. Hyde asked whether any curves had 
been derived for the variation in current 
as compared with variation in candle- 
power. 

Mr. Cady replied that such tests as he 
had been able to make indicate that these 
coefficients change in a very similar man- 
ner, although the change was not as 
marked as in the case of the change of 
candle-power with change of voltage. The 
coefficient for the change of candle-power 
with change of watts is smaller, and in 
some cases only half as great as the change 
of candle-power with change of voltage. 

Dr. Sharp asked Mr. Cady what the 
change in efficiency of the filament 
amounted to practically in the photom- 
etry of incandescent lamps; what it 
amounted to in candle-power. 

Mr. Cady replied that so far as he 
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knew there were no data published either 
by lamp factories or the testing labora- 
tories as to exactly what coefficient was 
used. He had pointed out in the paper 
the extreme limits over which the coeff- 
cients range. 

Dr. Bell stated that in fourteen years 
he had measured something like 25,000 
lamps, and that he could probably throw 
a little light on the matter by saying that 
there is no means known under the 
heavens whereby the errors due to bad 


‘sorting can be entirely eliminated. 


The meeting was then adjourned until 
Tuesday morning. 
——— 0M 
New York Edison Entertain- 
ment. 

The New York Edison Company ten- 
dered an entertainment and smoker to the 
electrical contractors of New York city, 
in connection with the New York Elec- 
trical Show, in the concert hall of Madi- 
son Square Garden on Tuesday evening, 
October 13. The occasion was enjoyed by 
about 700 or 800 contractors, and the pro- 
gramme, which was arranged by the 
United Booking Offices of America, in- 
cluded singing and dancing and instru- 
mental performances of a very high order. 
From 9 to 11 o’clock the vaudeville ar- 
rangements held forth, and during this 
time cigars and other smokables were dis- 
tributed with a lavish hand. After the 
entertainment the company’s guests were 
invited to partake of a buffet supper, 
which was excellently served and greatly 
enjoyed. The Edison company is to be 
congratulated upon the handsome way in 
which it arranged for the entertainment 
and comfort of its guests. 

Among those seen in the Edison box 
were: T. E. Murrav, John W. Lieb, Jr., 
Arthur Williams, S. D. Sprong, F. C. 
Bates, Theodore Beran, Dr. George F. 
Sever, W. DA. Rvan, E. B. Latham, 
Louis J. Auerbacher, W. H. Atkins and 
George H. Guy. William Marconi was 
an interested visitor to the Edison box 
during a portion of the evening. 


— 0M 
Chicago Electricai Show. 


The fourth annual Electrical Show, 
Chicago, Ill., to be held in the Coliseum, 
January 16 to 30, 1909, will surpass any- 
thing attempted heretofore, judging from 
preparations now being made. The 
beautiful decorations of the 1908 show 
are being enlarged upon and exhibits of 
many large companies are being prepared 
on a plan more comprehensive and at- 
tractive than ever, many working power 
exhibits being an added feature. Weber’s 
band, which rendered the music at the 
last show, has been re-engaged. All in- 
dications point to boost for the electrical 
industry in general through the medium 
of this great exhibition. 
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The 213th Meeting of the 
American Institute of 
Electrical Engineers. 

The 213th meeting of the American 
Institute of Electrical Engineers was 
held in the Engineering Societies Build- 
ing, New York city, on Friday evening, 
October 9. President Louis A. Ferguson, 
of Chicago, Ill., called the meeting to 
order at 8 o'clock. The secretary an- 
nounced that at the meeting of the board 
of directors held that afternoon 112 as- 
sociate members had been elected. The 
following associates, upon the recom- 
mendation of the board of examiners, 
were transferred to the grade of member- 


ship: Robert Albert Hadfield, Mayfair, - 


W., England; Edward Belden Merrill, 
Winnipeg, Canada; William Noble Dick- 
inson, Jr., New York city. 

The paper of the evening, entitled 
“High-Potential Underground Transmis- 
sion,” by Peter Junkersfeld and E. O. 


Schweitzer, of the-Commonwealth Edison 


Company, Chicago, Ill, was presented 
by Mr. Junkersfeld. This paper, in 
abridged form, appears elsewhere in this 
issue. 

In opening the discussion President 
Ferguson said that the subject was inter- 
esting not only from a scientific stand- 
point, but it was of considerable impor- 
tance commercially because of the possible 
influence on investment and methods of 
operation in large power and lighting sys- 
tems. The increase in value of property 
in the centre of cities has caused an ex- 
pansion of the congested areas until, in 
the interest of public safety, overhead 
construction is necessarily limited, and we 
find ourselves facing the problem of plac- 
ing high-tension transmission lines under 
ground. The possibilities of the future 
are so great, and the trend of the times 
so marked, that it would seem that the 
subject for discussion was a very fertile 
one, and it would appear very important 
that the large operating companies which 
produce electricity and sell it im bulk 
should make the matter of underground 
transmission a subject of further investi- 
gation and more serious thought. 

Following President Ferguson, a dis- 
cussion communicated by Charles H. 
Merz, chief engineer and manager of the 
Bulk Supply Company, Newcastle-on- 
Tyne, England, was read by Professor 
H. E. Clifford. Mr. Merz said that visit- 
ing engineers had always been impressed 
by the development and distribution of 
electrical energy in large cities of the 
United States. The fact that a large pro- 
portion of the work hitherto installed had 
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been in crowded and congested districts 
probably explains why a conduit system 
had been generally adopted in this coun- 
try. The solid system was preferred and 
largely in vogue in England, and armored 
cables are used largely there, and almost 
exclusively on the Continent of Europe. 
The extension of underground transmis- 
sion to outlying and less congested dis- 
tricts will probably result in the merits 
of these systems of laying transmission 
cables being considered. For congested 
districts such as are met with in the 
centre of all of the large cities, the duct 
system is often the only practicable sys- 
tem because it is impossible to frequently 
take up the streets to lay further cables 
or carry out repairs. Accessibility to the 
cables is, however, some would say, the 
only advantage of this system, for when 
laid in this way the lead of the cables is 
probably more exposed to deterioration 
by electrolysis and chemical action than 
in either of the other two systems re- 
ferred to above. In the so-called solid 
system the cable is laid in an earthen- 
ware or wooden trough sufficiently large 
to allow a three-quarters-inch clearance all 
around the cable, which space is filled 
with bitumen, pitch or similar substance. 
The trough is covered with three-inch 
brick or tile. According to the writer’s 
experience, the solid system, in either 
earthenware or wooden troughs, is the 
cheapest of the three systems mentioned. 
An efficient armored cable costs, laid in 
the ground, in England, from five per 
cent to ten per cent more than a lead- 
covered cable laid on the solid system, but 
it would seem fair to say that an armored 
cable which is made and finished in the 
factory, where proper supervision is pos- 
sible, should have a longer life than cables 
laid either on the solid system or drawn 
into ducts. Experience in the north of 
England shows that a 20,000-volt under- 
ground cable system may be installed with 
assurance that it will work well. In the 
counties of Northumberland and Durham 
there are now nearly 100 miles of such 
cables in use. The cables are three-core 
paper cables, lead-covered, and laid on the 
solid system in earthenware troughs. 

H. W. Fisher, chief engineer of the 
Standard Underground Cable Company, 
said that the results of such tests as are 
given by the authors will add to the sum 
total of existing knowledge as to what 
voltages cables may be subjected to under 
working conditions. He thought, how- 
ever, that under other working conditions 
it must be admitted that similar tests 
might have shown quite different results. 
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It is therefore highly desirable that other 
operating companies make similar tests 
covering a long period of time. He said 
that the authors had not specified clearly 
what they meant by “double working volt- 
age.” With grounded neutral the voltage 
to ground on the 20,000-volt lines would 
be 11,550 volts. He would ask, therefore, 
if the voltage applied between conductors 
and ground is two times 11,500, or 23,100 
volts, and that between conductors 40,000 
volts. If these are the voltages applied, 
the test to ground is not sufficient, be- 
cause in some cases the spark-gap method 
gave over 25,000 volts. He would suggest 
two and one-half times the working volt- 
age as a figure that is more in keeping 
with tests made on other large installa- 
tions. He took exception to the state- 
ment that asphaltum troughs certainly 
guard against electrolysis. If it were pos- 
sible to perfectly protect a cable from 
moisture by asphaltum, electrolysis would 
not occur, but this is scarcely possible, and 
at the moist spots the electrolysis is 
greatly accentuated, causing pit-holes in 
the lead. He knew of cases where thou- 
sands of feet of cable laid in asphalt 
troughs were destroyed by electrolysis. 
Henry Gorden Stott, chief engineer of 
the Interborough Rapid Transit Com- 
pany, said that on the Manhattan elevated 
railway and in the subway system in New 
York city during the last three years there 
have been over 350 miles of 11,000-volt 
cable in service. Tables showing. the 
classification of the troubles on this system 
indicated a total of seven burnouts, due 
to various causes, one of which was due 
to a surge, and one only was felt on the 
cable of 122 miles. The year that the 
subway was put into operation the cable 
troubles had fallen to six, due to the elimi- 
nation of bad joints and various me- 
chanical troubles. When the subway 
cables were put into operation the number 
of faults increased again. Lately, how- 
ever, there have been very few faults, and 
in the Iast two years the number of burn- 
outs amounted to 0.28 per 100 miles of 
cable. This is a record which is rather 
reassuring, and is better than is being 
accomplished with overhead transmission 
lines. So far as the discussion contributed 
by Mr. Merz was concerned, Mr. Stott 
would suggest some precaution in con- 
sidering this. In the English system 
power was scattered between compara- 
tively small stations. The American 
plants operate under entirely different 
conditions, and in the case of the Inter- 
borough Rapid Transit Company it was 
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possible to have 300,000 kilowatts on 
short-circuit between stations. 

Mr. Stott said that the mechanical fea- 
ture which was going to help out mate- 
rially in the development of power plants 


is the induction generator. We could 


not go on adding indefinitely to the ca- 
pacity in synchronous machines in one 
plant, as a point would be reached where 
the short-circuit current would make it 
impossible to take care of the automatic 
apparatus. In the case of.a bad short- 
circuit the time-element relays and re- 
verse-current relays all fall back together, 
and everything goes out in a large sys- 
tem. With the induction generator, how- 
ever, the present plant can be added to 
indefinitely without increasing the short- 
circuit current. 

E. J. Berg stated that he had recently 
had occasion to carry out some experi- 
ments on the system of the Brooklyn 
Edison Company. It was found that ab- 
normal voltages occurred relatively sel- 
dom, perhaps only once a week or once 
in two weeks. 

Wallace S. Clark said that the putting 
of high-voltage primary on cables for the 
purposes of tests did not do the cable any 
good, as it did not show anything and 
there was no assurance that the cable 
under test would not burn out the next 
day or the next hour. Insulation tests 


are perhaps a little better made periodic- 


ally, and furthermore, with the present 


- tendency to make paper cables with very 


light insulation, it is rather difficult to 
get good results from such tests. He be- 
lieved, however, that if the same amount 
of attention was paid to watching for 
electrolysis, as many burnouts or perhaps 
more would be saved as in any other way. 

Alex Dow stated that thirty miles of 
rubber-covered cables which he had put 
down in Detroit in 1892 were, to all in- 
tents and purposes, as good six months 
ago as they were the day they were put 
in. In Detroit the Edison company has 
two cables operating regularly at 23,000 
volts. Each. is substantially seven and. 
one-half miles long. The cable conductor 
is nineteen-strand, equal to No. 2 Brown 
& Sharpe gauge. The cable is insulated 
with two-thirty-seconds-inch rubber and 
six-thirty-seconds-inch varnished cambric 
on each conductor, and three-thirty- 
seconds-inch varnished cambric over all, 
with a  three-thirty-seconds-inch lead 
sheathing. The lead sheath is sec- 
tionalized at every second manhole be- 
tween 700 and 800 feet, and a strip 
of the lead is removed and insulating 
rubber substituted in order to prevent 
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the continual travel along the lead sheath 
of street railway return current. At each 
of these 700 or 800-foot spaces the lead 
is solidly connected to earth by copper 
ground wire. One of these cables has been 
in continuous service for thirteen months. 
It is not the older of the two cables, but 
it has the most continuous and useful his- 
tory. It went into service on September 
4, 1907, and since that time has broken 
down six times. One of these breakdowns 
was due to high temperature from a 
steam-heating pipe in the vicinity, and 
the other five are not attributable to any 
known cause. Four breaks were in the 
cable itself and two were in the joints. 
There were four breaks to earth and one 
between phases. Adding this experience 
to the experience with the second cable, 
which was actually the first cable in serv- 
ice, the total breakdowns are twelve, seven 
of which were in the joints and five in 
the cable. The most notable observation 
is that the faults that are attributable to 
nothing but extraordinarily high pressure 
seem to occur in the middle third of the 
cable, and are not accompanied by any 
particularly notable disturbances at the 
terminals. ` This seems to confirm the 
observation made by the authors of the 
paper of the finding that these disturb- 
ances do not travel the entire length of 
the cable, but may spend their energy in 
one part thereof. 

Warren Partridge said that the experi- 
ence of the Public Service Corporation of 
New Jersey with high-potential under- 
ground transmission, when reduced to 
burnouts per mile of cable per year, had 
been considerably better than the 20,000- 
volt experience in Chicago, as reported in 
the paper. When compared with the 
9,000-volt system in Chicago, however, 
the results have been very much worse. 
In spite of the difficulties experienced on 
their system, however, it could be agreed 
with the authors that cable systems are 
fully as reliable as other elements in an 
electric power system. : 

E. E. F. Creighton said that the work 
presented by the authors was most valu- 
able. If one may look into the future, it 
seems safe to predict that engineers of 
power transmission systems will some day 
study the conditions of service as carefully 
and conscientiously as the insulation is 
studied on a marine telegraph cable. 

L. T. Robinson stated that the refer- 
ence to the limitations of the oscillograph 
which was used was not entirely justified. 
As far as concerns the free periodicity of 
the vibrators, it is quite possible to pro- 
duce moving systems in which the current 
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passes through the strips having a fre- 
quency nearly double that which was used, 
or, roughly, 10,000. This is accomplished, 
however, at such a sacrifice of strength 
and size of the moving parts that it is 
not desirable for industrial use. In refer- 
ence to the statement that the vibrators 
can not be made absolutely dead-beat, he 
thought that this must be due to a mis- 
understanding of what can be accom- 
plished. 

Henry Floy stated that, as far as the 
alternating-current, high-tension cables 
were concerned, the manufacturing com- 
panies were ahead of the operating condi- 
tions—that is to say, the manufacturing 
companies have for years been ready to 
furnish high-tension cables. He had 
recently secured figures as to the com- 
mercial financial practicability of using 
high-tension cables. Where` conductors 
are intended to be used on 50,000-volt 
service it. would appear that the thickness 
of insulation would become so great that 
three-conductor cable would be impossible, 
as the leading machines at present avail- 
able would not be capable of producing a 
lead sheathing for the cable. The average 
price for three single-conductor cables is 
about $4.40 per running foot. 

John W. Lieb, Jr., stated that about 
1882 a fairly extensive underground sys- 
tem was laid in Milan, Italy, with Edison 
tubes. It took only about six months in 
that particular locality to destroy an iron 
tube under ground. Some time in 1887 
or 1888 a line some three or four miles 
in length, operating on 2,000 volts alter- 
nating current, was laid under ground. 
This was laid with iron-banded armored 
lead-covered cable, and with this cable 
was had probably the first experience in 
operating alternators direct-driven and 
coupled in parallel. The cable has been 
in operation ever since, and except for 
the early troubles, which were due to 


mechanical defects in the switehes and 


generators, this type of construction has 
given great satisfaction. 

Mr. Lieb read a communication from 
Philip Torchio, of the New York Edison 
Company, which described some of the 
experiences with the New York Edison 
service. Since June 10, a year ago, there 
were twelve disturbances on the system, 
and of these twelve disturbances at least 
four were indicated bv a selective ground 
detector located on the feeder where the 
lowering of resistance was going on before 
the ground indicator gave an indication. 

Dr. C. P. Steinmetz said it was ex- 
tremely satisfactory to discover that 
underground cable systems can be oper- 
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ated even when on enormous magnitude 
and with enormous power back of them, 
with high safety and a small proportion of 
breakdowns. It would be interesting to 
investigate and calculate how much stored 
energy there is available in the system the 
authors describe. ` 

In closing the discussion, Mr. 
Schweitzer said that, with regard to the 
question of the meaning of 100 per cent 
above normal voltage, this had reference 
to 100 per cent above normal pressure of 
any phase to ground, and where the paper 
referred to 200 per cent rise in current, 
that meant 100 per cent above the normal 
full-load current. 

The meeting was then adjourned. 

— e a 
Electric Cooking for Restau- 
rants. 

An article in Electrical Engineering 
(London), September 17, describes the 
results of some experiments conducted in 
a London restaurant with electrical cook- 
ing apparatus. The apparatus consists of 
an oven, a large grill measuring fifteen 
inches by ten inches and consuming 1,800 
watts when hot; an egg poacher six and 
one-half inches in diameter, consuming 
600 watts; a toaster, and a six-and-one- 
quarter-inch hot plate. The most inter- 
esting piece of apparatus is the large 
grill. This is constructed as follows: 
Under the nickel-plated cover is a pad of 
asbestos wool some two inches thick, be- 
neath which is a metal reflector. A grid 
of spirally wound resistance wire is sup- 
ported from the latter on small porcelain 
buttons, and the heat is reflected down 
= onto the chop or steak placed on the grid 
below. A five-gallon copper boiler is 
used to keep water at the boiling point. 
This consumes 1,000 watts. A test made 
for eight days, during which time the 
plant was in use almost continuously froin 
twelve noon to 9 P. M. daily, showed that 
the average consumption of the oven, 
which had been in use only for keeping 
the plates hot, was eight and three- 
quarter units per day; that of the egg 
poacher, five and one-eighth units; of the 
grill for chops and steaks, thirteen and 
one-half units, and of the small grill for 
toasting bread, eleven and three-quarter 
units. The total consumption was 313 
units, making an average daily consump- 
tion of thirtv-nine and one-eighth units, 
which, at 1.8 pence per unit makes a daily 
cost of three shillings eight pence for 
current, or about eighteen cents per day, 
or two cents per hour for each grill, boil- 
ing plate and oven in use. The large 
grill, which is capable of cooking twelve 
chops or steaks at one time, cooked 678 
pieces of meat, at a cost for current of 
three-eighths of a cent per chop or steak. 
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STREET RAILWAY CONVENTIONS. 


MEETINGS OF THE AMERICAN STREET AND 
INTERURBAN RAILWAY ASSOCIATION 
AND ITS AFFILIATED ORGANIZATIONS AT 
ATLANTIC CITY, N. J., OCTOBER 12 To 16, 


The annual series of conventions of the 
American Street and Interurban Rail- 
way Association and its affiliated organi- 
zations was opened at Atlantic City, N. J., 
Monday afternoon, October 12, with a 
meeting of the Transportation and Traffic 
Association. President C. Loomis Allen, 
of Utica, N. Y., called the meeting to 
order at 3 o'clock and delivered his annual 
address. He said that it was a cause for 
regret that the congratulatory remarks 
from the Hon. W. Caryl Ely would have 
to be deferred until the next dav. 

The work of the American Street and 
Interurban Railway Association will, in 
the future, undoubtedly be confined very 
largely to questions of policy and public 
relations, including national, state and 
municipal governments, and to such other 
matters as only the chief executive officers 
would be interested in. 

Mr. Allen discussed the work of the 
Accountants’, the Engineering and the 
Claim Agents’ associations. The Trans- 


portation and Traffic Association, he said, | 


has a much larger field of work, and it 
will require in the future the expenditure 
of more energy, more time and more 
money if the greatest results from this 
fertile field are to be produced. The 
Claim Agents, Accountants and Engi- 
neers, to a large extent, are consumers of 
gross earnings. The Transportation and 
Traffic men are primarily the producers 
of gross earnings. Since the organization 
mecting it has been a pleasure to devote 
considerable time to the work of this 
association. 

Mr. Allen is convinced that the best 
results will be produced by committee 
work. It is not intended that committce 
work shall be confined to a mecting of the 
committee once or twice during the year, 
but by committee work is meant the study 
and knowledge of conditions existing in 
the various properties of the member 
companies, the reduction of these condi- 
tions to a fair statement in writing, the 
remedy which should be applied to recon- 
cile abnormal conditions, in so far as is 
practicable, and the recommendation by 
the committee of a practical application 
that will meet transportation and traffic 
conditions, and perfect street railway 
service for its patrons, with all that that 
perfection may mean. 

President Allen’s address was greeted 
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with enthusiasm, and the secretary read 
the report of the organization meeting. 

The president called for a vote on this 
report, and stated that if there were no 
recommendations or exceptions, it would 
be received and printed in the official pro- 
ceedings. 

John I. Beggs, of Milwaukee, Wis., 
took some exceptions to several points in 
the constitution, particularly as regards 
the matter of eligibility for voting. The 
paragraph to which Mr. Beggs took ob- 
jection read: “Hach active member shall 
be entitled to one vote on all questions 
coming before this association, which shall 
be cast by a properly accredited repre- 
sentative of its transportation or traffic 
department.” The point was raised that 
it might not be convenient at all times 
to have in attendance a representative of 
the traffic department. In this case there 
would be no opportunity for a duly ac- 


‘credited officer of the company not a 


representative of the traffic department to 
cast the vote for his company. 

Mr. Allen said that the points which 
had been raised by Mr. Beggs should re- 
ceive careful and serious consideration, 
and it was finally decided to refer the 
portions of the constitution and by-laws 
under discussion back to the committee, 
with a request that they be given con- 
sideration and a further report made. 

The report of the executive committee 
was presented by the secretary. This was 
accepted, and will be published in the 
proceedings. 

The report of Secretary Swenson cover- 
ing the period to September 30, 1908, 
was presented. This report was accepted. 

The paper entitled “How Can a Small 
Road Best Promote Traffic and Increase 
Its Revenue?” by Ernest Gonzenbach, 
general manager of the Sheboygan Light, 
Power and Railway Company, Sheboygan, 
Wis., was read by J. H. Pardee. This 
paper was discussed by Messrs. Sylvester, 
Ifegarty, Passailaigue, Gossler, Davis, 
Pardee, Allen, Dozier, Beggs and Parker. 

The meeting was then adjourned to re- 
convene the next morning. 

The Transportation and Traffic Asso- 
ciation held further meetings on Tuesday, 
Wednesday and Thursday. The meetings 
of the American Association were held on 
Tuesday afternoon and Wednesday and 
Thursday afternoons. The .meetings of 
the Engineering Association were held on 
Tuesday, Wednesday and Friday after- 
noons and Wednesday morning. The 
meetings of the Claim Agents’ Associa- 
tion were held on Monday and Tuesday 
afternoons and on Tuesday and Wednes- 
dav mornings. The Manufacturers’ ex- 
hibit was particularly comprehensive an 
covered the entire expanse of Young’s 
million-dollar pier. 


—— 
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CHILE HYDROELECTRIC PLANT ON 
THE RIO LOA. 


BY FRANK KOESTER. 


For the extraction of saltpetre a hydro- 
electric plant has been installed some 
eleven miles north of Rica Aventura, 
utilizing the water of the Rio Loa in the 
northwestern part of Chile, South 
America. In this vicinity the saltpetre 
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volt transmission line. Owing to the 
high cost of the transportation of coal, it 
proved a poor financial proposition. The 
steam plant is now used as a reserve. 

For utilizing the water of the Rio Loa 
a comparatively small dam only had to 
be built across the river. The power plant 
is located a short distance down stream, 
as seen in Fig. 1, and has a head varying 
from eighty-two to 102 feet. It has been 


Fic. 3.—INTERIOR OF PowEK PLANT NEAR AVENTURA, 
on Rio Loa, CHILE. 


is found under a layer of gypsum about 
ten feet thick. The saltpetre is extracted 
by dynamiting, then transported to the 
“Oficinas” where it is treated for com- 
mercial use. | 
Prior to the present hydroelectric in- 
stallation there was a steam-operated 
plant in connection with which is a 2,000- 
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Fic. 4.—H1GH-TENsIOoN SWITCHING COMPARTMENT, HYDROELECTRIC 
PLANT ON RIVER LoA, NEAR AVENTURA, CHILE. 


designed to accommodate four units, three 
of which are at present installed, each 
having a capacity of 455 horse-power at 
5,000 volts. 

It will be noticed in the accompanying 
illustration that the complete machinery 
and also the switchboard were installed 
before the erection of the superstructure. 


This was done under the certainty that 
there would be no rain during that sea- 
son of the year. 

The substructure is made up of rough- 
faced stone while the superstructure is of 
a wooden-frame skeleton and brick, the 
interior being cement plastered, while the 
floor is tiled. The switchboard itself is 
located on a raised platform, while the 
switch gear is housed in a_ two-story 


Fig. 2.—HyYDROELECTRIC PLANT NEAR AVEN- 
TURA, ON Rio Loa, SHowine METHOD OF 
CONSTRUCTION. 


wing. The generating room is served 
by a hand-operated traveling crane. 

The turbines are the inward-flow 
Francis type and are connected by means 
of an isolated flexible coupling to a three- 
phase generator. Between the coupling 
and turbine is a heavy flywheel to take up 
fluctuations caused by the cutting of 
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motors in and out in the various 
“Oficinas.” 

Each generator unit has its own exciter 
mounted on the overhang of the shaft. 
The generator leads run through trenches 
to the switchboard. The latter is of orna- 
mental-iron design faced with white 
marble slabs, there being four panels. In 
front of the switchboard are five instru- 
ment columns, one for each generator 
unit, and one master control. 

The power is distributed by a 20,000- 
volt transmission line a distance of thir- 
teen miles to the substations at Rica 
Aventura, Grutas and Empresa, while a 
fourth substation at Prosperidad is now 
under construction. ; 

The first section of the conductor is 
twenty-five square millimetres, the re- 
maining section is sixteen square milli- 
metres. Thev are carried on wooden poles 
of a rectangular cross-section. 

The line is well protected by lightning 
arresters and automatic circuit-breakers, 
the latter being electrically controlled. 
The lightning arresters consist of a series 
of horn-gaps, Fig. 4, choke-coils, fluid 
rheostats and water flow grounds. 

The plant was designed and constructed 
bv the Siemens-Schukert Werke, Berlin, 
who also furnished the above-mentioned 
steam-power plant. 

—_—__-@<-<——__—- 
FINANCIAL REPORTS OF ELECTRICAL 
COMPANIES. 


INTERNATIONAL RAILWAY OF BUFFALO. 

The International Railway Company, of 
Buffalo, N. Y., reports to the Public 
Service Commission at Albany, for the 
vear ended June 30, 1908, as follows: 
Gross operating revenue, $4,702,850; op- 
erating expenses, $2,751,335; net operat- 
ing revenue, $1,951,515; taxes, $244,682 ; 
operating income, $1,706,833; non-op- 
erating income, $26,065; total income, 
$1,732,898; fixed charges, $894,397; net 
corporate income, $838,501. 


KANSAS CITY RAILWAY AND LIGHT. 

The Kansas City (Mo.) Railway and 
Light Company’s report for August and 
three months, June 1 to August 31, is 
as follows: August gross, $537,499; ex- 
penses, $306,609; August net, $230,890; 
taxes and interest, $155,540; August sur- 
plus, $75,350, comparing with $104,505 
for the same month last year. Three 
months’ gross, $1,576,542 ; expenses, $922,- 
907; three months’ net, $653,735; taxes 
and interest, $465,349; three months’ sur- 
plus, $188.386, as against $279,151 for 
the corresponding quarter of 1907. 


PORTO RICO RAILWAYS COMPANY. 
The report of the Porto Rico Railways 
Company for the month of August is as 
follows: August gross, $35,127; expenses, 
$21,385; August net, $14,012, as com- 
pared with $12,760 for August of last 
year. 
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Allis-Chalmers Company 
Issues Favorable Report. 
In the annual report of the Allis- 

Chalmers Company, which was made pub- 

lic last week, President W. H. Whiteside 

shows that the operating profits for the 
year ended June 30, 1908, amounted to 
$2,573,961, or more than double those of 

1907. At the same time there was a sur- 

plus after all charges of $385,997, com- 

paring with a deficit last year of $229,817. 

In his remarks to stockholders President 

Whiteside says: 

“Noteworthy success has been obtained 
in the sale and operation of our new lines 
of production, namely, gas engines, steam 
turbines, hydraulic turbines and electrical 
apparatus, which are now among the 
standard products of our company. The 
extended use of these lines of production, 
often in connection with our older prod- 
ucts, not only by purchasers who have 
long been our regular customers, but by 
numerous new customers in almost all 
classes of industry, forms the basis for an 
increasing and profitable business.” 

The detailed income account for the 
ycar, with comparisons, follows: 


1903. 1907. 
Profit on operation.... $2,573,961 $1,226,242 
Maintenance, deprecia- 
tion, interest, etc... 1,958,147 1,613, 540 
Net profit for year... $615,814 * $387 , 298 
Previous profit and 
loss deficit......... 229,817 +157,481 
Surplus..... $385 997 ¥ $229,817 


*Deficit. +tSurplus. 


The item, profits on operation, as above, 
is after deducting expenses of manufac- 
turing and selling; dividends on preferred 
stock of the Bullock Manufacturing Com- 
pany and ordinary provision for doubtful 
accounts. 

The surplus profits for the year, $615,- 
814, as above, are equal to 3.81 per cent 
earned on the $16,150,000 preferred stock. 

The report adds: ‘Inasmuch as owing 
to present financial conditions there may 
possibly be a shrinkage in the collection 
of certain bills receivable, it has been 
deemed advisable to set aside out of profits 
a special reserve of $60,000 shown above. 
Beginning with the second quarter and 
continuing for half the company’s fiscal 
year, owing to the severe contraction in 
general business throughout the country 
the volume of the company’s sales aver- 
aged about one-half of normal. During 
the last quarter there was a gradual and 
steady increase in orders booked.” 

The balance sheet shows reductions in 
the inventories amounting to $2,518,841; 
increase in notes and accounts receivable 


Vol. 53—No. 16 


of $272,137; increase in cash of $1,059,- 
300, and decrease in accounts and noteg 
payable amounting to the substantial sum 
of $2,304,413. These changes, together 
with the net profit on the operations of 
the year not used for additions to plant 
and equipment, considerably strengthen 
the position of the company and increase 
its working capital. 

— 0 
American Electrochemical 
Society. 

A meeting of the American Electro- 
chemical Society will be held in New York 
city, October 29, 30 and 31. Headquarters 
for registration and information will be 
established on Thursday evening, Octo- 
ber 29, at the Hotel Cumberland, Fifty- 
fourth street and Broadway. On Friday 
morning and afternoon headquarters will 
be established in the Chemistry Building 
of the College of the City of New York. 
On Saturday, October 31, the meetings 
will be held at the Chemists Club. The 
following programme has been announced : 

Thursday, October 29, at 8 P. M., meet- 
ing of the board of directors at the Chem- 
ists’ Club. 

Friday, October 30, at 9 a. M., meeting 
at the Doremus Lecture Theatre, Chem- 
istry Building, College of the City of New 
York, for reading and discussion of pa- 
pers; 12.30 P. M., luncheon, by invitation 
of the staff of the department of chem- 
istry, College of the City of New York, 
Alumni Hall, main building; 2 P. M., ses- 
sion for the reading of papers, at the Col- 
lege of the City of New York; 7.30 P. M., 
informal subscription dinner—details to 
be announced later. 

Saturday, October 31, at 9 a. M., session 
for reading of papers and discussion, at 
the Chemists’ Club; 1 P. M., luncheon at 
the Hotel Cumberland; 2 P. M., inspection 
trip—to be announced later; 8.30 P. M., 
smoker at the Chemists’ Club. 

—0 
Electrical Engineer, Techno- 
logic Branch, United States 

Geological Survey. 

The United States Civil Service Com- 
mission, Washington, D. C., announces an 
examination on November 9 to secure list 
of eligibles from which to make certifica- 
tion to fill a vacancy in the position of 
electrical engineer in the technologic 
branch of the United States Geological 
Survey, at a salary ranging from $1,620 to 
$3,000 per annum, according to the rating 
received; and vacancies requiring similar 
qualifications as they may occur. Appli- 
cants should at once apply to the United 
States Civil Service Commission, Wash- 
ington, D. C., for application form 304 
and special form. 
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_ BIGH-POTENTIAL UNDERGROUND 
TRANSMISSION. ' 


BY P. JUNKERSFELD AND E. 0. SCHWEITZER. 


From present indications systems oper- 
ating at potentials of 100,000 volts and 
over will not be uncommon in a few years, 
and none dare prophesy what further in- 
crease the future has in store. 

Within the confines of the largest cities 
the conditions are sometimes such that it 
is not advisable to carry these high po- 
tentials overhead. In such cases it may 
be necessary to place the conductors 
underground. The limitations of insula- 
tion and size have kept the transmission 
voltage for underground cables at about 
one-third that of overhead transmission, 
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sixty-six 9,000-volt, three-phase transmis- 
sion lines aggregating 272 miles, supply- 
ing forty-four substations containing 
synchronous converting equipment al- 
most exclusively. Three additional sub- 
stations and sixty-eight miles of addi- 
tional 9,000-volt cable are now under con- 
struction. 

There is also a 20,000-volt line eleven 
miles long connected to the 9,000-volt sys- 
tem through step-up transformers and 
feeding railway and frequency-changer 
substations located in an outer or 
suburban zone. Forty-four miles of addi- 
tional 20,000-volt underground lines are 
under construction, which will bring the 
total up to fifty-five miles. The entire 
cable system is shown in Fig. 1. This 
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Fic. 1.—SunstaTIon CONNECTIONS OF 20,000-VoLT LINE, SHOWING Pornts aT WHICH 
OscILLOGRAM8 WERE OBTAINED. 


and while there has been a considerable 
advance in the art the approximate ratio 
of 1 to 3 seems still to be maintained. 
However, in large systems of underground 
transmission, insulation and size are not 
the only cable limitations. The line-con- 
stants may become such that the cable is 
frequently subjected to dangerously high 
potentials. 

This paper will not deal with experi- 
ence at pressures lower than 5,000 volts. 
A typical system using high-potential 
underground transmission extensively is 
that of the Commonwealth Edison Com- 
pany, of Chicago, and its experience will 
be cited principally. Suffice it to say that 
at present (September, 1908) the system 
consists of two generating stations (a 
third is in process of erection) with a 
maximum capacity of about 18,000 kilo- 
watts and 100,000 kilowatts, respectively, 
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20,000-volt system will be permanently 
supplied from 5,000-kilowatt, three-phase, 
step-up transformers connected delta to 
star with the neutral grounded. The 
standard size of 20,000-volt cable is 00, 
and of 9,000-volt cable 0000 and 250,000 
circular mils. 

In February, 1902, the twenty-five- 
cycle, three-phase system of about seven- 
teen miles of three-conductor cable and 
seven synchronous converter substations 
was raised from 4,500 to 9,000 volts, the 
equipment and cable having been installed 
with this change in view. This transmis- 
sion system was first put into service in 
August, 1897. The greater part of the 
cable at the time of the change to 9.000 
volts was 00, some 0 and about one-fifth 
of 0000 size. The insulation on the 
original 4,500-volt cables consisted of 
five-thirty-seconds-inch inner wall of 
paper around each conductor and an outer 
wall of three-thirty-seconds inch thick sur- 
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rounding all three. The thickness of 
the lead sheath was one-eighth inch. In 
the 9,000-volt cable the thickness of the 
paper insulation was finally standardized 
at six-thirty-seconds inch and four-thirty- 
seconds inch, respectively. 

The early experience in Chicago and 
elsewhere showed the necessity for avoid- 
ing sharp bends and for using extreme care 
in making the splices. A small number 
of burn-outs occurred during the first 
year’s operation at 9,000 volts, and nearly 
all were due to sharp bends or to moisture 
at the joints. In order to determine how 
quickly moisture in a cable causes a break- 
down, after it has entered through an open- 
ing in the sheath, in 1903 Mr. Burch,? 
of Minneapolis, made some interesting ex- 
periments. He found that it usually re- 
quires from a day to a week for the 
moisture to work down sufficiently to 
cause a burn-out. Paraffin had, up to 
this time, been used at the joints and in 
the terminal bells, but being hygroscopic 
in effect, due to voids left after cooling, 
it was not satisfactory at the higher volt- 
age. About this time some of the engi- 
necrs of the company, after considerable 
study and experimentation, developed a 
high-grade insulating compound which 
since then has been used exclusively on all 
high-potential work. 

The splices are made up with great care 
and the compound is poured into the 
sleeve at a temperature of 150 degrecs 
centigrade in a manner to exclude all 
moisture. The success of this work is 
evidenced by the fact that there have been 
but two failures in splices during the last 
five and one-half years and there are now 
some 3,400 splices in the high-tension svs- 
tem. The compound-filled terminal bells 
were formerly made of brass cylinders 
with @ cast-brass base, a substantial 
ground connection being made at the base. 
On some recent work a few bells made of 
a special impregnated concrete have been 
used with very satisfactory results. The 
proper protection of cables against dam- 
age due to burn-outs of adjacent cable 
has received considerable attention, and 
all cables in manholes are covered with 
split vitrified-clay tile cemented in. 
Entirely separate duct lines, either on dif- 
ferent streets or on opposite sides of the 
same strect, are provided so as to divide 
the energy along different routes when 
possible, so that all important substations 
have at least two lines, each of which fol- 
lows a different conduit route. 

Semi-annual potential tests were made 
at the beginning but were discontinued 


1 Burch, A. I. E. E. Trans. 1903, page 483. 
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when the system became more extensive. 
The danger and liability of accident from 
these frequent high-potential tests were 
thought to more than offset the doubtful 
advantages derived. Since then testing has 
been limited to new, altered or repaired 
cable which, before being put into serv- 
ice, is subjected to a test of double work- 
ing voltage for one minute. 

The record of cable trouble for the last 
five and one-half years’ operation shows 
that failure of cables thus far has really 
not been a very serious matter. The line- 
protecting devices are now so perfected 
that a cable burn-out causes little dis- 
turbance. Of the total of forty-four cases 
recorded only four seriously disturbed 
the system, and each one of these was 
aggravated by faults in the protective re- 
lays. 

On the 20,000-volt line in Chicago, 
which has now been in service about fif- 
teen months and which was an initial 
installation at this higher pressure, there 
have thus far been a total of four burn- 
outs, one of which was due to a me- 
chanical injury, one to moisture in a 
poorly made joint, and two were in the 
cable itself. 

It will be seen, therefore, that the ex- 
perience with high-potential cable has not 
been such as to cause alarm. The most 
frequent sources of trouble are from with- 
out, and of these electrolysis is apparently 
the most persistent. However, with 
rapidly growing systems the destructive 
effect and danger of breakdowns tend 
constantly to increase, and it becomes ad- 
visable to forego complacency for a while 
and to look into the system with in- 
quisitive eyes to see just what is going on. 

It was this desire to know more about 
possible dangerous potential rises so that 
proper safeguards against them could be 
provided, if found necessary, that led the 
Commonwealth Edison Company to 
undertake a series of spark-gap and os- 
cillograph investigations, the principal re- 
sults of which thus far obtained are 
described in this paper. A further pur- 
pose of the tests was to obtain information 
regarding these high-voltage systems for 
use in their further development. The 
investment required for such 20,000-volt 
and higher transmission-cable system is 
very large; it, therefore, becomes all the 
more imperative to know that such invest- 
ment is a safe one commercially. 

About a year ago a series of oscillo- 
graph tests was started on the 9,000-volt 
system to determine whether or not 
resonance existed in any part of it, or if 
dangerous potential rises occurred from 
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any other cause. The oscillograms ob- 
tained were taken at the Fisk street sta- 
tion and included current and pressure 
waves for all principal switching opera- 
tions, as well as several for a special cable 
connection in which resonance was sought. 
None of the records showed any appre- 
ciable excess voltage. 

These investigations were later con- 


tinued and expanded but no dangerous 


rises -were found. Spark-gaps were in- 
stalled at four different points of the sys- 
tem and their record carefully kept. The 
gaps consisted of needle points in series 
with which are resistance and fuse. They 
were connected between each phase and 
ground. ‘These spark-gaps showed that 
there are frequent rises of about seventy 
per cent and occasionally ones of about 
100 per cent which apparently have no 
connection whatever with any switching. 
‘These occurred at the station and also in 
remote substations. At times of cable 
breakdown, one or more of the spark-gaps 
invariably discharged at double potential.’ 
With grounded systems cables break down 
first between a phase conductor and 
ground. When the protective devices fail 
to act properly, as they did occasionally 
before recent improvements were made,’ 
the are continues until it is communicated 
to one or both of the other phases. The 
effect on the system is then far more 
severe. Such occurrences were, however, 
the exception rather than the rule. When, 
during a breakdown, one or two of the 
spark-gaps discharge it is on the phase or 
phases other than the one on which the 
burn-out occurs. Sometimes all three of 
the gaps discharge during cable trouble, 
but not simultaneously. It is quite prob- 
able that the potential rises evidenced by 
these discharges are due.to magnetic effect 
in the generators as much as to surges in 
the cables. There was only one case of 
cable breakdown which seemed clearly the 
result of a surge. During some arrange- 
ments which were being made at the 
Fisk street station to put a potential test 
on a bus-bar, one of the test leads acci- 
dentally came in contact with a live switch 
stud, the door over which had been 
opened. This grounded one phase of the 
system through fifty feet of heavily insu- 
lated No. 12 wire in series with the high- 
tension coil of a dead 150-kilowatt test- 
ing transformer. The heavy insulation 
was punctured in a number of places and 
the entire fifty feet of test conductor was 
vaporized. No other damage was done in 


1 Double potential when units with no neutral resist- 
ance were grounded and about 130 per cent over poten- 
tial when neutral was grounded through resistance 
(R = 2.6 ohms) 

2 June paper A. I. E. E., Chicago, R. F. Schuchardt. 
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the station. A few seconds later one of 
the cables burned out at a point about 
one mile from the station. _ 

The net result of this investigation in- 
dicates that at the present time the 9,000- 
volt system is reasonably free from 
dangerous conditions as far as destructive 
potential rises are concerned. It also in- 
dicates the advisability of continuing to 
make tests on newly installed or repaired 
cable at double potential for one minute. 

Attention was then turned to the new 
20,000-volt line in the attempt to learn 
what difficulties are to be met with there. 
On the diagram of this line in Fig. 1 are 
shown the locations at which current and 
pressure connections were made for the 
oscillograph. The numerals on the oscil- 
lograph refer to the corresponding ones 
of Fig. 1. Spark-gaps were connected to 
ground at points marked 8.g. These 
spark-gaps were first installed in the 
Evanston substation at the end of the line 
and originally set at 1.1 inch, correspond- 
ing to 21,700 volts. During fifteen days A 
phase discharged eight times, B phase five 
times, and C phase six times. Five times 
during this period two gaps discharged at 
the same time (four on B and C and one 
on A and B). All other discharges were 
on one phase at a time. On only one day 
were there more than one discharge per 
phase, and on that day B and C phase 
gaps discharged together twice, the in- 
terval between the discharges being 
eighteen minutes. With the exception of 
a single discharge on A phase, none of the 
discharges could be connected with any 
switching or other apparent source of dis- 
turbance. In this single case a heavy 
lightning storm passed over the overhead 
transmission line which is fed through 
transformers from the 20,000-volt line. 
It seems probable that a static charge 
passed from the line into the transformer 
and caused the rise which discharged on 
the A phase gap. Fourteen days’ exper- 
ence with a gap of 1.15 inch (22,500 
volts) showed seven discharges on A 
phase, six on B, and five on C. The only 
coincident disturbances were as follows: 
one discharge on A phase when & steam- 
driven generator at the Highwood station 
was “synchronized”; B and C phases dis- 
charged together when a steam-driven 
unit in parallel with generator or fre- 
quency changer in Evanston governed 
poorly causing heavy cross-currents ; one 
discharge on A phase when & steam-driven 
unit was disconnected at Highwood, and 
one discharge on B phase when steam- 
driven unit was shut down in Evanston. 
With the setting increased to 1.2 inches 
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(23,300 volts) there were only five dis- 
charges recorded in four months, one on 
A phase, two on B phase alone, and one 
on B and C phases together. The simul- 
taneous discharge on B and C phases 
occurred during a burn-out of the line, 
probably a breakdown of A phase to 
ground. One of the B phase discharges 
took place when a connection between the 
9,000-volt coils of the C phase trans- 
former at Division street burned out. A 
further increase in gap setting was made 
to 1.25 inches and left for six weeks, during 
which time A phase discharged when the 
line broke down. B phase also discharged, 
but the connection with a disturbance 
could not be learned. A final increase 
to 1.3 inches was made. This corresponds 
to 25,000 volts. During three months 
there was one discharge on A phase and 
two on C phase, but here again no cause 
for the potential rises could be ascer- 
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Fre. 2.—CLosing AND OPENING Line No. 501. 


tamed. Spark-gaps were also installed at 
the step-up end of the 20,000-volt line in 
the West Division street substation dur- 
ing a test at that point. They were set 
at 1.1 inches and during the few hours 
that they were connected each of the 
phases discharged heavily at different 
times. Recently spark-gaps were installed 
at the Calvary substation. They are 
set at 1.1 inches and each phase has dis- 
charged heavily at times. 

An attempt was made with the oscillo- 
graph to determine the relation between 
the potential rises and operating condi- 
tions. The oscillograph was connected at 
various times at the three switching points 
of the line and some records were ob- 
tained for switching operations. Un- 
fortunately the time during which the line 
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could be kept out of service for these in- 
vestigations was so limited that only a few 
records could be obtained for each oper- 
ation. It is recognized that in such a 
limited number (and especially where, as 
in most cases, only one phase pressure 
could be recorded) many disturbances 
may have escaped detection. However, 
many of the curves are of considerable 
interest and may serve to bring out more 
discussion. A number of them are, there- 
fore, included in this paper. It will be 
noted that none of the oscillograms shows 
potential rises as high as those recorded 
by the spark-gaps. Had more oscillo- 
grams been taken, or had all phase press- 
ures been recorded simultaneously, higher 
rises might possibly have been observed. 
However, the function of the spark-gap 
is clearly to detect high potentials, while 
that of the oscillograph is to show the 
character of the disturbance and its dura- 
tion. The spark-gap watches the line 
continuously while the oscillograph re- 
cords occurrences for but very brief 
intervals. 

In these figures the source of energy 
is always from the left, the opening or 
closing operation being performed on 
switch marked S. There being but one 
oscillograph and no pressure wires avail- 
able, the records at the different substa- 
tions were not taken simultaneously. The 
apparatus was set up at one place and 
curves were obtained for the various oper- 
ations. The apparatus was then moved 
to the next substation and the operations 
were repeated. 

Fig. 2 is for closing and opening line 
No. 501. The current wave in the upper 
curve is the characteristic exciting current 
wave of a transformer when first ener- 
gized. The logarithmic curve due to hys- 
teresis is clearly shown. The dying of 
the pressures in comparatively slow os- 
cillations when the line and transformers 
are disconnected is shown in the lower 
curves. i 

The curves in Fig. 3 are for closing and 
opening the entire eleven miles of 20,000- 
volt line from Division street to Evans- 
ton. 

Fig. 4 shows curves for closing dead 
transformers on to a live bus-bar. The 
first rush of current in this case was 
nearly six times full-load current. An 
interesting curve is the one for West 
Division street showing the duration and 
amount of the current rush. The curve 
obtained on opening the switch to the 
transformers is also given. 

The motor of the frequency-changer set 
at Evanston is wound for 9,000 volts, the 
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line pressure being stepped down in three 
200-kilowatt transformers. In Fig. 5 
are shown curves obtained when closing 
these transformers to a live bus-bar. In 
the upper curve the transformers had pre- 
viously been demagnetized by keeping them 
connected to the motor while being shut 
down until it had come to rest, the fields 
being kept excited. In the lower curve 
they had been disconnected at full press- 
ure. The difference in current rush em- 
phasizes the advisability of keeping the 
transformers connected to a dying ma- 
chine when shutting down. This applies 
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Fre. 3.—CLOSING AND OPENING THE ENTIRE 
ELEVEN MILEs OF 20,000-VoLT LINE. 


also to transformers of synchronous con- 
verter sets. 

The curves for starting the frequency- 
changer set from these transformers show 
no potential disturbance. 

At the Evanston substation there are 
three 200-watt potential transformers con- 
nected in star with their neutral grounded 
on both primary and secondary. It will 
be remembered that the 20,000-volt line 
is grounded solid at the Division street 
transformers but at no other point. The 
oscillograph was placed in the neutral 
connection to ground of the Evanston po- 
tential transformers’ primary and a cur- 
rent of seventy-six milliamperes was ob- 
tained, this amount remaining unchanged ~ 
even when a resistance of 10,000 ohms 
was placed in series with the ground con- 
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nection. The impedances of the three 
transformers have not been measured but 
their load is not balanced. In Fig. 6 
this current wave is shown taken simul- 
taneously with pressure. The wave for 
phase-to-phase pressure shows an unstable 
condition. 

From the spark-gaps on the 20,000- 
volt line we learn then that presgure-rises 
In excess of 100 per cent occur occasion- 
ally. The oscillograms thus far obtained 
give no clear evidence of the cause, but 
the cable broke down three times in fif- 
teen months—two of these times in the 
cable itself, either as a result of these 
rises or of weakness developed by mechan- 
ical stresses imposed upon the cable at 
the time of installation. This record is 
reasonably satisfactory, as during the first 
year’s operation we must expect to elimi- 
nate the weakest points. The second 20,- 
000-volt line which will complete this 
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Fic. 4.—Ciosing DEAD TRANSFORMERS On To 
A Live Bus Bar. 


northern ring is being installed at the 
present time. After it is put in service 
the investigation will he repeated. The 
spark-gaps are kept in service continu- 
ously. If dangerous potential rises still 
exist the remedy will be applied which, in 
the form of the aluminum arrester, is for- 
tunately at hand. Tt is, therefore, quite 
prudent to state that 20,000 volts is a 
safe pressure for an underground system. 
Whether a higher voltage will be possible 
is a matter which has received and is re- 
ceiving considerable attention, 
SUMMARY. 
From the viewpoint of the investor or 
operator the state of the art regarding 
ehigh-tension underground transmission 
might be summarized as follows: 
1. Underground cable systems of 11. 
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000 volts and under, if properly made, 
installed and operated, will give at least 
cqually and probably more reliable service 
than most of the other elements in the 
electric power system of which the cable 
svstem is a part. 

2. Where local and commercial condi- 
tions justify, pressures as high as 25,000 
volts can be satisfactorily used even for 
systems aggregating as much as a hundred 
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5. Definite knowledge of what actually 
occurs in large high-potential under- 
ground systems is still meager, especially 
regarding intensity and frequency of 
surges, heating effects and critical tem- 
perature for various kinds and thicknesses 
of insulation, corona effects and similar 
matters. 

In conclusion we would urge all com- 
panies having high-potential cable systems 


Fig. 5.—CuRVEs OBTAINED WHEN CLosiInG 200-KILOWATT TRANSFORMERS On To 
Lirive Bus-BaR. 


miles of cable. No single line of such a 
system would be much longer than twenty 
miles. If higher voltages are needed 
to meet operating requirements, and can 
he justified commercially, special construc- 
tion will be necessary to overcome limita- 
tions in paper, rubber or varnished cam- 
bric insulation, and also in the standard 


to keep a complete and systematic record 
of all troubles. 'To quote Dr. Steinmetz: 

“To determine the origin and cause of 
high-voltage disturbances, so as to be able 
to guard against their recurrence, the most 
important thing seems to be to very care- 
fully observe and record all the details 
of the phenomena, even those which ap- 


Fic. 6.—CURRENT WAVE TAKEN SIMULTANEOUSLY WITH PRESSURE. 


forms of underground conduit or subways 
used in this country. 

3. On comparatively short lengths, 
underground or under water, as a part 
of a long overhead transmission line, 
cables operating at 40,000 volts can be 
used, 

4. Potential rises of fifty per cent and 
100 per cent are not uncommon in large 
underground cable svstems, although this 
fact may not alwavs be manifest, due to 
high factor of safety. 


pear unessential. The existence of static 
on switchboards, lines, ete.. and the exist- 
ence of voltages and currents different 
from those which may be expected, require 
special attention. Hither of these is suffi- 
cient to raise the suspicion of some 
dangerous fault in the system or some 
dangerous arrangement of apparatus, 
which requires consideration. 

The severity of the phenomena depends 
almost entirely upon the power mo- 
mentarily available in the system and 
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very rapidly increases with the size of 
the generating stations. With the in- 
creasing power and extension of electric 
systems we must expect to sce these dis- 
turbances increase in destructiveness. 
The prospect which this holds out for the 
future is not very agreeable; it shows, 
however, the increasing importance for 
the operating engineer to study and be- 
come familiar with the subject so as to be 
able to cope with the problems which are 
before him, which perhaps are the most 
serious in the field of electrical engineer- 
ing. It would, therefore, be a 
great help if a far closer interchange of 
experience existed between different oper- 
ating engineers.” 

May we not urge on all engineers to 
remember these words and to appreciate 
how, by following Dr. Steinmetz’s bid- 
ding, we all can help to advance the art? 


ADDENDUM. 


Spark-Gaps—In using spark-gaps as a 
means for measuring potentials, certain 
precautions must be taken to insure re- 
liable results. This fact is, of course, 
well known. The spark-gaps mentioned 
in the paper were made up on the usual 
insulated standard and provided with 
ordinary No. 5 sewing needles. The 


series resistance consisted of carbon rods . 


of an amount to limit the current to about 
one-half ampere at normal pressure. In 
order to get the correct interpretation for 
the various settings, the conditions of 
humidity and temperature of the places 
where the spark-gaps were installed were 
duplicated in the laboratory and the gaps 
were repeatedly calibrated from 0.4° to 
13-inch gap. Within this range they 
were found to agree to within about two 
per cent of the Institute standardization 
rules. It is safe to assume then that the 
indications recorded in the paper are cor- 
rect within five per cent, which is well 
within the accuracy required for this 
work. l 

Where the spark-gaps are in continu- 
ous service, to detect occasional high rises 
it is necessary either to renew the needles 
dailv or to brush the points frequently to 
avoid an accumulation of dust which 
would alter the effective gap distances. 
Any tight. enclosure around the gap to 
prevent this accumulation would intro- 
duce errors due to the ionization of the 
enclosed air. During a discharge the 
needle points burn to a bead, the size of 
this bead being an index of the severity 
of the discharge, and thus roughly of the 
intensity of the disturbance at that point. 
A recording meter is placed in series with 
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the gaps to record the time of the dis- 
charge. 

Oscillograph—The development of a 
successful portable oscillograph marked an 
important step in the development of cable 
systems. It afforded a means for study- 
ing the system analytically, so that causes 
for possible unstable conditions could be 
determined and guarded against. In the 
particular application of detecting voltage 
rises of short duration its usefulness, while 
still very great, is more limited. The 
time-interval, already mentioned in the 
paper, introduces an external limitation. 
The limitations of the apparatus itself 
are principally as follows: 

1. The free periodicity of the vibrators 
is less than that of some occasional waves 
of very short length. In the oscillograph 
used in the test the vibrators were ad- 
justed for their highest free periodicity, 
about 6,000 cycles per second. Any peak 
having a periodicity higher than this 
would not be correctly recorded. How- 
ever, a peak of such extremely short dura- 
tion would have too little energy to cause 
a harmful disturbance and would thus be 
of little interest. 

2. The vibrator can not be made ab- 
solutely dead-beat, but fair results are ob- 
tained with five parts of castor oil and 
one part of turpentine as the damping 
medium. 

3. The self-induction of the vibrator 
circuit is not entirely nil, but is sufficient- 
ly low to be practically negligible. 

4. The sensitiveness of apparatus can 
not be made perfect, and its degree of 
perfection in this regard determines the 
degree of accuracy of its indications. The 
amperes per millimetre of deflection of the 
three vibrators used is from 0.00518 to 
0.00578. 

While in these four important qualities 
the oscillograph does not attain the ideal, 
vet for all practical purposes the appara- 
tus is quite satisfactory. The limited 
time-interval of application is the most 
serious shortcoming, and probably the 


cause for the absence of double-potential 
peaks on the curves. A great number of 
oscillograms could be taken, and yet none 
of them happens to coincide in time with 
a high peak. This was actually the case 
in the tests made, during which there 
was never a spark-gap discharge simul- 
taneous with the taking of an oscillogram. 


om po —_—_—— 


Reports to the recent meeting in 
Chicago of the Western division of the 
American Association of Railway Tele- 
graph Superintendents mdicate that 
within the last two vears over 6,000 
miles of railroad have been placed under 
telephone operation. 


583 


THE ELECTRICAL FEATURES OF THE 
GARY (IND.) PLANT OF THE 
INDIANA STEEL COMPANY. 


BY C. A, TUPPER. 


The Indiana Steel Company has secured 
a site of 9,000 acres, with a lake frontage 
of one and three-quarter miles, on which 
to erect its steel mills and a residence city 
for its employés, twenty-three milcs east 
of Chicago, at a point in northern Indiana 
where the Grand Calumet flows into Lake 
Michigan. This is the town of Gary, Ind., 
the like of which exists nowhere else in 
the world. 

The unique and, to engineers, the in- 
spiring feature of this great steel works 
is the utilization of the entire production 
of gas from the blast furnaces for useful 
service in operating blowing engines and 
in furnishing the source of power for gas 
engines driving alternating and direct- 
current dynamos, generating current for 
light and power. 

Eight blast furnaces have thus far been 
erected, and there are two blowing-engine 
houses of similar construction to the 
power-house which contains the electrical 
machinery. One of the blowing-engine 
houses is 600 feet long and 104 feet wide. 
The other is of the same width, but only 
530 feet long. The first-named house in- 
cludes a central pumping and hydraulic 
power plant equipped mainly by the Snow 
Steam Pump Works, of Buffalo, N. Y. 
Besides gas engines, each house contains 
two steam-driven Tod blowers, but when 
the plant is in full operation these will 
not be used. The initial equipment of the 
plant calls for sixteen blast furnaces. 
These will produce about 44,900,000 cubic 
feet of gas per twenty-four hours, equiva- 
lent, when used in gas engines, to 500,000 
brake-horse-power. Of this quantity ap- 
proximately thirty per cent is taken for 
heating the stoves, seven and one-half per 
cent is diverted to steam-boiler furnaces, 
five per cent is consumed by various auxil- 
iaries or lost in the process of cleansing, 
twelve and one-half per cent operates the 
gas-engine-driven blowers and forty-five 
per cent supplies the electrical power sta- 
tion. 

Each of the sixteen blowing engines 
consists of a horizontal twin-tandem gas 
engine of 2,500 horse-power. Eight of 
the engines were built by the Westing- 
house Machine Company and eight by the 
Allis-Chalmers Company. The power sta- 
tion is 966 feet long and 105 feet wide, 
with forty-two twenty-three-foot bays. It 
is located adjacent to the blowing-engine 
houses and between the blast and open- 
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hearth furnaces. In this station there are 
installed seventeen horizontal twin-tan- 
dem double-acting gas engines running at 
eighty-three and one-third revolutions per 
minute. Fifteen of these engines are de- 
signed for coupling to alternating-current 
generators, and two will be connected to 
direct-current generators. The alternat- 
ing-current machines are for twenty- 
five cycles, three-phase, 6,600 volts. The 
direct-current machines operate at 250 
volts. The seventeen generators were built 
by the Allis-Chalmers Company. 

The alternating-current generators are 
of a type developed by the Allis-Chalmers 
Company for use with these engines. The 
laminated stator core is held in a heavy 
box yoke designed to allow full circula- 
tion of air around all parts. The core 
punchings are held in*place by means of 
dovetails and the armature windings are 
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In connection with the generators the 
Allis-Chalmers Company has furnished 
Cutler-Hammer remote-control field rheo- 
stats and field switches. The controlling 
apparatus is located in the basement as 
near as possible to the generators and is 
operated from the bench board located in 
the power-house gallery. These rheostats 
are of a unique design, being what the 
manufacturers call the “cross-head” type. 
They are driven by means of vertical mo- 
tors and are provided with automatic de- 
vices which insure the stopping of the 
motor at either limit of the “cross-head” 
travel, that is to say, either when all re- 
sistance has been cut in or out of circuit. 
Means are provided, also, for operating 
these field rheostats by hand in case of 
damage to the motor. 

The power generated will be distributed 
throughout the works and used to operate 
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This switchboard, which was designed by 
the Western Electric Company, has the 
usual complement of instruments of 
standard types, and a detailed description 
would involve more space than can be 
given to the subject here. 

To aid in securing maximum economy 
under heavy fluctuations of load, by util- 
izing the full value of the generating 
power of the gas, without regard to the 
amount of current required at any given 
time for the operation of the mills, a 
storage-battery installation furnished by 
the Electric Storage Battery Company 
has been housed in a two-story building, 
eighty-seven feet long bv forty-seven fect 
wide, located near the power station. The 
batteries will be kept charged as nearly as 
possible to their full capacity in order to 
assist in meeting, for a considerable pe- 
riod of time if need be, any demands for 
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placed in open slots in the inner periphery 
of the stator core. The coils are held 
firmly in place by wedges and, on account 
of the open-slot construction, can be 
readily replaced in case of damage. The 
field poles are mounted on a cast-iron spi- 
der and so arranged that they can be re- 
moved; the exciting coils are of copper 
strip wound on edge. 

The revolving fields are special in con- 
struction, with field poles of solid cast 
steel bolted to a heavy cast-iron spider; 
they can, therefore, be readily removed 
in case it is necessary to get at a field 
coil, The field-windings are held in place 
partly by the projecting pole tips and 
partly by brass rings running completely 
around the rotor on each side and fastened 
to the top of the poles by long brass 
screws. The construction, combined with 
the solid poles, gives a large damping ef- 
fect, prevents hunting and aids in secur- 
ing parallel operation. 

The direct-current generators have also 
been designed with particular regard to 
this service, but in general are similar to 
the Allis-Chalmers Company’s standard 
engine-type machines. 


the heavy induction-motor-driven rolls, 
the tilting and feed tables for the various 
passes, the hot saws, hot and cold pull-ups, 
hot rolls, transfer tables, straightening 
and drilling machines, cold saws, ele- 
vators, conveyers, pumps and a multitude 
of machines and mechanical devices auxil- 
iary to the operation of such an enormous 
plant. Several of the motors built by 
the General Electric Company for these 
works are of 6,000 horse-power each, being 
designed for driving the rolls, and from 
this they range in size down to machines 
of the smallest capacity used to operate 
switches in the power-house. 

The problems of contro] presented by 
the multitude of motors installed at this 
plant involve many interesting features, 
the solution of which was largely intrusted 
to the engineers of the Cutler-Hammer 
Manufacturing Company, of Milwaukee, 
and the automatic devices now installed 
at Gary represent the most recent develop- 
ments in electric contro] as applied to 
steel-mill machinery. 

The electrical system as a whole is sub- 
ject to central control at a switchboard 
operated from a gallery sixteen feet high. 


excessive power made upon the gas-engine- 
driven generators. These can, in them- 
selves, be heavily overloaded, but the best 
power-factor is, of course, to be secured at 
about their rated capacity. The battery 
also aids in maintaining, at light loads, a 
constant pull on the generating equip- 
ment. 

The subfoundation of the power sta- 
tion, as well as of each blower-house, is 
a solid mass of concrete underlying the 
entire structure on the level of Lake 
Michigan, and having a depth of five feet. 
Above this are separate foundations for 
each of the generating and blowing units. 

The arches forming the roof of the 
power station have a clear span of eighty- 
five feet, providing headroom, at the dome, 
of seventy-three feet above floor level. 
The station is served by two fifty-ton 
cranes. Roofing is heavy galvanized cor- 
rugated steel. The interior walls for a 
distance of ten feet are of white enamel 
brick, but above that point the surfacing 
is in red pressed brick. The exterior con- 
sists of red building brick. 

The plans of the plant provide for six 
batteries of basic open-hearth furnaces, 
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fourteen to the building, of which two 
batteries, or twenty-eight furnaces, are 
at present constructed. 

With the four open-hearth buildings, 
now completed or under construction, in 
operation the Gary plant will have a 
capacity of over 12,000 tons of steel per 
day, or 2,000,000 tons per year. With 
all six buildings in use, the total capacity 
of the plant, as planned by the United 
States Steel Corporation, will be upward 
of 4,000,000 tons per year. 
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soaking pits or furnaces, each of which is 
supplied with gas from an independent 
Hughes mechanical gas producer. The 
arrangement here is such that ingots enter 
from the open-hearth furnace buildings 
along the entire length of one side of the 
pit building, the other side being reserved 
for the electrically operated ingot buggies 
which transfer the heated ingots through 
the first stand of rolls. Each of the 
twelve pits has four holes, six feet by six 
feet, and is provided with the usual equip- 
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particular pit. It was, moreover, deemed 
necessary to guard against the possibility 
of the operator becoming confused and 
bringing both ingot buggies to the mill 
at the same time, which would result in 
a collision. The special controlling system 
provides guards against this contingency, 
at the same time enabling the operator 
to automatically stop the ingot buggy at 
any of the pits. There are two master 
levers for the control of the two buggies. 
Each of these levers can be set in any of 
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VIEW IN CENTRAL STATION, INDIANA STEEL CoMPANY’s PLANT, GARY, IND , SHowING GAs ENGINES AND GENERATORS IN COURSE OF ERECTION. 


With everything running at top notch 
4,000 tons of steel rails can be produced 
daily ; and in normal operation the mill 
is expected to turn out 100,000 tons per 
month. 

The group of rail-mill buildings, lo- 
cated about 300 yards from the lines of 
the open-hearth furnaces, constitutes in 
itself an enormous plant. The main struc- 
ture is 1,800 feet long, and at right angles 
to it is another building of one-third the 
length, with a width in a single span of 
eighty-five feet. This contains twelve 


ment of hydraulic cylinder covers and re- 
versing air and gas valves of the well- 
known Dyblie type. The ingots used are 
twenty inches by twenty-four inches and 
six feet long, weighing 8,500 pounds each. 
For the operation of the two ingot buggies 
used, Cutler- Hammer Manufacturing 
Company, of Milwaukee, has developed an 
ingenious system of control. On account 


of the length of the building in which | 


the soaking pits are located, it is impos- 
sible for the operator stationed at the mill 
to see when an ingot buggy is opposite a 


eight positions, one corresponding to the 
rail mill itself, six to the six soaking pits 
which each buggy serves, and one “off” 
position. If, when one of the ingot bug- 
gies is at the mill, the operator desires 
it to go to pit No. 5, let us say, and there 
stop, he merely moves the controlling lever 
to the position corresponding to pit No. 5, 
and the buggy proceeds to that point and 
is there automatically stopped. A suitable 
interlock between the two controlling 
levers is provided which renders it im- 
possible for the operator to throw both 
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levers to the mill position at the same 
time, thus insuring a clear track for each 


buggy. 


The rail mill is equipped with twelve 
sets or stands of roll trains, all operated 
at varying speeds by General Electric al- 
ternating-current motors, some of which 
are of the largest sizes ever constructed 
for industrial service. These are housed 
in a separate bay or “leanto” running 
parallel with the rolls. The rotors are 
twenty feet in diameter and have a speed 
of eighty-three revolutions per minute. 
All of the motors are connected directly 
to the roll trains by regular mill coup- 
lings. The aggregate driving capacity is 
24,000 horse-power. Although the motors 
are provided with flywheels and operate 
in one direction, provision is made for 
reversing in case of necessity. The con- 
trol system has been worked out with the 
greatest nicety, all operations being under 
the instant control of the operator by 
means of a master controller. 

The first group of rolls consists of four 
stands of continuous forty-inch mills, 
each two of which are driven by a 2,000- 
horse-power motor. They are arranged 
in tandem, requiring no manipulation 
from stand to stand. Here, as elsewhere 
through the plant, sufficient distance is 
left between successive sets of rolls to 
enable a quarter turn of the ingot or 
bloom to be made, so that it is worked 
equally on all sides. The first two mills 
are at present equipped with forty-two- 
inch rolls, enabling twenty-inch by twen- 
ty-four-inch ingots to he used. After pass- 
ing these four mills the ingot is sent 1 
a forty-inch three-high blooming mill 
equipped with lifting tables and arranged 
with a combined hydraulic and pneumatic 
balancing device. This mill, which is op- 
erated by a  6,000-horse-power motor, 
gives the ingot five passes. After being 
bloomed the ingot is sheared in a ten-by- 
ten-inch horizontal blooming shear, and 
the crop ends or butts are taken outside 
of the mill by a butt conveyer of unusual 
construction, which was designed and built 
by the engineers of the Indiana Steel 
Company. Each bloom then goes through 
a twenty-cight-inch roughing mill, which 
is three-high and equipped with tilting 
tables. This mill has actually three stands 
of rolls. The roughing stand, however, 
is the only one that is three-high, the 
other two stands being two-high. The 
mill is driven by a 6,000-horse-power 
motor and gives the bloom three passes. 
After leaving the roughing mill the bloom 
goes through a two-high twenty-eight-inch 
forming mill driven by a 2.000-horse- 
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power motor, receiving but one pass. 
Then it is sent to finishing mills, which 
consist of five stands of twenty-eight-inch 
mills driven by two 6,000-horse-power 
motors. After the dummy pass the bloom 
is transferred to the first edging, which 
is in this same mill but the second stand, 
and turns back on an elevated table to 
the second edging, which is in line with 
the twenty-eight-inch roughing mill. It 
then travels by chain transfer to the 
lower tables, and on the leading pass goes 
through a stand which is also in line with 
the roughing mill and driven by the same 
motor and continues on to the third stand 
of the twenty-eight-inch finishing mill, 
this being the eighteenth and last pass. 
After the finishing pass the rail travels 
through to the saws, of which there are 
five provided, thus cutting four rails to 
length. These four rail lengths consist 
of half the ingot. As the capacity of this 
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dinarily large air space to facilitate the 
rapid cooling of the rails. The finishing 
building is 1,383 feet long, central with 
the hot beds, and provided with live rolls 
extending the entire length. The roller 
tables are equipped with stops and kick- 
offs to transfer the rails to the straighten- 
ing presses, of which there are sixteen, 
built by the Hilles & Jones Company, of 
Wilmington, Del., these being of the 
usual type and motor-driven. From the 
straighteners the rails are transferred by 
the usual skids to three-spindle vertical 
drill presses furnished by William Sellers & 
Company, of Philadelphia, which are also 
motor-driven. These complete the rails 
for use. From the drill presses the rails 
are transferred to a roller table, which 
extends the full length of the building, 
and from which the rails may be skidded 
to the loading beds immediately outside 
of the building. 
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mill is 4,000 gross tons per twenty-four 
hours it will be seen that there must be a 
four-rail length sawed about every half 
minute. The saws are forty-two-inch 
blades, arranged to be raised and lowered 
in unison by one controller from the hot- 
saw operator. After leaving the hot-saw 
run the rolls pass over the usual camber- 
ing machine and are run onto hot beds, 
100 feet long, of which four are at pres- 
ent installed, with provision made for an 
additional two, if necessary. These hot 
beds extend to the south of the mill 
proper. In the  finishing-mill section 
they are of unusual design, being made of 
structural material and placed eight feet 
above the floor, allowing for an extraor- 


The principal machinery was built and 
installed by the United Engineering and 
Foundry Company, with the exception of 
the finishing department, which was 
erected by the Morgan Engineering Com- 
pany. For the lifting tables and transfers 
Westinghouse motors are used. 

In the rail mill a number of Cutler- 
Hammer automatic remote-control devices 
are installed, the most interesting of 
which are those designed for the control 
of the elevating and tilting tables, the 
bloom shear and the transfer. ‘The ele- 
vating table on the forty-eight-inech bloom- 
ing mill, weighing about 250,000 pounds, 
is supported on huge bell-eranks which are 
connected to a rotating crank driven by 
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a 250-horse-power motor operating at 150 | 


revolutions per minute. By means of 
automatic controlling devices the throw- 
ing of a master lever starts the table from 
the low-level position and raises it to the 
highest level, where it is automatically 
stopped. In lifting the table from the 
low to the high level, the rotating crank 
moves through an arc of 180 degrees and, 
on throwing the master lever to the re- 
verse position, the crank revolves another 
180 degrees in the same direction, bring- 
ing the table to the low level once more. 


The operation of raising or lowering the - 


table can be accomplished in a period of 
two seconds, which is quite remarkable 
when the masses to be accelerated, slowed 
down and stopped are considered. Its ar- 
rangement is similar to that of the ele- 
vating table, one end being pivoted and 
the other end supported on a bell crank. 
The tilting table is driven by a 150-horsc- 
power motor controlled by a controller 
similar to that designed for the elevating 
table. The bloom shear is operated by 
means of a seventy-five-horse-power induc- 
tion motor and the pin on the clutch by a 
direct-current auxiliary motor of five 
horse-power. The circuit of this motor 
is interlocked with the controlling device 
for the seventy-five-horse-power alternat- 
ing-current motor so that the former can 
not be put in motion except when the 
latter is running at full speed. The latch 
is operated by a crank to which the five- 
horse-power motor is geared. 
on a push-button under control of the 
operator causes the motor to run long 
cnough to revolve the crank 360 degrees, 
thereby releasing the clutch and return- 
ing the pin to the initial or “off” position. 

Automatic controllers installed in con- 
nection with motors on the transfers 
make it possible for the operator to trans- 
fer the rail from one table to another by 
a simple throw of the lever, the motor 
being automatically stopped after the 
transfer has been completed. 

For the operation of cranes, tables and 
other apparatus, in and about the rail 
mill requiring direct current, two 500- 
kilowatt synchronous motors driving di- 
rect-current generators have been fur- 
nished by the General Electrie Company. 
This equipment, with the necessary 
switchboards, is located in one of the mo- 
tor houses at the rail mill and designated 
“Substation No. 1.” Other substations 
suitably equipped are being located in 
other sections of the plant. 

The billet mill consists of four continu- 
ous stands of forty-inch blooming mills, 
each two of which are driven by a 2,000- 


Pressure. 
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horse-power motor. After leaving these 
the ingot is turned end for end on a turn- 
table and passes through a five-stand 
thirty-two-inch continuous mill, the entire 
mechanism of which is driven by one 
6,000-horse-power motor. At the end of 
this mill is placed a twelve-inch by twelve- 
inch horizontal blooming shear and also a 
ten-inch by ten-inch vertical blooming 
shear, from either of which shears either 
sale blooms or blooms for the twen- 
ty-four-inch mill immediately follow- 
ing may be sheared. The sale blooms are 
run out on hot beds on the other side of 
the building where there is a loading yard 
equipped with overhead traveling cranes. 
Blooms intended to be further reduced 
after being sheared are sent through the 
twenty-four-inch continuous mill, which 
consists of six stands driven by a 6,000- 
horse-power motor, reducing the blooms 
to four or five inches square. At the end 
of the twenty-four-inch mill is placed a 
roller table. The billets may be trans- 
ferred to an eighteen-inch continuous mill 
to be further reduced or, if for sale, to 
a shear and from thence to overhead billet 
pockets from which they may be loaded 
directly into cars. 

For the further reduction of billets 
taken from the above-mentioned transfer 
skids the billets are run through an 
cighteen-inch six-stand continuous mill, 
driven by a 6,000-horse-power motor and 
equipped with flying shears. 

All of the machinery is electrically 
driven, General Electric, Crocker-Wheeler 
and Westinghouse motors being used. 
This machinery was also furnished by the 
United Engineering and Foundry Com- 
pany. 

The additional mills to be built are a 
sixty-inch universal plate mill, which will 
he the largest of its kind in the world, 
and a forty-four-inch by 160-inch sheared- 
plate mill. These two mills will each be 
served by a thirty-two-inch slibbing mill. 
Further extensions to the Gary works 
include an axle mill, structural mill and 
eichteen-inch, fourteen-inch, ten-inch and 
eight-inch merchant mills. j 

The plant for handling ore from th 
vessels consists of Hulett unloaders and 
Hoover & Mason bridges of sufficient ca- 
pacity to furnish material for the eight 
blast furnaces already built, each of which 
will deliver 500 tons of pig-iron daily, 
and for the eight additional furnaces yet 


to be constructed. 


The ore bins and auxiliary apparatus 
were constructed by the Brown Hoisting 
Machinery Company, of Cleveland, Ohio, 
except the electric hoists operating the 
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skids to the blast furnace tops, which are 
of the Otis Elevator Company’s standard 
design for this service. 

In connection with the furnaces and 
mills of the steel plant proper there have 
been erected a group of buildings of gen- 
eral utility, consisting of a machine shop, 
foundry, boiler shop, blacksmith shop, 
pattern and carpenter shop, pattern stor- 
ave building, roll shop, electrical repair 
shop, brick storage house and a very well- 
equipped general store house. There has 
also been provided a yard-locomotive 
house, which is rectangular in shape, with 
tracks running through on an angle from 
one side to another, thus avoiding the 
use of a turn-table. 

With all of the power economies which 
the plant of the Indiana Steel Company 
possesses, ridding it of gas and smoke, 
Gary will he one of the few examples of a 
clean citv located near iron and steel works, 
and everv effort is being exerted to make it 
a model town of its class. The steel com- 
pany, through its real estate department, 
the Garv Land Company, has already built 
about 500 houses of various types and 
sizes. At present Gary has about 8,000 
residents, and it is an incorporated city. 

Tn addition to seven steam roads, most 
of which are trunk lines, there is a street 
and interurban electric railway running 
east and west and north and south through 
the town, connecting it with the various 
manufacturing centres located along the 
southern shore of Lake Michigan, as well 
as with lines running directly into 
Chicago. 

In practically all respects Gary will be 
quite different from other communities 
built under somewhat similar conditions. 
There will, as a recent writer has said, 
“he a marked absence of the hovels, dirt 
and squalor so pronounced a feature of 
most. manufacturing cities.” It is to be 
a clean citv, free from smoke and soot, 


principally because a great corporation 
has learned how to conserve the appalling 
misuse of fucl from which these evils 
spring: and, with the magnificent start 
which has been given the community, both 
civie and individual pride will undoubted- 
lv keep municipal affairs upon a higher 
plane than is common to large industrial 
centres. Garv stands for a long step 
ahead in the great economie movement 
toward elimination of waste, whether ma- 
terial, mental or moral; and its welfare 
is of genuine concern, not only to the 
Indiana Steel Company and to its in- 
habitants, but also to the nation at large. 
The officers of the Indiana Steel Company 
are: E. J. Buffington, president; G. C. 
Thorp, vice-president: T. J. Hyman, sec- 
retary and treasurer; K. K. Knapp. gen- 
eral counsel, 
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REVIEWS OF CURRENT ENGINEERING 


AND SCIENTIFIC LITERATURE 


Influence of Electricity on the Growth 
of Plants. 

Among the manifold methods for ad- 
vancing the growth of plants by electricity 
that of Lemstroem is again attracting 
particular attention. The investigations 
of Professor Lemstroem, of the University 
of Helsingfors, who died two years ago, 
have extended over more than a lifetime. 
His observations of plant growth in 
northern regions, which is striking on 
account of its unusual rapidity and lux- 
uriance, led him to the conclusion that 
special causes must be at work here, which 
partly substitute warmth, the principal 
factor in plant growth. He found the 
cause in the stronger atmospheric dis- 
charges in northern regions, of which the 
aurora borealis is a notable example. After 
some successful experiments with plants 
in pots, Lemstroem erected a net of wires 
over larger surfaces of land, which in 
most cases he charged positively by means 
of a static machine, while the negative 
pole was connected to the ground, and 
permitted a dark discharge to influence 
such an experimental field during the 
entire period of vegetation, while a con- 
trol field nearby remained uninfluenced. 
The experiments were carried on in dif- 
ferent latitudes, and with correct treat- 
ment always resulted either in an increase 
of the crop varying between eighty and 
100 per cent, or a shortening of the period 
of ripening, or else in a marked improve- 
ment of the quality. The largest surface 
experimented upon by Lemstroem was 3.5 
hectares (about eight acres). A remark- 
ably small quantity of electrical energy 
was necessary, a one-tenth-horse-power 
motor being sufficient to drive the static 
machine. Lemstroem considered electro- 
culture ready to play an important part 
in agriculture and horticulture on a large 
scale, for improving the quantity and 
quality of crops, but there were still a 
number of practical considerations in the 
way of putting the method into practice. 
One was the imperfect way of producing 
static electricity by the unreliable and 
inefficient static machine; another the 
inconvenience caused by the presence of 
the wire net during the cultivation of the 
soil. It was necessary for the technical 
man to perfect this part of the process. 
This was done three vears ago by Mr. 
Newman, in England, who tested the 


method practically on a much larger scale. 
He succeeded in interesting Sir Oliver 
Lodge, who proposed the use of special 
mercury rectifiers patented by him for 
obtaining the necessary high-tension di- 
rect current from alternating current 
transformed to a high pressure. The 
tension used is 100,000 volts, but is en- 
tirely harmless on account of the extraor- 
dinarily small amperage of the current. 
According to a recent report of Sir Oliver 
Lodge the experiments have been extended 
during the years 1906 to 1908 to a surface 
of ten hectares (about twenty-five acres), 
and it was demonstrated that with the 
high tensions employed the wire net may 
be at a height of five metres above the 
ground without destroying the beneficial 
effect. This height will not interfere with 
any agricultural labors; Lemstroem was 
obliged to prescribe a height of not more 
than forty centimetres because of the in- 
effective apparatus employed by him. Im- 
provements have also been made in the 
construction of the wire net without ap- 
parently decreasing the effect, so that the 
entire method now seems to be ready to be 
successfully put into practice.——T'rans- 
lated and abstracted from Elektrotech- 
nische Zeitschrift (Berlin), Sevtember 17. 
< 

New Facts About the Quartz Lamp. 

Some peculiarities of these lamps, which 
have been extensively adopted since their 
introduction in the fall of 1907, are 
pointed out by Oskar Bussmann. The 
quartz lamp is a mercury vapor lamp 
made of pure fused quartz. As this ma- 
terial can withstand extraordinarily high 
heat without softening, the mercury vapor 
arc can be brought to much higher tem- 
peratures than in glass tubes. It has been 
shown that the economy of the mercury 
are in glass tubes increases with the rise 
of temperature up to a certain degree and 
then diminishes again; but when the 
fused quartz is substituted for glass and 
the temperature raised still higher than is 
practicable in glass tubes, it is found that 
a great increase in economy takes place 
before the quartz begins to soften and 
far exceeds that of common are lamps. 
Quartz also has the advantage of being 
absolutely insensitive to temperature 
changes, as its expansion coefficient is al- 
most equal to zero, and therefore red-hot 


quartz can be plunged into cold water 
without cracking. This property con- 
tributes greatly to the strength and life 
of the lamp. The burner consists of a 
quartz tube six centimetres to twelve 
centimetres long and one centimetre to 
one and one-half centimetres in diameter. 
It is arranged in a nearly horizontal posi- 
tion. Two small tubes are fused across 
the ends and contain the mercury into 
which the terminals are led. The real 
source of light is the are passing between 
the mercury poles through the tube. The 
are is started by bringing the mercury 
electrodes in contact with each other and 
then separating them. This is done auto- 
matically by an electromagnet which tilts 
the lamp when it is switched on. The 
quartz tube must be highly evacuated, as 
otherwise it is difficult to produce an are. 
When the are jis started mercury is 
vaporized at the poles in large quantities 
and the vapor pressure increases accord- 
ing to the load. In glass tubes the press- 
ure rises to two millimetres to three milli- 
metres under normal conditions, but the 
quartz burner is strained to 760 milli- 
metres mercury column (one atmosphere) 
which equals the atmospheric pressure 
outside, and so there is no strain on the 
burner during operation. The economy 
of the quartz lamp is the higher the 
greater the pressure inside of it. But 
it is undesirable to use pressures above 
one atmosphere as the quartz might crack. 
In glass tubes the bluish mercury vapor 
arc. fills the entire interior uniformly. 
Its temperature is only 300 degrees to 
400 degrees centigrade. When a quartz 
lamp is started the arc also fills the entire 
tube, but after a few minutes, as the 
vapor pressure rises, it recedes from the 
walls and contracts toward the middle of 
the tube, until finally it forms a band 
in the centre about five millimetres in 
diameter. At the same time the violet- 
blue tint of the light changes to a 
vellowish green and its intensity increases 
enormously. During the starting period 
the lamp absorbs only twenty-five to 
thirty volts, but when the pressure has 
increased to one atmosphere the tension 
is about 180 volts. The time necessary 
for attaining the definite vapor pressure 
and full light intensity naturally depends 
on the amount of energy supplied to the 
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lamp. If 3.5-ampere lamps were supplied 
from the beginning with 3.5 amperes, 
they would absorb only 3.5 X 25 = 
about ninety watts, which is not sufficient 
to bring the mercury to boiling tempera- 
ture; therefore the initial current in- 
tensity must be as high as the operating 
conditions will permit, which may be 
considered to be ten amperes for 3.5- 
ampere lamps. This requires a resistance 
of at least nineteen ohms on 220-volt cir- 
cuits. The gradual regulation of the re- 
sistance is effected automatically by em- 
ploying resistances of iron wire. Iron 
has a high temperature coefficient and its 
resistance quadruples when it is brought 
to a light-red heat. The dimensions of 
the wire are so chosen that the high initial 
current intensity of the lamp will bring 
it to a light-red heat, and it therefore 
takes up about 130 volts, but at the 
definite current intensity of 3.5 amperes 
it is only slightly heated and absorbs no 
more than fourteen volts. The quartz 
lamp is furthermore provided with an ad- 
justable resistance in order to adapt it 
to the different pressures in use, 220 to 
240 volts. 

The metallic conductors through the 
quartz walls of the mercury vessels must 
have the same coefficient of expansion as 
quartz and must not be attacked or dis- 
solved by the mercury; and the only ma- 
terial suitable for this purpose was found 
to be the nickel steel discovered by 
Guillaume, of Paris. The right tempera- 
ture of the pole vessels is essential to the 


. proper working of the lamp, as it de- 


termines the vapor pressure in the lamp 
and the intensity of the current flowing 
through it. In order to adjust the cool- 
ing of the pole vessels according to the 
conditions under which the lamp is used 
—exterior or interior lighting—they are 
surrounded by peculiar coolers of copper 
sheet, whose radiation surface may be 
varied. Quartz lamps should be used 
without a globe only when their ultra- 


violet rays are to be utilized, and in such 


cases employés near them should protect 
themselves from these rays which produce 
skin inflammation. If light of better color 
is desired, it can only be obtained by using 
Incandescent lamps in connection there- 
with. The fact that the Koerting & 
Mathiesen Actien Gesellschaft, the Ill- 
gemeine Electrizitits Gesellschaft and the 
Siemens-Schuckert Works have united in 
Introducing these lamps would seem to 
indicate that they are considered of im- 
portance. — Translated and abstracted 
from Elektrotechnischer Anzeiger (Ber- 
lin), September 10 and 17. 
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MEASUREMENTS WITH PORTABLE 
INSTRUMENTS.’ 


BY F. P. COX. 


Inaccuracies in reported values may 
be divided into two classes—those due to 
errors of the observer and those due to the 
errors of the instrument. Under the 
former must be included errors due to in- 
correct connections, which are by no 
Means unusual in the measurement of 
polyphase circuits, errors due to not not- 
ing and allowing for zero errors in the 
instrument and errors due to parallax 
which may be avoided by properly using 
the image of the needle reflected from the 
mirror under the scale. 

The personal equation of an observer 
which causes one man to read the needle 


as above and another as below the true’ 


position, need not be taken into account 
in commercial measurements. When »& 
needle is fluctuating through a consider- 
able angle, it is sometimes difficult to 
estimate its true position. If the most 
dead-beat instruments available are used, 
no further precautions are possible, ex- 
cept to take the average of a considerable 
number of readings. These readings 
should be jotted down as fast as they can 
be taken and no attempt made to obtain 
the average reading by estimating with 
the eye the mean position of the needle. 
Even with this precaution, great reliance 
must not be placed on observations taken 
under unfavorable conditions. The re- 
sults, at best, are approximate. 

A fruitful source of error is the habit of 
reading instruments when the deflection 
is small. The average observer, using a 
reasonable amount of care, can not be 
relied upon to estimate the position of a 
needle much closer than one one-hun- 
dredth of an inch, and at one-fifth scale 
the error introduced is five times the 
magnitude of a corresponding error at 
full scale. It is recommended that de- 
flections of less than twenty per cent of 
the full scale be classed as approximate. 
All instruments have errors due to tem- 
perature changes and are affected by local 
magnetic fields. The errors so introduced 
may be a very small fraction of a per cent 
or they may amount to several per cent, 
depending upon the design and type of 
instrument. Local field errors may be 
noted and, if not too great, allowed for, 
by reversing the leads to the instrument 
or by turning it through 180 degrees. 
The mean value of the observations should 
be taken as the correct reading. It must 


1A paper read at the twenty-fourth annual meeting 
of the Association of Edison lluminating Conpanies, 
held at Lenox. Mass., September 15, 10 and 1%, 1908. 
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be remembered that local fields are found, 
not only in the immediate vicinity of 
buses carrying large currents, but also 
some distance away where they have been 
carried by the iron framework of the 
switchboard or of the building. Some- 
times an unshielded instrument is read 
when resting on the iron grating of a 
switchboard gallery or on a hand rail, and 
errors of considerable magnitude may re- 
sult. Such errors can not be corrected by 
reversing the position of the instrument 
or by reversing leads, since they are due 
to the presence of a mass of iron in the 
vicinity of the instrument. 

Scale errors, due to incorrect marking, 
are generally small, not amounting to over 
two-tenths of a per cent, and are most 
liable to be found in the subdivisions of 
the scale, since each subdivision is not an 
observed point. It is customary to ob- 
serve and check the principal divisions, 
in some cases the half divisions, and to 
interpolate the intermediate ones. 

Care of instruments or, rather, want of 
care, should be considered as a very im- 
portant source of error. Shelves provided 
with a thick felt covering should be used 
for storing them. Such shelves are inex- 
pensive and pay for themselves in reduced 
repair bills and improved accuracy. The 
instruments should be in charge of one 
competent man who will examine their 
condition when they are returned to his 
stock. He should see that they are com- 
pared with suitable standards once or 
twice a month and frequently cross- 
checked. He will soon determine which 
employés are treating the instruments 
properly and which are abusing them. 
Such abuse may consist in careless han- 
dling in use or in transportation. In 
riding in street cars the careful instru- 
ment man will keep his instruments in 
his lap or on the cushioned seat. The 
careless man will drop them on the floor. 
In sending instruments out by wagon 
felt-lined boxes should be provided to 
protect them in transit. It is well to 
purchase instruments of high torque and 
Tobust constitution, but it should be re- 
membered that the term “robust” is only 
comparative. Instruments should be 
given the same care which is given to 
a valuable watch, and no matter how 
strong the instrument may be, it will not 
be improved by rough handling. 

The measurements which are most com- 
monly made by lighting or power com- 
panies are of potential, current, energy 
and time. Perhaps the latter might seem 
rather beyond the scope of this paper, but 
it is an important factor in the calibration 
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of meters and it seems advisable to make 
some mention of probable errors in this 
measurement. 

POTENTIAL. 


In considering the subject of errors in 
measurement of potential, it is necessary 
to divide this subject into two types of 
circuits, continuous and alternating cur- 
rents. It is well recognized that the best 
type of instrument for measuring continu- 
ous-current circuits is the D’Arsonval. 
For economy of energy absorbed and dead- 
beat qualities, this instrument is a most 
“satisfactory one. The best instruments of 
this type have a resistance of about 100 
ohms per volt of scale reading. The 
errors introduced by temperature changes 
are insignificant, except in those multiple- 
scale instruments which have a tap for 
one and one-half or two volts full-scale 
reading. Where this tap is used the ac- 
curacy of the low-reading scale should be 
regarded with suspicion, since it is liable 
to have a temperature error of about one- 
tenth of one per cent per degree centi- 
grade. This type of instrument, when 
provided with a iron case, is practically 
shielded from all ordinary magnetic fields. 
Normal earth’s field introduces an error 
of about one-tenth of one per cent in un- 
shielded instruments and such instruments 
should not be used nearer together than 
eighteen inches. If placed side by side 
these instruments react on each other and 
an error of one per cent may very readily 
be introduced. 

The generally accepted model of volt- 
meter for measuring alternating potential 
is of the dynamometer type. Those de- 
signed for 110-volt circuits have a resist- 
ance of from 1,500 to 2,000 ohms or about 
twelve to fifteen ohms per volt. The re- 
sistance of the instrument is somewhat 
affected by temperature on account of the 
percentage of copper which it contains, 
but this is almost exactly compensated for 
by a corresponding temperature effect on 
the spring. Double-scale instruments of 
this type should be limited to a ratio of 
2 to 1 between scales, or with special 
designs, 4 to 1. When designed for the 
higher scale, bringing out a tap for less 
than half scale introduces more copper in 
the circuit than the spring will compensate 
for, and frequency errors must be expected 
on account of the change of the instru- 
ments’ time constant. In building double- 
scale instruments with a ratio of 4 to 1 
between scales, it is customary to design 
them so that frequency and temperature 
errors are negligible on the lower scale. 
The result is an instrument which takes 
a large current, and the key must not be 
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permanently depressed on the high volt- 
age. Even special design will not permit 
self-contained instruments to be made 
with a ratio of more than 4 to 1 between 
scales, and greater ratios should be ob- 
tained by means of external multipliers. 
These dynamometer instruments should 
he protected by means of a suitable shield 
from any ordinary magnetic field, since, 
unshielded, they have an error of about 
one per cent, due to normal earth’s field. 

Although designed primarily for alter- 
nating currents, when there is no very 
marked difference between reversed read- 
ings they may be used on continuous- 
current circuits by considering the correct 
reading as the mean of the reversed ob- 
servations. When used with potential 
transformers the errors of the transformers 
must be added to the normal instrument 
error. Account must be taken of the 
regulation of the transformer, as affected 
by the connected load and also by the 
frequency of the circuit on which it is 
used. A regulation of from one and one- 
half to two per cent between voltmeter 
load and full load is not improbable. 
The correction factors for the transformers 
can be supplied by the builders and should 
be taken into account where best accuracy 
is desired. 

CURRENT. 

The D’Arsonval ammeter for meas- 
urements on continuous-current circuits 
differs from the voltmeter only in regard 
to errors due to temperature. In this re- 
spect, however, it differs materially and 
is often credited with an accuracy which 
it does not possess. Temperature changes 
affect the accuracy of the instrument in 
three different ways. 

First, in those types of instrument 
where an attempt is made to avoid errors 
on account of change in room tempera- 
ture, it is necessary that the shunt should 
have the same temperature coefficient as 
the instrument itself; and, since this co- 
eflicient is not low, five or ten minutes 
after such instruments have been con- 
nected, errors of two or three per cent, 
or even more, may be noted. These errors 
are due to the fact that the shunt is 
absorbing energy and increasing in tem- 
perature more rapidly than the measuring 
circuit. 

Second, where an attempt is made to 
avoid the error by making the shunt of 
zero temperature coefficient material, an 
error, due to change of room temperature, 
is introduced. Since the temperature co- 
efficient of the measuring circuit is prac- 
tically half that of copper, an error of 
one-tenth or two-tenths of a per cent is 
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caused by each degree centigrade, which 
the room temperature changes. ‘This 
error may, however, be reduced to a 
negligible quantity by using shunts which 
have a drop of 200 millivolts in place of 
the forty or sixty millivolts used in 
switchboard shunts. The extra size and 
weight are well warranted on account of 
the improved accuracy obtained. 

The third error is found in those shunts 
which have zero coefficient materials and 
is due to thermoelectric currents set up 
in the measurmg circuit. These currents 
are caused by difference in temperature of 
the shunt terminals. Such differences in 
temperature may be due to improper con- 
tact with the bus, to a difference in cir- 
culation of air at the two ends, or more 
usually, it is due to the Peltier effect. 
Such thermoelectric currents may be 
avoided by using materials which have 
practically no thermoelectric difference of 
potential between the metals of the ter- 
minal and the shunt strip, or by adding a 
thermoelectric compensator which sets up 
a thermoelectric effect of equal magnitude 
and opposite sign. l 

Amnieters for the measurements of 
alternating currents are usually of the 
iron-vane type. The only error which is 
characteristic of this type of instrument 
is that due to variation in wave form and 
this error is within one-half per cent. 
When used with current transformers, 
errors of considerable magnitude may be 
introduced. These errors increase as the 
impedance of the secondary circuit of the 
transformer increases and as the primary 
current diminishes. Where a five-ampere 
instrument is used as the only load on the 
secondary circuit of the transformer, 
above one-fifth scale inaccuracies greater 
than one-half per cent are not liable to be 
found. It is not permissible to substitute 
a two-ampere instrument for lower read- 
ings unless the corresponding curve of 
the transformer under the new condition 
is at hand, for the inductance of the two- 
ampere instrument is more than six times 
that of the five-ampere and this additional 
load on the secondary introduces consider- 
able error. Where transformers, in addi- 
tion to the portable ammeter, carry a load 
of one or two stationary instruments and 
a tripcoil, an error of three per cent to 
five per cent at one-tenth load is by no 
means improbable and an error of one- 
half per cent at full load is to be expected. 

ENERGY. 


Portable indicating wattmeters for the 
measurement of energy are of the dyna- 
mometer type and on continuous-current 
circuits, or non-inductive alternating cir- 
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cuits, their characteristics do not ma- 
terially differ from those of the dyna- 
mometer type of voltmeter. But when 
used on highly inductive circuits, or with 
transformers, additional errors are intro- 
duced. Errors due to mutual induction 
of the two circuits are small and may be 
neglected in commercial measurements. 
Errors of self-induction may not be 
neglected in measuring highly inductive 
circuits such as core losses of some trans- 
formers. The best instruments have an 
inductance of potential circuit of about 
one one-hundredth henry and at sixty 
cycles a displacement of potential current 
of approximately five minutes. Conse- 
quently, when used in connection with in- 
ductive circuits of power-factor one-tenth, 
the instruments indicate one and one-half 
per cent higher than the true watts and 
at one-quarter power-factor, half of one 
per cent. Instrument connections should 
be so made that the loss of the potential 
circuit, rather than that of the current 
circuit, is included in the reading, and 
this loss should not be deducted until 
after the correction factor mentioned 
above has been applied. Although this 
error on low power-factor tends to cause 
the instrument to read too high on lag- 
ging load, yet it is not unusual to find an 
instrument reading low on low power- 
factor and the magnitude of such error is 
sometimes greater than that due to self- 
induction of the potential circuit. This 
error is usually due to eddy currents in 
the metal parts of the instrument. It 
varies with the frequency, current and 
power-factor of the circuit and with the 
position of the moving coil at the time the 
measurement is made. No correction 
factor can be given, but with proper de- 
sign the disturbance may be reduced to a 
negligible quantity. In these low power- 
factor measurements, care must be used 
not to overload the current coil of the 
wattmeter, for its capacity is often very 
much exceeded before the instrument is 
at one-half scale deflection. A short-cir- 
cuiting switch across the current coil is 
recommended. 

When used with either current or po- 
tential transformers, or with both, the 
errors mentioned in connection with 
voltmeters and ammeters must be allowed 
for, and, in addition, the phase displace- 
ment between the primary and secondary 
circuits of the transformers must be taken 
into account. The magnitude of this dis- 
placement depends principally upon the 
design of the transformers and the time- 
constant of the devices in the secondary 
circuits. In well-designed potential trans- 
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formers, this phase displacement will not 
amount to more than five of six minutcs 
at light secondary load, and the secondary 
potential leads the primary. As the full 
secondary load is approached, if the load 
is non-inductive, such as potential circuits 
of indicating instruments, the displace- 
ment may become ten minutes lagging, 
while if the load is mostly inductive, as 
for example, the potential circuits of in- 
duction meters, it may become thirty to 
thirty-five minutes leading. If the cur- 
rent being measured is non-inductive, no 
appreciable error is introduced by this 
change, but with power-factor one-half 
and a fully loaded potential transformer, 
the instrument may read one-half per cent 
high or one and one-half per cent low, 
depending on whether such load is prin- 
cipally non-inductive or highly inductive. 
With lightly loaded potential trans- 
formers this error would not amount to 
more than one-half per cent. 

In current transformers this displace- 
ment of phase between primary and 
secondary current is usually greater than 
in the potential transformers. With one 
or two instruments on the secondary and 
full current in the primary, it may 
amount to thirty or forty minutes, and 
the secondary current leads the primary. 
As the primary current decreases, this 
angle increases. At one-quarter load it is 
about one degree and at one-tenth load, 
about one and one-half degrees. This 
means an error on a non-inductive load 
of one one-hundredth per cent at full 
load, one-fifticth per cent at one-quarter 


load, and one-thirtieth per cent at one- 


tenth load, the instrument reads low. At 
power-factor one-half these errors become 
one and one-half per cent at full load, 
three per cent at one-quarter load and 
four and one-half per cent at one-tenth 
load, and the instrument reads high on 
inductive load. It is therefore evident 
that combinations of transformer and in- 
strument errors may not infrequently 
occur in which the error of the wattmeter 
reading may exceed five per cent at power- 
factor as high as one-half and that an 
accuracy better than three per cent is not 
to be relied upon without taking all pos- 
sible precaution and having at hand the 
correction factor for each individual piece 
of apparatus used. With such correction 
factors applied, errors greater than one to 
one and one-half per cent need not be ex- 
pected. 
| TIME. 

The accuracy of stop watches is gen- 
erally very much overestimated. Watches 
with compensated balances and well- 
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jeweled bearings are purchased. It is a 
poor watch which can not be adjusted to 
keep time with an error not greater than 
one minute per week. That is, as a time- 
piece, its error is within one hundredth 
part of one per cent. The balance wheel 
of a watch completes its excursion of ap- 
proximately 250 degrees in one-fifth of 
a second. It is necessary for good time- 
keeping qualities that its motion should 
be free as possible and that it should 
be entirely disconnected from the train 
for the greatest possible portion of this 
cxcursion. It swings entirely free for 
approximately 240 degrees, during which 
time the train drives the hand forward 
one-fifth of a second division and again 
locks it from any movement during the 
230 degrees of the balance wheel excur- 
sion. In other words, the hands of a 
watch are absolutely stationary during 
ninety-five per cent of any interval of 
tune and it makes no difference in the 
n.ovement of the stop hand, whether it 
is thrown in mesh at the beginning or the 
end of an excursion of the balance. 
Therefore, with a perfect timepiece, a 
perfect stop mechanism and absolutely no 
error on the part of the observer, an error 
ef practically one beat or one-fifth second 
may easily occur in measuring time. In 
thirty-second observations, this error may 
amount to two-thirds per cent. When 
we add to this error those due to imper- 
fect stop mechanisms, a throw of the hand 
in the interval between freeing it from the 
friction clamp and meshing it with the 
train, a similar throw in disconnecting 
from mesh and again clamping it, and the 
inaccuracy of the meshing itself, it is 
not difficult to realize that an additional 
error of one-half per cent may be intro- 
duced. The only precautions which can 
he taken are to use two stop watches, one 
in each hand, to practice operating the 
stop mechanism with as little jar as pos- 
sible to the watch, to reject any observa- 
tion in which the watches do not agree 
within two-fifths second, and to refuse 
ansolutely any measurement covering a 
period of less than fifty or sixty seconds. 

In conclusion permit me to express the 
hope that. nothing in this paper may be 
considered as a reflection on reasonable 
accuracy of portable measuring instru- 
ments. I have sought only to show that 
laboratory accuracy may not be obtained 
under other than laboratory conditions, 
tiat errors of one or two per cent repre- 
sent reasonable commercial accuracy and 
that even this may not be relied upon un- 
less the best judgment is exercised in the 
selection, care and use of portable instru- 
ments. Purchase those instruments which 
are best adapted to the conditions under 
which they are to be used, place them in 
the custody of an experienced instrument 
man and give him facilities and authority 
in control of them which will insure their 
proper use. 
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The Lea-Degen High-Duty 
Turbine Pump. 

The Lea Equipment Company, 136 
Liberty street, New York city, has placed 
on the market a motor-driven high-duty 
turbine pump, illustrations of which are 
shown herewith. The complete line of 
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pumps is made of separate units that are 
designed for heads from seven to 1,000 
feet or higher, and their capacities range 
from seventy-five gallons to 30,000 gallons 
per minute. The general design of the 
pump is indicated in the illustrations. It 
consists essentially of two shrouded run- 
ners or pump wheels mounted on the 
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same shaft in a double case. The case is 
so proportioned that the water is drawn 
from the source of supply and put under 
pressure by the first wheel and then de- 
livered to the suction chamber of the 
second wheel. The second wheel imparts 
to the water the same amount of energy 
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it receives from the first wheel, thereby 
increasing the pressure, and then delivers 
the water into a spiral discharge conduit 
terminating in a diverging nozzle connect- 
ing with the main pipe. 

The case is divided through its hori- 
zontal diameter by bolted flanges, so that 
its top half can be quickly freed and lifted 
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off without disturbing either suction or 
discharge connections. By means of bolted 
circumferential divisions of the case pro- 


vision is made for either using the suction 


and discharge end of a case together as a 
single-stage pump or adding as many in- 
termediate sections as may be necessary 
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to afford any desired pressure at any fixed 
speed. Additional stages can therefore be 
installed after a pump has been in opera- 
tion, without wasting any parta of the 
existing case. 

The curves herewith show the results 
secured under a test conducted by Pro- 
fessor James E. Denton, of the Stevens 
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Institute of Technology. This test was 
conducted on a Lea-Degen two-stage cen- 
trifugal pump driven by a 220-volt, direct- 
current General Electric motor. The test 
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efficiency with a capacity of 3,235 gallons 
under 100.7 feet lift. In round numbers, 
therefore, the capacity at maximum effi- 
ciency is directly proportional to the revo- 
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shows that the pump gave the following 
results, under conditions of maximum 
efficiency: At 400 revolutions, seventy- 
seven per cent efficiency with a capacity of 
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lutions, and the lift, or head, is propor- 
tional to the square of the revolutions. 
At each speed the efficiency averaged more 
than seventy-six per cent over a range of 
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2,296 gallons under 43.6 feet lift; at 500 
revolutions, 77.6 per cent efficiency with 
a capacity of 2,794 gallons under 67.4 feet 
lift; at 600 revolutions, 77.97 per cent 


600 gallons of capacity for the two lower 
speeds, and 900 gallons at the high- 
est speed, the head remaining nearly 
constant. 
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A Clamp for Celling Outlet 
Boxes. 

A neat little device for fastening ceil- 
ing outlet boxes to the dummy or gas 
pipe has recently been put on the market 
which bids fair to eliminate many of the 
difficulties experienced in installing boxes 
in the old way. 


CLAMP FOR CEILING OUTLET BOXES. 


The outlet box is held firmly in position 
at right angles to the pipe, so that there 
is no chance of breaking the plaster by 
swaying fixtures. The opening where the 
pipe passes through the box is also filled 
up, thus preventing flames from being 
drawn up through it in case of fire being 
started by a short-circuit or loose contact. 

The clamp is made in two sizes, three- 
eighths-inch and one-half-inch, with two 
lugs for ordinary purposes, and three 
lugs for heavier work, such as in fire- 
proof buildings. 

It is manufactured by the Federal Elec- 
tric Company, of Chicago, and is approved 
by the Underwriters’ Laboratories. 

a CA 
The Lang “ Quixet” Floor Box. 

The accompanying illustration shows 
the Lang “Quixet” floor box, made by the 
J. Lang Electric Company, 116 Lincoln 


THE Lane “ QurxeT” FLoor Box. 


street, Chicago, Ill. This box is designed 
to overcome all of those disadvantages 
with floor boxes which have proven ex- 
pensive and annoying in their use. In 
installing this box it is not necessary to 
cut out or adjust the floor in any way. 
The box adjusts itself to the floor without 
the use of screws, gaskets or other devices. 
It is smaller than the ordinary floor box, 
and will fit into installations where the 
ordinary box would not be permissible. 
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Electrically Heated Chocolate 
Warmer. 

Among the industrial applications which 
are being successfully met with electric- 
ally heated devices, the confectioner’s 
chocolate warmer or dipping pan is an 
example. The Westinghouse Electric and 
Manufacturing Company, Pittsburgh, Pa., 
is making the Hadaway electrically heated 
dipping pan, an illustration of which is 
shown herewith, and which is being used 
by a large number of prominent candy 
manufacturers in this country and abroad. 

The pan consumes about the same 
amount of current as a sixteen-candle- 
power lamp. The heater is placed in op- 
eration by closing a switch. A further 


` advantage of the Hadaway electrically 


heated chocolate warmer for refrigerated 
rooms arises from the fact that the dry, 
flameless heat results in a great reduction 
in the expense for cooling. 

Hadaway electrically heated chocolate 
warmers are usually made with a high 
and low heat, the change from one to 
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the other being made by a small switch. 
The low heat is sufficient to maintain the 
chocolate at the proper working consist- 
ency, while the high heat is designed to 
bring the chocolate to the working tem- 
perature in a short time. When desired, 
warmers can be supplied having only the 
low heat. These are used in connection 
with chocolate melters, but it occasionally 
happens that the chocolate cools in the 
pan, causing loss of time and delay in the 
work. This can be avoided by using the 
two-heat apparatus with which the high 
heat will be available whenever required. 

The warmer is made in two standard 
sizes. The large size is fourteen and one- 
quarter inches long, seven and five- 
eighths inches wide and six inches deep. 
The small size is twelve inches long, six 
and one-quarter inches wide and five 
inches deep. These dimensions refer to 
the pan in which the chocolate is placed. 
The heating element is upon the outside 
of a receptacle in which the chocolate pan 
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is placed and is hermetically sealed in by 
an outer jacket. The heater and wires 
are shielded so that accidental contact with 
them can not be made and the operators 
are absolutely protected from all danger 
of an electric shock. 

The warmers can be set in the top of a 
table and connected with the heat-control 
switch by the engineer on the premises 
according to a simple wiring diagram 
sent out with the apparatus. The choco- 
late warmer can be connected to a lamp 
socket, but permanent wiring is recom- 
mended for factories. The entire method 
of mounting them can be arranged to suit 
the individual preference of the pur- 
chasers, The dipping pans are shipped all 
ready to place in a table and connect up, 
and the tables for mounting the pans can 
be procured or made by the purchaser 
without difficulty. 

— 0 
Electrical Supplies for the 
Navy Department. 

The Bureau of Supplies and Accounts 
will open bids in Washington, D. C., on 
October 20 for the following electrical 
material: Sixteen hundred and fifty in- 
candescent lamps for delivery at An- 
napolis, Md.; twelve starting panels for 
delivery at Norfolk, Va. 

Bids will be opened on October 27 for 
100 dry batteries, 3,000 wood blocks, nine 
dozen brushes, 20,000 feet lighting cable, 
12,000 carbons, 4,000 feet silk-covered 
cord, miscellaneous fittings, miscellaneous 
inner and outer globes, 3,000 wire lamp 
guards, 200 insulators, 19,100 incandes- 
cent lamps, four direct-current motors, 


2,300 porcelain receptacles, 35,000 feet 
rubber-covered wire, and 8,000 feet 
twisted wire, for delivery at Brooklyn, 
N. Y.; one Wheatstone bridge, six desk- 
type fans, miscellaneous electrical sup- 
plies for delivery at Annapolis, Md.; mis- 
cellaneous electrical supplies for delivery 
at Norfolk, Va. 


O 

New Holophane Reflectors 

for Tungsten Lamps. 

The Holophane Company, New York 
city, has completed the designs for an en- 
tirely new line of reflectors for tungsten 
lamps. 

The new tungsten reflectors are of three 
types which will be known to the trade 
as the “Extensive,” “Intensive” and 
“Focusing” types. In appearance all are 
similar to the original “bowl type” Holo- 
phane reflectors designed for Gem lamps, 
but each of the three new types above 
named gives a distinctive distribution of 
light. In the preliminary engineering 
work connected with these new types, the 
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engineering department, Holophane Com- 
pany was ably assisted by A. J. Sweet, 
of the Westinghouse company. 

In the designing of the reflectors an 
entirely new principle was evolved—that 
of the “merging prism.” As is well 
known, Holophane reflectors having a 
continuous prism from the collar to the 
edge lose considerably in efficiency, owing 
to the fact that the prism is much larger 
at the bottom than at the neck. To pre- 
vent this the Holophane Company de- 
signed what is known as the “equal prism” 
reflectors, in which prisms of practically 
equal size are run in several banks from 
neck to top. In the new types, instead of 
an abrupt step between the banks of 
prisms the several banks are merged one 
into the other, which not only adds greatly 
to the beauty of the reflectors but at the 
same time gives the maximum of eff- 
ciency. 

The new “merging prism” reflectors are 
made for forty, sixty and 100-watt tung- 
sten lamps, three types, as above de- 


New HOLOPHANE REFLECTOR. 


scribed, for each size of lamp. This 
makes a very compact line and one which 
is uniform in appearance. 

A new Holophane bulletin descriptive 
of this line of high-efficiency reflectors is 


‘now in press. In addition to technical 


description, photometric curves, etc., this 
bulletin will contain a few simple rules 
by following which even a novice may be 
sure of selecting proper size of lamps and 
correct Holophane reflector and of spacing 
these rightly in any ordinary lighting in- 
stallation. The new “flux of light” 
method of calculating illumination, it is 
stated, enables the Holophane Company’ 
engineers to reduce the salient features 
of practical illuminating engineers to a 
few simple “rules of thumb” which are 
applicable wherever the installation is not 
complicated by ssthetic or architectural 
difficulties or restriction. 

The new line will be handled not alone 
by the Holophane Company, but also by 
the General Electric Company, Westing- 
house Electric and Manufacturing Com- 
pany, Franklin Electric Manufacturing 
Company and the companies comprising 
the National Electric Lamp Association. 


ES ETT © 
a 
ES a - 


a de 


DOMESTIC AND EXPORT. 


ARKANSAS INTERURBAN PLANNED—A project to build a 
third-rail interurban line from Little Rock south to Sheridan, 
branching out from that place to Hot Springs and Pine Bluff, 
all in Arkansas, the entire road to be built at an actual cost of 
$2,700,000, has been planned by the Central Arkansas Electric 
Railway Company, of Pine Bluff, and is now being considered, it 
is stated, by Chicago capitalists, who will probably reach a de- 
cision in regard to the project by the first of the next year. Pre- 
liminary surveys and plans for the railroad have already been made. 
Sheridan is thirty or thirty-five miles south of Little Rock. Hot 
Springs is about forty-five miles west of Sheridan and Pine Bluff 
about thirty miles east of the same place.. A. M. Van Auken is 
chief engineer of the company. 


TELEPHONE COMPANIES UNITE—At a meeting of the stock- 
holders of the United States Telephone Company, the Cuyahoga 
Telephone Company, of Cleveland, Ohio, and the Citizens’ Telephone 
Company, of Columbus, Ohio, the three companies were merged. 
The new company, which has not been named, will act as an 
operating company with a capitalization of between $5,000,000 
and $10,000,000 and will take over the three independent companies 
on a lease for 999 years. Other Ohio independent companies will, 
it is stated, be added from time to time. The merger places under 
the control of the operating company over fifty per cent of the 
independent telephones and about 75,000 of the 325,000 telephones 
in the state of Ohio. The United States company has extensive long- 
distance lines in Ohio and adjoining states. 


MEXICAN ELECTRICAL NOTES—The Guanajuato Power and 
Electric Company has arranged for the construction of a new line 
eighty-five miles in length to be used as a reserve line in case of 
accident. The wire for this new line will be strung on steel towers 
beginning at Penjama and terminating at the station at Guanajuato. 
There will be substations every twelve miles. Work will be begun 
at once. The Atotonilco Light and Power Company, a concern 
recently organized by Guadalajara men to furnish current for light 
and power in the town of Atotonilco, the centre of the orange dis- 
trict of Jalisco, has placed an order with Siemens-Schuckertwerke, 
of Berlin, for hydroelectric machinery, transmission lines and sub- 
station equipment. The value of the order is $14,000. The Guada 
lajara company will utilize a waterfall near the town. 


OMAHA MEN INCORPORATE INTERURBAN COMPANY—The 
Nebraska Traction and Power Company, of Omaha, is the name of 
a new corporation that has filed articles with the secretary of state 
under the interurban law passed two years ago. It has an 
authorized capital stock of $2,000,000 and the incorporators are: 
Mel Uhl, N. P. Dodge, Jr.; William D. Crist, F. A. Howard and 
J. F. Emmert, all of Omaha. The company proposes to build a 
line from South Omaha in a westerly direction through Douglas 
County to the town of Ralston, thence in a southerly direction 
through Sarpy County and in a northerly direction from Ralston 
through the counties of Douglas, Dodge, Washington, Burt, Cuming, 
Thurston and Dakota, Neb. It is to be either a single or double- 
track road, and operated by electricity or any other motive power. 
The company proposes to operate telephone or telegraph lines and 
to transmit power, light and heat for itself or other persons, and 
to carry passengers, baggage, express and mail. The $2,000,000 
capital stock is to be divided into shares of $100 each, 15,000 shares 
to be preferred and 5,000 common. 

NEW ELECTRIC COMPANY FILES ARTICLES—The Des 
Moines (Iowa) Electric Company has filed articles of incorporation. 
The charter of the company gives it the right to own lighting plants 
and all appurtenances and property in connection therewith and 
railways. Its capital stock is $5,000,000, of which $3,500.000 is 
common and the rest preferred. Of the common stock fourteen 
Shares, representing $1,400 par value, has been issued. None of 
the preferred has been issued. The officers of the company are: 
J. Berry, president and treasurer; Lewis A. Burleigh, clerk; Joseph 


Williamson, Ernest L. McLean, Walter M. Sanborn, E. M. Leavitt 
and M. M. Spinney, with the officers named, forming the board of 
directors. All of the officers except Mr. Leavitt of the board live 
at Augusta, Me. He lives at Winthrop. Five of the common 
stock shares of the company are held in New York city, six at 
Augusta, Me., and one each at Ridgewood, N. J., at Brooklyn, and 
at Winthrop, Me.. The purpose of the new organization, which 
now has a right to do business in Iowa, is to take over the Edison 
Light Company, of Des Moines. The Edison Light Company oper- 
ates under the laws of the state of Iowa. 


IDAHO-OREGON LIGHT AND POWER COMPANY—AlI] busi- 
ness of the subsidiary companies of the Idaho-Oregon Light and 
Power Company will hereafter be transacted in the name of the 
owning company, recently formed for the purpose of perfecting a 
merger. The Oregon-Idaho company, which is incorporated with a 
capital stock of several million dollars, and in which the Mainland 
brothers, of Oshkosh, Wis., are interested, has now absorbed the 
Capital Electric Light, Motor and Gas Company, the Boisé-Payette 
River Electric Power Company, the Electric Power Company, of 
Boisé; the Interstate Light and Power Company, of Meridan, and 
the Emmett Electric Light Company, of Emmett. This company is 
at present furnishing light and power to Boisé, South Boisé, Pearl, 
Horseshoe Bend, Neal mining district, Meridian, Emmett and On- 
tario, Ore., and is constructing lines to New Plymouth and Weiser. 
Power is supplied from the Horseshoe Bend plant on the Payette 
River, the Barber plant on the Boisé River and a smaller plant on 
the Ridenbaugh canal in South Boisé, with a total capacity of 5,000 
horse-power. The company is building a large power plant on the 
Snake River, sixty miles north of Huntington, which will have a 
capacity of 30,000 horse-power. One hundred and thirty miles of 
transmission line is now supplying the district, south and east of 
Weiser, Ida., and some 200 additional miles will be built next year. 


NEW MANUFACTURING COMPANIES. 
RICHMOND, VA.—The corporation commission has issued a 
charter to the Southern Electric and Manufacturing Corporation, 
Richmond, with B. B. Brauer, president; E. D. Moore, vice-presi- 
dent, and J. W. Church, secretary and treasurer—all of Richmond. 
The maximum capital is $50,000; minimum, $25,000. The company 
will manufacture and sell the Brauer automatic time switch. 


SEATTLE, WASH.—The United Wireless Telegraph Company 
has purchased the factory of the Nelson Metal Specialties Company. 
It will be taken over by the operating department of the company, 
headed by C. C. Galbraith, and work will begin at once in the 
manufacture of wireless apparatus for use on the Pacific Coast. 
The first wireless instruments to be turned out will be for a demon- 
strating wireless station at the Spokane fair. 


SALINA, KAN.—The Anderson Electric and Manufacturing Com- 
pany has been incorporated with a capital of $200,000 to manufac- 
ture the inventions of John Anderson, of Salina, Kan., including 
the Anderson lockout system for telephone circuits and other tele 
phonic appliances and improvements. The officers are: R. T. Blair, 
of Emporia, Kan., president; C. E. Carlson, of McPherson, Kan., 
vice-president; R. G. Henderson, of McPherson, secretary, and J. K. 
Bremyer, of McPherson, treasurer. The temporary headquarters 
of the company are at Salina. 


DATES AHEAD. 


American Society of Municipal Improvements. Annual meeting, 
Atlantic City, N. J., October 20-23. 

American Electrochemical Society. Fall meeting, New York 
city, October 30-31. 

Association of Car-Lighting Engineers. First annual meeting, 
Chicago, Ill., November 18. 

National Society for the Promotion of Industrial Education. 
Annual meeting, Atlanta, Ga., November 19-21. 

American Roentgen Ray Society. Annual meeting, New York 
city, December 28-30. 
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ELECTRIC LIGHTING. 


SHERMAN, TEX.—The city has voted on the issuance of 
$16,000 light-betterment bonds. 


OTTAWA, ILL.—Ground has been broken for the interurban 
between Streator and Grand Ridge. 


GADSDEN, ALA.—The Sand Mountain Electric Company has 
been organized to install an electric light plant at Albertville. 


WAVERLY, IOWA—The municipal light and water plants at 
Waverly were destroyed by fire on September 22, involving a loss 
of $50,000. 


NASHVILLE, TENN.—The Chattanooga Electric Company, 
chartered under the laws of Maine with $3,000,000 capital, has filed 
its charter. 


FLORESVILLE, TEX.—The city council has granted permission 
to Dr. Largen, of San Antonio, to establish an electric light plant 
at Floresville. 


WINCHENDON, MASS.—The town selectmen have granted the 
Connecticut River Transmission Company permission to erect 
towers for the support of high-tension wires. 


EL PASO, TEX.—Richard Caples and W. B. Latta have been 
granted a franchise to build an electric line through El Paso County. 
The grantees must build at least ten miles of road in two years. . 


SPRINGFIELD, ILL.—The Springfield, Clear Lake & Rochester 
Interurban Railway Company has been given the right to operate 
cars over the lines of the Springfield Consolidated Railway Company. 


DOUGLASVILLE, GA.—M. L. Hathcock has purchased the old 
Arnold mill property and it is said will build a dam and generate 
sufficient power to operate an electric plant to supply nearby towns. 


BALTIMORE, MD.—At the annual meeting of the Consolidated 
Gas, Electric Light and Power Company, of Baltimore, the seven- 
teen retiring directors were re-elected, with the addition of W. H. 
Cassell. 


LORAIN, OHIO—The service board has decided to employ F. C. 
Werk, a Cleveland contractor and engineer, to submit preliminary 
estimates on a municipal lighting plant for the city as requested 
by the council. 


KENNETT, CAL.—The new power line of the Northern Cali- 
fornia Power Company, directly from the Volta power plant to 
Kennett, a distance of forty miles, is in operation. The line will 
carry 60,000 volts. 5 


STEVENSON, ALA.—The board of aldermen has granted an 
electric light franchise to Fred A. Howe, of Huntsville. The busi- 
ness men are subscribing liberally for lights, both in their homes 
and business houses. 


SEATTLE, WASH.—The finance committee of the city council 
has authorized Superintendent L. B. Youngs, of the light and water 
department, to complete the present extension of the lighting system 
from Cedar Lake to the city. 


FREDERICKSBURG, VA.—Work on the new steel dam of the 
Fredericksburg Power Company on the Rappahannock River, above 
this city, is progressing rapidly. The first section of the dam will 
be completed within the next thirty days. 


MONTGOMERY, ALA.—General Manager R. L. Pultz, of the 
Birmingham & Gulf Navigation Company, says that it is the inten- 
tion of the company to build electric lines from Gadsden to Bir- 
mingham and Tuscaloosa in a short time. 


WOONSOCKET, R. I.—The Woonsocket Realty Company has sold 
to the Woonsocket Electric Machine and Power Company valuable 
water rights on the old Ray Mill property. The company will use 
the power for operating its No. 2 station. 


MILLEN, GA.—J. B. McCrary & Company, of Atlanta, have been 
awarded the contract for a lighting plant and water works for 
Millen. W. O. Lumpkin will have charge of construction and will 
commence work as soon as material can be had. 


OGDEN, UTAH—The preliminary work on the proposed power 
plant in South Fork cafion has been started. It is the purpose of 
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the builders to put in a pipe-line and a plant that will generate 


10,000 horse-power which will be brought to this city by a pole-line. 


PONTIAC, MICH.—The title to the Clinton River Power Com- 
pany at Amy has passed into the hands of William H. Osmun. 
Mr. Osmun says he expects to utilize the Clinton River to secure 


1,000 horse-power, Electric light and power will be furnished to 
Pontiac. 


DURHAM, N. C.—The East Durham Cotton Mills announce that 
as soon as the installation of the new machinery can be made the 
mills will be run by electric power. Two of the engines with eight 
hoilers will be removed for the erection of new boiler and engine 
houses. The change will involve an outlay of $75,000 or more. 


LEBANON, PA.—A meeting of local capitalists was held in this 
city for the organization of a trolley company. A line will be built 
from Womelsdorf, Berks County, to Campbelltown, Lebanon County. 
A committee was appointed to secure a charter and to have surveys 
made. Most of the rights of way of the company have been secured. 


ASHBURN, GA.—Bonds to the amount of $50,000, issued by the 
city of Ashburn, for the purpose of putting in electric lights and 
waterworks, have been sold and the contract let for the work, 
J. B. McCrary, of Atlanta, being the successful bidder. The work 
will be commenced as soon as the necessary preparations can be 
made. 


ALBION, N. Y.—At a meeting of the village board of trustees 
a resolution was passed entering into a contract with the Albion 
Power Company to furnish the village with sixty-eight street arc 
lamps at $70 each. The company has expended $20,000 in improv- 
ing its plant. Hereafter this village will receive an all-night 
service. 


SACRAMENTO, CAL.—Work is progressing on the new dam of 
the Folsom Power Company on South Silver Creek in El Dorado 
County, and a force of men is employed clearing the right of wav 
which has been secured over state and private lands. It is esti- 
mated that the new plant will give the company an additional 
10,000 horse-power. The new plant will be installed within the 
next few months. 


MONTPELIER, VT.—The Molly Falls Electric Light and Power 
Company has purchased all the right and interest which the late 
Perrin P. Kellogg, of Whitefield, N. H., had in the Molly Falls 
water power under a lease and contract given to Mr. Kellogg in 
1903. The company leased its water rights and privileges for a 
period of ninety-nine years at $900 a year, reserving 400-horse-power 
with which to furnish lights to Cabot, Plainfield, Marshfield and 
North Montpelier. 


COLUMBUS, OHIO—At meetings of the board of directors of 
the several companies concerned, held in Springfield, the merger 
of the People’s Light, Heat and Power Company and the Home 
Light and Power Company, of Springfield, under the new name of 
the Springfield Light, Heat and Power Company was completed. 
Officers of the new company were provided for and the first pay- 
ment of $50,000 made on the properties of the Home company. 
The new company will issue $500,000 of bonds, to be sold at ninety, 
the proceeds of which will be used to purchase the Home plant 
and retire the outstanding bonds of the People’s company. An ex- 
change of stock will be made for that of the People’s company 
now outstanding. The capitalization of the new company is 
$1,000,000. 


MISSOULA, MONT.—The Idaho Railway and Navigation Com- 
pany has been incorporated in Washington with a nominal capital 
of $100,000 to build an electric line from Dead Man’s Creek, in the 
northern part of Garfield County, through Asotin County and around 
the Blue Mountain range to the Seven Devils mining district, in 
Idaho, seventy-seven miles. The incorporators are: D. Van Arsdale, 
president; Samuel L. Tate, secretary; C. W. Hadley, general man- 
ager; M. Wood, engineer; Lester P. Edge and Fred Larson. Eleven 
directors and a council of five will be elected in November, at which 
time it is expected to have twenty miles of line completed. The 
single-phase system will be installed. The power-house, to be erected 
on Snake River, and the distributing stations, will cost $64,000, 
while the line will cost $40,000 a mile. The line will tap coal, 
cement and mineral deposits, and also run through agricultural, 
orchard and stock districts, not now served by railroads. 
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October 17, 1908 


PERSONAL MENTION. 
MR. PATRICK B. DELANY has been awarded the Elliott-Cresson 
gold medal for his invention of a system of rapid telegraphy. 


MR. ALLEN L. HASSE has resigned as sales manager of the 
Pierce Company, and joined forces with the Harvard Electric Com- 
pany, Chicago, Ill., as general sales manager. 


MR. G. L. CONKLIN, who has been assistant manager of the 
Mankato Electric Traction Company, of Mankato, Minn., for some 
time, has been made general manager of the company, succeeding 
H. E. Hance, who will become connected with a proposed electric 
road to St. Peter. 


MR. FRED W. GODFREY, for the past six years representing 
the Bryan-Marsh Company, and manager of the Cincinnati, Ohio, 
branch for the past two years, has organized the Godfrey Sales 
Company, with an office in the Perin Building, Cincinnati. Mr. 
Godfrey will continue to represent the Bryan-Marsh Company, as 
well as the Ambos-Cudmore Company, of Cleveland, Ohio. Among 
the lines represented by the Godfrey Sales Company are Bryan- 
Marsh Company lamps, Duncan wattmeters, Duncan transformers, 
Wheeler reflectors, Weston instruments, Bristol recording instru- 
ments. Aladdin specialties, Detroit rubber-covered wire, Hartford 
automatic time switches, Condit circuit-breakers and oil switches. 


NEW PUBLICATIONS. 

CALCULATIONS FOR POWER DISTRIBUTION—The Associa- 
tion Amicle des Anciens Eléves has reprinted in pamphlet form the 
treatise by J. H. Jacobsen, entitled “Calcul Electrique et Mécanique 
des Distributions d’Energie.”’ l 


DEPARTMENT OF EDUCATION, CITY OF NEW YORK—The 
Department of Education of the city of New York has published its 
announcement of public lectures to be given in Manhattan and The 
Bronx for the October-December course. The department has also 
published the annual report of the supervisor of lectures of the 
board. ° 


THE BROOKLYN INSTITUTE OF ARTS AND SCIENCES— 
The Brooklyn Institute of Arts and Sciences has published its 
prospectus for 1908-1909. In science the department of electricity 
will conduct a series of illustrated lectures on electrical engineering 
on Thursday evenings. Professor Samuel Sheldon is president, and 
Hubert S. Wynkoop is secretary, of the department. The depart- 
ment of engineering will conduct a series of illustrated lectures on 
engineering on the third Thursday evening of each month. Nelson 
P. Lewis is president, and Arthur S. Tuttle is secretary, of the de- 
partment. The central office of the institute is now established in 
the Academy of Music on Lafayette avenue. 


NEW INCORPORATIONS. 

AUSTIN, TEX.—The Godley Independent Telephone Company, 
Godley, Johnson County. $3,200. Incorporators: B. B. Robinson, 
J. A. Dalton, C. D. Odom, John R. Beaver. 

MADISON, WIS.—Cady Telephone Company, village of Wilson, 
St. Croix County. $5,000. Incorporators: S. L. Pickett, G. W. La 
Pointe, Jr., Martin D. Erickson, Frank Smith, David Cushing and 
Peter Simonson. 


MOSCOW, IOWA—E. S. Johnson Company, of Davenport, Iowa, 
$100,000. To do general construction work, operate and build manu- 
facturing plants, deal in stocks and real estate and build and operate 
steam and interurban railways. Officers: E. S. Johnson, president; 
John C. Sessor, vice-president, and Julius E. Burmeister, secretary 
and treasurer. 


HARRISBURG, PA.—Lost Creele Valley Rural Telephone Com- 
pany. $5,000. To build a line from Mifflin to Selins Grove and 
Middleburg; from Miffin to Blain, Newport, Millerstown and New 
Bloomsfield, and from Mifin to Liverpool. Incorporators: A. J. 
Beyers, Mifflin; H. J., J. H. and Leo Shallenberger, and A. W. Herr, 
McAllisterville; J. O. Smith and J. H. Carney, Bunkertown. 


ELECTRICAL SECURITIES. 

The market suffered during the week, by reflection from foreign 
financial centres, from the disturbances created by the boiling over 
of the Balkan cauldron. For a few days even the political situa- 
tion here was overshadowed, but when the first-mentioned matters 
were analyzed and discussed it remained to be seen that the latter 
was still the predominating factor in stock market influences. 


ELECTRICAL REVIEW 597 


Industrial betterment seems to be more generally recognized, and 
with the better prices than usual prevailing and posted for futures 
it appears as if our agriculturists would be richer by some billion 
of dollars when the season’s crops shall have been harvested and 
disposed of. 

Dividends have been declared upon the following electrical secu- 
rities: Electric Bond and Share Company; regular quarterly divi- 
dend of 1% per cent on the preferred stock, payable November 1. 
Commonwealth Edison Company; quarterly dividend of 1% per 
cent, payable November 2 to stock of record October 20. The rate 
previously was 11⁄4 per cent quarterly. Central District and Print- 
ing Telegraph Company; regular quarterly dividend of 2 per cent, 
payable October 31 to stock of record October 24. American Light 
and Traction Company; regular quarterly dividends of 114 per cent 
on the preferred stock and 1% per cent on the common stock, both 
payable November 2. Books close October 21 and reopen Novem- 
ber 2. Mexican Telephone and Telegraph Company; regular semi- 
annual dividend of 214 per cent, payable November 2 to stock of 
record October 16. Edison Electric Illuminating Company of Boston; 
regular quarterly dividend of 21% per cent, payable November 2 to 
stock of record October 15. East St. Louis & Suburban Company; 
regular quarterly dividend of 1144 per cent on the preferred stock, 
payable November 2 to stock of record October 15. Columbus Rail- 
way Company; regular quarterly dividend of 1% per cent on the 
preferred stock, payable November 2 to stock of record October 15. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED OCTOBER 10. 


New York: Closing. 
Allis-Chalmers common .................6- 114 
Allis-Chalmers preferred ..............c0:. 35% 
Brooklyn Rapid Transit ................... 4814 
Consolidated Gas ............ ccc cece cece es 1454 
General Electric ........ 0. cece eee cee 140 
Interborough-Metropolitan common ........ 10% 
Interborough-Metropolitan preferred ....... 31 
Kings County Electric .................000. 125 
Mackay Companies (Postal Telegraph and 

Cables) common ...............0..000. 68 
Mackay Companies (Postal Telegraph and 

Cables) preferred .............ccceeeee 673 
Manhattan Elevated .................cccee 135 
Metropolitan Street Railway ............... 26 
New York & New Jersey Telephone......... 110 
Western Union .......ssesssssosesssesnsoo 5814 
Westinghouse Manufacturing Company ..... 74 


The annual meeting of the Manhattan Railway Company will 
be held at 195 Broadway, New York city, on November 11. 


Boston: Closing. 
American Telephone and Telegraph......... 12634 
Edison Electric Illuminating ............... 225 
Massachusetts Electric ...............0 00. 51 
New England Telephone .................., 119% 


Western Telephone and Telegraph preferred. 75 


The number of stockholders of the American Telephone and 
Telegraph Company now amounts to better than 25,500, an increase 
of over 2,000 since the beginning of the year. This is a gain of 8 
per cent in the nine months. Less than two years ago the American 
Telephone Company had barely 18,000 stockholders, so that there 
has been an average yearly increase of over 3,500 names in the past 
two years. 


Philadelphia: Closing. 
Electric Company of America.............. 9% 
Electric Storage Battery common........... 3414, 
Electric Storage Battery preferred.......... 34% 
Philadelphia Electric ...................... 10 
Philadelphia Rapid Transit ................ 22% 
United Gas Improvement .................. 86 

Chicago: Closing. 
Chicago Telephone ......... 0.0... 00. 125 
Commonwealth Edison .................... 108% 
Metropolitan Elevated preferred ........... 40 
National Carbon common .................. 67 
National Carbon preferred ................ 110 


For September the Chicago Telephone Company gained 2,095 
telephones, making a gain for nine months of 21,443, and a total 
in service of 175,075. 

The annual meeting of the Commonwealth Edison Company will 
be held November 9. Proxies run to Robert T. Lincoln, Samuel 
Insull and William G. Beale. 
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ELECTRIC RAILWAYS. 


WACO, TEX.—The survey of the proposed Waco, Temple & Mar- 


lin interurban has been begun out of Temple. Construction will 
Btart in a few weeks. 


MILWAUKEE, WIS.—The first through electric car over the 
Chicago & Milwaukee Electric road, from Evanston to Milwaukee, 
arrived at the southern city limits of Milwaukee on September 30. 


MONTGOMERY, ALA.—It is understood that in a’short time the 
Montgomery Traction Company will begin the work of generally 
extending its lines. At a meeting of the directors, held in Philadel- 
phia, it was decided to take up the matter. 


WEATHERFORD, TEX.—Mayor Moseley announces the comple- 
tion of the Weatherford interurban survey subscriptions. The 
expenses to survey the line to Mineral Wells were guaranteed by 


Fort Worth, Mineral Wells and Weatherford. The work will cost 
$3,500. | 


SPOKANE, WASH.—Announcement is made that about the 
middle of December the new Brookville-Puyallup branch of the 
Puget Sound Electric Railway will be opened for traffic. The 
completion of this line of electric railroad will enable the people 
of the Puyallup Valley to come direct to this city. 


DOWAGIAC, MICH.—Articles of incorporation have been filed 


for the Dowagiac Railway Company, the incorporators being- 


C. K. Minary, H. S. Grey and Henry Mason, of Benton Harbor, 
and the capital stock being $200,000. These gentlemen are identified 
with the Benton Harbor & St. Joseph Street Railway and Power 


Company, and it is their purpose to extend the electric line from 
Eau Claire to Dowagiac. 


BUFFALO, N. Y.—The last link connecting Erie with Buffalo by 
trolley will be completed by January 1, 1909, according to General 
Manager Calisch, of the Buffalo & Lake Erie Traction Company. The 
only gap now remaining is at Westfield, and this will soon be closed 
under action taken by the village taxpayers, who have voted $35,- 
000 toward the expense of a viaduct to connect the hills on the 
opposite sides of Chautauqua Creek. 


SPRINGFIELD, ILL.—The construction of the interurban line 
from Springfield to Quincy by way of Petersburg is an assured fact, 
according to the officials of the Springfield-Rochester line, who have 


charge of the proposed new line. Practically all of the right of 


way has been secured, and grading from the entrance of the Zoo 
park west has been carried a considerable distance. The extension 
of the city street railway line to the Zoo park next spring will 
assure an entrance into the city for the new line. 


GREELEY, COL.—At a meeting of the directors of the Burling- 
ton Interurban Railway Company, which is building a line from 
Hudson, on the Burlington, to Greeley, Pleasant Valley, Ault and 
Fort Collins, the resignation of F. O. Olson as president was 
accepted and John P. Klug, one of the wealthiest stockmen and 
land owners in Weld County, was elected to the vacancy. C. I. 
Moore, a merchant of Greeley, was elected treasurer. All surveys 
are made and grading is expected to be begun in a few days. 


GUTHRIE, OKLA.—A charter has been issued by the secretary 
of state to the Oklahoma, Kansas & Missouri Interurban Railway 
Company, of Miami, with $200,000 capital stock. The company pro- 
poses to build an interurban line from Miami through Hattonville 
and Lincolnville to Baxter Springs, Kan., twenty-two miles, at an 
estimated cost of $20,000 per mile. The proposed line goes through 
the heart of the Miami-Baxter zinc fleld and proposes to haul ore 
as well as passengers. The incorporators are: Franklin Smith, of 
Joplin, Mo.; F. O. Freeman, R. H. Holton, John Hall and D. W. 
Cooter, of Miami. 


BALTIMORE, MD.—Work on the new line of the Baltimore, 
Halethorpe & Elkridge Electric Railway is being pushed, and ft is 
probable that cars will be in operation over the route early in De 
cember. The portion of the road now in course of construction 
reaches from the terminus of the Wilkens avenue car line to Hale- 
thorpe, a distance of three and a half miles. The line branches cff 
from Wilkens avenue and runs almost parallel with the Pennsyl- 
vania tracks to Halethorpe. The road is being built over a private 
right of way, and the development will be carried only to Hale- 
thorpe for the present. The total cost of the line to Halethorpe will 
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be about $125,000, and when completed it will be operated by the 
United Railways. 


STOCKTON, CAL.—The electric road between Stockton and 
Modesto will be commenced at an early date, the financing of the 
road having been completed by Morris L. Brackett, of New York. 
Surveyors are now in the field, running the first lines between the 
two cities. It is proposed to build the road from the water front 
in Stockton out Lincoln street alongside the French Camp toll road 
through French Camp, Manteca, Ripon and on to Modesto. The 
South San Joaquin Improvement Company some weeks ago closed 
up the rights of way with the farmers on the understanding that 
they were to be transferred to the first corporation or firm that 
would build the road. The company turned over these rights of 
way to Brackett, who interested $500,000 capital. 


INDUSTRIAL ITEMS. 


THE BIRD-ARCHER COMPANY, New York city, has published 
a bulletin devoted to boiler troubles and their prevention. 


STANLEY & PATTERSON, INCORPORATED, 23 Murray street, 


New York city, is distributing a folder calling attention to the 
advantages of Marshall fuse plugs. 


THE RAIL JOINT COMPANY, New York city, announces that at 
the close of September business the total output of its base-sup- 


porting rail joints amounted to over 50,000 miles equipped during 
the past fourteen years. 


THE FRANKLIN ELECTRIC MANUFACTURING COMPANY, 
Hartford, Ct. has published some interesting information in its 
bulletin No. 7, concerning the Franklin tungsten lamp. Copies of 
this bulletin will be furnished to those interested upon request. 


THE HILL CLUTCH COMPANY, Cleveland, Ohio, manufacturer 
of power-transmitting, elevating, conveying and cement machinery, 
has issued a catalogue devoted to its collar oiling bearing. Copies 
of this catalogue will be furnished to those interested upon request. 


THE TRUMBULL ELECTRIC MANUFACTURING COMPANY, 
Plainville, Ct., in the October issue of “Trumbull Cheer,” gives some 
interesting information concerning the manufacture of switch clips, 


and illustrates the Trumbull type “A” switch for 4,000 amperes, 
250 volts. 


THE NERNST LAMP COMPANY, Pittsburg, Pa., has issued 
bulletin B, devoted to a description and illustrations of the West- 
inghouse Nernst multiple-glower lamps. These new types of Nernst 
lamps have attracted a great deal of attention, and the data con- 


tained in this bulletin will be found of value by all those interested 
in problems of illumination. i 


THE TAUNTON-NEW BEDFORD COPPER COMPANY, Taunton, 
Mass., has purchased the manufacturing interests of the W. S. Hill 
Electric Company, of New Bedford, Mass. The Hill company will 
become the electrical department of the Taunton-New Bedford 
Copper Company, and the Hill factory at New Bedford will be used 
until new quarters are prepared in Taunton. Charles S. Mendell, 
formerly treasurer and general manager of the W. S. Hill Electric 
Company, will be manager of the electrical department. 


THE CONSOLIDATED SUPPLY COMPANY, 321 Dearborn street, 
Chicago, Ill., has issued its loose-leaf catalogue No. 15. In dis- 
tributing this catalogue the company calls especial attention to 
the patented metal car roof which has just been placed on the 
market after having been tested out on a car for the past five 
years. The roof has special features fully covered by letters patent. 
The company is also calling attention to a new malleable tie plate 


which has had considerable sale, and on which patent is now 
pending. - 


THE WHEELER CONDENSER AND ENGINEERING COM- 
PANY, Carteret, N. J.. manufacturer of the well-known Wheeler 
surface, jet and barometric condensers and Wheeler centrifugal 
pumps and water-cooling towers, announces that Harry Pennington, 
of the Lumbermen’s National Bank Building, Houston, Tex., has 
been appointed its agent for Texas. Mr. Pennington has been 
engaged in the practice of mechanical engineering in Houston for 
a number of years, and has been identified with many of the large 
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enterprises in that section. He is at present consulting engineer for 
the Galveston waterworks, engineer for Houston and Fort Bend 
counties, president of the Southwestern Engineers’ and Architects’ 
clubs, and chief engineer of the state of Texas. 

THE GENERAL ELECTRIC COMPANY, Schenectady, N. Y., has 
published an attractive bulletin entitled “Steady versus Unsteady 
Voltage.” This bulletin, No. 4,619, refers particularly to the use of 
automatic feeder regulators for incandescent lighting on alternating- 
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current systems. Bulletin No. 4,622 is devoted to a description and 
illustrations of polyphase maximum-watt indicators, and bulletin 
No. 4,616 contains a detailed description of high-voltage type H 
transformers. An attractive booklet, descriptive of the General 
Electric “Multi-catch” socket has been issued, and bulletin No. 
4,618 describes the company’s new form PB polyphase generator for 
use in small power plants and isolated lighting plants where rapidly 
increasing inductive loads and low power-factors are encountered. 


Record of Electrical Patents. 


Week of October 6. 


900,165. PROGRESSIVE CUTOUT MECHANISM. Jay H. Hall, 
New York, N. Y., assignor to the Electric Controller and Supply 
Company, Cleveland, Ohio. Filed March 18, 1908. Means are 
provided for rendering the cutout driving member inoperative 

. for a predetermined travel of the driving mechanism after each 
cutout operation. 


900,169. APPARATUS FOR ELECTROPLATING METAL SHEETS. 
Henry L. Hollis, Chicago, Ill. Filed August 1, 1907. Means are 
provided for conveying sheets of metal vertically from one end 
of the vat to the other. 

900,192. ELECTRIC FURNACE. Robert McKnight, Pittsburg, Pa. 
Filed August 28, 1906. A rotating tubular furnace is heated 
by passing a draft through an electrically heated firebox. 

900,207. ELECTRIC FURNACE. James H. Reid, Cornwall, On- 
tario, Canada, assignor of one-half to Stephen Lemuel Tingley, 
Ottawa, Canada. Filed April 1, 1907. The material under treat- 
ment comes in contact with serially-arranged electrodes, and 
means are provided for varying the chemical conditions in each 
electrode chamber. 

900,208. ELECTRIC LAUNDRY IRON. Ear) H. Richardson, 
Ontario, Cal., assignor to Pacific Electric Heating Company, 
Ontario, Cal. Filed December 2, 1907. There is a thermic fuse 
in circuit with the heating unit. 

900,214. VENT-VALVE FOR AUTOMATIC TRAIN STOPS. Hiram 
G. Sedgwick, Mill Valley, Cal. Filed June 29, 1907. Means are 
provided for giving the valve a differential movement. 
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900,192.—ELEcTRIC FURNACE. 


900,215. AUTOMATIC TRAIN STOP. Hiram G. Sedgwick, Mill 
Valley, Cal. Filed September 4, 1907. Means are provided for 
manually operating the circuit-breaker and for automatically 
restoring the circuit-breaker to a normally closed position. A 
registering device is operated every time the circuit-breaker 
is released. 

900,216. AUTOMATIC TRAIN STOP. Hiram G. Sedgwick, Mill 
Valley, Cal. Filed October 28, 1907. An eccentrically geared 
mechanism imparts to the valve a quick and slow movement. 

900,217. AUTOMATIC TRAIN STOP. Hiram G. Sedgwick, Mill 
Valley, Cal. Filed January 4, 1908. A supplemental vent is 
operated after the main vent is closed. Means are provided for 
manually closing this supplemental vent. 

900,238. TELEGRAPH KEY. James Z. Tucker and Lawrence V. 
Tucker, St. Louis, Mo. Filed December 16, 1907. The throwing- 
in switch is adjacent to the key-button. 

900,266. HOOD AND REFLECTOR. George Cutter, South Bend, 
Ind. Filed October 30, 1907. A weatherproof cluster reflector. 

900,273. ELECTRIC RAILWAY SIGNAL SYSTEM. Thomas M. 
Freeble, Latrobe, Pa. Filed June 7, 1907. A lever arm and con- 
tacts are actuated by the passage of the trolley wheel. 

900,278. ELECTROLYTIC ALTERNATING-CURRENT RECTI- 
FIER. Arthur S. Hickley, Manasquan, N. J. Filed November 
12, 1907. The electrolyte contains a substance for preventing 
oxides and precipitates forming and collecting in the cell. 

900,279. ELECTROLYTIC ALTERNATING-CURRENT RECTI- 
FIER. Arthur S. Hickley, Manasquan, N. J. Filed January 16, 
1908. One electrode extends across the cell near the bottom and 
through one wall. 


900,289. SYSTEM OF CONTROL FOR ELECTRIC MOTORS. Ben- 
jamin G. Lamme, Pittsburg, Pa., assignor to Westinghouse Elec- 
tric and Manufacturing Company. Filed December 4, 1905. An 
auxiliary fleld magnet winding remains open-circuited when 
the motor is operated by alternating currents, but is closed- 
circuited on itself when the motor is operated by direct cur- 
rents. 

900,292. ELECTRIC CURLING-IRON HEATER. Wynn Meredith, 
San Francisco, Cal., assignor to Pacific Electric Heating Com- 
pany, Ontario, Cal. Filed September 25, 1907. The heating 
element is adapted to receive a curling iron. 


900,295. ELECTRIC HEATING DEVICE. William C. Mortensen, 
Salt Lake City, Utah, assignor of one-half to Joseph R. Harris, 
Woodruff, Ida. Filed April 6, 1908. Resistance lamps are con- 
tained between an outer and inner cylinder. 


900,304. ELECTROMAGNET FOR TELEGRAPHONES. Peder O. 
Pederson and Valdemar Poulsen, Copenhagen, Denmark, as- 
signors to American Telegraphone Company. Filed April 9, 
1902. Means are provided for directing an effective number of 
lines of force outside the coil. 


900,320. CIRCUIT-INTERRUPTER. Cullen B. Snell, Bradford, 
Mass. Filed February 18, 1907. The circuit-operating device is 
yielding supported by a plurality of contact springs. 


900,340. APPARATUS FOR ELECTROPLATING. John A. Yunck, 
South Orange, N. J. Filed November 8, 1906. The cathode, or 
negative pole, is adapted to hold an incandescent electric lamp. 
The anode has its operative face shaped to conform to the adja- 
cent surface of the lamp bulb. 


900,344. MAGNETIC OPERATING MEANS FOR CAMERA SHUT- 
TERS. Arnold Bartels, Los Angeles, Cal., assignor of one-half 
to Rosa Hug, Los Angeles, Cal. Filed June 10, 1907. The 
shutter-operating arm is actuated by means of an electromagnet. 


900,359. CHANGING BATTERIES IN ELECTRICALLY PRO- 
PELLED VEHICLES. Albert J. Doty, Mount Vernon, N. Y., 
assignor of one-half to Charles Berg, Philadelphia, Pa. Filed 
February 3, 1908. Battery trucks are disposed on opposite sides 
of the vehicle, in position to deliver a battery to one side of 
the battery receptacle, and receive a battery from the other side. 


900,370. BLOCK-SIGNALING SYSTEM. John S. Holliday, Wil- 
kinsburg, Pa., assignor to the Union Switch and Signal Com- 
pany, Swissvale, Pa. Filed February 21, 1908. The track rails 
are electrically continuous for all currents and equipped with 
synchroscopic relays having a movable element connected 
across the track rails. 


900,372. ANTISEPTIC MOUTHPIECE FOR TELEPHONES, 
SPEAKING TUBES, ETC. Milton S. Hufschmidt, San Fran- 
cisco, Cal. Filed April 7, 1906. A porous disc extends trans- 
versely across the interior of the mouthpiece. 


900,382. MOISTURE-PROOF CASE FOR INSULATED WIRES. 
Adrian L. Joynes, Paducah, Ky., assignor of one-third to Charles 
L. Meyers, St. Louis, Mo. Filed June 4, 1906. A terminal head 
adapted to be hermetically sealed by screw-threaded rims and 
sectional washers. 


900,386. TELEPHONE TRANSMITTER. “Adolph G. Kaufman and 
Leopold J. Lippmann, New York, N. Y., assignors to American 
Callaphone Company, New York, N. Y. Filed January 19, 1907. 
The diaphragm is actuated by a plurality of mouth-plieces. 


_ 900,387. TELEPHONE RECEIVER. Adolph G. Kaufman and 


Leopold J. Lippman, New York, N. Y., assignors to American 
Callaphone Company, New York, N. Y. Filed February 7, 1907. 
A loud-speaking receiver. 


900,392. SOUND RECORDING AND REPRODUCING INSTRU- 
MENT. Georg Kirkegaard, New York, N. Y., assignor to Stil- 
son Hutchins, Washington, D. C. Filed November 18, 1899. 
Means are provided for successively magnetizing a number of 
bodies in accordance with sound waves and a diaphragm sub- 
jected to the successive action of said bodies. 

900,404. TELEPHONB DESK SET. Rap H. Manson, Elyria, Ohio, 
assignor to Dean Electric Company, Elyria, Ohio. Filed August 
23, 1907. Means are provided within the upright for securing 
the upper hinge member to the base. 
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900,416. ELECTRIC GLOW LAMP. Walther Nernst, Gottingen, 
Germany, assignor, by mesne assignments, to Nernst Lamp 
Company, Pittsburg, Pa. Filed March 29, 1898. The element 


comprises a mixture of zirconium oxide and another refractory 
metal oxide. 


900,420. VARIABLE-SPEED MOTOR. Alvin A. Pifer and Charles 
E. F. Ahlm, Cleveland, Ohio, assignors, by mesne assignments, 
to F. B. Wagner, Cleveland, Ohio. Filed February 14, 1906. 
The regulator is equipped with two pole-shoe sections adapted 
to be moved from and toward each other. 


900,426. SHADE AND SOCKET FOR INCANDESCENT LAMPS. 
Benjamin P. Rucker, Wilkinsburg, Pa. Filed June 21, 1906. 
The lamp socket is located entirely within, and sheathed by, 
the cap or dome of the shade. 


900,429. ELECTROSONATOR. Ryusai Sakamoto, Tokyo, Japan. 
Filed April 11, 1907. A regulating socket is moved laterally to 
vary its point of contact on a spring plate. 


900,447. ANTISEPTIC ATTACHMENT FOR TELEPHONES. 
Frank C. Tabler, St. Louis. Mo., assignor of fifty-one one-hun- 
dredths to Gus V. R. Mechin, St. Louis, Mo. Filed January 24, 
1908. Fibrous material is arranged in front of, and parallel to, 
the diaphragm of the telephone. Means are provided for sup- 
plying said material with an antiseptic medium. 


900,456. BLOCK-SIGNAL SYSTEM FOR RAILWAYS. James T. 
West, Rockingham, N. C. Filed March 25, 1908. A signaling 
circuit is adapted to be carried by a train or vehicle having a 
suitable signaling device therein responsive to current impulses 
through the track circuit. 
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900,289. —SYSTEM OF CONTROL FOR ELECTRIC MOTORS. 


900,458. TELEPHONE TESTING SYSTEM FOR PARTY LINES. 
Charles S. Winston, Chicago, Ill., assignor to Kellogg Switch- 
board and Supply Company, Chicago, Ill. Filed May 31, 1905. 
Means are provided whereby a special tone is produced in the 
operator’s receiver when the busy circuit is closed. 


900,476. COVER FOR ELECTRIC BATTERIES. Horatio J. Brewer, 
New York, N. Y. Filed May 29, 1908. The cover is arranged to 


Gi the carbon and zinc elements and effect a moisture-tight 
cell. 


900,478. ALTERNATING-CURRENT MOTOR. James H. Bryson, 


St. Louis, Mo., assignor to Wagner Electric Manufacturing Com- 
pany, St. Louis, Mo. Filed October 7, 1907. Means are pro- 
vided for shifting the pole phases. 


900,486. ELECTRIC FURNACE. Erik Cornelius, Trolhittan, 
Sweden. Filed July 9, 1908. One electrode is fixed and the 
other is adapted to travel along the top of the chamber. 


900,489. TELEPHONE EXCHANGE SYSTEM. William W. Dean, 
Elyria, Ohio, assignor to the Dean Electric Company, Elyria, 


Ohio. Filed October 18, 1906. An automatic ringing device 


comprising a ringing relay with line and generator connections. 


900,493. APPLIANCE FOR THE CURE OF RHEUMATISM AND 
OTHER DISEASES. Daniel R. Dewey, Hamilton, Ontario, 
Canada. Filed December 26, 1907. A blue-glasg receptacle 
encloses an electric light filament, and is covered with a per- 
forated non-combustible substance. 


900,502. ELECTRODE FOR ELECTROLYTIC PURPOSES. Paul 
Ferchland, Berlin, and Joseph Nussbaum, Charlottenburg, Ger- 
many. Filed November 5, 1906. The conductors are dipped 
into a solution of lead sale, and current passed through said 


conductors and solution until a deposit of considerable thick- 
ness is formed. 
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900,529. PROGRAMME ATTACHMENT FOR CLOCKS. Julius W. 


Hansen, Princeton, Ind. Filed February 28, 1908. Means are 
provided to close an electrical circuit at any desired time. 


900,542. ELECTRIC GENERATOR. Gottlob Honold, Stuttgart, 


Germany. Original application filed April 30, 1902. A _ high- 
tension spark generator. 


900,553. TELEGRAPHIC RELAY. Isidor Kitsee, Philadelphia, Pa. 


Filed February 14, 1908. Means are provided to lower the re- 
sistance of a series of independent selenium cells through in- 
coming impulses, and to move after each impulse the selenium 
cell formerly in the local circuit out of said circuit, and to 
move a selenium cell formerly out of said circuit in operative 
connection with said circuit. 


900,420.— VARIABLE-SPEED MOTOR. 


900,555. CONTROLLING SYSTEM FOR ELECTRIC MOTORS. 
Benjamin G. Lamme, Pittsburg, Pa., assignor to Westinghouse 
Electric and Manufacturing Company. Original application 
filed December 4, 1905. Means are provided*for arranging the 
circuit relations of the motors in accordance with the character 
of the energy supplied thereto. 


900,571. SECONDARY BATTERY. William Morrison, Chicago, Ill. 
Filed June 8, 1903. A reversible electric galvanic battery. 


900,597. PROCESS FOR PRODUCING AN ELECTROLYTIC DE- 
POSIT OF METALLIC CHROMIUM. Franz Salzer, Dresden, 
Germany. Filed January 16, 1908. Metallic chromium is 


produced by employing a bath containing a mixture of chromic 
acid and chrome oxide. 


900,602. MASSAGE VIBRATOR. William G. Shelton, Chicago, Ill. 
Filed September 3, 1907. A motor operates the vibrating head. 


900,478. —ALTERNATING-CURRENT MOTOR, 


900,618. AUTOMATIC CIRCUIT-CLOSER FOR ELECTRIC-LAMP 
HOLDERS. William D. Tickner and Lucius C. Tickner, Blan- 
chardville, Wis., assignors of one-half to Charles M. Crowell, 
Blanchardville, Wis. Filed February 3, 1908. The movement 


oe the plunger closes the circuit and shifts the position of the 
amp. 


900,641. ELECTRIC FIRE ALARM. Harry Anderson, Haddon- 


field, N. J. Filed February 14, 1908. Fusible means are pro- 
vided between a movable lug and a stationary lug. 


900,658. REMOTE-CONTROL ELECTRIC SWITCH. Jay S. Bristol, 


Gillespie, Ill. Filed April 6, 1907. Means are provided for de- 
termining the direction of circuit closers. 


900,676. TELEPHONE EXCHANGE SYSTEM. Ray H. Manson, 
Elyria, Ohio, assignor to the Dean Electric Company, Elyria, 
Ohio. Original application filed February 1, 1907. A plurality 


of ringing generators is adapted to supply current of different 
frequencies. 
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MUNICIPAL STREET LIGHTING CONTRACTS. 

Among the problems of central station work which involve 
close appreciation of both technical and commercial elements 
for the largest success and most lasting satisfaction between a 
company and its customers the modern street lighting contract 
takes a prominent place. The taxpaver realizes that the cost of 
street lighting is a direct charge, and while he may be a power 
consumer in his private business, it is easy for him to look 
upon street lighting costs as sheer outgo, in comparison with 
the definite results which he obtains on his own premises for a 
given expenditure devoted to lighting or motor service. The 
approach of a renewal time in a street lighting contract is 
only too often the signal for unfair attempts on the part of 
the politicians to scale down the charges for service, and as 
everybody is interested in the quality and amount of illumina- 
tion provided in the thoroughfares of a city buying central 
station current, it is easy to stir up public opinion on the rate 
question. A most important part of the central station man- 
agers work is therefore the study of street lighting conditions 
in other communities, in ordet to meet unfair attempts to secure 
reductions by definite explanations of differences in local condi- 
tions that justify differences in rates or service, and to provide 
on the other hand the best service that is available in the art. 

The form of strect lighting contract desirable will naturally 
vary widely in different cities and towns, but in general the 
more definite the contract as to the service to be rendered, the 
price to be charged, the privileges of the two parties, and the 
inclusion of possible new conditions, the less opportunity there 
will be for future disagreement. 


A well-drawn contract will, it would appear, state definitely 


the extent of service and its duration, with the course to be 


followed in case a named maximum number of lights are desired 
to be exceeded by the city. It is desirable from the city’s stand- 
point to state in the contract that the price named covers the 
service, the company being required to bear the cost of generat- 
ing the current, and as a rule paying for the supplying and 
maintenance of all lamps, poles, wires and attachments. The 
rating of the lights is obviously one of the most vital points to 
define, and all hazy specifications should be avoided on this 
point. Thus, in a recent contract the lighting unit is specified 
as of “not less than two thousand nominal candle-power, and as 
long as the present type of alternating-current lamps are used 
the current supplied shall be not less than seven and one-half 
amperes intensity, and the apparent watts shall be not less than 
540 at the lamp.” This particular specification wiscly brings 


the lamp size down to accurately and easily measurable quanti- 
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ties, and still provides for future improvement in the art. Too 
close a specification on a single point tends to prevent the munic- 
ipality from enjoying the advantages of progress in equipment 
manufacture, as in the case of an eastern city which required 
the company to supply incandescent lamps of a certain wattage 
each, regardless of their candle-power. 

The privilege of installing testing instruments, either of the 
indicating or recording type, is sometimes allowed the munici- 
pality, and it is not considered unfair to the company to require 
recording ammeter charts showing the hours of service and the 
outages to be submitted with each bill. Either party may right- 
fully demand the recalibration of the recording meter at any 
time. The place where such meters may be installed, and the 


reduction allowed on outages should also be stated. In one recent 


contract of this character the bill is reduced two cents per 
hour per lamp for each ampere or fraction thereof that the 
current falls below 7.5 amperes, up to a total of four cents per 
lamp per hour. Right to use the public thorowghfares for con- 
struction of street lighting equipment and its maintenance may 
properly be incorporated in the contract, to save time and for- 
mality in regard to permits when work is to be done. No charge 
should be made by the municipality to the company for any pole 
or fixture work under the duties of the street lighting service. 

Unless the terms of lighting and extinguishment are posi- 
tively and definitely set forth in such a way that no possible 
misunderstanding can arise, the contract is faulty. If any light- 
ing schedule or table is referred to it should either be included 
in the contract text or attached ab an included supplement. An- 
other wise provision is to specify the heights permissible for 
lamp suspension, the quality of fittings desired and the con- 
ditions under which tree trimming may take place. Continu- 
ous service is so essential to this class of work that generally a 
brief statement to the effect that the company shall maintain 
a patrol system and emergency force required to handle outages 
or defects at the earliest feasible moment on report from police 
officers or individuals is all that is needed. In some cases it 
is desirable for the company to furnish the city a map, showing 
the location of all poles, wires and lamps used in the arc serv- 
ice, filing a new and corrected map at the office of the city en- 
gineer whenever a change of any consequence is made. A fair 
appreciation of mutual conditions will do much to create good 
feeling and avoid disagreements. The right of the city to install 
and maintain fire-alarm and other municipal signaling wires on 
the lighting poles for street service is frequently considered fair 
by central stations. The day of the month upon which payments 
are due from the city may properly be included. If at any time 
the city desires new types of equipment for use in its street 
lighting service, the contract ought to provide the course to 
be followed in conference with the company, together with pro- 
vision for appeal to an arbitrating authority in case of disagree- 
ment. The central station can request the inclusion of a pro- 
vision for the extension of the contract for given period if it 
desires, without going to the trouble of rewriting the contract 
in detail. 
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ELECTRIC POWER IN SOUTHERN MILLS. 

Cotton mills in the South are rapidly abandoning steam 
plants in favor of power from the hydroelectric companies. 
One of the hydroelectric systems in the Piedmont region of 
North and South Carolina, where the majority of the southern 
cotton mills are located, is now operating more than seventy 
of these mill plants, and most of the mills have been connected 
to its lines within the past two years. 

As a rule, these cotton mills operate about 3,300 hours per 
year, when there is enough business, and electric power is usu- 
ally sold to them at so much per kilowatt-hour, recorded by a 
meter, so that the only payment by a mill is for energy received. 

Rates vary, but eight-tenth cent per kilowatt-hour, or about 
&26 per kilowatt for an operating year of 3,300 hours, is a 
common rate, while some mills do better than this. Lower rates 
are made to mills that own substations and receive their energy 
at the voltage of transmission than to mills that are supplied 
with current at motor voltages by the hydroelectric companies. 

Formerly most of the motors in cotton mills were operated at 
about 550 volts, and substations were designed to distribute cur- 
rent at this voltage. As this practice tended too much to the 
multiplication of small substations, of less than 1,000 and even 
less than 500 kilowatts capacity each, with a high cost per 
kilowatt, the hydroelectric companies have offered some in- 
ducements in rates to mills taking current at about 2,000 volts, 
and many mills now operate motors at this voltage. Where a 
mill operates with individual motors of twenty-five-horse-power 
or less for its looms, it is often necessary to step down the 2,000- 
volt current to 550 volts. 

Most, if not all, of the electric power supplied to cotton mills 
in the Piedmont region is three-phase at sixty cycles. The choice 
of sixty cycles by the hydroelectric companies appears to have 
been mainly influenced by the fact that mills using electric drive 


from local power plants, when the electric companies came into | 


the field, were mostly equipped with sixty-cycle motors, that the 
power demands of the cotton mills were much greater than any 
railway loads in prospect, and that generators, transformers and 
motors are cheaper for sixty than for twenty-five cycles. 

Cotton-mill loads are remarkably constant during the hours 
of each day when in operation, so that a large generating station 
driving dozens of these mills on a long transmission line shows 
a variation of less than ten per cent in load from 6 A. m. to 
6 r. M., except at the noon hour. For this kind of load the 
highest points appear to be reached at about 9 A. M. and 3 P. M. 
The consumption of electric energy from day to day is also 
very uniform in cotton mills, the variation being usually less 
than ten per cent, except on Saturday when the hours of opera- 
tion are less than on other week-days. 

Southern cotton mills may be contrasted with those in the 
North as to the larger number of the former often found in 
one city or town, and as to their consequent small capacity. 
The average power required by the southern cotton mill is there- 
fore small. 


One of many illustrations on this line may be noted at Con- 
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cord, N. C., a city of 7,910 people in 1900, where there are 
ten different cotton mills with a combined equipment of 149,- 
310 spindles, 3,495 looms and electric motors and steam engines 
of 5,610 horse-power. The average equipment for each of these 
ten mills is thus 14,931 spindles, 349 looms, and driving appara- 
tus of 561 horse-power. In five of these Concord mills the driv- 
ing power is taken from the transmission lines of a hydroelectric 
company. 

Records of operation here presented for two southern cotton 
mills show well the uniform character of their loads, and conse- 
quent high-load factors. One of these is a cotton-spinning 
mill operating sixty-six hours per week, and during one week 
of normal operation the total consumption of electric energy 
was 12,650 kilowatt-hours, giving an average load of 191.6 kilo- 
watts. The meter indication of power in use at this mill was 
taken at about 2 P. M. on two days and was found to be 208 
and 210 kilowatts respectively. During twelve months, frequent 
observations of the meter disclosed a maximum load of about 
220 kilowatts at this mill. On this observed maximum the 
average of 191.6 kilowatts gives a load factor of eighty-seven 
per cent. | 

Another cotton mill is supplied with electric current at about 
2,000 volts from transformers of 475 kilowatts total capacity, 
for motors of 445 aggregate horse-power, driving 14,000 spindles 
and 800 looms. This mill operates sixty-two hours per week, and 
driving one week of normal operation the energy consumed 
amounted to 19,050 kilowatt-hours, corresponding to an average 
load of 307 kilowatts per day. During a period of twelve months 
the maximum reading of the meter at this mill showed a load 
of 320 kilowatts, so that the load factor, on the basis of the 
average of 307 kilowatts noted above, was ninety-six per cent. 
Another normal week of operation at this last-named mill showed 
a consumption of 19,650 kilowatt-hours, corresponding to an 
average load during the hours of operation of 317 kilowatts 
and to a load factor of ninety-nine per cent. So high a load 
factor raises a doubt as to the accuracy of the reported maximum 
load of 320 kilowatts during the entire year, but in any event 
the load factor is very high. The load factor here considered 
is, of course, taken for the hours of operation only and not for 
the entire twenty-four hours of each day. 

At the last-named mill the motor capacity of 445 horse- 
power is the equivalent of 333 kilowatts, and with an efficiency 
of ninety per cent the power demand with all motors at rated 
load would be 370 kilowatts. The average load of 317 kilowatts 
is thus about eighty-five per cent of the demand of all motors 
at normal load. 

Several of the above features of its cotton-mill loads make 
the South an attractive field for the construction of hydroelectric 


plants. As the cotton factories are split up into rather small 


units that require only 500 to 600 horse-power each, on an aver- 
age, the cost of steam power at each mill must be greater than 
it is in the larger plants at the North, and this tends to keep 
up the price of electric power. Besides this, few industries 
show better load factors than those indicated above. 
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MACHINERY DATA FOR PURCHASERS. 

Whenever an intending purchaser of machinery asks a manu- 
facturer for technical data regarding his product it is more 
important than is always appreciated to supply information of 
this character promptly. A well-conducted district office should 
usually be provided with all the important dimensions of stand- 
ard apparatus, its capacity under clearly defined conditions of 
service and its approximate cost for preliminary figuring. Where 
special machinery must be designed and built or where standard 
equipment must be somewhat modified in order to effect a sale 
it is out of the question to expect the manufacturer to supply 
detailed figures at short notice, but certainly so far as regular 


products are concerned there is little excuse for delay. 


There is no doubt that some prospective purchasers call for 
data with very little idea of awarding the contract to the com- 
pany which supplies them, and sometimes even the buyer of ap- 
paratus will ask for the most minute details of the equipment- 
points which do not concern him in the slightest direct way in the 
matter of operation. In the sale of a new design of electric 
motor, for instance, a purchaser may call upon the manufacturer 
to give him a copy of the detailed design, showing the exact 
cross-sections of the magnetic circuits, the number of turns of 
wire on each coil, dimensions of commutator bars, bearing sur- 
face and many other facts. Whether the manufacturer gives out 
this sort of information willingly or not, most of it can be de- 
termined if the purchaser cares to take the trouble, so there is 
little reason to hold back such data from bona-fide purchasers. 
It may be well to request that the information be kept as con- 
fidential, and most buyers of machinery are willing to accede to 
a reasonable request of this sort, but after all, mere possession 
of the statistics of a machine design far from qualifies the holder 
to reproduce the actual apparatus. It is entirely proper, how- 
ever, that the innermost details of a costly machine design should 
be difficult of access, protected though they may be by patent 
rights. 

It is an actual fact that the failure to furnish such informa- 
tion as the capacity of apparatus, its over-all dimensions, weights, 
number and size of important parts, areas of working sections, 
etc., at an early stage of the negotiations with a prospective 
purchaser may result in serious delay to all parties concerned. 
and if these data are withheld after the apparatus is installed. 
considerable inconvenience may result. Particularly when sud- 
den interruptions of service occur is it essential to know the 
principal technical data of a piece of machinery in order to 
expedite repairs and the replacement of extra parts that may 
often have to be ordered by wire. Among the loose ends which 
remain to be cleared up after a new installation begins service 
there is nothing of more importance to the purchaser than the 
possession of sufficient information to enable him to maintain 
as well as operate the apparatus. A narrow policy in supply- 
ing blue prints and other important data on the part of a manu- 
facturer may easily prejudice the purchaser against him in 
future selections of equipment. 
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Street Railway Conventions. 


Meetings of the American Street and Interurban Railway Association, the Accountants’, Engincering, Claim 
Agents’ and Transportation and Traffic Associations, Atiantic City, N. J., October 12-16. 


HE annual meetings of the American 
Street and Interurban Railway As- 
sociation and its affiliated organiza- 

tions, the Accountants’, Engineering, 
Claim Agents’ and Transportation and 
Traffic Associations were held at Atlantic 
City, N. J., October 12 to 16. Sessions 
were held on the morning and afternoon 
of each day, and in addition to the ex- 
hibit of the Manufacturers’ Association 
there were a number of entertainments 
which were greatly enjoyed. 

On Monday the Atlantic City Business 
League held a carnival, with a military 
parade and industrial parade on Atlantic 
Avenue. In the evening there was a dis- 
plav of fireworks and a musical carnival 
near the city hall. Vater in the evening 


an informal dance was given in the 
ballroom of the Marlborough-Blenheim 
Hotel. 

On Tuesday evening the annual recep- 
tion of the associations was held in the 
solarium of the Marlborough-Blenheim. 
The soloists were Miss Margaret Keyes 
and Oley Speaks. 

On Wednesday afternoon the ladies of 
the associations were entertained at the 
Country Club of Atlantic, City. On Wed- 
nesday evening the Manufacturers’ ama- 
teur vaudeville and theatrical perform- 
ance was given at the Savoy Theatre. 

On Thursday afternoon the ladies of 
the convention were tendered an enter- 
tainment in the solarium of the Marl- 
borough-Blenheim Hotel, Miss Amy Grant 


giving a series of musical readings. On 
Thursday evening there were theatre 


parties at the Apollo and Savoy Theatres. 

On Friday evening there was an enter- 
tainment in the solarium of the Marlbor- 
ough-Blenheim. 

Headquarters were established for con- 
vention registration and other business on 
Young’s million-dollar pier. The Ameri- 
can association and Manufacturers’ as- 
sociation established hotel headquarters 
at the Marlborough-Blenheim, the Ac- 
countants at the Chalfonte, the Engineer- 
ing association at the Dennis, the Claim 
Agents at the Travmore, and the Trans- 
portation and Traffic association at the 
Travmore. 

The morning of Monday was given over 
to the registration of the delegates and 
guests and to preparation for the technic- 
al sessions, 


The American Street and Interurban Railway Association. 


HE first meeting of the American 
Street and Interurban Railway As- 
sociation was called to order at 3 

P. M. on Tuesday by Vice-President Shaw, 
acting as chairman in the absence of Presi- 
dent Calvin G. Goodrich. Mr. Shaw read 
a letter from the president expressing his 
regret at being unable to be in attendance 
at the convention. 


The report of the executive committee. 


was read and approved. 

The secretary’s annual report was pre- 
sented and accepted. 

The annual address of President Good- 
rich was read by Mr. Shaw, It contained 
several suggestions concerning the future 
policy of the association. The sug- 
gestion that the association appoint sep- 
arate times and places for-holding the 
annual conventions of certain of the af- 
filated associations was discussed, and it 
was considered inadvisable on account of 
the importance of the subject to take im- 
mediate action. A resolution was intro- 
duced by W. G. Ross and adopted as fol- 
lows: “That a discussion be held at 
Thursdav’s session with the idea of ap- 
pointing a committee to study the ques- 
tion. this committee to make a report, 
which is to be distributed among the mem- 
bers.” 

The Committee on Badges reported that 
a badge for associate members had been 
adopted, Na 

The report of the Committee on Mem- 


bership was presented, followed by the re- 
port of the Committee on Subjects. 

The final business of the session was the 
hearing of the report of the Committee 
on State and Federal Regulations. 

The Wednesday session was called to 
order by Vice-President Shaw at 2.15 P. M. 

The report of the Committee on Educa- 
tion was presented by Professor A. S. 
Richey, in the absence of the chairman, 
H. H. Norris. This report described the 
apprenticeship courses adopted by the 
New York Central Railroad Company, the 
Master Mechanics’ Association, the Trus- 
tees’ Gas Educational Fund, and the Edi- 
son companies. The results of the 
apprenticeship work have been very satis- 
factory, and the report concludes that the 
example being made by the railway and 
lighting industries in the training of em- 
plovés indicates the importance and value 
of the work. Some form of cadet or ap- 
prentice plan seems necessary to the hest 
development of emplovés, but the plan 
must be adapted to local conditions. 

This report was discussed hy Professor 
D. C. Jackson, who said that. but few elec- 
tric railway corporations had shops and 
construction organizations of such mag- 
nitude as to make it desirable to estab- 
lish an apprentice course. On the other 
hand, there are many companies employ- 
ing large numbers of men who are with- 
out advanced technical training, Such 


companies would find it well worth while 
to establish courses of training, and it 


seemed that the extension of the cadet 
svstem among the various electric railway 
companies would lead to an ultimate en- 
largement of the body of competent and 
able engineering and executive officers 
which the companies would have to draw 
from. 

The report was also discussed by C. H. 
Hile, of the Boston Elevated Railway 
Company; Howard F. Grant, who de- 
scribed the system employed by Stone & 
Webster, and L. H. Storrs. : 

W. Caryl Ely delivered an address o 
the subject “How Can the American 
Street and Interurban Railway Associa- 
tion and Its Affiliated Associations Be 
Made of the Greatest Value to the Mem- 
ber Companies” ? 

Mr. Ely believes that the different classes 
of work should be subdivided and com- 
mitted to the care of various committecs, 
so that ample time could in that way be 
had for proper investigation. 

A communication was presented from 
the Electric Railway Journal, offering to 
compile and publish, free of any cost to 
the organization, an electric railway dic- 
tionary, and requesting the association to 
name an editing committee, this com- 
mittee to be an advisory committee on the 
publication of the dictionary. This prop- 
osition was approved and the following 
committee appointed by the chairman: 
H. H. Adams, New York; Paul Winsor, 
Boston; Richard McCulloch, St. Louis. 

The. constitution and by-laws of the 
American Street and Interurban Trans- 
portation and Traffic Association were ap- 
proved, and a communication from the 
J. Q. Brill Company was read, offering 
a prize to students in the technical schools 
of the country for the best thesis on city 
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and interurban cars. It was decided to 
authorize the incoming president to ap- 
point a judge to act in conjunction with 
S. M. Curwen and H. W. Blake. 

The Thursday session of the American 
association was called. to order by Vice- 
President Shaw at 2.50 o’clock. 

The report of the Committee on In- 
surance was presented and accepted. 

E. G. Connette, chairman of the Com- 
mittee on Welfare of Employés, presented 
the report of this committee. 

Following the discussion on this re- 
port, the report of the Committee on 
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Nominations was presented and accepted 
as follows: President, James F. Shaw, 
Boston, Mass. ; first vice-president, Arthur 
W. Brady, Anderson, Ind.; second vice- 
president, Thomas N. McCarter, Newark, 
N. J.; third vice-president, Gen. O. H. 
Harries, Washington, D. C.; fourth vice- 
president, Charles N. Black, San Fran- 
cisco, Cal. 

The Committee on Resolutions pre- 
sented a report thanking the Manufac- 
turers’ association for bringing together 
the elaborate collection of railway ap- 
pliances on exhibition. The report also 
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presented resolutions thanking the mayor 
of Atlantic City, the Atlantic City Busi- 
ness Men’s League, the Atlantic City 
Hotel Men’s Association, the technical and 
local press, the officers and committees of 
the association, the committee which had 
carried out the conferences with the In- 
terstate Commerce Commission on depre- 
ciation, and President Goodrich. 

Resolutions of regret upon the death of 
C. Densmore Wyman and John A. Brill 
were also presented. 

The convention of the American asso- 
ciation was then adjourned. 


The Accountants’ Association. 


HE twelfth annual meeting of the 

American Street and Interurban 

Railway Accountants’ Association 
was called to order at the Chalfonte Hotel 
at 10 a. M. Wednesday by R. N. Wallis, 
acting president. — 

The records of the last meeting were 
read and approved, and Mr. Wallace de- 
livered the annual address of the. presi- 
dent. 

Acting Secretary H. E. Weeks read the 
report of the executive committee, recom- 
mending an addition to Section 1 of the 
by-laws, as follows: “All past-presidents 
of the American Street and Interurban 
Railway Accountants’ Association and its 
predecessor, the Street Railway Account- 
ants’ Association of America, shall be hon- 
orary members of the executive committee 
without the right to vote.” 

The appointment of a committee upon 


inter-line accounts was also recommended. 


W. H. Forse, Jr., explained that the 
Central Electric Accounting Conference, 
an informal association composed of the 


accountants of various electric railways in 
the Central States, had been organized in 
order that the accountants might get to- 
vether and discuss matters of mutual in- 
terest at more frequent intervals than the 
meetings of the national association af- 
forded. At a meeting im Indianapolis 
recently the subject was brought up, and 
it was suggested that the American. asso- 
clation be asked to act in the matter, so 
that it would be broader in its scope, and 
not only affect the railways in the Central 
States, but all the electric railways in the 
country that are interested in inter-line 
accounting. It was decided that the chair 


The Engineering Association. 


HE American Street and Interurban 
‘Railway Engineering Association 
held sessions on Tuesday afternoon, 
Wednesday morning and Wednesday after- 
noon, and Friday morning and afternoon. 
The sessions were devoted entirely to the 


appoint a committee of five to act on this 
matter. 

The report of the treasurer showed that 
the expenditures during the fiscal year 
were $1,794.66. Standard classifications 
sold during the year amounted to $119.50. 

F. W. Sweney, special examiner Inter- 
state Commerce Commission, addressed 


the meeting, and stated that the commis- 


sion had issued three classifications which 


will become effective on January 1. He 


was satisfied that if there were any points 
in which the classifications were not clear 
they could be developed, and that the com- 
mission would be glad at any time to re- 
ceive suggestions with regard to any points 
which might be disputed. 

A. R. Patterson read a paper entitled 
“Organization of the Accounting Depart- 
ment of an Electric Railway and Light 


' Company.” 


There was considerable discussion on 
this subject, and the meeting adjourned 
after the appointment of nominating and 


‘ resolution committees. 


The Thursday session of the Account- 
ants’ association was called to order at 
10.20 a. M. Fred G. Simmons, president 
of the Engineering association, addressed 
the meeting, and his recommendation for 
the appointment of a joint committee was 
referred to the incoming executive com- 


- mittee. 


Ellis G. Carpenter, representing the 
Claim Agents’ Association, addressed the 
convention, followed by William H. Forse, 
Jr., who presented a paper entitled “In- 
ter-Line Accounting of Interurban Rail- 
wavs.’ 


Mr. Forse was followed by A. F. Weber. 


' statistician for the Public Service Com- 


mission for the First District, New York, 
who made a brief address. 

The Friday session of the Accountants 
was called to order at 10.20 a. M., and the 


reports of committees, taking up the spe- 
cial work which comes under the jurisdic- 
tion of the engineering department, and 
on Friday afternoon the following officers 
were elected: President, Paul Winsor, Bos- 
ton, Mass. ; first vice-president, F. H. Lin- 


paper by A. B. Bierck, entitled “Effect of 
Electrification on Accounting Methods of 
Steam Railways,” was read by Acting Sec- 
retary Weeks. 

Frank R. Henry, who resigned as presi- 
dent of the association during the year 
because of his resignation from the United 
Railways Company, of St. Louis, to en- 
gage in other business, was elected an 


-honorary member of the association. 


The incoming executive committee was 
directed to take up with the Transporta- 
tion and Traffic association the desira- 
bility of the appointment of a joint com- 
mittee to consider questions of interest to 
that organization and the Accountants’ 
association. It was also proposed that 
similar committees be created with the 
Claim Agents’ association and with the 
Engineering association. 

It was voted to direct the incoming 
president to request the president of each 
of the various state electric railway asso- 
ciations to appoint one member to keep the 
member companies in such associations in 
touch with the work of the Committee on 
Standard Classification of Construction 
and Equipment Accounts and form of re- 
port of the Accountants’ association. 

Acting President Wallis appointed the 
following Committee on Inter-Line Ac- 
counts: W. H. Forse, Jr., Indiana Union 
Traction Company, chairman: Irwin Ful- 
lerton, Detroit United Railway Company ; 
C. L. Wight, Interurban Railway Com- 
pany, Des Moines, Towa. 

R. N. Wallis; treasurer of the Fitch- 


burg & Leominster Street Railway, Fitch- 


burg, Mass., was clected president for the 
ensuing year. The office of secretary and 
treasurer is purely honorary. H. E. 
Weeks, secretary and treasurer of the Tri- 
City Railway Company, Davenport, Iowa, 
was elected to fill this position, - 

The convention was then adjourned. 


coln, Philadelphia, Pa.; second vice-presi- 
dent, W. H. Evans, Buffalo, N. Y.; third 
vice-president, W. J. Harvie, Utica, N. Y.; 
secretary and treasurer, John W. 
Corning, Boston. Executive committee: 


William Roberts, Akron Ohio; E. O. Ack- 
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erman, Columbus, Ohio; L. L. Smith, 
Highwood, Ill.; Martin Schreiber, New- 
ark, N. J. 

TUESDAY AFTERNOON SESSION. 

The first session of the Engineering as- 
sociation was called to order by President 
Fred G. Simmons at 2.45 P. M. on Tues- 
day. President Simmons then delivered 
his annual address. He stated that the 
idea of carrying on the work of the as- 
sociation by means of standing com- 
mittces had been put into effect to such 
an extent that all the work presented by 
the association this year, excepting only the 
question box, was carried on by the stand- 
ing committees. At the present time there 
were committees covering practically the 
entire field, but it will undoubtedly be 
found desirable to add, to change and to 
supplement these committees as further 
progress is made. It was advisable that 
the standing committees endeavor to make 


definite recommendations as their work 
progressed. 


He called attention to the lack of co- 


operation on the part of some member 
companies with regard to filing complete 
answers to the data sheets distributed by 
the standing committees. 

The report of the executive committee 
was presented, which was adopted. 

The report of the secretary and treas- 
urer was presented. This showed that the 
expenditures during the fiscal year end- 
ing October 16 were $1,983.86. There was 
a balance on hand of $4.37. The asso- 
ciation received from the American as- 
sociation $1,950, and from miscellaneous 
sources $38.23. 

The report of the Committee on Main- 
tenance and Inspection of Electrical 
Equipment was presented. This report 
was prepared by L. L. Smith, chairman; 
E. T. Munger, C. C. Long, L. W. Jacques 
and F. P. Maize. It was abstracted 
briefly by Mr. Munger. 

This report was developed along the 
same general lines as were followed last 
year. Specifications for important items 
of supplies were added and the rules gov- 
erning the maintenance and inspection 
amplified. The general subject of the 
report was divided under various sub- 
heads and considered separately as fol- 
lows: Carbon brushes for railway motors; 
Insulating materials for railway repair 
shop use; Recommendations of committee 
of last year—extent to which they have 
been approved and followed; Gear and 
pinion specifications; Lubrication; Gear 
and pinion lubrication; Rules for lubrica- 
tion for the guidance of car-house em- 
ployés; Armature and axle liners; Trolley 
wheels; Air-compressor maintenance; Air- 
compressor inspection; Time versus mile- 
age hasis car-house organization; Practical 
rules for the inspection of electrical equip- 
ment, for the guidance of car-house em- 
plovés ; Home-made tools and devices, 

The committee reports a greatly in- 
creased interest in the work by the mem- 
her companies, the data sheets having been 
filled out in a complete and painstaking 
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manner. The thanks of the committee 
were extended to E. H. Anderson, of the 
General Electric Company, and J. L. 
Davis, of the Westinghouse Electric and 
Manufacturing Company, who rendered 
valuable assistance in the preparation of 
this year’s report, and also that of last 
year. | . 

The discussion was opened by E. W. 
Olds, who analyzed the various subdi- 
visions and called attention to the num- 
ber of recommendations which had really 
been put into practice by the member com- 
panies. 

The committee recommended as one of 
the tests for carbon brushes a vibrating 
test using a rotating disc with a drop of 
one-eighth inch. One could hardly tell 
without trying it whether this test would 
be too severe. In his judgment this would 
seem to be the case. He was happy to say 
that there had been a considerable ad- 
vance in the production of insulating ma- 
terial within recent years. 

Concerning the gear and pinion speci- 
fications, it would seem that if the pinion 
steel was of the proper tensible strength, 
that the test would not show very much 
reduction of area. A dense and tough 
material must be secured. At the, same 
time, the steel must have a high elastic 
limit. To-day there are very few com- 
panies using grease for lubrication, and 
even with old motors, oil is being very ex- 
tensively employed. 

Paul Winsor stated that his company 
had used about fifty impregnated coils 
with a good deal of success. With regard 
to babbitting, the company had held out 
against using ‘patented babbitting, and 
had found its greatest success with the 
use of an expensive babbitting which ran 
high in tin. He had used a small trolley 
wheel, as light as could be got, but it had 
not been possible yet to convince his com- 
pany that it could make any great saving 
bv changing its procedure. He thought 
that the foremen’s meetings were very im- 
portant and helped materially in cutting 
down delays and improving the service. 
To-day the delays are one-half of what 
they were a year ago, and this improve- 
ment has been followed month by month 
throughout the year. 

Mr. Adams endorsed Mr. Winsor’s re- 
marks, and eaid that he tried to go a 
little further, and in addition to decreas- 
ing troubles with the foremen, presented 
brief talks on interesting subjects. Rep- 
resentatives of the various companies had 
attended these meetings and talked to the 


men. Regarding the use of trolley wheels, 


he had found that the average life of a 
five-inch wheel was from 20,000 to 25,000 
miles, as against 3,000 to 10,000 miles 
for four-inch wheels. 

Mr. Doyle stated that in New York city 
service during the last vear the company 
has secured about 3,000,000,000 miles of 
work with a certain type of carbon. This 
carbon had reduced the troubles on the 
Manhattan Elevated Railway eighty-five 
per cent, and had reduced the troubles in 
the subway about ninety-six per cent. The 
cost runs to about 17.3 cents per 1,000 
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car-miles, as compared with a former cost 
of forty-four cents. | 

E. Gindre, of Le Carbone Company, 
addressed the meeting on the matter 
of carbon brushes, and stated that there 
should be as many specifications for 
controlling carbon brushes as there are 
different grades taken as-standards. He 
discussed the various tests. The vibrator 
tests he did not think corresponded closely 
enough to the conditions of practice. The 
shocks and vibrations to which traction 
brushes are normally subjected in actual 
service can not be compared with the ex- 
aggerated trial connected with the vibra- 


tion test. The resistance test he had al- 


ways found of value, as it answers more 
closely to actual practice. The abrasion 
test he considered would be a rational 
method when running the different 
brushes on soft material. The decrease in 
weight would be proportional to the abra- 
sive coefficient. With regard to the sub- 
ject of single and double. widths of 
brushes, he thought the advantage of 
single-width brushes lay in a better dis- 
tribution of the current, as they fitted 
the commutators more easily on account 
of their smaller section. i 

Mr. Brady, of the National Carbon 
Company, said the report was a step in 
the right direction. He thought, however, 
that most of the tests would be found im- 


possible for most mechanics or men in the- 


barns to make. Most of the tests were 
laboratory tests, which it was hard for 
those skilled in such work to make accu- 
rately. Unless extreme care were taken 
it was hard to bring the brush down to 
a true surface. The slip-ring test was a 
good test, but to his mind was more a 
matter of contact resistance than anything 
else—that is, a brush with a high-con- 
tact resistance will glow more quickly 
than a brush with a low-contact resistance. 
A brush with a high-contact resistance is 
a good brush to have in some cases, while 
one with a low-contact resistance is good 
in other cases. The manufacturing com- 
panies were glad to go into the matter of 
brush tests with anybody and make 
brushes for any specifications. It did not 
necessarily follow that if a brush would 
give 100,000 revolutions on a vibrator, 
and 300 amperes under test on a slip ring, 
that it would work satisfactorily on all 
motors. 

Mr. Doyle suggested that the carbons 
be classified on the car-mileage basis. If 
their performance could be measured in 
this way it might prove a reasonable mark 
for the manufacturer to work to. 

Taking up the matter of gears and pin- 
ions, Mr. Doyle said that his company had 
found that a special treatment of carbon 
steel increases its value as much as 100 
per cent. It occurred to him that some 
suggestions might be made by the Stand- 
ardization Committee with a view to de- 
signing some form of test which would 
indicate the wearing characteristics of 
different compositions of material which 
had been subjected to different courses of 
treatment. l 

Mr. Winsor said that the vibration test 
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would help a great deal. It would not 
fix a standard of how many vibrations a 
certain brush would make, but it would 
show that under certain conditions, if a 
certain character of carbon would make 
20,000 vibrations or revolutions, that it 
would be able to live up to certain condi- 
tions. 

E, E. F. Creighton presented a paper 
entitled “Lightning Protection for Elec- 
tric Railways.” l 

This described the new types of alumi- 
num arresters which have been developed 
by the General Electric Company for 
street-railway lightning protection. 

Mr. Anderson took up the discussion of 
the gear and pinion specifications given 
by the committee. He said that the values 
given in the report are within the range 
of carbon steels, applying particularly to 
the service where they would be required. 
It will not be wise to run tensile strength 
and elastic limit tests too high, because 
this makes the tools too brittle and they 
will not stand the shocks. 

The discussion of Mr. Creighton’s 
paper was then taken up, and in reply to 
the question whether there was any well- 
defined method of applying lightning ar- 
resters with reference to the number in- 
stalled per mile, Mr. Creighton stated that 
a great deal depends upon the internal re- 
sistance of the arresters. The idea of 
installing five or six lightning arresters 
to the mile was probably due to the fact 
that the arresters in themselves had a con- 
siderable internal resistance. If a cloud 
discharges directly over a line, the more 
arresters installed per mile the greater 
freedom will there be from trouble from 
such discharges. The line arrester would 
have little effect in taking care of a dis- 
charge just over a car, and dependence 
would have to be placed largely upon an 
arrester on the car. The line arrester 
can take care only of the discharge in its 
near vicinity, and it helps out in the gen- 
eral protection by reducing the quantity 
of discharge that the arrester on the car 
has to take care of. It is rather an un- 
decided question if there should be more 
than two arresters per mile. Mr. Creigh- 
ton thought that if there were a good dis- 
charge path, two arresters per mile would 
be sufficient to relieve the ordinary strain. 

The further consideration of the sub- 
ject of lightning protection on cars, on 
motion, was referred to the Committee on 
Maintenance. | 

The report of the Committee on Main- 
tenance and Inspection of Electrical 
Equipment was accepted, and the report 
as a whole referred to the incoming com- 
mittee, which would have charge of these 
matters. 

The meeting was then adjourned until 
Wednesday morning. 

WEDNESDAY MORNING SESSION. 

The Wednesday morning session of the 
Engineering association was called to 
order at 9.30 o’clock. 

The report of the Committee on Stand- 
ardization was presented by H. H. Adams. 

This report stated that the standards 
adopted by the association as a result of 
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the report in 1907 are being seriously con- 
sidered by the various electric railway 
companies and rapidly adopted by others 
throughout the country. This applies 
particularly to axles, journal bearings, 
journal boxes, brake shoes, brake-shoe 
heads and keys, and standard section of 
flange and tread of wheels. The present 
report recommends that the standard 
height of couplers for interurban cars 
from the top of rail to the centre of the 
coupler should be thirty-one inches. This 
is the standard adopted for all steam rail- 
road passenger cars. The committee 
recommends that the standard height of 
couplers for city cars from the top of rail 
to the centre of the coupler be twenty 
inches. 

With regard to the type of coupler to 
be recommended as standard for city cars, 
the committee suggests that the subject be 
continued for consideration for at least 
another year, or until a coupler has been 
developed of sufficient merit to meet with 
general approval and suitable for adop- 
tion as a standard. Im selecting a proper 
type or pattern of coupler for interurban 
cars, the committee has been handicapped 
from the fact that no form of automatic 
coupler or attachment has been developed 
in practical service by which interurban 
cars can be coupled together and can also 
be directly coupled to standard steam rail- 
road cars. ‘The committee recommends 
the adoption as standard for interurban 
railways of a coupler of a vertical plane 
type which will have the same contour 
lines of knuckle and guard arm as will au- 
tomatically couple with standard steam 
railroad couplers. It is also recommended 
that the distance from the centre of the 
pocket pin to the pulling face of the 
coupler be fifty-four inches. This length 
will apply equally as well for cars in city 
service. Where a bumper arrangement 


will permit, the committee recommends 


that on city cars a pocket casting should 
be placed on the top of the bumper, the 
centre of the pocket to be thirty-five 
inches above the top of the rail, and the 
casting to be of ample strength and prop- 
erly braced, so that, by means of a suit- 
able bar, city cars can be coupled on the 
level with the automatic couplers of in- 
terurban cars. It would appear that for 
the present, at least, it would be advisable 
to maintain a link slot and coupling pin 
hole in the knuckle of the automatic 
couplers.: ; 

For standard height of platforms for 
interurban cars the committee recommends 
that from the top of rail to the top of 
platform floor the height be fifty-one 
inches, and that the height for city cars 
from the top of rail to the top of platform 
be thirty-one inches. . 

So much variance in practice is found 
in the different cities concerning the 
height of car steps that the committee 
merely suggests the following as recom- 
mended practice for interurban cars: 
Height from top of rail to top of tread 
of first step, seventeen inches; to top of 
tread of second step, twenty-nine inches; 
to top of tread of third step, forty inches; 
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to top of platform floor, fifty-one inches. 
Similar recommendations are made for the 
heights of step on city cars as follows: To 
top of first step, seventeen inches; to top 
of second step, thirty-one inches; height 
of riser from top of vestibule floor to floor 
of city car, ten inches. 

The committee recommends that the 
bumper arrangement on interurban cars 
be made as solid and substantial as the de- 
sign of the equipment will permit, and if 
possible, some suitable arrangement pro- 
vided which will prevent the bumpers of 
interurban cars from passing over the 
bumpers of the lower city cars. 

The committee also recommends that 
where possible the top of bumper on city 
cars be reinforced with a bumper casting 
of suitable design which will engage the 
bumper of the interurban cars as well as 
provide a wider surface, thus preventing 
the bumpers from passing over and the 
cars from telescoping in case of collision 
between city and interurban cars. 

The committee recommends that the 
standard height for bumpers on interurban 
cars from the top of rail to the top of 
bumper shall be fifty-one inches, and the 
height from the top of rail to bottom of 
bumper, forty-three inches. The standard 
height from the top of rail to the top of 
bumper on city cars shall be thirty-one 
inches, and the width of bumper for city 
cars shall be six inches. 

In opening the discussion Mr. Adams 
said he believed that the question of the 
height of bumpers is one of the most im- - 
portant considerations presented in the re- 
port. l 

Mr. Doyle stated that in his lay-up yards 
an eight-car train, running at a speed of 
thirty-five miles an hour, collided with a 
string of empty cars. One of the cars 
that was laid up was equipped with a 
bumper plate made of a steel casting with 
a corrugated face. This casting prevented 
the front car of the moving train from 
telescoping the rear car of the stationary 
train, but the cars following the leading 
car climbed over each other and destroyed 
the ends. The corrugated bumper plate 
engaged the other car and prevented it 
climbing up at that point. The condi- 
tion of the cars at the other points in the 
two trains was a valuable demonstration 
o ue efficiency of the corrugated buffer 

ate. 

Mr. Olds stated that the ordinary steam 
coupler was not sufficient to take care of 
the vertical movement which obtained 
where the roads changed their grade. As 
far as the height of platform was con- 
cerned, he thought that the committee’s 
recommendation of thirty-five inches, 
which iè steam railroad practice, is what 
should be adopted because of the many 
roads handling steam cars over their 
tracks, | 

In reply to a question Mr. Doyle ex- 
plained that the corrugated buffer which 
he described was placed in the end of the 
sills, and as the cars come together the 
line of sills is maintained and the force 
of collision is dissipated by throwing the 
cars off sideways. Unless the casting is 
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placed right on the ends of the sills the 
great force of a high-speed collision would 
break down an ordinary platform. The 
construction of the car should permit the 
interlocking of the sills by their ends; 
then it is impossible for the car to telc- 
scope. If, in the ordinary city car which 
has a platform tied up to the main sills, 
the interlocking device is provided, the 
device is valuable only at such low speeds 
as the strength of the platform will re- 
sist. He did not believe it would be pos- 
sible to generate speed enough to destroy 
the alignment of long sills. The force 
tends to go sideways or up, and the super- 
structure would break at the point of 
attachment to the sills. In connection 
with having castings provided in the 
structure there should be some material 
between the casting and the end of the 
sills proper to offer a resistance similar 
to that employed in the couplers of 
freight cars. There should be a dampen- 
ing spring or some other provision made 
to absorb the shock, because of the effect 
on the passengers of the sudden stopping 
of steel cars. 

J. F. H. Wyse, of the Toronto Railway 
Commission, said that the subject of 
standardization is of especial interest in 
Toronto at the present time, as there is 
now before the Ontario Railway and 
Municipal Board an application to lower 
the steps of city cars. In Toronto a num- 
ber of prominent physicians have come 
forward and stated that high steps on the 
cars in the eity of Toronto were injurious 
if not dangerous. The height of step 
recommended, regarding which discussion 
has taken place, and to abolish which an 
application has been made to the Toronto 
commission, is practically the same as that 
which the committee suggests in the pres- 
ent report as standard. In view of this 
condition, therefore, it would seem to him 
that if postponing the adoption of the 
proposed standards and going further into 
the question resulted in securing a lower 
standard than seventeen inches for the 
first step on city cars, the public’s best in- 
terests would be served, an immense 
amount of expense to the operating com- 
panies would be avoided, and a cause re- 
moved which promises to be a source of 
irritation between the municipal authori- 
ties and the railway companies. 

The president read a communication on 
the subject of the height of car steps from 
Howard A. Kelley, a physician of Balti- 
more, Md., in which he entered a protest 
as a physician against the seventeen-inch 
standard, which he considered militated 
against the safetv and comfort of women, 
little children and the aged. 

H. W. Blake said that the New York 
State Street Railway Association had gone 
carefully into the matter of the height of 
car steps three or four years ago. The 
conclusion had, been reached that there 
was thirty-one inches to he made up be- 
tween the ground and the platform riser. 
If the first step is made lower, the second 
must be made higher. The first step one 
naturally takes with the right foot, and 
the hand rail is in position for assistance. 

Mr. Adains stated that in New York the 
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operating companies are limited in the 
width across sills, which is a vital point. 
Cars can not be built eight feet across the 
sill, and consequently, clearance between 
sills can not be obtained to enable the 


radiation of a truck with thirty-three- 


inch sills and keep the car floor low 
enough to give a lower step.: The New 
York companies do have a step somewhat 
lower than recommended in the report, 
but he would point out that there are con- 
ditions which limit the height of these 
steps. 

The report of the Committee on Power 
Generation was presented by G. H. Kel- 
say, chairman. 

This report gave particular considera- 
tion to the practical operation of steam 
turbines, steam meters and flue-gas ana- 
lyzers. The report states that the investi- 
gations of the committee have brought 
forcibly to its attention the apparently in- 
different methods of operation practised 
in many power stations, and particularly 
in the boiler room. The committee be- 
lieves that there is far too little attention 
given to economy in the boiler room, and 
that a careful and systematic use of ap- 
paratus available would result in a great 
saving. It is suggested that the work of 
the committee be continued and that fur- 
ther reports should be expected next year 
on the question of carbon-dioxide record- 
ers in addition to an investigation into the 
use and merits of draft gauges, pyrom- 
eters and systems of damper control. It 
is also suggested that an investigation as 
to the merit of buying coal on a basis of 
analysis should receive attention by such 
a committee, together with an investiga- 


tion as to the methods of making ana- 


lytical tests of coal and the use of cal- 
orimeters. 

The report stated that twenty out of 
twenty-seven replies received from com- 
panies indicated that the users considered 
a turbine equal to or preferable to the 
reciprocating engine on the score of re- 
liability, while but five preferred recipro- 
cating engines as to this point. For 
operation under varying steam pressure 
the replies are not so decidedly in favor 
of the turbine, there being five out of 
twenty-four replies favoring the recipro- 
cating engine. Steam-driven auxiliary 
equipment is preferred under most cir- 
cumstances, but especially so where the 
exhaust is needed to heat the feed-water. 
The users of steam meters secm to agree 
that thev have found the instruments valu- 
able for test, for measuring accurately 
small quantities of steam, and for getting 
approximate divisions of steam used for 
various processes. Some complain of the 
high cost of the meters and the small 
varicty of uses to which a given meter can 
be applied. 

The result of the work the committee 
has been able to do on flue-gas analyzers 
indicates that these instruments are of 
unquestionable value, and the records, 
when properly taken and interpreted, offer 
a means of detecting defects both in the 
construction and operation of boiler fur- 
naces which might not otherwise be ex- 
posed. 
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Charles Hewitt, in opening the discus- 
sion on this report, said that it was his 
experience that in the case of turbine 
plants and steam-engine plants equally 
modern and equally well designed, there. 
was very little difference in the steam 
economy. An exhaust-steam turbine with 
a well-designed reciprocating engine would 
show an economy much greater than any 
straight turbine plant that could be built. 

Mr. Roberts said that he had been sur- 
prised at the excellent performance of the 
turbine under excessive overload condi- 
tions.. There seemed .to be almost no 
range of power within the possibility of 
the strength of the material of which the 
turbine is constructed that it will not 
work up to. 

R. H. Ross said that with regard to the 
ability of the turbine to operate under 
overload, that certain types of steam tur- 
bine, particularly the impulse type, give 
an increased efficiency under overload. 
The best economy with such a turbine is 
obtained at the greatest load that can be 
carried. It is fo the advantage of users 
of this type of turbine to put on it all the 
load which the generator can carry with- 
out, overheating. 

In taking up the discussion of flue-gas 
analyzers, Mr. Winsor pointed out that 
it was customary to weigh the coal and 
record the electrical output, but between 
these two there is almost nothing to work 
from. Methods of knowing how coal is 
being burned are needed, and it is neces- 
sary to know what the boiler and what 
the various other units entering into the 
generation of power are doing. 

Mr. Hewitt stated that it was generally 
believed that the most satisfactory point 
from which to take out the gas for anal- 
ysis was from the stack or near the stack. 
He was opposed to this conclusion. In a 
battery of five boilers, for instance, work- 
ing on one stack, it is no indication what- 
ever of any individual boiler’s perform- 
ance. As a general principle, the nearer 
the approach is, made to the stack, the 
less indication of carbon dioxide is found. 
He has discovered that the only reliable 
indication which can be secured is by tak- 
ing a sample of gas from about the middle 
of the combustion chamber. Various 
means of abstracting the gas have been 
tried, and he has finally settled down to 
the following scheme: A pipe is run into 
and completely across the combustion 
chamber. This pipe is perforated with 
holes, so that a very large sample all the ‘ 
way across the combustion chamber 18 
secured. He has found that the banking 
of a boiler in one bank materially affects 
the gas in the flue and in some cases it 
has been found that the banking of one 
boiler affects the other, although the other 
boiler may not be banked. 

It was voted to accept the report and 
refer the subject matter to the incoming 
committee. oe 

The session was then declared ad- 
journed. | | 

The report of the Wednesday afternoon 
and the Thursday sessions will be pre- 
sented in the next issue. 
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Association was called to order by 

the third vice-president, J. S. Har- 
rison, at 3.45 p. M. Monday. The presi- 
dent’s address was read by Charles B. 
Hardin, claim agent, United Railways 
Company of St. Louis. 

The report of the executive committee 
showed that W. H. Weh, second vice- 
president, had resigned because of leav- 
ing the employ of the Cleveland Electric 
Railway Company to engage in other busi- 
ness. 

The treasurer reported that the total 
expenses were $807.89, leaving a balance 
on hand of $1.37 on October 1. 

The Tuesday morning session of the 
Claim Agents was called to order at 10 
o'clock, with Vice-President Harrison in 
the chair. 

The first paper taken up was entitled 
“The Organization of a Claim Depart- 
ment for a'Small or Moderately Large 
Company, Including a School of Instruc- 
tion as a Means of Preventing Accidents,” 
by Francis J. Ryan, M. D., Syracuse Rapid 
Transit Railway Company, Syracuse, 
N. Y. 

Dr. Ryan exhibited a set of record 
books and forms, and explained their use. 


T HE first session of the Claim Agents’ 
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Claim Agents’ Association. 


In discussing Dr. Ryan’s paper, F. W. 
Johnson stated that with the Philadelphia 
Rapid Transit Company proper instruc- 
tion had brought about a marked reduc- 
tion in the number of accidents. 

The second paper was entitled “The 
Claim and Its Disposition,” by Peter C. 
Nickel, claim agent, New York City Rail- 
way Company, 

The Tuesday afternoon session was 
called to order at 2.30 o’clock, and the 
paper entitled “Uniformity in Claim De- 
partment Records and Accounts” was read 
by John J. Reynolds, claim agent of the 
Boston Elevated Railway Company. 

The paper was referred to the incom- 
ing executive committee for further con- 
sideration. 

An address was made by James R. 
Pratt, claim agent of the United Rail- 
ways and Electrice Company, of Balti- 
more, who spoke upon the advantages he 
had received from joining the Alliance 
Against Accident Fraud. 

The paper entitled “The Duties of 
Claim Agents and Other Officials of 
Quasi-Public Corporations to the Public” 
was presented by Eugene R. Roberts, claim 
attorney of the Knoxville Railway and 
Light Company. l 

At the session of the executive commit- 


Go 


tee held on Tuesday evening the follow- 
ing nominations were presented: Presi- 
dent, C. B. Hardin, claim agent, United 
Railways Company of St. Louis; first vice- 
president, E. C. Carpenter, claim agent, 
Indiana Union Traction Company; sec- 
ond vice-president, J. S. Harrison, claim 
agent, Jacksonville Electrice Company; 
Dr. F. J. Ryan, Syracuse Rapid Transit 
Railway Company; secretary and treas- 
urer, B. B. Davis, claim adjuster, Colum- 
bus Railway and Light Company. 

The closing session of the Claim Agents’ 
convention was held on Wednesday morn- 
ing. President Goshorn presided and 
stated that the amendments to the con- 
stitution and by-laws proposed by the ex- 
ecutive committee had been considered 
by the executive committee of the parent 
association, and it had been decided to 
refer them for action to the 1909 executive 
committee of the Claim Agents’ associa- 
tion. 

The question box was read and Presi- 
dent Goshorn described the working of 
the index system in his office, 

The report of the nominating commit- 
tee presented at the executive session 
on Tuesday evening was unanimously 
adopted. a 

President-elect Hardin, after a brief 
address, appointed the executive commit- 
tee a Committee on Employment and a 
Committce on Ways and Means, after ` 
which the Claim Agents’ convention was 
adjourned. 


Transportation and Traffic Association. 


"HE American Street and Interurban 
Railway Transportation and Traffic 
Association held its technical ses- 

sions on Monday afternoon, Tuesday 
morning, Wednesday afternoon and 
Thursday morning. The first session was 
called to order at 3 o’clock Monday after- 
noon by President C. Loomis Allen. The 
report of this session was presented in last 
week’s issue of the ELEcTRICAL REVIEW. 
On Thursday morning the following 
officers were elected’: President, C. 
Loomis Allen; first vice-president, R. T. 


Todd; second vice-president, G. L. Rad-. 


cliffe; third vice-president, A. W. War- 
nock; executive committee, the officers, 
and G. W. Parker, H. C. Page, N. W. 
Bolen, H. A. Davis. 
TUESDAY MORNING SESSION. 

The Tuesday morning session was called 
to order at 9.30 o’clock. 

The report of the Committee on Train- 


ing of Employés: was presented by J. W. 


Brown, chairman. 

This report deals with a comparison of 
the past ‘and present requirements of 
transportation employés. The-methods of 
procedure of-a number of companies are 


_ presented in categorical form, and the re- 


port makes the following conclusion: “The 
committee, after careful consideration of 
the various methods of discipline, and 
with knowledge gained through actual 
operation of the merit and demerit sys- 
tem, recommends it as being the best 
form of administering discipline on ac- 
count of its taking notice of minor infrac- 
tions of rules which otherwise would not 
be subjects of discipline, and also because 
of the fact that it makes possible com- 
mendation of good work on the part of 
the employés. It affords, as well, an ac- 
curate record of the employé’s work in 
every particular.” 

The committee also recommends that 
this subject be given earnest considera- 
tion, to the end that the men operating 
the cars and trains may be selected with a 
proper view of their fitness as to intelli- 
gence, acuteness of senses, physical con- 
dition and proper aptness for the work. 

.In opening the discussion on this re- 
port, W. H. Collins stated that his com- 
pany was securing very good results by 
making a careful selection of its motor- 
men and conductors and starting to train 
them by putting them on cars with regu- 
lar motormen, and afterward giving them 


an opportunity to become familiar with 
the mechanical equipment by a special 
training in the shops. 

P. P. Crafts stated that the Iowa & 
Illinois Railway Company first selected 
the man for his general appearance and 
qualifications. He then was put through 
a medical examination, being given a very 
complete test for vision and hearing and 
other physical and mental qualifications. 
If he passed the surgeon’s test he was put 
on a car with one certain motorman and 
one certain conductor. The company has 
one man who is especially fitted for break- 
ing in men—that is, he has the knowl- 
edge and the moral power to make a man 
understand what he wants him to learn. 
Mr. Crafts believes that the indiserimi- 
nate breaking in of car-service employés 
with various motormen and conductors 
does not result as a general thing to the 
best advantage of the company. It is 
better to have one or two men in particu- 
lar who are especially adapted to this 
kind of work. After the man has run for 
such a length of time as isg required by 
the instructor, if he be a motorman he 
goes into the shop for a few days to learn 
the essential points of the equipment. The 
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conductor is examined to a greater or less 
extent as to his knowledge of ticket forms 
and the handling of the public, ete. After 
that both classes of employé are put on 
the extra list. The company selects from 
the extra list, after the summer ‘season 
is over, the employés best fitted for the 
winter list or to go into regular service. 
E. E. Potter, of Seattle, said that con- 
ditions in his city were governed a good 
deal by its great distance from other cen- 
tres. As a consequence, there is more or 
less of a floating population. The Seattle 
Electric Company does not, as a rule, 
employ men who have had previous ex- 
perience on other roads. The company 
has found that it gets better results from 
men who seem to possess the necessary 
physical and mental qualifications, train- 
ing these men in its instruction school. 
The company has an equipment of dummy 


apparatus, with which the applicant is. 


taught the necessary rules concerning sig- 
nals, the working of the air devices, and 
the starting and stopping of cars. He 
is put under carefully selected motormen 
and conductors. Only men who have ex- 
ceptionally good records and who possess 
the natural qualifications of instructors 
are picked for this work. The new man’s 
work is carefully observed for a period of 
six months, and if he does not conform to 
a certain standard he is taken off the car 
and placed with a number of other men 
on an experimental car run over the 
various lines. He acts as motorman or 
conductor and is put through another se- 
ries of tests and his work observed. The 
company also makes use of daily bulle- 
tins, which are posted each day, comment- 
ing, in the colloquial phrases that the 
carmen use, upon the good or bad work 
which has been noticed on the various 
lines. A general meeting of the men is 
held at headquarters about once a month, 
and some one from the other departments 
gives them a brief, interesting talk. The 
men are interested and secure a knowledge 
of the various parts of the system, the 
mechanical part of the car and the power 
stations, and the different points that 
there are around not only the company’s 
lines, but other lines in the same section. 

The men are also given short talks by 
the claim attorneys and the various in- 
spectors. 

Dana Stevens, of the Cincinnati Trac- 
tion Company, stated that where his com- 
pany has city and interurban lines operat- 
ing from the same centre, the practice is 
to promote conductors and motormen from 
the city service to the interurban service, 
the principal reason for this being that 
the city rates of pay are lower than the 
interurban rates, and that by the time a 


_conductor or motorman has become a pro- 


ficient city man, he has reached a point 
where he will probably want the higher 
rate of wages which is paid on the inter- 
urban lines; therefore, he is promoted to 
the interurban, on which the lowest rate 
of pay is as high as the highest rate on 
the city lines. He has the privilege of 
staving on a city line, but if he wants to 
go to an interurban he can, with the pros- 
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pect of advancement for time service there. 
Men between the ages of forty and fifty 
years of age are selected, preferably men 
with families, regardless of whether they 
are city or country-bred. If the man gives 
any local references these are seen per- 
sonally. Of course, if his references are 
away from the city, these are written to. 
If the applicant is accepted he is sent to 
an instruction school, which is equipped 
with the various appliances with which he 
should become familiar. He is then sent 
to one of the different divisions, reporting 
to the superintendent, and is put on a 
car to be broken in. He works directly 
under an instructor until he is endorsed 
as competent to operate a car over the 
line in question. At the present time it 
is possible to make a very good selection 
of men, and in no case is a man known 
to be under twenty-one years of age or 
over forty-five selected. 

R. S. Goff, of the Boston & Northern 
Street Railway Company, stated that in 
operating in ninety-five cities and towns 
some 930 miles of road, almost every con- 
dition is met. The employment of men 
is put directly up to the division superin- 
tendents, of which there are sixteen. As 
far as employing men who have been in 
other branches of public service is con- 
cerned, there is a rule that they shall not 
be employed except under the O. K. of 
the vice-president’s office. The application 
is forwarded by the superintendent to the 
inspection department at Boston, the di- 
vision superintendent taking care of every- 
thing local. The men are placed in serv- 
ice and broken in for varying lengths of 
time. The older men in the employ are 
selected for inspection service, and if it 
appears that a beginner does not get 
along properly with one instructor, he may 
be changed to another. In each division 
there are a few men who are selected for 
their competence as instructors. He did 
not agree with the other speakers with 
respect to the men having had city serv- 
ice making the best men for interurban 
service. He thought that it was the gen- 
eral opinion of the superintendents that 
the men on interurban service are far bet- 
ter if they are brought up in that class 
of service than if they are trained as 
city men. 

C. E. Learned, of the Boston Elevated 
Railway Company, said that their pro- 
cedure was very much the same as that 
described by the gentleman from Seattle. 
Instead of taking the extra man off a 
car and showing his deficiencies to the 
other men on the road, he is quietly in- 
structed by a special instructor. The 
instructors receive ten cents a day extra 
for their service the year round, whether 
they break in a man or not. 

J. E. Duffy, of the Syracuse Rapid 
Transit Railway Company, stated that one 
of his companies operates three systems: 
one a purely city system, one an inter- 
urban operating for thirty miles bétween 
two cities, and the other a city and in- 
terurban. When the interurban line was 
started—an electrified steam road of the 
West Shore Railroad between Syracuse and 
Utica—the question of providing men for 
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this service came up. The management 
decided to take the old men from the two 
city lines and train them for interurban 
service. The selection was left to the 
superintendent of the two ctiy companies. 
The men were entirely unfamiliar with 
high-speed equipment and block signals. 
They were first placed in the shops when 
the cars were being assembled, and were 
paid the regular rates of wages while they 
were receiving instruction.. There were 
forty-two men in the first instruction 
classes, and it cost the company approxi- 
mately $7,800 to instruct the men neces- 
sary to man the cars. The experience of 
the company was entirely satisfactory in 
the matter of promoting the men from 
the city service to the interurban service, 
and he believed that the management was 
quite satisfied with the expenditure of the 
money. 

E. F. Peck, of Schenectady, pointed out 
the importance of having the men sub- 
jected to a written examination. When 
an accident happens the men very often 
profess great ignorance, and the local 
papers take advantage of this fact to noise 
about a cry that the men are unfamiliar 
with the rules. 

Mr. Duffy said that his company had 
felt the necessity which Mr. Peck pointed 
out, and that the Syracuse company took 
450 of its employes and paid them for 
the time that was consumed when making 
out a written examination. This exami- 
nation was placed with their record, and 
all men hired since that time are com- 
pelled first to pass an oral examination, 
which the instructor verifies in writing, 
and then a written examination, which 
the applicant signs. 

The Hon. W. Caryl Ely addressed the 
meeting, and called attention to the fact 
that the present very efficient condition 
of the organization was an evidence of the 
fact that the American association is do- 
ing a useful work and a lot of it. He 
thought that there would be a tremendous 
amount of good obtained by the members 


of the Transportation and Traffic asso- 


ciation from the meetings, and that the 


emoluments for work will constantly be- 
come greater as men become more efficient. ` 


It seemed to him that there never was a 


time when the opportunities were so great. 


as they are now. He called particular at- 
tention to the fine series of pictures il- 
lustrating the Inland Empire System. 
Thirty years ago there were no buildings 
where the Shoshone Flyer now runs, and 
to-day in the state of Washington there 
are less than a million people. In spite 
of this in thirty years there has been the 
most extraordinary development. _ 

The paper entitled “The Carrying of 


United States Mail on Electric Railways— - 


Its Advantages and Disadvantages, and 
the Compensation Therefor,” was pre- 
sented by C. H. Hile, assistant vice-presi- 
dent of the Boston Elevated Railway Com- 
any. | 
? After a brief discussion of this paper 
by J. T. Choate, the convention was ad- 
journed until Wednesday morning. | 
The report of the concluding sessions 
will be presented next week. 
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THE ELECTRIFICATION OF THE 
CARACAS (VENEZUELA) 
TRAMWAYS. 


MODERNIZING ONE OF THE OLD SOUTH 
AMERICAN CAPITALS. 


Caracas, the capital of Venezuela, South 
America, is the ninth in size of the twenty 
capitals of America. Caracas was founded 
by Diego de Lazada in 1564, some sixty 
years after the settlement of La Guaira, 
only ten miles away on the coast. The 
history of the town has been the general 
history of the Spanish Main. Within 
twenty years of its foundation the city was 
raided by Amyas Preston and again later 
in 1595 by Drake. From 1810 to 1872 
there were almost constantly at least two, 
and sometimes more, opposing armies in 
the field. In 1872 Guzman Blanco came, 
took the presidential chair, and with him 


ELECTRICAL REVIEW 


of the La Guaira and German lines. The 
other was the Caracas Tramway Company, 
which, starting from the Plaza Bolivar, ra- 
diated out to the different quarters of the 
city. In 1905 the two companies were 
combined under the presidency of Dr. 
Zuloaga, a leading member of Caraque- 
nian society, and the directorship of Edgar 
A. Wallis and Albert Cherry, two of the 
most prominent members of the British 
community. A concession was obtained 
from the municipal authority with a view 
to the electrification of the whole system, 
and E. H. Ludford, formerly manager of 
the Bolivar company was appointed gen- 
eral manager of the whole. Mr. Wallis 
then went to London, where he speedily 
interested English capitalists in the 
scheme, on which J. G. White & Company, 
Limited, drew up a full report. Their 
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arrived a comparatively golden age for 
Venezuela. In 1888 the dictator, who 
was living in Paris, was formally deposed, 
and from that date revolution succeeded 
revolution. The reigning president, Cip- 
riano Castro, won the supremacy in 1899, 
and has since held his own in spite of 
efforts, both internal and external, to dis- 
lodge him. 

Caracas, as has been already stated, is 
a town of red and white roofs, in squares. 
It is, in fact, built, as far as the configura- 
tion of the ground permits, on the Ameri- 
can chess-board ‘system. 

Previous to the year 1905 there were 
two small horse companies in operation, 
the Bolivar, running east and west from 
the. station of the Central Railway to that 
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recommendations were accepted and a con- 
tract was drawn up, whereby J. G. White 
& Company, Limited, undertook to supply 
a complete equipment, including track, 
office buildings, car-shed, power-house and 
plant and cables. Work was started in 
the spring of 1907 and completed by Feb- 
ruary, 1908. 

The routes selected, with a total length 
of ten miles, were practically those of the 
old companies. These naturally converged 
into the Plaza Bolivar, the centre political 
and social of the city, in which and 
around or near which all the ministerial 
and government buildings are situated. 
The principal line is that from east to 
west, uniting the Central Railway with 
the La Guaira stations. On the north side 
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are three routes. Of these the Pastora 
runs to the northwest through a fashion- 
able district; the Avenida Norte to the 
Hospital Vargas, past the Panteon where 
are the ashes of the heroes of the inde- 
pendence, Bolivar and Sucre, and a monu- 
ment to Miranda; while the third, the 
San José, parallel to this, but further to 
the east, runs through a working-class 
district to the northern boundary. On 
the southern side are three routes, one to 
the southeast to the Ponte de Hierro, 
where the track crosses the Guaira River 
and connects with a light tramway to 
a suburb, three miles out; a second to the 
due south; a third to the southwest. The 
last divides into two, of which one crosses 
the La Guaira and the other, the Palo 
Grande, connects with the German line at 
a station of that line. Besides tapping 
a large and populous quarter of Caracas, 
the Palo Grande line forms the connecting 
link of a chain of railways of uniform 
gauge stretching some 180 miles from Pto. 
Cabello, an important growing port to 
the west of La Guaira, passing through 
Valencia, the city second in size and im- 
portance in the north of Venezuela, and 
traversing Caracas, travels toward the 
south by the Central Railway. By the 
route also the Caracas meat supply is in- 
troduced into the city, the abattoir being 
situated a short distance from the Palo 
Grande Station. The maximum gradient 
is four per cent. 

The rails are in thirty-foot lengths and 
weigh eighty-seven pounds to the yard, 
and were supplied by the United States 
Steel Products Export Company. They 
are of a pattern made especially to suit 
South American requirements. The tie- 
bars are of the Bayliss, Jones & Bayliss 
type. The rail are of the continuous 
pattern. The rails are of the continuous 
stringer, sixteen centimetres deep by forty- 
seven centimetres broad, and are anchored 
every fifteen feet. The paving is of four 
kinds—cobbles, setts, macadam and con- 
crete. The special work was manufac- 
tured by the Hadfield Steel Foundry 
Company, Limited, of Sheffield. All 
points are automatic and of the best 
toughened cast steel with manganese 
tongues. They are ten feet six inches in 
length and have a centre radius of 100 
feet. The mates are of solid Era man- 
ganese steel, and the rails are bonded with 
0000 Brown & Sharpe concealed bonds, 
supplied by the United States Steel Prod- 
ucts Export Company. The fact that no 
general drainage system is in use in Ca- 
racas, and that the drains in existence 
are principally private property and close 
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to the surface, caused considerable hin- 
drance to the.otherwise rapid progress of 
the work. 

The bulk of the overhead construction 
consists of side poles with cross bracket 
arms. The junctions are formed with 
7/12 galvanized steel span wire, with a 
breaking strain of 4,000 pounds per square 


inch, supplied by W. F. Dennis & Com- - 


pany. Only tubular poles are employed, 
of which 450 are of the Grand National 
type, their dimensions being seven and 
five-eighths inches diameter, bottom sec- 
tion, six and five-eighths inches in centre 
and five and nine-sixteenths inches top 
section, and thirty feet in length. The 
rest of the poles are thirty-one feet in 
length and are of British standard pat- 
tern. All were supplied by Messrs. 
Stewarts & Lloyds. The bracket-arm 
tubes are two and three-eighths inches 
diameter. The feeder boxes, supplied by 
Estler Brothers, are three in number, 
being fitted with 250-ampere quick-break 
switches; the section boxes, fourteen, with 
100-ampere quick-break switches. The 
trolley wire is of the 00 Brown & Sharpe 
grooved type. | 

The feeder cables, some four miles in 
length, are all aerial, and are suspended 
from cross-arms on the poles above the 
brackets. They are all of pure aluminum 
with a size of 0.33 and 0.25 square inch, 
and have a conductivity sixty per cent of 
that of copper wire, with a conductivity 
of ninety-nine per cent of Matthiessen’s 
standard of pure copper. They were sup- 
plied by the British Aluminum Company 
and covered by the Silvertown India Rub- 
ber & Gutta Percha Company, with triple- 
braided weatherproof insulation and com- 
pounding over all. 

The power-house, office buildings and 
car-shed are all built on one site on the 
north of the Avenida Este. The plot is 
rectangular and with a frontage of 
53,870 metres and a depth of 43,520 
metres. They are all of brick with steel 
girders and roofwork obtained from 


Brown, Duncan & Company, of Bootle. 


The roof coverings of the power-house 
and car-shed are of galvanized iron, but 
the office buildings and manager’s dwell- 
ing are tiled. The doors and window 
frames are of cedar. 

The car-shed is situated at the back. 
Its dimensions are thirty-five metres 
by 12.34 metres, and its walls are six 
metres in height. It contains five tracks, 
two of which have a pit and are sup- 
ported on iron columns. The floor and 
pit are concreted. The rails in the en- 
trance and car-shed are the American So- 
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ciety of Civil Engineers seventy-pound tee 
rail, and the paving at the car-shed en- 
trance is cobble. 

The frontage is taken up with the office 
buildings and the power-house, over which 
is the manager’s dwelling. The office 
buildings are all on the ground floor and 
cover an area of thirteen metres by 
eleven metres. It is subdivided into 
manager’s, clerks’ and accountants’ rooms, 
and men’s waiting room, and is provided 
with lavatory fittings by Doulton & Com- 
pany. The first story has been arranged 
to serve as a residence for the manager of 
the company, who can thus exercise the 
unusual close supervision requisite in 
training an inexperienced staff. The roof 
over the shops was also adapted to serve 
as a roof garden, providing a cool and 
pleasant place of retreat in the tropical 
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from 4,500 to 500 volts. The high-ten- 
sion alternating-current is obtained from 
the electrical company of Caracas. This 
company has two stations, at Encantado 
and Los Naranjos, about sixteen kilo- 
metres from the capital. There are four 
generators at each station and more ma- 
chinery is now being introduced. The 
motive force is the water of the Guaira 
River, which has a fall of thirty-eight and 
one-half metres and 154 metres at Encan- 
tado and Los Naranjos, respectively. Dur- 
ing the day the power is supplied by the 
electrical company. 

In the evenings, however, when the 
town is lighted electrically, and also dur- 
ing stoppages which may occur occasion- 
ally, the power is produced in the power- 
house itself. This is effected by three 
Diesel engines of 240 brake-horse-power 
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Room ADJOINING. 


evenings. The rest of the road frontage is 
taken up with the engine room, with a 
length of forty-four metres and a 
depth of eleven metres and a height 
of ten metres, while behind the en- 
gine room is the battery room, with a 
floor area of nineteen metres by seven 
metres, and the machine, carpenters’ 
and other needful shops, the whole mak- 
ing one compact and self-contained sys- 
tem. 

There are two aspects from which the 
power-house may be regarded, either as 
a substation for a high-tension current or 
again as an independent producer. As a 
substation it is employed to transform 


each, running at 180 revolutions per min- 
ute. The Diesel engines were selected on 
account of the high price of coal. They 
have, moreover, an additional advantage 
in that no delay need occur in starting 
them, an advantage which is obvious in 
the case of a sudden interruption of the 
high-tension transmission. The engines 
are belted to three motor-generators. On 
the induction-motor side these are de- 
signed for 5,000 volts, three-phase with 
fifty cycles, while on the direct-current 
side they yield an output of 150 kilowatts 
at 550 volts at a speed of 500 revolutions 
per minute. The station is also furnished 
with a battery of 260 Tudor cells, with a 
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capacity of 520 amperes for one hour and 
252 amperes for three hours, the maxi- 
mum charging current being 252 amperes. 
The Lancashire Dynamo and Motor Com- 
pany has supplied one of its automatic 
reversible boosters. The regulation with 
the battery and booster is such as to keep 
the load on one or two generators operat- 
ing in parallel (t. e., 150 kilowatts or 300 
kilowatts at 550 volts) constant within 
eight per cent over or under the normal 
load of 272 or 544 amperes, provided the 
maximum load does not exceed 100 per 
cent of the normal load of the set or sets 
running. In case of 150 per cent over- 
load, the variation does not exceed ten 
per cent and in the case of 200 per cent 
overload the variation does not exceed 
twelve per cent. 

The switchboard consists of ten panels, 
viz., one high-tension incoming feeder 
panel three-phase, 5,000 volts between 
wires. Three induction-motor panels, one 
battery and booster panel, three direct- 
current generator panels and two feeder 
panels, all fitted with the necessary in- 
struments. The board and motor genera- 
tors were supplied by the General Electric 
Company, of New York. 

The cars, thirty in number, each with 
a seating capacity of thirty-two, are of the 
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teak and the roof of aluminum. The seats 
are Of.the garden-seat pattern, four being 
reversible and four stationary. They ex- 


Caracas Tramways. SPECIAL WORK, UNDER 
CONSTRUCTION. 


tend transversely the whole width of the 
car. Storm curtains are provided at the 
open sides. There are destination indi- 
cators and also lifeguards of the Hudson 


IX 
A . 


CONSTRUCTION AT THE CATHEDRAL CORNER OF PLAZA BOLIVAR, 


CENTRAL SQUARE OF THE CITY. 


Open single-deck type. The car bodies 
were supplied by Miles, Voss & Company, 
Limited, of Birkenhead. 

The body framing and flooring are of 


and Bowring type at each end of the car. 
The trucks are all of the Brill pattern and 
were manufactured by the United Electric 
Car Company, Limited. 
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The electrical equipment of each car 
is composed of double-motor GB-58, 
four-turn, thirty-seven-horse-power for 
500 volts. It includes also two B-18 con- 
trollers with one set of handles, magnetic 
blowout circuit - breaker, ete. With a 
view also to the sharp street corners and 
heavy gradients, each car has in addition 
to the mechanical brake one Westinghouse 
magnetic track brake. 

From the commencement of the work 
by J. G. White & Company, Limited, 
under the supervision of J. G. Rose, in 
March, 1907, to its completion in Feb- 
ruary, 1908, the ordinary horse-drawn 
tramway traffic was in full operation. The 
traffic and construction were so arranged - 
that during the whole period of conver- 
sion little, if any, diminution, took place 
in the receipts of the tramway company. 
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Meeting of the American 
Society of Mechanical 
Engineers. 


The November meeting of the American 
Society of Mechanical Engineers will be 
held in the Engineering Societies Build- 
ing, 29 West Thirty-ninth street, on 
Tuesday evening, November 10. Frank- 
lin Phillips, president of the Hewes & 
Phillips Iron Works, Newark, N. J., will 
make an address on “The High-Powered 
Rifle and Its Ammunition—Instruments 
of Precision,” illustrated by lantern slides. 

Mr. Phillips is an expert marksman, 
and in 1903 won the position as first al- 
ternate on the international rifle team to 
England. He was for many years chair- 
man of the committee on rifle and pistol 
practice in the National Guard of New 
Jersey, and is now ordnance officer of the 
Second Infantry of that state. 

Tests of rifles and ammunition at Sea 
Girt, N. J., by men connected with the 
New Jersey National Guard have led to 
marked improvement in arms and ammu- 
nition and to an entire change in the 
powder used by the Government, thereby 
greatly increasing the accuracy of the shot. 
The improvement has been extended to 
large guns, and instead of two per cent 
hits which were made at Santiago, eighty 
per cent is now the average in some ships. 

Mr. Phillips has actively participated in 
this work, and as. he is primarily a me- 
chanical engineer, as well as a marksman, 
he will explain to his audience the prac- 
tical bearing of his investigations upon 
the construction of arms and the elements 
entering into ammunition. 
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THE INTRINSIC BRIGHTNESS OF 
LIGHTING SOURCES.’ 


en a 


BY J. E. WOODWELL. 


The importance of intrinsic brightness 
as a factor in practical illumination has 
been long appreciated and strongly em- 
phasized. At no time has this factor 
been more essential from the standpoint 
of hygiene of the eye than the present. 
The opportunities for violation of the 
laws of hygiene have not only been en- 
larged but the penalties of such abuses 
have been greatly augmented, with the 
general introduction of the more recently 
developed lighting sources of high intrin- 
sic brightness, such as the metallic fila- 
ment incandescent lamps, flaming arc 
lamps and high-pressure gas lamps. In 
too many of the recent installations the 
most dazzling gas and electric lamps are 
ruthlessly placed in such positions that the 
eye can not escape the glare. Moreover, 
the distressing brightness of the source is 
often intensified by the improper use of 
concentrating reflectors. 

Briefly, any brilliant source of light in 
the field of view, however small, causes a 
contraction of the pupil of the eye and 
reduces the effect of illumination received 
from other parts of the visible field. A 
contraction of the pupil also takes place 
even if the bright spot is viewed only oc- 
casionally. Furthermore, the continuous 
or occasional presence of a bright light 
source in the field of view impairs, tem- 
porarily at least, the sensitiveness of the 
eye itself, thus again reducing the effect- 
iveness of illumination. Moreover, the 
contraction of the iris in the presence of 
bright light sources soon reaches the limit 
of its protective faculty, beyond which it 
responds feebly to an increase in bright- 
ness. The control of the pupillary aper- 
_ ture appears to be designed to strengthen 
the vision under comparatively weak il- 
lumination, rather than to protect against 
excessive intensity or brightness. 

Recent researches of André Broca and 
F. Laporte? indicate that the pupillary 


contraction caused by bright light sources ` 


within the peripheral vision reduces visi- 
bility in proportion to the decrease in 
working illumination and produces the 
greatest eye fatigue in comparatively weak 
illumination, The exhaustion and inju- 
rious effect was greatly reduced on the 
other hand under an illumination of from 
1.86 to 3.72 foot-candles, which was shown 


1abstract of a paper presented to the Illuminating 
Engineering Society, Philadelphia, Pa , October 56-6. 


3 Étude des principales sources de lumiére au point 
de vue de l'hygiène de l'oeil. MM. André Broca et 
F. porte. Bulletin of the Société Internationale 
des Electriciens, vol. viii (2d series). No. 76. 
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by tests to be favorable for work, taking 
into consideration the physiological prop- 
erties of the eye and the mean limits of its 
accommodation. 

The intrinsic brightness of the lumi- 
nous source rather than the distance of 
the source from the eye was shown to be 
the principal cause for pupillary contrac- 
tion. This same careful investigation also 
made it evident that the different light 
sources may be classed—with reference 
to their action in producing pupillary 
contraction and residual images—in the 
order of their respective intrinsic bright- 
ness. 

The researches referred to above as well 
as other previous investigations do not in- 
dicate that the protective faculty of the 
eye is susceptible to the energy effect or to 
light rays of different color. 

Ultra-violet rays have been regarded by 
some authorities as harmful, but it has 
been shown that these rays in the light 
from various forms of incandescent illu- 
minants of high intrinsic brightness are 
with few exceptions, much less than in 
direct or even reflected sunlight. Other 
invisible radiation of much more harmful 
character may accompany not only the 
newer light sources of high incandescence 
but those of lower temperature as well. 

The more important hygienic effects of 
light sources of high intrinsic brilliancy 
within the field of vision may then be 
summarized as follows: 

1. Contraction of the pupil is caused, 
thereby reducing the amount of light en- 
tering the eye and the consequent visi- 
bility. $ 

2. The sensibility of the visual organs 
is temporarily impaired by residual images 
and retinal fatigue. 

3. The effects of (1) and (2) are also 
produced by the occasional view of bright 
sources or by subjecting the eye to sudden 
fluctuations of light. 

4. Intrinsic brightness rather than the 
distance of the source from the eye is the 
principal cause for pupillary contraction. 

5. The harmful effects are greatest in 
proportion to the decrease in the working 
illumination and are considerably reduced 
under an illumination exceeding two foot- 
candles. 

6. The different luminous sources may 
be classed with reference to producing pu- 
pillary contraction and after images in the 
same order as their respective intensities. 

In applying the knowledge of the laws 
of hygiene of the eye to the design of 
artificial illumination, the best criterion 
of the proper values of intrinsic bright- 
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ness of the light source, as well as of other 
essential factors, is daylight. 

The intrinsic brightness of nearly all 
of the artificial light sources being so 
much higher than that of natural daylight 
is the principal cause of eye-strain and 
wear and tear on the visual organs. Even 
the most successful efforts to secure dif- 
fusion in artificial illumination by the 
so-called indirect method can not be com- 
pared with the diffusion of daylight. 
From this point of view diffusion is the 
most important single quality of daylight. 
Diffusion may be obtained in artificial il- 
lumination by enlarging the area or sur- 
face of the light source, by shading the 
source with diffusing globes or screens, or 


_by concealing the source and utilizing the 


diffuse reflection of the surfaces which re- 
ceive the direct light. . 

The intrinsic brightness of a light 
source is the candle-power or intensity of 
the source divided by the area of the lu- 
minous surface. The intrinsic brightness 
of a small surface is the candle-power per- 
pendicular to the surface divided by the 
area of the surface. Intrinsic brightness 
is stated, therefore, in candle-power per 
square inch, or in hefners per square 
centimetre when metre umitssare em- 
ployed. 

Measurements taken by Basquin show 
a mean annual brightness for zenith sky in 
Chicago of 500 candles per square foot, or 
about 3.47 candles per square inch, with a 
range from 200 to 1,100 candles per square 
foot according to the month and other 
conditions. Making due allowance for the 
decrease in brightness near the horizon 
for natural reasons, and the reduction of 
the effective sky area by buildings and 
other local objects, the virtual intrinsic 
brightness of the sky in relation to the 
flux of light received through an ordinary 
vertical window, under average conditions 
probably rarely exceeds one-fourth of the 
above figure. 

Measurements of the daylight illumina- 
tion received in rooms at various distances 
from. a window fitted with a ground-glass 
screen indicate also’ that the vertical 
brightness of the flux of light from the 
sky, direct sunlight excluded, though 
varying widely under different conditions, 
is not often more than one candle-power 
per square inch. Even such a compara- 
tively low degree of brightness exposed to 
view affords discomfort to the eye. Shades 
and screens are depended upon to modify 
all but the most moderate natural bril- 
liancy so that with a satisfactory interior 
illumination the virtual intrinsic bright- 
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ners of the flux of daylight through win- 
dows may be as low as 0.1 or even 0.01 
candle-power per square inch. 

Even an abnormally high illumination 
of ten foot-candles on a white diffusing 
surface, such as white blotting paper, 
gives an intrinsic brightness of the surface 
very little more than 0.005 candle-power 
per square inch, neglecting absorption 
which would reduce the apparent bright- 
ness to 0.004 candle-power or less. 

Compared with such figures the intrin- 
sic brightness of all of the naked artificial 
luminous sources is enormously high, 
while the values secured in actual practice 
by the use of shades and diffuse reflecting 
surfaces are generally more than ten times 
as great. 

A number of authorities regard four or 
five candle-power per square inch safe and 
admissible and one or two candle-power 
good practice. While the use of even the 
lower of these values in artificial illumi- 
nations is questioned, it would result in 
a most pronounced improvement from the 
hygienic standpoint and alleviate one of 
the principal causes of eye-strain and fa- 
tigue. 

Acid-frosted or sand-blasted incandes- 
cent carbon or metallized-filament lamps 
as commonly used in exposed positions 
without reflectors have an intrinsic sur- 
face brightness of from 0.75 to 1.0 candle- 
power per square inch. When in the field 
of vision, however, such frosted lamps fre- 
quently produce a most distressing and 
harmful result, and reduce the value of 
the effective illumination. 

In consideration of the foregoing data, 
as well as from actual experience in the 
design of illumination, it is the opinion 
of the writer that from 0.2 to 0.1 candle- 
power per square inch is none too low for 
the safest and best practice where artifi- 
cial sources must necessarily be placed in 
the constant or even occasional field of 
vision. The use of such a factor is neces- 
sarily dependent upon the local conditions 
and especially upon the intensity of gen- 
eral illumination of the objects viewed 
and the corresponding pupillary aperture, 
as noted by Broca and Laporte. 

In the presence of a highly illuminated 
field of view the iris diaphragm of the eye 
is “stopped” down almost to a minimum, 
and the direct effect of any light sources 
within the field of vision is correspond- 
ingly lessened. These conditions occur in 
Practice where a room or space is almost 
uniformly illuminated by exposed light- 
ing sources of high brilliancy and there 
are neither dark surfaces, sharp contrasts 
nor shadows which would require the eye 
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to work with a larger pupillary aperture. 


Such conditions, while tending to reduce 
the deleterious effect of brilliant light 
sources, are not the most favorable for 
best vision. Working in such an environ- 
ment it is not strange that a comparatively 
high intensity of illumination in foot- 
candles is frequently demanded and the 
eye appears insatiable. From the stand- 
point of efficiency, therefore, as well as of 
hygiene, the conditions must favor a pu- 
pillary aperture which is sufficiently large 
to work the eye at its maximum sensibil- 


ity. To accomplish this result the inten-° 


sity of illumination should not only be 
moderate, in general from 1.5 to four foot- 
candles, but the intrinsic brightness of the 
sources should be reduced to 0.2 or 0.1 
candle-power per square inch; or else the 
sources must be completely excluded from 
the field of vision. 

With a weak illumination, however, re- 
quiring the eye to work at or near the 
limit of opening of the pupillary aperture 
the eye is extraordinarily sensitive to the 
direct light from sources of even moderate 
intrinsic brightness, and under such cir- 
cumstances the actual apparent surface 
brightness of the source can not be kept 
too low for safety. This point is illus- 
trated by the distressing effect of frosted 
and shaded lamps, and sometimes of 
candles, in the field of vision under the 
conditions of a weak general illumination 
frequently found in theatres, churches and 
auditoriums, 

It is possible that the effects of over- 
stimulation by means of varying intrinsic 
brightness has some such relation to the 
pupillary aperture through the range of 
accommodation of the eve as that of the 
ability of the eve to note a constant frac- 
tional difference in luminosity through a 
wide range of intensities of illumination, 
according to the law of Fechner. 

The distance of the luminous source 
from the eve within the limits ordinarily 
found in interior illumination does not 
appear to be material, except in its rela- 
tion to the position of the source and its 
inclusion or exclusion of the field of 
Vision. 

The preceding discussion has been con- 
fined to the direct effects and modification 
of the intrinsic brightness of luminous 
source, but it is evident that the same 
conditions will apply equally well to the 
reduction of the intrinsic brightness of all 
illuminated surfaces which become second- 
ary sources of illuminations, Even with 
indirect illumination the ratio of bright- 
ness of the reflecting surfaces to that of 
the illuminated field mav be excessive. 
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The feregoing data will have their prin- 
cipal application, however, ‘in the design 
of globes and shades which are commonly 
employed to reduce the intrinsic bright- 
ness of exposed lighting sources. In arriv- 
ing at the resultant intrinsic brightness 
it is necessary to refer to the spherical 
candle-power of the source and to make 
allowance for the absorption by the glass 
which may vary between from fifteen to 
twenty-five per cent for alabaster to sixty 
per cent or more for opal or porcélain 
glass. The absorption by ground glass 
will vary according to the process em- 
ployed in roughing or sand blasting, but 
it will generally be between twenty and 
forty per cent. The thickness as well as 
the quality of the glass will also have a 
marked influence upon the absorption. 
Moreover, the distribution of the light 
from this source will be modified by sur- 
rounding the lamp with an inclosing globe. 
The most perfect diffusion will be received 
by a ground opal glass, but at a sacrifice 
of from forty to sixty per cent of the total 
light. The more transparent glasses, on 
the other hand, do not sufficiently diffuse 
the light from the source. In any event, 


however, it is important that the size of 
the diffusing globe or shade should be pro- 
portioned to the candle-power of the 
source, so that the reduction of intrinsic 
brightness will be approximately uniform. 
Fixture designs employing exposed frosted 
lamps together with other lamps in large 
inclosing globes of comparatively low in- 


trinsic brilliancy are especially objection- 
able. 


—___<@——___ 
Belgian Electrical Industry. 

Consul-General Ethelbert Watts an- 
nounces that in the Brussels district of 
Belgium there are several underground 
tramway lines worked by two different 
companies. The companies employ their 
own staffs for their construction work. 

The work of laying the underground 
telephone system is carried out on the 
contract plan. 

A concession for an electric tramway 
has just been granted in Namur. 

Projects are under way for electric 
lighting plants at Anderlecht, Etterbeek, 
Auvelais and Montaigu. 

— e0 
The Efectrie Club of Chicago. 

The Electric Club of Chicago was ad- 
dressed, at a meeting held on October 14, 
by W. J. Warder, Jr., of Roth Brothers & 
Company, on the subject of “Direct-Cur- 
rent Elevator Motors.” On October 21 
the club was addressed by W. T. Dean, 
of the General Electric Company, and 
next Wednesday the address will be made 
by Peter Junkersfeld, of the Common- 
wealth Edison Company. 


atmosphere. 
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Report of the Second Day’s Sessions of the Convention Held at 


| TUESDAY MORNING SESSION. 


HE first paper taken up Tuesday 
morning was entitled “Intensity of 
Natural Illumination Throughout 

the Day,” by Leonard J. Lewinson. 
This dealt with the intensity of 
illumination produced by natural sources 


of light, such as the sun, moon. 


and stars; modified : by the earth’s 
Experiments were under- 
taken to secure data under various at- 
mospheric conditions at different periods 
during the day. To make a complete 
survey of the subject would involve years 
of effort. A problem which is open to 
discussion; and which is of much im- 
portance can be summed up in the ques- 
tion: Why does the human eye, which is 
satisfied with an illumination of two foot- 
candles produced at night by an artificial 
source, require at least twenty foot-candles 
of daylight for ordinary reading purposes? 
Two Sharp-Millar photometers equipped 
with miniature tungsten: lamps were used. 
The experiments were conducted on the 
roof of the Electrical Testing Laborato- 
ries in New York city, where there was 
practically no obstruction to the light 
from the sky. Tables and curves were 
given, showing the variation of the in- 
tensity of natural illumination. Consid- 
ering first the night illumination, it was 
noted that the sky light value approxi- 
mates one-one-thousandth  foot-candle 
when the moon is not visible. The rate 
of illumination during the hour preced- 
ing sunrise is enormous. When the ob- 
servation was made, at 5.25 a. M., about 
seven minutes before sunrise, the illumi- 
nation was 10,000 times that at 4.25 
A. M. During the hour after sunrise the 
rate of increase is relatively small. When 
the sun first appears above the horizon 
the horizontal illumination is about equal 
to the normal. After the sun is well above 
the horizon the normal illumination in- 
creases more rapidly than the horizontal. 
During the later morning hours there is 
a steady increase of both horizontal] and 
normal illumination. A correspondingly 
regular rate of decrease is noticed after 
noon and until 6 o'clock, when the fall- 
ing off becomes more marked. A fair 
average figure for horizontal illumination 
produced by moonlight and sky light on 
an ordinarily clear nicht is about four- 
teen-thousandths foot-candle. The day- 
light illumination varies in intensity from 
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2,000 to 8,000 foot-candles between the 
hours of 8 a. M. and 4 P. M. 

The discussion was opened by Carl 
Hering, who remarked that it seemed ap- 
parent that we should adapt our artificial 
illumination or night illumination to cor- 
respond with daylight to make the best 
use of our eyes. It might be of interest 
to know that the maximum illumina- 
tion obtained—12,000 foot-candles—corre- 
sponds to the intrinsic brightness of the 
Welsbach mantle. He did not care to 
assume any responsibility for the data, 
but he pointed out that if the conversion 
factor of 452, by which the candles per 
square inch are multiplied, are reduced 
to foot candles, it would indicate that a 
piece of paper exposed to daylight is as 
bright as a Welsbach mantle. If the fig- 
ures are correct this is the case. 

J. E. Woodwell raised the question 
whether the two values indicated here— 
that is, the horizontal component and the 
normal component—were as important as 


the vertical component, as practically all 


of the light which enters modern struc- 
tures comes in through vertical windows. 
In future work of this kind he would 
suggest that measurements be made of the 
vertical comporient of illumination, and 
that data be secured concerning the effect 
of the reflection of the exterior walls and 
Luildings upon street lighting. | 

Emile G. Perrot said that he had made 
a number of observations concerning the 
relative efficiencies of daylight at various 
times of the year. The test described, be- 
ing made in September, he thought did 
not give any real value from a practical 
standpoint in designing a building, for 
the information that is really required by 
the architect should cover the entire year, 
as the illuminating value of the sun 
changes all the year round. We must re- 
member that the sun in winter is lower 
in the horizon than in summer, and con- 
sequently the penetration of the sunlight 
into a room in the vertical plane would 
be greater in winter than in summer. 
Again, the sun sets and rises in different 
positions at different times of the year, 
so that the position of a building may be 
right for one time of the year and wrong 
fur another. 

A communicated discussion of this 
paper by R. S. Hale called attention to 
the fact that it is evident that in street 
lighting the intensity of illumination in 
the morning daylight, say, an hour be- 
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fore sunrise, is higher than the same time 
in the evening daylight, say, an hour after 
sunset. For that reason he considered 
that municipal schedules for street light- 
ing can be regulated to economize in the 
use of artificial light in the early morn- 
ing hours. He also called attention to 
the physiological effect upon the retina of 
the eye of a person who has been work- 
ing at night out in the open. The retina 
is more extended in the morning hours, 
so that it takes in more of the reflected 
light than it does at any other time. 

In closing the discussion Mr. Lansingh 
stated, in answer to Mr. Woodwell, that 
there was considerable question with re- 
gard to the measurement of ordinary il- 
lumination. It was hard to decide which 
way to turn the photometer—whether 
away from the sun, or toward the sun, 
or at an angle. Measurements will prob- 
ably have to be made in a great many 
planes, and the paper was simply an in- 
troduction to the subject. He would point 
out, however, that all measurements of 
illumination made during the day would 
be measurements of the sunlight plus the 
sky light. | 

The paper entitled “The Integrating 
Sphere in Industrial Photometry,” by Dr. 
Clayton H. Sharp and Preston S. Millar, 
was read by Dr. Sharp. This paper de- 
scribed the integrating sphere, sometimes 
known as the Ulbricht sphere, which was 
first put into practical form in 1900. It 
consists, briefly, of a hollow sphere con- 
taining the source of light, and coated in- 
side with a white diffusing paint. Into 
the side of the sphere is set a small win- 
dow of diffusing glass, the brightness of 
which, when the direct rays are screened 
from it, measures the total luminous flux 
within the sphere. The theory of the in- 
tegrating sphere is as follows: If a source 
of light having a uniform distribution 
of candle-power is suspended at the cen- 
tre of a hollow sphere, the illumination 
at any point on the surface of the sphere 
is proportional to the mean spherical 
candle-power or to the total luminous 
flux of the source. If, however, the source 
be moved away from the centre, this re- — 
lation no longer is true. If the interior 
of the sphere is coated with a white dif- 
fusely reflecting coating, obeying Lam- 
bert’s law, the illumination at any point 
of the surface may be regarded as being 
made up of two component parts: first, 
that due to the light falling on it directly 
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from source; and, second, that due to re-, 
flection from all other sources of the sur- 
face of the sphere. During the past two 
years experiments have been made with 
integrating spheres at the Electrical Test- 
ing Laboratories in New York, with uni- 
formly favorable results. In using the 
integrating sphere reliance must be 
placed in the substitution method of pho- 
tometry. The sphere may be used in 
conjunction with existing photometric ap- 
paratus. At the Electrical Testing La- 
boratories an eleven-inch sphere has been 
used with small lamps. A _ thirty-inch 
sphere is used with a simple Lummer- 
Brodhun photometer. An eighteen-inch 
sphere and an eighty-inch sphere are used 
with a convenient type of portable pho- 
tometer. | 

The discussion was opened by Francis 
E. Cady, who asked whether any investi- 
gation -had been made of the effect of 
the collection of dust or dirt on the inside 
of the sphere on the diffusing surface. 

H. Thurston Owens asked if this type 
of photometer had been used for gas 
lamps, such as gas arcs. 

_ Alfred A. Wohlauer asked whether the 
theory of the integrating sphere could be 
applied to the precalculation of the il- 
lumination due to reflection from walls 
or ceilings. | | 

In closing the discussion, Dr. Sharp 
said that they had made no investigation 
with regard to the effect of dust, because 
the simplest thing to do was to take 
the dust off. 

As to the measurement of large gas 
lamps, this would undoubtedly be entirely 
feasible. 

With regard to the measurement of 
large reflecting surfaces, Dr. Sharp did 
not quite see the direct connection be- 
tween the constants of the sphere and the 
constants of the rooms when measuring 
the light reflected from walls and ceil- 
ings. 

The paper entitled “The Ives Colorim- 
eter in Illuminating Engineering” was 
read by Dr. Herbert E. Ives. This paper 
described the Ives colorimeter, designed 
by Frederick E. Ives for the measurement 
of all colors in terms of three primary 
colors. By means of the colorimeter it 
is possible to describe a color accurately 
in terms of the red, green and blue com- 
ponents of a standard white light. For 
instance, in place of the indefinite term 
“pink,” a color may be designated as red, 
sixty-two ; green, thirty-one; blue, fifty. 
These figures mean that by mixing red, 
green and blue light in the proportions 
given, there is produced to the eye the 
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sensation of pink. Two colors alike to. 


the eyd measure alike in the colorimeter. 
In this it differs from the spectrophotom- 
eter, which gives the intensity at every 
point in the spectrum, but only an ap- 
proximate indication of how the eye will 
compare the color in question with an- 
other. A table was read showing the red, 
green and blue readings of various sources 
of illumination. From the observations 
made it would appear that the best light 
for matching colors is that of the Wels- 
bach mantle, while that of the Cooper 
Hewitt lamp—an extremely selective 
source—exhibits wide deviations. 

D. McFarlan Moore opened the discus- 
sion on this paper, and stated that in his 
opinion the light from the carbon-dioxide 
tube should be given the first place in its 
approximation to daylight. From the 
paper he would draw the conclusion that 
the mercury arc would be preferable to a 
carbon-dioxide tube over a ribbon counter 
in a drygoods store. This statement, he 
said, was misleading. As a substitute for 
natural light the carbon-dioxide tube was 
superior to all others. He quoted the re- 


sults secured by a number of authorities, 


which would indicate that the spectrum 
of the carbon-dioxide tube, when passing 
an electric current, differed very slightly 
from daylight. Mr. Moore called atten- 
tion to tests carried out by Professor Ut- 
zinger for the Siemens-Schuckert Com- 
pany in Germany. The figures obtained 
in these tests differed very -materially 
from those given in the paper. Professor 
Utzinger makes the statement that the 
carbon-dioxide tube does not differ from 
daylight more than three per cent on a 
cloudless day. Mr. Moore also took ex- 
ception to the method which was used in 
effecting a comparison of the illumination 
of the tubes in the New York Post Office, 
upon which the data given in the paper 
were based. l 

Dr. E. P. Hyde explained the circum- 
stances under which the tests were made. 
Every precaution. was taken to secure an 
accurate reading, and he felt convinced 
that the figures given by Dr. Ives were 
not far from correct. 

Frederick E. Ives stated that he had 
made the tests described in the paper, and 
that direct comparison was made with 
the light from an electric lamp. It 
seemed to him that the carbon-dioxide 
tube comes nearer to daylight than any 
of the other artificial illuminants used in 
these tests. His impression was gained 
perhaps because of the steadiness of the 
light and because it was rich in blue lines. 
He thought that it represented the color 
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of a rather blue sky than average day- 
x a 
light. 

E. L. Elliott stated that he had the 
greatest admiration for the work of Dr. 
Ives, and that it was reasonable to expect 
something very practical in the way of 
color measurements; but to put the car- 
bon-dioxide tube as bluer than the mer- 
cury lamp introduced a discrepancy which 


-it seemed to him was too large to be ex- 


plained away. He did not know of any 
light sources which had been introduced 
for commercial use which were wider apart 
in their appearance, and an instrument 
that would confuse these things would not 
be of the most reliable character. 

Dr. Hyde, in answer to Mr. Elliott, 
stated that during the time of the test 
three observers had stood in the room and 
had in perspective the ` carbon-dioxide 
tubes and the mercury-vapor tubes. The 
consensus of opinion was that, of the two 
sources, the carbon-dioxide tube was 
slightly bluer and the mercury-vapor tube 
slightly greener. The conclusion was that 
there was very little difference in the in- 
tegral result—that is, in the apparent 
color, and it so happened that the data, 
when worked up, confirmed the observa- 
tions made on the spot. 

The paper entitled “Calculating and 
Comparing Lights from Various Sources” 
was read by Carl Hering. This: paper 
was an attempt to clarify the apparent 
mistiness surrounding many of the calcu- 
lations of light by giving the formule 
in such form that they can be directly used 
for numerical calculations, and to ex- 
plain in plain terms some of the less 
usually understood, but often very useful, 
and perhaps not generally understood 
laws. It was also an attempt to show 
what the real physical meaning is of the 
various quantities involved, so that they 
may be used more intelligently. The paper 
proceeded to throw into the form of equa- 
tions the fundamental relations existing 
‘between the various factors involved in 
the calculations, and also gave graphical 
demonstrations of the methods by which 
these relations were arrived at. Eliminat- 
ing literal factors, the conclusions were 
represented directly by the physical name 
given to the terms involved in the equa- 
tions. 

Dr. Sharp discussed this paper at length 
from the point of view of its definitions, 
and called attention to the necessity for 
caution in accepting the dicta laid down. 

Alfred A. Wohlauer discussed the paper 
with regard to its application for certain 
measurements wherein the data given 
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were at variance with the practice gener- 
ally observed. 

In his paper Mr. Hering defined the 
flux of light as representing the quantity 
of light radiation, as that which is bought, 
sold and used—that is, the statement of 
the amount of flux alone, without any 
further specifications, is not sufficient for 
industrial purposes. 

Both Dr. Sharp and Dr. Hyde believed 
that the proper way to define flux would 
be'as it was naturally used in practice, in 
terms of the quantity of luminous energy 
flowing across a surface of unit area per 
second ; in other words, make specific flux 
a point function. Dr. Hyde did not be- 
lieve that the spherical candle is the com- 
mon unit of flux, and that we could not 
consider the official unit as a lumen. 

E. L. Elliott said that the fact that 6o 
many authorities hold opposing ideas 
concerning the common unit to be used in 
the measurement of light was a sufficient 
evidence of the chaotic state in which 
photometric measurements still are. He 
could see no discrepancy in taking the 
spherical candle-power as the practical 
_ unit of flux of light. He believed that 
this term was understood by ninety-nine 
where there would not be one found who 
would know what the word “lumen” 
meant. As far as the hefner was con- 
cerned, it had the virtue of being estab- 
lished from an official source. If we 
traced the official candle which we call 
official in this country to its source, he 
supposed we would ultimately land in the 
Reichsanstalt in Germany. 

In closing the discussion on this paper 
Dr. Hering said that he was simply tak- 
ing things as they were. He agreed that 
as long as we use certain expressions to 
convey certain meanings, we should ac- 
cept one term to mean one thing. If cer- 
tain formule were not acceptable, they, 
of course, could be omitted. As far as 
the Geneva Congress was concerned, it was 
a matter of record that it was the first 
body to define the lumen, the lux and 
other units. 


TUESDAY AFTERNOON SESSION. 

The first paper taken up on Tuesday 
afternoon was entitled “The Calculation 
of Illumination by the Flux of Light 
Method,” by J. R. Cravath and V. R. 
Lansingh. This paper was presented by 
Mr. Lansingh. 

This paper described certain methods 
employed by the authors in calculating the 
illumination of large interiors, and 
showed the practical application to the 
suggestions made by Dr. Clayton H. 
Sharp in his presidential address before 
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the first annual convention of the society, 
at Boston, July 30, 1907. 

P. S. Millar called attention to the de- 
sirability of collecting and tabulating data 
bearing upon the coefficient of utilization 
of light. The ratio between the flux of 
light applied in a given installation 
and the values of the light gen- 
erated, is a valuable factor. If we can 
determine that ratio in such a manner as 
to apply it in practice to rooms of vari- 
ous sizes, with decorations of various 
characteristics, we can readily work out 
complete illumination schemes before the 
installation is made. 

The next paper was entitled “Strect 
Lighting with Gas in Europe,” by E. N. 
Wrightington. This paper was presented 
by R. C. Ware. 

This paper described the types of burn- 
ers which are being utilized for lighting 
Continental European cities. The in- 
verted lamp seems to have been pretty 
thoroughly tested on the other side, and 
has given good results. The efficiency for 
useful light obtained greatly exceeds that 
of the upright lamp. There are two rea- 
sons for this advantage: first, because the 
proportion of light below the horizontal 
is much greater than from an upright 
mantle, and because the construction of 
the inverted-mantle burner permits the 
use of reflectors which will collect the up- 
right rays and turn them in a useful di- 
rection. Most of these lamps are 
equipped with a pilot flame, and the main 
lamp is ignited by means of a lever arm. 
The most striking feature of strect light- 
ing on the other side is unquestionably 
the use of high-pressure inverted gas 
lamps. These lamps are found in very 
large units, running as high as 3,600 
mean lower hemispherical candle-power. 
Posts are placed near together, and the 
streets are almost as bright as if lighted 
by daylight. The light is well diffused, 
and the effect very soft and pleasing. 

Walton Forstall, in opening the discus- 
sion on this paper, asked whether there 
was any special pressure used with the 
intensified lights. He believed that at the 
gas exhibition in Dublin last year the 
pressure was sixty inches. 

Dr. Bell replied to this question, to the 
effect that the sixty-inch pressure is the 
highest pressure that is being used with 
compressed gas. Compressed gas started 
a few years ago at ten or twelve inches; 
then it went to sixteen, and then to 
twenty, thirty and forty, and it has now 
reached sixty inches, which is the exact 
pressure of the system in Berlin. The 
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distribution is through steel tubes, which 
are put together with gaskets. The lights 
are supplied by a tube-pressure pumping 
station operating gas engines. In Berlin 
the system uses compressed gas, and that 
seems to be the more usual tendency, al- 
though some of the systems use com- 
pressed air, and one system in Paris ac- 
tually feeds oxygen obtained from liquid 
air to the burner to intensify the light. 

T. J. Little, Jr., stated that he had 
recently experimented with seventy-one 
inches with a special mantle, with good re- 
sults. He believed that this will revolu- 
tionize the whole business as far as high- 
pressure lighting goes. 

Dr. Bell stated that to remove a pos- 
sible misapprehension, it should be known 
that in the pressure gas burners the press- 
ure is maintained to inspirate a suffi- 
cient quantity of air to give an intensified 
flame. There is in no case such a pressure 
of sixty inches against the mantle. 

The paper entitled “Design of the Il- 
lumination of the New York City Car- 
negie. Libraries” was read by L. B. Marks. 

In this paper the author discusses the 
characteristics which are involved in the 
illumination of a public library. The 
layout of the various divisions is indi- 
cated, and the method adopted in provid- 
ing just that illumination best suited for 
the service involved. The features of the 
design include: freedom from glare, all 
the lamps being shaded; the intrinsic 
brightness of the lighting sources is kept 
down to one-tenth of a candle-power per 
square inch; the general illumination is 
one foot-candle on the horizontal work- 
ing plane; the horizontal illumination on 
reading tables is five foot-candles; the ver- 
tical illumination on the book shelves 
ranges from one and one-half to four 
foot-candles; the horizontal illumination 
on the book shelves ranges from four to 
eight foot-candles; the ceiling pendents 
for general illumination are designed for 
efficient use of tungsten lamps; lights near 
windows are placed on the same circuit 
as far as possible; the lamps for general 
illumination are hung high, but low 
enough to avoid sharp contrasts on the 
ceiling. 

N. W. Gifford stated that the author 
gave five foot-candles as the proper 
amount of illumination on a reading table. 
He asked whether this was enough or too 
much; if there was not a popular tend- 
dency to ask for more light than was 
necessary. He said that in Boston the 
matter had been investigated by a com- 
mission, considering the question of school 
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lighting. He believed the figure estab- 
lished was 2.5 foot-candles. 

Dr. Bell replied that he was also of the 
impression that the figure was 2.5, but 
there seemed to be some doubt in the 
minds of the physicians as to what was 
the best figure for school-room illumina- 
tion. 

In closing the discussion Mr. Marks 
said that there is considerable question 
as regards the amount of illumination 
on the reading table. After an investiga- 
tion covering six months in a New York 
public library, studying the conditions, 
the conclusion was reached that 2.5 foot- 
candles, under average working condi- 
tions, was not nearly enough for the read- 
ers who frequented the libraries. This is 
so to a certain extent because of the books 
being printed in different languages. 
With some of these the type is excecdingly 
small. What has been attempted in the 
installation described in the paper has 
been to establish a happy mean. A book 
can be placed in such a position as to get 
ten foot-candles on any reading table in 
the library. On the other hand, if the 
book is held just outside of the edge of 
the table, it will receive only 2.5 foot- 
candles. 

The paper entitled “Engineering Prob- 
lems in Illumination,” by Alfred A. Woh- 
lauer, was read. | 

The object of this paper was to present 
a conception of the duties of the illuminat- 
ing engineer; to point out and to develop 
problems which have been solved by him, 
and to give an idea of the elements and 
fundamentals an illuminating engineer 
has to master in order to be able to carry 
out his work, and then lay down a clear 
and convincing proof that illuminating 
engineering is an individual profession. 

Albert J. Marshall, in discussing Mr. 
Wohlauer’s paper, called attention to the 
necessity for giving due consideration to 
both the utilitarian and esthetic values 
in illuminating engineering work. 

F. J. McGuire also called attention to 
the necessity for an illuminating engineer 
to consider æsthetic values, and not to 
assume too much importance with regard 
to the matter of economy of current. He 
called attention to several instances where 
the architects had opposed the idea of in- 
troducing the services of an illuminating 
engineer. 

Mr. Lansingh directed attention to the 
fact that prismatic glassware had been 
developed which would enable the illumi- 
nating engineer to secure certain definite 
results that might be applied to areas of 
widely differing characteristics. 
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E. L. Elliott called attention to the 
large discrepancy which must always take 
place between theoretical and actual 
values. In attempting to obtain uniform 
illumination, for instance, in a store, 
where it would undoubtedly be desirable, 
in some cases it would be found in prac- 
tice that after the engineer had secured, 
as nearly as could be calculated, a uni- 
form illumination, there would be con- 
siderable variance after the lighting had 
been installed. 

The paper entitled “Intrinsic Bright- 
ness of Lighting Sources,” by J. E. Wood- 
well, was presented. An abstract of this 
paper is given elsewhere in this issue. 

The discussion on this paper was opened 
by D. McFarlan Moore, who congratulated 
the society on taking up the subject of 
intrinsic brilliancy. He thought that Mr. 
Woodwell’s statement that the intrinsic 
brighiness rather than the distance of the 
source from the eye is the cause of the 
contraction of the pupil of the eye, is 
illustrated in exterior lighting in a re- 
markable way. He also stated that the 
theoretical specifications indicated in the 
paper are only met by the vacuum tube. 
In this system of lighting the illumina- 
iion can be regulated over a large degree 
of brilliancy, but it is generated at the 
intensity a which it is used. 

The paper entitled “Some Experiments 
on Reflection from Ceiling, Walls and 
Floor,” by V. R. Lansingh and T. W. 
Rolph, was read. l 

The tests described in this paper werc 
undertaken to determine the values of 
the reflection of light from ceiling, walls 
and floor under average conditions of ar- 
tificial lighting. The paper described the 
test room, the lamps and reflectors, the 
instruments, and the methods of test. The 
conclusion is reached from these tests 
that the floor has little value as a re- 
flector. Comparing the values with one 
lamp and reflector with those with three 
lamps and reflectors, the effective angle 
with light ceiling and dark walls and 
floor is sixty-three degrees in the first case 
and fifty-six in the second case. The 
average angle of sixty degrees may be 
considered as good for the assumed con- 
ditions with small rooms. 

The paper entitled “Architecture and 
Illumination,” by Emile G. Perrot, was 
read by the author. 

Mr. Perrot holds that the architect’s 
means of expression is by the use of ma- 
terials of construction which must be so 
molded and shaped as to give the appear- 
ance of solidity; that is, that the build- 
ing is a conerete reality; that it is solid 
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and substantial in addition to being a 
thing of beauty. This effect is produced 
largely by means of shades and shadows. 
It is here that light plays a most im- 
portant part in the bringing out of the 
details which characterize the work of the 
master architect. The study of the play 
of light and shade on the exterior of a 
building requires the highest kind of 
training for the successful outcome of an 
architectural composition. With interior 
lighting a different condition exists; hence 
the design of details for the interior of a 
building should not possess the same char- 
acteristics as are found on the exterior 
of buildings. His idea as to the way in 
which the Illuminating Engineering So- 
ciety could materially help the architects 
would be by the publication of tables 
embodying standards and giving data and 
formule for the lighting of all types of 
buildings with various illuminants. If 
buildings are to be properly lighted and 
made to embody the latest improvements, 
the architect should be kept in touch with 
all that is new and desirable for the pur- 
pose of effectively and economically light- 
ing the building he designs, with the view 
of wedding architecture and illumination. 
He believed this result could better be 
accomplished through the society than by 
any other means. 

Following the discussion on this paper 
President Bell thanked the Philadelphia 
committee for the successful work which 
had been put into the convention. The 
total membership registered was 242, and 
there were visiting the convention 158. 
It had been especially gratifving to him as 
presiding officer to sce the way in which 
the members had actually attended the 
business meetings. Wherever the next con- 
vention might be held, the local bodies 
would have to work hard to maintain the 
pace set by Philadelphia. 

The meeting then stood adjourned. 
—__<@——_—___- 
Convention of the National 
Society for the Promotion 
of Industrial Education. 


The second annual convention of the 
National Socicty for the Promotion of 
Industrial Education will be held at At- 
lanta, Ga., November 19, 20 and 21. The | 
headquarters will be at the Piedmont 
Hotel, where the annual banquet will be 
held on Thursday evening, November 19. 
The meetings of the convention will be 
held at the State Capitol, House of Rep- 
resentatives. The exhibition of work by 
pupils of the trade schools will be ar- 
ranged in the corridors of the State Capi- 
tol surrounding the House of Representa- 
tives. 
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The Fixation of Atmospheric 
. . Nitrogen. 

This subject was discussed at the re- 
cent International Congress of Applied 
Electricity, held at Marseilles, France. 
Mr. Blondin, vice-president of the section 
for Electrochemistry and Electrometal- 
lurgy, described the processes of Kowalski 
and Mocsicki and of Birkeland and Eyde. 
The latter process is characterized by the 
use of.alternating-current arcs in the form 
of discs nearly two metres in diameter. 
The plant at Nottoden, in Norway, uses 
this process and consumes 36,000 kilowatts 
with an output of 500 kilogrammes of 
NO,H per kilowatt per year. Mr. Blondin 
also described the Frank and Caro process 
used at Notre-Dame-de-Briancon for the 
manufacture of cyanamide of calcium. 
The fixation here is effected by the elec- 
tric effluvium. The frequency used is 
fifty periods per second. It was stated 
that according to Birkeland the frequency 
is not of importance, as he had not ob- 
tained any improvement by increasing the 
periodicity. It would seem that the ioniz- 
ing action has very little influence, per- 
haps one in 1,000. Reference was likewise 
made to the process of Professors Gorbow 
and Mitkievitch, of St. Petersburg, who 
employ a high-tension three-phase current 
with furnaces consuming a maximum of 


fourteen kilowatfs for producing nitrous 


oxide. The results show a production of 
480 kilogrammes per kilowatt-year. The 
process is not yet applied on an industrial 
scale. The Pawling process used at Inns- 
bruck was next brought to the attention 
of the congress. It is based on the system 
of horn lightning arresters, furnaces of 
500 to 700 kilowatts being used, and is 
characterized by the direct production of 
thirty-six to forty-degrees Beaumé nitric 
acid. Researches made by Professor 
Haber, of Karlsruhe, were also mentioned. 
He has found that the principle of increas- 
ing the output lies in improving the ioniz- 
ing action of the arc. In order to do this 
a lowering of the temperature is indispen- 
sable, a high temperature being one of the 
great obstacles to the ionizing influence. 
Professor Haber has realized the neces- 
sary condition by slightly decreasing the 
pressure and utilizing electrodes of Nernst 
material, The ionizing action undoubt- 
edly takes place, as a thermic calculation 
will indicate. The concentration of the 
oxide, which is five per cent in the Birke- 
land process, amounted to fourteen per 
cent in the Haber experiments.—L’Indus- 
trie Electrique (Parts), September 25. 
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Photographs of the New York 
Electrical Show. | 

The accompanying illustrations are in- 

teresting as showing the extent to which 

decorative features were carried and ac- 
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of the utility of electrical devices and was 
divided into representations of domestic, 
commercial and industrial applications. 
The facade overtopping the booth was 
made to illustrate the great growth of the 


THE BROOKLYN EDISON SIGN AT THE NEW YORK ELECTRICAL SHOW. 


tual demonstration of material made at 
the New York Electrical Show, which was 
held at Madison Square Garden recently. 

One of the most prominent features of 
the show was the huge “Brooklyn” sign, 


Brooklyn Edison system during the last 


decade, 


Other illustrations show the booth of 
the General Electric Company, which had 
one of the most artistic exhibits in the 


THE Brookiyn EDISON EXHIBIT at THE NEw York ELECTRICAL SHOW, 


spanning the Fourth avenue end of the 
amphitheatre. The Brooklyn Edison ex- 
hibit presented a unique exemplification 


hall. Tungsten and tantalum lamps were 
the features of this exhibit as well as the 
principal objects of interest of the entire 
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show. The large space occupied by the 
company was divided down the centre by a 
brick-floored pergola covered with vines 
and illuminated by forty, sixty and 100- 
watt tungsten lamps in Holophane re- 
flectors. The effective beautiful green and 
white of the pergola in the brilliant rays 
of the tungsten lamps was further en- 
hanced by miniature bulbs sparkling in 
the foliage. On one side of the pergola 
the company exhibited its complete line 
of electric heating devices, including the 
new electric toaster, a valuable adjunct 
to the electric chafing-dish, the new con- 
tinuous heat of cigar lighter, and special 
kitchen outfits and ovens. At this end 
of the space a comparison was shown of 

the tungsten and carbon-lamp efficiency 
-by means of the lamp-testing watt-indi- 
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comparison of one 250-watt-tungsten larhp 
and thirteen sixteen-candle-power carbon 
lamps giving approximately the same 
candle-power, with a comparison of rela- 
tive cost of current consumption per 
month. The two types of lamps were 
suspended from opposite ends of a bal- 
ance arm, and on an arch above were 


three 250-watt tungstens in Holophane 


shades, which were exhibited as having 
approximately the same current consump- 


tion as the thirteen sixteen-candle-power 


carbon lamps below. 
One of the most interesting features of 
the exhibit was a case of miniature tung- 


‘sten lamps showing the innumerable forms 


in which it has been perfected by the Gen- 
eral Electric Company. There were types 
suitable for use on automobiles, motor 


. THE GENERAL ELECTRIC COMPANY AT THE NEw York ELECTRICAL SHOW. 


cators, and the new twenty-five-watt tung- 
sten lamp was exhibited for the first time. 

On the other side of the pergola tables 
were arranged with brass arches for show- 
ing the complete line of tungsten and tan- 
talum lamps, and the new high-efficiency 
merging-prism Holophanes. A Deshler- 
McAllister photometer was arranged with 
a forty-watt tungsten lamp and a thirty- 
two-candle-power carbon lamp giving 
practically the same candle-power, and at- 
tached to two Thompson induction watt- 
meters with special rapidly-moving dial 
trains, so that the different rates of cur- 
rent consumption with equal candle- 
power were strikingly exhibited. This part 
of the booth was of particular interest to 
central station managers and supply 
dealers who appreciated the suggestion for 
& window display. 

In the centre of the aisle was a direct 


boats, table lamps, vest-pocket lights and 
practically all forms of low-volt and bat- 
tery-service lamps were included in the 
many samples shown. The case was illu- 


minated by fifteen-volt tungsten series 


sign lamps of four candle-power each. 

The General Electric Company also 
loaned the exhibition company a quantity 
of tungsten lamps for use in the chan- 
deliers of the Madison Square Garden, 
this being the first time that the Garden 
has been so illuminated. 

A 6,000-ampere direct-current watt- 
meter was the head of a line of instru- 
ments which extended to the new Type L 
portable lamp-testing watt indicator, 
which can be screwed into an ordinary 
socket and indicates the different watt 
consumptions of single incandescent 
lamps. Standard switchboard panels, gen- 
erator panels, moving-picture machines, 
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mercury arc rectifier panels, automatic 
compensator panels for alternating-cur- 
rent motors, and miscellaneous rheostats, 
circuit-breakers, contactors, etc., were dis- 
played to advantage, as well as a small 
thirty-two-kilowatt Curtis ‘steam-turbine 
generator set. Two new fifty-hour flam- 
ing arc lamps added to the blaze of illu- 
minations surrounding the booth. 

The representatives of the company in- 
cluded F. H. Gale, J. O. Case, W. J. Can- 
ning, T. Beran, C. E. Estabrook, A. D. 
Babsom, W. S. Brayton, F. C. Bates, A. 
D. Page, F. W. Willcox, G. C. Osborn, 
R. B. Parker, Henry Schroeder and W. C. 
Andrews, and a large number of visitors 
from the engineering and sales. depart- 
ments of the Schenectady works, among 
whom were seen M. P. Rice, C. W. Stone, 
W. S. Andrews, C. W. Bartlett, F. H. 
Vaughen, E. M. Hewlett, W. J. Newcomb 
and W. P. Brown. | 

The illuminating engineering depart- 
ment of the General Electric Company 
was represented by W. D’A. Ryan and G. 
H. Stickney, who used a pair of tungsten 
diffusers suspended in the pergola and the 


exhibit of tungsten lamps as texts for 


many instructive lectures on the new prob- 
lems being solved in the lighting art. 
— 0 
Light and Power Plant for 
Twillingate, Newfoundland. 
Boston capital has become interested in 
modernizing the city of Twillingate, New- 
foundland, and as the initial and basic 
step will establish a plant for electric light 
and power. This will be the third such 
plant in Newfoundland, and basing opin- 
ion on the experience of those already in 
action, the enterprise is destined to be an 
exceedingly profitable one for those inter- 
ested. 


The city has a population of above 
11,000, within a radius of four miles, 
and the plant will start with about 6,000 
lights, including 500 street lights. The 
charter of the Twillingate company is 
direct from the government and covers 
the entire district, which embraces an area 
of about forty miles and contains a popu- 
lation of over 72,000. 

The plant will consist of two 250-kilo- 
watt steam turbines, it not being con- 
sidered wise to depend upon the water 
power at hand. Based upon present con- 
tracts the Twillingate company shows a 


net profit the first year of seventeen per 
cent on its capital. 

The plant is being installed under the 
supervision of Frederick S. Palmer, 103 
Bedford street, Boston, Mass., who is 
president of the company and who has 
associated with him several Boston and 
Newfoundland financiers. 
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REVIEWS OF CURRENT ENGINEERING 


AND SCIENTIFIC LITERATURE 


Electrification of the Melbourne 
Suburban System. 

The Victorian Railway Commissioners, 
who are responsible for the management 
of the state railways of Australia, have, 
for some time past, been considering the 
advisability of applying electric traction 
to the Melbourne suburban lines, which 
form the most important part of the whole 
railway system. The number of suburban 
trains in Melbourne forms only 4.5 per 
cent of the total, while the suburban train 
mileage forms forty per cent of the total 
train mileage of the system. The 
suburban system has some 240 miles of 
track and 126 stations. For the year 
ended June 30, 1906, the suburban system 
had a train mileage of 2,772,669 miles, 
with 4,080,135 train-miles for the remain- 
ing system. The Melbourne suburban 
railway system is one of the most impor- 
tant in the world, and as the service given 
at the present time by steam locomotives 
is very good, the question of changing it 
requires careful consideration. Charles 
Merz, consulting engineer to the railway 
commissioners, has presented an exhaust- 
ive report, going into the whole question 
in great detail. Mr. Merz suggests that 
the possibility of increased schedule speed 
is the characteristic feature of electrical 
operation with a suburban service. To 
obtain this increased schedule speed, 
higher acceleration is required. The ac- 
celeration at present with steam operation 
in Melbourne is 0.36 mile per hour per 
second. By increasing the acceleration to 
0.9 mile per hour per second, the time 
taken for an average run of 0.825 of a 
mile can be reduced from 147 seconds to 
118 seconds. To do this with steam loco- 
motives would not pay, whereas it is easy 
to obtain a considerably higher accclera- 
tion with electric traction. Mr. Merz 
recommends that normally electric trains 
should consist of an equal number of 
motor and trailer coaches. The trains 
would thus consist of two, four and six 
coaches, as may be required. For various 
reasons the three-phase system of opera- 
tion is not recommended, and it prac- 
tically comes down to a choice between 
single-phase system with overhead wires 
and direct-current system with a pro- 
tected conductor rail. Further calcula- 
tions show that the protected conductor- 


rail system at about 800 volts has many 
advantages over an unprotected third-rail 
system at a lower voltage. The adoption 
of the single-phase system for suburban 


_ service has in the past been influenced 


by the possibility of extending it in the 
future to long-distance branches. In the 
case of Melbourne the importance of the 
suburban traffic preponderates so much 
that this factor does not enter into ac- 
count, for the main lines are such that 
is is doubtful if they will ever need elec- 
trifying. After working out in detail 
the cost of handling the Melbourne traffic 
with both systems, Mr. Merz finds that the 
additional cost of the train equipment 
with the single-phase system would prac- 
tically balance the extra expenditure on 
the substations required in the case of 
the direct-current system. When the an- 
nual cost is considered it is found that 
under the Melbourne conditions the 
direct-current system shows a saving com- 
nared with the single-phase system, so 
that the latter can not be recommended 
on financial grounds. The generation and 
supplying of the necessary power will in- 
volve the production of 68,000,000 Board 
of Trade units per annum, a maximum 
load of 32,000 to 35,000 horse-power, and 
an annual expenditure of $500,000.—Ab- 


stracted from Engineering (London), 


September 25. 


The Trackiess Trolley System. 


A deputation appointed last July by 
the Manchester Corporation Tramways 
Committee, of Manchester, England, to 
inspect the trackless trolley systems in 
operation in certain towns in Germany, 
has presented its report. Among other 
considerations, it is pointed out how the 
cost of operating tramways may be di- 
vided into running expenses, which re- 
main approximately constant no matter 
how the total car mileage increases; and 
standing expenses, which decrease as the 
number of car-miles per mile of track in- 
creases, In illustration of this a table 
is worked out to show how such expenses 
increase per car-mile as the number of 
car-miles per mile of track increases, 
Taking extreme cases, it is seen that with 
a figure of $1,900 per mile of single 
track, with a half-minute service the 
standing expenses are 0.276 cent per car- 


mile only; whereas with half-hour serv- 
ice they reach the sum of 16.52 cents. 
Taking the receipts at twenty-two cents 
per car-mile, and the running expenses 
at seventeen cents—that is, the surplus 
receipts at five cents per car-mile—it 
would appear from the table that a nine- 
minute service is the economic limit. The 
report considers bricfly the advantages of 
tramways for city traffic over mechan- 
ically propelled vehicles running indepenc- 
ent of rails and independent of a cen- 
tral power station. It is pointed out that 
the work which a tramcar has to do 
varies considerably at different periods of 
the year. In winter, when the track is 
in bad condition, the tractive effort re- 
quired reaches its highest point, but this 
may occur only for a few weeks. It is 
better and more economical to generate 
energy to provide for these peak loads in 
large quantities in a central power sta- 
tion than to provide each separate vehicle 
with an equipment for generating or for 
storing its own energy, which may only 
be called upon for its maximum output a 
few times a year, but which will have to 
be carried about by the cars all the year 
round. The only field for the motor bus 
is in towns or cities where tramways are 
not permitted or in suburban districts 
where the traffic is not sufficiently great to 
warrant the laving down of tramway rails: 
and in the latter districts it will have a 
competitor in the trackless trolley. For 
providing means of transit beyond the 
economic tramway limit the trackless trol- 
ley svstem claims consideration. The re- 
port describes the three trackless trolley 
systems inspected by the deputation in 
Germany. One connects the townships 
of Monnheim and TJ.angenfeld, near 
Cologne, and was opened for traffic in 
1904, and is two and one-half miles long. 
The overhead equipment is of the bracket- 
arm type, and there are two trolley wires. 
The passenger car is a single-deck ve- 
hicle equipped with a twenty-five-horse- 
power motor, with a front-axle drive by 
ordinary gear wheels. The car carries 
thirty passengers. Another line connects 
the townships of Neuenahr, Ahrweiler and 
Walsporzheim. This was opened in 1906, 
and is a little over three miles long. The 
cars weigh three tons two hundredweight. 
seating twenty persons. They are driven 
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from the frout axle by a twenty-horse- 
power motor. ‘The front wheels are rub- 
ber-tired, and the back ones are steel- 
tired. The town of Mulhausen is equip- 
ped with the most up-to-date system of 
trackless trolley. ‘The overhead equip- 
ment consists of four trolley lines—two 
positives and two negatives. This does 
away with the necessity, when cars are 
passing, for one of them pulling off the 
trolley, or eliminates special passing 
places. The cars weigh fifty hundred- 
weight, and are equipped with one trolley 
boom, as against the two trolley booms 
with which the other systems are fur- 
nished. The deputation considers that the 
system, as seen by it in Germany, will 
require some modification to satisfactorily 
fulfil English conditions. In reviewing 
the financial aspect of the matter and 
making comparison with petrol omni- 
buses, it is remarked that trackless trol- 
leys would be cheaper to operate than in- 
ternal-combustion motors. As regards re- 
liability, the report concludes that the 
commission would have more faith in cars 
equipped with tramcar motors satisfac- 
torily fulfiling requirements, than in cars 
equipped with internal-combustion or 
steam engines as developed at this time. 
Aesthetic advantages are also pointed out. 
The corporation, it is understood, will pre- 
sent a bill to the next session of Parlia- 
ment, asking for powers necessary for 
equipping and operating a trackless trol- 
ley system. In the meantime further ob- 
servation will be made of the type of 
car and car equipment best suited to the 
English requirements.—Abstracted from 
Electrical Engineering (London), Oc- 
tober 1. 
< 

The St. Clair Tunnel Electritication. 

Increase in capacity was the primary 
object of the electrification of the St. 
Clair tunnel. Steam locomotives could 
scarcely clear the summit of the grade 
leading out of the tunnel with a 700-ton 
train. The single-phase electric locomo- 
tives with which this system is now equip- 
ped can take a 1,000-ton train up the two 
per cent grade at ten miles per hour. 
The locomotives have also solved the tun- 
nel ventilation problem and removed a 
serious handicap to the passenger service. 
They have also made the service better 
in other respects. For instance, air 


brakes can now be used on freight trains - 


in the tunnel. Under steam conditions 
the use of air brakes on freight trains was 
such a dangerous matter that hand brakes 
only were used, except on the locomo- 
live. The use of air brakes meant 
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that when a train broke in two 
on the grade in-the tunnel, a portion of 
the train oscillated back and forth scveral 
times before it could be brought to rest 
with the hand brakes. The danger from 
the air brakes was due to the fact that the 
time required to recouple the train and 
release the brakes exceeded the time the 
steam locomotive could be kept in the 
tunnel with safety. The electrifica- 
tion has solved the problem of heavy serv- 
ice, heavy grades and bad ventilation. At 
Port Huron, the St. Clair River is very 
deep. The level portion of the tunnel 
is 100 feet below the level of the yards. 
The distance from the summit to summit 
is approximately two and one-quarter 
miles. Approximately a half mile at 
each approach is an open cut. The power 
station is situated on the Port Huron 
bank of the St. Clair River, at a point 
almost directly over the tunnel. The 
building is of concrete construction to 
the dynamo room floor. The walls above 
this point are lined with paving block 
and are corniced and coped with concrete. 
The roof is of cinder concrete. The walls 
are lined with enameled brick to the 
height of the switchboard. The remain- 
ing portion is lined with sand lime brick. 
The offices and switchboard room occupy 
the street front. The basement has plenty 
of head room and contains the condenser 
pump groups and stoker fan groups. The 
dynamo room floor is so recessed that the 
auxiliary apparatus in the basement is in 
view from the dynamo room floor. The 


boiler room floor is on the same level as 


the dynamo room basement floor. The 
power-station equipment is in duplicate, 
and there are two 1,250-kilowatt, three- 
phase, twenty-five-cycle, 3,000-volt turbo- 
generators. Hither of these is capable 
of handling the maximum demand upon 
the station. ‘The turbines have a large 
overload capacity, and the boilers have 


extra large steam drum capacity. The 


four boilers have a nominal rating of 
400 horse-power each, and each boiler 
has three steam drums. Just outside the 
power station there is a vertical shaft 
which extends to the tunnel. A reinforced 
concrete duct chimney has been built in 
this shaft as a continuation of the power 
station duct lines. All the feeders pass 
from this chimney through holes in the 


tunnel shell into the tunnel. The 
locomotive feeders tap the trolley 
and rail at this point, which is 


the only distributing point for the entire 
trolley system. In addition to the loco- 
motive feeders there are two feeders for 
the tunnel lights, two feeders for the Port 
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Huron portal pump groups, two for the 
Sarnia portal pump groups, a three-phase 
power feeder and an arc-light feeder for 
the Port Huron yards, and similar feed- 
ers for the Sarnia yards. These cables 
are carried through the tunnel in ducts 
which are supported by reinforced con- 
crete beams and secured to the lining of 
the tunnel shell. In the yards a single 
catenary trolley construction is used, 
while in the tunnel a modification of the 
catenary construction is employed. There | 
are two parallel messenger cables and two 
parallel trolley wires. The messenger 
cables are supported on barrel-shaped in- 
sulators spaced at intervals of twelve feet. 
These messenger cables carry special 
double trolley hangers, which are also 
spaced at intervals of twelve feet, but lo- 
cated three feet from the middle of the 
messenger span. The tunnel is damp 
throughout a considerable portion of its 
length, but although the 3,300-volt bare 
wires are carried within three inches of 
the cast-iron shell, but two insulators have 
failed since the electric locomotives were 
put in operation. The tunnel division is 
protected by a block signal system which 
extends from summit to summit. The dis- 
patcher’s cabin is located at the Sarnia 
summit, and the other signal cabin at 
the Port Huron summit. Telegraph or- 
ders are used. In addition to the written 
order the conductor receives a staff when 
the train enters the block. The switches 
and signals are locked until this staff is 
placed in the instrument at the other 
end of the block.—Abstracted from the 
Electric Journal (Pittsburg), October. 


— epe , 
The Kansas Gas, Water, Elec- 
tric Light and Street Rail- 
way Association. 


The eleventh annual meeting of the 
Kansas Gas, Water, Electric Light and 
Street Railway Association was held in 
Pittsburgh, Kas., October 8 and 9. 

President C. L. Brown, of Abilene, 
called the meeting to order at 10 A. M., 
October 8. 

The first order of business was the ap- 
pointment of the following committees: 
Nominating Committee—R. C. Johnston, 
T. J. Huntington and W. E. Sweezey; 
Resolutions—B. F. Eyer, C. M. Lewis; 
Time and Place of Meeting—H. A. Al- 
mert, W. A. Scothorn; Auditing Commit- 
tee—J. E. Taylor, W. F. O’Connor. 

Officers for the coming year were 
elected as follows: President, W. A. Sco- 
thorn, Hutchinson; secretary and treas- 
urer, James D. Nicholson, Newton. | 

Wichita was selected as the next place 
of meeting. 

Twenty-one new members were elected 
and the meeting was the best ever held by 
the association in point of attendance, 
programine and entertainment. The the- 
atre party, trolley ride and banquet were 
well attended and heartily appreciated. 
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ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


Big Boiler Stack Erected 
at Ampere. 

The improvements to the plant of the 
Crocker-Wheeler Company, of Ampere, 
N. J., manufacturer of electrical machin- 
ery, have reached the stage where work is 
being started on the new power-house, 
which when completed will have a capacity 
of 4,800 boiler horse-power. This entire 
capacity will not be installed at once. To 
furnish draft for the boilers temporarily, 
until the complete plant is installed, the 
company has erected a steel stack, seventy- 
two inches in diameter and 105 feet high, 
standing 125 feet in the air. 

This stack will supply natural draft to 
800-horse-power water-tube boilers (burn- 
ing No. 2 buckwheat coal), with an ulti- 
mate capacity under artificial draft of 
1,600 horse-power. The boilers are of the 
modern high-pressure water-tube type 
(steel castings) for generating steam at 
200 pounds pressure. The furnaces of the 
boilers are each nine feet eight inches 
wide by ten feet deep. The breeching 


MECHANICAL APPARATUS 


The breeching is built of the arched-top 
and bottom-plate construction to make it 
self-supporting. The weight of the stack 


THE New STACK IN POSITION. 


and breeching is approximately eighteen 
to twenty tons and the stack was hoisted 
into position in one piece, which attests 
the progress of engineering construction, 


HOISTING THE NEW STACK INTO POSITION AT THE GROUNDS OF THE CROCKER-WHEELER 
CoMPANY AT AMPERE, N. J 


connection between the stack and the 
boilers is six feet wide, and increases in 
height as it reaches the stack to provide 
for future installation of boilers. 


as this would have been impossible a few 
years ago. The present stack is to be 
used temporarily until the further devel- 
opment of the plant, at which time it is 


Vol. 53—No. 17 


contemplated to erect permanent brick 
chimneys. For that reason the stack is 
located at present in position to provide 
for future development until the last — 
boiler installation is made, and is erected . 
on one of the future boiler-setting foun- 
dations. This foundation is built of con- 
crete and that portion on which the base 
of the stack rests is reinforced with steel. 
The stack connection to the foundation is 
provided by means of a cast-iron sectional 
annular ring which is bolted to the foun- 
dation and also to the stack. 

The stack was designed and erected by 
the engineering-construction office of Wal- 
ter Kidde, New York city. It was built 
by the Dover Boiler Works, of Dover, 


N. J. 
= mt Een 


New Type Circuit-Breaker. 


Both fuses and circuit-breakers are 
recommended by the fire insurance un- 
derwriters for use with motors because 
in the smaller installations the circuit 
breakers are too expensive. For this rea- 
son fuses are often used, even though 
the work of replacing them when blown 
is excessive. Fuses are in many cases 
dangerous as well as expensive and 


Fig. 1.—Crrcuit-BREAKER CLOSKD. 


troublesome to maintain. It is not an 
infrequent sight to find a blown-out fuse 
replaced by so heavy a wire that it could 
burn out only with a current which would 
severely damage the apparatus it is sup- 
posed to protect. 

The general use of circuit-breakers has 
been limited because of the first cost of 
the installation. In order to provide 4 
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breaker which shall be able to eompare - 


in price with enclosed fuses, the.Wegting- 
house Electric and Manufacturing Com- 
pany has developed a small carbon break- 
circuit-breaker known as the Type F. 
The illustrations show the compact and 
neat construction of the circuit-breaker, 
suggesting the appearance of a cartridge 
fuse. The tripping device is inside the 
movable arm; it may also be tripped by 
hand by the small insulating handle shown 
in Fig. 1. In addition, an auxiliary mag- 
- net coil may be attached to provide for 
tripping the switch from a distance, such 
as is required in connection with auto- 
matic limit switches on machine tools. 
These circuit-breakers are made in four 
sizes for twelve and one-half, twenty-five, 
and fifty and seventy-five amperes. Each 
has an operating range of from eighty to 
one hundred and sixty per cent, that is, 
the tripping device may be set for any cur- 
rent within these percents of the rated 
capacity. Adjustment is made by a 
knurled nut at the lower end of the arm 


Fie. 2. —Crrcuit-BREAKER CLOSED. 


and may just be seen in Fig. 1. These 
breakers are made in single-pole types 
for direct current up to 250 volts and al- 
ternating current up to 440 volts, and are 
approved by the National Board of Fire 
Underwriters. 

The standard circuit-breaker is mounted 


on a porcelain base, similar to the mount- _ 


ing of a fuse, with all the connections on 
the face of the porcelain to permit being 
Placed directly on the wall. However, it 
is also supplied for switchboard and con- 
trol tablet work where the connections are 
made on the back ; two screws are provided 
for mounting under these conditions. The 
outfit as a whole takes up practically no 
more space than an enclosed fuse of the 
same capacity. 
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. An English Prepayment -- 
Electricity Meter. 

A method of charging in small installa- 
tions, where the cost of an ordinary meter 
is not justified, is coming into use in some 
places, where the charge is based on the 
number of hours’ use of current, irre- 
spective of the number of lamps that are 
being fed. This system has met with con- 
siderable favor in some parts of Spain, 
says Electrical Engineering, London, and 
has lately been developed in England in 
a tentative manner on the mains of the 
large supply companies in the Northum- 
berland and Durham areas. 

It is therefore of interest to give a 
few details concerning the Hikeley patent 
meter, which has been especially designed 
to meet these requirements for installa- 
tion up to about eight lamps. Briefly, the 
meter is supplied for use with alternating 
or direct currents, and is of the prepay- 
ment type. The circuit is closed auto- 
matically by putting one or more pennies 
in the slot, and the switches remain closed 
for a period depending on the number 
of coins inserted. The standard design 
is such that for every penny current can 
be used for five and one-half hours, but 
the calibration can be altered to suit any 
other rate. ; 

The genera] appearance of the meter is 
shown in the illustration. It consists es- 
sentially of a clock with an electrically 


operated detent, beyond which there is no 


electrical metering gear about it. The 
clock operates a large toothed disc seen 
inside the instrument, tending continually 
to turn in one direction. If this mo- 
tion goes on uninterruptedly it will, at 
the end of the travel, operate a trigger 
which, on being knocked away, allows the 
switch on the meter to open. The act 
of putting in a penny and moving a handle 
in accordance with the directions given, 
virtually “puts back the hands of the 
clock,” and gives the tenant a further 
period before the trigger is operated. The 
motion is effected by first bringing the 
outside handle, which engages with a 


drum slotted to receive the penny, to the _ 


upward limit of its path. The penny, 
on being inserted, acte on a connecting 
piece between this drum and a toothed 
wheel, controlled by a spring and engag- 
ing with the large toothed disc. On bring- 
ing down the outside handle the large 
dise is thus turned through a position 
equal to one pennyworth, the penny is 
then dropped into a cash box, and the 
small toothed wheel is released from the 
drum. The position of the pointer on 
the front dial then shows the number of 
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houre’ running which the consumer has 


in hand before further payment becomés 


necessary. The slot in the drum is made 
large enough to allow a halfpenny to fall 
clear, so that if anyone attempts to de- 
fraud the electricity supply, the biter be- 
comes bit. 

As in slot machines of all descriptions 
damage is continually done by the in- 
sertion of bent penmies, the opening for 
the admission of coin just allows a 
straight full-sized penny to pass. The 
gauge has, however, a slight upward 
movement, so that, should a bent penny 
be inserted and stick, it can be lifted 
slightly and the penny prized from below. 
The cash box is sealed separately from 
the cover of the case, so the man who 
periodically winds up the clock can not 


collect the money without breaking the 


seal. With regard to winding, this in 
practice is found to be necessary about 
once a month, ds the clock provided runs 
continuously for a fortnight, and the elec- 


THE HIKELEY PREPAYMENT WATTMETER. 


trical detent prevents it from working 
when no current is passing. 

The current passes through the winding 
of the electromagnet, which only allowe 
the clock to run while current passes 
through it. A current equivalent to one 
eight-candle-power lamp is sufficient for 
it to operate the detent. The current then 
passes to one contact of a double switch, 
with entirely separate arms, through these 
two switch arms in series to the terminal 
block of the meter. It is purely in series 
on one limb of the lighting circuit, no 
shunt connection being used. The ob- 
ject of the double-arm switch is to prevent 
fraud. One obvious way to close the 
switch of the meter would be for the ac- 
tion of the handle, either upward or on 
its return journey, to bring the brush 
down into a contact, but this would allow 
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a dishonest person to tie the handle in 
position without placing a penny in the 
slot. The way in which this is overcome 
is to have two separate bridge arms, one 
closed by the upward sweep of the handle, 


and the other by its return stroke. More- 


over, unless the insertion of a penny has 
in the meantime caused the dise with the 
tripping device to be rotated, the trip will 
immediately operates on the downward 
stroke of the handle, and no current can 
be obtained. If there is no money 
“banked” in the machine in the form of 
hours to run, the back switch will not 
operate, but it should be noted that the 
handle of the meter can, if necessary, be 
used as a main switch, as the operation 
of the handle without the use of a penny 
will not move the pointer either backward 
or forward. 

Tn the illustration it will be noted that 
the top portion of the window is occupied 
by a tablet giving instructions as to the 
working of the meter. The front of the 
case is hinged and padlocked; if it is 
swung back there will be seen a set of 
check dials covered from the consumer’s 
observation by the instruction label, show- 
ing the total number of hours that the 
meter has been working. By comparing 
the hours run by the money in the cash 
box the collector can immediately detect 
theft of money. The electromagnetic de- 
tent which holds the balance in such a 
position that the clock will start again 
when the detent is withdrawn, can be 
reached for examination from the back 
of the meter, which, on being screwed to 
the meter board, is inaccessible to the con- 
sumer. The detent is of peculiar con- 
struction, consisting of a thin reed so ar- 
ranged that, while it yields very easily to 
the pin on the balance wheel in one direc- 
tion, it becomes rigid and detains the pin 
on the return stroke. The detent is with- 
drawn smoothly on the action of the elec- 
tromagnet. 

The whole design appears tobe of 
strong and substantial construction, and 
the over-all dimensions of the device are 
about nine inches by eight and one-half 


inches, by five and one-half inches. A. g 


Reyrolle & Company have developed Mr. 
Hikeley’s patent, and the device has now 
been in successful use for about two years. 
—__-@-—__——— 
Electrical Supplies for the 
Navy Department. 

The Bureau of Supplies and Accounts 
will open bids in Washington, D. C., on 
November 17, for a large quantity of elec- 
trical material for delivery at various 
yards, under schedule No. 471. 


ELECTRICAL REVIEW 
Machine-Tool Controllers. 


The self-contained drum-type machine- 
tool controller illustrated herewith is a 
recent addition to the line of electric-con- 
trolling devices designed for use with mo- 
tor-operated machine tools. 

It possesses the advantage of combining 
in one compact piece of apparatus the 


speed-regulating mechanism and the re- 
sistance. 


Fre. 1.—Front VIEW oF MACnINE-TOOL 
CONTROLLER. 


Fig. 1 is a front view of this new type 
of controller and shows the removable re- 
sistance units mounted in the lower half 


Fig. 2.—ReEAR VIEW or MACHINE-TOOL 
CONTROLLER. 


of the controller with insulated wires 
running from each unit to the metal “fin- 
gers” in the upper part of the device. 
These units constitute the armature re- 
sistance and are employed for starting 
duty only. 

Fig. 2 is a rear view of the same drum 
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and shows another type of resistance unit 
—also removable—mounted on the back 
of the controller. The four units shown 
in this view constitute the field-regulating 
resistance and are divided into twenty 
steps, providing a range of speed varia- 
tion of 2 to 1 or 3 to 1. 

These controllers are made for both re- 
versible and non-reversible motors rang- 
ing from one to seven and one-half horse- 
power, and are designed for use on either 
100 or 220-volt direct-current circuits. 
They are made by the Cutler-Hammer 
Manufacturing Company, of Milwaukee. 


—_-o-—_—_ 


Electrical Manufacturers at 
the Street Railway 
Conventions. 

The annual exhibit of the American 
Street and Interurban Railway Manufac- 
turers’ Association, held in conjunction 
with the conventions, the proceedings of 
which are reported on other pages of this 
issue, covered the entire expanse of 
Young’s Million-Dollar Pier, Atlantic 
City, N. J. At the annual meeting of 
the Manufacturers’ Association, held on 
Wednesday afternoon, the following mem- 
bers of the executive committee were 
elected: For the one-year term: K. D. 
Hequembourg, Walker & Bennett Manu- 
facturing Company; for the three-year 
term, J. R. Ellicott, Westinghouse Air 
Brake Company; C. C. Castle, Hildreth 
Varnish Company; J. H. McGraw, Mc- 
Graw Publishing Company; W. Kk. 
Porter, Electric Service Supplies Com- 
pany; Cornell S. Hawley, Consolidated 
Car Heating Company. | 

The Electric Railway Journal published 
a “Convention Daily,’ which kept every- 
one in touch with the proceedings of the 
various organizations, and formed a com- 
plete reference to the exhibits of the 
manufacturers. 

There were nearly two hundred exhibi- - 
tors of every appliance appertaining to 
electric railway service, outside of the 
track exhibits, adjacent to the pier. 
Among these may be mentioned: 


LIST OF EXHIBITS. 


The Allis-Chalmers Company, Milwaukee, 
Wis., showed an operating exhibit of alir- 
brakes and parts, steam turbine parts, pic- 
torial exhibit of other products. Repre- 
sented by F. C. Randall, J. F. Dixon, H. W. 
Rowley, Harry Byrne, A. P. Peck, W. G. 
Clayton, J. T. Cunningham, St. John Chil- 
ton, J. B. Nicholson, S. H. Payne, J. M. C. 
Lucas, A. H. Whiteside, J. R. Jeffrey, J. H. 
Denton, W. A. Crawford, I. L. Dimm, W. 
S. Heger. 

The American Steel & Wire Company, 
Chicago, Ill., exhibited bare and insulated 
wires and cables, rail bonds and rail bond 
tools, springs, wire rope and strand, woven 
wire fence, concrete reinforcement. Repre 
sented by F. Baackes, C. S. Knight, Jr., G. 
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A. Cragin, F. A. Keyes, C. R. Sturdevant, 
R. K. Sheppard, J. D. Sutherland, A. G. 
Greenberg, R. H. Pratt, B. H. Ryder, G. C. 
Kiefer, L. A. Dietrich, E. W. Vaughan, Chas. 
Larson, B. B. Ayers. 

The Alfred and J. M. Anderson Manufac- 
turing Company, Boston, Mass., showed its 
new remote-control oil switch, new brush- 
holders for heavy railway service, third-rail 
insulators, Aetna railway insulators and An- 
derson line materials, new strain insulator 
of drop-forged steel. Represented by J. M. 
Anderson, Alfred Anderson, W. W. Hincher, 
G. C. Crane, Ernst Woltman. 

The Blake Signal & Manufacturing Com- 
pany, Boston, Mass., exhibited Blake des- 
patcher’s signals, Blake tube soldering fiux, 
Blake wiring specialties. Represented by E. 
J. Burke, C. C. Blake. 

The Buckeye Engine Company, Salem, 
Ohio, made its usual exhibit of photographs 
of steam and gas engines. Represented by 
C. H. Weeks, A. H. Riddell, James T. 
Castle. 

The Chicago Pneumatic Tool Company, 
Chicago, Ill., showed a complete line of 
electric drills, hoists and grinders, spike- 
driving electric drill, air-compressor, air 
tools, vacuum cleaners. Represented by W. 
O. Duntley, Thomas Aldcorn, G. A. Barden, 
F. C. Severin, W. F. Heacock, Charles 
Booth, W. P. Pressinger, H. B. Griner, C. 
B. Coates, Howard Small. 

The Consolidated Car Heating Company, 
Albany, N. Y., exhibited its well-known 
electric heaters and switches, trolley volt- 
age signal bell system and crossing signal. 
Represented by Cornell S. Hawley, W. S. 
Hammond, J. Thomas Farmer, Jr., George 
H. Diack. 

The Crouse-Hinds Company, Syracuse, 
N. Y., showed its arc headlights, incandes- 
cent headlights, mine headlights. Repre- 
sented by H. B. Crouse, A. F. Hills, F. M. 
Hawkins, C. M. Crofoot, F. Buchanan, D. C. 
Gidley. 

The D. & W. Fuse Company, Providence, 
R. I., exhibited enclosed fuses and cutouts 
of all types for 250, 600 and 2,500-volt cir- 
cuits, service switch boxes, fuse boxes, cut- 
out boxes for railway lighting and motor 
service, railway shoe fuse boxes, trans- 
former and high-tension cutouts, and Del- 
tabeston magnet wire. Represented by W. 
S. Sisson. 

The Joseph Dixon Crucible Company, Jer- 
sey City, N. J., had on exhibition a special 
steel building and made a display of Dixon’s 
Ticonderoga flake graphite oil, lubricants, 
silica graphite paint. Represented by De- 
Witt C. Smith, L. H. Snyder, J. A. Condit, 
John J. Tucker, Thos. Findlay. 

Dossert & Company, Inc., New York, N. Y., 
exhibited solderless cable connectors. Rep- 
resented by H. B. Logan, C. A. Flynn, D. J. 
Fitch. 
~ The Electric Service Supplies Company, 

Philadelphia, Pa., exhibited its new 

Pay-Within” car, “Protected” rail bonds, 
Keystone overhead line material, Gar- 
ton-Daniels lightning  arresters, auto- 
motoneers, Lyon sheet steel gear cases, 
Keystone air sander trap, Keystone 
pneumatic bell ringer, Keystone lamp guard, 
pneumatice door operating mechanism, 
compressed air door operating mechan- 
ism. Represented by C. J. Mayer, J. W. 
Porter, J. V. E. Titus, A. H. Englund, M. A. 
Berg, E. R. Mason, F. H. Jameson, H. G. 
- Lewis, Edw., Hammett, H. R. Swartley, Jr., 

W. A. Armstrong, Jr., T. F. McKenna, F. 
A. Strail, R. P. H. Staub, F. C. Peck. 

The Electric Storage Battery Company. 
P hiladelphia, Pa., exhibited several styles 
of samples of the “Chloride” accumulator, 
diagrams of the new split-pole rotary con- 
verter, used for regulation of alternating- 
rade oe loads, curves showing the regula- 

on, and an average adjuster. “Represented 
by Charles Blizzard. J. L. Woodbridge, G. 
H. Atkin, Albert Taylor, H. B. Gay, Edward 
L. Reynolds. 

g eneral Electric Company. Schenectady, 
A Y., showed its type M automatic control 
or four seventy-five-horse-power motors, US- 
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13 trolley base with twelve-foot trolley pole 
and Form 21 fork with wheel, trolley forks 
and wheels for various speeds, MR12 circuit- 
breaker, MS-8 switch, K-35, K-36, K-34 con- 
trollers with handles, fuse boxes, contactors, 
switchboard panel for Type M control, car 
light regulator, emergency straight air- 
brake equipment with compressor for motor 
car, emergency straight air-brake equipment 
for trailer car mounted on rack for opera- 
tion, motorman’s valves, emergency valve, 
governor, split, solid and forged rim gears, 
cast-steel center for gears, armature and 
field coils commutator segments, armature 
linings for GE-216 motor, Grade F pinion, 
section of field coil showing effect of vacuum 
compound treatment, 600 1200-volt railway 
motor, rail bonds, catenary and standard di- 
rect suspension line material, electrolytic 
car lighting arresters, Magnetite head- 
lights, self-contained solenoid-operated cir- 
cuit breaker arranged for 650-volt operation, 
alternating current and direct current, ro- 
tary converter panels. Represented by C. 
E. Sprague, C. C. Peirce, J. J. Mahoney, H. 
D. Hawks, W. J. Clark, R. E. Moore, B. H. 
Ginn, H. C. Marsh, W. J. Hanley, H. L. 
Monroe, G. D. Rosenthal, Gen. Irving Hale, 
J. R. Lovejoy, J. G. Barry, C. E. Barry, H. 
N. Ransom, W. B. Potter, F. E. Case, E. D. 
Priest, A. H. Armstrong, E. H. Anderson, 
G. H. Hill, A. V. Thompson, F. H. Gale, Mr. 
Corbin, Mr. Buell. 

The General Storage Company, Boonton, 
N. J., exhibited storage battery plates, jars, 
tanks and accessories in various sizes, 
“Bijur” regulator and switchboard. Repre- 
sented by Joseph Bijur, James Dixon, Ed- 
ward Lyndon. 

G. M. Gest, New York, N. Y., exhibited 
cable racks, conduit and photographs of 
typical installations. 

The Gold Car Heating and Lighting Com- 
pany, New York, N. Y., showed the Gold 
improved electric car heaters, junction boxes 
and parts. Represented by E. E. Gold, E. 
B. Wilson, J. M. Stayman, F. T. Kitchen, F. 
Cahill. ` 

The Gould Storage Battery Company, 
New York, N. Y., exhibited various types 
of Gould cells, lead-lined tanks. Repre- 
sented by H. N. Powers, C. H. Bradley, H. 
W. Brow. > 

The H. W. Johns-Manville Company, New 
York, N. Y., exhibited high-tension catenary 
overhead line material, asbestos wood. in- 
durated fibre third-rail insulators, battery 
jars, low-tension overhead line material, 
arc deflectors, high-tension porcelain insu- 
lators, Noark enclosed fuses, molded mica 
sockets, friction tape, splicing compound, 
electric car heaters, asbestos pipe and boiler 
covering, asbestos roofing and packing. Rep- 
resented by T. F. Manville, J. W. Perry, 
T. L. Barnes, S. G. Meek, E. E. Schmid, J. 
McSorley, C. N. Manfred, H. M. Voorhis, 
G. A. Saylor, H. M. Frantz, R. R. Brag- 
gins, W. W. Power, C. W. Schultz, E. B. 
Hatch, W. H. Kempton. 

The Lord Electric Company, New York, 
N. Y., exhibited Earll trolley retrievers and 
catchers, Thomas laminated soldered rail 
bonds, Shaw lightning arresters, Cosper 
controlators, Garton choke coils, 
“Multi-Vapo-Gap” lightning arrester, cell 
and block type, Garton “Hydro Ground,” 
Leco ground plates, points, cap and coup- 
lings, Leco car seat heat deflectors. Repre- 
sented by F. Lord, E. Kirkham, W. R. Gar- 
ton. E. A. Robertson, Ray P. Lee, C. A. 
Davis, W. P. Cosper. 

The Massachusetts Chemical Company, 
Walpole, Mass., exhibited samples of Arma- 
lac, Enamelac, M. C. paint, insulating tapes, 
splicing compounds, Walpole insulating 
board, field coil cushions, motor bushings. 
switch board matting car steps, corrugated 
matting. Represented by L. O. Duclos, A. 
E. Duclos, F. J. Gleason. E. W. Furbush. 

The Elmer P. Morris Company, New York, 
N. Y., exhibited line material, car trimmings 
and general repair parts. Represented by 
Elmer P. Morris, Dwight E. Morris, Fred W. 
Roth, H. S. Tonks. 

The National Carbon Company, Cleveland, 


Garton 
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Ohio, exhibited a vibrating machine for test- 
ing carbon brushes. Represented by N. C. 
Cotabish, F. D. Kathe, O. T. Weaver, W. B. 
Brady, A. E. Carrier, A. C. Henry. 

The Ohio Brass Company, Mansfield, Ohio, 
exhibited trolley hangers and ears, rail 
bonds, third-rail insulators, catenary ma- 
terials, high-tension porcelain insulators, 
Tomlinson car couplers, Universal sander 
valves and traps, Collin steam pressure regu- 
lating valves. Represented by C. K. King, 
A. L. Wilkinson, G. A. Mead, E. F. Wick- 
wire, A. L. Price, C. H. Tomlinson, N. M. 
Garland, R. M. Campbell, Nathan Shute, W. 
H. Bloss, F. E. Johnson, E. C. Brown, J. E. 
Slimp. 

The Rail Joint Company, New York City, 
exhibited samples of rail joints. Repre- 
sented by B. M. Barr, D. J. Evans, C. A. 
Cool, G. W. Smith. 

The Speer Carbon Company, St. Marys, 
Pa., exhibited carbon brushes tor motors and 
generators, circuit-breaker carbons. :Repre- 
sented by J. S. Speer, G. P: Fryling. 

The Standard Paint Company, New York 
City, established a comfortable reception 
room. Represented by J. G. Satterthwait, 
Faul J. McCarley, Charles E. Smith. 

The Standard Underground Cable Com- 
pany, Pittsburg, Pa., exhibited cables, wires, 
junction boxes, cable terminals, Repre- 
sented by H. P. Kimball, T. E. Hughes, C. 
WwW. Davis. 

The Standard Varnish Company, New 
York, N. Y., exhibited samples of insulating 
specialties. Represented by L. Robinson, H. 
Chilcote, A. Steinberg, E. A. Holland. 

The Stromberg-Carlson Telephone Manu- 
facturing Company, Rochester, N. Y., ex- 
hibited magneto despatching telephones, cen- 
-tral energy despatching telephones and kin- 
dred equipments. Telegraph signals manu- 
factured by Telegraph Signal Company, 
Rochester, N. Y. Represented by J. O. 
Oliver, H. W. Lucia, E. O. Munson, H. C. 
Slemin. 

The Wagner Electric Manufacturing Com- 
pany, St. Louis, Mo., exhibited single-phase 
and polyphase motors, switchboard and 
portable instruments. Represented by W. 
Robbins, E. W. Goldschmidt, John Mus- 
tard, Brooks Faxton. 

The Western Electric Company, Chicago, 
NI., exhibited overhead material, pole brack- 
ets, armature and field coils, commutators, 
arc lamps, safety strain insulators, high-ten- 
sion and third-rail insulators, Kalamazoo 
trolley wheels, headlights, Deltabeston coils 
and wire. Represented by A. E. Meixell, H. | 
M. Post, F. Killion, M. A. Oberlander, R. 
Roth, F. C. Jaeger, R. H. Harper. 

The Westinghouse Electric and Manufac- 
turing Company, Pittsburg, Pa., exhibited 
standard direct. current forty-horse-power 
motors, direct current fifty-horse-power in- 
terpole motor, 150-horse-power motor, unit 
switch system of control for use on direct- 


‘current and alternating-current railways, 


single-phase motors. Represented by J. A. 
Brett, W. N. Conwell, C. S. Cook, Thomas 
Cooper, C. H. Davis, H. P. Davis, T. W. 
Ewing, G. B. Griffin, W. M. McFarland, L. 
N. Reed, C. W. Register, H. C. Stier, C. B. 
Humphrey, J. C. McQuiston. 

The Westinghouse Machine Company, 
East Pittsburg, Pa. Represented by E. H. 
Sniffin, L. L. Brinsmade, L. C. Bullington, 
H. H. Van Blarcom, J. H. Wagenhorst, R. 
E. Adreon, G. M. Bates. 

The Westinghouse Traction Brake Com- 
pany, Pittsburg, Pa., had an operating ex- 
hibit of equipments suitable for single motor 
car, two car trains consisting of motor and 
trailer, and three to five car trains: sec- 
tional motor-driven compressor: sectional 
brake cylinder with slack adjuster. Repre- 
sented by A. L. Humphrey, J. R. Ellicott, C. 
R. Ellicott, E. L. Adreon, S. D. Hutchins, P. 
H. Donovan. Robert Burgess, A. Johnson, C. 
P. Cass, C. W. Townsend, E. A. Craig, F. 
M. Nellis, F. V. Green, C. J. Olmstead, A. 
Johnson, W. V. Turner, J. F. Miller and W. 
S. Bartholomew, 
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DOMESTIC AND EXPORT. 


VIRGINIA WATER-POWER DEVELOPMENT~—The Talley’s 
Falls Improvement Company, M. R. Lewis engineer-in-charge, is 


‘planning the development of the water power of Talley’s Falls, on 


Dan River, five miles from Scottsburg, Va. From 10,000 to 12,000 
horse-power will be available for transmission to manufacturing 
plants in Virginia and North Carolina, including copper-mining 
properties in the Virginia-Carolina copper belt. Reports state that 


$1,000,000 will be the cost of the dam, electric plant and transmis- 
sion lines. 


$1,000,000 BONDS ISSUED BY MILWAUKEE ELECTRIC RAIL- 
WAY AND LIGHT COMPANY—Spencer Trask & Company and 
N. W. Harris & Company, of New York, have purchased jointly 
$1,000,000 Milwaukee Electric Railway and Light Company refund- 
ing four and one-half per cent bonds, due 1931. These bonds are 
being issued by the company to refund a like amount of Milwaukee 
City Railway fives, due December 1, 1908. The refunding four and 


one-half per cent bonds are being offered to investors at ninety-five 
and interest. 


TO HAUL ORE BY ELECTRICITY—An effort is being made 
by the Arizona Mercantile, Transportation and Smelter Company, 
of Leavenworth, Kan., to obtain a concession from the Mexican 
Government for the construction of a standard-gauge electric rail- 
road from some point on the Southern Pacific Railroad in Arizona, 
probably Maricopa, to the Gulf of California at St. George’s Bay, 
cutting the distance from Central Arizona points to deep water a 
distance of 160 miles. It is proposed by means of this road to haul 
ore from the mines to deep water. 


DES MOINES ELECTRIC COMPANY TO ENLARGE PLANT— 
Plans for the extension of its plant involving the expenditure of 
$1,000,000 have been announced by General Manager Paul B. Sawyer, 
of the Des Moines Edison Light Company, Des Moines, Iowa, here- 
after to be known as the Des Moines Electric Company. This an- 
nouncement comes as a culmination of recent changes in the incor- 
poration of that concern, as announced recently. While the author- 
ized capital stock of the new company is $5,000,000, the stock actu- 
ally issued is exactly the amount of the Des Moines Edison Light 
Company stock outstanding, or $1,125,000. The remaining stock 
not issued is to provide in part the funds for the future growth of 
the company. The bonds issued at this time are of such amount as 
is needed to take up the outstanding indebtedness of the old Des 
Moines Edison Light Company, $730,000, and to pay in addition 
for improvements already in progress and contemplated for the 
year 1908. 


NEW MONTANA POWER PLANT TO SUPPLY POWER TO 
MINES—Between $2,500,000 and $3,000,000 is to be expended in the 
construction of a new power line from Thompson, Mont., to the Mur- 
ray district. This project has been in the hands of Senator Donlan, 
of Missoula, Mont., for some time and arrangements for financing 
has been completed. Construction work will soon be commenced. 
The plant will furnish power to the northside mines. From 
Thompson to Murray the line will be approximately thirty-one 
miles in length, the right of way having all been secured. Engineers 
estimate that even in the driest seasons no less than 29,000 horse- 
power will be generated, 18,000 above Thompson Falls and 11,000 
below. The right of way runs west to Mullan and Wallace. One 
branch goes to Burke and another down Pritchard Gulch to Pritch- 
ard Creek will furnish power to Paragon, Chicago-London, Jewell- 
Jewell, Black Horse, Bear Top, Golden Chest, Terrible Edith, Pilot 


and many other properties. —— 

VEN TRACTION DEAL—According to a state 
ae en E. G. Buckland, the New York, ae oe 
& Hartford Railroad is planning & $22,000,000 deal in R ane af 
The New Haven plans to secure control of the United io a a 
Electric Company, which has $8,000,000 capital stock and $ : $ lA 
of five per cent bonds. Included in the deal is the purchase 


$5,000,000 four per cent bonds of the Rhode Island Suburban Rall- 
way Company. The United Traction and Electric Company owns 
all the lines in Providence and Pawtucket and their suburbs. Under 
the present arrangement the New Haven road has only the right 
to operate these lines. For this privilege it pays five per cent on 
the United company’s capital stock, or $400,000 a year rental. In 
keeping with its policy the New Haven road wishes to acquire 
ownership of these lines. The New Haven plan is to give five per 
cent guaranteed bonds of the New Haven company and to exchange 
the bonds on a similar basis. 


CHICAGO CITY RAILWAY TO BUY ELECTRICITY FROM 
COMMONWEALTH EDISON COMPANY—A contract by which the 
Chicago City Railway Company will abandon its power-producing 
stations and for the next ten years purchase all of its electric power 
from the Commonwealth Edison Company is ready for approval by 
the board of supervising engineers. The supervising engineers have 
already expressed themselves in favor of the contract, but it will be 
published and distributed before being approved. The contract will 
be the largest ever made in Chicago for electricity. At the begin- 
ning of the term, according to Samuel Insull, president of the Com- 
monwealth Edison Company, it will cost the railway $800,000 or 
$900,000 annually, and at the end between $1,300,000 and $1,400,000 
each year. At the present the street-car company secures slightly 
less than three-fourths of its motive power from the same company 
under a less favorable five-year contract. The street-car company 
will retain its transforming stations. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY 
TAKES WESTERN ELECTRIC STOCK—The American Telephone 
and Telegraph Company has arranged to pay for approximately 
30,000 shares of Western Electric Company stock, purchased last 
January, with its four per cent convertible bonds. The transaction 
involved an exchange of nearly $7,000,000 of the bonds for the 
shares of the Western Electric Company. The exchange was made 
through the Merchants’ Loan and Trust Company of Chicago. The 
terms of the offer made by the American Telephone Company to 
purchase all or any part of the Western Electric Company’s stock 
not then owned by the former corporation were $250 in bonds or 
$225 in cash for each share, par value $100, of the latter concern’s 
stock. Nearly $3,000,000 of the stock was deposited and this has 
been paid for in bonds where the amount of stock deposited included 
more than four shares. The American Telephone and Telegraph 
Company now controls approximately $12,000,000 of the Western 
Electric Company’s $15,000,000 capital stock. 

PHILADELPHIA RAPID TRANSIT LOAN—AIl interests of the 
Union Traction Company, of Philadelphia, Pa., which is leased to 
the Philadelphia Rapid Transit Company, have agreed upon & plan 


_ by which a board of directors satisfactory to all is to be elected at 


a special meeting of stockholders to be held on October 29, and the 
$5,000,000 loan of the Rapid Transit company is assured. To take 
the place of the directors who resigned because they held similar 
positions on the Rapid Transit company’s board of directors, the 
following stockholders have been selected: William P. Datz, Jacob 
Disston, G. H. Chestnut, Henry Fernberger and E. M. Story. They 
will take the places to be vacated by the resignations of P. A. B. 
Widener, George D. Widener, John B. Parsons, George H. Earle, ae 
and William H. Shelmerdine. Jeremiah J. Sullivan’s R aar 
not be accepted, it has been mutually agreed, and he will pee Ta 
vice-president of the reorganized board. Robert A. Balfour, 4 eae 
to be the largest shareholder, is slated for the presidency to we be 
Mr. Parsons. It has not been decided whether a secretary nå gen- 
elected to succeed Charles O. Kruger, second a obair 
eral manager of the Rapid Transit Company, but ere ie stock- 
be done. The Balfour committee has sent out AEE each 
holders asking for proxies E is A Transit com- 
shareholder to vote for the plan i en n Traction Company 
pany can pledge securities owned by 


for the proposed $5,000,000 bond issue. 


October 24, 1908 


ELECTRIC LIGHTING. 
WOONSOCKET, R. I.—The Woonsocket Electric Machine and 
Power Company has been granted a right of way by the selectmen 
for its poles and wires. 


MALVERN, IOWA—The Malvern Light, Power and Heating 
Company has begun preparations for stringing nine miles of wire 
from here to Tabor to carry current for lighting that town. 


UNION, MO.—At a special election W. W. McCurdy was granted 
an electric light franchise by a vote of 111 to 1. The plant is to be 
in operation by April 6, 1909, when the Tibbe franchise expires. 


AUBURN, N. Y.—The contract for building the new plant for 
the Auburn Light, Heat and Power Company, to occupy the present 
site of the old building in North street, has been awarded to Charles 
S. Keim. 


SAN BERNARDINO, CAL.—The county supervisors have sold 
a franchise for many miles of electric power and lighting lines in 
the eastern section of the valley to the Home Gas and Electric Com- 
pany, of Redlands. 


SAFFORD, ARIZ.—M. E. Webster, formerly local manager of 
the Consolidated Telephone, Telegraph and Electric Company, is 
considering a proposition to give Safford and Thatcher an electric 
lighting and power system. 

TAUNTON, MASS.—At a meeting of the county commissioners 
it was voted to advertise for a loan of $100,000 for the Fall River & 
Somerset Bridge. Walter H. Law was instructed to draw plans for 
the electric plant to operate the bridge. 


WILLIAMSON, N. Y.—The town board has entered into a con- 
tract with the Sodus Electric Light Company to light the streets of 
this village with seventy incandescent lights of sixteen candle-power 
each for five years at a cost of $1,000 a year. 


GOUVERNEUR, N. Y.—Alexander B. Clark and C. P. McAllaster, 
of Oxbow, are interested in a scheme to procure power for electric 
lighting purposes from Bullhead Lake, about two miles from that 
village. An engineer has surveyed the route. 

HEBER, ARK.—An effort is now being made to establish an 
electric light plant. A corporation will be organized for the purpose 
of establishing and operating such a plant under the franchise 
granted W. H. Horton by the city council several months ago. 


PURCELLVILLE, VA.—W. Warrington Evans, of Evans & Evans, 
Washington, D. C., has puchased the Purcellville Canning Factory 
building at $6,000, which he will equip as an electrica] plant and 
furnish Purcellville, Round Hill, Hamilton and Bluemont with elec- 
tricity. 

NEW HAVEN, CT.—Plans are being perfected for the supply- 
ing of the whole of Yale University, including the dormitories, with 
electric light and power, derived probably from a new central 
plant. Estimates of the cost of the work, made some time ago, fix 
the expense at about $60,000. 


WASHBURN, WIS.—The city has returned to the Washburn 
Electric Light and Power Company the lighting plant which was 
purchased last November. The city has run the plant for almost 
a year and found it a losing proposition. The lighting company will 
resume the conduct of the plant. 


LEWISBURG, TENN.—A company, recently organized here, 
known as the Lewisburg Light and Power Company, has purchased 
the city electric light plant and will assume charge at once. It will 
greatly improve the system and service, and will establish, in con- 
nection, an ice factory and cold-storage plant. 


EDMONDS, WASH.—A $20,000 electric light plant is to be built 
here by local capital. The first unit, with a capacity of 1,500 lights, 
will be in operation in sixty days. The Edmonds Electric Light 
and Power Company has been organized for this purpose, backed by 
C. Malmo, of Seattle; W. R. Ammon, of Prosser, and A. G. Pike, 
of Edmonds. 

LOCKPORT, N. Y.—A new board of directors was elected at 
the annual meeting of the Niagara, Lockport & Ontario Power 
Company as fellows: H. H. Westinghouse, George C. Smith, Paul 


TT. Brady and Charles A. Terry, of New York city; William M. 


Clement and William H. Gratwick, of Buffalo, and H. D. Uptegraff, 
of Pittsburg, Pa. 
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NEW YORK, N. Y.—Plans have been filed for a one-story elec- 
tric light station to be built on Blackwell’s Island to supply light 
to the island institutions under the supervision of the commissioner 
of charities. It is to have a frontage of thirty-one feet and a depth 
of fifty-six feet and will be built of Greenwich green stone set in 
broken bond. It is to cost $5,000, according to the estimate of 
Raymond F. Almirall, architect for the city. 


NATCHEZ, MISS.—Lynn H. Dinkens, the purchaser of the 
Southern Light and Traction Company local plants, comprising the 
electric light and gas plants, and six miles of electric street railway, 
sold by order of the court on account of a writ of ouster, the com- 
pany having been declared a trust, has transferred the entire hold- 
ings to the Louisiana Railway Company. The consideration is said 
to be $5,000 cash, $40,650 stock, and the assumption of a $335,000 
mortgage. The new company is domiciled in New Orleans., 


WASHINGTON, D. C.—The Navy Department is planning several 
important improvements and changes in the navy yards at Boston 
and Portsmouth. At Boston it is proposed to install new electric 
generating machinery, which will materially increase the capacity of 
the power plant. This improvement will cost probably $50,000. This 
improvement will be in addition to the installation of generating 
machinery and boilers, which is going on at Boston under con- 
tract. Bids for the contemplated work will be advertised for in a 
short time. 


LOUISVILLE, KY.—The so-called Fetter electric lighting fran- 
chise, carrying with it the privilege to sell electric light in the 
heart of the city, has been sold at public auction to George G. Fetter, 
the only bidder, for $5,515. This ordinance was sold six weeks ago 
to Hardy Burton for $45,515. Mr. Burton failed to pay his money 
over in the stated time, claiming that the title to the franchise was 
not perfect. The board of works decided that the Court of Appeals 
had definitely decided the franchise valid. The board, therefore, 
forfeited the $2,000 put up by Mr. Burton. 


PENDLETON, ORE.—An electric light company has been or- 
ganized to furnish light for Hermiston, Echo and Umatilla. Work 
has been started on two power ditches west of Hermiston. The 
drainage of water from the government and two private reclama- 
tion projects will be utilized to develop 500 horse-power. The water 
will be turned back into the river so as not to interfere with other 
projects. J. T. Hinkle, a member of the company, says two plants 
will be in operation before next summer. Other members of the 
firm are: O. D. Teal, H. G. and Ross Newport. 


TOWER CITY, PA.—The Sterling Electric Light Company is 
pushing work on its plant located at Williamstown. The brick 
building, which is 150 feet by 60 feet, is almost completed. The 
boiler and machinery are being placed and the company hopes to 
begin operations by January 1. The plant is owner principally by 
Tower City capitalists. It was located at Williamstown, as the 
town is central, having the towns of Lykens and Wiconisco on one 
side, with Tower City, Reinerton, Orwin and Reiner City on the 
east. The company expects to operate its plant during the day. 


NAPA, CAL.—The supervisors of Napa County have advertised 
for bids for a franchise to conduct a farmers’ power line from Napa 
into Lake County, through the Napa Valley. The bids will be 
opened on November 11. E. D. N. Lehe, of Woodland, is promoting 
the system and will bid for the franchise. He proposes to supply 
power not only for electric lights but for pumping water, churning, 
and even milking cows. The system has been tried elsewhere in 
this state and has proven practicable and economical for farms and 
rural communities. Yountville, Oakville and Rutherford are among 
the towns above Napa which will be reached by the new system. 


SYRACUSE, N. Y.—The stockholders of the Syracuse Lighting 
Company at their annual meeting elected the following directors: 
Stephen Peabody, New York; Henry Sullivan, New York; Walton 
Clark, Philadelphia; Lewis Little, George S. Philler, Philadelphia; 
W. S. Douthirt, Philadelphia; John J. Cummins, Syracuse; Hendrick 
S. Holden, Syracuse, and Lewis L. Walters, Syracuse. At a subse- 
quent meeting of the directors these officers were elected; Presi- 
dent, John J. Cummins; vice-president, Walton Clark; vice-president, 
J. C. Delong; secretary, W. F. Douthbirt; treasurer, Lewis Lillie. 
President Cummins stated that only routine business was trans- 


acted. 
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ELECTRIC RAILWAYS. 


GRAND FORKS, N. D.—The newly organized street railway com- 
pany of Grand Forks has let the contract for the laying of steel 
to P. R. McDonnell, of Duluth. 


PHELPS, N. Y.—The Phelps board of trustees at its meeting 
has voted to extend the franchise of the proposed Geneva, Phelps 
& Newark Electric Railroad another year. 


SUFFERN, N. Y.—The board of trustees of Suffern has granted 
a franchise to the Rockland Railroad Company. This is the New 


Jersey corporation that proposes to build a road from Paterson to 
Suffern. 


BOSTON, MASS.—The railroad commission has approved of 
an issue of $150,000 twenty-year five per cent bonds by the Norfolk 


& Bristol Street Railway for retiring indebtedness in construction 
of railway. 


ELGIN, I[LL.—The Elgin, Woodstock & Lake Geneva Railroad 
has awarded the contract for the surveying and grading of the 


roadbed to George H. Painter & Company, Chicago contractors. 
Work will begin immediately. 


LONG BRANCH, N. J.—The Atlantic Coast Electric Railway 
Company, which operates a trolley line between Pleasure Bay and 
Asbury Park has been granted a twenty-year franchise to run a 
line between Pleasure Bay and Monmouth Beach. 


LEBANON, PA.—A meeting of those interested in the projected 
street railway which is to extend from Campbelltown to Bismarck, 
Cornwall and Schaefferstown was held in Lebanon when a tem- 


porary organization was effected and steps taken toward the selec- 
tion of permanent officers. 


BAKERSFIELD, CAL.—Captain Cross, of Los Angeles, has is- 
sued orders to resume the survey at the Tejon ranch, in this county 
for the Los Angeles-San Francisco electric short line. The survey 
already is made from Los Angeles to Tejon ranch and the right of 
way through the forest reserve has been granted. 


HATTIESBURG, MISS.—Officials of the Hattiesburg Traction 
Company, which controls the street railway franchise in Hatties- 
burg, announce that they have perfected arrangements for the 
financing of the enterprise, involving the placing of $250,000 bonds, 
and work on the plant will commence December 1. 

ATLANTIC CITY, N. J.—In bankruptcy for more than a year, 
the Atlantic City and Suburban Traction Company, operating a line 
from the Boardwalk here to Absecon and Somers Point, and one 
time designated to afford an entrance to the resort for a $20,000,000 


electric line from Philadelphia, will be sold under the hammer on 
October 31. 


TERRE HAUTE, IND.—Providing for the protection of stock- 
holders and creditors of the Terre Haute & Merom Traction Com- 
pany, men interested in the enterprise have organized a new cor- 
poration with a capital stock of $50,000. Plans for the reorganization 
of the company were approved and it was decided to go ahead with 
the construction of the line from Terre Haute to Merom. 

SEATTLE, WASH.—A franchise over twelve miles of the county 
road to Bothell has been granted by the board of county commission- 
ers to the Seattle, Snohomish & Everett Railroad. The road is to be 
built within five years. The officers of the company are: President, 
Clyde C. Chittenden, vice-president, J. R. McLaughlin; secretary, 
treasurer and general manager, C. W. Kimball. The capital stock 
is $300,000. 

SULLIVAN, ILL.—President Starbuck, of the Decatur, Sullivan 
& Mattoon Interurban, has returned from New York where he went 
to secure the funds for building this road, which will extend from 
Decatur to Mattoon. The route has been surveyed, and the right 
of way and franchises secured. The proposed route will cover 
forty-two miles. It is expected it will cost $1,000,000 to build and 


uip the road. 

j par ILL.—A charter for the Cairo & East St. Louis Rail- 
way Company has been filed. The charter provides for the = 
ing of an interurban railway between Cairo and East ee 
The principal office is to be located in Cairo and the as ae T 
ig named as $100,000 with William P. McKinley, L. E. ae 
George M. Mattis, W. H. Carnahan and George W. Burton as 
incorporators and first board of directors. 
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ST. PAUL, MINN.—The Twin City Rapid Transit Company an- 
nounces that it will be ready to connect its St. Paul & Minneapolis 
lines with Fort Snelling as soon as the new bridge over the Mis- 


' gissippi is completed. This work is scheduled to end about March. 


The new line, which touches Minnehaha Falls, Fort Snelling and 
one of the most beautiful stretches of the upper Mississippi, will 
be featured as the scenic route between the Twin Cities. 


GALESBURG, ILL.—The new Galesburg, Aledo and North- 
western interurban line will be built in three sections from Gales- 
burg to Alexis or to Rock Island or to Muscatine, according to 
plans outlined by the promoters at a meeting held in Galesburg. 
It is proposed to raise $300,000 and build the first section of the 
line to Alexis. When this stretch is completed and the line is 
in operation it is proposed to increase the capital stock and take 
up the construction of the second section of the road. 


SHELBYVILLE, ILL.—Engineer A. M.: Fisher, Attorney R. T. 
Eddy, of this city, and John C. Bitzer, of Tower Hill, are engaged 
in securing right of way between Shelbyville and Pana for the 
proposed interurban line of the Mattoon, Shelbyville, Pana & 
Hillsboro Traction Company, and are meeting with success. Mr. 
Fisher is authority for the statement that G. Cooper, an Indian- 
apolis traction magnate, has secured the pledge of European capi- 


talists to build the road at once, providing the right of way is 
secured. 


ALBANY, N. Y.—The Public Service Commission, Second Dis- 
trict, has authorized the Buffalo, Lockport & Rochester Railway 
Company to issue $200,000 bonds for the acquisition of cars. The 
cars are to be purchased by the Buffalo, Lockport & Rochester Roll- 
ing Stock Company, which will execute a $200,000 mortgage to se- 
cure the bonds. The Rolling Stock Company then proposes to sell 
the cars to the Buffalo, Lockport & Rochester Railway Company 


upon its agreement to pay ten equal payments of $20,000 each with 
five per cent interest. 


SEATTLE, WASH.—tThe transfer of the Seattle & Everett In- 
terurban Street Railway system from Fred E. Sander and associates 
to the Stone & Webster interests, of Boston, is to be followed by 
the construction of a complete across-the-state electric interurban 
system. The southern terminus will be Portland, Ore., and the line 
will reach Vancouver, British Columbia, on the north. A contract 
is also to be awarded in the near future to build that section of 
the road between Tacoma and Olympia. The route from the state 
capital to the Grays Harbor country has been surveyed and the 
surveyors are now working south from Aberdeen to Portland. 


SYRACUSE, N. Y.—Buffalo and Rochester were connected by 
trolley for the first time on October 2, and with the opening of 
regular traffic over the new Buffalo, Lockport & Rochester electric 
lines in a few weeks it will be possible to go from this city to 
Buffalo by trolley, by way of the Auburn & Syracuse, Rochester, 
Syracuse & Eastern and the new road. Upon the completion of the 
proposed extension of the Rochester & Eastern from Port Byron to 
this city, a trip with but one change, at Rochester, will be possible 
between the two cities. At the offices of the Beebe syndicate it is 
stated that the work of extension from Port Byron here will be 
begun early in the spring. It will require twenty-five miles of 
double-tracking and will cost $1,250,000, estimated. The Beebe 
interests are at present directing all efforts toward the com- 
pletion of the Fulton & Oswego extension of the Lake Shore & 
Northern road. 


DATES ABEAD. 


American Electrochemical Society. Fall meeting, New York 
city, October 30-31. 
Association of Car-Lighting Engineers. 
Chicago, 111., November 18. 
National Society for the Promotion of Industrial Education. 
Annual meeting, Atlanta, Ga., November 19-21. 
International Independent ae Association. 
n, Chicago, Ill., December 1-3. 
T A Rodel of Mechanical Engineers. Annual meeting, 
New York city, December 1-4. 
American Roentgen Ray Society. 


r 28-30. av 
e Seea Show. Coliseum, Chicago, Ill., January 16-3 


Po tear Association for the Advancement of Science. 


i i 7, 1909. 
sting, Baltimore, Md., January, | 
iis Naair Electrical Assoc iation. 


waukee, Wis., January, 1909. 


First annual meeting, 
Annual con- 


Annual meeting, New York 


Annual 


Annual meeting, Mil- 


-oa 


- October 24, 1908 


PERSONAL MENTION. 


GENERAL C. EDWARD MURRAY, treasurer of the Crescent 
insulated Wire and Cable Company, visited Chicago recently, calling 
upon his agents, the Metropolitan Electrical Supply Company. 


MR. SHELLMAN B. BROWN, general manager of the Maryland 
Electric Railways Company (Baltimore & Annapolis Short Line), 
has resigned, after fifteen years’ service as superintendent or general 
manager of the company. 


MR. M. McINTYRE, of Detroit, Mich., has been made operating 
superintendent of the San Francisco, Vallejo & Napa Valley Railway 
Company, Napa, Cal.. L. J. Perry, formerly general manager, will 
continue with the company as its business manager. 


MR. E. M. HEDLEY, general superintendent of the Hudson Com- 
panies, will sever his connection with the McAdoo Tunnels on No- 
vember 1. It is believed that he will become associated with the 
Interborough Rapid Transit Company, of New York City. 


MR. ALBERT R. EASTMAN has been appointed general pas- 
senger agent of the Utica & Mohawk Valley Railway Company, the 
Oneida Railway Company and Syracuse Rapid Transit Railway Com- 
pany. Mr. Eastman has for some time been the express agent of 
these roads and will continue in this capacity. 


MR. B. A. BEHREND, for nearly ten years chief engineer of 
the Bullock Electric Manufacturing Company and for five years 
chief engineer of the electrical department of the Allis-Chalmers 
Company, the designer of the Bullock and Allis-Chalmers electrical 
machinery, has severed his connection with the Allis-Chalmers 
interests. 


MR. BYRON CLINGERMAN, superintendent of the People’s Light, 
Heat and Power Company, Springfield, Ohio, which has been con- 
solidated with the Home Lighting, Power and Heating Company, 
also of Springfield, has resigned, and is succeeded by John Cook, 
superintendent of the Home Company, who will have charge of 
both plants. 


MR. F. H. BETHELL, vice-president of the Bell Telephone Com- 
pany of Pennsylvania and the Chesapeake & Potomac Telephone 
Company, who has been seriously ill for the past two months from 
typhoid fever, has left his summer home at Blue Ridge Summit, 
Pa., for Atlantic City, N. J. Mr. Bethell will, on or about November 
1, leave for an extended European trip. 


MR. H. P. JAMES, formerly electrical engineer of the Bryant 
Electric Company, now occupies the position of sales manager 
for the new line of push-button specialties recently placed on the 
market by the Cutler-Hammer Manufacturing Company of Mil- 
waukee. Mr. James is a graduate of the Massachusetts Institute 
of Technology, where he received degrees in both electrical and 
mechanical engineering. Previous to his connection with the 
Bryant Electric Company, he was electrical inspector and engineer 
for the Associated Factory Mutual Fire Insurance Companies. In 


his present position with the Cutler-Hammer Manufacturing Com-. 


pany he will have opportunity to turn to practical account the re- 
sult of his past experience in the inspection, testing and manufac- 
ture of electric lighting supplies. 


OBITUARY NOTES. 


MR. JONAS MEYERS, who was recently appointed superinten- 
dent of the Conshohocken Electric Light and Power Company, 
Conshohocken, Pa., was killed by a fall on October 16. Mr. Meyers 
was forty-three years of age. 


DR. FREDERICK A. C. PERRINE, widely known as an au- 
thority on electrical subjects, died at his home on West Seventh 
street, Plainfield, N. J., October 20, following an illness of several 
months with Bright’s disease. He was born at Freehold, N. J., in 
1862 and was graduated from Princeton University, receiving the 
degree of Bachelor of Science. After devoting a short time to 
practical engineering he accepted the professorship of electrical 
engineering in Leland Stanford, Jr., University, which position he 
resigned to become president of the Stanley Electric Company 
at Pittsfield, Mass., doing some of the pioneer work in long- 
distance transmission. For the past few years he had been a 
consulting engineer, with offices in New York. Dr. Perrine was 
identified with several electrical organizations and was one of 
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the most prominent members of the American Institute of Elec- 
trical Engineers, and he was the author of several technical works. 
He is survived by his wife, two daughters, Margaret and Anne 
Perrine, and one son, John. The funeral services were held at 
his late home on Thursday and the burial was at Freehold. 


ELECTRICAL SECURITIES. 

What it appeared at first would affect the American market very 
seriously, in thé shape of an embroilment of the foreign powers, 
has lessened its appearance of disastrous consequence, and there 
are now assurances that for a time at least there will be no clash 
in the Balkan situation. The removal of the impending possibility 
of the dumping of American stocks by foreign holders and the strong 
condition of the banks here have been factors which have buoyed 
up the market, and with the end of the week prices began to creep 
upward, halting though the movement was in fact. When it is re- 
called that business is still far from normal, it comes as a surprise 
and should call for general gratification to note that railroads report 
that the gross earnings for the first week in October were only 3.9 
per cent less than for the corresponding week in 1907. 

Dividends have been declared upon the following electrical secu- 
rities: Twin City Rapid Transit Company; regular quarterly divi- 
dend of 1% per cent on the common stock, payable November 14 
to stockholders of record October 24. Milwaukee Railway and Light 
Company; regular quarterly dividend of 1144 per cent on the pre- 
ferred stock, payable on October 31. United Electric Company; 
regular semi-annual dividend of 3% per cent on the preferred stock, 
payable November 2. West Penn Railways Company; regular 
quarterly dividend of 114 per cent, payable November 2 to stock of 

record October 24. Michigan Telephone Company; regular quarterly 

dividends of 1% per cent on the preferred stock and 1 per cent on 
the common stock, the preferred dividend payable February 1, 1909, 
and the common dividend payable December 1. Havana Electric 
Railway Company; regular quarterly dividend of $1.50 on the pre- 
ferred stock, payable November 14 to stock of record October 24. 
Georgia Railway and Electric Company; regular quarterly dividend 
of 114 per cent on the preferred stock. American District Telegraph 
Company of New Jersey;. regular quarterly dividend of 1 per cent. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED OCTOBER 17. 


New York: Closing. 
Allis-Chalmers common ....ess.ssssssseeees. 11% 
Allis-Chalmers preferred .........--22ceeeees 343 
Brooklyn Rapid Transit .......sssssseseses 4814 
Consolidated GaS ........ cc eee cee eee eee 145 
General Electric .......... cee eee eee eee eres 143% 
Interborough-Metropolitan common ......... 10% 
Interborough-Metropolitan preferred ....... 31 
Kings County Electric ..........6.---ee eee 125 
Mackay Companies (Postal Telegraph and 

Cables) COMMON .........-eee eee eeeees 73% 
Mackay Companies (Postal Telegraph and 

Cables) preferred ...........-e-eeeeees 6714 
Manhattan Elevated .............0 ee cee eeee 135 
Metropolitan Street Railway ............... 24 
New York & New Jersey Telephone......... 114 
Western Union (ci6 2s. case ees tee eee ee ie 591% 
Westinghouse Manufacturing Company ..... 8114 


At the annual meeting of the Western Union Telegraph Com- 
pany Paul Morton and Robert M. Gallaway were elected directors to 
succeed Morris K. Jesup and John D. Layng. The other directors 
were re-elected. 


Boston: Closing. 
American Telephone and Telegraph......... 127 
Edison Electric Hluminating ............... — 
Massachusetts Electric ...........ceeeeeees 50% 
New England Telephone .............+-.++. 121% 
Western Telephone and Telegraph preferred. 75 

Philadelphia: Closing. 
Electric Company of America............... 9% 
Electric Storage Battery common........... 36 
Electric Storage Battery preferred.......... 36 
Philadelphia Electric ........0.c eee eee noes 10% 
Philadelphia Rapid Transit ............... 22 
United Gas Improvement ..s....sssessessee 8714 

Chicago: Closing. 
Chicago Telephone ............e eee eeee eee 124 
Commonwealth Edison ...............-..8: 108% 
Metropolitan Elevated preferred ........... 40 
National Carbon common ..........-0.++0e- 69 
National Carbon preferred ..........-0.... 110 
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TELEPHONE AND TELEGRAPH. 


BOUND BROOK, N. J.—The council has granted a thirty-year 
franchise to the New York & New Jersey Telephone Company. 


SALT LAKE CITY, UTAH—The management of the Utah Inde- 
pendent Telephone Company has accepted the new franchise ordi- 
nance passed by the council. 


MONTGOMERY, ALA.—At a conference of leading officials of 
the Southern Bell Telephone Company, held in this city, plans were 
made for the extension of telephone lines into rural sections. 


CROOKSTON, MINN.—The Tri-State Telegraph and Telephone 
Company has asked the city council of Crookston to grant it a 
franchise to use the streets and alleys and public places of the 
city for long-distance and toll service. 


KNOXVILLE, TENN.—The East Tennessee Telephone Company 
on October 1 closed a deal connecting the East Tennessee wires 
with the Trotter exchanges, giving Trotter direct connection with 
all parts of the United States by long-distance telephone. 


CARLISLE, PA.—The Bloserville Telephone Company has en- 
tered into an agreement with the American Union lines at New- 
ville for a term of five years. The officers of tRe Bloserville Tele- 
phone Company are: President, George Barrick; secretary, Wiliam 
Calaman; treasurer, George Robert Fry. 


CAMERON, S. C.—The Cameron Telephone Company has been 
organized with James M. Moss as president and Harvey L. Taylor 
as secretary and treasurer. All of the capital stock has been sub- 
scribed. An order has been placed for the equipment with the 
Western Electric Company. The following comprise the board of 
directors: James M. Moss, H. L. Taylor, F. I. Culler, J. J. Gee. 


VERMILION, S. D.—The Northwestern Telephone Company has 
taken over the independent telephone line from Yankton to Elk 
Point, and from Elk Point out by way of Canton. It has also ob- 
tained a ninety-nine-year lease giving it connection with the local 
independent exchange at Yankton, and now controls all toll service 
out of Yankton. 


HATTIESBURG, MISS.—The Home Telephone Company, of Hat- 
tiesburg, is negotiating for the construction of a long-distance line 
from this city to Seminary, with a view to ultimate extension on 
to Collins and then to Jackson, Miss. Later a line will be built 
south to Gulfport, thus giving the independent system control of 
the Gulf and Ship Island territory. Local systems at points along 
the line will be absorbed by the larger corporation. 


BUTTE, MONT.—The Rocky Mountain Bell Telephone Company 
has started the construction of several new toll lines west from 
Butte to Deer Lodge and also to Anaconda. These new lines will 
furnish additional toll facilities for Anaconda, Deer Lodge, Mis- 
soula and the Coeur d’Alenes and Spokane. The construction of 
additional circuits east to Whitehall and Bozeman will also be 
started as soon as the necessary construction material is assembled. 


NEW HAVEN, CT.—The returns of the Southern New England 
Telephone Company for the nine months since January 1, 1908, 
show that the additions to the stations in this state number 3,700. 
There is now a total of 64,000 stations in the state, the city of New 
Haven leading with a total of more than 10,000. The total number 
of exchanges in Connecticut is fifty-four. Since January two new 
telephone buildings have been opened, one in Danbury and one 
in Middletown, each with a common battery service. 


DES MOINES, 10WA—The Farmers & Merchants’ Telephone 
Company, of Marshalltown, with a capital stock of $250,000, has 
been granted a charter by the secretary of state. The company 
is made up of the officers and stockholders of the mutual telephone 
companies of central Iowa and the plan is to incorporate into one 
company the lines in Calhoun, Dallas, Hamilton, Story, Greene and 
other central Iowa counties. The stock issue will be 2,000 shares 
of preferred stock at $50 a share par value, and 3,000 shares of 
common stock at $50 a share par value. The new company will 
include the Mutual exchange in Des Moines, Clyde E. Brenton, of 
Dallas county, president of the Des Moines concern, being one of 
the officers of the merger. The organization of the new company 
means also that the working agreements which have been carried 
on between the different mutual concerns will be annulled and a 
new agreement entered into to connect the city and the central sec- 
tion of the state with other portions of Iowa. 
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NEW INCORPORATIONS. 


SACRAMENTO, CAL.—Live Oak & Encinal Light and Power 
Company. $20,000. 


LOS ANGELES, CAL.—Home Gas and Electric Company, New- 
port Beach. $50,000. 


AUSTIN, TEX.—Howe Telephone Company, of Grayson County. 
$2,500. Incorporators: C. A. Shock, S. D. Donohue, R. S. Daugherty. 


PETALUMA, CAL.—Mount Jackson Water and Power Company. 


$20,000. Incorporators: Thomas C. Mellersh, G. P. Hall and Thomas 
Mellersh. 


TRENTON, N. J.—Middlesex Telephone Company, Monmouth 
Junction. $10,000. Incorporators: Clarence S. Grover, D. C. Mer- 
shon and Andrew Ely. 


PORTLAND, ME.—Cairo Railway and Light Company, Portland. 
To manufacture and sell gas and electricity. $1,000,000. President, 


G. F. Duncan; treasurer and clerk, Edward Woodman, both of Port- 
land. 


MONTPELIER, VT.—Groton Telephone Company. $10,000. Or- 
ganized for the purpose of maintaining telephone lines in the towns 
of Groton, Bradford, Topsham, Barnet, Corinth, Newbury, Peacham 
and Ryegate. 


STOCKTON, CAL.—San Joaquin Valley. Electric Railway Com- 
pany, Modesto. $1,000,000. Incorporators: Morris L. Brackett, H. E. 
Teter, John G. Weir, E. T. Zook and G. E. Weaver. To build and 
maintain an electric railroad from Stockton to Modesto, a distance 
of thirty-five miles. 


OMAHA, NEB.—Omaha & Southeastern Railway Company. To 
operate between. Omaha and Lincoln. $100,000. Incorporators: 
Ellery S. McNaul, Dever Sholes, Charles L. Dundey, Nicholas D. 
Doune, L. Howard Brumbaugh, I. G. Ladd, F. H. Rile, G. E. Moffat 
and Stephen St. John Malven. 


NEW MANUFACTURING COMPANIES. 


HARRISBURG, PA.—The Fairmount Electric and Manufactur- 
ing Company has been incorporated with a capital of $50,000, with 
Chester S. Leonard, of Philadelphia, as president. 


BOSTON, MASS.—The Moving Sign Company has been incor- 
porated to do an electrical sign business. The capital stock is $50,- 


000, and the officers are: C. B. Battey, president; T. S. McGowne, 
treasurer, Boston. 


ALBANY, N. Y.—The Phone-Hear-Plain Company, of New York, 
has been incorporated with a capital of $100,000. The directors 


are Berthold Levi, Henry Raphael and Doun Wood, all of New 
York city. 


CHICAGO, ILL.—The Delta-Star Electric Company has been 
incorporated with a capital of $1.500 to manufacture and deal in 
electrical goods and appliances. The incorporators are: Garret V. 
Weart, James G. Weart and James A. Obermiller. 


INDUSTRIAL ITEMS. 


THE WESTERN ELECTRIC COMPANY, Chicago, 11l., has pub- 


lished an attractive bulletin, No. 5910-8, devoted to electrical equip- 
ment for mines. 


THE OHIO BRASS COMPANY, Mansfield, Ohio, in the October 


issue of its bulletin, devotes considerable space to special infor- 
mation on car equipments. 


THE NEBRASKA ELECTRIC COMPANY, Lincoln, Neb., an- 
nounces that the personnel of the company has undergone a change 
and will hereafter be officered as follows: President, Paul W. Hor- 


bach; vice-president and treasurer, Albert G. Munro; secretary, 
Carl C. Wilson. 


THE STUART-HOWLAND COMPANY has leased the adjoining 
buildings, Nos. 1, 2 and 3 Winthrop square and 12 to 36 Otis street, 
and has moved its Boston store and office to that address. This 
gives the company greatly increased space and as there is about 
13.000 feet on each floor, with over 325 feet of street frontage. 
it is unusually light and admirably suitable for the purpose. and 
the large floor areas will enable it to handle goods with greater 
economy. Large expense has been gone to in fitting up for cach 
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department and the facilities, it is assured, are now unsurpassed. 
The company has recently acquired several valuable agencies, has 
largely increased its stock and reports business recently consider- 
ably in advance of last year. 


THE PITTSBURGH TRANSFORMER COMPANY, Pittsburg, Pa., 
announces that Judge Archbold, sitting in the United States 
Circuit Court for the Western District of Pennsylvania, at Scranton, 
on October 2, handed down a decision holding in effect that in- 
fringement was not shown and denying the complainant’s motion 
for preliminary injunction in the suit of the Westinghouse Electric 
and Manufacturing Company for infringement of the so-called 
“Stanley Patent No. 469,809,” against the Pittsburgh Transformer 
Company. 

THE MASSACHUSETTS CHEMICAL COMPANY announces 
that it has moved its New York office from 237 Broadway to the 
Hudson Terminal Building, 30 Church street. A. G. Cozzens is 
sales agent, as formerly. At the new address the well-Known line 
of electrical tapes, insulating fabrics and compounds and molded 
rubber goods will be carried to fill emergency orders. The former 
telephone number, 3440 Cortlandt, is retained. The offices are 
on the third floor, just at the bridge connecting the two halves 
of the building. | 


THE GENERAL ELECTRIC COMPANY, Schenectady, N. Y., 
in bulletin No. 4621, illustrates and describes its luminous arc 
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lamp for multiple circuits. The Form 2 lamp is intended prin- 
cipally for use in foundries, machine shops, freight houses, etc., 
where a large unit is desired, and combines high efficiency with 
low maintenance cost. The lamp is made for 110 and 220-voit 
direct-current circuits, the 110-volt being suitable for any line 
voltage from 100 to 125 and the 220-volt lamp for voltages from 


. 200 to 250. The company has also designed a multiple luminous 


lamp for use on direct-current power circuits and also for use 
as a headlight on interurban cars and mining locomotives. The 
bulletin illustrates and fully describes all of these lamps. 


THE CENTRAL ELECTRIC COMPANY, Chicago, Ill, is dis- 
tributing circulars descriptive of its flexible steel conduit and con- 
ductors. It is claimed that this conduit is absolutely flexible and 
can be installed at much Jess expense than can a rigid pipe system. 
The circular also contains illustrations of the Armour stripping 
tools and their application. Copies will be mailed to those 
interested. The company is also distributing circulars describing 
“Galvaduct” interior conduit, calling attention to the various struc- 
tural details. Complete data are also given on the diameter, threads 
per inch, weights and prices. By means of a chart a graphic rep- 
resentation is given of the comparative sizes of double-braided 
wires and “Galvaduct” conduit. Copies of this circular will be 
mailed upon request. 


Reeord ot Electrical Patents. 


Week of October 23. 


900,693. CIRCUIT-BREAKER. Charles C. Badeau, Schenectady, 
N. Y., assignor to General Electric Company. Filed September 
16, 1901. Interoperating toggles are connected in tandem to 
multiply the force exerted on the movable contact. 


900,699. CIRCUIT-CONTROLLER. Alexander Bevan, Providence, 
R. I. Filed September 16, 1907. Means are provided for absorb- 
ing the excess momentum of the circuit-closing lever. 


900,708. HIGH-TENSION CIRCUIT-BREAKER. Fred B. Corey, 
Schenectady, N. Y., assignor to General Electric Company. 
Filed February 19, 1903. Connected plates of magnetic material 
are disposed on opposite sides of the contacts. 


900,718.—ARc LAMP. 


900,718. ARC LAMP. Richard Fleming and Cromwell A. B. Hal- 
vorson, Jr., Lynn, Mass., assignors to General Electric Company. 
Filed May 1, 1905. The movable armature enters the series coil, 
and the electrode is actuated by differential coils. 


900,719. ADJUSTABLE SUPPORT FOR VAPOR LAMPS. Stan- 
wood E. Flitchner, Englewood, N. J., assignor to Cooper Hewitt 
Electric Company, New York, N. Y. Original application filed 
July 28, 1904. A combination of a tilting frame and vapor 
electric lamp. 


900,732. ELECTRICALLY HEATED CURLING IRON. Harry 
Hertzberg and Maurice J. Wohl, New York, N. Y., assignors to 
Economy Electric Company, Brooklyn, N. Y. Filed April 18, 
1907. One of a pair of co-operating members is tubular and 
contains a resistance therein. 

900,733. ELECTRIC LIGHTING. Peter C. Hewitt, New York. N. Y., 
assignor, by mesne assignments, to Cooper Hewitt Electric 
Company, New York. Filed April 5. 1900. A combination of 
tubes, one of which yields a light containing rays which the light 
from the other tube is deficient in. 


900,743. RELAY. Isidor Kitsee, Philadelphia, Pa. Filed October 
19, 1907. Means are provided to bring the relaying contacts 
together independent of the incoming impulses. 


900,745. SYSTEM OF ELECTRICAL DISTRIBUTION. Osias O. 
Kruh, Schenectady, N. Y., assignor to General Electric Com- 
pany. Filed September 15, 1905. A plurality of rectifiers is 
engaged in combination with a plurality of energy-storing de- 
vices in series across the alternating-current leads. 


900,771. ARMATURE FOR UNIPOLAR MACHINES. Jakob E. 
Noeggerath, Schenectady, N. Y.,. assignor to General Electric 
Company. Filed April 25, 1907. The armature has two sets 
of collector rings and armature conductors between said sets 
of rings. 


900,773. ELECTRIC PLUG RECEPTACLE. George L. Patterson, 
New York, N. Y., assignor to Alice C. Patterson, New York, N. Y. 
Filed October 8, 1907. The receptacle has a horizontally hinged 
closure. 


900,777. PREPAYMENT METER. William H. Pratt, Lynn, Mass., 
assignor to General Electric Company. Filed April 10, 1905. 
The movable coin chute is held in one position when empty and 
in another when one or more coins are contained therein. 


900,780. DYNAMOELECTRIC MACHINE. Henry G. Reist, Sche- 
nectady, N. Y., assignor to General Electric Company. Filed 
June 20, 1904. In combination with the field poles and windings 
thereon there is a support for the winding of each pole com- 
prising a portion encircling the pole. 


900,781. DYNAMOELECTRIC MACHINE. Henry G. Reist, Sche- 
nectady, N. Y., assignor to General Electric Company. Filed 
March 1, 1905. The collector rings are provided with a cylin- 
‘drical external contact surface and with a cylindrical internal 
contact surface. 


900,786. TWO-BUTTON SWITCH. Frank W. Sanford, Schenec- 
tady, N. Y., assignor to General Electric Company. Filed Octo- 
ber 2, 1905. An escape plate is rigidly connected with the 
contact blade. 


900,793. ARC LAMP. George E. Stevens, Lynn, Mass., assignor to 
General Electric Company. Filed September 27, 1906. The 
frame is composed of a backbone made of a rod bent into the 
form of a yoke, having depending legs. 


900,830. APPARATUS FOR NEUTRALIZING STATIC ELEC. 
TRICITY. William H. Chapman, Portland, Me. Filed January 
23, 1908. An electrically charged insulated conductor with small 
radiating surfaces is secured within a hollow conductor which 
is connected to earth. 


900,854. MEANS FOR LOCKING ELECTRIC SOCKETS TO FIX. 
TURES. Harvey Hubbell, Bridgeport, Ct. Filed March 16, 
ae A coupling device is permanently connected to the socket 
shell. 
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900,884. AUTOMATICALLY ADJUSTABLE BRUSH-HOLDER. 
Walter J. Richards, Milwaukee, Wis., assignor to Allis-Chalmers 
Company. Filed September 10, 1900. A pivoted brush-holder 
is arranged with two separate contacting surfaces. The brush 
is automatically adjustable according to the direction of rota- 
tion. 


900,898. ELECTRIC ACCUMULATOR. Molière C. Thiellet and 
Marius J. Denard, Lyon, France. Filed April 3, 1907. An elec- 
trode comprising, in combination with the oxide of lead, gelatine 
gelatinized in aqueous bichromate of potash, and asbestos fibre 
emulsified in sulphuric acid and silicate of soda. 


900,909. ELECTRIC GLOW LAMP, ETC. Fritz Blau and Hermann 
Remané, Berlin, Germany, assignors to Deutsche Gasgliihlicht 
Aktiengesellschaft (Auergeselischaft), Berlin, Germany. Filed 
April 25, 1906. A deposit of a metal is provided in the bulb 
before exhausting the bulb. 


900,926. ELECTROLYTIC APPARATUS FOR PURIFYING 
LIQUIDS. John T. Harris, New York, N. Y. Continuation of ap- 
plication filed June 20, 1903. A magnetized anode of a material 
which will yield a coagulant, a cathode, and means for separat- 
ing the impurities from the treated liquid. 


900,884. —AUTOMATICALLY ADJUSTABLE BRUSH-HOLDER. 


900,929. PILE PROTECTOR. William Howe, Seattle, Wash. Filed 
January 28, 1907. An electrode is slidably mounted on the pile 
and means provided whereby the electrode may be substantially 
insulated from the surrounding water when submerged. 


900,961. PRODUCTION OF MAGNESIUM BY ELECTROLYSIS. 
George O. Seward and Franz von Kiigelgen, Holcombs Rock, Va., 
assignors to Virginia Laboratory Company, New York, N. Y. 
Filed October 10, 1905. Magnesium fluoride and calcium chloride 
are fused together with flux of an alkali fluoride. The bath is 
rendered anhydrous and then electrolyzed to produce magne 
sium. 


900,962. PRODUCTION OF BARIUM AND BARIUM ALLOYS. 
George O. Seward and Franz von Kiigelgen, Holcombs Rock, 
Va., assignors to Virginia Laboratory Company, New York, N. Y. 
Filed March 28, 1906. Fused barium chloride is electrolyzed 
with the addition of a barium salt of a lower melting point. 


900,977. DYNAMOELECTRIC MACHINE. Bernard A. Behrend, 
Norwood, Ohio, assignor to Allis-Chalmers Company and the Bul- 
lock Electric Manufacturing Company. Filed March 26, 1906. 
The stationary laminated core has circumferential ventilating 
passageways, and cooling air currents are forced through a 
hollow frame surrounding said core. 


901,013. GALVANOMETER. Louie E. Knott, Boston. Mass.. as- 
signor to L. E. Knott Apparatus Company, Boston, Mass. Filed 
November 24, 1906. A vertically arranged magnet is permanently 
connected to the base, and a backing plate is detachably secured 
to the magnet. 


901,027. SAFETY GUARD FOR TROLLEY WHBELS.. Frank J. 
Nolan, Buffalo, N. Y., assignor to the Automatic Trolley Guard 
Company, Buffalo, N. Y. Filed September 13, 1907. Means are 
provided for supporting the trolley wire in the opening inter- 
vening between the two wings of the trolley guard. 


901,033. ELECTRIC BELL. George L. Patterson. New York, N. Y., 
assignor to Alice C. Patterson, New York. N. Y. Filed Sep- 
tember 28, 1907. A self-contained wall bell. 


901,050. ELECTRIC CLOCK. Charles H. White, Sparrows Point, 
Md. Filed April 24, 1907. The minute arbor is provided with a 
tight ratchet wheel and a rocker which is loose on the arbor, 
having an extended weighted arm and carrying a pawl which 
engages with the teeth of the ratchet wheel, together with a 
shank, bearing and armature. 


901,108. MUFFLER FOR TELEPHONE TRANSMITTERS. George 
Kracker, Philadelphia, Pa. Filed December 28, 1907. Sound- 
deadening material is placed in the mouthpiece and casing. 


901,122. SYSTEM OF ELECTRICALLY CONTROLLED SIGNALS 
FOR RAILWAYS. Jean Paul and Théophile Ducousso, Paris, 
France. Filed April 13, 1907. Two similar parts are pivotally 
mounted in a transparent casing and actuated by an energized 
electromagnet. 
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901,171. ELECTRIC BURGLAR ALARM. Simon B. Hess, New 
York, N. Y. Filed May 27, 1907. Multiple alarm signal systems 
are in shunt with each other. 


901,189. MOTOR-CONTROLLING APPARATUS. Michael C. Regan, 
U. S. Army. Filed February 4, 1908. A step-by-step resistance- 
inserting mechanism. 


901,207. LIGHTNING ARRESTER. Jacob B. Struble, Wilkinsburg, 

‘ Pa. Filed December 10, 1906. A lightning arrester having in 

combination means for forming a spark-gap, and means for 
dampening an arc. 


901,212. TELEPHONE HOOK SWITCH. Henry Tideman, Menom- 
inee, Mich. Filed July 6, 1907. Locking means are provided for 
the adjusting screw. 


901,213. TELEPHONE HOOK SWITCH. Henry Tideman, Menom- 
inee, Mich. Filed July 6, 1907. The tension spring is supported 
and retained by the locknut. 


901,214. TELEPHONE HOOK SWITCH. Henry Tideman, Menom- 
inee, Mich. Filed July 6, 1907. The tension spring is adapted 
to engage and actuate the hook lever. 


901,215. TELEPHONE RINGER. Henry Tideman, Menominee, 
Mich. Filed July 6, 1907. The cores of the electromagnets are 
drilled and threaded internally at the armature end. 


901,216. TELEPHONE RINGER. Henry Tideman, Menominee, 
Mich. Filed July 6, 1907. The cores and helices of the ringer 
are mounted within the magnet frame. 


901,250. CAB SIGNAL SYSTEM. Daniel J. McCarthy, Wilkinsburg, | 
Pa., assignor to the Union Switch and Signal Company, Swiss- 
vale, Pa. Filed May 19, 1908. An indicator is carrieds by the 
vehicle and arranged to have a circuit induced therein by cur- 
rent flowing in the track circuit. 


901,261. SAFETY FUSE. Frank D. Reynolds and Joseph Sachs, 
Hartford, Ct., assignors to the Sachs Company, Hartford, Ct. 
Filed April 17, 1906. The fuse strip has a rupture portion and 
adjacent portions of substantially the same cross-section as, 
and of greater heat-radiating surface than, the said rupture 
portion. 


901,269. TELEPHONE RINGER. Henry Tideman, Menominee, 
Mich. Filed July 6, 1907. The helices and armature are 
mounted entirely within the U-shaped permanent magnet. 


901,280. ELECTROPLATING APPARATUS. John T. Daniels, 
Newark, N. J., assignor of one-half to the Hanson & Van Winkle 
Company, Newark, N. J. Filed May 11, 1908. A permeable 
container is suspended in the stationary tank, and is rotatable 
on an axis at an angle to the level of the surface of the solution. 
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901,189. —~MoTor-CoNTROLLING APPARATUS. 


901,294. APPARATUS FOR ELECTRIC LIGHTING. Peter C. 
Hewitt, New York, N. Y., assignor, by mesne assignments, to 
Cooper Hewitt Electric Company, New York. Original applica- 
tion filed April 5, 1900. An incandescent lamp is connected in 
series with a U-shaped fibre tube. 


901,299. METHOD OF PRODUCING ELECTRIC COILS AND CON- 
DUCTORS THEREFOR. Isidor Kitsee, Philadelphia, Pa. Orig- 
inal application filed February 11, 1907. Means are provided 
for slitting a sheet of conducting material to divide the same 
into a plurality of strips, and then insulating the strips to 
adapt same as independent windings. 


901,306. SYSTEM OF ELECTRIC DISTRIBUTION. Percy H. 
Thomas, Pittsburg, Pa., assignor to Cooper Hewitt Electric 
Company, New York. Filed January 21, 1903. Means are pro- 
vided for effecting a continuous fiow of current in a given direc- 
tion through a serjes of vapor rectifiers. 
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PUBLISHER’S ANNOUNCEMENT. 


The EvectricaL Review has purchased the Western Elec- 
trician, of Chicago, and the first issue of the consolidation 
of these two journals, the ELECTRICAL; REVIEW AND WESTERN 
ELECTRICIAN, will be published from ‘Chicago on November 
7, 1908. o 

The ELEcTRIcAL REVIEW was tunded by George Worthing- 
ton in February, 1882, and is the pioneer American electrical 
weekly. Since its inception consistent effort has been made 
to promote the development of the electrical industry, and 
the journal has grown and prospered, until to-day it stands 
thoroughly entrenched as a technical publication worthy of the 
interest of discriminating and thoughtful men. 

The trend of events to-day is toward the establishment of 
absolute equities between all the people, and the publisher of 
a technical journal must lead in the effort to deliver to the 
purchaser the highest return possible for value received. It is 
thus with the purpose of better serving its great family of 
subscribers and advertisers, due to the enlarged opportunities 
of centralization of effort and the inevitable extension of the 
industry, that the ELecrricaL Review moves its publication 
office to Chicago and joins forces with its western contemporary. 

There will be no change in the personnel, the present edi- 
torial and business organizations of both journals being con- 
tinued and merged; and the present offices in New York city, 
supported by a strong editorial and business staff, will be main- 


tained. 


ELECTRICAL MACHINERY AND COTTON 
MANUFACTURERS, 


The reciprocity of commerce was admirably illustrated the 
other day by Dr. E. W. Rice, Jr., vice-president of the General 
Electrice Company, in his sententious address welcoming the 
National Association of Cotton Manufacturers to the works at 
Schenectady, when he said that the members of that associa- 
tion had been patrons of the company to the amount of $1,000,- 
000 during the last year, and that the company had purchased 
cotton cloths and yarns to the same amount during this period. 

This also illustrates how both parties can profit at a bargain. 
Tt is evident that the electrice company sold its goods at a 
profit and, on the other hand, by the use of electric plant the 
cotton manufacturers have prospered in the application of a 
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method of lighting which keeps the operatives in better condi- 
tion, and also makes better goods by the facility of accurate 
discernment of colors, and the detection of the inevitable imper- 
fections in weaving. 

Since the general installation of electricity in textile mills 
the old-time preference for summer-made goods over those woven 
in winter, whose shorter days meant artificial lighting, has 
vanished from the market. 

The electrical transmission of power in mill yards is an 
economic improvement over the use of horses for the purpose. 
The motor for storchouse elevators has been another element 
which showed in the insurance rates when the use of a portable 
steam boiler and engine for the purpose so amplified the pre- 
miums that the expensive use of manual labor for hand hoists 
was indeed the cheaper. 

The electric transmission of power is producing the radical 
change in cotton manufacturing, which has mechanically re- 
mained unaltered for nearly a generation. Cotton manufacturing 
is essentially an engineering problem on account of the rela- 
tively low cost of raw material td that of the manufactured 
product. . 

Like the proverbial barrel made to fit the bung-hole, the 
salient problem in cotton manufacturing always has been the 
transmission of power from the prime mover to the machines. 
With the progress of the water-wheels, successively of the under- 
shot, breast, overshot and finally the turbines, with their closed 
trunks in place of the open trench, the positions and dimen- 
sions of the mills have been as continuously modified. 

The steam engine made other changes, but with all of these 
the belt tower for power transmission has continued in its 
costly construction, expensive maintenance and large fire hazard. 

Like the doctor in “La Malade Imaginfre,” the introduction 
of electric transmission “has changed all this,’ and there are 
quict intimations of further radical changes in electrical trans- 
mission which will force the most astounding changes in the 
spinning of cotton. The market has no mercy for an old mill, 
and the iconoclasm of new inventions in converting old machin- 
ery into junk is as inexorable as an earthquake. 

These are answers to the natural question why the cotton 
manufacturers should interrupt the natural flow of sessions at 
their meeting at Saratoga Springs, from a consideration of 
standard specifications for staple gray goods; what is a plain 
weave; textile tests in Europe; cones and fliers; colors and 
dyeing apparatus; textile fabrics and their consumers, and 
other topics of like ilk, to visit an establishment for the pro- 
duction of electrical apparatus, and the result is that the 
economic principles of their New England thrift did not permit 
them to lose the opportunity. 

This consideration of electrical questions is no new venture 
of the Cotton Manufacturers’ association. More than twenty- 
five years ago it began to have papers on electric lighting in 
mills, and it has continued to have papers on these applica- 
tions of electricity to this day, keeping to the forefront in 
giving a fair hearing to those who had anything to offer on 
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the subject which would furnish a contribution toward better 
results or cheaper processes, and the twain have generally gone 
hand in hand. 

The practical scope of electrical applications is illustrated 
by the position which this branch of their uses has occupied 
at these meetings, and this is only one of the many industries 
where these changes are progressing to the material benefit of 
all manufacturing interests. 


THE RELATION OF ELECTRICAL ENGINEERING TO 
THE OTHER BRANCHES OF THE PROFESSION. 


Electrical enginecring, in its various forms, comes into con- 
tact with more phases of human activity than does any other 
branch of the engineering profession, and, indeed, it is called 
upon oftener by the several other branches to help solve some 
troublesome problem than is any other division. There is, of 
course, a reason for this which must depend upon some funda- 
mental principle of electrical engineering and which distin- 
euishes it, in some degree at least, from the other branches and 
which it will be interesting to elucidate. 

This principle should be apparent-if we divest any elec- 
trical application of all the non-essentials, of all those things 
which could not be replaced by something else without trans- 
ferring the application to another branch of engineering. If, 
in doing so, we find some one feature of these applications 
which is common to all, it is probable that this feature is one 
that is largely responsible for the success of the system. When, 
moreover, we find that this feature is the one which has led 
to the substitution of the electrical system for various. others 
in different lines of work we are justified in assigning to it 
the greater part of the credit for the success of all such appli- 
cations. Is there any fundamental principle in electrical engi- 
necring of which this can be said? 

Examination of our electric lighting systems shows us a 
number of new devices, each of which is undoubtedly to some 
degree responsible for the success of the systems. But do we 
find any device here which could not be discarded? The dy- 
namo seems to be one, but should another method of produc- 
ing electrical energy be found, which would be as cheap as the 
dynamo, the lighting svstem would still be electrical; and 
have we not been looking for such a device in the so-called 
carbon-consuming cell ? 

Turning to the other end of the lighting system we find 
no new principle. Light is produced by bringing a body to 
ineandescence through the production of heat. This is the 
only way we have yet developed: and we have to-day a 
goodly variety of electric lamps, any one of which couid be 
discarded and its place filled by another. 


ing between the dynamo and the lamp could likewise be dis- 


All apparatus com- 


carded, if necessary, except the wires over which the current 
is transmitted; yet even here we might substitute portable 
storage batteries by means of which the daily supply of elec- 
tricity might be delivered in wagons. Since, therefore, no single 
element of the system can be considered absolutely indispensable, 
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the feature we are seeking must be a resultant of the combina- 
tion. Now the combination is merely a means of transferring 
energy from one point to another; in the common phraseology, 
a means of transmitting and distributing power. In fact, the 
entire electric lighting system is nothing more than a means 
for transferring the heat units of the coal to the incandescent 
element of the lamp. 

Do we find the same condition in the electric railway? 
Obviously the dynamo is no more essential here than it is in 
electric lighting—very necessary to-day but by no means certain 
to be a part of the system of the future. The electric motor 
is indispensable, but does it not merely constitute one step in 
the more important problem of transferring power from a dis- 
tant point to the car axles? And is not this transmission of 
power from a central point to the cars the real explanation of 
the success of the electric railway? Other systems of accom- 
plishing the same end have been replaced by the electric system 
merely because the latter has shown itself better in this respect 
than they. 

In the field of general power distribution the same is true, 
and this system is replacing the local power plant because of 
the ease and economy with which electrical energy can be dis- 
tributed from a central point. In the hydroelectric systems 
it is very evident that the success depends upon this feature. 
The utilization of water power is not new, but it is only since 
the development of electrical transmission that we have had a 
means of transferring the power of the water to a distant 
point where it can be utilized. The larger water powers repre- 
sent far more power than a single manufacturing establishment 
placed on the power site can utilize; moreover, the expense of 
developing these powers is often greater than the amount of 
power needed by the factory will warrant. Hence such resources 
will only be developed when their power can be distributed to 
a large number of establishments. Electrical transmission offers 
the only successful means we have of doing this. 

Consider a case where this fundamental principle of trans- 
mission is less apparent. The telephone seems at first an ex- 
ception, yet is it not the exception which proves the rule; that 
is to say, does not a more careful examination of the principles 
of telephony show that this is only a very special case of elce- 
trical transmission and distribution? The power involved is 
exceedingly small in any single operation, but that does. not 
affect the principle, nor does the fact that this power is not 
wanted for itself: indeed, we hardly realize that power is being 
transmitted. But neither do we want the electric power for 
itself in any of the applications of electricity. What we are 
after are the results of the transmission of the power: in the 
one case, light; in another, mechanical power, and in the third 
a transmission of speech. And what is true of the telephone 
is true of all electric signaling systems. They are nothing 
more than special cases of the transmission of electrical energy. 
We are justified, therefore, in saying that the one common 
and essential feature of all electrical systems is the transmission 
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of power. The distance of transmission may be a hundred miles 
or only a few feet, but the principle is the same. 

If, then, the principal object of the work of the electrical 
engineer is the transmission of power, it is clear that he must 
be a specialist in this work. And to be entirely successful he 
must specialize on all phases of the problem. Some engineers 
must devote themselves to the development of the best appa- 
ratus for producing and controlling electrical power in the 
various forms found best adapted to the manifold uses to which 
this power is put. Others must study the problem of trans- 
mitting this power in the most economical and reliable manner. 
And others, again, must give us the best devices for utilizing 
the electric power where delivered for producing the desired 
end. But all may be classed together as specialist in the pro- 
duction and control of power. 

If we accept this classification of the electrical engineer as 
one who deals in the production and distribution of power, the _ 
reason for his close association with so many phases of activity 
is clear. In nearly all of our work power is required and the 
electrical engineer offers the easicst and most convenient way 
of obtaining this. Hence he is called in. And the relation 
of this branch of engineering to the others is also plain. The 
mechanical engineer produces machines, the electrical engineer 
furnishes him with the power needed for the production and 
operation of his machines. The civil engineer builds railroads 
and various structures and the electrical engineer furnishes him 
with the power necded in the building and utilization of these 
structures. He also furnishes the mining engineer with the 
power the latter needs in his business of producing ores and 
minerals. And the same relation holds with respect to the 
other less distinctly recognized divisions of engineering. In 
fact, we may fairly say that the electrical engineer has appro- 
priated to himself the production of power, just as the other 
branches have each occupied a different field. This is his do- 
main and here he should rule supreme. 


ELECTRIC TUNNELING. 

The use of a tiny gas flame or a platinum point heated to 
incandescence by a circuit has long been used to engrave glass 
by the decrepitation of small pieces, and this property may be 
used to a more practicable extent and on a larger scale in rock 
cutting in tunnels and mining. 

A series of electric arcs on a turret at the heading is pro- 
posed for the purpose. 

The first attempt to pierce Hoosac Mountain in northwestern 
Massachusetts was by means of a gigantic turret carrying 
numerous chisels, the invention of General Herman Haupt, 
but, after boring a hundred feet or so, the machine was 
abandoned and the 4.71 miles of tunnel made by drilling and 
blasting. 

It was a long time before this tunnel was lighted by elec- 
tricity, as there was not at the time any insulated wire in the 
market which would resist the dampness of the tunnel. 
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THE TEXTILE MILL POWER PLANT.’ 


LEWIS SANDERS, M. E. 


The function of a textile mill being 
the production of goods, its power plant 
is naturally of secondary importance; also 
its construction and operation involve a 
line of management and specialized knowl- 
edge that is entirely foreign to the main 
business of the mill. The power plant, 
however, is a very serious factor in the 
profit-earning capacity of the mill, for if 
every loom and spinning frame is not 
driven continuously at its maximum 
economic speed the productive capacity 
must fall off; there may be a loss of one to 
five per cent in capacity from this cause; 
also the cost of power may be excessive. 

The power plant has gradually in- 
creased in complexity until it has become 
a distinct branch of engineering beyond 
the scope of the mill architect proper. 
Very few mills are developing their power 
at as low a cost as they should, although 
they may contain the most economical 
types of engines and boilers, because these 
have not been assembled into the most 
efficient working unit. The power plant 
has not been sufficiently considered as a 
working whole, attention having been con- 
fined too much to the individual units 
comprising it. The modern power plant 
engineer is the product of the electric 
power industry, where the economical pro- 
duction of power is the life blood of the 
business, and the shortage of experts in 
this line may be judged by the number 
of central stations whose power plants 
are anything but models, although this 
matter is of vital importance to them. 
The introduction of the electric drive now 
permits the development of the mill and 
the power plant along the lines suited to 
each without having the limitations of the 
one interfere with the other. 

The operating management of the mill 
has to supervise all the processes of manu- 
facture, and on the efficiency of this de- 
pends the success of the mill. There is 
thus on the same management the com- 
plex and unrelated business of running a 
power plant, the result of which can seri- 
ously affect the profits of the mill. The 
management can not give this last suff- 
cient attention without danger of entail- 
ing much greater losses in the mill 
through loss of production. A decrease 
of mill efficiency of one per cent would off- 
set a power plant economy of twenty per 
cent. The power plant problem must be 
met without loading any more burdens on 
4 Paper read before the National Aasoelation of Cotton 


Manufacturers, Saratoga Springs, N. Y.. September %9 
30. Abridged. 
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the shoulders of the mill management. 
Manufacturers specialize in most things ex- 
cept in the production of power. Until 
recently they had to go into the power 
business whether they would or not; it 
will be to the profit of those manufac- 
turers who evolve a proper method of di- 
vorcing the power business from the tex- 
tile industry. 

In some cases the problem can be best 
met by purchasing power, but the cen- 
tral station managers are very much at 
fault in this matter, as they are rarely 
willing to make equitable rates. They are 
running a lighting business first and a 
power business second. In a few years 
we will find power the main business and 
light a by-product. Where power can not 
be purchased I suggest the formation of 
what would be practically a separate power 
plant company from which the mill would 
take its power and steam exactly as it 
would from a central station. The larger 
mills could carry this out independently 
while the smaller ones could have such an 
organization in common, the fact that 
they were competitors being no more bar 
to this than it would be to their taking 
power from the same water power com- 
pany. 

In considering the replacement of an 
existing plant by a more economical one, 
the economies should be sufficient to pay 
all fixed charges on the new investment 
and a satisfactory profit besides, or the 
change will not be justified. 

In considering the change of an ex- 
isting mill from belt to electric drive it 
will be found that the saving in power 
will rarely justify the change, but if the 
opportunity be taken to completely re- 
model the power plant the results will 
frequently justify the investment. Also 
the possible increase in mill output, due 
to bringing all machines up to maximum 
speed, will very often justify the change 
independently of any power plant econo- 
mies. In making improvements in a mill 
it is important that they form part of a 
comprehensive scheme and not be made 
in a disconnected manner. 

My firm made a test of a large mill of 
which a small portion was electric driven 


and the rest belt driven. We found losses: 


of $26,000 that could have been avoided: 


Loss due to excessive price paid for coal ....... 14,900 


Loss due to excessive air used incombustion.... 2.573 
Loss due leaky dampers on economizers ........ 1,595 
Loss due use of smoke consumers............0008 1.710 
Loss due leak in feed-water henter............00. 1,110 
Loss due steam wasted by turbine...........008. 5.500 

TOAL osne a a oo A E a ha eee 826.18 


Aside from the price paid for coal this 
plant was being run up to the average of 
good mill practice and in some respects 
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better. The losses found might have ex- 
isted in the most modern plant if not de-. 
tected by a most rigid system of records. 
The unit costs of operation for the 
three power plants of this mill, figured 
on the basis of perfect operation, are: 
COMPARATIVE UNIT COSTS OF OPERATION. 
(Pocahontas coal, at $4 per ton.) 
COST OF COAL, AS BURNED, INCLUDING ALL LABOR. 


A plate fo socssieeteircs es Gua an EE vi $4 50 per ton 
B plant ocrotirii hs wee se ia wees i pe 

C plant ssanie 5 ae e n 4.565 “ 
COST PER 1,000 POUNDS OF STEAM GENERATED. 
A plant: errors sesana E a Na eA 20 .00 cents 
B plant: ccce a - Sead, sores reeset sa oiea a 
C plant oeren oan ci, DNE aN i 22.20 " 


COST PER 1,000 POUNDS OF STEAM AVAILABLE FOR 
POWER, MANUFACTURING AND HEATING. 


A plant........ SPE naeaGS Rea Pee ES 25.9 cents 

B plane ..ivsicsceweivicedsoeusavaeuseeee n Sab 25.2 " 

CO DIANE niece etce 66 E beneatontencen 25.85 “ 

COST PER 1,000 INDICATED NORSE-POWER HOURS 

FOR POWER. 

A plant: 6d in siiogcine des apiaedeet oui deceeeiey Sens $2.80 

Bi Plant: cosa sos oa 2g Paws ete TaS 4.40 
plant Soot Asa Bat athe bans see aweewataseeos 4.27 


The differences in costs are, therefore, 
due entirely to the design of the plants 
and are a true measure of their relative 
value. It is interesting to note that the 
plant that generates steam at the least cost 
ig not the one that supplies it to the mill 
at the lowest cost. 

Steam distribution per week, present 
plant, is:— 


Pounds. Per Cent. 
Auxiliaries, stokers, etc......... 1,733,500 14.7 
Engines 65.6 sv bse eh Ga koe eened 4,775,100 40.4 
Manufacturing purposes.... ... 4,426,000 37.5 
Heating (mean) for year.... ... 875,000 7.4 
Total oo oives s40c2ese Seon esusk 11,819,600 


Exhaust from one engine used for 
heating water, part of which is used for 
manufacturing purposes. 


POWER DISTRIBUTION PER WEEK. 


No. Hours Kilowatts per Kilowatts per 
Run. Hour. Week. 
6 2,430 14,550 
- 55 2,200 110,000 
6 200 1,200 
67.5 814 22,100 
Total kilowatt-hours per week ....... 147,960 


Note.—The output of the A and B engines has been 
reduced to equivalent kilowatts. 


ANNUAL OPERATING EXPENSE, PRESENT PLANT. 


Coal, 27,200 tons. at $1 per ton........000.... ae. $108,800 
Labor, power plants........sses..s.esesssssocsose 21,728 
Labor, filter plants and arc machines........... 1,180 
Removing ashes.......... elie wate eee ad ale Gx ois 

Total eericarenee ae $132,506 


On account of the subdivision of the 
power plants and the large quantities of 
live steam used in this mill we found 
that a new plant could be designed that 
would show sufficient economies to justify 
scrapping the present one. The new plant 
recommended consists of three Curtis ver- 
tical turbo-generators of 750 kilowatts 


capacity each, with special provisions for 


extracting steam at forty-five pounds for 
centring and carbonizing, and at five 
pounds for dye kettles, scouring, heating, 
etc.; the boilers to be three 1,000-harse- 


-- 
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power water-tube boilers, hand-fired with 
combined forced and ‘induced draft, so as 
to give the greatest adaptability to vari- 
ous grades of coal. 

The size of the unit adopted for tur- 
bines and boilers is as large as possible 
consistent with having the units of such 
size that if one breaks down the remainder 
can carry the extra load on overload ca- 
pacity. The size of unit must also be 
selected with reference to the load at vari- 
ous times, so that those in operation shall 
carry as nearly as possible full load, in 
order to secure maximum economy. 

Those more used to belt-driven mills 
where large engines are correct practice, 
because provision can not be made for 
breakdowns, or the load concentrated on 
one unit, have contended that two 1,500- 
kilowatt units would be more economical 


‘in this case. Not only would these entail 


a larger investment, but they would be 
actually more expensive to operate than 
the smaller units, owing to their poorer 
load-factor. 

As for the effect of substituting steam 
at five pounds pressure for live steam in 
the dye kettles, etc., it should be borne 
in mind that after having done work in 
the turbine down to this pressure, it still 
has about 90 per cent of its original heat 
left, although it has given up nearly 50 
per cent of its available energy. To keep 
up the capacity of the dye kettles, there- 
fore requires only ten per cent greater 
weight of exhaust steam than of live 
steam, and large enough pipes to take 
care of the greater volume at this low 
pressure. 

The new plant consisting of three boilers 
and three turbines and auxiliary appara- 
tus, will do the work now done by three 
power plants containing 23 boilers, 4 en- 
gines, 1 turbine and the auxiliary appara- 
tus in triplicate. It will require 15 men 
for its operation as against 33 with the 


present plant. 
STEAM AND POWER DEMANDS, NEW PLANT. 


Eo @ y; 22 ro ee g 
3 = eu a z . , 
ci fe des dee E 

5 5 S = 

5 © ZO S 2 © Oe 
oF =. Ose OSS 5 mse 

= BE “Se ase g FA Ê 
6 2,430 9,000 61,500 102.800 108,200 649.000 
55 2,200 9,000 61,500 98.200 103.400 5,570,000 
6 200 9,000 61.500 80,250 84.400 506.500 
15 34400 20,000 84,200 36.000 539.000 
52.5 B4 n, 9,000 14,600 15,400 87,000 
835... N 9000 a. 10,520 342,000 
Total i Seva yeaah a E T E Bes ake 8,413,500 


UNIT COSTS OF NEW PLANT, WITH SOFT COAL, AT 
$4 PER TON, HAND-FIRED. 


Cee Lea! ion or coal burned................ $4.42 

vet per 1,000 pounds generated .......... 19.7 cents 

ot r 1,000 pounds steam available to 
rrr ee eee eee 20.8 

Cost per 1,000 indicated horse-power __.... $1.98 


18,740 to 
Sateen a S eatniebaseie tee $75,000 
Removing ashes 110000071. Ao irea eais er ar 
TOUR ei ho ules Ovens $85,860 
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Using the same grade of coal in each 
case the present plant costs $132,000 per 
year to operate while the new one will 
cost only $85,000 a year, or a saving in 
operating expenses of some $47,000. 

A mill load is practically uniform, 
which is very favorable to economical 
operation and should permit power to be 
generated at a lower cost than a central 


station of the same size, except where — 


the station has built up a heavy day load. 
But how many mills are able to show 
any such results? In order to reach high 
economy a proper system of records is 
necessary; those kept by most plants are 
useless. The power plant records to be 
of value must completely account for 
everything, practically continuous test 
data; what is more they must be promptly 
worked up and acted upon. If they are 
simply filed for future reference they are 
a useless expense and had better be 
omitted. , 

A separate power plant organization, 
such as I have advocated, should main- 
tain an experimental station at the most 
convenient mill, a school of instruction 
should also be maintained for firemen and 
engineers. All men should be promoted 
according to their records, which should 
always be open to their inspection. Mr. 
Jurgensen, chief engineer of the Hotel 
St. Regis, has very successfully organized 
and conducted such a school for several 
years, resulting in a higher grade of men 
and a decrease in operating expenses. 
Very few mills are aware of what they 
might save as they do not know the extent 
of the losses. 

My conclusions are that in textile mill 
power plants we should give more atten- 
tion to the need of a higher grade of en- 
gineering skill and a more careful study 
of the local conditions in the design of 
the power plant. | 

Careful attention to the fact that what 
is wanted is the power plant that will de- 
liver steam and power to the mill at the 
least cost and that it is not always the 
plant showing the highest evaporation or 
the lowest steam consumption that does 
this. 

The selection of a size of unit, where 
other conditions do not outweigh it, that 
will permit one to be thrown out of serv- 
ice and allow the extra load to be carried 
on the overload capacity of the remaining 
apparatus. 

Not to make improvements to existing 
mills until a comprehensive plan has been 
worked out, and then to make all changes 
in accordance with this. 

The advisability of divorcing, where 


oe 639 


practicable, the power business from the 
textile industry. - 

The need of a system of power-plant 
records that will detect all defects and 
falling off in efficiency of machinery or 
men, coupled with a management that 
will at once remedy them. 

—— 0 
Lake Superior Power Com- 
pany Reorganization. 

Announcement. is made by the Lake 
Superior Power Company first mortgage 
bondholders’ committee, which recently 
advised bondholders to deposit, that con- 
siderably more than a majority of the 
bonds have been deposited, and that an 
additional number has been pledged. 
The bonds continue to be freely deposited, 
many who were awaiting the deposit of a 
majority now lending their aid to the 
plan of reorganization. 

The committee controls the situation 
and is said to be engaged in the prepara- 


tion of a plan of reorganization which 


will give substantial value to the bonds 
deposited. The time for deposit has been 
limited to November 30, 1908. The Com- 
mercial Trust Company of Philadelphia 
and the Guaranty Trust Company of 
New York are depositaries. 

— 0 
- Electrical Engineer and 

Draftsman for Federal 
Service. 

The United States Civil Service Com- 
mission announces an examination on No- 
vember 23, 24 and 25 to secure eligibles 
from which to make certification to fill 
a vacancy in the position of electrical 
engineer and draftsman in the office of 


the supervising architect, Treasury De- 
partment, Washington, D. C., at $1,200 
per annum, and vacancies requiring simi- 
lar qualifications as they may occur. Ap- 
plicants should apply at once to the 
United States Civil Service Commission, 
Washington, D. C., for application form 


1312. 
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Civil Service Examination 
for New York State and 
County Service. 

The New York State Civil Service 
Commission will hold an examination on 
November 21 to secure eligibles from 
which to make certification to fill a va- 
cancy in the position of engineering 
draftsman, Public Service Commission, 
First District, at a salary ranging from 
$1,200 to $1,800 per annum. The last 
dav for filing applications for this ex- 
amination is November 14. Full infor- 
mation and application form can be se- 
cured from Charles S. Fowler, chief ex- 
aminer, Albany, N. Y. 
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FINANCIAL REPORTS OF ELECTRICAL 
` COMPANIES. 


PORTLAND ELECTRIC COMPANY. 

The Portland (Me.) Electric Com- 
pany’s income account for the year ended 
August 31, 1908, is as follows: Gross, 
$304,951; expenses, $124,871; net, $180,- 
080; charges, $106,277; surplus, $73,803, 
which compares with a surplus of $44,191 
for the preceding year. 


CUMBERLAND TELEPHONE AND TELEGRAPH 
COMPANY. 


The report of the Cumberland Tele- 
phone and Telegraph Company for the 
month of September and nine months 
ended September 30 is as follows: Sep- 
tember gross, $508,130; expenses, $288,- 
719; September net, $219,411; charges 
and taxes, $43,766; September surplus, 
$175,645, which compares with $157,042 
for September, 1907. Nine months’ 
gross, $4,554,713; expenses, $2,642,036 ; 
nine months’ net, $1,912,667; charges and 
taxes, $341,847; nine months’ surplus, 
$1,570,830, as against $1,295,813 for the 
previous fiscal year. 


EDISON ELECTRIC ILLUMINATING COMPANY 
OF BOSTON. 


The twenty-third annual report of the 
Edison Electric Illuminating Company of 
Boston, for the year ended June 30, 1908, 
shows as follows: Gross, $4,229,239; ex- 
penses, $2,261,344; net, $1,967,895; mis- 
cellaneous profits, $38,441; total net, 
$2,006,336; taxes, $397,584; balance, 
$1,608,751; interest, $54,988 ; dividends, 
$1,390,796; surplus, $162,967, as com- 
pared with $85,602 for the year 1907. 

President Charles L. Edgar says: “The 
increase in connected load during the past 
year has been as great as during the pre- 
ceding year, which was, up to that time, 
by far the largest in the history of the 
company. Taking into consideration the 
business depression, which has existed 
during the greater part of the year, this 
result is extremely satisfactory. 

“Ag will be remembered, the price was 
reduced in June, 1906, from eighteen 
cents to fifteen cents, resulting in a very 
large increase in business. A further re- 
duction from fifteen cents to twelve cents 
went into effect on Julv 1, 1908. It is 
confidently expected that this reduction 
will result in still larger business.” 

There are now connected to the system 
938,670 incandescent lamps, 9,867 arc 
lamps and 39,122 horse-power in motors. 
The corresponding figures for 1907 are 
863,313, 10,339 and 35,095. 

At the annual mecting of the company 
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directors were re-elected, with the excep- 
tion that C. F. Adams, 2d, succeeded 
Robert Bacon, recently resigned. 


MONTREAL STREET RAILWAY COMPANY. 

The preliminary report of the Mon- 
treal Street Railway Company for the fis- 
cal year ended September 30 last, shows 
gross earnings of $3,677,132, an increase 
of $173,789, and total income of $1,591,- 
049, an increase of $136,958. There was 
a surplus, after charges and dividends, of 
$235,687, a decrease of $36,571. The 
sum of $200,000 was set aside for appro- 
priations, leaving $35,687, a decrease of 
$40,454. 


AMERICAN LIGHT AND TRACTION 
COMPANY. 

The American Light and Traction 
Company reports net earnings for the 
twelve months ended September 30 of 
$2,579,266, an increase of $189,368, and 
surplus of $597,208, an increase of 
$114,620. Following are the figures, 
with comparisons: 

Net earnings, $2,579,266, an increase 
of $189,368; dividends, $1,301,058, an in- 
crease of $75,048; balance, $1,278,208, an 


increase of $114,320; reconstruction re- ` 


serve, $681,000, a decrease of $300; sur- 
plus, $597,208, an increase of $114,620; 
previous surplus, $2,720,820, an increase 
of $482,588; total surplus, $3,318,028, 
an increase of $597,208. 


MASSACHUSETTS ELECTRIC. 

The operating companies of the Massa- 
chusetts Electric have declared the same 
dividends as a vear ago, which means a 
declaration of four per cent on Old 
Colony and five per cent on Boston & 
Northern Street Railway stocks. These 
dividend payments will put into the 
treasury of the parent company a total 
of $880,837, and after allowing for mis- 
cellaneous income and deducting $157,- 
500 interest on the $3,500,000 notes, 
should enable the Massachusetts Electric 
to show a dividend balance of better than 
$750,000, or, say, 3.6 per cent. 


AMERICAN TELEPHONE AND TELEGRAPII 
COMPANY. 


The American Telephone and Tele- 
graph Company has issved a financial 
statement for the nine months ended 
September 30, showing a surplus after 
dividends of $1,423,311, an increase of 
$1,169,220. The detailed income account 
for the period named is as follows: 

Dividends, $10,034,016; interest and 
other revenue, $7,297,154 ; telephone traf- 
fic (net), $2,981,607; real estate, $120,- 
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134; other sources, $566,415; total earn- 
ings, $20,999,329; expenses, $1,571,755 ; 
net, $19,714,573; interest, $3,714,637; 
balance, $13,712,935; dividends, $9,289,- 
024; surplus, $4,423,311, an increase of 
$1,169,220 over the previous year. 


AURORA, ELGIN & CHICAGO. 

The Aurora, Elgin & Chicago Rail- 
wav's report for the year ended June 30, 
1908, shows carnings as follows: Gross, 
$1,401,107, an increase of $69,122; ex- 
penses, $766,977, an increase of $44,697; 
net, $634,130; increase, $24,425; charges, 
$334,408; increase, $15,308; surplus, 
$299,722; increase, $9,117; preferred 
dividend, $155,000; balance, $144,727; 
common dividend, $93,000, leaving a net 
balance of $51,727. 


MEXICAN TELEGRAPH. 

The report of the Mexican Telephone 
and Telegraph Company for the month of 
August and six months ended August 31, 
shows as follows: August gross, $32,492; 
expenses, $17,881; August net, $14,611, 
six months gross, $196,925; expenses, 
$107,991, an increase of $7,787. 


UNITED RAILWAYS OF ST. LOUIS. 
The report of the United Railways of 
St. Louis for the month of September 
and nine months ended September 30, 
1908, compares as follows: September 
gross, $887,344; decrease, $43,262; ex 
penses, $554,164; decrease, $34,719; Sep- 
tember net, $333,180; decrease, $8,543; 
charges, $234,380; increase, $1,976; Sep- 
tember surplus, $98,800; decrease, $10,- 
519. Nine months’ gross, $7,860,624 ; de- 
crease, $255,712; expenses, $5,073,080; 
decrease, $125,946; nine months’ net, $3,- 
T87,514; decrease, $129,766; charges, $2,- 
087,330; decrease, $96,899; nine months’ 

surplus, $700,214; decrease, $33,367. 


WESTERN UNION TELEGRAPH COMPANY. 
The annual report of President Robert 
C. Clowry, of the Western Union Tele- 
graph Company, for the year ended June 
30, 1908, made to the stockholders at the 
annual meeting on October 14, shows that 
the capital outstanding is $99,817,100, of 
which $30.131.51 belongs to and is in the 
treasury. The revenues for the year were 
$28,582,212.09, a decrease of $4,274,194.- 
16, and the expenses for the year were 
$25,179,215.33. The net revenue was 
$3,102,996.76, a decrease of $2,921,213.29. 
The profits were $1.670,746.70, a decrease 
of $3,233,402.29. The statement of ex- 
penses for the year showed operating and 
general expenses, including taxes, of $19,- 
069,813.70; rental of leased lines, $1,546,- 
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181.87; maintenance and reconstruction 
of lines, $139,357.92; equipment of offi- 
ces and wires, $423,861.84. 

The net growth of the plant in poles 
and cables was 2,831 miles; in wire, 38,- 
231 miles. There was a decrease in offi- 
ces of 907, due principally to the fact 
that railroad companies have closed many 
small telegraph offices in consequence of 
the enactment of laws shortening the hours 
of labor. At most of these places mes- 
sages are accepted and telephoned to an 
office of the company to be forwarded to 
their destination. Of the total of 1,359,- 
430 miles of wire at the close of the year, 
485,801 miles were of copper, and 873,629 
of iron. The number of messages de- 
creased 12,433,264, due to the depression 
in business and to the strike of operators, 
which began early in August of last year 
and continued until November 7. The 
average tolls per message transmitted by 
the company were the same as the previ- 
ous year, but the cost so increased due 
to the strike that that branch of the busi- 
ness showed a small loss for the year. 
This loss ceased as soon as conditions be- 
came normal. Notwithstanding the ab- 
normal expenses during the strike, the ex- 
penses for the year were reduced $1,352,- 
980.87. 

For the past few years liberal appro- 
priations have been made for the mainte- 
nance of the company’s line, and the plant 
is therefore in good condition. 

The automatic printing telegraph 
owned by the company, and mentioned in 
the last report as having been put in 
operation at many of the principal cities, 
has been further extended to Washing- 
ton, Cleveland, Cincinnati, Kansas City, 
Omaha, Denver and Nashville. 


AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 

The report of all associated Bell Tele- 
phone operating companies, not including 
long-distance lines, of the American Tele- 
phone and Telegraph Company for 
August and eight months ended August 
31, is as follows: 

August telephone revenue, $9,950,400 ; 
operating and maintenance expenses, $7,- 
292,500; net, $2,657,900; sundry earn- 
ings (net), $452,900; total net earnings, 
$3,110,800; interest, $614,500; available 
for dividends, $2,496,300, which compares 
with $2,270,300 for August, 1907. Eight 
months’ telephone revenue, $78,792,100; 
operating and maintenance expenses, $57,- 
892,300; net, $20,899,800; sundry earn- 
ings (net), $3,415,900; total net, $24,- 
315,700; interest, $5,144,300; available 
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for dividends, $19,171,400, comparing 
with $17,477,700 for the corresponding 
months of last year. 


COUNTY ELECTRIC LIGHT AND 
POWER. 


The Kings County Electric Light and 
Power Company, including the Edison 
Electric Illuminating Company of Brook- 
lyn,.reports combined earnings for the 
quarter and nine months ended Septem- 
ber 30, compared as follows: | 


KINGS 


July 1 to September 380: 1908 19u? 
QrOGS ienaa i S $898,659 $813,376 
Operating expenses............. 431,219 446,896 
Netea aran ea ENa $47 440 $396,481 
Replacement and depreciation.. 105.340 63,198 
Balance....ssssse cee eee eee $359, 100 $333,288 
PEES dens wea twaaieneeaelens us 151,040 151,640 
Surplus for dividends... ... $207,160 $181,643 
Quarterly dividend........ ..... 200,000 200,000 
Surplus for quarter .... ... $7,460 $18,357 
January 1 to September 30: 
CROSS sikeseneesiciee 200034005% $2,675,382 $2 516,211 
Operating expenses......... seese 1,855,879 1,292,972 
Net... oee TE $1,419,503 $1,223,239 
Repiacement and depreciation.. 303,3383 107,711 
Balance .. ....sssssesssssees $1,116.165 $1,015,528 
Chr ĖS. o sie nerodna aa 454,929 
Surplus for dividends....... $661,245 $590,608 
Dividends paid...............0.. ___ 600,000 564,000 
Surpius ....e.sssssssss.soseso $61,245 $26,608 


The following statement was issued 
with the earnings: 
“The earnings of the Kings County 
Electric Light and Power Company for 
the quarter ended September 30, as also 


for the nine months of the year to date, 


maintained an increase in gross business 
of six and one-half per cent in compari- 
son with the previous year, when times 
were exceedingly prosperous; the com- 
pany has effected radical economics, the 
operating expenses being three and one- 
half per cent less than the previous year, 
making a gain of eight per cent in net 
earnings over operating expenses. 

“The depreciation charges have been in- 
creased by more than seventy per cent, 
but this does not represent money spent, 
but only earnings set aside as a reserve 
against which replacements are charged 
as they take the place of depreciated or 
abandoned property. The Kings County 
company makes a large depreciation 
charge each month as a regular expense, 
and the credit to this fund after deduct- 
ing all actual expenditures is now in ex- 
cess of $500,000. Notwithstanding this 
very large increase in depreciation charges, 
however, the earnings of the company 
after deducting fixed charges for bond in- 
terest show an increase of more than four- 
teen per cent over last year, and after de- 
ducting the dividend for the quarter still 
show a surplus of $7,460 as compared 
with a deficit of $18,357 for the same 
quarter of 1907. 

“For the nine months of the year to 
date the report shows increased earnings 
of twelve per cent after deducting all 
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charges, including bond interest, and a 
surplus over and beyond dividends of 
$61,245, as compared with $26,608 for 
the preceding year. 

“The September quarter shows a gain 
in percentages over the average for the 
three quarters, which indicates clearly 
that business conditions are improving, 
and that the report for the full year will 
be even better than that for the nine 
months just ended.” 

i oo 
The Increasing Application of 
Electricity to Agricultural 
Operations. 

This subject is exhaustively treated in 
a series of articles appearing in the 
iektrotechnische Zeitschrift. As in 
other countries, there is a growing 
scarcity of labor also in the farming dis- 
tricts of Germany on account of emigra- 
tion to the cities. One result of this has 
heen the development of machinery suit- 
able to replace human labor and increase 
the productivity of agricultural opera- 
tions. Thus the number of steam plows 
in use in Germany has increased from 
836 in 1882 to about 3,000 in 1905; 
threshing machines from 75,000 to 300,- 
000, while the number of farm laborers 
has diminished from 9,700,000 to 7,000,- 
000 during the same period. The cost 
of maintaining the draft animals during 
the idle times, which is estimated to be 
about 290 million marks a year in Ger- 
many, has been another factor in causing 
an increasing use of machinery. America 
and England were first to introduce prac- 
tical agricultural machinery, but Ger- 
many is at present not behind in this 
field. ‘There are many electrically-driven 
machines now in use, as seed-grain clean- 
ers, weeders, plows, mowers, automatic 
reapers and binders, potato harvesters, 
beet pullers, threshing machines, irrigat- 
ing plants, ete. These are all machines 
intended to increase the raw product, but 
there is also a large ficld for machines 
that will diminish the cost of agricultura] 
operations, as lifting, unloading and 
transporting arrangements in barns and 
fields, and considerable work has already 
been done in this direction. In the 
dairies electrically-driven machinery is 
also extensively employed. The articles 
contain many tables showing the com- 
parative costs of identical operations by 
hand and by electrically-driven machin- 
ery, with the results invariably in favor 
of the latter, also numerous illustrations 
among them one of an cighty-horse- 
power four-share plow in operation, the 


current being supplied from a nearby 
trolley line. 


pe ii a m ‘e ae = 


642 


Electric Furnaces in 
Germany. 


In transmitting the following report 
on electric furnaces in German steel 
works, Consul Thomas H. Norton, of 
Chemnitz, says that apparently it is only 
a question of time until the crucible proc- 
esses will be entirely superseded: 

“Hitherto electric furnaces in Germany 
have been used chiefly for the treatment 
of small quantities, but now the leading 
works are beginning to employ them on 
an extensive scale for handling large 
quantities of.metal. At the close of 1907 
one of the most important steel works 
in the empire engaged in the production 
of cast steel for gears, as well as of the 
softer varieties of malleable cast steel for 
automobile construction and for minor 
machine parts, decided to replace its bat- 
tery of crucible furnaces by a large elec- 
tric fusion furnace. The main cause for 
the change was the desire to materially 
lessen the cost of fusion while not low- 
ering the quality of the steel, but, on the 
contrary, improving it, if possible. 

“The old equipment consisted of thirty- 
two furnaces, each containing six cru- 
cibles with a capacity of seventy-seven 
pounds. ‘They are replaced by a single 
electric furnace of 250 horse-power, capa- 
ble of holding a charge of a metric ton 
(2,205 pounds). A duplicate furnace is 
likewise installed and kept as a reserve 
for emergencies. 

“Blectricity is supplied from the large 
works of a company near Cologne, which 
furnishes a three-phase current of 5,200 
volts to quite a large territory near the 
Rhine for both power and illumination. 
Alterations in the current intensity are 
so slight that connection is made directly, 
without the interposition of a regulator, 
between the furnace and the transform- 
ing station. At the latter, a three-phase 
rotatory current, reduced to & tension of 
110 volts, is supplied. 

“The production of cast steel in this 
furnace has been carried on since the be- 
ginning of 1908 without interruption, and 
with such a degree of success that the re- 
sults are well worthy the attention of 
American steel manufacturers. Details 
of the cost and process generally are here- 
with reproduced in some fulness, on ac- 
count of the far-reaching importance of 
this revolution in the central feature of 
one of the leading industries of the 
United States. 

“The main product of the furnace has 
been cast steel, containing about .06 per 
cent phosphorus, .03 per cent sulphur, 
and from .08 to .18 per cent carbon. Oc- 
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casionally charges of tool steel have been 
cast, containing from .7 to 1.3 per cent 
of carbon, with and without the addi- 
tion of nickel, chromium, or tungsten. 
The material employed is ordinarily slugs, 
cuttings, turnings, and other waste of 
wrought iron, costing from $14.28 to 
$15.47 per metric ton (2,205 pounds) ; 
$12.96 to $14.04 per short ton. A fusion, 
including the refining, lasts about five 
hours and involves a consumption of 
about 900 kilowatt-hours for one metric 
ton of cast steel. The entire charge of 
one ton is poured at once. When the 
furnace is kept in continual use the mag- 
nesite lining lasts for about seventy opera- 
tions, i. e., twenty to twenty-five days. 
A stoppage of five days is required for 
each renewal, but during this period the 
reserve furnace is employed. | 
“The cost of the electric current is 
exceedingly low, on account of the large 
amounts consumed. It amounts to four 
and one-half pfennigs (1:071 cents) per 
kilowatt-hour, so that the expense for a 
single operation is about forty marks, or 
$8.64 per short ton. 
“The total cost of cast steel, thus pro- 
duced, per metric ton, is as follows: 


For Cost. 
Amortization of cost of plant........ $1.19 
Raw materials, including additions, 
chromium, etC ....--..-eeeeeeees 16 
Electric current, including heating dur- 

i ing intervals .....eseessssreresto 10.71 
Renewal of magnesite lining......... 2.85 
Labor ....escesceesssesocsessesoeeseeo 2.38 
Electrodes ......sessosseseseseeseess .60 
Water for cooling purposes........... 12 

Total ccs senses Sewer ewes $34.61 


“This amounts to $31.32 per short ton, 
and is materially less than the cost of 
crucible steel. 

“The manufacturing firm notes in ad- 
dition these advantages in the electric 
process, as compared with the old method: 
(1) Cheaper raw material can be em- 
ployed in the place of the more expensive 
Swedish iron formerly required; (2) in 
fusing quantities of a ton at a time it is 
possible to produce homogeneous masses 
of a distinct, well-defined grade; (3) the 
molten steel leaves the furnace at a much 
higher temperature than when prepared 
in crucibles, is therefore in a more liquid 
condition, and is easily transferred to or- 
dinary ladles, preparatory to pouring into 
the molds of small castings. 

“These electric furnaces are arranged 
on the Stassano system, and are supplied 
in all sizes for charges varying from 400 
pounds to ten tons, and are adapted for 
the fusion of metals of every kind. The 
construction is shown by the designs for- 
warded (and filed for inspection at the 
Bureau of Manvfactures). 
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“The furnace for cast steel is con- 
structed of iron*plates, heavily lined with 
magnesite bricks. Carbon electrodes en- 
ter by three openings on the sides, and 
are so adjusted as to terminate slightly 
above the surface of the molten metal, 
whereby the heat of the arc is absorbed al- 
most entirely by the contents of the fur- 
nace, and but a small portion is radiated 
upward, to be reflected from the concave 
dome. 

“A thorough mixing of the component 
parts of a charge is effected by mounting 
the furnace on an axis, slightly inclined 
from the vertical. A steady revolution 
about this axis is maintained through 
a cogged connection, with a dynamo of 
five horse-power, the edge of the furnace 
resting on ball bearings. This rotation 
causes the lower layers to gradually rise 
to the top of the molten mass, and brings 
about a thoroughly uniform mixing. The 
electrode supports are inclosed in cylin- 
ders and surrounded by a current of cold 
water. These supports are in rigid con- 
nection with hydraulic cylinders, by 
means of which the movements of the elec- 
trodes are under perfect control. 

“A fusion requires three and one-half 
hours to be complete; a further period ` 
of one and one-half hours is requisite for 
the removal in succession of phosphorus 


and sulphur, and the final deoxidation- of 


the contents of the furnace. No interrup- 
tion occurs in either the current of elec- 
tricity, or in the supply of water for cool- 
ing the electrode supports, while the fur- 
nace is in rotation. Special devices have 
been provided for both purposes. 

“The services of three workmen are re- 
quired to conduct an electrical furnace, 
change electrodes, transport the raw ma- 
terials, etc. Furnaces of the type in 
question are now being introduced in Ger- 
many for the treatment of other metals 
and alloys, and it is apparently only a 
question of time before the crucible proc- 
esses hitherto in such general use will be 
completely superseded.” 

—0 

The Chicago Electric Club. 

The Speakers’ Committee of the Elec- 
tric Club, of Chicago, Ill., announces the 
following programme for November: No- 
vember 4, business meeting; November 
11, address by William Carroll, city elec- 
trician, on “Street Lighting—Past Pres- 
ent and Future’; November 18, address 


by Thomas I. Stacey, treasurer of the 
Electric Appliance Company, on “Chi- 
cago, the Great Central Market”; No- 
vember 25, Frederic P. Vose, attorney for 
the Electrical Trades Association, on 
“Contracts.” 


October 31, 1908 


Expense of Conducting New 
: York State Public Service 
Commissions. 

According to a statement prepared by 
Secretary Travis H. Whitney and made 
public recently at the office of the Com- 
mission of the First District, the two 
Public Service Commissions are not cost- 
ing the taxpayers of the State and city 
so very much more than did the commis- 
sions which they succeeded. The state- 
ment of the expenses of the commission 

is prefaced with the following: 

“So much criticism has been made of 
the expense imposed upon the State and 
upon the city of New York by the two 
Public Service Commissions that it is im- 
portant to make a comparative statement 
as to such expenses.” 

The statement contains the following 
comparative tables: 

“The expenses of the Rapid Transit 
Commission (to which the Public Service 
Commission for the First District suc- 
ceeded), estimated on its expenditures for 
its last six months (which ended in the 
middle of its fiscal year), were $921,- 
459.10. 

“The expenses of the Railroad Commis- 
sion, estimated on its expenditures for 
its last nine months (which ended before 
the end of the fiscal year), were $101,- 
578.20. 

“The expenses of the Gas and Electric 
Commission, estimated on its expendi- 
tures for the last nine months (which 
ended before the end of its fiscal year), 
were $60,171.80. 

“The expenses of the state inspector 
of gas meters, estimated on his expendi- 
tures for the last nine months (which 
ended before the end of his fiscal year), 
were $23,440.67. | 

“Thus the total annual expenses of the 
various commissions to which the present 
Public Service Commissions succeeded 
were $1,106,649.77.” 

Compared with these annual expenses 
are the following expenses of the two 
Public Service Commissions for the year 
ended June 30, 1907: 

“The expenses of the Public Service 
Commission for the First District upon 
rapid transit matters under the Rapid 
Transit act requiring an engineering 
force of about 300 employés, $600,000. 

“The expenses of the Public Service 
Commission for the First District to carry 
out its duties under the Public Service 
Commissions law and the Railroad law, 
$366,861.32. 

“The total expenses of the Public Serv- 
ice Commission for the Second District 
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under the Public Service Commissions 
law and the Railroad law, $234,282.09. 

“Total expenses of the two Public Serv- 
ice Commissions under the Public Serv- 
ice Commissions law, the Railroad law 
and the Rapid Transit act, $1,201,143.41. 

“It will thus be seen that the net in- 
crease in the expenses to the State and 
city for the two Public Service Commis- 
sions over the annual expenses of the offi- 
cers whom they succeeded was only $94,- 
493.64.” 

In conclusion Mr. Whitney writes: 

“This increase is less than the average 
annual increase of the expenses of the 
commissions which were abolished, and 
shows that the two commissions have 
done not merely the work of the preced- 
ing commissions but also all of the work 
involved in the duties imposed by the 
Public Service Commissions law which 
had not heretofore been exercised by any 
state body. 

“Tt is to be noted that the Public Serv- 
ice Commission for the First District did 
the rapid transit work under the provis- 
ions of the Rapid Transit act at an ex- 
pense which is $321,459.10 less than the 
expense of the Rapid Transit Commission 
for its last year, although the number of 
employés on rapid transit work was 
greater than that under the Rapid Tran- 
sit Commission. 

“Omitting the expenses of the rapid 
transit work done by the Public Service 
Commission for the First District, it will 
be seen that the total expenses for the 
efficient regulation of public service cor- 
porations afforded by the Public Service 
Commissions law are $601,143.41.” 

— 0 
The Rental Value of a Power 
Plant. 


“The rental value of a power plant 
depends upon its character and efficiency 
to produce power cheaply. 

“The cost of producing power in small 
amounts is very much greater than in 
large amounts, and the amount which the 
lessee should pay may be obtained in com- 
parison with the cost of producing the 
amount of power required with a reason- 
ably efficient plant with steam power or 
by some other means. Thus, supposing 
the power to be rented is water power 
and plant, its value can be determined 
by estimating the cost of producing a 
uniform power by water power, supple- 
mented by steam power if necessary, and 
comparing the cost of producing the same 
amount of power by steam power alone, 
in each case adding such charges as the 
lessee is to assume. The difference, if in 
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favor of the water power, will represent 
the value of the power for the length of 
time the estimated cost covered. 

“If the power plant be a steam plant, 
it is possible that it has no rental value; 
that is, it may be so wasteful that it 
would pay to replace or change parts of 
it to bring it into an economical state. 
If it is an economical plant, and is to be 
run by the lessee, he should pay such rent 
as will cover depreciation and a fair rate 
of interest, and assume repairs, insur- 
ance and taxes, or pay enough rent to 
cover them. 

“In the same way, if power is sold the 
lessee, the proper amount to pay per 
horse-power per year will vary with the 
amount which he requires. 

“As the amounts of power grow small- 
er, the cost of producing it is larger, 
and therefore a larger price per horse- 
power per year must be paid. | 

“The charges for small amounts of 
power seem to vary from fifty dollars to 
one hundred dollars per horse-power 
per year; but each case should receive 
careful attention.” —From paper by 
Charles T. Main, mill engineer, Boston, 


Mass. 
— 0 


New New York Transporta- 
tion System. 


Arrangements have been completed, it 
is announced, for the purchase from the 
Interborough Rapid Transit Company, of 
New York city, of the Pelham Park & 
City Island Railroad and the installation 
thereon of the American monorail sys- 
tem. At its meeting last week the Pub- 
lic Service Commission for the First Dis- 
trict, New York, received the application 
for the change of motive power from 
horses to electricity and the installation 
of the monorail system, and referred it 
to a committee of the whole. It is an- 
ticipated that the system of transporta- 
tion will be in operation three months 
after approval has been given by the utili- 
ties board. 

A corporation known as the Monoroad 
Construction Company has been organ- 
ized with a capital stock of $1,500,000, 
in which the Interborough company will 
have an interest, to construct and equip 
the road with the monorail system. 

It will be remembered that this system 


is the one which was exhibited at the 
Jamestown Exposition last year. 

At that time it was announced that a 
road between New York and Newark was 
to be built without delay. Legal obstacles 
were, however, encountered in places 
where the promoters of the project had: 
every reason to believe there would be 
none, which have postponed that work. 
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Changes in the Electrical 
Inspection Service, New 
York City. 

Commissioner John H. O’Brien, of the 
Department of Water Supply, Gas and 
Electricity, of New York city, has placed 
Charles F. Lacombe, chief engineer of 
light and power, in charge of the elec- 
trical bureaus of that department in all 
the boroughs, and at Mr. Lacombe’s re- 
quest has assigned Hubert S. Wynkoop, 
electrical engineer in charge of the 
Brooklyn bureau, as assistant engineer. 

This action accomplishes a long-de- 
sired result, namely, the placing of the 
various bureaus of electrical inspection 
under one head in order to secure uni- 
formity of routine and rulings through- 
out the entire city. Heretofore consid- 
erable confusion had been caused by the 
absence of a central authority to whom 
disputes, applications for approval of ap- 
pliances and proposed changes in the 
rules might be referred. 

The personal equation will be largely 
eliminated as to approval of appliances, 
materials, ete., by the formation of an 
advisory board, consisting at present of 
Mr. Lacombe, Mr. Wynkoop and Pro- 
fessor George F. Sever, of Columbia Uni- 
versity, consulting electrical engineer to 
the department. The department has an 
agreement with the university to the end 
that the latter makes such tests of appli- 
ances as may be required. The well- 
equipped laboratories of the university 
will thus be available for the department, 
and all applications for approval which 
require tests will be referred to Pro- 
fessor Sever in the first instance, who will 
submit a report to the advisory board. 
The board will then submit a recommen- 
dation in the matter to the commissioner, 
whose approval makes the decision final. 
Frequent bulletins will be forwarded to 
the borough officers of the bureau, so that 
the engineers and chief inspectors of each 
borough will be advised simultaneously 
of the action taken. 

With a realization that the department 
and the insurance inspectors are working 
along different lines of interest toward a 
common end, an arrangement is being 
made to effect closer relations with the 
underwriters and the lighting companies 
than have existed heretofore. 

Considerable complaint has existed in 
the past over the difficulty experienced by 
contractors and material men—even by 
the department chief inspectors them- 
selves—in securing general rulings on 
doubtful points or information in advance 
of changes in the rules or of approvals 
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or disapprovals of appliances. It is hoped 
to overcome this criticism by using the 
electrical papers of the city to announce 
contemplated changes in the rules, so that 
interested parties may have an oppor- 
tunity to present their arguments, and to 
give to the public from time to time sub- 
stantially such information as will be is- 
sued to the borough officers of the bu- 
reau. Furthermore, except in the cases 
of grave danger, no changes will be put 
into effect “at once,” and every effort 
will be made to avoid the unnecessary 
hardship to the electrical contractors that 
comes from too swift action. 

The three officers of the bureau are all 
graduate engineers and experienced in the 
lines of work required of the Bureau of 
Electrical Inspection. 

CEPE 
Improved Conditions in the 
Electrical Companles. 
The gross business of three big elece 
trical companies, says the Wall Street 
Journal, has shown an average improve- 
ment of close to forty-five per cent from 
the low point at which sales were running 
during the depth of the depression. The 

statement continues: 

“At the present time the General Elec- 
tric, Westinghouse Electric and Western 
Electric are doing a total gross business 
of about $94,000,000, as against $65,- 
000,000 at the low point. This is an im- 
provement in sales of $29,000,000, or 
forty-four per cent. 

“The largest actual improvement has 
of course been shown by the General 
Electric, but in percentage of improve- 
ment the Westinghouse Electric outstrips 
either of the other two companies, a fact 
which verv probably has considerable 
connection with the success of the re- 
organization plans. 

“The present rate at which gross sales 
are running, the rate at the low point, 
the recovery and percentage of recovery 
for each of the three companies are shown 
in the following comparison: 


op 
Present Rate. 8 D 
Company. Gross. Rate Low. Recovery be S 
a 
General Electric.842.000.000 =$30.900,000 $12.000.000 40 
Westinghouse . 22.000.000 18,000,000 9.000.000 69 
Western Electric 30,000,000 22,000.000 8.000.000 36 


Total. .. .$94,000,000 $65,000,000 $29,000,000 44 
“In a gencral way the effect of the 
1907 panic upon the sales of electrical 
apparatus has been to force the demand 
back to the standard obtained in 1903 
and 1904. In the case of Western Elec- 
tric the presence of special conditions in 
the telephone field reduced gross sales to 
a level with those for the year 1901.” 
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A Communication from 
Mr. George H. Guy. 
To THE EDITOR OF THE ELECTRICAL REVIEW : 

My attention hag been called to the 
fact that my name has been unwarrant- 
ably used several times recently as “sec- 
retary of the New York Electrical So- 
ciety,” by way of giving apparently the 
endorsement of the society to the subject 


matter. The latest instance of this kind. 


is the circulation of a postal by the Phil- 
lips Publishing Company, in which the 
attention of the members of the society 
is called to an article in a November 
magazine, in the words: “At the sug- 
gestion of Mr. Guy, secretary of the New 
York Electrical Society, I wish to call 
your attention to an inspiring article,” 
ete. 

I wish to say that this is not only im- 
pertinent, but absolutely unfounded. The 
society's year-book, with list of members, 
is freely given to those desiring informa- 
tion concerning the society. Application 
in this case was made for a copy, which 
was furnished, as usual, but without the 
slightest “suggestion” from me of any 
kind whatsoever. It is rather hard that 
such official courtesy should be, abused. 

I desire therefore to take this oppor- 
tunity of saying that in no one instance 
where my name as secretary of the New 
York Electrical Society has been used in 
this manner has there been the slightest 
warrant for any consent or permission 
on my part, and I wish to say, if it need 
be said, that no one has a keener sense 
than myself of the impropriety that would 
be involved in such action by me. 


Yours truly, 
GrorcE H. Guy. 

New York, October 26. 

— 0 
Approves Zone Basis of Fare 
Collection. 

The up-State Public Service Commis- 
sion, New York state, on October 14 in 
dismissing a complaint seeking reduction 
in fare from ten to five cents between 


Albany and Watervlict sets forth that 
there is no injustice in the practice of 
street railway lines in fixing their rates 
of fare on a zone basis instead of a 
mileage basis. 

——_—_- 0 


lllinois Central to Electfrify 
Chicago Tracks. 


Electrification of all tracks of the Ili- 
nois Central Railroad within the city of 
Chicago, Ill., was authorized at the an- 
nual mecting of stockholders on October 
21. The stockholders also passed a reso- 
lution urging the directors to “proceed 
with all reasonable despatch in electrify- 
ing the service.” 


ee ae: 


October 31, 1908 


A Practical Applic 


N interesting example of the paral- 
lel operation of two asynchronous 
generating stations with a single 

synchronous station is found at the 
Rhein Binnen canal, Switzerland, and the 
following brief description includes the 
essential features of this installation. 


By Frank Koester. 


heads are respectively utilized by three 
power plants. One is located at Lienz, 
another at Blatten three miles below, and 
the third at Montlingen, 2.4 miles below 
Blatten. For an economical reason the 
Oerlikon Company, of Oerlikon, Switzer- 
land, which supplied the electrical equip- 


MAIN GENERATING STATION, MONTLINGEN. 


In order to prevent the Rhein from 
overflowing its banks during flood sea- 
son in the region near Lake Constance, 
the governments of Switzerland and Aus- 
tria have taken steps to regulate the flow 
hy means of canals. They built on the 
Austrian side, besides several small canals, 
the Vorarlberger Binnen canal, and on 


ment for all three stations, and the trans- 
mission system, proposed to make the sta- 
tion at Montlingen the main plant and 
those at Lienz and Blatten auxiliary 
plants, and equipped the former with syn- 
chronous, and the latter with asynchro- 
nous, generators, operating them in 
parallel. 


INTERIOR OF SYNCHRONOUS GENERATING STATION. 


the Swiss side, the Rheintalischer Binnen 
canal. The latter canal, owing to the 
contour of the region, is constructed with 
three levels: One has a drop due to ir- 
regularity of water supply of from 9.8 to 
11.5 feet; another from 17.5 to 21.2 feet, 
and the other from 31.8 to 35 feet. These 


The auxiliary stations with their asyn- 
chronous generator equipment do not re- 
quire special excitation, as they are 
thrown on the line after the main sta- 
tion is in operation. Owing to the char- 
acteristics of an asynchronous generator, 
it is only necessary that they be near 
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ation of Asynchronous Generators. 


synchronism before being thrown on the 
line, thus doing away with synchroniz- 
ing apparatus, delay in synchronizing, 
and skilled attendants. The whole regu- 
lation is done from the main plant. The 
disadvantage is that the auxiliary plants 
depend on the main plant for excitation, 
which also has to furnish the charging 
current for the line, thus forcing the syn- 
chronous generators to work under a low 
power factor, which is increased as more 
asynchronous generators are thrown on 
the line. 
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TYPE OF STREET TRANSFORMER STATION. 


This disadvantage, however, is greatly 
reduced by the lowering of first cost and 
maintenance of the auxiliary plants. 

The main plant at Montlingen is at 
present equipped with three 250-horse- 
power Francis turbines, mounted upon 
vertical shafts and bevel geared to syn- 
chronous, three-phase generators of 10,- 
000 volts and fifty cycles, making 250 
revolutions per minute. Each generator 
has its own exciter mounted on the over- 
hanging shaft. The generator leads are 


- bare, mounted on insulators and run in 


trenches to the switchboard. 

The switchboard is divided into five 
panels, three for generators and two for 
outgoing lines. Each generator panel 
has a main and exciter ammeter, the lever 
for the generator oil switch, and a hand 
wheel to control the excitation. The 
hand wheels can be interconnected by a 
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| shaft so that they can be operated simul- 
tancously. The phasing of the synchro- 
nous generators is done with only one- 
phase lamp and a voltmeter, which are 
mounted on one of the feeder panels. 
Each of the lines is equipped with an 
automatic oil switch and an ammeter. 
One integrating wattmeter totals the en- 
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In the room above this are the pro- 
tecting devices, each phase having a 
choke-coil and series of horn lightning 
arresters, connected to water rheostats. 
To properly inspect the latter two, they 
are provided with disconnecting switches. 

The outgoing feeders leave the switch- 
ing house on the third floor. For light- 
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DIAGRAM oF CONNECTION, 


G=8ynchronous Generator. 
E= Exciter. 


A= Aman: 
V=Voltmeter. 
W=-Wattmeter. 

Z= pee rellng Wattmeter. 
Au=Switch. 


Clas 


MONTLINGEN STATION. 


Auau = Automatic Switch. 
VU=Bus-Bar Voltmeter. 

== Fuse. 
R=Rheostat. 
SW = Potential Transformer. 
MT =Series Transformer. 
I=Choke Coil. 


WW = Water Rheostats. 


tire output of the plant. The switch- 
board contains only low-tension appara- 


ing the station there is installed a 1.5- 
kilowatt single-phase transformer, and 


SWITCHBOAKD OF SYNCHRONOUS GENERATING STATION. 


tus; all the high-tension switch gear is 
located in reinforced concrete compart- 
ments in the switching room behind the 
switchboard. 


for operating the motors in the repair 


shop there is a six-kilowatt, three-phase 


transformer. 
The two auxiliary stations are in every 
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respect, in regard to equipment, iden- 
tical. Wach plant has a 250-horse-power 
Francis turbine, similar to those in the 
main station, also operating the genera- 
tors by bevel gearing. The asynchro- 
nous generators are 10,000 volts, fifty- 
cycle, operating at 250 revolutions per 
minute. The equipment of the switch- 


board and switching room is similar to 


that of the main plant, with the elimina- 
tion of the apparatus for excitation and 
synchronizing apparatus. 

The receiving current from the two 
asynchronous stations and the distribu- 
tion of power is controlled from the syn- 
chronous or main plant at Montlingen. 
From here run lines to Oberreit, Al- 
statten and Heerbrugg, the latter two be- 
ing connected by a separate line, thus 
forming a ring system. At Alstatten 
there are three 100-kilowatt transform- 
ers, stepping down from 10,000 to 2,000 
volts. In Heerbrugg there are two 100- 
kilowatt transformers stepping down 
from 10,000 to 230 volts. The 2,000- 
volt. current is distributed to a number 
of smaller transformer stations which are 
either of masonry or steel, a type of the 
latter being shown in the accompanying 
illustration. The current is used chiefly 
for induction motors for manufacturing 
purposes, and as there is no separate 
lighting curcit, the current is distributed 
by the three-wire-system. 

——e 0 
Long Acre Electric Light and 
Power Company. 

The Long Acre Electric Light and 
Power Company on October 24 got from 
Justice Bischoff, in Special Term of the 
Supreme Court, a writ of certiorari to 
review the action of the Public Service 
Commission for the First District, state 
of New York, denying its application for 
permission to issue $10,000,000 preferred 
stock with a specified dividend of seven 
per cent; to issue $50,000,000 worth of 
six per cent, fifty-year gold bonds, only 
$12,000,000 of which is to be issued at 
present, and for permission to install elec- 
tric wires and an underground system. 

The company also demanded a rehear- 
ing of the entire matter, and the court 
directed the Public Service Commission 


to file in the Supreme Court the record 
of the hearings before it. 

The petition on which the writ was 
issued was signed by John C. Sheehan as 
vice- president of the Long Acre Electric 
Light and Power Company. He set forth 
that the original application of the com- 
pany to the Public Service Commission 
was refused, and that on October 23, after 
a rehearing, the Public Service Com- 
mission again denied the application. 
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The American Street and Interurban Railway Engineering 


Association. 


Report of the Wednesday Afternoon and Friday Morning Sessions of the Convention 
Held at Atiantie City, N. J., October 12 to 16. 


WEDNESDAY AFTERNOON SESSION. 


HE Wednesday afternoon session of 
the American Street and Interurban 
Railway Engineering Association 

was called to order at 2.30 o’clock, the 
first order of business for the afternoon 
being the report of the Committee on 
Control. The report of the previous ses- 
sions of this convention, which was held 
at Atlantic City, N. J., October 12 to 
16, was given in. last week’s issue of the 
ELECTRICAL REVIEW. 

E. W. Olds, chairman of the Com- 
mittee on Control, explained that it had 
not been possible for the members of the 
committee to devote to the work of pre- 
paring the report the proper attention 
needed to give it the necessary complete- 
ness. 

The report contained two contributed 
papers, one by F. E. Case, of Schenectady, 
N. Y., describing the Sprague-General 
Electric automatic control, and the other 
by William Cooper, of Pittsburg, Pa., de- 
scribing the controlling apparatus manu- 
factured by the Westinghouse Electric 
and Manufacturing Company. 

The discussion of this report was 
opened by Paul Winsor, of the Boston 
Elevated Railway Company. He called 
attention to the commutation of the 
brushes which are now being placed on 
the market, and stated that the brushes 
and commutator will stand tremendous 
overfeeding. During the last year or 
so, in Boston, the company has changed 
the resistance steps on every equipment 
on the road in order to get an even con- 
trol. Mr. Cooper in his paper considers 
an acceleration of five miles per hour 
possible. Mr. Winsor did not think this 
could possibly be the case. He said that 
in elevated service an acceleration of this 
nature would throw passengers from their 
seats. His company believes very strongly 
in automatic features of control. There 
has been trouble caused by the dash-pots 
sticking. In service he gets about a 
mile and a half acceleration on the level. 
With a heavily loaded car it is not as 
high as that. There is considerably less 
trouble with automatic equipments now 


than there was a few years ago. In his 
opinion, however, the platform controller, 
where it can be used, is preferable. Mr. 
Winsor described the relay system for in- 
dicating, which utilizes a buzzer or alarm 


bell to indicate to the motorman that he 
is starting up too fast. 

In discussing this report, Mr. Doyle 
stated that in New York his company 
had made a number of observations on 
the operations of motormen, and had dis- 
covered that there was a difference of 
from thirty to thirty-five per cent in the 
amount of current used under similar 
conditions. He was of the opinion that 
if the manufacturers of controllers 
could devise something that would indi- 
cate the extent of coasting of trains and 
the correct acceleration, that a reduction 
in current consumption could be secured. 
His scheme for measuring current used 
was to employ an ordinary time clock, 
which, as soon as the motorman shut off 
his controller, would start. While the 
train was coasting the clock would run 
and measure up the amount of time spent 
by the train in coasting. Mr. Doyle be- 
lieved it would be a good plan to have 
the Committee on Control or the Com- 
mittee on Maintenance give this matter 
consideration, and after some discussion 
a motion to this effect was adopted. 

Mr. Munger stated that after a car 
had been overhauled and was about ready 
to be placed in service, the shopmen take 
the car out on the track and an ammeter 
is placed in the motor circuit. This is 
a direct-current ammeter, reading up to 
500 amperes. One man handles the car 
while the other watches the ammeter to 
see that every point is taken easily. If 
the car does not notch up satisfactorily 
it is taken back into the shop and the 
trouble is located and adjustments made 
in the resistance until the car acceler- 
ates perfectly. The man who reads the 
ammeter has a stop-watch, and he notes 
the length of time consumed in the ac- 
celeration, which is taken from starting 
up to the point where the motors go into 
full multiple with all resistance out. Mr. 
Munger thought sufficient attention was 
not given to the matter of coasting, and 
he said that it was necessary every once 
in a while to bring up a number of motor- 
men who paid no attention whatever to 
coasting. If a device could be procured 
which would keep a record of the amount 
of coasting done, it would be a valuable 
adjunct to the service. The matter of 
multiple-unit control for city service, he 
said, should receive attention, but if au- 
tomatic acceleration could be secured, it 
was better than anything a motorman 
could do, no matter how careful he was 
in notching up. While the automatic 
feature may be charged with failures once 
in a while, it compares more than favor- 
ably with the failures which are the re- 
sult of the motorman’s notching up his 
car too fast. 

Mr. Case, of the Gencral Electric Com- 
pany, said that a careful analysis had 


been made of the sticking of the dash- 
pots, and it had been found that it was 
due in a great measure to the condens- 
ing of moisture in the dash-pots when the 
car was laid up. This moisture runs 
down between the plunger and the cyl- 
inder and causes sticking. As the clear- 
ance between the plunger and the cylinder 
is very small, it requires only a very 
little moisture to cause trouble. He be- 
lieves that with new designs this diffi- 
culty has been entirely overcome, be- 
cause, when the relay is at rest there is no 
space within the dash-pot, and conse- 
quently no moisture can be precipitated to 
cause sticking. 

Mr. Cooper, taking up the statement 
made by Mr. Winsor with regard to ac- 
celeration and retardation, stated that 
five miles acceleration or retardation 
could be secured with perfect control. 
Recent breaking tests have been made, 
which demonstrate that a retardation of 
five miles an hour can be secured with- 
out any uncomfortable jolting. 

In answer to a question concerning the 
use of the ammeter and stop-watch, Mr. 
Munger stated that the rate of accelera- 
tion is adjusted by the stop-watch, and 
the effort is made to adjust the resistance 
so that every tooth and peak is the same. 
The time for full acceleration is fixed at 
eleven seconds. Mr. Munger also stated 
that adjustments were made every 60,- 
000 miles. 

The report of the Committee on Power 
Distribution was presented by W. J. Har- 
vie, chairman. This report included a 
paper entitled “Application of the Theory 
of the Catenary to Electric Railway 


- Work,” by R. L. Allen, Syracuse, N. Y. 


The report is divided into a discussion 
of the following subjects: Feeders, work- 
ing conductors, return system, conduit 
system. It seems to be the standard 
practice with low-tension underground 
feeders to use saturated paper-insulated, 
lead-encased cables, the paper being five- 
thirty-seconds inch in thickness, and the 
lead from one-eighth inch to five-thirty- 
seconds inch in thickness. One large 
company is using _ five-thirty-seconds 
inch rubber insulation with a triple-braid 
cover without lead sheath. This company 
seems to endorse this method without 
hesitation. It seems to be the general 
opinion that some kind of fireproof pro- 
tection is needed on the outside of the 
lead cable sheath in manholes. Some 
roads are using asbestos saturated with a 
solution of silicate of soda. A split-tile 
protection is recommended by one of the 
large roads. The majority of reports re- 
ceived by the committee indicate the use 
of No. 00 round wire on citv and inter- 
urban work for ordinary trolley conduc- 
tors. A number of companies, however, 
are using No. 0000 wire on interurban 
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work and for renewals on city work. Re- 
garding a standard height for trolley 
wire, the committee believes it good 
practice and recommends that height of 
trolley wire above top of rail be standard- 
ized at nineteen feet. The majority of 
roads reporting show the use of clinch ears 
on work now in service. Some roads, how- 
ever, on which grooved trolley wire is 
used, are employing mechanical clips, but 
they find that when these mechanical clipe 
are to be replaced it is usually necessary 
to substitute the clinch ear. It appears 
that electric railway companies are using 
all types of straight-line hangers and in- 
sulators, with the round-top bell-type pre- 
dominating. It is the experience of elec- 
tric railway companies that both wood 
and iron poles are subject to excessive de- 
terioration at the ground line. Many 
companies have begun the practice of us- 
ing so-called wood preservatives for wood 
poles, but up to the present time none of 
these has been able to show definite re- 
sults. For iron poles the committee 
recommends without qualification the use 
of an iron sleeve shrunk on all iron poles 
at the ground line. This sleeve should 
be two feet in length, and so placed on 
the butt section as to have the middle 
point of the protecting sleeve at the 
ground line when the pole is set in place. 
The committee recommends that iron 
poles be purchased complete with this 
protecting sleeve. Of six roads report- 
ing, three use the over-running type, and 
three the under-running type of third 
rail. Wood, reconstructed granite and 
composition insulators are used on the 
over-running type of rail. Wood, por- 
celain, semi-porcelain and composition in- 
sulators are used on the under-running 
type. The spacing of third-rail supports 
is generally ten feet, with a maximum in 
some instances of eleven feet, and a mini- 
mum of five feet. The weight of brackets 
varies between nine pounds with the over- 
running rail, and thirteen to twenty 
pounds for the under-running rail. The 


committee recommends a spacing of ten 


feet on all third-rail construction where 
thirty-foot conductor rail is used, and 
eleven feet where thirty-three-foot con- 
ductor rail is used. None of the compan- 
ies reporting over-running third-rail con- 
struction uses protection throughout, 
while the under-running type is protected 
by wood or fibre. The majority of com- 
panies reporting show the use of No. 0000 
grooved trolley wire for catenary work. 
The committee recommends this size and 
shape. All companies show the use of the 
mechanical clip, and there seems to be 
no doubt that this will continue to be 
modern practice. A rigid form of sus- 
pender is recommended by the committee. 
For messenger cable the committee 
recommends the use of the highest 
strength cable that can be obtained, in 
order to develop the full advantage of 
the catenarv type of construction. The 
cable should be of unwiped wire. The 
subject of insulating supports for the 
messenger cable on high-tension service 
resolves itself into the use of porcelain 
entirely, the shape of insulators depend- 
ing largely upon the voltage used. Strain 
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insulators for heavy strains should also 
be made of porcelain. For steady strains 
and pull-offs the use of wood is permis- 
sible where moderate voltages are used, 
and a combination of wood and porcelain 
for higher voltages. A more recent de- 
velopment in supporting devices for cate- 
nary work indicates the use of structural 
steel bridges rather than poles. 

In the paper contributed to the report 
by Mr. Allen, the following conclusions 
are presented: The use of a light plow 
steel messenger cable strung to a small 
sag. The hangers themselves should be 
as light and flexible as is consistent with 
strength and durability. The hangers 
should be spaced twenty or thirty feet 
to take care of the expansion or contrac- 
tion. There is no reason why spans of 
300 fect or more can not be used. 

The discussion of this report was 
opened by a communication from R. D. 
Coombs, of the Pennsylvania Railroad. 
Mr. Coombs endorses cenerally the sug- 
gestions made by Mr. Allen, and states 
that no system can be successful which 
does not practically eliminate sparking 
and undue wear of the current collector. 
At present no definite decision can be 
made as to whether the single catenary 
construction or the secondary catenary 
construction is better suited for eastern 
climatic conditions and American operat- 
ing requirements. The successful type 
must accommodate itself to changes in 
temperature and provide a trolley wire 
on which the collector may run smoothly. 
From an operating standpoint the con- 
struction should not involve unnecessary 
supports over the tracks, and long spans 
are therefore desirable. Mr. Coombs is of 
the opinion that spans in excess of 300 
feet will be both economical and prac- 
ticable. 

Contributing to the discussion of this 
paper, Mr. Ayres stated that he had orig- 
inally equipped his road with trolley 
wire and mechanical clips. A strong ten- 
sion had to be applied at the base in 
order to keep the collector on the wire at 
high speeds. A heavy hammer blow was 
developed at the hanger, which caused 
cutting and kinking. It was found ex- 
pedient to throw out the mechanical clip 
and use an appliance with copper ears. 
This gives better results and puts the 
wear on the lips of the ear, which can 
be replaced, rather than on the trolley 
wire, which is more expensive to replace. 

Mr. Reed stated that in his opinion, if 
there was a breakdown in the insulation 
of a lead-protected ¢able, the trouble was 
accentuated by the metal covering. 

Mr. Winsor stated that one of the rea- 
sons why his company had tried cables 
without the lead cover was due to the 
fact that if a bad short-circuit occurred 
on an underground cable, the trouble did 
not stop there. Other cables are affected, 
sometimes at the same time, or, more 
often, the trouble turns up a good deal 
later. 

Mr. Corning stated that he had had 
much trouble due to the burning out of 
lead cables, and in order to guard against 
this the practice had been introduced of 
cutting the lead sheath in each manhole, 


Vol. 58—No. 18 


taking a ring out of the sheath about a 
quarter of an inch wide, and filling the 
space with rubber tape, heating it, and 
making what might be called a rubber 
joint at each of these points. The 
sheath is made continuous again by a 
short copper wire around the joint to take 
care of the return current on the sheath. 

Mr. Palmer stated that varnished- 


` cambric cable was being used a good deal 


more extensively than many members of 
the association were aware. He knew of 
large orders which had been placed lately 
for a good deal of construction, and it 
was because of: the trouble caused by 
electrolysis that a decision was made in 
favor of the cambric-covered cable. 

Mr. Kelsay stated that his operating 
conditions were rather extreme from the 
standpoint of height of trolley wire. He 
has a limited service where a car operates 
on a wire from fourteen to twenty-two 
feet high. The state law requires the 
trolley wire to be twenty-two feet over 
railroads. There is another piece of road 
which is forty miles in length, where the 
trolley wire is very low, in some cases 
fourteen or fifteen feet. He has tried to 
maintain poles so that they will operate 
successfully over the range from fourteen 
to twenty-two feet. This is a condition 
which should not be imposed on any 
trolley. 

Mr. Hayward stated that his road had 
heen compelled to enter into agreements 
with railroads to maintain the trolley 
at twenty-two feet at the crossings. It 
seemed to him that this requirement in- 
troduced an element of danger. A pale 
that is built to ride on a trolley wire of 
the standard height of nineteen feet is 
more liable to come off the wire at 
twenty-two feet than at nineteen feet. 

The session was then adjourned to meet 
Friday morning. 


FRIDAY MORNING SESSION. 


The first matter for consideration was 
the report of the Committee on Car 
and Car-House Wiring. 

The committee reported that it had 
been unable to give proper consideration 


to the question of whether it was pos- 
sible to construct standard specifications 
for car and car-house wiring. The rules 
of the National Electrical Code concern- 
ing the installation of heaters, the size 
of bonds, and the lighting of cars, were 
made a part of the report, and the rules 
which were adopted by the Electrical 
Committee of the Underwriters’ National 
Electrical Association as a result of a 
conference with representatives of the 
committee and representatives of various 
heater manufacturing companies were 
given as follows: 

“Truss plank heaters to be mounted on 
not less than one-quarter-inch fire-resist- 
ing material, the legs or supports for the 
heater providing an air space of not less 
than one-half inch between the back of 
the heater and the insulating material.” 

Concerning outlets, the following para- - 
graph is provided : 

“Each outlet to be provided with an ap- 
proved porcelain receptacle or an ap- 
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proved cluster, no lamp consuming more 
than 128 watts to be used.” 

The code was also altered to include 
the following rule: 

“All lighting and stationary motor cir- 
cuits must be thoroughly and perma- 
nently connected to the rails or to the 
wire leading to the outside ground re- 
turn circuit.” 

Mr. Ayres said that it was his opinion 
that in many cases the Underwriters es- 
tablished rules which were too stringent 
and burdensome. The requirement that 
truss plank heaters should be mounted so 
that the current-carrying parts are four 
inches away from woodwork is certainly 
unnecessary and absurd. As far as the 
size of lamp was concerned, he did not 
see why street railway operators should 
be limited in the size or the current con- 
sumption of incandescent lamps. 

Rule 34 of the National Electrical 
Code, which reads: “Lighting and Power 
from Railway Wires. Must not be per- 
mitted, under any pretense, in the same 
circuit with trolley wires with a ground 
return, except in electric railway cars, 
electric car-houses and their power- 
stations; nor shall the same dynamo be 
used for both purposes.” 

He said that his company had an office 
building and a number of waiting rooms 
lighted from its own circuits. This is 
perfectly proper, and it should not re- 
quire any special dispensation to do it. 
The rule ought to be modified so that 
electric railways could use their circuits 
for lighting under proper construction 
anywhere. 

Mr. Roberts said he thought the com- 
mittee should take up the matter of pro- 
cedure in the case of lightning storms, 
and also the wiring arrangements of cars 
laid up in the car-houses at night. He 
said there should be some standard es- 
tablished, because it has been his experi- 
ence that different inspectors look upon 
the installation in an entirely different 
way. 

_ The report of the Committee on Operat- 
ing and Storage Car-House Designs was 
presented. . 
_ The report stated that the idea of set- 
ting forth the principles of a standard 
var-house design was dropped because it 
was shown that, however desirable it 
might be from some points of view, the 
standardizing of car-house designs is im- 
practicable for the reason that the outline 
of a car-house is governed by the size, 
grade and outline of the lot, the require- 
ments of the road in question, its geo- 
graphical position, and the ordinances of 
the city or town in which it is located. 
he subject is treated in the report by 
considering the principal problems en- 
tering into the designing and operating 
of storage car-houses. 

he discussion of this report was 
opened by M. Schreiber, who said that 
the track layout should be made as flex- 
ible as possible, and that in vards, if 
practicable, it is desirable to keep the cars 
moving head on, irrespective of whether 
it is necessary to approach the barn in 
either direction, If the terminal is on a 
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main line, the arrangement of special 
work should be such that the least inter- 
ference is presented to regular operation, 

To meet present conditions in car-stor- 
age houses a three or four-track bay 
seems to be best suited. This allows a 
low pitch and short-span roof. The report 
of the committee states that the three- 
track bay is objectionable, but Mr. 
Schreiber considers that this arrange- 
ment is sometimes very desirable, espe- 
cially where the barn is a long one or 
when in dividing up the property the 
width does not work out in multiples. 
He did not agree with the committee in 
the matter of heating, which considered 
that the use of hot water was especially 
meritorious with forced circulation. The 
report also stated that the heating appara- 
tus should be placed in a room cut off 
from the remainder of the house by fire- 
proof walls, and should be located cen- 
trally with regard to the places to be 
heated. Mr. Schreiber considered that if 
the area was large enough to justify a 
blower system or hot air, that this was 
the only heating system to install. 

Mr. Adams said that he was not quite 
sure that the committee’s recommenda- 
tion to use flush transfer tables was a 
good one. 

Mr. Winsor said that his company has 
twenty-four or twenty-five operating 
houses, and uses nothing but flush trans- 
fer tables. The flush table will allow 
the use of the whole space of the table 
at night for car storage. There are only 
a few hours of the day when all the 
storage room is needed for cars, and this 
is at a time when cars are not being 
shifted. 

Mr. Linda]! did not agree with Mr. 
Winsor that the flush transfer table was 
a good thing. It limited the movement 
of cars in the house at night after the 
cars are all put in, and handicapped the 
car-cleaning end of the work. 

Mr. Adams called attention to the sug- 
gestion in the report which read as fol- 
lows: “While the Underwriters stipulate 
that no section of the house shall con- 
{ain more cars than amount in value to 


$200,000, the committee believes that no. 


road should expose more than a certain 
per cent of its rolling stock to the risk 
of destruction by any one fire, as the 
loss of cars means the loss of revenue.” 

He said that the Fire Underwriters 
desired to limit the figure to a somewhat 
lower valuation, but that the committee 
had finally persuaded them to hold up to 
the $200,000 valuation. 

E. W. Olds stated that a considerable 
advantage would be gained if the com- 
panies built their car-storage houses so 
that one section could be burned out en- 
tirely without affecting other portions of 
the storage area. He also raised the ques- 
tion as to whether the flush transfer table 
should be recommended for general shop 
service. 

Mr. Lindall replied that the flush trans- 
fer table has a decided advantage, inas- 
much as material can be handled by 
trucks across the floor much better than 
with a pit transfer table. He did not 
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know that there were any other advan- 
tages. 

The report of the Committee on Way 
Matters was presented by Mr. Schreiber. 

This report included contributions by 
C. B. Voynow, on “A Proposed New 
System of Street Railway Construction” ; 
by H. M. Steward, on “The Life of Man- 
ganese Steel Rail on Curves,” and by 
Howard F. Weiss, on “The Open-Tank 
Method of Preserving Timber.” 

Mr. Voynow’s suggestion consists es- 
sentially of a track built with a T-rail 
with a projecting flange above the tread, 
which would guide the car, and a flange- 
less wheel. The flange on the rail would 
take the place of the flange on the wheel 
with some of the following advantages: 
The entire system would be of unbroken 
main line. The manufacture would be 
simplified, and most of the system could 
be built of the same rail as straight track. 
It would cost at least twenty-five per cent 
less than at present. There would be no 
possibility of car derailments on account 
of the tongue kicking or riding on a 
movable tongue. The rail section would 
be easy to roll, would conduce to a long 
life of the head, and the joints would 
have longer life on account of its being 
centre-bearing for both car and wagon 
traffic. The wheel would wear better be- 
cause it could be chilled through the en- 
tire surface, and the chill made deeper. 
It would be simple to manufacture so far 
as the casting is concerned, as well as 
grinding or finishing. 

In opening the discussion on Mr. Voy- 
now’s contribution, G. L. Wilson said that 
he thought this form of design would in- 
vite al] passing teams to use the rail. He 
did not believe it would be advisable to 
favor such a radical change in the rail 
section. He thought that the resistance 
offered by dirt and obstacles on the track 
would be much increased, and the li- 
ability of derailment greater than at 
present. 

C. Boardman Reed said he thought 
that on special work, particularly at 
curves, where guard rails are now re- 
quired, a rail of the type suggested by 
Mr. Vovnew would have to be renewed 
much oftener. 

W. J. French stated that during the 
past year, in Utica, N. Y., and also in 
Syracuse, permission had been secured to 
use T-rail in the paved streets. These 
strecis are used for ordinary city traffic, 
and it has been demonstrated that the 
pavement wears well and that there is 
no more danger from breakage of wheels 
than with flat girder rail. Also, the con- 
struction is more stable and rational than 
the girder construction. 

R. C. Cram, of New Haven, stated 
that it has been found that if the au- 
thorities can be convinced that .T-rail 
construciion is the best for all concerned, 
the question simply resolves itself into 
the proper pavement. 

Mr. Voynow said that the advantages 
of this type of rail were hardly appre- 
ciated. He would not consider it an ideal 
rail, but its advantages as far as special 
work, wheel construction, less exposure 
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of rail in the street, effect on pavement 
and noiselessness are concerned, are very 
great. As to interurban cars entering the 
cities, all the tracks that are laid at 
present in cities have the maximum depth 
of their trams about one and one-quarter 
to one and one-eighth inches, and inter- 
urban cars having a standard wheel 
flange of one and one-eighth inches can 
not enter the city tracks. This rail makes 
provision for such service. 

The contribution by Mr. Weiss to this 
report was presented, and the author ex- 
plained that the only companies that have 
really taken the question of wood pre- 
serving up on a practical basis are some 
electrical companies in California. The 
working outfit costs about $400, includ- 
ing a tank with a second-hand boiler and 
pump. The various preservatives are in- 
jected into the body of the pole. The 
Government simply carries out the work 
to the point of proving its value to the 
companies. 

This contribution to the report created 
considerable discussion. Ernest F. Hart- 
mann stated that the application of a 
preservative is better than applying an 
oil paint. Oil is a preservative, but it 
is also a vegetable compound and decays 
the same as any other vegetable matter. 
The antiseptic action of any preserva- 
tive material on partially decayed wood 
will help to a considerable extent. The 
Boston Elevated Railway Company is 
treating its ties by the open-tank immer- 
sion process, and it costs the company 
from sixteen to eighteen cents per tie. 
Something like 90,000 ties have been 
treated, and it is understood that the re- 
sults are entirely satisfactory. Cross- 
arms have been treated at Bangor at a 
cost of $8.68 per thousand feet. At Nor- 
folk gum trees have been treated by the 
open-tank method, at a cost of twenty- 
three cents per tie. At Columbus, Ga., 


ELECTRICAL REVIEW 


the cost of treatment is thirty-one cents 
per tic. At Denver the cost of treatment 
is seventeen cents per tie. 

‘Mr. Cram said that his experience had 
taught him that it is not a good thing to 
treat green timber with any kind of pre- 
servative process. 

Mr. Hartmann replied that the trouble 
with this installation was that no pro- 
vision was allowed for drainage, and that 
when the blocks became thoroughly wet 
they split up. If the wood-block pave- 
ment were properly grouted there would 
be no trouble. 

FRIDAY AFTERNOON SESSION. 

It was decided to pass over the discus- 
sion of the question box, and the first 
business of the afternoon session was the 
hearing of the report of the Committee 
on Economical Maintenance. 

The report recommends that, under 
average conditions, the practice of shop- 
ping car bodies for general overhauling 
yearly is the most economical. The com- 
mittee recommends that the replacement 
of steel tires or steel-tired wheels with 
rolled-steel wheels be given careful con- 
sideration. The report also suggests that 
where track and special work is particu- 
larly severe on flanges, and where condi- 
tions permit a material reduction in the 
diameter of the wheels bv wear, the 
rolled-steel wheel may be found to be 
more economical than the cast chilled 
wheel. The committee feels that there 
is general need of better knowledge on the 
part of persons responsible for the use 
of material as to the most suitable ma- 
terial for the purpose required and the 
checking of such material to determine 
its quality. Tt is suggested that the as- 
sociation could do valuable work in the 
preparation of suitable specifications for 
materials, and recommends for considera- 
tion the appointment of committees for 
this work. The committee is so con- 
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vinced of the necessity of a system of ac- 
counting which would show the minimum 
average and maximum costs of mainte- 
nance for various classes of equipment 
that it recommends the appointment of a 
committee jointly with a committee from 
the Accountants’ association for the pur- 
pose of giving this subject thorough con- 
sideration. 

This report was discussed at length, it 
being the consensus of opinion that 
standard specifications for the purchase 
of material would help the purchasing 
agents very materially in securing the 
best material at uniform prices. The 
suggestions for the establishment of 
standard forms of accounting would also 
allow a comparison of maintenance 
charges, which would effect. great econo- 
mies in every system. 

Following the discussion of this report, 
several amendments to the constitution 
and by-laws were made. 

The report of the nominating com- 
mittee was presented as follows: Presi- 
dent, Paul Winsor, Boston: first vice- 
president, F. H. Lincoln, Philadelphia; 
second vice-president, W. H. Evans, 
Buffalo; third vice-president, W. J. Har- 
vie, Utica, N. Y.; secretary and treas- 
urer, John W. Corning, Boston. Bxecu- 
tive committee: William Roberts, E. 
©. Ackerman, L. L. Smith, Martin 
Schreiber. 

It was voted that the secretary be au- 
thorized to cast one ballot for these can- 
didates. 

On motion of Mr. Roberts a cordial 
vote of thanks was extended to Mr. Sim- 
mons, the retiring president, for the able 
and courteous manner in which he had 
conducted the affairs of the association. 

President-elect Winsor was escorted to 
the chair and addressed the members 
briefly, after which the convention was 
adjourned. 


The American Street and Interurban Railway 
Transportation and Traffie Association. 


Report of the Wednesday and Thursday Sessions of the Convention Held at Atlantie City, N. J., 


day sessions of the American Street 

and Interurban Railway Transpor- 
tation and Traffic Association was printed 
in the last issue of the ELectrican Re- 
VIEW. 

The Wednesday session was called to 
order at 10 a. M. with President Allen 
in the chair. 

The discussion of the report of the 
Committee on Electric Mail Service was 
opened by Gen. O. HT. Warries. This re- 
port, which was compiled by C. Tf. Hite, 
was composed largely of extracts from the 
United States Post-Office Department. re- 
ports on electric railway mail service. 
This indicated the general opinion of the 


p report of the Monday and Tues- 


October 12 to 16. 


Government with regard to the compen- 
sation which should be allowed electric 


railway companies for the carrying of 
United States mail. 


General Harries pointed out that the 


electric railways did not carry, as a rule, 


any other variety of business at a loss. 
There was no reason why the electric car- 
rier should discriminate in favor of the 
Government, but he stated that very little 
could be accomplished as long as the elec- 
tric railways continued to carry the mails 
at the present rate. So long as one com- 
pany accepts mail at a low rate, this rate 
will be made the average compensation 
to all the others. There will be no action 
by Congress cither so long as companies 
are found who will carry mail at the ex- 
isting rate. The blame for this condi- 
tion rests on the carrier, who insists on 


doing business without profit. The only 
remedy for this condition is for all the 
companies to refuse to accept contracts on 
the present basis. 

Mr. Hippee stated that his company, 
in Des Moines. Iowa, carried United 
States mail in pouches and also carried 
four mail boxes on each car. The mail is 
collected at the main station by Gov- 
ernment collectors and mail carriers, and 
the pouch mail is carried to substations 
and to the eastern side of the citv. The 
mail is put on the cars by a representative 
of the Post-Office Department. and taken 
off the ears by one. The company rce- 
celives compensation at the rate of three 
cents per mile for closed-pouch service. 
There is no limit to the number of 
pouches that can be carried, except that 
there is a general understanding with the 
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postmaster that a car shall not carry 
more than three or four pouches on the 
front platform. 

Mr. Brady, of Anderson, Ind., stated 
that the Indiana Union Traction Com- 
pany has had a limited experience in 
handling material on interurban lines. 
It has two contracts, both of long stand- 
ing, one of which involves the handling 
of mail by pouches from Anderson to 
Alexandria, a distance of about ten miles, 
and for which compensation is received 
at the rate of three cents per mile. The 
total compensation is between $45 and 
$50 per month, which is lessened some- 
what by an occasional fine. Both cities 
have been growing, and the mail-pouch 
service is being extended considerably. 
It has been found, however, that although 
the service has extended several miles 
further, and the amount of mail that is 
carried has been doubled since the begin- 
ning of the contract, no extra compen- 
sation has been received. 

After considerable discussion it seemed 
to be the consensus of opinion that there 
should be some strong action taken, look- 
ing to a more equitable compensation for 
the carrying of mail, notwithstanding the 
fact that it was appreciated that this was 
a sort of accommodation which was natu- 
rally undertaken by a public service com- 
pany. 

The report of the Committee on 
Freight and Express Service was pre- 
sented, and this was supplemented by a 
paper entitled “Progress to Date m Car- 
rving Freight and Express Matter by 
Electrie Roads—Some Mistakes That 
Have Been Made and Their Remedy,” 
which was prepared by C. V. Wood. The 
report and paper were read by G. W. 
Parker. 

The discussion was opened by E. H. 
Hyman, general manager of the Cleve- 
land Traction Company. Mr. Hyman 
said that the whole question of freight 
and express service depends entirely upon 
local conditions. If either freight or ex- 
press business is carried on in the right 
locality it can he made to earn money, 
but both services can not be carried on 
in one locality at a profit. Where one 
system attempts to operate both freight 
and express service there is always the 
liability of contention among the shippers 
and always confusion regarding the ship- 
ments. 

B. E. Wilson said that if the road has 
terminal facilities such that it can 
handle car-load lots, and sidings that will 
hold trains of four or five cars, it should 
attempt to do business on a car-load 
basis; but where the road has small sid- 
ings and is not allowed to move ordinary 
box cars into a citv, it is positively out 
of the question for it to consider car-load 
business, 

During the discussion of this report the 
matter of the jurisdiction of the Inter- 
state Commerce Commission came up 
with regard to the receipt and billing of 
freight or express from adjacent states. 
George R. Folds, of the West Penn Rail- 
Ways Company, Connellsville, Pa., stated 


ELECTRICAL REVIEW 


that a ruling had been handed him by 
the commission which indicated that if 
the company handled any traffic which 
originated outside of the state, the com- 
pany was under the jurisdiction of the 
Interstate Commerce Commission, and 
must comply with its regulations. It 
would appear that this ruling took a very 
broad view of the situation, including 
passengers, express and freight. 

H. A. Nicholl, of the Indiana Union 
Traction Company, stated that the sys- 
tem handles general merchandise in less 
than car-load lots. In a few instances 
car-load lots are handled, mainly in the 
shape of live stock. All of the freight 
cars are operated as extra trains, and 
no attempt is made to schedule these 
trains. Most of the freight business 1s 
handled at night, so as to avoid the con- 
gestion of the road during the business 
hours of the day. At the larger ter- 
minals the company has its own freight 
houses and ample side tracks. These are 
in charge of salaried freicht agents, and 
at the smaller stations the freight is 
handled jointly with the passenger. Com- 
missions are paid to the agents for this 
purpose. The company has a well-or- 
ganized freight department, consisting of 
a general freight agent and two division 
freight agents. These men not only so- 
licit business, but take care of the filing 
of the tariffs, with general oversight of 
the whole business. The company does 
not interchange freight with the steam 
roads. It does, however, with other elec- 
tric systems. In some instances it 
operates through trains over other electric 
lines. The earnings per car per day 
average about $60. The freight business 
is operated on a fifty-five per cent basis, 
and the company earns about four to five 
cents per mile. The freight business 
represents about eight per cent of the 
gross receipts. The company charges to 
its freight account about every concelv- 
able thing it thinks belongs to the freight 
department. 

In respect to express, the company 
operates a merchants’ despatch, which re- 
sembles, along practical lines, express 
business. For this service a rate of one 
and one-half times the first-class freight 
rate is charged. The company does not 
have a pick-up or delivery business, and 
it appears that the express business does 
not interfere with the freight business in 
any wav. . 

The discussion of the Interstate Com- 
merce Commission rulings was again 
taken up, several members pointing out 
the necessity of taking issue with some of 
these rulings. 

P. P. Crafts discussed the experience 
of the Towa & Illinois Railway Company 
with regard to its express and freight 
business. The company has a contract 
with the American Express Company on 
a tonnage basis, and hauls all of the 
American Express business originating on 
the Chicago & Northwestern Railway 
Company into Clinton. The company 
does not permit the express company to 
do anv local business between the rail- 


way company’s termini or along the line. 
A compensation of twenty cents per 100 
pounds is received. No compensation is 
received for articles such as are carried 
in messengers” safes, nor for currency 
handled. 

With regard to freight business, the 
company handles about three and one- 
half car-loads of freight per day. About 
fifty per cent of this is local, and the 
balance is part of through shipments 
which go west on the Chicago & North- 
western from Clinton. 

The symposium on the “Possibilities 
of a Well-Conducted Publicity Depart- 
ment” was taken up, Mr. Warnock pre- 
siding. 

Mr. Warnock pointed out the condi- 
tions which had led to the formation of 
publicity bureaus by the public service 
corporations, and emphasized the con- 
siderable good which was being effected 
by having men properly equipped to 
handle news in such a way that it would 
be put into the daily press without per- 
version, and would form the best means 
of putting to rest the generally unfavor- 
ably conception which the ordinary citi- 
zen has of the railway company. 

The first paper on this subject was pre- 
sented by Charles E. Flagg, of the de- 
partment of publicity of the Inland Em- | 
pire System, Spokane, Wash. 

Mr. Flagg considers that the possihili- 
ties of a railway’s department of pub- 
licity depend largely upon the natural 
environments. The city of Spokane has 
something over 100,000 population, with 
five transcontinental railroads, 104 miles 
of city traction lines, and 200 miles of 
interurban electric railroads. The Inland 
Empire System, which now has 225 miles 
in operation, began less than five years 
ago as the Spokane Traction Company, 
city lines, and the Coeur d’Alene & Spo- 
kane Railway, interurban lines, between 
Spokane, Wash., and Coeur d’Alene, Ida. 
In the matter of publicity, the company 
uses the daily newspapers, illustrated 
folders, official time tables and maps, en- 
Jarged photos, billboards, street cars, post 
cards, souvenirs and any other means 
that appeals to the publicity department 
as opportune and likely to bring results. 

It has been found most practicable to 
use good-sized display spaces in the even- 
ing papers and reading notices in the 
morning papers. In each suburban town 
through which the lines pass a small dis- 
plav is run in the weekly newspapers. 
consisting of a local time table varied 
with announcements regarding excursion 
and colonists’ rates to and from the East. 
In the preparation of folder copy, the il- 
lustrations are made as large as possible 
and the type matter brief and concise. 

Mr. Flagg advocates picture advertis- 
ing as one of the most convincing means 
of publicity. The best views are selected 
for enlarging, and these are framed and 
hung in depots and in good locations in 
public buildings. There are also com- 
plete photo albums in the general passen- 
ger and publicity departments, as well as 
on parlor cars. 

Mr. Flagg was followed 
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Stephens, of the Illinois Traction System, 
of Springfield, Ill. 

Mr. Stephens described the publicity 
department of the Illinois Traction Sys- 
tem. He believes thoroughly in the use 
of newspaper space for the publication of 
time cards and also endorsed the use of 
folders. 

Concerning the expenditure for a pub- 
licity department, Mr. Stephens said that 
on steam roads, as a general rule, an 
allowance is made in the operating ex- 
pense of two per cent of the gross pas- 
scnger earnings for publicity purposes. 
On interurban roads it would appear that 
approximately one-quarter of this amount, 
or one-half of.one per cent, is the allow- 
ance made for the purpose. 

The meeting was then adjourned until 
Thursday morning. 

THURSDAY MORNING SESSION. 

The first business of the Thursday 
morning session was the reading of three 
papers on the “Possibilities of a Well- 
Conducted Publicity Department,” by 
(George Sabin Brush, of the Boston Ele- 
vated Railway Company; Charles W. 
Lamb, advertising expert, and G. H. Gall. 

The discussion on these papers was 
opened by the reading of a communi- 
cation from William A. House, president 
of the United Railwavs and Electric Com- 
pany, Baltimore, Md. 

Mr. House considers that a publicity 
department is a welcome step forward 


in the public service corporation. It is. 


beginning to be realized that the best 
paying policy is to deal liberally and 
fairly with patrons and encourage a 
spirit of co-operation. The adoption of a 
liberal, progressive and generous policy, 
backed by a thoroughly organized and 
enlightened publicity department, was 
recommended by Mr. House as one of the 
aurest wavs to avoid the criticisms so 
frequently indulged in at the expense of 
the corporation. 

E. A. Kendrick, secretary of the 
Matthews-Northrup Works, Buffalo, 
N. Y., made a brief address on the sub- 
ject of advertising and printed matter. 

The discussion on these papers was 
closed by H. A. Faulkner, passenger 
agent of the Boston & Northern Railroad, 
of Boston. Mr. Faulkner considers that 
it is the best poliev to treat the news- 
papers very squarely, and if this is the 
practice of the corporation, much good 
can be secured. He described the infor- 
mation bureau which his company had es- 
tablished, which is under the direction of 
the passenger department and located 
with the other railroad offices. This in- 
formation bureau is fitted up with every 
kind of literary information, and the at- 
tempt is made to get hold of not only 
what is interesting concerning the com- 
panv’s own system, but everything con- 
nected with a seenic effect. or railroad 
situation outside of the New England 
States. The clerks are instructed to give 
absolutely impartial information, whether 
the inquiry is concerning the company’s 
lines or competing lines. Although Mr. 
Faulkner is an old newspaper man and 
appreciates very highlv their value, he 
does not place them first in importance 


ELECTRICAL REVIEW 


for the special uses of the street railway 
man. He considers that the company’s 
own cars are the best advertising medium 
that can be found and that as an adver- 
tising medium they should be used to 
the limit. In his system the division 
superintendents keep the publicity de- 
partment informed concerning festivities 
occurring in any locality, and the at- 
tempt is made through dasher signs to 
promote travel in these directions. One 
of the most valuable publications of the 
Boston & Northern company is called the 
“Tri-State Tourist.” Forty thousand 
copies of this are issued per month, and 
distributed at various points on the com- 
pany’s system in three states. 

The report of the Committee on In- 
terurban Rules was presented by J. N. 
Shannahan. 

This report is based on the book of 
rules adopted at the Columbus conven- 
tion in 1906. The committee has aimed 
to harmonize as closely as possible the 
codes adopted by the various associations 
during the past two years, and the rules 
include codes adopted by the Central 
Electric Railway Association, the New 
York State Street Railwav Association, 
and the rules of the operating Indiana 
companies. The committee recommends 
that the association direct the incoming 
Committee on Interurban Rules to co- 
operate with a committee to be appointed 
by the Railway Signal Association in for- 
mulating a new code governing the use 
of semaphore signals. 

It was voted to receive the communi- 
cation as a progress report and that 
the committee be continued. 

After considerable further discussion 
of the report it was voted to extend the 
authority of the present standing com- 
mittee on interurban rules so that the 
committee might confer with various pub- 
lic service commissions throughout the 
United States, and, in its discretion, dis- 
tribute copies of the rules as presented 
bv the committee. 

The report of the Committee on the 
Operation of Multiple-Car Trains on In- 
terurban Roads was presented by D. F. 
Carver. 

Owing to the lateness of the hour there 
was no discussion upon this report. 

The reports of the Committee on Pas- 


senger Traffic and of the Committee on 


Rules for City Operation were received 
and written discussion requested. 

The report of the nominating com- 
mittee was presented as follows: Presi- 
dent, C. Loomis Allen: first vice-presi- 
dent, R. T. Todd: second vice-president, 
G. L. Radcliffe: third vice-president, A. 
W. Warnock. Executive committee: the 
officers, and G. W. Parker. Detroit, 
Mich.: H. C. Page, Springfield, Mass.: 
N. W. Bolen, Newark, N. J.; H. A. Davis. 
Nashville, Tenn. This report was unani- 
mously adopted and the gentlemen named 
declared elected. _ ; 

Mr. Shannahan and Mr. Brush were 
named as a committee to escort Mr. Allen 
to the chair, and after a few remarks 
by the president-elect the convention 
stood adjourned. 
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Meeting of the Pittsburg 
Section of the American 
Institute of Electrical En- 
gineers. 

The regular October meeting of the 
Pittsburg section of the American Insti- 
tute of Electrical Engineers was held in 
the lecture hall of the Carnegie Institute, 
Pittsburg, Pa., October 13. 

The evening was devoted to the presen- 
tation and discussion of two original 
papers. The subject of the first paper was 
“The Oscillograph and Some of Its 
Uses,” by H. H. Galleher, engineer of 
the high-tension testing laboratory of the 
Westinghouse Electric and Manufactur- 
ing Company, and the second one was en- 
titled “The Testing of Large Alternat- 
ing-Current Generators,” by L. E. Schu- 
macher, of the dynamo testing depart- 
ment of the same company. The papers 
were illustrated by lantern slides. 

Mr. Galleher’s paper dealt with the | 
practical application of the oscillograph 
to everyday problems and explained its 
general construction, operation, adjust- 
ment and repairs. 

Professor S. M. Denton, of the Car- 
negie Institute, supplemented Mr. Galle- 


her’s paper with a talk on the application 


of the dscillograph to the solving of com- 
plex problems in phase relation, and 
showed how essential this instrument has 
become in large power-transmission plants 
as a means of explaining perplexing phe- 
nomena. He advocated the purchase of 
such instruments by high-tension central 
stations generally. 

Mr. Denton then gave an interesting 
description of the Irwin hot-wire oscillo- 
graph, which, he stated, gives great prom- 
ise as a cheap and sufficiently accurate 
instrument for such purposes. 

The subject was further discussed by 
R. P. Jackson, S. M. Kintner and A. W. 
Copley. 

Mr. Schumacher’s paper dealt particu- 
larly with the tests on the large 8,770- 
kilowatt, 12,000-volt, three-phase gen- 
erators of the Ontario Power Company at 
Niagara Falls, which were tested after 


erection. The methods of testing and 
some results were given. 

The paper was discussed by P. M. Lin- 
coln, W. L. Waters, F. D. Newbury and 
C. Renshaw, special comment being made 
on the water rheostat and the use of tem- 
perature coils to ascertain temperatures 
in places where thermometers could not 
he used. 

The next mecting will be held carly in 
November, the subject being “Electricity 
in Mines.” by George R. Wood, consult- 
ing engineer. This subject is of great 
interest just at present in the Pittsburg 
territory. 
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The New Haven Electrifica- 
tion. 

William S. Murray, electrical engineer 
of the New York, New Haven & Hart- 
ford Railroad Company, which has been 
operating the Westinghouse single-phase 
electric railway system on a part of its 
lines during the last two years, in dis- 
cussing its experiences with electrifica- 
tion, says: 

“The most commercially valuable an- 
swer as to the success of electrification 
on the New Haven is written in the actual 
operating schedule in the electrification 
zone. The train minute delays suffered 
to-day by electrical operation are but -a 
small percentage of those incurred dur- 
ing the period of steam operation. 

“As the zone limits in our case were 
not a terminal proposition, the applica- 
tion of the direct current showed itself to 
be impracticable. On account of errors, 
always common of initiative work, the first 
few months’ operation has been a period 
of interruption which has naturally been 
annoying both to the road and the pub- 
lic. To-day the delays have disappeared 
by the removal of their cause. 

“The wisdom of the purchase of a lo- 
comotive consisting of two individual half 
units, the whole or half unit being opera- 
tive by a single crew, has proved itself 
in the ability of the road to handle seventy- 
five per cent of traffic with half-unit loco- 
motives, using the whole unit on the re- 
maining ‘twenty-five per cent of trains, 
Whose weight demands the full drawbar. 
Should future requirements see the ad- 
vantage of extension of electrification east 
of Stamford, the system is designedly ap- 
plicable. 

“As to the saving in cost of operation 
as compared with steam, I would state 
that operation to-day has not been a 
suflicient length of time to make this com- 
parison. It may be interesting to note, 
however, that by exhaustive investigation 
I have found that one pound of coal 
burned under the boilers of our central 
station produces twice the drawbar ob- 
tained by one pound of coal burned in 
the fire boxes of the steam locomotive, or 
in other words, the fuel bill for electric 
traction is one-half of that required for 
stcam traction. Other economies will ar- 
tive in the low cost of maintenance and 
renairs of the electric locomotive as 
against steam locomotives. 

“The density of traffic is, of course, the 
paramount feature as to the savings to 
he effected by electrification. It is not to 
be forgotten that, in electrifying, interest, 
depreciation, insurance and taxes follow 
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closely on the heels of the capital invest- 
ment in equipment and material neces- 
sary to electric operation. The heavier 
the traffic, the greater will be the econo- 
mies derived from the two above-men- 
tioned sources. | 

“Tt is quite conceivable that the heavy 
ton-mileage in freight and passenger serv- 
ice on the Atlantic coast line roads will 
effect savings sufficient to cover the above- 
mentioned fixed charges on the investment 
necessary to their electrification. 

“The greatest value to be experienced 
by electrification will be in the tremen- 
dously increased traffic capacity of the pres- 
ent track mileages, due to the facility elec- 
tricity offers in making rapid main line 
and yard train movement, or, stated in 
another way, it is thus immediately seen 
that electrification will permit a tremen- 
dous increase of traffic without an increase 
of track mileage, and thus roads which 
are up against the requirement of hand- 
ling their congested traffic by laying new 
tracks, which, of course, is a most expen- 
sive procedure on account of right-of-way 
difficulties, will be led into providing an 
equal capacity by electrification of the old 


trackage.” 
— 0 


American Institute of Eiec- 
trical Engineers’ Papers. 

To THE EDITOR OF THE ELECTRICAL REVIEW: 
About a year or so ago I read an cdi- 

torial in the ELecrrican Review regard- 


‘ing the papers read before the American 


Institute of Electrical Engineers. It 
was suggested that the number of papers 
be cut down to one per meeting, together 
with prepared discussion on same. By 
such adoption the Papers Committee 
would have a wider range of choice to 
select the best papers available, which, in 
turn, would mean that the authors would 
be better prepared for questions and an- 
swers, and papers would not be read at 
all which were presented with the apology 
that they were prepared at the eleventh 
hour. ` 

It is a great pleasure to note that in this 
month’s proceedings of the American In- 
stitute of Electrical Engineers, “the Meet- 
ings and Papers Committees propose to 
accept but one paper for cach meeting 


= during the present season, to be followed 


by prepared discussion.” 

Supplementary to same, I respectfully 
suggest. the following two points for the 
assumed benefit of the engineering pro- 
fession in general: 

First, that the Committee on Papers 
confer with engineers, whether mem- 
bers or not, and secure by invitation, in 
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concrete “form, compact researches and 
studies on subjects covering a wide range, 
with numerous comparisons drawn. 

Second, to invite engineers who are up 
to date in European practice to present 
papers on modern European subjects. 

Practically all the papers read be- 
fore the American Institute of Electrical 
Engineers are of domestic practice; my 
observation during seven years’ residence 
in the United States is that many of these 
papers contain what are apparently basic 
features, but which have existed in Eu- 
rope for a number of years in every-day 
practice. 

In connection with my latter sugges- 
tion it must be borne in mind that the 
carly familiarization with European in- 
genuities greatly facilitates domestic 
problems. Further, as an example, per- 
mit me to call attention to the fact that 
the papers presented to the Verein 
Deutscher Ingenieure (German Socicty 
of Engineers) comprise about twenty per 
cent of foreign, especially American, 
topics. In addition it is recognized 
abroad, also to a certain extent in this 
country, that the European engincer reads 
more American technical literature than 
vice versa. 

What we need is a more frequent and - 
friendly interchange of ideas whereby we 
can profit from one another. The ad- 
vantage is fully recognized by competent 
engineers who make studies abroad to as- 
certain conditions there. That the argu- 
ment is not one-sided is shown also by 
the trips of foreign commissions sent here 
to study our methods. 

FRANK KOESTER. 

New York, October 20. 

— 0 
Hudson River Eiectric Power 
Reorganization. 

The reorganizing committee which has 
undertaken to readjust the affairs of the 
Hudson River Electric Power Company 
in order to meet its financial obligations, 
has announced the terms of the agrec- 
ment under which the holders of the 
$5,000,000 of bonds, whose interest has 
been in default since August 1, are in- 
vited to submit their holdings for par- 
ticipation in the reorganizing plan which 
is to be announced later. 

The bondholders’ committee in its 


original announcement provided that “if 
the final plan which the committee pro- 
poses to submit does not meet with their 
approval, said depositors may withdraw 
their bonds within ten days after written 
notice that fiftv-one per cent in face 
value of the depositors have adopted the 
plan.” 
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THE KERR MILLS OF THE AMERICAN 
THREAD COMPANY, FALL RIVER, 
MASS. 


A DESCRIPTION OF THE NEW STEAM TUR- 
BINE POWER PLANT. 


In the early part of 1907 the American 
Thread Company decided to make an ad- 
dition to its plant at Fall River. The old 
plant consisted of a spinning and twist- 
ing mill, dye and gassing house. The 
power for the main mill was derived from 
a double tandem-compound engine of 
about 1,600 indicated horse-power; and 
the dye and gassing houses were driven 
by small engines, the power from these 
and the main engine being distributed 
throughout the various mills by belts and 
shafting. 

It was decided to drive the new mill 
electrically, principally on account of the 
probability that, as the business increased, 
various additions would have to be made, 
and the electrical drive lends itself par- 
ticularly well to this end. 

The building of the new plant necessi- 
tated the complete rearrangement of the 
machinery in the old main mill. 

It was first proposed to mercly make 
a new arrangement of the shafts and 
belts, and at some future time—when it 
became necessary to install a new. engine 
—to change to electrical drive. An acci- 
dent, which might have had serious re- 
sults, occurred to the main engine before 
this plan had been carried out, which 
decided the management to abandon the 
engine and immediately install electric 
drive, not only in the new mill but in 
the old mill as well. The new power- 
house described in this article was, there- 
fore, designed to furnish power for the 
complete plant and is arranged so that it 
can be conveniently enlarged to care for 
future power requirements. 

The power-house is located on South 
Watuppa Pond. The tracks of the New 
York, New Haven & Hartford Railroad 
run between the power-house and the 
pond, cutting off a small body of water 
from the main pond. Connection was 
made with the main pond at two points, 
the water being brought into the power- 
house through one of these connections 
and a trench, and the water from the con- 
densers flowing into the small pond and 
thence under the railroad, through the 
other connection, into the main pond. 
These connections were placed some dis- 
tance apart so that the used water would 
have no tendency to return to the power- 
house. 

The power-house building consists of 
a turbine room, forty-three feet by fifty- 


ELECTRICAL REVIEW 


six fect, and a boiler room, fifty-eight 
feet by 132 fect. The building is of brick 
with concrete floors and roofs. The boiler 
room contains twelve horizontal tubular 
boilers built by the Bigelow Company, 
of New Haven, Ct., cach rated at 200 
horse-power. These boilers are- hung 
from beam supports and are brick set, 
the setting being arranged so that super- 
heaters can be installed in the rear end of 
the setting. Three Foster superhcaters 
have been installed for the purpose of test- 
ing their durability and efficiency. The 
gases from each battery of six boilers 
pass through a flue to a Green fuel 
economizer and thence to the chimney. 
The flue back of each battery is arranged 
so that the gases can either pass to the 
chimney or through the economizers. 

All of the boilers are arranged for 
burning low grades of fuel and are 
equipped with “Parsons” blowers and 
arrangement of setting. 

A Warren Webster open feed-water 
heater and purifier is located at the end 
of the boiler room next to the turbine 
room. 

Two skylights are placed in the roof 
of the boiler room, one over the firing 
space and one over the tops of the boilers 

The wall opposite the front of the 
boilers and back of the firing space is 
made of galvanized iron, as any future 
addition to this boiler room will be a 
duplication of the present layout, the 
new boilers facing the present ones. 

The boiler-room floor is level with the 
vard. Coal will be brought from the 
storage piles by a conveyer system and 
dropped in front of the boilers. 

The steam piping is arranged so that 
superheated or saturated steam can be 
supplied to the turbines or to the aux- 
iliaries, either separately or in conjunc- 
tion. This arrangement was made pri- 
marily for use in testing the efficiency of 
the different types of apparatus, 

The feed water is delivered to the open 
heater and purifier and is then pumped 
to the boilers. The feed-water main is 
of cast iron and so arranged that water 
can be supplied either from the pond or 
from the heater and purifier, and de- 
livered directly to the boilers or through 
the economizer. 

The drips from all of the high-pressure 
steam mains are collected at one point 
and from there returned to the boilers 
by the Holly return system. 

The turbine room has two floors, but 
the upper floor where the turbines are 
located does not extend over the space 
oceupied by the pumps. This space was 
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left open so that the traveling crane, 
which is of ten tons’ capacity and 
built by the Northern Engineering Com- 
pany, could be utilized in installing and 
repairing the auxiliaries as well as the 
turbines. 

The turbine room contains two 1,500- 
kilowatt Allis-Chalmers alternating-cur- 
rent, turbo-generators; two General Elec- 
tric seventy-five-kilowatt, direct-current, 
turbo-generator exciters, and a General. 
Electric switchboard. This apparatus is 
located upon the upper-floor level. 

Incorporated in the main turbines are 
the various patented features controlled by 
the builder, the Allis-Chalmers Company, 
among which may be mentioned channel- 
shaped shrouds protecting the ends of 
the blading from injury; machine-cut 
slots in the foundation rings insuring ac- 
curate spacing of the blades; a method of 
fastening the latter which effectually pre- 
vents them from working loose, and im- 
proved balance pistons. Other details of 
special interest will be mentioned briefly 
under the subjects to which they belong. 

The turbines operate at 1,800 revolu- 
tions per minute, with a steam pressure 
of 150 pounds at the throttle, dry satu- 
rated, and a vacuum of twenty-eight 
inches of mercury referred to thirty 
inches barometer at the exhaust nozzle. 
Large temporary overload capacity has 
been provided for in the design of these 
machines; high efficiency is maintained, 
and close regulation secured, even under 
the most unfavorable operating condi- 
tions. 

The bedplate is divided into two parts, 
one carrying the low-pressure end of the 
turbine. The turbine is secured to the 
former, while the latter is provided with 
guides which permit the end of the tur- 
bine to slide back and forth with differ- 
ences of expansion caused by varying tem- 
perature, at the same time maintaining 
the alignment. 

The “Bulkley” condensers are located 
outside the building, 

The speed of each turbine is regulated 
within close limits by a governor driven 
from the shaft through cut gears working 
in an oil bath. This governor, by means 
of a relay operates a balanced throttle 


‘valve. The entire mechanism is so pro- 


portioned as to respond at once to varia- 
tion of load, but its sensitiveness is kept 
within such bounds as to secure the best 
results in the parallel operation of the 
two turbo-generators in this station. The 
governors can be adjusted for speed while 
the turbines are running, thereby facili- 
tating the synchronizing of the generators 
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and dividing the load as may be desired. 
In order to provide for any possible ac- 
cidental derangement of the main govern- 
ing mechanism, there is an entirely sepa- 
rate safety or over-speed governor. This 
governor is driven directly by the turbine 
shaft without the intervention of gearing, 
and is so arranged and adjusted that if 
the turbines should reach a predetermined 
speed above that for which the main 
governor is set, the safety governor will 
come into action and trip a valve, shutting 
off the steam and stopping the turbine. 

The bearings are of the self-adjusting 
ball and socket pattern, especially de- 
signed for high specd. 

The lubrication of the four bearings, 
two for the turbine and two for the gener- 
ator, is effected by supplying an abun- 
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ample thickness of non-conducting ma- 
teria] and lagged with planished steel, so 
applied that it may be easily removed. 
The non-conducting covering is also re- 
movable at the cylinder joint to facilitate 
the opening of the turbine for examina- 
tion. 

Between the turbine and its generator a 
special type of flexible coupling is used 
to provide for any slight inequality in the 
alignment of the bearings, to permit axial 
adjustment of the turbine spindle, and to 
allow for difference in expansion. This 
coupling is so made that it can be readily 
disconnected for the removal of the tur- 
bine spindle or of the revolving field of 
the generator. Provision is made for 
ample lubrication of the adjoining faces 
of the coupling. 


Two 1,500-Kinowatr ALLIS-CHALMERS STEAM TURBINES AND GENERATORS IN THE KERR 
MILLS OF THE AMERICAN THREAD COMPANY. 


dance of oil to the middle of each bearing 
by means of a small eycloidal pump 
driven from the turbine shaft, and allow- 
ing it to flow out at the ends. The oil is 
passed through a tubular cooler with water 
circulation, and pumped back to the bear- 
ings. 

It is not necessary to supply the bear- 
ings with oil under pressure, but only at 
a head sufficient to enable it to run to 
and through the bearings, this head never 
exceeding a few feet. No oil of any kind 
is used in the interior of the machines 
nor in the glands through which their 
shafts pass. Low cil alarms have heen 
provided for the turbines. 

The hot parts of each turbine up to 
the exhaust chamber are covered with an 


The revolving-field alternators driven 
by these turbines are of the Allis-Chalmers 
Company’s standard type, designed for 
high efficiency and safe operation at high 
peripheral speeds. Some of the principal 
advantages embodied in their construction 
are summarized as follows: 

The field core is built up of steel discs, 
each in one piece, giving high magnetic 
permeability and great strength. Coils 
are placed in radial slots, thereby avoid- 
ing side pressure on slot insulation and 
the complex stresses resulting from cen- 
trifugal force, which, in these rotors, act 
normal to the flat surface of the strip 
windings. Bronze wedges hold the coils 
firmly in the slots, making the surface 
of the rotor a smooth cylinder, reducing 
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windage losses and insuring quick oper- 
ation. The end connections are securely 
held by chrome-nickel steel rings. 

The stator is completely enclosed, elimi- 
nating noise of operation. Coils were 
completely wound and insulated before be- 
ing placed on the core, thus obviating the 
risk of defective insulation. Stator wind- 
ings are placed in open slots, rendering 
the coils readily removable. End connec- 
tions are firmly braced, preventing de- 
formation of coils in case of short-circuit. 

For the purpose of obtaining adequate 
ventilation and for muffling the noise pro- 
duced by the circulation of the air, the 
turbo-generators are enclosed in such a 
manner that the air is taken in at the ends 
through fans mounted on the rotor shaft 
which discharge it over the end connec- 
tions of the armature coils into the bottom 
of the machine, whence it passes through 
the ventilating ducis of the core to an 
opening at the top. This patented sys- 
tem of ventilation is most efficient. 

On the lower floor of the turbine room 
are two engine-driven Lawrence centrif- 
ugal pumps for condensing water, one 
Blake 1,000-gallon Underwriters fire 
pump, one electrically driven Deane 
triplex power pump for sanitarv water 
for the mills, one Fairbinks-Morse duplex 
steam-tank pump for water supply to the 
heater and purifier, one engine-driven 
Deane triplex power pump and one 
Heisler duplex steam pump for boiler- 
feeding purposes. 

The engine-driven triplex boiler-feed 
pump is arranged so that it is automatic- 
ally controlled by the opening and closing 
of the boiler feed valves, a constant press- 
ure being maintained on the feed line. 
Any lowering or raising of this pressure 
causes the pump to run faster or slower 
according to the demand for water. 

The switchboard is located on the same 
floor as the turbines and consists of two 
panels controlling the exciters, two panels 
for the main turbo-generators, one panel 
for a Tirrill regulator, seven panels for 
the power circuits and one panel con- 
nected to the lighting circuits. 

This switchboard has a complete equip- 


ment of instruments and all switches are 
oil-immersed, except the main generator 
switches, which are solenoid-operated cir- 
cuit-breakers. The feeder mains are car- 
ried under ground to each mill through 
fibre conduits. 

Taken all in all, this plant is very com- 
plete, being so designed as to secure both 
Maximum economy and low operating 
costs. The plans for it were made and 
its construction superintended by S. M. 
Green, consulting engineer, of Holyoke, 
Mass. 
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System of Simultaneous Telegraphy 
and Telephony Over Tele- 
graph Wires. 

Experiments made by Aurio: Carletti 
under the auspices of the Italian Tele- 
graph Department between Caserta and 
Piedimonti are here described. The work 
was undertaken for the purpose of testing 
the Perego separator of simultaneous 
telegraphic and telephonic messages, but 
the device was found unsuitable for use 
between any two subscribers and could 
only be employed between the two offices 
at the extreme ends of the line. Better 
results were obtained with the arrange- 
ment shown herewith. The telegraph 
currents are separated from the telephone 
currents by means of a condenser C; T 
is a telephone transformer of the kind 
usually employed for connecting a single- 
wire to a double-wire line; 7 is the jack 
at the switchboard. In order to make 
the variable period of the telegraph cur- 
rents slower and deaden the noise pro- 
duced by them in the telephone recciver 
the well-known arrangement of Van Rys- 
selgerghe was employed, which consists 
chiefly of a coil g with strong self-induc- 
tion connected in series with the line, and 
of a condenser C of two microfarads in 
multiple with the line. The coil g also 
serves for resisting the leakage of the 
telephone currents through the telegraph 
apparatus, the coil acting in this case as 
an impedance against the high-frequency 
telephone currents, so that they will pass 
preferably through the condenser C and 
the secondary of the transformer T. To 
the telegraphic currents, on the other 
hand, which are continuous, the coil g of- 
fers only its ohmic resistance. This ar- 
rangement gave good results and per- 
mitted communication from Piedimonti 
with subscribers in Caserta, Naples and 
Rome. However, there still was a con- 
siderable leakage of current through the 
telegraph instrument, which was detri- 
mental. One way of reducing this leak- 
age was to increasc the impedance of g, 
but that would have disturbed the tele- 
graph service too much. Furthermore, 
the impedance depends chiefly on the fre- 
quency, and consequently the leakage of 
the telephone currents will not be equal 
for all harmonics: it will be greater for 
the lower sounds and smaller for the 


higher ones, and thus the voice will be 
distorted. Another cause of serious dis- 
turbance is the intermittent exclusion of 
the telegraph receiving circuit. In the 
recelving position the electromagnet of 
the telegraph instrument will be in series 
with the coil g and add its impedance 
thereto; in the transmitting position the 
line is connected tothe battery and the 
telephone currents can leak away freely 
through the battery, and thus the tele- 
phone current will be alternately weak 
and strong. To remove this difficulty an 
impedance coil might be inserted between 


the telegraph key and the battery, but 


v 


turbed by industrial currents—Abp- 
stracted and translated from PL Elletri- 
cista (Rome), September 1. 
© 

Effect of Wireless Telegraph Trans- 

mission on a Telephone System. 

In the north of England a wireless tele- 
graph station recently caused considerable 
trouble to the local telephone exchange. 
The telephone circuit was provided origi- 
nally with an aerial line, two spans of 
which came within the staying ground of 
the wireless mast, which is 225 feet high. 
These wires were not adjacent to or paral- 
lel with any leads or wires of the radio- 
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DIAGRAM OF CIRCUIT FOR SIMULTANEOUS TELEPHONY AND TELEGRAPRHY. 


this arrangement would be too compli- 
cated and would greatly increase the re- 
sistance and inductance of the telegraph 
circuit. A simpler artifice, which gives 
the same results, is to put the telegraph 
receiver in series with the line. In this 
case the Morse receiver acts also as an 
impedance, and therefore the coil g may 
be eliminated. An arrangement which 
has not yet been sufficiently tested, but 
which might completely remove all the 
difficulties referred to is to put the trans- 
former T in series with the telegraph 
line. In this manner all the telephone 
current is utilized, because it passes en- 
tirely through the transformer T, while 
in the arrangement shown herewith only 
a part of it passes through the trans- 
former and the remainder escapes at A 
through the telegraph receiving group. 
The arrangements described are not suit- 
able when the telegraph wires are dis- 


telegraph system. The telephone wires 
were twisted in the usual way, and im- 
mediately outside the station grounds were 
connected with wires for other local sub- 
scribers. Originally the telephone cir- 
cuit was provided with a battery at the 
station for signaling purposes, both wires 
being used for signaling as well as for 
speaking. At the wireless sfation the spark 
system was in use, absorbing several kilo- 
watts of energy. Not only was the speak- 
ing difficult from the telephone station it- 
self, but other circuits traversing the same 
routes were scriously interfered with and 
false rings were received from time to 
time by various subscribers, and sparking 
was also observed at the telephone ex- 
change. Arrangements were made to sub- 
stitute cable for the acrial line on the 
station grounds. Meanwhile the local 
telephone svstem was changed over to 
common battery working. This greatly 
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accentuated the difficulty, due, no doubt, 
to the fact that one of the wires was 
normally joined to earth for signaling 
purposes. The disturbance to speaking 
was not increased, but the heat coils at 
the exchange were continually being 
burned out. The lightning protectors 
were also affected. A lead-covered cable 
was buried in the ground and terminated 
a few yards from the hut by means of 
unsheathed cable. This reduced the dis- 
turbance considerably but did not entirely 
overcome it. Finally the lead-covered 
cable had to be extended into the hut 
_ and terminated close to the telephone in- 
strument before the difficulty was entirely 
overcome. At the wireless station an arc 
system was installed, but no difficulty was 
experienced with the undue oscillations. 
—Abstracted from the Post Office Elec- 
trical Engineers’ Journal (London), Oc- 
_ tober. ğ 


The Are Between Identical Electrodes 
as a Rectifier. 

Dr. Johann Sahulka describes some in- 
vestigations of the rectifying effect of an 
alternating-current electric arc. In his 
previous writings he has pointed out that 
such an effect takes place not only in an 
are between dissimilar electrodes, but also, 
though in a smaller decree, between elec- 
trodes of identical material, as carbon, 
for instance, if they do not have the 
same dimension or position. With an 
arc between two equally thick carbons in 
a vertical position the lower one is al- 
ways electrified positively toward the up- 
per one, so that outside of the arc a 
direct current flows in the direction from 
the lower to the upper one. The differ- 
ence of potential of the rectified current 
depends on the intensity of the alternat- 
ing current; with homogeneous carbon 
rods, seven millimetres in diameter, it 
amounted to a maximum of 2.8 volts. 
If the alternating-current arc is produced 
between two electrodes of different thick- 
nesses the thinner carbon rod is always 
electrified positively toward the thicker 
one; the potential of the rectified current 
depends on the current intensity and 
position. of the carbons. The alternating- 
current are between two identical elec- 
trodes is always predominatingly negative 
toward both electrodes, so that in a 
branch circuit between either one of the 
electrodes and a test rod inserted into 
the are a strong direct current is ob- 
tained. The manifestation of a direct 
current in an alternating-current arc be- 
tween two identical electrodes is ex- 
plained by the unequal temperature of the 
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electrodes. The chief condition for the 
maintenance of an arc is that the cathode 
has a high temperature and that the space 
surrounding it is conducting. If one of 
two carbon electrodes is hotter than the 
other, therefore, the current flows through 
the arc from the colder to the hotter elec- 
trode more easily than in the opposite 
direction, and the corresponding half 
waves of the alternating current are 
stronger for this reason. It is evident 
that this rectifying effect will be in- 
creased, if the temperature difference of 
the two electrodes is made as great as 
possible, as by cooling one electrode or 
establishing favorable cooling conditions. 
If an arc is produced between a carbon 
rod and a carbon plate, a direct current 
must flow through the are from the rod 
to the plate. The rectifying effect of the 
arc increases with its length, and it 
would be expected that it might be 
lengthened to such an extent as to allow 
only the passage of those half waves of 
the alternating current flowing from the 
carbon plate to the rod. But if an at- 
tempt is made to approach this extreme 
condition, the are becomes unsteady and 
breaks off. It is easy, however, to obtain 
a direct current equal to about one- 
seventh of the intensity of the entire cur- 
rent. In order to increase the tempera- 
ture difference still more, he has produced 
an arc between a carbon rod and a rotat- 
ing dise. The highest proportion of di- 
rect current obtained was thirty-one per 
cent of the total current consumed, which 
result is unfavorable. The efficiency 
might possibly be increased bv providing 
for a better cooling of the dise or by 
carrving out the experiment in a vacuum. 
—Ahbstracted and translated from Elek- 
trotichnische Zeitschrift (Berlin), Oc- 
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Explosion Gas Turbine or Combus- 
tion Gas Turbine. 

The question which of these two types 
of turbine offers the greater practical 
possibilities seems important enough to 
deserve to be determined by calculation, 
says Dr. Phil. Wegner-Dallwitz in this 
article. Whenever reference is made 
to a gas turbine, it is usually a combus- 
tion turbine, although published calcu- 
lations show that, with the technical 
means at present available for its con- 
struction, the practical possibilities of 
this engine are very poor, while an ex- 
plosion turbine can already be con- 
structed which, though its heat economy 
may not be brilliant, can compete with 
the steam turbine, particularly in view 
of its greater simplicity (absence of the 
steam boiler). In the present article the 


neemen a ama aa 


657 


combustion turbine is dealt with. The 
operation of such an engine is briefly as 
follows: Air and gas of a pressure equal 
to about that of the atmosphere and also 
of about the same temperature are com- 
pressed by pumps to a higher pressure, 
with an eventual rise in temperature, and 
are pressed into a combustion chamber, 
where the gas is burned by aid of the 
air in such measure as it is delivered by 
the pump, but so that the pressure in the 
chamber is not changed by the combus- 
tion process and the resulting heat and 
expansion. The inflow of gas is offset by 
an equally great outflow. The combus- 
tion raises the temperature of the cham- 
ber contents and causes them to expand 
through Laval nozzles to a lower pressure 
and temperature, whereby they attain a 
certain velocity with which they flow into 
any desired turbine system and perform 
work. The practicability of the combus- 
tion gas turbine is largely dependent on 
the efficiency of the compressor. It seeme 
that only a turbine compressor, which 
rotates on the same shaft as the gas tur- 
bine, can be considered. A compressor 
of this kind by Parsons has been reported, 
which is said to compress gases to 1.4 
atmospheres with an efficiency of sixty 
per cent. But it is not indicated whether 
this figure refers to adiabatic or isother- 
mal compression. In technical circles 
generally the statements concerning this 
high efficiency are regarded skeptically. 
But even assuming this high compressor 
efficiency to be possible, and taking into 
account the thermal efficiency of the com- 
bustion process, the author reaches the 
following conclusions: If we are limited 
to adiabatic compression, the thermal 
efficiency of the combustion gas turbine 
at low pressures will be extremely small, 
and even at the high combustion pressure 
of fiftv atmospheres it will be only 3.4 per 
cent in spite of the high compressor effi- 
ciency. If it should become possible to 
approach the compression curve to that 
of the isothermal, then the efficiency will 
rise to utilizable values at the higher com- 
bustion pressures. With a pressure of ten 
atmospheres in the combustion chamber 
and isothermal compression the absolute 
efficiency will be twenty-one per cent. 
Such a turbine would, therefore, be capa- 
hle of competing, with other engines, 
that is, if the compression could be 
effected with an efficiency of sixty per 
cent. If we figure only with the Parsons 
compressor under the assumption that 
the efficiency of sixty per cent really re- 
fers to isothermal compression, a combus- 
tion turbine could he constructed that 
would work with a thermal efficiency of 
three to eight per cent. Such a turbine 
could not be put on the market.—Ab- 
stracted and translated from Die Turbine 
(Berlin), September 20. 
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INDUSTRIAL SECTION 


ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


Lincoln Variable-Speed 
Motors. 


Considerable success has been attained 
in shop as well as in electrical results 
in the last two years by the variable- 
speed motor of the armature-shifting 
type made by the Lincoln Motor Works 
Company, of Cleveland, Ohio, formerly 
the Lincoln Electric Manufacturing Com- 
pany. This motor, when it was first put 
on the market, was described in the Sep- 
tember 15, 1906, issue of this paper. 
Since then the motor has proved itself es- 
pecially useful for the individual driving 
of machine tools throughout various ma- 
chine shops in the United States and 
Canada. It is also used extensively in the 
machine shops of the United States 
Navy. The motor is conservatively rated, 
as the standard motor without undergo- 
ing any change meets the requirements 
of the United States Army and Navy. 


ARMATURE OF LINCOLN VARIABLE-SPEED 
MOTOR. 


The accompanying cross-section shows 
the principal parts and working mechan- 
ism of the Lincoln variable-speed motors. 
It may be noted that by turning the hand 
wheel the slightly cone-shaped armature 
is withdrawn laterally away from the ta- 
pered field which at the same time gradu- 
ally increases the air-gap, decreases the 
magnetic flux, and increases the speed. 

Sparkless commutation is provided by 
the use of a commutating pole. The 
Hess-Bright bearing on the commutating 
end of the armature provides for both the 
radial bearing and end thrust due to the 
slight magnetic pull of the armature back 
toward the field. The pinion or pulley 
is carried on the sleeve which is the bear- 
ing and into which the armature shaft 
is keyed so the end movement occurs only 
in the armature shaft. 

The principal features claimed for the 


MECHANICAL APPARATUS 


Lincoln variable-speed motors are as fol- 
lows: 

No electrical controller is required. 
The speed variation is obtained by the 
simple mechanical device of shifting the 
armature. The motor is wired up and 
installed on a regular two-wire circuit in 
the same manner as any direct-current, 
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as the speed decreases. When set for any 
given speed the motor maintains a con- 
stant speed under varying load. In fact, 
the drop in speed from no load to full 
load at any speed is exceedingly small, 
comparing with the best constant-speed 
motor practice. By the use of special 
commutating poles, sparkless commuta- 


SECTIONAL VIEW OF LINCOLN VARIABLE-SPEED MOTOR. 


shunt-wound, constant-speed motor. The 
motor is reversible and will run with like 
results in either direction. Ranges in 
speed as high as 1 to 10 are practi- 
cable. An infinite number of speeds can 
be obtained at will between the minimum 
and maximum speed limits of the motor, 
the speed change being smooth, continu- 


Percent Efficiency 
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tion is obtained to fifty per cent overload 
when running at any speed in either di- 
rection. By the use of steel frames and 
economical design, a light and compact 
motor is obtained for a given horse-power 
rating and efficiency. 

One of the special advantages of the 
Lincoln variable-speed motors which ap- 
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EFFICIENCY CURVE OF LINCOLN VARIABLE-SPEED MOTOR. 


ous and gradual. The motor will develop 
its full rated capacity at all speeds, that 
is, with constant input the torque varies 
inversely as the speed, giving constant 
output. There is no decrease in capacity 


peals to foremen and superintendents of 
machine shops is that if a machine tool 
is set for a certain speed and the operator 
stops the machine for calipering, on start- 
ing up again, he obtains his original cut- 
ting speed. 
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Factory Cable-Testing 
Apparatus. 

The greater the experience of a manu- 
facturer in insulation testing, the more 
will be the stress which he lays on the 
complete insulation of all parts of the 
equipment with which his product is 
measured. The touch of a damp hand at 
some critical point, a film of moisture on 
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of the insulating surface, without a cor- 
responding increase in the height of the 
post, but has the further advantage that 
in it almost two-thirds of the insulating 
service is shielded from light, moisture 
and dirt. | 

The Leeds & Northrup Company, of 
Philadelphia, Pa., is making up to order 
testing outfits comprising high sensi- 


a hard-rubber surface, or a transient ~ bility galvanometer, Ayrton shunt, tenth 


ground on a nearby. lighting circuit, may 
introduce costly errors in the readings of 
the apparatus by which the quality of his 
product is gauged. 

In maintenance tests, which must 
necessarily be performed in the field, port- 
ability is an absolute necessity in the 
testing apparatus, and, to a certain de- 
gree, the insulation of the various parts 
of that apparatus from each other and 
from ground must be sacrificed to secure 
this primal requisite. In factory meas- 
urements, where the testing apparatus is 


megohm’ resistance, standard condenser, 
and necessary switches and keys. ‘These 
are mounted, as described and illustrated 
herewith, on a highly polished base of 
hard rubber, which is supported on rub- 
ber insulators. All connections are 
polished nickel plate, and contribute to 
the handsome appearance of the set. 
pet aia 
Friction Drive for Printing 
Presses. 

The advantages of electric motor drive 

for printing presses have become so well 
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LEEDS & NortHRuP P-83 TESTING SET. 


permanently located, it is most distinctly 
advisable that no precaution be neglected 
which may guard against the effect of 
transient grounds, so dangerous because 
so intangible. It is best to mount the 
individual instruments of such a set so 
as to secure for them ample insulation, 
and then to make their connections en- 
tirely visible, and open to frequent in- 
spection. This is best accomplished by 
running heavy copper wire through the 
air, making direct connections between 
the instruments. 

The best practice to-day avoids corru- 
gated posts and substitutes the petti- 
coated type. Hard rubber under the ac- 
tion of light deteriorates, owing to the 
slow conversion of the sulphur in the 
rubber to sulphuric acid, producing a con- 
ducting film over the surface. The petti- 
coated post not only increases the length 


known that it is unnecessary to comment 
upon them. At the present time there is 
hardly a printing plamt of any size that 
is not driven by individual motors. Many 
of these, however, still use belts to con- 
nect the motors with the various presses. 

There are certain classes of light ma- 
chinery where belts are objectionable, ow- 
ing to danger to the machine operators 
and the dirt which is necessarily thrown 
off. This is particularly the case in print- 
ing plants. Here it is very important 
that there shall be a minimum of dirt 
in the atmosphere. Compactness of the 
equipment is also important, as the 
presses must be capable of arrangement 
with special reference to light. In driv- 
ing small printing presses a further ob- 
jection arises. Presses are seldom run at 
a higher speed than 200 revolutions per 
minute, while the small size of motor re- 
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quired is usually built for speeds above 
1,000 and even as high as 1,600. This 
would necessitate using a belt reduction 
of 5 to 1, or greater; or else a special low 
speed motor, with higher cost for the 
game power. When the motor is placed 
close to the driving wheel of the press, a 


Motor EQUIPPED WITH SPRING BASE FOR 
FRICTION DRIVING. 


condition required in printing shops, un- 
less a special motor is used this large re- 
duction means driving a very large pul- 
ley from a very small oné, which can not 
be done satisfactorily with belt drive, even 
with a belt-tightening idler. The idler 
itself is objectionable, owing to the power 


MOTOR WITH SPRING BASE APPLIED TO 
PRINTING PREss. 


which it wastes when made sufficiently 
tight to be effective. 

For these reasons friction drive was. 
adopted several years ago. This works 
satisfactorily as long as the friction wheel 
on the motor remains in contact with 
the driving wheel of the press, but re- 
quires considerable attention when the 
rigid form of motor base is used. Be- 
sides, the large flywheel on the standard 
makes of printing presses seldom runs 
true, which allows the motor to slip dur- 
ing part of each revolution of the fly- 
wheel. To overcome these objections the 
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Crocker-Wheeler Company, of Ampere, 
N. J., has devised the spring-base at- 
tachment shown in the accompanying 
illustrations. The motor is mounted on 
a base supported at one end with a hinge 
and at the other end by a heavy steel 
spring. An adjusting screw and locknut 
are provided so that the spring may be 
adjusted to any desired tension. The 
friction wheel of the motor is applied di- 
rectly to the flywheel of the press. Any 
eccentricity of the flywheel is taken up 
by the spring in the motor base, so that 
the friction wheel makes positive con- 
tact throughout the whole revolution of 
the flywheel. 

This arrangement permits the use of a 
high-speed. motor, and therefore one of 
small size and low cost, and makes a very 
compact equipment. It enables the 
presses to be placed close together and 
very close to windows, a very important 
consideration. The switch and speed 
regulator are conveniently mounted on a 
stand or under the feeding shelf near the 
feeder’s right hand, which puts the speed 
of the press under instant control. The 
absence of belts adds considerably to the 
cleanliness of the plant and removes the 
expense of furnishing new belts occa- 
sionally. There is also no belt tightening 
required, as the spring base, once ad- 
justed, will take up the wear of the fric- 
tion wheel almost indefinitely. 

A large number of motors with spring- 
base attachments have been recently in- 
stalled by the Crocker-Wheeler Company 
in printing plants and the demand for 
them has become so great that the bases 
are carried in stock for all of their form 
L motors from one-quarter-horse-power to 
two-horse-power. ‘These motors have been 
on the market a number of years and 
have become celebrated for their high 
efficiency and low maintenance cost. They 
are carefully designed and contain the 
best of materials and workmanship. 
They are built in sizes ranging from one- 
twentieth to five horse-power are of 
the same rugged construction as the 
larger machines built by the same com- 


pany. 
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Fox Milling Machine. 


The simplicity of a machine designed 
for a wide range of speed is well shown 
in the accompanying illustration where 
the Fox light milling machine ig shown 
fitted with a Westinghouse type «g» di- 
rect-current motor. The specifications 
under which this machine was manufac- 
tured required the speed of milling 
spindle to be adjustable over a range of 
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20 to 1, namely, from twenty-one to 425 
revolutions per minute. Although but 
sixteen speeds were called for in these 
specifications, and these were obtained by 
using back gears and speed cones of four 
steps, it was decided to supply an adjust- 
able speed motor. 

This motor has a speed range of 2 to 1, 
that is, the speed may be varied from 660 
to 1,320 revolutions per minute in four- 
teen steps. This permits of much finer 


Fox MıLLING MACHINE, 


adjustments in the speed of the spindle 
than would be possible with a constant- 
speed motor. This means that the cutter 
may at all times be run at the maximum 
speed it can stand, whatever the type 
of work it is performing. | 

The speed of the motor is controlled 
by means of field regulation, that is, the 
controller varies the resistance in the 
field circuit and the motor changes its 
speed accordingly. This controller is 
mounted on a pedestal that is independ- 
ent of the motor, and may be moved 
somewhat and located at the most con- 
venient point for the workman. 

An interesting feature of the outfit is 
the method of mounting the motor on an 
extended sub-base which is pivoted at 
one side. The free end of the motor 
bracket is supported by the short arm of 
a foot lever which raises the motor and 
slackens the tension on the belt and al- 
lows the spindle of the machine to come 
to rest without waiting for the motor to 
stop. The motor is held in the raised 
position by a foot catch on the front lever. 
Depressing the catch allows the motor 
to settle and tightens the belt. 

This outfit was supplied by the Fox 
Company to the United States Govern- 
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ment for use at the Navy Yard at 
Charlestown, Mass. It is supplied with 
several special attachments which extend 
its range of work very largely, particu- 
larly adapting it for cutting small gears, 
milling squares, hexagons, etc., including 
taps and reamers, as well as a large 
variety of similar work. 

This outfit represents the application 
of a motor to a standard belt-driven mill- 
ing machine with a special modification 
of the base for mounting the motor, and 
shows how compact the complete outfit 
with a motor may be, even when the 
method of applying the power has not 
been altered. The convenience of electric 
drive is clearly shown, for the speed may 
be varied within the range of the motor 
hy the movement of the controller handle, 
which the operator may locate wherever it 


will be most convenient to reach while at 
the tool. 


— 


A New Type of Conduit. 


Beginning with the earliest introduc- 
tion of a tube for carrying wires for 
electric wiring, the Sprague Electric 
Company, New York, has continued its 
efforts in the perfecting of interior con- 
duit construction. 

The latest improvement now intro- 
duced by the Sprague company is the 
single-strip type of conduit shown in the 
accompanying illustration. This differs 
from the well-known Greenfield double- 
strip type in that it is formed with a 
single strip of galvanized stcel, inter- 
locked and gasketed in such a manner as 


SPRAGUE SINGLE-STRIP CONDUIT. 


to be extremely serviceable in concrete 
construction as well as in locations liable 
to dampness. 

This new single-strip type of flexible 
steel conduit is designed particularly for 
fireproof building construction, but is 
equally suitable for new non-fireproof 
work or for the wiring of existing build- 
ings. The company aleo manufactures a 
full line of fittings for use with this new 
type of conduit. 
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A Prize-Winning Machinery 
Float. 

The accompanying illustration shows a 
float entered .by the New Process Raw- 
hide Company, of Syracuse, N. Y., in 
the Commercial float parade of the Ka- 
Noo-No Karnival, which is held annually 
in Syracuse in connection with the New 
York State Fair. This float won first 
prize in the machinery division as “the 
best appointed and most symbolic.” The 
globe was supported on an upright shaft 
passing through the centre, and having a 
bearing at the top and bottom. The globe 


proper was about five feet in diameter, 


and was made of one-ply rawhide formed 
in two hemispheres which were attached 
to a large gear ring at the centre. In- 
side the globe there were thirty incan- 
descent lamps, and as New Process raw- 
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Electrical Friction Tapes. 


In the manufacture of insulating tapes 
and cloths, the Massachusetts Chemical 
Company, of Walpole, Mass., has year 
by year studied the needs of the electrical 
art, in the development of insulations for 
all kinds of electrical apparatus under 
all conditions of operation. Scientific re- 
search has steadily kept pace with the ex- 
acting requirements of the electrical in- 
dustries. 

The essentials of a first-class modern 
friction tape, that give it the necessary 
electrical and mechanical. qualifications, 
are: Lasting quality, chemical neutrality, 
adhesiveness and moisture-proof quality. 

First is the durability of the tape in 
service—its “lasting quality.” It must 
not only have good initial adhesiveness, 
but must be free from all risk of drying 
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A PRIZE-WINNING MACHINERY FLOAT. 


hide is quite translucent, the night effect 
was striking. The pinion was of raw- 
hide carried on an upright shaft with a 
bearing at the bottom. This pinion was 
rotated by chain drive under the wagon 
from one of the rear wheels, and imparted 
motion to the globe when the wagon was 


moved. 
—< 0 


Electrical Supplies for the 
Navy Department. 

The Bureau of Supplies and Accounts 
will open bids in Washington, D. C., on 
November 10 for the following electrical 
material: Two cabinets and panel-boards, 
1,800 feet cable and 4,000 feet rubber- 
covered wire for delivery at Norfolk, Va. ; 


miscellaneous cable and cable conductors, 
for delivery at Philadelphia, Pa.; fifty- 
six grammes of sheet platinum and 585 
grammes of platinum wire for delivery at 
Brooklyn, N. Y. 


out under the severe and repeated tem- 
perature changes to which it will be sub- 
jected, or under atmospheric conditions. 
When used to insulate joints in line con- 


ductors, exposure to alternating extreme 


heat and cold, and rain and dry weather, 
winds, acids or alkaline vapors, and vary- 
ing mechanical strain, must not cause it 
to unwind, or otherwise affect the con- 
tinuity and insulation of the protecting 
envelope that it provides. When used in 
the insulation of electrical machinery the 
heating that it gets, buried as it may be 
in the vitals of the windings where it is 
subjected for long periods to the maxi- 
mum temperature attained by the ma- 
chine in operation, must not deteriorate 
or “age” it in any way—as by partially 
carbonizing it—as to lower the insulation 
which it is depended on to give. 
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The material of the tape must be per- 
fectly neutral; it must contain nothing 
that will attack the fabric or the impreg- 
nating insulation, or that will undergo 
chemical decomposition into such cor- 
roding substances. This quality is shown 
in practice by a test of the mechanical 
strength of the material, made several 
months after impregnating and coating it 
with the compound—a tape perfect in 
this respect showing no loss of strength 
after such lapse of time. Neither must 
there be present any substances that can 
corrode or deteriorate the copper over 
which the tape is woùnd. 

Adhesiveness is an important feature. 
The experienced and discerning buyer, in 
deciding upon a tape that will give 
genuine and permanent protection to wire 
joints, and in all uses in the construction 
of electrical apparatus, looks further than . 
to initial adhesiveness. l 

Moisture-proof quality is a feature that 
is specially required in tapes used in con- 
nection with the winding of electrical ma- 
chinery. Owing to the fact that cotton 
absorbs moisture very readily, tapes to 
resist moisture must be thoroughly im- 


pregnated with the compound, and the 
latter must be of good quality. 

The Massachusetts Chemical Company 
has recentlv begun the construction of a 
new addition to the Walpole factory. 
This extension, comprising 15,000 square 
feet of floor space, will be used in con- 
nection with the tape department, which 
has outgrown its present accommodations. 
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Hudson Tunnels Progress. 
William McAdoo, president of the 

Hudson tunnel system in New York and 

New Jersey, announced recently that the 

entire work of construction was nearing 

completion, and that trains would be 
running under the river on all lines early 
next summer. 

The tube between Hoboken and Chris- 
topher street has been open for several 
months. The down-town tubes have been 
completed, save for a small piece of exca- 
vation beneath the piers on the New York 
side, and a small section in the Lacka- 
wanna freight yards. 7 

A force of 3,000 men is employed on 
the work-of excavation. 

— 0 
Milwaukee Council Votes for 
Municipal Light Plant. 

The municipal council of Milwaukee, 
Wis., on October 13, voted to direct the 
board of public works to build an electric 
light plant capable of furnishing current 
for 1,000 are lamps of 2,000 candle- 
power each. 


662 


Vol. 53—No. 18 


= ee a SS et i = nc ec rer — ~ en —— 
meena Cane eS eee ee Se IM pem eS Oe a E ee 


DOMESTIC AND EXPORT. 


NORTHERN CALIFORNIA POWER ‘COMPANY—An issue of 
$10,000,000 of bonds is contemplated by the Northern California 
Power Company, Consolidated, to retire the present bonded in- 
debtedness of various subsidiary companies and provide funds for 
extension. These include the Northern California Power Company, 
which has a capital stock of $10,000,000. The shareholders meet 
on November 11 to vote the bonded indebtedness. 


NEW POWER COMPANY—The Popo Agie Power, Fuel and Oil 
Company, capital stock $1,000,000, has filed articles of incorpora- 
tion and proposes to construct a large power plant near Lander, 
Wyo., and generate power through the burning of crude oil. This 
company will be a rival of the Big Horn Power Company, which 
is building a plant to generate 10,000 electrical horse-power from 


_ the fiow of the Big Horn River at a point near where the oil-power 


plant will be located. 


CANADIAN PACIFIC RAILWAY ELECTRIC PLANS—Sir 
Thomas: Shaughnessy, president of the Canadian Pacific Railway, 
says that the company has spent $10,000,000 double-tracking the 
line between Winnipeg and Thunder Bay in the last year. It will 
now start on similar work through to the coast, for which $50,000,000 
of new stock was voted recently. The company is preparing to 
operate trains over the mountains for 700 miles by electricity gen- 
erated by water power. l 


MEXICAN ELECTRICAL NOTES—The work of installing the 
underground system of the Telefonos Comerciales of Morelia, Mexico, 
a corporation made up of local business men, has been completed. 
The work has been under the direction of the Siemens-Schuckert 
Werke and cost $40,000. The legislature and the state government 
of Puebla have conceded a concession to the Cia. Hidro-Electrica 


de San Agustin, exempting it from all state and municipal taxes 


for a period of twenty-five years. 


WASHINGTON WATER POWER COMPANY LETS CON- 
TRACTS—The Washington Water Power Company, of Spokane, 
Wash., has awarded a contract to the I. P. Morris Company, of 
Philadelphia, for the installation of four water-wheels, each weigh- 
ing 650,000 pounds, and each having a capacity of 9,000 horse.power, 
with a head of sixty-eight feet. The plant will be located on the 
Spokane River, fifteen miles west of Spokane, to furnish electric 
light and power for towns in the vicinity. 


MINNESOTA & ONTARIO POWER COMPANY—The Minnesota 
& Ontario Power Company has been incorporated with a capitaliza- 
tion of $7,000,000. The corporation plans to develop idle water 
power, establish a paper-manufacturing centre and conduct lumber- 
ing operations over a territory of 150,000 square miles. The board 
of directors is as follows: Edward W. Backus, William E. Brooks, 
Warren Curtis, John A. Davis, of New York; W. A. S. Peabody, 


Alexander Smith, of Chicago, and Warren Curtis, Jr., formerly of 
Corinth, N. Y. 


LIGHT COMPANY MORTGAGED—A chattel mortgage for 
$5,000,000 has been filed at Wapakoneta, Ohio, given by the Indiana 
Lighting Company, incorporated under the laws of Indiana, to the 
Central Trust Company, of New York, on all its property in Indiana 
and Ohio. The mortgage is given to secure a fifty-year four per cent 
gold bond issue. In addition to all its machinery, pipe lines, gas 
wells, etc., in various counties, the mortgage covers artificial and 
natural-gas plants, electric light and power plants in the following 
cities and towns: Greenville, Ansonia, Lima, Celina, Wapakoneta 
and St. Mary’s, in Ohio, and Ft. Wayne, Lafayette, West Lafayette, 
Logansport, Peru, Wabash, Frankfort, Lebanon, Bluffton, Montpelier, 
Geneva and Anderson, in Indiana. 


EXTENSIVE SOUTHERN POWER DEVELOPMENT PLANNED 
—D. G. Zeigler, a consulting engineer and architect, of Atlanta, Ga., 
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has made an inspection of the Suwanee Falls, a few miles above 
White Springs, Fla., on the Suwanee River, with a view to develop- 
ing the power at that place. It is said that a large company has 
purchased the falls and will begin at once the work of development. 
The falls have a capacity of about 90,000 horse-power in good sea- 
sons and a minimum capacity of 30,000 horse-power when the river 
is high. The concern has a capital of $3,000,000. Blue prints have 
been made of the territory within seventy-five miles of the falls, ex- 
tending nearly to Douglas on the north, Thomasville on the west, 
and taking in Palatka on the south, Jacksonville and Fernandina 
on the east. It is said that interurban electric lines are to be estab 
lished between the towns within this circle. One of the lines will 
go from Valdosta toward Quitman and Boston on the west, to Way- 
cross on the east, thence toward Fernandina and Jacksonville. 
Another line will go from Valdosta to Jasper and on toward Live 
Oak, Lake City and other Florida points. Several lines will run 
out from Jacksonville, Lake City and other large towns in the 
circle. The territory to be reached in this way embraces over half 
a million people. It is understood to be the purpose of the com- 
pany to also furnish power and lights for the various towns. It is 
said that the power can be developed for about $35 per horse-power 


per annum. 
ELECTRIC LIGHTING. 


GUERNSEY, OHIO—Frank C. Smith has applied for a twenty- 
five-year lighting franchise to light the town of Byesville. 


ANDERSON, CAL.—The citizens of Anderson are arranging to 
have the village electrically lighted by the Northern California 


- Power Company. 


CONROE, TEX.—The electric light plant has recently changed 


hands, F. K. Nance having sold the plant to Lee Oualline, of Keenan, 
Tex., who has already taken charge. 


CENTRAL CITY, COL.—It is announced that the Hampton Con- 
solidated Mines Company will install a complete electrical plant for 
the thorough development of the property. 


CHATHAM, N. J.—A contract made with the Commonwealth 
Water and Light Company, of Summit, for a supply of electric cur- 
rent during the daytime has been accepted by the borough council. 


CODY, WYO.—The Reclamation Department has decided to in- 
stall an electric plant at the Corbett dam of the Shoshone reclama- 


tion project and to supply electricity at cost to the settlers under the 
project. 


CORONADO, CAL.—The board of trustees has signed a five 
year lighting contract with the Coronado Beach Company for fifty 


sixty-candle-power lamps, the town to pay $87.50 per month for the 
service, 


DELAWARE, OHIO—The Delaware Electric Light and Heating 
Company has been awarded the contract for lighting the city for 


the next ten years. The cost of each arc light will be $75 and there 
are 148 in the city. 


BURLINGAME, CAL.—The city council has entered into a con- 
tract with the United Gas and Electric Company whereby the com- 
pany will furnish the municipality with twenty-six arc lights during 
the coming year for $56.50 each. 


BAY CITY, TEX.—A. L. Strong, of New York, has purchased 
an interest in the electric light and ice plant and will put about 
$30,000 into the company. The capacity of the ice plant will be 
increased to forty-five tons daily and a larger generator installed. 


WATERLOO, IOWA—The city council at Waverly, where the 
electric light and water plants were burned recently, has decided 
to submit to the electors a proposition to issue $30,000 in bonds for 
the erection of new plants. As the council is limited by law in the 
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expenditure of funds to one and one-fourth per cent of the actual 
value of the property, a special election must be called to authorize 
its action. . 


BURLINGTON, WIS.—The contract for street lighting for five 
years has been let to the Burlington Electric Light and Power Com- 
pany. Ten 1,200-candle-power arc lights at $65 each a year and 
ninety eighty-candle-power incandescents at $27 a year will be used. 


ST. LOUIS, MO.—The Glasgow estate is contemplating the con- 
struction of a waterworks and electric light plant to supply the 
600 acres on the hill to the west of the present city waterworks 
reservation, and the subdivision of the property for suburban homes. 


OSWEGO, N. Y.—Edwin L. Huntington, of Mexico, has sold the 
electric lighting plant at that place to the Mexico Lighting Com- 
pany for $15,000. The lighting company has executed a mortgage 
on its property for $10,000 to Charles A. Peck as trustee. 


MINNEAPOLIS, MINN.—The Minneapolis General Electric Com- 
pany will increase its distributing capacity a fourth in the resi- 
dence and business districts of Minneapolis. This announcement 
is made by A. W. Leonard, manager. Additional feeders will be 
put in. i 


ATLANTA, GA.—On the application of the Knickerbocker Trust 
Company, of New York, the Gainesville Electric Railway Company 
has been placed in the hands of a receiver by Judge Newman, of 
the United States Court here. Samuel C. Dunlap, of Gainesville, 
was named receiver and his bond was fixed at $10,000. 


SPARTANSBURG, S. C.—F. H. Knox, vice-president and general 
manager of the Electric Manufacturing and Power Company, which 
concern owns the power plant at Gaston Shoals, on Broad River, 
states that the company is figuring on building another power plant 
either on Broad River or at Nesbitt Shoals, on Tyger River. 


HUNTINGTON, L. I.—The Huntington Light and Power Com- 
pany, the stock of which is held principally by Brooklyn and Man- 
hattan men, wno are summer residents here, has decided to more 
than double the capacity of the plant at Halesite. This is made 
necessary by the constantly increasing business of the company. 


FARRAGUT, IOWA—A company has been formed by Farragut 
citizens, with J. J. Whisler at the head, to be known as the Farra- 
gut Light and Power Company, and this company will take over the 
franchise secured by J. A. Masters and J. J. Whisler. The contract 
provides for forty street lights at a minimum price of $300 per 
year. 


WAYCROSS, GA.—J. E. Wadley, president of the Waycross Elec- 
tric Light and Power Company, has offered the entire electric light 
plant, with present contracts, to the city of Waycross for $50,000. 
If no inclination is shown on the part of the city to purchase the 
plant, Mr. Wadley will have it enlarged considerably and improved 
throughout. 


LA CROSSE, WIS.—Preliminary steps are being taken in order 
to determine the advisability of establishing a municipal lighting 
plant in this city. The plant will cost about $40,000 and will be 
used to serve only the city buildings and the streets. Application 
will be made to the state railroad commission to ascertain whether 
permission will be granted to erect the plant. 


DAYTON, OHIO—F. M. Tait, general manager of the Dayton 
Lighting Company, has closed a deal for the purchase of the Middle- 
town Electric Lighting Company’s plant. The purchase price, it is 
understood, is $100,000. Associated in the deal are Albert Emanuel 
and L. A. Coppock, of this city. The Middletown plant needs repairs 
and the company expects to spend about $50,000 for this purpose. 


BATAVIA, N. Y.—Judge Hazel, of the United States District 
Court, at Buffalo, has appointed Marc W. Comstock, a Buffalo 
lawyer, as receiver for the Genesee County Electric Light, Power 
and Gas Company. The company has been in business but a few 
months and distributes Niagara power in Batavia, Oakfield, Akron 
and Clarence, obtaining its power from the Niagara & Lockport 
company. 


NEWBURGH, N. Y.—The Public Service Commission, Second 
District, has consented to the lease by the Electric Light Company 
of New Paltz to the Newburgh Light, Heat and Power Company 
of the right to use, so far as it may be practicable, for a term of 
ten years, part of its electric pole system in the village of New 
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Paltz, and to string and erect thereon a high-tension transmission 
line. 


AUGUSTA, GA.—Incorporation of the Georgia Power Company, 
of Gainesville, is announced. The concern has been formed with 
a capital stock of $500,000 to develop water-power properties and 
build electric plants for distribution of power among manufactur- 
ing plants and also to promote cotton-mill building in this territory. 
Jack J. Spaulding, H. G. Pryor and James A. Rudolph are the incor- 
porators. 


GRIDLEY, TENN.—The village board of trustees has entered 
into contract with two citizens, Messrs. Miller and Kirk, for arc 
lights to illuminate the business section of the town. There are 
to be sixteen arcs in all. Miller and Kirk agree to supply the 
sixteen arcs for $83.33 per month. Work on the plant is to be 
started at once, and it is hoped to have -the system in operation 
by February 1. 


BRISTOL, TENN.—Judge S. K. J. Kirkpatrick, J. Frank Toney, 
W. S. Erwin and W. T. Tucker and others have made application 
for a charter for the Southern Electric and Power Company, which 
proposes to do business at Erwin, Unicoi County, using the water 
power of the Chuckey River. The purpose of the company is to 
light the town of Erwin by electricity and to eventually furnish 
power for power purposes. 


LUCEDALE, MISS.—At a recent meeting the Lucedale Light 
and Power Company was organized with the following officers and 
directors: Dr. W. D. Ratliff, president; C. N. Buffum, vice-presi- 
dent; P. J. Goodman, secretary and treasurer; Dr. W. D. Ratliff, 
C. N. Buffum, T. A. Banks, G. M. Luce, F. M. Young, Dr. J. A. 
Dorsett and T. R. James, directors. Work on the installation of an 
electric light plant has been started. 


STOYESTOWN, PA.—Stoyestown and Sprucetown will be 
lighted this winter by electricity, according to the men at the head 
of a new light company recently formed and granted a franchise. 
A plant will be located between the two towns and work on its 
construction will be started soon. The poles are being planted 
along the principal streets of the town. The officers of the company 
are as follows: President, Daniel Long; secretary, Valentine Muller; 
treasurer, Earl Fulton. 


DANVILLE, IND.—The Danville Light, Heat and Power Com- 
pany has purchased ground along the Big Four Railroad, on the 
south edge of Danville, and will at once begin the erection of a 
new and much larger power plant. The building will be of steel, 
brick and cement and will be 50 by 114 feet. The new plant will 
furnish a twenty-four-hour service, and in addition to lghting 
Danville, will also furnish the current for Plainfield and Browns- 
burg and to farmers along the line. 


PINE BLUFF; ARK.—A deed has been filed transferring all of 
the property of the old Pine Bluff Light and Water Company to the 
Pine Bluff Corporation. The property was recently publicly sold 
to satisfy judgment in Federal Court. The purchase price was 
$450,000. Mortgages signed by the Pine Bluff Corporation to the 
New York Trust Company for $750,000 were also placed on record. 
The proceeds of this transaction will be used in rebuilding the gas, 
water and electric plants to be operated by the company. 


SCRANTON, PA.—George N. Tidd, general manager of the 
Lackawanna Valley Electric Light and Power Supply Company, 
of this city, which was recently taken over by the American Gas 
and Electric Company, makes the announcement that the latter 
concern has made an appropriation of $200,000 to be expended on 
the local plant. It is proposed to change the service from 1,200 
to 2,300 volts. The transformers will be renewed and the plant 
given a thorough overhauling. A transmission line from Scranton 
to Carbondale will be erected. 


DENVER, COL.—Electrical power for mines and mills in Clear 
Creek County will be furnished by the Continental Mines, Power 
and Reduction Company, which has just completed a hydroelectric 
water and power transmission plant at Yankee. Water power is 
secured by impounding the waters of River Fall River, Cumberland 
and Silver creeks. The three streams are united and carried by 
means of an 8,000-foot flume to a forebay and penstock. From 
the penstock to the power-house there is a fall of 550 feet. George 
H. Sethman is consulting engineer of the power company. 
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ELECTRIC RAILWAYS. 


BERKELEY, CAL.—The town board has granted the Key Route 
Company a forty-eight-year electric railway franchise. 


BALTIMORE, MD.—R. W. Beall, of the real estate firm of 
Moore & Hill, is behind a project for the building of another elec- 
tric line between Baltimore and Washington, D. C. 


IOWA CITY, IOWA—Iowa City voters will pass upon the grant- 
ing of a franchise for the construction and operation of a street-car 
system in Iowa City at the general election November 3. 


SHERMAN, TEX.—Citizens of Sulphur, Okla., have begun active 
work to build a road from there to Sherman. The line will connect 


with the electric interurbans running to Oklahoma City, Dallas and 
Fort Worth. . 


OMAHA, NEB.—At a meeting of the Independent Transportation 
Company, of this city, it was decided to abandon the proposition to 
establish an automobile bus line, and instead to plan for a track 
railway with gasolene motors or electric cars. 


CLEVELAND, OHIO—The Municipal Traction Company has 
awarded a contract to the Cincinnati Car Company for the chang- 
ing of fifty old-style cars to pay-as-you-enter cars. Side seats will 
be replaced by cross seats, with centre aisles. 


WACO, TEX.—It is announced that a bonus of $100,000, right of 
way and franchises in Waco, Temple and Marlin, will be given the 
parties who will build the interurban connecting these towns. The 
offer was decided on at a joint conference here. 


SYRACUSE, N. Y.—Work has been started on the final survey 


of the extension of the Rochester, Syracuse & Eastern electric road. 


from Port Byron to this city, and it is expected that building opera- 
tions on the road will be commenced the first of the year. 


TRENTON, N. J.—Chancellor Pitney has continued the receiver- 
ship of the Camden & Trenton Railway Company, with Wilbur F. 
Sadler as receiver, until December 29, that the bondholders’ com- 
mittee may confer further, looking toward a reorganization of the 
company. 


BUFFALO, N. Y.—The Pinckerton Construction Company, of 
Philadelphia, has been awarded a contract for completing an im- 
portant link of the trolley system of the Buffalo Southern Railway, 
from the Seneca street city line. The contract covers a six-mile 
stretch from the city line. 


SNOHOMISH, WASH.—Application has been made to ‘the city 
council for a street-car franchise for the operating of an electric 
system of railways in the city. The application was made by J. M. 
Shawhan, formerly chief clerk of the Oregon Railway and Naviga- 
tion Company, and J. D. Brown. i 


EDGEFIELD, S. C.—The incorporators of the Augusta & Edge- 
feld Electric Railway have awarded the contract to survey the line 
to Jones, Requarth & Kelsey, of Charleston. The survey will cover 
two routes, one from Augusta to Newberry, via Edgefield and 
Saluda; the other from Augusta to this place and to Greenwood. 


SPRINGFIELD, ILL.—Officials of the Illinois Traction System 
announce that the right-of-way for the proposed Saline county line 
connecting Carrier’s Mills with Eldorado and incidentally a step 
in the direction of the proposed Cairo-East St. Louis line has been 
secured and that operations on that road will be inaugurated at 
once. A franchise to operate cars through Eldorado has been 
granted. 


SPIRIT LAKE, IOWA—At a meeting of Spirit Lake aldermen 
and citizens, presided over by A. B. Funk, it was voted that the 
Sioux City-Spirit Lake interurban line be granted a franchise on 
the streets of that city, together with an electric light franchise 


and the use of a ten-acre tract of land for the location of a power- 
house and terminals. 


HARRISBURG, PA.—Governor Stuart approved an application 
for the extension of the route of the Cumberland Railway Com- 
pany, which was granted a charter recently, to operate in Middle- 
sex Township, Cumberland County. The extension covers thirteen 
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miles of Carlisle streets and the various townships in that vicinity. 
W. E. Glatfelter, of Balfour, is the president. 


JEANNETTE, PA.—The contract for grading and building the 
Jeannette, West Newton & Monongahela Valley Street Railway has 
been awarded to the A. W. Sperry Company, of Connecticut. Engi- 
neers are at work setting the grade stakes and the contractor will 
follow with a large force of men grading and building the road. 
The intention at present is to build the road from ‘Jeannette to 
West Newton and later to the Monongahela Valley. 


WASHINGTON, D. C.—The Washington, Alexandria & Falls 
Church Electric Railway has placed on record a mortgage on all of 
its property to secure an issue of $1,000,000 in bonds. The Girard 
Trust Company, of Philadelphia, is trustee under the mortgage, the 
object of which is to pay off two previous mortgages aggregating 
$350,000 and to devote the remainder to repairs and purchase of 
new equipment. The company was recently relieved of receivership. 


SAN RAFAEL, CAL.—At a meeting of the board of supervisors 
Charles Murphy, a San Francisco capitalist, made application for 
an electric railroad franchise to include practically all the towns 
of Southern Marin. He plans to run one trolley line from Sausalito 
to Mill Valley, another from Mill Valley junction across the marshes 
to Belvedere and Tiburon and a third from Alto station to Corte 
Madera, Larkspur, Kentfield, Ross, San Anselmo and San Rafael. 


PITTSBURG, PA.—A new traction system is proposed here to 
connect with the Pittsburg Railways Company and traverse por- 
tions of the suburbs. The Carnegie & Castle Shannon Railway Com- 
pany, Banksville & West End Traction Company and the Liberty & 
West Liberty Traction Company are being formed to develop sec- 
tions south of the Ohio and Monongahela rivers. They have applied 
for permission to construct lines on the new country roads to the 
several towns indicated in the names of the companies. 


DOYLESTOWN, PA.—It is said that the Philadelphia Rapid 
Transit Company has acquired control of the Philadelphia & Easton 
Electric Company, which runs a trolley line, thirty-six miles long, 
from here to Easton, which cost more than a million dollars to 
build. This will give a continuous line from Philadelphia to Easton 
under one management. It is also reported that the company 
operating the trolley line from here to Bristol will furnish a certain 
amount of money to build the Doylestown-Perkasie trolley, provided 
a certain sum is subscribed by those interested along the line. 


TAYLORVILLE, ILL.—A contract has been let by the Taylor- 
ville Light and Heat Company for the construction of the street 
railway track and overhead equipment to the Chicago Installation 
Company for $61,800. The track is to be four miles and 100 feet 
long and will extend from the extreme northeast end to the ex- 
treme southeast part of Taylorville. The company also purchased 
forty acres of land from L. D. Hewitt at the southwest terminus 
of the track for the purpose of laying out a city park. The power- 


house is now under course of construction. The company is capi- 
talized at $150,000. 


MOLINE, ILL.—Engineer W. H. Kimball has made his report 
to the stockholders of the proposed Davenport and Manchester 
interurban road of the result of the preliminary survey. The report 
shows that the Manchester line will be 94.9 miles, exclusive of 
sidetracks and one or two branches that were merely investigated. 
The cost will be $1,242,610, exclusive of railroad crossings, side- 
tracks and depots. The cost of fencing in the right of way will be 
$30,800 additional. George T. Baker, who has been president, has 
resigned and the road is at present under the direction of J. A. 
Voorhees, vice-president. F. W. Rank, of this city, is secretary. 


COOPERSTOWN, N. Y.—The Oneonta & Mohawk Valley Rail- 
road, an electric line connecting Herkimer and Oneonta, has been 
sold by auction to Joseph A. Starrett, New York. The sale was 
made under mortgage foreclosure brought by the Knickerbocker 
Trust Company, of New York. Mr. Starrett was the only person 
present who qualified to bid, and his first offer of $200,000, the 
minimum figure set by the order of the court, was accepted by the 
referee. The sale was made subject to receivers’ certificates and 
other obligations amounting to over $300,000. It is reported on 


good authority that the purchase was made for Herbert T. Jennings, 
who as promoter constructed the road. 
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PERSONAL MENTION. 


MR. CLEMENT C. SMITH, of Milwaukee, wis., has been elected 
president of the Wisconsin Electric Company to succeed O. C. Fuller. 


MR. BERTRAM M. DOWNS has been elected vice-president of 
the Brookfield Glass Company, with headquarters in the United 
States Express Building, New York city. 


MR. F. V. L. SMITH, who has been in charge of the Sprague 
Electric Company’s office in New Orleans, La., since its establish- 
ment, has opened a branch office for the company in Atlanta, Ga. 
Mr. Smith will be in charge of both offices. 


MR. J. M. BAKER, for several years district manager for the 
New England Telephone and Telegraph Company at Lynn, Mass., 
has been promoted to the office of district plant chief, with head- 
quarters at Salem. Fred A. Phillips has been placed in charge of 
the Lynn Office. 


MR. MATTHEW A. SAMMETT has severed his connection with 
the Montreal Light, Heat and Power Company as engineer in charge 
of tests and design, and will hereafter devote his entire time to 
consulting engineering work, with headquarters in the Canadian 
Express Building, Montreal, Canada. Mr. Sammett has had a wide 
experience in the electrical field, having been connected for a long 
time with the General Electric Company and a number of other 
com panies. 


LORD NORTHCLIFFE (Alfred Harmsworth), the celebrated 
English publisher, and Lady Northcliffe spent some time last 
week inspecting the power developments at Niagara Falls. On the 
morning of October 21 Lord and Lady Northcliffe visited the 
plant of the Ontario Power Company, on the Canadian side. After 
inspecting the plant Lord Northcliffe declared that the transmis- 
sion of electric power to such great distances was a wonderful thing, 
and expressed his belief that in time that section of the country 
would be one of the greatest manufacturing centres of the world. 
Lord Northcliffe had not visited Niagara Falls in fifteen years and 
was greatly impressed with the growth of the city since his earlier 
observation. 


OBITUARY NOTE. 


COLONEL W. W. RIDER, of Allentown, Pa., during the past 
two years traffic manager of the Consolidated Telephone Companies 
of Pennsylvania, died on October 24 from typhoid fever at St. Luke’s 
Hospital, South Bethlehem, Pa., aged fifty-eight years. He was con- 
nected with the telephone business many years. 


NEW INCORPORATIONS. 


YONKERS, N. Y.—Westchester County Automatic Telephone 
Company. $100,000. . 


HARRISBURG, PA.—Macungie Electric Light, Heat and Power 
Company, of Macungie. $5,000. 


DENVER, COL.—Telluride Power Company. Capital increased 
from $2,500,000 to $10,000,000. 


BOSTON, MASS.—Rock Hill Telephone Company, Boston. To 
Carry on a telephone and telegraph business. $50,000. President, 
S. R. Smith; treasurer, P. Workman, Rock Hill, S. C. 


ALBANY, N. Y—Summit Telephone Company, of Schoharie 
County. $2,500. Directors: George Skidmore, Eli Baker, Alvin 


Joslin, C. F. Wharton, Frank Cox, of Summit, and Myron Grey, of 
Fulton. 


LITTLE ROCK, ARK.—Eldorado Telephone Company. $50,000, 
all of which is subscribed. Incorporators: P. C. Blain, president; 


W. P. Ritchie, B. Arrett, T.. F. Gaughan, B. C. Powell and H. S. 
Powell. 


RICHMOND, VA.—Craig Water Power Company, Roanoke. To 
generate power for use in Roanoke. $5,000 to $200,000. A. L. 
Sibert, president; L. A. Scholz, vice-president; Henry Scholz, secre- 
tary and treasurer, all of Roanoke, Va. 


ALBANY, N. Y.—Dwaas Electric Company, $20,000. Directors: 
Edward E. Sabourin, Sandy Hill; George Gifford, Schenectady; 
Harold J. Werner, Mechanicsville; Adam Rathgeber, New York city; 
Andrew T. G. Wemple, Schenectady, and Alfred Stoodley, Schenec- 


‘tady. 
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ELECTRICAL SECURITIES. 


The market last week, while not displaying any very pronounced 
upward tendency, gave unmistakable evidence of the soundness of 
underlying conditions. The presidential election is still an impor- 
tant factor in the situation, but from the present indications it 
would appear that a considerable betterment in business generally 
is to be hoped for. The iron and steel trade shows some improve- 
ment, although, as elsewhere, a hesitating pre-election tone tends 
to curtail betterment. 

Dividends have been declared upon the following electrical secu- 
rities: Electrical Securities Company; semi-annual dividend of 2% 
per cent, payable November 2. Montreal Street Railway Company; 
quarterly dividend of 2% per cent, payable November 2. Butte 
Electric and Power Company; quarterly dividend of 1% per cent, 
payable November 2. American District Telegraph Company of 
New York; regular quarterly dividend of 1 per cent, payable 
November 15 to stock of record November 1. Ohio Traction Com- 
pany; regular quarterly dividend of 1% per cent on the preferred 
stock, payable November 2. Montreal Light, Heat and Power Com- 
pany; regular quarterly dividend of 1% per cent, payable Novem- 
ber 16. 

ELECTRICAL SECURITIES FOR THE WEEK ENDED OCTOBER 24. 


New York: Closing. 
Allis-Chalmers common .............. ..... LI 
Allis-Chalmers preferred .........ecccccec 3514 
Brooklyn Rapid Transit .................05 491 
Consolidated Gas ....... 0... ccc cece cee eee 144 
General Electric ............ ee eee 140 
Interborough-Metropolitan common ......... 10 | 

Interborough-Metropolitan preferred ......... 29% 
Kings County Electric ..................... 125 
Mackay Companies (Postal Telegraph and 

Cables) common ..............cccceeee 7914 
Mackay Companies (Postal Telegraph and 

Cables) preferred ...........cccccc cee 69 
Manhattan Elevated .............. ccc ec ceee 136 
Metropolitan Street Railway................ 24 
New York & New Jersey Telephone......... 114 
Western Union ......... cence cccaccnvcnnce 6014 
Westinghouse Manufacturing Company...... 81 


At a meeting of the board of directors of the Western Union 
Telegraph Company all of the present officers and members of the 
executive committee were re-elected. 


Boston: Closing. 
American Telephone and Telegraph......... 127 
Edison Electric Illuminating ............... ` 230 
Massachusetts Electric ...........cccccecce 50 
New England Telephone ................... 120 
Western Telephone and Telegraph preferred. 70 

Philadelphia: Closing. 
Electric Company of America.............. . 9% 
Electric Storage Battery common........... 36 
Electric Storage Battery preferred.......... 36 
Philadelphia Electric ...................... 11 
Philadelphia Rapid Transit ................ 225% 
United Gas Improvement .................. 8714 

Chicago: Closing. 
Chicago Telephone ........................ 124 
Commonwealth Edison .................... 108% 
Metropolitan Elevated preferred ........... — 
National Carbon common .................. 68 
National Carbon preferred ................ 110 


DATES ABEAD. 


American Electrochemical Society. Fall meeting, New York 
city, October 30-31. 


Association of Car-Lighting Engineers. First annual meeting, 
Chicago, Ill., November 18. 

National Society for the Promotion of Industrial Education. 
Annual meeting, Atlanta, Ga., November 19-21. : 

International Independent Telephone Association. Annual con- 
vention, Chicago, Ill., December 1-3. 


American Society of Mechanica] Engineers. Annual meetin 
New York city, December 1-4. = 


American Roentgen Ray Society. Annual meeting. Ne 
city, December 28-30. - 8, New York 


‘ig ERED Electrical Show. Coliseum, Chicago, m., January 16-30, 


American Association for the Advancement of Science, Annual 
meeting, Baltimore, Md., January, 1909. 
Northwestern Electrical Association. 


Annual meetin i 
waukee, Wis., January, 1909. eeting, Mil 
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TELEPHONE AND TELEGRAPH. 


HAMILTON, ONTARIO—The city council has granted a new 
franchise to the Bell Telephone Company. 


WICHITA, KAN.—A new $12,000 multiple switchboard is being 
installed in the offices of the Independent Telephone Company. 


MINNEAPOLIS, MINN.—The Rolling Stone Telephone Company 


will conduct a rural telephone system in the vicinity of Rolling 
Stone with a capital stock of $10,000. 


INDIANAPOLIS, IND.—An underground telephone system is to 
be placed at Fort Benjamin Harrison which will cost between 
$12,000 and $15,000. Work has been commenced. 


CHARLESTON, W. VA.—The Charleston Home Telephone Com- 
pany will install during the next year 50,000 feet of new cable, 
which will accommodate 1,000 additional subscribers. 


GAFFNEY, S. C.—A corps of telephone men is at work build- 
ing a telephone line from Gaffney to Pacolet, a distance of about 


eighteen miles. About twenty telephones will be installed along the 
route. 


DUBUQUE, IOWA—At a meeting of the directors of the Inter- 
state Telephone Company and the local Bell company, held in 


Dyersville, a contract for toll connections between the two com- 
panies was signed. 


SAN BERNARDINO, CAL.—The city councilmen have notified 
the Home Telephone Company that work on the underground sys- 


tem must be commenced within sixty days and completed within 
six months from date. 


LEESVILLE, TEX.—Business men of Leesville and farmers on 
the route are building a rural route telephone from this place to 
Union, Wilson County, connecting with the one running through 
that county; also from there to Nixon and Dewville. 


LA CROSSE, WIS.—The Wisconsin (Bell) Telephone Company 
has absorbed the Western Wisconsin Telephone Company, which 
has 1,500 subscribers and exchanges in Galesville, Arcadia, Trem- 
pealeau, Fountain City, Blair, Ettrick, Whitehall and Independence. 


ELDORA, IOWA—The contract for the erection of a building 
for the Eldora telephone exchange has been let to F. X. White, 
of Eldora, whose bid was $4,760. The erection of the building is to 


be begun immediately, and it is to be ready for occupancy by 
January 1. 


SIOUX FALLS, S. D.—Under an order from Judge Carland, of 
the United States Court, the property of the Citizens’ Telephone 
Company, of Sioux Falls, has been sold to the New State Telephone 
Company, of Iowa. The purchasers say the local system will be 
maintained as an independent company. The New State company 
bid in the property at $94,700. The bidding started at $50,000. 


MAHANOY CITY, PA.—In order to improve its telephone sys- 
tem throughout the lower western sections of Schuylkill County, 
the officials of the American Union Telephone Company are build- 
ing new lines. During the ensuing two months there will be about 
seventy-five miles of additional wire strung. The first extension 


consists of a line from the central station at Pottsville to a point 
in Mount Carbon. 


SHELBURNE FALLS, MASS.—At the annual meeting of the 
stockholders of the Heath Telephone Company it was voted to 
authorize the directors to execute a lease of the lines and property 
of the Deerfield Valley company, a sublicensee of the New England 
company, and arrange with the latter for long-distance connections, 
provided satisfactory terms can be made. The following directors 
were elected: W. E. Kinsman, F. L. Totman, A. J. Patterson, F. H. 
Smith, W. A. Barber, C. S. Goodwin and H. Newell. 


TROY, N. Y.—At a meeting of the stockholders of the Buskirks 
& South Cambridge Telephone Company Amos Broughton was 
elected chairman and George Cornell secretary. The report of the 
treasurer showed a balance on hand of $235. The following directors 
were elected for the ensuing year: Edward Whiteside, Edgar B. 
Chase, G. Grant Rich, Charles King, Fred M. Dewey, Ira S. Durfee, 
Edwin T. Cornell, S. S. Sisson and Harmon Beadle. At a meeting 
of the directors Edward Whiteside was chosen president, Edgar B. 
Chase vice-president, Ira S. Durfee secretary and Fred M. Dewey 
treasurer. 
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INDUSTRIAL ITEMS. 


THE LOMBARD GOVERNOR COMPANY, Ashland, Mass., in 
bulletin No. 110, gives brief descriptions of those types of Lombard 
governors which are most frequently used. In addition to the 
descriptive matter there is incorporated a series of letters concern- 


ing the satisfaction many prominent power-users have had in adopt- 
ing these governors. 


THE JEFFREY MANUFACTURING COMPANY, Columbus, 
Ohio, is distributing some attractive literature devoted to Jeffrey 
“Century” rubber-belt conveyers, conveying machinery for saw- 
mills, lumber mills and wood-working plants, coal tipples and shak- 


ing screens (bulletin No. 22), and coal-washing plants and equip- 
ment (bulletin No. 27). 


THE SPRAGUE ELECTRIC COMPANY, New York city, is dis- 
tributing circulars Nos. 432 and 433, the former describing a new 
line of fittings for use with its fiexible steel conduit, and the lat- 
ter describing the new single-strip type of flexible steel conduit, 


designed especially for fireproof buildings. Copies of these circu- 
lars will be sent upon request. 


THE GENERAL ELECTRIC COMPANY, Schenectady, N. Y., 
in circular No. 3702, describes its new Type CR feeder regulator 
and the benefits to be derived from the use of such apparatus in 
connection with alternating-current lighting systems. This regu- 
lator is designed for operation on single-phase, 220-volt, sixty-cycle 
circuit, and may be used with either hand or sprocket control. 


THE PHILIPS METALLIC GLOW LAMP WORKS, LIMITED, 
Eindhoven, Holland, has published a very interesting bulletin 
describing the Philips metallic glow lamp. The filaments in these 
lamps are composed of fine pure metal, and the lamp is stated to 
have a life of 1,000 hours. The lamps are made suitable for burn- 


ing in any position, and a special form of packing insures against 
breakage. 


MURALT & COMPANY, New York city, have secured the con- 
tract for the enlargement and improvement of the hydroelectric 
plant of the Riverhead Electric Company, of Riverhead. Long 


` Island. The old water-wheels now in use will be taken out and new 


Trump turbines of the vertical-shaft type will be installed. The 
electrical equipment will be of the three-phase, alternating-current 
type, with a frequency of sixty cycles, operating at 11,000 volts. 
There is also an auxiliary steam plant for emergency purposes. 


THE KELLOGG SWITCHBOARD AND SUPPLY COMPANY, 
Chicago, Ill., has issued a folder describing and illustrating its new 
push-button intercommunicating telephone system. Five views 
showing wall and desk-set styles, both open and closed, are given. 
The accessibility and rigidity of these sets are clearly shown in 
the illustrations of the onen views. Both wall and desk sets are 
finished in either oak or mahogany, and are made up very at- 


tractively. Copies of this folder will be sent to any one interested 
upon request. 


THE WARD LEONARD ELECTRIC COMPANY, of Bronxville, 
N. Y., announces that its catalogue A3 and catalogue A4, cover- 
ing Ward Leonard navy-type motor-starting panels, fulfilling specifi- 
cations of the Bureaus of Construction and Repair, Equipment and 
Steam Engineering, Nos. 2 M1, 1906, should not be used in quot- 
ing upon the latest specifications dated 1907 and 1908 of the Navy. 
Enclosing cases for panels are specified in these latest specifica- 
tions, and several minor changes. Until the company’s new bulletin 
is issued, customers should write for special quotations. 


THE CINCINNATI MILLING MACHINE COMPANY, Cincinnati, 
Ohio, is distributing a catalogue devoted to high-power millers. This 
catalogue illustrates an entirely new line of horizontal and vertical 
milling machines. The machines are built on the unit system, 
each group of mechanisms being assembled as a complete unit. All 
the units are interchangeable between the horizontal and vertical 
machines. This makes it possible to supply these machines not 
only with constant-speed drive, but with right-angle drive, con- 
stant-speed motor drive and variable-speed motor drive. A change 
from one style of drive to another is easily made. 


THE STANDARD GAUGE MANUFACTURING COMPANY, 
which has been actively engaged in the manufacture of indicat- 
ing and recording gauges at Syracuse, N. Y., will move its plant 
and main office to its new factory at Foxboro, Mass., on or 


October 31, 1908 


about November 1. Through this change the manufacturing ca- 
pacity will be greatly increased, since the two main buildings 
alone have available floor space of one hundred thousand square 
feet, besides separate buildings for the foundry, blacksmith shop, 
carpenter shop and power plant. The growth of the Standard 
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Gauge Manufacturing Company has been steady since its incep- 
tion in 1899, so that this epoch in its development will not sur- 
prise its many patrons. The sales offices addresses will be as here- 
tofore: New York, 1770 Hudson Terminal, Fulton Building, and 
Chicago, 725 Monadnock Building. 


Record of Electrical Patents. 


Week of October 20. 


901,322. ELECTRICAL ACCUMULATOR. Charles Busch, New 
York, N. Y. Filed July 15, 1908. The active surface is held 
by burs on adjacent perforated electrodes, and an elastic binder 
holds the electrodes together. 


901,331. ELECTRIC RAILWAY SIGNAL. Edward A. Everett, De- 
troit, Mich. Filed June 27, 1906. The circuit is closed by 
means of a liquid conductor, and means are provided to open 
the contact should the fluid conductor fail. 


901,332. INSULATING MATERIAL. Willis E. Everette, Tacoma, 
Wash. Filed May 17, 1906. The material is formed of insoluble 
fireproof threads composed of calcium, aluminum, silicon and 
oxygen. 


901,336. AUTOMATIC ELECTRIC LIGHTING SYSTEM. Carl J. 
Gardeen, Columbus township, Anoka County, Minn. Filed De- 
cember 5, 1907. The system includes a storage battery, a bat- 
tery for an ignition system, a generator which may act as a 
motor by reversing the polarity of the armature, and circuit- 
closing and regulating switches. 


901,341. ALTERNATING ELECTRIC-CURRENT MACHINERY. 
Alexander Heyland, Brussels, Belgium. Filed May 2, 1903. A 
commutator is provided for simultaneously commutating and 
decomposing a portion of the current. 


901,368. APPARATUS FOR MAGNETIC SEPARATION. Clarence 
Q. Payne, Stamford, Ct., assignor to the International Separator 
Company. Filed October 3, 1903. The rotating cylinder is com- 
posed of alternately disposed magnetizable laming, and revolves 
in a magnetic field. 


901,482.— Arc Lamp HEADLIGHT. 


901,372. TELEGRAPHY. Louis M. Potts, Baltimore, Md., assignor 
to the Rowland Telegraphic Company, Baltimore, Md. Filed 
March 9, 1907. The constants in one circuit are balanced until 
o. ae in a plurality of circuits are brought into equi- 

rium. 


901,377—901,378—901,379—901,380—901,381—901,382—901,383. ELEC- 
TRIC RAILWAY SYSTEM. William Robinson, Brooklyn, N. Y. 
A series of patents embracing broad claims for an electric 
railway system, employing both direct and alternating currents, 
signal and relay systems, and means for insulating against the 
propulsion current sections of the track other than that occu- 
pied by the train in motion. 


901,393. DEVICE FOR TESTING CANS. Charles W. Sleeper, Lan- 
caster, N. H. Filed April 25, 1908. An incandescent lamp is 
Placed in the bottom of the receptacle. 


901,397. APPARATUS FOR RECORDING AND REPRODUCING 
BY THE TELEGRAPHONE PRINCIPLE. Harve R. Stuart, 
Wheeling, W. Va. Filed March 2, 1908. The telephone dia- 
phragm imparts movement to a vibratory shaft which energizes 
reciprocal electromagnets, 


901,422. CONNECTOR FOR ELECTRICAL CONDUCTORS. Frank 
B. Cook, Chicago, Ill. Filed April 2, 1908. The external surface 
of a tapered one-piece sleeve is threaded to engage with nuts 
gripping the strands over a wedge piece. 


901,423. SWITCH FOR CHARGING AND DISCHARGING STOR- 
AGE BATTERIES. James H. Cormick, Belleville, N. J., as- 
signor to the Union Switch and Signal Company, Swissvale, Pa. 
Filed February 29, 1908. Means are provided upon one panel 
for effecting different connections, 


901,424. ELECTRICALLY CONTROLLED SWITCH. Archibald S. 
Cubitt, Schenectady, N. Y., assignor to General Electric Com- 
pany. Filed April 22, 1908. Means are provided for varying 
the permeability of the current-carrying coil. 


901,427. VAPOR ELECTRIC APPARATUS. Leonard E. Dempster, 
Schenectady, N. Y., assignor to General Electric Company. 
Filed October 31, 1904. The conductor is embedded in a radiat- 
ing sleeve consisting of a vitreous material. 


901,432. ARC LAMP HEADLIGHT. Richard Fleming, Lynn, Mass., 
assignor to General Electric Company. Filed June 16, 1905. 
The electrodes and arc-lamp carriage are supported on hori- 
zontally disposed rack rods. 


901,440. DYNAMOELECTRIC MACHINE. Arthur L. Hadley, Fort 
Wayne, Ind., assignor to General Electric Company. Filed May 
14, 1906. The field pole has a central section of lamine inter- 
posed between two side sections. 


901,441. SELECTIVE SIGNALING SYSTEM. Orlando W. Hart, 
Fall River, Mass. Filed August 10, 1907. A transmitting device 
is provided with means to cause a signal to become set. 


901,445. PRIMARY BATTERY. Karl Heintz, Munich, Germany, 
Filed December 26, 1907. A galvanic cell of the Bunsen type 
with a sulphuric-acid solution and a nitric-acid solution sep- 
arated by means of a carbon diaphragm. 


901,448. FUSE HOLDER. Bryson D. Horton, Detroit, Mich., as- 
signor to Horton-Massnick Company, Detroit, Mich. Filed 
August 29, 1904. A spring making indication on the exterior 
of the fuse is attached to the fusible material. 


901,477. ELECTRIC RAILWAY SYSTEM. William Robinson, 
Brooklyn, N. Y. Original application filed July 20, 1904. The 
working conductor is formed in independent sections, and the 
power-current feeder is normally disconnected therefrom. 


901,479. ELECTRIC PROTECTIVE APPARATUS. Charles A. 
Rolfe, Adrian, Mich., assignor, by mesne assignments, to Rolfe 
Electric Company, Rochester, N. Y. Filed April 20, 1903. A 
non-conducting softenable material is placed in combination 
with circuit-controlling, spring-actuated devices. 


901,497. CARBON ELECTRODE. Joseph T. Szek, London, Eng- 
land. Filed September 23, 1907. The electrode is provided with 
longitudinal grooves throughout its length and a transverse 
groove at its base. 


901,498. CONDENSER. Elihu Thomson, Swampscott, Mass., as- 
signor to General Electric Company. Filed May 5, 1904. -The 
dielectric sections are graded. 


901,499. COMBINED MOTOR AND COMPRESSOR. Charles P. 
Tolman, New York, N. Y., assignor, by mesne assignments, to 
the Roteng Manufacturing Company. Filed November 16, 1905. 
The motor and compressor are mounted on a mechanically con- 
tinuous shaft. 


901,506. VAPOR ELECTRIC APPARATUS. Willis R. Whitney, 
Schenectady, N. Y., assignor to General Electric Company. Filed 
October 31, 1904. A metal tube forming one electrode is sealed 
about the other electrode. 


901,509. SWITCH FOR CHARGING AND DISCHARGING STOR- 
AGE BATTERIES. Asbury G. Wilson, Wilkinsburg, Pa., as- 
signor to the Union Switch and Signal Company, Swissvale, 
Pa. Filed February 28, 1908. Two pairs of discharging knives 
in ea with two pairs of clip contacts pivotally sup- 
ported. 


901,512. RHEOSTAT. Paul H. Zimmer, Schenectady, N. Y., assignor 
to General Electric Company. Filed May 20, 1907. The con- 
trolling arm is spring-pressed toward its initial position, and 
a circuit-controlling element is independently spring-pressed 
and arranged to hold the spring pressure from the said arm. 
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901,518. INDUCTION-MOTOR CONTROL. Ernst F. W. Alexander- 
son, Schenectady, N. Y., assignor to General Electric Company. 
Filed July 12, 1906. Means are provided for connecting the 
primary windings of two polyphase induction motors in parallel 
with one phase connected to the source, and means for connect- 
ing either motor mechanically to the load. 


901,514. SYSTEM OF MOTOR CONTROL. Hans Alexander, Berlin, 
Germany, assignor to General Electric Company. Filed May 20, 
1907. Means are provided for controlling the field strength of 
the generator to vary the voltage supplied to the motor. 


901,529. ARC LAMP. Richard Fleming and Cromwell A. B. Hal- 
vorson, Jr., Lynn, Mass., assignors to General Electric Com- 
pany. Filed May 16, 1904. The electrodes are given a somewhat 
violent engagement at intervals in the operation of the lamp. 


901,540. COMBINED ELECTRIC ALARM AND LIGHT. William 
A. Lindsey, Narberth, Pa. Filed July 18, 1907. A relay-con- 
trolled lamp system is interpolated in the alarm circuit. 


901,570. TELEPHONIC TRANSMITTER. Frederick G. Warrell, 
Lansdowne, Pa., assignor to the Euelectric Company. Filed 


October 3, 1907. The loose material occupies all the space be- 
tween the vibrating diaphragms. 


901,593. OUTLET BOX. Harry A. Coffin, Malden, Mass. Filed 


January 12, 1907. Means are provided for limiting the vertical 
movement of the bushing and covering plate. 


901,630.—OrERATING MEANS FOR CIRCUIT-CONTROLLING DEVICES. 


901,618. ELECTROMECHANICAL REGULATOR FOR ELECTRIC 
TENSION. Joseph M. C. Herrgott, Valdole, France. Filed 
April 27, 1906. The solenoid-operated plunger is assisted by the 
action of pneumatically or fluid-controlled valves. 


901,614. CIRCUIT-BREAKER. Edward M. Hewlett and Theodore 
E. Button, Schenectady, N. Y., assignors to General Electric 
Company. Filed October 22, 1904. The circuit-breaker is pro- 


. vided with a scale and means for indicating the adjustment of 
the armature on the scale. 


901,627. INSULATOR. Royal T. Langlan, Boston, Mass. Filed 
December 10, 1907. The two separable sections have abutting 


faces, one section constituting a spacer and the other being 
formed to enclose the lower end of a bolt. 


901,630. OPERATING MEANS FOR CIRCUIT-CONTROLLING 
DEVICES. Julius K. Lux, Washington, D. C. Filed July 31, 
1906. Means are provided to allow the indicator to rotate in- 
dependently of the switch when power in excess of a predeter- 
mined amount is applied thereto. 


901.649. SPACE TELEGRAPHY. Oscar C. Roos, Newton, Mass., 
assignor to Stone Telegraph and Telephone Company, Boston, 
Mass. Filed June 10, 1907. An elevated conductor has a parallel 


branch circuit connected in series therewith, containing capacity 
and inductance in each of its branches. 


901,668. SAFETY APPARATUS FOR RAILWAYS. Samuel L. 
Adelson, New York, N. Y., assignor of one-half to Maurice Adel- 
son, New York, N. Y. Filed March 18, 1908. The track ap- 
paratus is arranged in blocks, and the alarm is carried in the 


car. 
901,669. MULTIPARTY-LINE TELEPHONE-EXCHANGE SYS- 
TEM. Garrison Babcock, Rochester, N. Y., assignor to Strom- 


berg-Carlson Telephone Manufacturing Company, Rochester, 
N. Y. Filed August 4, 1904. A normally open passing contact 
switch at the substation is adapted to momentarily close the 
circuit upon depression of an associated receiver hook. 

901,672. MULTIPLE-SWITCHBOARD JACK. 
Rochester, N. Y., assignor to Stromberg-Carlson Telephone Manu- 
facturing Company, Rochester, N. Y. Filed February 13, 1905. 
The bending of the switch spring affects the bending area of 
the supporting shelf. 

901,683. SUPERVISORY SYSTEM. Merritt S. Conner, Chicago, 
Ill., assignor to Stromberg-Carlson Telephone Manufacturing 
Company, Rochester, N. Y. Filed March 56, 1904. In a super- 
visory signal an armature is provided, absolutely controlling 
a circuit through the said signal. 

901,684—901 ,685—901,686—901 ,687—901,688—901,689. TELEPHONE- 
EXCHANGE SYSTEM. Merritt S. Conner, Rochester, N. Y., 
assignor to Stromberg-Carlson Telephone Manufacturing Com- 


pany, Rochester, N. Y. A series of patents covering various 
features of a telephone-exchange system. 
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901,696. TELEPHONE-EXCHANGE SYSTEM. William M. Davis, 
Chicago, Ill, assignor, by mesne assignments, to Stromberg- 
Carlson Telephone Manufacturing Company, Rochester, N. Y. 
Filed April 26, 1901. A combination with a telephone switch 


hook at subscriber’s station for opening and closing the tele- 
phone circuit thereat. 


901,698. AUTOMATIC TELEPHONE-EXCHANGE SYSTEM. Bert 
G. Dunham, Chicago, Ill., assignor to Stromberg-Carlson Tele- 


phone Manufacturing Company, Rochester, N. Y. Filed October 
5, 1904. An automatic telephone system. 


901,704. RECEIVER. John S. Goldberg, Chicago, Ill., assignor to 
the Stromberg-Carlson Telephone Manufacturing Company, 
Rochester, N. Y. Filed November 23, 1903. The casing consists 
of a continuous one-piece shell of magnetic material, of which 
diametrically opposite regions are oppositely polarized. 


901,738. SUBSCRIBER’S TELEPHONE CIRCUIT. Howard M. 
Post, Chicago, Ill., assignor to Kellogg Switchboard and Supply 
Company, Chicago, Ill. Filed July 31, 1905. The path for the 
signaling circuit contains the coils of a suitable ringer. 


901,758. ELECTROLYTE. Abraham Van Winkle, Newark, N. J. 
assignor to the Hanson & Van Winkle Company, Newark, N. J. 


Filed October 24, 1907. The electrolyte comprises fluoride of 
zinc in solution. 


901,765. MAGNETIC SEPARATOR. Reuben I. Wright and Homer 
E. Frost, Cleveland, Ohio, assignors to the Electric Controller 
and Supply Company, Cleveland, Ohio. Filed May 10, 1907. 
Mechanical connections with the valve-operating mechanism 
close the switch contacts prior to the opening of a hopper valve. 


901,785. TELEPHONE SYSTEM. Elmer R. Corwin, Chicago, Ill., 
assignor to Corwin Telephone Manufacturing Company, Chicago, 


Ill. Filed December 26, 1906. A multiple selectively controlled 
telephone-exchange system. 


901,816. TROLLEY-WIRE ANCHOR. Allan MclIsaac, Hartford, Ct. 
Filed March 4, 1908. A horizontal plate-like bridge-piece has 


a tongue extending into a reciprocal groove for gripping the 
wire. 


901,847. ELECTRIC MAIL-DELIVERING AND COLLECTING 
MACHINE. Otto E. Stout, Ozark, Ill. Filed June 30, 1908. 


The combination of a trackway and a motor-driven movable 
carrier. 


901 ,816.—TRoLLEY-WIRE ANCHOR. 


901,850. TELEPHONE-RECEIVER HOLDER. George J. Thomas, 
New York, N. Y. Filed August 14, 1907. An arm is pivotally 


mounted upon the bifurcated portion of a telephone-receiver 
holder. 


901,861. TELEGRAPHIC SOUNDER. Vincent C. de Ybarrondo, 
Los Angeles, Cal. Filed May 6, 1907. An attachment compris- 
ing a U-shaped metallic member in combination with a hammer. 


901,869. PROTECTOR FOR TELEPHONE TRANSMITTERS. Josef 
Baumgarten, New York, N. Y. Filed January 18, 1908. The 


mouthpiece is furnished with a collapsible funnel of flexible 
material. 


901,871. ELECTRIC HEATER AND DRIER. George N. Blanchard, 
San Francisco, Cal., assignor of one-half to the Electric Manu- 
facturing Company, San Francisco, Cal. Filed February 21, 


1908. The air is discharged through a pyramidal electric 
resistance fixed within a tube. 


901,878. TROLLEY-WHEEL BEARING. William M. Caswell and 
Joseph A. Schofield, Warren, Pa. Filed December 16, 1907. The 
bearing comprises fixed and hinged sections. 


901,885. ELECTRIC CONTACT SPRING FOR TROLLEY HARPS. 
Albert L. Cole, Auburndale, Mass., assignor to United Copper 
Foundry Company, Boston, Mass. Filed September 28, 1905. A 


normally compressed washer portion is expansible both radially 
and transversely. 


901,894. INDICATOR FOR TELEPHONE CALLS. Eugene T. 


Ducharme, Boston, Mass, Filed November 15, 1907. An indi- 
cator disc is carried upon the clapper arm. 


901,899. ELECTRIC SIGNALING SYSTEM FOR RAILWAYS. 
William J. Higgins and Christopher J. Sheridan, Buffalo, N. Y. 
Filed December 27, 1907. A motor actuates the danger-signal 


semaphore arm in combination with secondary coils mounted 
upon the car. 
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ISSUED WEEKLY 


PUBLISHER’S ANNOUNCEMENT. 


With the present issue the ELECTRICAL REVIEW, of 
New York, and the WESTERN ELECTRICIAN, of Chicago, 


‘join forces, and make their bow as the “ELECTRICAL 


REVIEW AND WESTERN ELECTRICIAN.” The success 
with which both these journals have been conducted in the 
past is an assurance that the combination of forces will 
create a great national electrical weekly of influence and 
value to readers and advertisers alike. The ELECTRICAL 
REVIEW is the product of twenty-seven years’ service in 
the development of all that is best in the electrical in- 
dustry. The WESTERN ELECTRICIAN was founded in 
Chicago twenty-two years ago, maintaining a prominent 
position as a thoroughly representative journal, receiving 
the support of the entire western electrical fraternity. 

In consolidating these two publications the editorial 
and business organizations of both have been continued 
and merged, and the western and eastern offices have the 
support of strong editorial and business departments. 
Those characteristics which have made each journal dis- 
tinctive, and which have been rewarded with loyal support, 
will be preserved, and a constant effort made to improve 
the ELECTRICAL REVIEW AND WESTERN ELECTRI- 
CIAN along every line which good judgment and the neces- 
sity of the electrical reading public may dictate. This 
journal will continue to be of interest and value to the tech- 
nical man with its contributions and editorials concerning 


highly specialized fields of research and operation; and 
along those lines which interest the practical man and 


indicate the best methods of conducting public service utili- 
ties of the smaller size, the paper will be strengthened in 


every direction. 


THE ELECTION. 


On November 3 the voting citizens of the United States 
cast their ballots and elected to oftice for the conduct of the 
national administration the candidates of the Republican party. 
So considerable was the majority that it would appear that 
the question, shall the people rule, has been definitely settled 
nationally for the next four years at least. The policies of 
the present administration have been endorsed, and the at- 
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titude of all good citizens should now be to support the incom- 
ing administration without respect to partisanship. The con- 
stant betterment in industrial circles which has been going on 
for the past three or four months has been an indication of 
the growing confidence of investors in general in the stability 
of the institutions in which their fortunes were involved. It 
remains now for a healthy continuation and stimulation of this 
confidence to bring about a new era of prosperity, and a golden 
opportunity for all men to make the best of life and liberty 
and the pursuit of happiness. 

Statewise it appears that in those commonwealths where 
public service commissions have been inaugurated through 
legislative action, and where a change in administration might 
have jeopardized the continuation of these commissions, that 
the will of the people has spoken for their continuance. Al- 
ready there has been a concession of admiration on the part 
of public utility corporations for the sanity and benevolence 
of properly governed and practically restricted regulating com- 
missions, the companies realizing that no commission can 
effect the confiscation of a real investment so long as the courts 
are open to the public and the publie service corporation alike. 
The old bugaboo of municipal ownership seems not to have 
been raised at all in the recent campaign, and it can be stated 
with little prospect of controversion that municipal ownership 
has died a peaceful death, and that its demise has been due to 
the turning on of the light of intelligent publicity by the pub- 
lic service corporations in the largest cities in the country, 
particularly those where public service commissions have been 
instituted. | 

In Hhnois the International Improvement Commission is- 
sued a circular asking votes in favor of a proposed $20,000,000 
bond issue to be used in constructing a waterway from Lock- 
port to Utica, IN. This will provide an important link in the 
deep waterway from the lakes to the gulf. The matter came 
up before the voters as an amendment to the constitution per- 
mitting the bond issue. The present drainage canal extends 
twenty-nine miles from the south branch of the Chicago River, 
in Chicago, to the city of Lockport, where it connects with the 
Desplaines River. There is a further extension of one and three- 
quarters miles to the powerhouse between Lockport and Joliet, 
where there are at present three 4,000-kilowatt generators, a 
fourth being in process of erection, and where four more are 
Under the 


plans of the International Improvement Commission four power 


to be installed as the power demands require. 


plants are to be erected, with a gross estimated development 
of 140,000 horsepower. ‘The returns from the ballots on elec- 
tion day showed a tremendous majority in favor of the issuance 
of the bonds. Not only is the state of Hlinois interested in this 
development, but the entire West has congratulated itself upon 
the active interest which the voters of Ilinois have taken in 
this issue, because it required not only a majority of the votes 
cast to be in favor of the bonds; but every vote that was not 
cast for or against it counted against the issue, 

The great publicity which has recently been given to the 


conservation of our waterpower resources, te the canalization 
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of our barely navigable rivers, and the necessity of the de- 
velopment of our inland waterways and our cheaper sources 
of power going hand in hand, has directed the attention of all 
thinking men to this problem, and it is only through this pub- 
licity, which has been secured through the open-minded and 
forceful co-operation of the press of the country, that the result 
announced herewith has been possible. 


CAN WE USE A NEW COMBUSTIBLE? 


For years the dream of inventors has been the production 
of power by some direct means of breaking down the chemical 
associations which render inefficient, to a high degree, so many 
of our present-day methods of utilizing the potential energy 
of our known combustibles. Great effort upon the part of 
assiduous workers, and the expenditure of large amounts of 
money, have resulted time after time in apparent failure, and 
today it would not appear that we are not much nearer the solu- 
Within 
the last few years there has not been chronicled much in the 
way of development in this direction, so that the suggestions 
made by Mr. Edward C. Warren, in the current issue of The 
Engineering Magazine, in an article entitled “Fuel for Power 
Generation,” should excite considerable interest. 

Mr. Warren delivers himself of the postulate that “power 
costs nothing.” 


tion of this problem than we were several decades ago. 


By this he means that we should secure our 
means for the provision of energy, not by any elaborate process 
of combustion, which apparently wastes the material involved, 
but we should use our combustibles under much the same con- 
ditions as we utilize the power of the waterfall; that is, by 
simply taking as a natural thing the energy-producing condition, 
and being obliged to expend money only for the harnessing 
of the natural element. 

It is ingeniously pointed out that Nature, in bringing back 
to the watershed in the form of rain and dewy precipitation 
the source of power which has already caused the mill to grind 
and the water turbine to turn, points the way to the short- 
circuiting of the ordinary cycle of the utilization of our known 
combustibles. Carbon and hydrocarbons, our most popular 
forms of fuel at the present day, in combination with oxygen, 
form a combustible material. After the generation of heat the 
atom of carbon unites with its two atoms of oxygen, and ages 
are necessary to bring about the reorganization of these elements, 
through the evolution of plant life, so that the matter which is 
being used up today will not be available again for the present 
generation. 

Why not use hydroearbon for fuel ? 


question in Mr. Warren’s communication. 


This is the leading 
Its symbol is H, 
its chemical equivalent is 1, its heating value in combustion with 


oxygen is 60,000 British Thermal Units per pound. What are 
the special qualifications of hydrogen as a fuel? Its heating 
value per pound is four times that of the best coal. But where 


All of the 
He is of the opinion that 
the supply is inexhaustible, and that its natural cycle through 


tne processes of isolation, combustion and re-isolation is so stort 


are the natural deposits or supplies of hydrogen? 
foregoing belongs to Mr. Warren. 
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as to render feasible a continuous re-use of the same volume of 
fuel substance. It has the practicability of perfect combustion, 
without ash, smoke or soot, without vitiating gases; for the sole 
preduct of combustion is water. The combustion being per- 
fect, the product of combustion is aqueous vapor, immediately 
condensable and susceptible of ready decomposition, and yield- 
ing ready to hand, not merely the original volume of hydrogen, 
but the oxygen requisite for its immediate recombustion. With 
this statement the author concludes that we shall derive our 
supply of both hydrogen and oxygen from the waters of the 
earth, and that we shall simply insert or interpose our mech- 
anisms or harness in a natural fuel cycle, and derive unlimited 
supplies of power by intelligently short-circuiting a naturally 
simple and expeditious cycle of one of Nature’s elements. 

So far so good. The elucidation of a practicable and coin- 
mercial means of isolating the constituent elements of our pro- 
jected combustible is left for another time and place. The 
matter is worthy of investigation. Possibly there are flaws in 
the author’s reasoning. If so, we shall be sure to hear of them 
in the near future. He says that the power user has never 
asked the chemist whether this were possible, and that because 
someone long ago instituted the use of certain forms of com- 
bustibles, and let it go at that, that we have been content to 
plod along the lines laid out for us and utilize in wasteful 
fashion that which in the nature of things must some day be 
materially exhausted. The subject is of great interest, and 
the fuel problem of the future is pregnant with the possibility 
of development. Myr. Warren’s further ideas on the subject 


will be watched for and welcomed. 


A DIFFICULT PHASE OF POWER SOLICITATION. 


In most Jarge communities where the central-station power 
business has shown a gratifying growth in the past few years 
there exist a number of private plants which for one reason or 
another are extremely hard to convert to the operating com- 
pany’s service. The chances are that each of these isolated 
mstaliations has been appreached at least three or four times by 
representatives of the central station, with the apparent net 
result of making little or no progress. When a rival interest 
like a local gas company is hard at work to keep out the electric 
motor, the problem of securing this business is rendered doubly 
dificult. To give up the attempt to secure the business, how- 
ever, is poor policy, and the central station should never erase the 
name of an isolated plant from its list of prospects. Sometimes 
it may be a year or two before any chance occurs to introduce 
the subject of power purchase to the isolated-plant owner, but 
the probabilities are that if the conditions are watched with 
keen attention, some day there will be an opportunity to install 
at least a small motor-connected load as an entering wedge. 
Unless the plant is operated with more than ordinary skill it 
is almost certain to fail to give continuous service at some 
critical period, and even if there are no interruptions. it is 
probable that the total operating costs, if rigorously set down, 
would surprise the owner, especially where new types of equip- 
ment are in service. 


Close observation of the growth of the isolated-plant- 
owner’s business, the need of fresh space in his store or factory, 
occurrence of accidents, probable excessive cost for repairs. 
troubles with labor in the engine or fire room, complaints of 
other parties regarding noise, smoke or dirt, with the possi- 
bility of intercsting him in new designs of motors or lamps 
specially adapted to his conditions, should all be kept in mind. 
The acceptance of some famous rush order for a manufactured 
product may require more power to prevent severe overloading 
of the existing apparatus. Or again, the motor drive may per- 
mit the rearrangement of machinery in such a fashion that the 
efficiency of production will be increased many per cent. Con- 
ditions alter in the isolated plant, as in every other commercial 
agency, and by never ceasing to watch for a turning point in 
affairs it is probable that the central-station man will in time 
have some chance to show what he can do. 

In some cases where the power rates offered by a central 
station are lower than those of a rival gas company, the owner 
has been known to advance the argument, that by installing 
tungsten lamps he can reduce his output enough to give a good 
margin for future power requirements. The effect of so reduc- 
ing the load on a gas-engine equipment of low power is at 
once apparent to an electrical engineer, but it needs to be 
emphasized in a way that the private-plant owner will not fail 
to appreciate. Any notable reduction in load on a small prime 
mover means a serious loss in economy, which can often be 
figured pretty closely in terms of dollars and cents. When a 
local gas company is obliged to pay the cost of installing a 


gas-engine equipment in an isolated plant, the price being 


gradually paid back by the owner on installments along with 
his monthly bills, it is clear that electricity is pushing matters 
close to the wall. In order to gain a good customer of this 
sort there would seem to be no reason why the central station 
could not adopt the same plan with regard to motor installations 
In exceptionally hard locations. It will pay to emphasize to the 
owner facing such a proposition from a gas company that by 
the time the gas engines are paid for the depreciation is certain 
to have rendered them worth but a small percentage of their 
original cost,-unless the most expert skill is available for the 
care of these small units. 


THE PENNSYLVANIA ELECTRIFICATION. 


From time to time announcement has been made that various 
commissions had under way the study of plans for the elec- 
trification of the terminal zone of the Pennsvlvania Railroad. 
The great expansion of the local service of this transcontinental 
system by reason of its tubes under the Hudson River, Man- 
hattan island, the East iver, and in Long Island, in connec- 
tion with the Long Island Railroad, has made imperatively neces- 
sary the utilization of electricity as a means of propulsion. It 
is with satisfaction therefore that we read the announcement 
that an appropriation of $5,000,000 has been made to begin the 
work of electrification, and that a contract has been let to a 
large manufacturing company to lav down the initial electrical 


equipment. 
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American Electrochemical Society. ` 


Fourteenth General Meeting, New York, October 30-31. 


The fourteenth general meeting of the 
American Electrochemical Society was 
held in the city of New York on Friday 
and Saturday, October 30 and 31, 1908. 
The session of Friday was held in the 
chemistry building of the College of the 
City of New York. 

President Edward G. Acheson of Ni- 
agara Falls, N. Y., called the meeting to 
order on Friday morning at 9:40 o’clock. 

The first paper considered was “The 
Use of a Mercury Cathode in the Deter- 
mination of Metals,” by A. Harold Porter 
and Francis C. Frary. The conclusions 
reached in this paper are: 

1. The electrolytic determination of zine 
in a mercury cathode gives low results, 
due to loss of both zinc and mercury in 
the process of washing with alcohol and 
ether. 

2. Pure mercury does not lose weight 
appreciably when washed with water, alco- 
hol and ether, nor by liberation of hydro- 
gen on its surface even at high tempera- 
tures (100 degrees). 

3. The loss in weight during washing 
seems to be peculiar to zinc, since copper 
amalgam shows no signs of it, and the 
determination of copper by means of mer- 
cury cathode is quite satisfactory. 

The discussion was opened by Dr. H. E. 
Patten, who requested that the exact volt- 
age, current and current density used in 
these determinations be given in the final 
report on the subject. 

Walter T. Taggert then discussed the 
subject at length, giving details of the 
methods he had successfully used and 
precautions that must be observed to get 
reliable results. 

Prof. J. W. Richards also spoke crit- 
ically about the paper. 

The second paper, entitled “The Passiv- 
ity of Nickel and Iron,” by Dr. E. P. 
Schoch, was read by Dr. Patten. The au- 
thor was led into his study of these phe- 
nomena while working on the potential of 
the reversible electrode. The paper was 
briefly discussed by W. D. Bancroft and 
Dr. Patten. 

A paper on “Chemical Energy,” by 
J. E. Mills, was then presented. In this 
paper the author seeks to ascertain the 
ultimate origin of energy liberated in a 
reaction and show its amount varies un- 
der different conditions. The argument is 
based on the reaction occurring when the 
gases hydrogen and oxygen combine to 
form water. Among the conclusions 
reached is one that the attractive forces, 
whatever their nature, whether chemical, 
molecular, magnetic, electrical or gravita- 
tional, which proceed from a particle are 
definite in amount. If this attraction is 
exerted upon another particle the amount 
of the attraction remaining to be exerted 
upon other particles is diminished by an 
exactly equivalent amount. The relation- 


ship between cheinical and electrical forces 
is considered in its bearing on the con- 
ductivity of substances. This paper was 
briefly discussed by E. Durant and L. F. 
Guttman. 

Prof. Charles Baskerville, director of the 
laboratory of the College of the City of 
New York and chairman of the local com- 
mittee that had arranged for the meeting, 
then presented President John H. Finley 
of the College of the City of New York. 

President Finley welcomed the society 
in a pleasant speech, in which he grew 
reminiscent of the chemical and general 
scientific training he had received in his 
early college days and contrasted it with 
the advances that had been made in the 
teaching of science at the present time. 

G. A. Hulett then presented his paper 
on “Equilibra in Standard Cells.” It was 
discussed at length by Dr. W. D. Ban- 
croft, who argued that the basic salt can- 
not coexist with mercury sulphate except 
at one concentration of the sulphuric acid. 

A paper was then read by G. W. Mor- 
den on “The Formation of Nitric Acid 
from Air by Means of Low-voltage Direct 
Current.” The discussion was partici- 
pated in by A. L. Cushman, F. A. Lid- 
bury, L. F. Guttman and the author. It 
related mostly to the influence of the por- 
tions of the arc, from which the gases were 
removed, upon the composition of the gas. 
As the arcs were only from three to six 
millimeters in length, with four milli- 
meters average, conclusive results on this 
point were not obtained. 


FRIDAY AFTERNOON SESSION. 


At the afternoon session the first sub- 
ject considered was introduced in an in- 
formal address by Prof. A. F. Ganz on 
“The Corrosion of Underground Struc- 
tures.” He said the corrosion of under- 
ground metal surfaces may be divided into 
two general classes, first, corrosion due 
to purely chemical causes or ordinary rust ; 
second, corrosion due to electrolysis from 
stray electric currents. Whether or not 
all chemical corrosion is also electrolytic 
in its nature does not alter this decision 
from the standpoint of the practical engi- 
neer. 

When an electrical engineer is called 
upon to make an electrolytic investigation 
of, say, a pipe system, he may have two 
distinctly separate problems to solve. The 
first problem is to determine the electrical 
conditions of the metal system, that is, 
the potential at various parts of the sys- 
tem with reference to the surrounding 
ground, and with reference to other un- 
derground metal. He must determine the 
current flowing, and if possible the point 
where the currents leave the structure for 
the ground, because these are the points 
where corrosion may develop. If in this 
investigation he finds that the system is 


in electrolytic danger, then his second 
problem is to recommend some method 
whereby the danger can be substantially 
removed and at a reasonable cost, which is 
always an important element. 

_ Attention was called to a wholly incor- 
rect method which has been used in thie 
country, and has been published in a 
certain class of electrolysis reports, in 
which the potential differences are meas- 
ured between pipe and rail, and the earth 
resistance is measured at the same points, 
or to be more correct, the resistance is 
measured between the pipe and rail, which 
is called the earth resistance between these 
two points. This resistance is then di- 
vided into potential difference, and the 
current so found is stated to be the cur- 
rent flowing between these points. This 
is repeated, every block for a given system, 
and the currents are added up, and the 
total current so found is stated in all 
seriousness to be the current which flows 
in that street between the pipe and rail. 
The absurdity of that method should be 
clear to all, and every member of the 
society was asked to take every oppor- 
tunity to show up in every possible way 
such fallacious methods, because they have 
done a great deal of harm. 

The question has often been asked 
whether the steel foundations for bridges 
and buildings which are usually imbedded 
in concrete are also suffering from cor- 
rosion, due to these stray railway currents. 
These metallic underground structures do 
not have the same opportunity of picking 
up currents from any extended area. 
There is one case, however, where such 
structures may be in serious danger. If 
a pipe comes in contact with such a struc- 
ture mechanically, as is sometimes the 
case, and the pipe is carrying current, it 
is positive to the surrounding ground. 
Under these circumstances a current 
picked up over an extended negative pip- 
ing area may be delivered to the metallic 
underground structure and, leaving it, 
produce corresponding electrolytic corro- 
sion: In a number of instances special 
precautions have been taken to insulate 
the steel foundations of structures from 
piping systems, and it seems to be a safe 
precaution to take in all cases. 

Where dangerous conditions in an un- 
derground system are found, the second 
problem that the electrical engineer has 
to meet is to recommend proper prevent- 
ive measures which will not be prohibitive 
in cost. It is there that the electrical 
engineer can get the most help from the 
electrochemist. If the underground metal 
system is continuous it may be connec 


to the negative return system of the elec- ` 


tric railroad. That is, however, a matter 
which invariably greatly increases the cur- 
rent flow on the pipes and produces other 
dangers. For instance, at a high resistance 
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point, which may develop in the joint, 
the current may shunt around such a 
point and produce corrosion. The greater 
danger, however, lies in the danger that 
such a bonded system is to all other under- 
ground metal systems. If one connect one 
piping system to the negative bus-bar, one 
renders it highly negative to all other un- 
derground metallic structures and intro- 
duces current flow to this pipe system, 
and thereby this system becomes a pard 
of the railway return circuit and a party 
to any damage that may be done. 

Professor Ganz then submitted five 
questions which embodied the points that 
he wished to open up for general discus- 
sion. The first related to the activity or 
passivity of iron in street soils. As Pro- 
fessor Harber of Karlsruhe, who is inves- 
tigating this question pretty thoroughly, 
concludes that under the ordinary soil con- 
ditions iron is always in the active state, 
that practically the passive state does not 
exist in underground metal systems, the 
question was raised what can be done to 
render active iron passive. Some one had 
suggested to cover an underground pipe 
with lime for that purpose. Question No. 
2 referred to means for identifying the 
causes which have produced a given cor- 
rosion. As a practical example of this, 
Professor Ganz showed a number of lead 
cable and pipe samples that had been sub- 
mitted to him to find out whether they 
were pitted by electrolysis. Question No. 
3 was, “Can we protect an underground 
metal structure, such as a piping system, 
by coating it with an insulating material 
in such a way as to prevent current enter- 
ing or leaving that pipe?” Question No. 
4 related to the breaking up of the con- 
tinuity of underground metallic struc- 
tures, as, for instance, by the use of insu- 
lating joints, the point being whether this 
method can make such a pipe system sub- 
stantially safe from electrolytic corrosion. 
The last question was, “What is a safe cur- 
rent density per square foot of pipe sur- 
face for current leaving for ground?” 

Dr. Allerton L. Cushman called atten- 
tion to corrosion of plates of steamships 
and of pipe lines remote from electric 
circuits that was as destructive and of the 
same nature as that known to be due to 
electrolysis by railway return currents, 
and argued that this corrosion is due to 
electrolytic action whether an extraneous 
current is present or not. 

Maximilian Toch corroborated what Dr. 
Cushman said with reference to the corro- 
sion of these pipes and plates. He said it 
is settled in his mind that all corrosion 
is an electrolytic function. That is the 
fundamental basis of it. He believes that 
stray electric currents aggravate this cor- 
Tosion. With reference to coating gas 
pipes with asphaltum, it was found by a 
natural gas company that built a pipe line 
from Peoria to Chicago and coated it with 
asphalt about a quarter of an inch on the 
inside and half an inch on the outside, 
that since fuel gas is a powerful solvent 
for all bituminous compounds, in a very 
short time the entire pipe was so clogged 


up with the dissolving bitumen and bitu- 
minous compounds that it became useless, 
so that bitumen or asphalt or tar should be 
excluded from the interior of a gas pipe. 

Professor Ganz said the distinction he 
made in his remarks was not a distinction 
between chemical corrosion and electro- 
lytic corrosion, but a distinction between 
corrosion produced without outside elec- 
tric currents and corrosion produced with 
outside electric currents, which is an en- 
gineering problem. He knew of some pri- 
vate corporations owning very consider- 
able underground pipe systems—one in 
particular where a single pitting in a pipe 
caused a damage of $50,000 indirectly, 
and these companies will gladly spend any 
reasonable amount of money if a method 
can be devised for permanently protecting 
such important pipes. He did not pro- 
pose this method for the distributing sys- 
tem for water or gas in ‘any city where the 
whole system would have to be treated, 
but there are many cases of importance, 
such as high-pressure lines, where gener- 
ally any reasonable expense will be gladly 
paid if permanent protection can be as- 
sured. 

Carl Hering believed that current can- 
not leave the pipe for the soil, that is, if 
there are liquids in the soil, without caus- 
ing corrosion. There is one method by 
which a pipe might possibly be protected. 
If there is a pipe from which it is known 
that current is going to flow out, by at- 
taching to the pipe metallically a block 
of zinc buried in the ground, any current 
which is bound to go into the ground 
would prefer to leave through the zinc 
than through the pipe, because it takes 
less voltage, and as long as the zinc is 
there and is not destroyed the pipe would 
be protected, the zinc being replaced after 
it is consumed. As to coating pipes to pre- 


vent corrosion, while this may prevent it, 


where it keeps the electrolyte from coming 
in contact with the pipe, such coatings 
are very apt to be injured in spots, which 
means that the corrosion instead of being 
spread over a large surface will be con- 
densed into a small surface, and will 
therefore do all the more damage, because 
if the current is condensed on a small area 
it will eat through the pipe in shorter 
time. What current density is a safe limit 
should be answered by saying definitely 
none. That is, no current density leaving 
the pipe is safe, because one never knows 
whether it is going to leave from that area 
or to be confined to a quarter of a square 
inch. Jn a number of cases, when a pipe 
was in danger at a certain place and was 
protected there, it was thought that that 
was sufficient. To Mr. Hering this seems 
very incorrect reasoning, as it simply 
shifts the danger point to another place. 

R. H. Gaines cited a case of a pipe line 
near the city of Rochester, where all the 
elements of corrosion showed that it was 
simply due to stray currents, yet no po- 
tential difference could be found with the 
millivoltmeter between the pipe and the 
ground, and there was known to be no 
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source of commercial electricity any- 
where in the neighborhood. 

The discussion of Professor Ganz’s sub- 
ject was concluded by I. L. Roberts, W. D. 
Bancroft and S. S. Sadtler. 

A paper on “Correct Methods of Meas- 
uring Stray Currents,” by Dr. Clayton H. 
Sharp, of the Electrical Testing Labora- 
tories, New York city, that was on the 
programme for Saturday morning, was 
then taken up. Dr. Sharp had no written 
paper and presented his views on the sub- 
ject verbally. The chief point to be found 
out is whether there is at any point any 
considerable amount of electric current 
leaving the pipes. The problem is easily 
stated, but it is not so easily answered, for 
the reason that in general it is not possible 
to destroy the continuity of the system of 
piping in order to insert instruments, and 
it is not possible to insert instruments in 
the surrounding soil without disturbing 
the conditions as they actually exist in 
practice. 

The electrical instrument which is used 
chiefly in investigations of this nature is 
the voltmeter or the millivoltmeter, and 
this instrument has sometimes been used 
with very distressing and alarming re- 
sults. However, one can gain a great deal 
of information by the proper use of the 
voltmeter. -One may feel quite sure that 
where the trolley line and other structures 
are positive in potential with respect to 
the pipe, the pipe is quite safe. Also, that 
where the pipe is positive to other struc- 
tures, that it may be in danger. It is 
wrong to conclude that, because it is so, 
that it is actually in danger—for in- 
stance, 1t may be quite well insulated by 
passing, say, to dry sand or gravel from 
moisture, so that the discharge of elec- 
tricity from the pipe to the soil electro- 
lytically is prevented. 

Having determined by the use of the 
voltmeter what the possible danger areas 
are on a system of piping, the next step 
is to determine the current flowing on the 
pipe, and especially the current leaving 
the pipe. To determine this the most sat- 
isfactory method would be to interrupt 
the electrical continuity of the pipe by 
inserting an insulating joint, and then 
spanning that joint with wires passing 
through an ammeter and measuring di- 
rectly. This, however, is often not feas- 
ible. Consequently, it is necessary to 
revert to indirect methods for measuring 
the current. The principal one is by 
means of the fall of potential on the pipe. 
Electrical connections are made at two 
points on a single length of pipe to a sensi- 
tive low-reading voltmeter, preferably one 
of high internal resistance, and the indica- 
tions of this voltmeter or millivoltmeter 
are read over a sufficient period of time to 


show what the average condition of the 
pipe is. Then, if the resistance per unit 
length of pipe is known, it is possible to 
interpret these millivolt readings in terms 
of amperes of current flowing on the pipe. 
The difficulty with this method is the de- 
termination of the resistance per unit 
length of pipe. Now pipes are made in 
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standard sizes and of material which varies 
a good deal, but which has fairly fixed 
average values of resistance, and since it 
very often happens that one is concerned 
only with rather rough quantitative val- 
ues, one assumes from the known dimen- 
sions of the pipe, and the known resist- 
ances of the material, the resistance of the 
length of pipe which is being dealt with, 
and in this way makes the interpretations 
of current. 

It is possible sometimes to get at a 
rather better value by resorting to a pro- 
cedure which consists in attaching to the 
pipe heavy leads that are brought out and 
connected with an ammeter. The poten- 
tial difference between two portions of the 
pipe close to the place where these heavy 
leads are brought out is measured when 
these leads are not connected, and again 
when they are connected through the am- 
meter, and at the same time the value of 
the current, as shown by the ammeter, is 
measured. In the second case, when the 
ammeter is in circuit, the potential differ- 
ence as shown by the millivoltmeter will 
be less than in the first case, and the re- 
duction of voltage due to drawing a cer- 
tain measured current from the pipe, gives 
an indication of the resistance of that 
length of pipe. For instance, if we find 
that by connecting the heavy leads we 
reduce the potential difference between 
the two points on the pipe to one-half of 
its former value, then we know surely that 
the original current flowing through the 
length of pipe was twice what the ammeter 
indicated. 

However, the problem not only involves 
the determination of the current flowing 
in the pipe, but more particularly the cur- 
rent which is escaping from the pipe. How 
shall we determine that? The only way 
Dr. Sharp knows of doing that without 
seriously disturbing the normal conditions 
of the pipe is by taking some potentio- 
meter measurements of the current flow- 
ing on lengths of pipe separated from each 
other by suitable distances. This may be 
taken by suitable instruments, and ob- 
servers reading at the same time, or by 
eensitive and accurate recording instru- 
ments, which are also obtainable for this 
purpose. The interpretation of these re- 
sults will give at least a rough measure of 
the current which is leaving the pipe at 
points between. 

We can also get some indications of the 
probable escape of current from the pipe 
bv exploring the electrical condition of the 
soil in its vicinity. If we start from the 
pipe and find a continuous fall of potential 
as we go from point to point away from 
the pipe, the indications are that current 
is flowing along such lines, and that these 
lines are stream lines of electricity. In 
making measurements of this kind it is 
advisable of course to use electrodes not 
subject to error due to polarization, that 
is, electrodes in zinc-sulphate solution, or 
similar electrodes, and make the measure- 
ments by a method which does not draw 
any current so as to eliminate resistance 
drop at the point where the electrode is 


inserted in the soil, that is, some form 
of potentiometer is indicated as the proper 
one here. Professor Harber’s earth am- 
meter, as it is sometimes called, is also 
used for this purpose. 

The discussion of Dr. Sharp’s address 
was rather brief, Dr. Carl Hering ques- 
tioning the value of the shunt method. 
Dr. Sharp admitted that it was satisfac- 
tory only with pipes of moderately high 
resistance. 

The paper on “Electrolytic Corrosion 
of the Bottom of Oil Tanks,” by A. A. 
Knudson, was then read and discussed 
by S. S. Sadtler, Carl Hering, A. L. Cush- 
man, C. F. Burgess, W. H. Walker and 
J. W. Richards. 

A paper on “The Function of Oxygen 
in the Corrosion of Metals,” by W. H. 
Walker of Boston. It was not discussed. 

Professor Baskerville was then called 
on to make an address. He spoke at 
length on the equipment and general edu- 
cational work of the College of the City 
of New York, and particularly of the 
methods used in its chemical laboratories. 

“The Theory of Electrolytic Paints,” 
by Dr. W. D. Bancroft, was next pre- 
sented, and its reading was followed with- 
out further discussion by “Simple Meth- 
ods for the Prevention of Electrolytic Cor- 
rosion,” by Prof. Maximilian Toch. 

A. A. Knudson added another question 
to those that Professor Ganz had pre- 
sented, which he set before the convention 
in the following words: “I have in mind 
two wrought-iron water pipes which are 
undergoing corrosion probably from chem- 
ical processes. These pipes run in a creek 
partly submerged and are negative to the 
soil at that point. There is a current of 
electricity flowing through it, sometimes 
reaching seventy-five and eighty amperes. 
I wish to ask if this current of electricity 
flowing through these pipes tends to assist 
the electrolytic action of corrosion on the 
surfaces from the chemical effect ?” 

Prof. Albert F. Ganz inquired if it it is 
necessary first to coat an underground 
pipe with a solution paint before applying 
the coating which will keep away the 
water. Mr. Toch explained that it would 
not be necessary to paint the pipe, al- 
though it is best to apply an insulating 
hydrocarbon paint, pouring half-neat ce- 
ment around the pipe. This would be as 
cheap and better than pitch. 

Allerton L. Cushman explained that the 
object of the inhibitor is to keep in con- 
tact with the surface of the steel a slightly 
soluble compound so that if any water 
gets through the excluding paint surface, 
upon reaching the steel the water must 
contain in solution some protecting deriv- 
ative of iron. It was hoped, he said. that 
the scheme would work out practically, as 
theoretically the idea seemed to be all 
right. 

Mr. Toch replied that in actual practice. 
when a beam or a billet is coated at the 
mill and transported, great chains being 
wrapped around it to hold and support 
it, besides the other surface injurv to 
which it is subjected, no protective coat- 
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ing of .001 of an inch in thickness has 
been made that will withstand these at- 
tacks. i 


SATURDAY MORNING SESSION. 


The Saturday morning session was held 
at the Chemists’ Club on West Fifty-fifth 
street, and President Acheson, after call- 
ing the meeting to order, announced the 
paper on “The Lash Steel Process and the 
Electrice Furnace,” by F. A. J. FitzGerald, 
consulting chemist, Niagara Falls, N. Y. 

Henry D. Hibbard spoke of the great 
advantage of the electric furnace in the 
production of heat without oxidation. 
When steel is made in the open hearth 
furnace, all the effects of oxygen are pro- 
duced, the mingling of the carbon and sili 
con is carried out by oxygen, and in fact 
oxygen is the great servant used in pro- 
dusing the results, but oxygen, while an 
excellent servant, always lies in wait to 
give all kinds of trouble, if one does not 
know how to handle it at the latter end. 
The oxygen must be fairly eliminated 
from the metal or the result is poor. In 
the electric furnace heat can be produced 
without oxygen, and from a steelmaker’s 
point of view the process of making steel 
by such a furnace is simplified more than 
one can realize. 

Prof. J. W. Richards said that there 
are two ways of making steel—one is sim- 
ply to melt the ingredients together, and 
the other is to oxidize the pig iron so as to 
eliminate the impurities and get down to 
steel. These two processes require essen- 
tially different kinds of apparatus, for the 
reason that in the melting process it is 
simply a case of melting. In the oxida- 
tion process it is largely a case of having 
surface to oxidize the bath by means of the 
iron ore which is added. These two re- 
quirements are going to give rise to two 
different classes of furnace, each best 
adapted for its purpose. As to the ques- 
tion of losing iron in slag, that is not such 
a very serious one, because in ordinary 
open hearth processes there is considerable 
Joss in slag. Klectrochemists should not 
think that a process to be commercially 
successful must reduce the iron in the slag 
io a low point. There are open hearth 
furnaces running making steel success- 
fully where thev lose something like fif- 
teen or twenty per cent of iron in the slag. 
but vet are commercially successful. The 
third point that Professor Richards made 
is that the electric furnace is being de- 
veloped very largely by eleetricians and 
electrochemists, who in many cases are not 
experienced steel men, and the ideal com- 
bination is to get the experienced steel 
man with a first-class clectrochemist to 
work on the proposition, Where a firm 
which is experienced in making steel se- 
cures the assistance of an electrochemist 
or an electrometallurgist to do the elec- 
trical work for them, the combination suc- 
ceeds very nicely. 

W. S. Landis contended that as he un- 
derstood the Lash process, it is intended 
particularly for the reduction of iron ores 
and the final production of steel directly 
from them in the same operation, and it 


—— r 


= NS ee Aa 


November 7, 1908 


seemed, therefore, that the loss of iron in 
the slag is rather an important item. 

At the request of W. H. Walker, Mr. 
FitzGerald described the Lash process as 
consisting in making an intimate mixture 
of the cast iron, oxide of iron and carbon. 
The cast iron is in the form of bars, or 
shelf pig iron, and is supposed to act as a 
carrier for the carbon and also some metal- 
loids contained in it; it undoubtedly acts 
as a reducer. The process seems to be ex- 
tremely simple and has been carried out on 
a very large scale, many hundreds of tons 
of steel having been made in the open 
hearth process, showing economies over the 
regular practice. In the Lash process a 
much larger percentage of ore can be used 
and in the open hearth furnace there is 
no difficulty in reaching a yield of ninety- 
four per cent, which means a loss of six 
per cent in the metallic contents. The 
method of working has been to have a 
blast in the furnace and then to add the 
Lash mixture. In the electric furnace, in 
the experiments made, there was about 
sixty per cent of ore, about twenty-three 
per cent of cast iron, and the remainder 
fluxes and carbons. 

A paper, entitled “The Latent Heat of 
Vaporization of Zinc,” by W. McA. John- 
son, was then read. It was discussed 
briefly by Dr. Hering and Professor Rich- 
ards. 

Dr. Carl Hering next presented a 
paper on the subject, “Heat Conductance 
Through Walls of Furnaces.” It related 
to methods for decreasing the loss of heat 
through the walls of electric furnaces. 

P. M. N. Dennie spoke of the value of 
a gas envelope about a furnace in increas- 
ing its efficiency. C. F. Carrier, Jr., dis- 
cussed Mr. Hering’s constant K or co- 
efficient of conductivity and regarded it 
rather as variable. J. W. Richards said 
that in studying recently the heat radia- 
tion from a certain sort of furnace it was 
shown by experiment that after a certain 
wall thickness was reached there was no 
more use in putting on protecting material 
outside, as the increased effect from the 
additional material was practically neg- 
ligible. Others discussing the subject 
were H. D. Hibbard. J. C. Parker, F. A. 
Lidbury and W. S. Landis. 

The next subject on the programme was 
an address on “Utilization of Power Sta- 
tions for Electrochemical and Electrother- 
mal Processes During Periods of Low 
Load,” by E. A. Sperry of Cleveland. 
Mr. Graves, of the Brooklyn Edison Com- 
pany, then read the paper on “Electro- 
chemical Loads and the Central Station,” 
written by John Meyer of Philadelphia. 

The discussion on these topics was 
opened by President Acheson, who, speak- 
ing of the carborundum furnace, said the 
duration of its run js thirty-six hours, so 
that it would overlap all the high points 
and valleys, and it is not, therefore, avail- 
able for central-station work, but there 
should be many industries that could be 
fitted in. Probably not so largely in the 
case of the electric furnace, because after 
the furnace is once fairly heated up it is 


not well to let it go out because the initial 
heat in warming up the work represents 
a large amount of energy. 

Edward R. Taylor said that there are 
many electric furnaces capable of inter- 
mittent work in that respect, but of course 
not to as good advantage as though run- 
ning continuously for twenty-four -hours. 
It would not be advisable to shut the cur- 
rent entirely off during the peak load. 
For example, if the furnace were run 
twelve hours and then stopped twelve 
hours, it would barely get started again. 
On the other hand, on the peak load the 
furnace could be kept hot, and just be- 
low the point of production, and then 
when the valley load came an increase of 
power could be put on, and the production 
proceed for twelve hours. The current 
could probably be cut off best for the two 
or three hours of the peak load. 

Dr. Carl Hering declared that the en- 
ergy required for heating up a furnace is 
generally so great that it is doubtful 
whether it would pay to use furnace proc- 
esses intermittentlv, unless the loss during 
the non-working period can be made very 
small. He thought, therefore, that the 
more probable field of usefulness for spare 
current would be for electrolytic proc- 
esses, which can be more readily stopped. 

W. E. Wells thought that if the elec- 
trochemical interests could get together 
with the central-station men, arrange- 
ments might be made whereby during the 
greater portion of the year current could 
be furnished continuously; during an- 
other portion of the year current could be 
furnished continuously except on Saturday 
nights, and during another and very short 
portion of the year, amounting to not 
more than forty-five days, current could 
he furnished continuously, excepting a 
one-hour peak, or a peak ranging from 
cne and a half minutes to five minutes. 
Tt may not be generally known, but the 
Jast twenty-five per cent of the capacity 
of a large number of electric-light sta- 
tions is used only one hundred hours per 
vear. That twenty-five per cent of capac- 
itv could be used the other 8,000-odd 
hours to a very good advantage. 

Lawrence Addicks said that for copper 
refining plants the price of current would 
have to be very low to be attractive, as 
the process is very sensitive to changes in 
conditions, an alteration of even ten per 
cent in current density at different times 
of the day disturbing seriously the silver 
and gold alloys. 

"C. F. Carrier, Jr., believed there is one 
factor that is apt to be overlooked in this 
question. He had found as the result of 
a complete calculation of a plant for 
making metallic sodium that was to be 
located near a central power station that, 
if the central power station made any 
money, he could not make any money, and, 
if he made any money, the central power 
station could not make any money. 

G. M. Kibbe argued that while water- 
power is cheaper in most instances than 
power from any other prime mover, a 
location at a remote waterpower may still 
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make the production costs higher than a 
location near a central station at tide- 
water, for instance. Tidewater shipping 
facilities, cheap labor and a nearer mar- 
ket for finished products may more than 
offset the economy of waterpower. 

Prof. J. W. Richards referred to an 
electric-furnace plant in Switzerland 
which runs one heat in the morning and 
cne in the afternoon, and is then shut 
down for the rest of the day. Such 
plants could arrange to make another 
heat, so as to fit in with hours that would 
be satisfactory to the central-station man- 
agers. There are also some electrolytic 
processes which can be absolutely stopped 
for a certain number of hours, not run 
on light load, but more easily stopped en- 
tirely for four or five hours, and then 
started up again without practically any 
hindrance at all. It would be well for 
electrochemists, in considering different 
kinds of processes, to consider whether 
the process cannot be modified, or prac- 
tically stopped, to fit in with the number 
of hours when current can be got at the 
cheap rate. | 

P. M. N. Bennie said the large gen- 
erating companies at Niagara Falls are 
also acquainted with the load-factor 
problem, and they have been looking for 
the same ‘solution right among these 
works, and they have not found it. He 
thought perhaps there has been a good 
deal of dreaming on this idea of getting 
an intermittent load and making it a 
success. There has been a great deal of 
work done on it, but there has not been 
any solution of it. 

Lawrence Addicks believed that the rel- 
ative importance of the power cost in the 
electrochemical industry to the total cost 
is not fully understood. ‘There is an im- 
pression that it is a much larger item. 
From his experience in the copper-refining 
business the power runs at about twenty- 
five per cent of the cost, so that a saving 
in power may easily be outbalanced by 
other factors.. 

Others discussing the subject were 
Messrs. FitzGerald, Hibbard, Graves. 
Kohn, Wells, Breed, Sadtler and Sperry. 

Edward R. Taylor was then called on 

to outline the objects of the appointment 
and the work of the national conservation 
committee. 
On motion of Dr. Hering a vote of 
thanks was tendered to those who had par- 
ticipated in making the arrangements and 
promoting the success of the convention. 
The meeting then adjourned. 

Among the entertainment features pro- 
vided were a luncheon and organ recital 
on Friday noon at the College of the City 
of New York, a dinner at Reisenweber’s 
on Friday evening and a smoker at the 
Chemists’ Club on Saturday evening. On 
Saturday afternoon a visit was made to 
the Balbach Smelting and Refining 
Works at Newark, N. J., where the proc- 


‘ess of smelting and refining of lead, cop- 


per, silver and gold were inspected with 
much interest. 
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Electrical Ordinance for Atlanta, Ga. 


What fire underwriters and electrical 
men in general regard as a model elec- 
trical ordinance, has just been adopted by 
the city council of Atlanta, Ga. The 
ordinance provides for a board of electri- 
cal control and regulates the construction 
and installation of electrical work and 
equipment. It goes further than almost 
any set of regulations previously framed 
anywhere for this purpose, and if prop- 
erly observed should reduce to a minimum 
the hazard from improper wiring. A di- 
gest of the text of the ordinance is given 
here. The ordinance was framed by A. 
M. Schoen, chief engineer of the South- 
eastern Underwriters Association, at the 
request of the city authorities. 

The ordinance creates a board of elec- 
trical control, to consist of the chairman 
of the committee on electrice lights, tele- 
graph and telephones, the city engineer, 
the chief of the fire department and the 
chairman of the committee on electric and 
other railroads, the first named official to 
be the chairman of the board. It is the 
duty of the board of electrical control to 
have inspected all electrical construction, 
installations and equipments of any kind 
which it has the power to order removed, 
repaired or rebuilt, when, in the board’s 
judgment, life or property will be better 
protected thereby. The board is charged 
with the duty of enforcing all laws re- 
lating to electrical energy and construc- 
tion, and is empowered to pass upon the 
ability and responsibility of applicants to 


‘do electrical contracting in the city of 


Atlanta. 

In January of each year the city coun- 
cil is to elect a competent man for the 
position of superintendent of electrical 
affairs, who is to receive a salary of $1,800 
per annum and be subject to the orders 
of the board of electrical control. The 
superintendent of electrical affairs regu- 
lates and determines the placing of wires 
or other appliances for electric light, heat 
or power. In the discharge of his duties 
the superintendent is privileged to enter 
any building, manhole or subway, or to 
climb any pole, for the purpose of exam- 
ining and testing electrical appliances. He 
has also authority to compel the removal 
of superfluous poles which may impede 
travel. The superintendent of electrical 
affairs inspects, approves and issues certifi- 
cates of satisfactory inspection of all wir- 
ing. With the aid of the officers of the 
police department who report the opera- 
tion of lights in the district, he has gen- 


eral supervision of city lights, requiring 
all concerns furnishing lights to the city 
to comply with the terms of their contract. 

All electrical construction, material and 
appliances must conform to such special 
rules as may be adopted by the board of 
electrical control, and to the rules and re- 
quirements of the National Board of Fire 
Underwriters. No wiring or alteration 
in wiring for light, heat or power, or in- 
crease in the load carried is to be made 
without a written permit from the pupe 
intendent of electrical affairs. 

The superintendent has authority to cut 
off the current in case of failure to comply 
with the ordinances. The use of metal 
conduits only is permitted for wiring 
buildings within the fire limits. 

Failure to comply with the ordinances 
or an order or request made by the elec- 
trical superintendent by the authority of 
these ordinances is punishable by a fine of 
not less than $25 nor more than $100 
for each offense, or thirty days’ imprison- 
ment. Before engaging in electrical con- 
struction it is first necessary to obtain a 
license, the fee for which is $25, although 
an establishment employing a man of elec- 
trical knowledge and experience may have 
the employe take the examination and be 
granted a license to do electrical work 
only in the establishment or building in 
which he is employed, upon payment of a 
fce of $5. Any person, firm or corporation 
found doing electrical work in the city of 
Atlanta without a license is subject to a 
fine of $100 or imprisonment for thirty 
days, or both. Licenses are for one year 
only and are not transferable. 
edge 
Brooklyn Modern Science Club. 


The Modern Science Club, 125 South 
Elliott Place, Brooklyn, N. Y., under 
whose auspices illustrated lectures on civil, 
electrical, hydraulic, mechanical and ma- 
rine engineering subjects are held, an- 
nounces the following forthcoming num- 
bers on its fall programme: 

November 10—L. J. Wing, of L. J. 
Wing Manufacturing Company, “Practical 
Results in Forced Draft Installation.” 

November 17—William T. Donnelly, 
M. E., “Transportation by Water.” 

November 24—C. J. Simeon, of the 
Avery Scale Company, “Automatic Scales 
in Modern Industries.” With particular 
reference to the weighing and handling of 
coal. 

Saturdav, November 28, will be the date 
of a special lecture and general discus- 


sion upon the subject of “Patent Office 
Experiences.” 
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Use of Electric Power for Safety in 
Mines. 

The United States Geological Survey 
has issued a report on the prevention of 
mine explosions, submitted by three for- 
eign experts, Victor Watteyne, inspector- 
general of mines, Belgium; Carl Meissner, 
councilor for mines, Germany, and Ar- 
thur Desborough, his majesty’s a 
of explosives, England. . 

Among the recommendations of the re- 
port are these on the use of electricity: 

“Electricity in mining operations offers 
so many advantages and has been so gen- 
erally adopted that no reasonable objection 
can be made to its use under proper re- 
strictions. The electrical equipment, how- 
ever, should be installed, maintained and 
operated with great care, and so sáfe- 
guarded as to minimize danger from fire 
or shock. The fact that the effectiveness 
of some insulating materials is soon de- 
stroyed in most mines should not be lost 
sight of. 

“We recommend the following precau- 
tions: For distribution underground the 
voltage should not exceed 650 direct cur- 
rent or 500 alternating current, these volt- 
ages being intended for transmission to 
machinery operating at 500 volts direct 
current and 440 volts alternating current, 
respectively. Even lower voltages are 
preferable. The trolley wires should be 
installed in such manner as to render 
shocks least likely—that is, placed either 
high enough to be beyond easy reach or at 
one side of the track and properly pro- 
tected. 

“Where current at a potential of more 
than 650 volts is employed for transmis- 
sion underground, it should be transmitted 
by means of a completely insulated cable; 
and where a lead or armored covering is 
used, such covering should be grounded. 

“In all mines having electric installa- 
tion special precautions should be taken 
against the setting on fire of coal or tim- 
ber. Inclosed fuses or cut-outs are recom- 
mended, and each branch heading should 
be so arranged that the current may be 
cut off when necessary. 

“No live electric wire should be per- 
mitted in that part of any mine in which 
gas is found to the amount of two per 
cent. i 

“In all mines producing gas in danger- 
ous quantities, as indicated by a safety 
lamp which will detect two per cent of 
gas, the working places should be exam-. 
ined for gas by a qualified man using such 
a lamp immediately before any electric 
machine is taken or operated there.” 
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During the last few years the South 
Wales district has been the most fruitful 
one in the United Kingdom for the elec- 
tric mining engineer, for in it quite a 
number of important installations have 
been put down for some of the principal 
colliery owners. It is reasonable to ex- 
pect that the next few years will be even 
more satisfactory in this respect, both in 


NOS. 8 AND 9 PITS, TYLORS- 
TOWN. 


the matter of new plants and in the ex- 
tension of those already down. Two 
things of interest as leading to this an- 
ticipation are matters of general com- 


ment just now. One is the almost certain | 


extension of electrical application in 
mines now: that the demands for heavy 
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BY A. H. BRIDGE. 


proposed, but at present deferred, legis- 
lation for a miners’ eight-hour day. 

It will be remembered that it was in 
the South Wales district that a large 
power company carried on extensive oper- 
ations supplying large power users from 
several generating stations, but came to 
such a disastrous experience, ending in 
financial breakdown, loss to a number of 


DALE. 


firms in British electrical engineering in- 
dustry, disfavor for electrical mvestments 
—indeed it was one of ‘the severe blows 
that our electrical industry sustained a few 
years ago and has not recovered from yet. 
The company came to such a pass that the 
customers who were colliery and works 
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output of coal which have been a remark- 
able feature of the last year or so, have 
lessened somewhat, giving a favorable op- 
portunity for bringing the equipments of 
the mines up to date. The other is the 
greater application of electricity that is 
expected to follow as one result of the 


owners dependent upon it for the supply 
of energy necessary for preventing an 
interruption of their industrial operations, 
had to step in and take the helm. The 
company, as has been recorded in these 
pages, has since passed through various 
other stages in which several smaller sub- 
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ELECTRIC POWER IN THE COLLIERIES OF SOUTH WALES 


sidiary companies have been formed to 
operate certain of the stations and sup- 
ply energy in their neighborhood. Before 
the crash came, however, the company did 
excellent educational work among many 
of the mines, and there was promise of a 
most satisfactory ‘development straight- 
away. Whether the course’ of colliery 
electrification in South Walés'was greatly 
ia i + 
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POWER STATION. 


interfered with by reason of the Power 
Company’s tribulations is one of those 
matters upon which a pretty safe guess 
might be made. However, things are now 
undoubtedly going ahead well, and noth- 
ing appears likely to stay the progress 
that has well begun. Three interesting 
undertakings, eaeh of which -has had its 
own electric generating station put down, 
may be mentioned in this article, namely : 
(1) The Aberdare collieries of the Powell- 
Duffryn Company; (2) the Cambrian col- 
lieries, in Clydach Vale; (3) the Fern- 
dale collieries—the most recently com- 
pleted system of the three. Ea 


THE ABERDARE COLLIERIES. “* 


The equipment of the Aberdare collier- 
ies was put down to the designs of Charles 
P. Sparks, who acted as consulting engi- 
neer. He was responsible for the rear- 
rangement of the electrical system under 
which a number of the pits had worked 
for several years, and for a great exten- 
sion scheme. The Aberdare collieries, 
which are about twenty miles northwest 
of Cardiff, raise about half the annual 
output of the Powell-Duffryn Company, 
which was, a year or two ago, close upon 
three million tons. Six out of the nine 
pits were worked by isolated direct-cur- 
rent plants (200 and 400 volts), but these 
small plants gave way in the development 
scheme to one large power station for 
serving the entire pits in the valley, 3,000- 
volt, fifty-cycle, three-phase current be- 
ing generated, and overhead transmission 
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lines being employed. When this new 
power station commenced operations some 
three years ago 4,600 horsepower of mo- 
tors were at work out of a total of 6,000 
horsepower. The power-station plant com- 
prised a number of 2,000 and 1,000 kilo- 
volt-ampere, three-phase alternators, sup- 
plied by the Electrical Company, Limited 
(A. E. G.), each driven by Yates & Thom 
horizontal cross-compound, jet condensing 
type steam engines, which were served 
from Babcock & Wilcox water-tube boil- 
ers. A very detailed account of the plant, 
transmission lines, sub-stations, and the 
various operations performed in the mines 
was given by Mr. Sparks in a paper that 
he read before the Institution of Elec- 
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trical Engineers in London., A number 
of main and tail haulage machines driven 
by 150-horsepower, 3,000-volt, 290 revo- 
lutions per minute, variable-speed motors ; 
fans driven by 180-horsepower motors of 
the same speed and pressure ; screens rope- 
driven from sixty-horsepower, 3,000-volt, 
enclosed motors (485 revolutions per min- 
ute) ; an aerial ropeway driven by fifteen- 
horsepower motor; three-throw ram- 
pumps; winding machine with 100-horse- 
power motor (depth of pit ninety yards), 
giving an output of seventy tons of coal 
per hour, also a winder in a staple pit, 
driven by an eighty-horsepower motor— 


SS 


these are some of the representative exam- 
ples. 


THE CAMBRIAN COLLIERIES. 


The Cambrian collieries, which are in 
Clydach Vale, produce in three pits about 
1,000,000 tons per annum. Steam work- 
ing gave way to electrical operation for 
working haulages, pumps, coal-cutting 
machines, the supply being first obtained 
from the Power company to which refer- 
ence is made above. C. P. Sparks, who 
was the consulting engineer in this case, 
also persuaded the authorities to put down 
their own power plant. This consists 


of three 1,000-kilovolt-ampere Siemens, 
three-phase, rotating field type alterna- 
tors, generating a 2,200-volt, twenty-five- 
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evele current. These alternators are 
driven by Belliss steam engines, and the 
speed of the sets is 250 revolutions per 
minute. The boilers are thirty feet by 
nine feet, Lancashire type, with Sugden 
superheaters. A small steam-driven set 
and two seventy-kilowatt motor-generators 
supply direct current for auxiliary pur- 
poses. Step-down transformers (2,200 to 
400 volts) are fitted at one end of the 
switchboard for giving the supply to the 
surface and auxiliary motors. Some 
twenty-one induction motors aggregating 
1,890 horsepower and ranging from 220 
horsepower to three horsepower serve for 
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the principal operations. The greater part 
of the supply is taken into the mine at 
from 2,000 to 2,200 volts and is received 
by the motors at that pressure. 


THE FERNDALE COLLIERIES. 


By the courtesy of W. H. Patchell we 
are enabled to give in fuller detail the 
particulars and illustrations of the last 
completed of the three undertakings 
named, i. e., the Ferndale collieries instal- 
lation, for which he was consulting engi- 
neer. Here again a special power station 
has been put down. This is situated at 
Tylorstown, and the building is con- 
structed on a steel frame which sustains 
the whole weight of the roof and upper 
floors, the brickwork serving merely to 
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clothe the skeleton. The reason why this 
type of building was adopted was the ever 
present possibility of subsidence at the 
surface of a colliery. The north end of 
the station is temporary, so as to admit of 
future extensions. The building is served 
by a twenty-five-ton overhead traveling 
crane having a sixty-seven-foot span. 
Four water-tube boilers of the Stirling 
three-drum type are installed, each having 
6,209 square feet of heating surface. Each 
boiler is provided with two underfeed me- 
chanical stokers and a superheater of the 
McPhail type with 800 square feet of 
heating surface, and is capable of evapo- 
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rating 30,000 pounds of water per hour 
at a pressure of 180 pounds per square 
inch and imparting a superheat of 150 
degrees Fahrenheit. 

The stokers are worked by a system of 
forced draught, which is supplied by two 
Musgrave fans, each being belt-driven 
from a motor. 

The boilers are arranged in two bat- 
teries, each battery being connected by 
a breeched piece to a steel chimney seven 
feet in diameter and seventy-five feet high. 

The coal used is run into Messrs. D. 
Davis & Sons’ private siding from the 
Taff Vale Railway, where the wagons are 
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tilted by hydraulic rams which are worked 
from the boiler feed pumps. The coal 
having been tilted into a hopper, it is 
then carried by a motor-driven inclined 
band conveyor into and along the boiler 
room, where by means of a throw-off car- 
riage the coal is discharged into the bunk- 
ers above the boilers, which have a ca- 
pacity of 150 tons, and is carried by 
chutes at the bottom of the bunkers to 
the stoker hoppers. The conveyor carries 


twenty tons of coal per hour and runs al- 
most noiselessly, 


ELECTRICAL REVIEW AND WESTERN ELECTRICIAN 


The ash from the stokers is removed by 
opening a sluice valve under the boilers, 
when the ash falls into narrow-gauge 
trucks in the boiler-room basement. 

The water supply is pumped from 
Messrs. Davis’s No. 8 pit, close by, and is 
stored in a large cast-iron tank outside 
the building. There is also storage in a 
large tank 100 feet long under the boilers. 

The feed pumps, of which there are 
three, are of Messrs. Clarke, Chapman’s 
make, tandem-compound, each capable of 
delivering 5,000 gallons of water per hour 
against the boiler pressure. 

The exhaust steam from the pumps is 


taken to a Cochrane open-type cxhaust 
steam heater, where it heats the feed water 
on the suction side of the pumps. 

For use in emergency there is provided 
a Worthington tank pump, which draws 
from the river in the unlikely event of 
water from the mine failing. 

The three main steam engines are of 
the cross-compound type made by Messrs. 
Sulzer Brothers, each capable of giving 
2,500 horsepower at normal load. The 
dimensions of the cylinders are, high- 
pressure, thirty-three and one-half inches ; 
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low-pressure, fifty-six inches; the stroke. 
fifty-five inches; speed, ninety-four revo- 
lutions per minute; working pressure, 170 
pounds per square inch, with superheat 
of 150 degrees Fahrenheit at the stop 
valve. Each engine is supplied with two 
jet condensers and feed-water heaters. The 
injection water is taken from cooling 
tower concrete tanks through a main four 
feet in diameter buried in the engine base- 
ment floor, and after passing through the 
condensers is collected in a wrought-iron 
hot-well main. The circulating water is 
lifted to the cooling towers by centrifu- 
gal pumps connected to the hot-well. 
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There are three natural draught wrought- 
iron cooling towers thirty-three feet in 
diameter and eighty-three feet high. The 
circulating water enters about thirty feet 
from base and is discharged into wooden 
troughs, which equally divide the water 
on cross timbers beneath, and so break 
it up into a fine rain; after cooling the 
water is collected in the concrete tanks 
under the towers. 

The three-phase generators, coupled di- 
rect to Sulzer engines, are of the revolv- 
ing-field, flywheel type, each having a nor- 
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mal continuous output of 1,600 kilowatts 
at a power factor of 0.85 and a potential 
of 2,200 volts, and having an overload 
capacity of twenty per cent for two hours, 
or thirty per cent for half an hour. The 
guaranteed temperature rise ìs not to ex- 
ceed forty-five degrees centigrade after ten 


hours’ full load run as measured by ther- 


mometer. These generators are of the 
Lahmeyer Electrical Company’s make. 
The total weight of each generator is 
107 tons; of the revolving field, approxi- 
mately seventy-five tons. The generators 
are separately excited at 200 volts from a 
seventy-five kilowatt Bellis-Lahmeyer ex- 


citer running at a speed of 525 revolu- 


_ tions per minute. 


As a spare to the Bellis exciter there «is 
& 100-120-kilowatt motor-generator booster 
set, consisting of a 180-horsepower, 2,200- 
volt, three-phase motor, coupled to a shunt- 
wound, 120-kilowatt generator. The 
booster is mounted at the end of the shaft 
and is capable of raising the voltage from 
200 to 290 volts to charge the Tudor bat- 
tery; the latter has a capacity of 380 am- 
pere-hours when discharging at a thirty- 
eight-ampere rate and consists of 115 
cells. The regulation is done by hand by 
a twenty-one-contact regulating switch. 
The battery can also be charged by the 
Bellis set, the generator of which is ar- 
ranged so that its voltage can be increased 
to 290 volts in order to allow of its acting 
as a spare in case of a breakdown in the 
motor-generator set. 

The electric current is taken from the 
generators to the main switchboard, which 
is situated at the south end of the build- 
ing and is of the most modern type. The 
operating platform is occupied by a series 
of desks from which the main generators 
are controlled and switch pillars control- 
ling the feeders. These desks and pillars 
merely carry switch-handles and low-ten- 
sion instruments. The actual switches 
themselves are enclosed in a lower story. 
This has the advantage of giving ample 
room for the disposition of the high-ten- 


gion gear in a chamber which need only 
be visited for the purposes of inspection 


and leaves the switchboard operators free 
to attend to their duties on the platform, 


_ which is claimed to be even safer than a 


switchboard of an ordinary low-tension 
station. ‘These switches have been pro- 
vided with Ferranti time-limit relays. 
The current is taken from the power 
station by main feeders to distributing 
centers at the various pits. The motors 
are generally worked at 2,200 volts, but in 


certain places, in accordance with the 


Home Office rules, the current has to be 


stepped down by transformers to 400 volts. 
Nos. 6 and 7 pits are only about 900 
yards from the power station ; the current, 
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again reduced to 2,200 volts, or 440 volts, 
as required. 

Some twenty-two haulages are being in. 
stalled, varying in size from 200 horse- 
power to fifty horsepower. The gears were 
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therefore, is taken direct to them at 2,200 
volts. In the case of Nos. 1 and 5 pits, at 
Ferndale, which are 2,500 yards away, 
and Nos. 2 and 4 pits, which are some 
2,000 yards further up the valley, the 


BOILER HOUSE IN POWER STATION OF 
FERNDALE COLLIERIES 


current is stepped up to 6,600 volts and 
transmitted by bare overhead wires which 
are run on duplicate poles. Step-down 
transformers are fixed at sub-stations con- 
venient to the pits, where the pressure is 


made specially heavy, to Mr. Patchell’s 
specification, by the Uskside Engineering 
Company. Slow-speed motors have gener- 
ally been adopted and the electrical equip- 
ment is of massive construction supplied 
by the Lahmeyer Company. The con- 
trollers are of a new design arranged by 


the consulting engineer. 


The haulages are generally of main 
and tail type and work at a speed of six 
miles an hour. They are principally of 
single reduction, but in some cases to suit 
the exigencies of the positions in which 
they had to be installed, double reduction 
type has been chosen. In all cases there 
is a flexible coupling between the motor 
and the gearing which to a very large 
extent takes the jar of the gear off the 
motor. These electrically driven gears are 
very popular with the drivers; and, owing 
to their reliability and ease of working, 
not only have great economies been ef- 
fected over the old steam-driven haulage 
gears, but it has also been possible to ob- 
tain a greatly increased output, as there 
are no delays in starting up, the haulage 
gear commencing work immediately the 
driver manipulates the lever. 

The underground pumping is now be- 
ing handled electrically; in some cases 
by three-throw pumps made by the Usk- 
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side Company, and in other vases by high- 
lift Sulzer centrifugal pumps. 
VENTILATION. 

Ventilation is a most important part of 
- the work, not only from the colliery man- 
ager’s point of view, but also inasmuch as 
the continuous user makes it a most desir- 
able load for the power station. At the 
new pit a “Sirocco” fan has been put down 
to handle 300,000 cubic feet of air per 
minute at a four-inch water gauge. This 
fan is driven electrically from either end 
of its shaft by two Lahmeyer motors work- 
ing at 2,200 volts. One of the “Schiele” 
fans, which has been driven for several 
years by a steam engine and supplying 
300,000 cubic feet of air per minute at 
3.5-Inch water gauge, has lately been con- 
verted to an electrical drive. Two other 
“Sirocco” fans are at present being in- 
stalled. 

The new pit is being entirely equipped 
with electrical machinery, including a 
winder, which is being manufactured by 
the Lahmeyer Electrical Company. It 
will work on what is known as the “Ilg- 
ner” system and is constructed to raise 
1,800 tons of coal a day. 

The consulting engineer, W. H. Patch- 


ell, of Caxton House, Westminster, haa... 


for many years been largely identified 
with the introduction of electricity for 
mines and was the electrical member of 
the Home Office Departmental Commit- 
tee of Great Britain for the drafting of 
suitable rules for the use of electricity in 
mines. He has collaborated throughout 
with David Hannah, manager to the Fern- 
dale collieries, 

We understand that what is claimed to 
be the first large electric winding engine 
erected in the United Kingdom has just 
been put down at the Maritime pit of the 
Great Western Colliery, Pontypridd. In 


this case G. J. Hooghwinkel is consulting 
engineer. 


eso 
Telephone Company Demands Portion 
of Telegraph Tolls. 


The Cumberland Telephone Company 
has made a demand on the Western 
Union and Postal Telegraph companies, 
at New Orleans, for fifteen per cent of 
the tolls of messages which they transmit 
over the telephone instead of by mes- 
senger. The telegraph companies assert 
their right to use the telephones for any 
legitimate purpose, and refuse to pay the 
commission demanded, which makes it 
likely that they will order their instru- 
ments removed, for this was done under 
similar conditions in Chattanooga. 
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FINANCIAL REPORTS OF ELEC- 
TRICAL COMPANIES. 


MONTGOMERY LIGHT AND POWER. 
The Montgomery (Ala.) Light and 
Power Company’s report for the year 
ended June 30, 1908, is as follows: Gross, 
$320,375; expenses, $151,508; net, $168,- 


867; interest, $103,194; surplus, $65,673 ; 


reconstruction reserve, $12,000; net prof- 
its, $53,673; equal to 2.6 per cent earned 
on the $2,000,000 capital stock. The net 
profits for the preceding year were $48,- 
983. 


PORTO RICO RAILWAYS. 


The report of the Porto Rico Railways 
Company for the month of September 
and nine months ended September 30 
shows as follows: September gross, $34,- 
082; expenses, $19,649; September net, 
$14,433; nine months’ gross, $277,233; 
expenses, $159,278; nine months’ net, 
$117,955, as compared. with $107,142 for 
the preceding year, an increase of $10,813. 


TWIN CITY RAPID TRANSIT. 

The report of the Twin City Rapid 
Transit Company for the month of Sep- 
tember and nine months ended September 
30 is as follows: September gross, $583,- 
876; expenses, $276,588; September net, 
$307,288; charges, taxes and preferred 
dividends, $138,667; September surplus, 
$168,621; nine months’ gross, $4,765,801 ; 
expenses, $2,372,024; nine months’ net, 
$2,393,776; charges, taxes and preferred 
dividends, $1,145,122; nine months’ sur- 


plus, $1,248,654, as compared with $1,323,- 


094 for the same period of 1907. 


DETROIT UNITED EARNINGS. 


The report of the Detroit United Rail- 
way Company for the month of September 
and nine months ended September 30 
shows as follows: September gross, $668,- 
489; expenses and taxes, $423,136; net, 
$245,353 ; other income, $5,028; total in- 
come, $250,381; charges, $135,049; sur- 
plus, $115,332, comparing with $114,- 
478 for September, 1907. January 1 to 
September 30: Gross, $5,324,855; ex- 
penses and taxes, $3,395,252 ; net, $1,929,- 
603; other income, $45,055; total income, 
$1,974,658; charges, $1,218,860; surplus, 
$755,798, comparing with $888,241 for 
the corresponding period of last year. 


LITTLE ROCK RAILWAY AND ELECTRIC. 

Little Rock Railway and Electric’s earn- 
ings for September and nine months ended 
September 30 are as follows: September 
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gross, $54,655; expenses and taxes, $27,- 
340; September net, $27,315 ; charges and 
sinking fund, $10,605; balance, $16,710; 
other deductions, $3,000; September sur- 
plus, $13,710, comparing with $21,592 for 
1907, Nine months’ gross, $495,817; ex- 
penses and taxes, $254,909; nine months’ . 
net, $240,908; charges and sinking fund, .. 
$90,796; balance, $150,112; reserve funds, . 
$27,000; nine months’ surplus, $123,112, . 
which compares with $147,753 for the 
corresponding nine months of 1907. 


TOLEDO RAILWAYS AND LIGHT. 


The report of the Toledo Railways and 
Light Company for the month of Septem- 
ber and nine months ended September 30 
is as follows: Month of September: 
Gross, $222,891; expenses and taxes, 
$111,899; net, $110,992; other income, 
$61; total income, $111,053; charges, 
$71,976; surplus, $39,077. January 1 to 
September 30: Gross, $1,864,822; ex- 
penses and taxes, $1,019,823; net $844,- 
999; other income, $3,072; total income, 
$848,071; charges, $635,743; surplus, 
$212,328. This is a decrease of $7,176 
from the surplus for the corresponding . 
months of the preceding year. 


MEMPHIS STREET RAILWAY. 


Memphis Street Railway’s report for 
September and nine months ended Sep- - 
tember 30 is as follows: September gross, 
$143,044; expenses and taxes, $88,971; 
September net, $54,073; interest charges, 
$35,532; balance, $18,541; reserve fund, 
$2,500; September surplus, $16,041, com- ` 


pared with $20,304 for September, 1907. — 


Nine months’ gross, $1,199,765; expenses 
and taxes, $760,319; nine months’ net, 
$439,446; interest charges, $314,970; bal- 
ance, $124,476; reserve fund, $22,500; 
nine months’ surplus, $101,976, as against 
$136,037 for the preceding year. 


BIRMINGHAM RAILWAY AND LIGHT. 


The Birmingham (Ala.) Railway, Light 
and Power Company’s report for Septem- 
ber and nine months is as follows: Sep- 
tember gross, $177,891; expenses and 
taxes, $122,266; September net, $55,625; 
charges and sinking fund, $43,617; Sep- 
tember surplus, $12,008, as against $29,- 
363 in 1907. Nine months’ gross, $1,586,- 
026; expenses and taxes, $1,037,924; 
nine months’ net, $548,102; charges and 
sinking fund, $394,772; nine months’ sur- 
plus, $153,330, as against $190,013 for the 
corresponding quarters of 1907. 
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TWO-MOTOR-DRIVE WEB PRINTING 
PRESS, MANUAL CONTROL. 


BY S. H. SHARPSTEEN. 


A diversity of opinion exists among 
newspaper people as to which is the better, 
manual or automatic motor control. This 
is due in part to there being no data com- 
piled to which the printer can refer and 
get the information that will enable him 
to review clearly all the questions involved. 

The man in charge of the apparatus 
that drives the presses to print one of the 
large New York city dailies, when asked 
why he did not install automatic or push- 
button control on a web press, recently 
purchased, said, that he had just about 
press capacity sufficient to produce the 
editions in the allotted time, and that he 
was compelled to use apparatus with the 
least complication to permit of casy in- 
spection. 

In another press room of a metropolitan 
daily, where there is a recent installation 
of newspaper weh presses, the electrician 
stated that the coils in the automatic de- 
vices sometimes burned out. On asking 
him what was done if a solenoid coil failed 
while a press was producing, he replied 
that in such an emergency the press was 
shut down until a coil could be taken from 
the control panel of an extra press equip- 
ment. The coil could be changed from 
one panel to another more quickly than 
the plates could be transferred from press 
to press, 

It is now pretty generally understood 
in the newspaper world that where auto- 
matic or push-button control is used in 
the press room of a large daily, an extra 
press and electrical equipment is necessary 
to allow repairs when the control of an 
equipment goes out of commission. As 
a precaution an extra press would prob- 
ably be installed regardless of the control 
in a new, large newspaper plant. 

The business manager of a New York 
daily investigated web-press drive and con- 
trol during eighteen months or more. 
Newspapers throughout the United States 
that were using electrical drive and con- 
trol were consulted and the data thus re- 
ceived were carefully arranged by an elec- 
trical engineer. Manual control was 
chosen and installed: one man at the con- 
troller is responsible for the movement 
of the press. The only remote control 
used in this installation is the emergency 
stop, push-buttens being placed in posi- 
tions of easy access about the press, to be 
used in case it is desired to stop the press 
quickly. 
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The men in a press room are often 
placed under a mental strain that tends to 
cause them to do foolish things. As an 
example: After the stock exchange closes 
there is a rush from the time the last 
news comes into the office of an evening 
publication, until the papers are being de- 
livered. The newsboys are anxious to be 
first on the street with the Wall Street 
editions, and the delivery men have trains 
that should be met. As the last plates are 
securely fastened and the familiar roar of 
the presses goes out, there is a general stir 
among the people who take the papers. 
The business manager, possibly in a dis- 
tant office, has been anxiously looking at 
the indicators, and as the presses are go- 
ing on time he settles back in his chair 
with a contented expression on his face. 
Now let something happen in the press 
room that cuts short the product about 
the time the papers commence to pass out, 
and excitement seizes every man about the 
place. A short holdup is not important, 
but long delays at such time are serious, 
and each pressman is usually very eager to 
hurry things all he can to get the press 
running. With control stations located 
about the press room and possibly on a 
floor below, men will sometimes push the 
wrong button or one man pushes a button 
causing the press to do one thing, and 
another man at some other station pushes 
a button to perform a different movement, 
and serious trouble may follow. Much 
time and money have been spent to make 
automatic control devices interlocking to 
prevent trouble of this kind, but it seems 
impossible. With automatic control the 
service switch, through which current 
passes for all the devices‘of an equipment, 
is located, as a rule, on the controller 
panel in some remote place near a wall to 
which the panel can be fastened, and 
which also makes a fireproof back for the 
resistances. If the complicated devices 
for quick shutdown operated by a small 
switch or push-button and many feet of 
small wire gets out of working condition 
and some trouble with the press requires 
a quick stop, the pressman must hunt, 
possibly, on a long row of panel boards 
among many switches, for the one that 
will cut the equipment in distress from the 
line. If the motor did not respond to the 
emergency button, the slowdown and stop 
button would bring the equipment to rest, 
but might be too slow to save serious 
trouble. A second or duplicate quick- 
stop device could be installed to make an 
emergency stop more sure. In some cases 
a dynamic brake is used on large press 
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cquipments, in connection with an emer- 
gency stop, and these should be tried 
every day, while the press is out of use, to 
see if they are in good working condition. 
When a large web press is running at a | 
high speed and is stopped quickly by the 
use of a dynamic brake there is excessive 
strain on press and motor, in many cases 
pitting the commutator; hence, the tests 
are seldom made, and defects not properly 
looked after. 

There is another side of this question. 
The home of a newspaper is of interest 
to the masses who read the paper. An 
imposing building, properly equipped in- 
side, is important; a number of modern 
presses controlled as if by magic is no 
small factor in swaying the mind of the 
public. 

Important dailies that have automatic 
control keep a good electrician constantly 
in attendance, especially when the presses 
are running. This is a reflection on the 
electrical industry. The proper electrical 
apparatus, when well installed, to drive a 
web printing press, should not demand as 
much attention to keep it going as a train 
of cars in the subway. The idea of hav- 
ing an electrician constantly on duty when 
a web press or presses are running is as 
unnecessary as it would be to have a high- 
priced electrician on every subway train. 
When running pastes are made on the 
floor below the press room and presses, it 
is convenient to have a press-control sta- 
tion near the paper supports, to enable 
on employe that is looking at tne paste 
as it 1s made, to operate the press in a 
proper manner. In many cases the man- 
ual control could be located to allow the 
cperator to sce, through a hole in the floor, 
the pasting being done. A few signal 
lamps, a speaking tube, or a similar de- 
vice, could be used. i 

The diagram herewith illustrates a sim- 
ple form of two-motor drive and manual 
dial-type controller, F B being two car- 
tridge fuses, one in each side of the cir- 
cuit. If the ordinarv bare fuses are used 
they should be enclosed in a fireproof box. 

A web-press equipment should contain 
a substantial double-pole knife switch pro- 
vided with a make-and-break device that 
will prevent arcing at the blades and jaws, 
especially if it opens and closes the field 
or fields of the motor or motors. The 
service switch SS ought not to be left to 
a contractor to buy in the market what 
is called standard goods. It should be ə 
first-class article of a type that has proven 
by long and hard usage that it will stand 
printing-press work without requiring 
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special attention. In many cases a switch 
of a certain amperage has been specified, 
the contractor selecting, from a catalogue, 
the cheapest one of the required capacity, 
that the fire underwriters will pass. With 
an ordinary stationary motor that is 
stopped and started but twice each day 
this switch might answer, but in web- 
press work, with manual control the switch 
is opened and closed many times each day, 
and constant use causes the pressman to 
handle it roughly. This switch ought to 
be placed on a substantial support near 
the controller, to enable the pressman op- 
erating the press to open it quickly in case 
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a rush a pressman might unintentionally 
do the same, causing a short-circuit, burn- 
ing his arm or hand, and damaging a 
switch jaw or blade, making a delay in 
getting off an edition. These switches are 
sometimes placed in a small fireproof box 
and provided with lock and key to pre- 
vent the circuit being closed by some care- 
less person when the pressmen are away. 

When a web press is to be driven by 
an electric motor, if the current is to be 
taken from a large generator or from 
street service, it is well to understand that 
large quantities of electricity are ready to 
rush in and cause the motor to develop 
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of trouble that puts out of commission 
the other press-stopping devices, and since 
both polarities of the circuit come close 
together at the jaws and blades of the 
switch, it should be located between two 
slate or marble pieces to prevent wrenches 
or other tools being carelessly put across 
it, causing a bad burn. It is a familiar 
sight to see a careless employe use the 
hand that contains a wrench or oil can to 
open a switch on a printing press. In 


double its normal power or torque, or 
make a bad flash and burn if the insula- 
tion fails. It takes time for a fuse to 
blow, and since electricity is so quick, and 
there is such a large quantity to come, the 
sure way to protect a motor installation 
is by installing a double-pole circuit- 
breaker at C B, made by a responsible 
company, the breaker having a good rec- 
ord. In the press room of one of the 
Baltimore dailies a press, equipped with 
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motor drive, while standing still, the con- 
troller at the off position, was wrecked 


by the insulation breaking down between 


the frame of the motor and one of the 
series coils, allowing an excessive current 
to pass through the series winding and 
the armature with small or no resistance 
in circuit. 

A good breaker, properly set, should 
have prevented the inrush of energy that 
stripped the press gears and put the equip- 
ment out of commission until new parts 
could be expressed from the press makers. 

Consider that A 1 is the armature, F 1 
and F 2 the field magnets of the main 
driving motor, A 2 the armature, and F 3 
and F 4 the field magnets of the auxiliary 
motor for slow speeds. 

When ready to move the press ahead, 
close the service switch S S on the line 
end the small switch S in the jaw J 2, and 
move the arm H slowly to the right. 
When brushes C 1 and C 2 touch on dials 
D 1 and D 2 the field magnets of both 
motors will be excited. The field circuit 
of the main motor connects with one side 
of the line L 2 at O 1 and is made up of 
field magnets F 2 and F 1, wire W 1, con- 
troller dial D 1, controller brush C 1 and 
wire W 2, which connects with the other 
side of the line L 1 at O 3. The field cir- 
cuit of the small motor takes a similar 
course, but uses dial D 2 and controller 
brush C 2. Next, the small motor arma- 
ture circuit closes in the controller as C 4 
touches point 1 on dial D4. Later, C6 
touches D 7, exciting contactor K 2, mak- 
ing the final close at R 2 in the armature 
circuit of the small motor, when it should 
turn slowly. The small armature circuit 
leaves line L2 at O02, and is formed of 
brush B 3, armature A 2, brush B 4, wire 
W 3, magnetic blowout coil T 2, contactor 
make and break R 2, a second portion of 
wire W 3, dial and part of resistance D 4, 
controller brush C 4, then by means of 
wire W 2, it is connected to line L1 at 
Q 3. When C 4 passes onto point 4, dial 
D 4, the resistance will be out of circuit 
with armature A 2, and the small motor 
will run at maximum speed, the press and 
large motor at a very low speed. 

When ready for press production, con- 
tinue to move arm H to the right, when 
C3 should make good contact with point 
1, dial D3, closing the armature circuit 
of A 1 in the controller before brush C 5 
touches D5 and D6. The instant that 
wire W5 is closed at C5, and D 6, the 
contactor is excited and makes the final 
close in the circuit of armature Al at 
R1, when the large motor will develop 
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torque, and drive the press at an increased 
speed, letting the small motor run free. 
During the travel of the arm H to the 
right, resistance will be cut in circuit with 


armature A 2 and out of circuit with Al, — 


the result being that the press will come to 
production speed and when C 6 leaves D7 
contactor K 2 will open at R2; current 
will cease to pass through armature A 2, 
which, being connected to the press shaft 
or large motor shaft by a ratchet drive, 
will come to rest. The large motor arma- 
ture circuit leaves line L2 at O 4, passes 
through brush B 1, armature A 1, brush 
B 2, wire W 4, magnetic blowout coil T 1, 
contactor make and break at R 1, a second 
section of W 4, dial and resistance D 3, 
controller brush C 3 and wire W 2 to line 
L1 at 03. 

The contactor is a type of automatic 
switch, which can be employed in a web 
printing-press equipment to advantage, 
especially where hand control is used. 

If properly constructed and provided 
with magnetic blowout T 1, it will make 
and break the main current in a manner to 
prevent destructive arcing. It will pro- 
vide a no-voltage release and can be op- 
erated by remote push-buttons to move 
the press slowly for make-ready and 
threading. 

The exciting circuit W5 of contactor 
K 1 leaves line L2 at O 5, passes through 
push-button P2 and P3 coil of K1, a 
second section of wire W 5 to D6 and by 
means of C 5 and wire W 2 is connected 
with the line L1 at 03. This contactor 
provides a no-voltage release, and for this 
purpose is supplied with an auxiliary con- 
troller circuit leaving W 5 at X, and when 
the plunger is up in K1, it passes 
through I, and by means of wire W 6 is 
connected with D 5. 

As the controller arm H moves to the 
right, brush C 5 leaves D 6 before the mo- 
tor comes to speed, and the arm is let rest, 
but the contactor K 1 is kept closed by 
its second controller circuit W6. If the 
current should be cut off the line while 
running for production, the contactor K 1 
would open both the main armature cir- 
cuit at R1 and the auxiliary contactor 
exciting circuit at I, as the plunger fell 
for want of excitation. 

When the normal voltage of the system 
is returned, the main exciting circuit of 
K 1 will be open at D6 and its auxiliary 
exciting circuit at I. Since no current 
can pass through the exciting coil it will 
not close the armature circuit of Al at 
R 1, and the arm H will have to be moved 
toward the left or off position until C 4 
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touches point 7, dial D 4, and C 6 touches 
D 7, starting the small motor, and later 
when C 5 touches D 6, the starting resist- 
ance of the large motor will again be in 
circuit to allow the large driver to com- 
mence furnishing torque under the proper 
conditions. | 

The press should be piped for four small 
wires and provided with outlets at con- 
venient places for push-buttons. One 
circuit, placed in this pipe and supplied 
with push-buttons P 2 and P 3, and looped 
into the coil winding of K 1, will allow the 
exciting circuit of this contactor to be 
opened from convenient points by the 
pressman, and the press stopped while 
1unning for production. A second cir- 
cuit, placed in the pipe and supplied with 
buttons like P 1, and looped into the coil 
circuit of K 2, will provide remote con- 
trol for slowly moving the press. 

During repairing or threading paper 
the press can be moved without a man 
stationed at the controller H. When the 
switch S is closed on jaw J1, the con- 
tactor K 2 can be excited, independently of 
the controller arm, by the use of the but- 
ton P1 and the auxiliary circuit W 8, 
leaving W 7 at the switch S and passing 
to line L1 by way of W 2 without going 
through D 7. When this remote control 
is desired, the controller arm is moved to 
the right until C 4 rests on point 1 or 2 
of dial D4 and S is closed on J 1; then, 
when the open-circuit push-button P 1 is 
held down, the exciting coil of K2 is 
closed across the line, causing R 2 to close 
and pass current to start the small motor 
on a portion of its armature resistance. 

When the plunger in K1 falls and 
opens the armature circuit of the large 
motor at R1 it could be made to close 
part of a dynamic or other brake device. 
If a dynamic brake were used, it would 
not be allowable to have this plunger, 
when it moved down, make the final close 
in the dynamic or brake circuit across the 
armature terminals of Al. It would be 
necessary to add an automatic brake 
switch, controlled by push-buttons, about 
the press, to be used to make the final 
close in the dynamic-brake circuit. This 
plan allows the stop-button to be pushed 
and the press stopped by simply cutting 
off the current and letting the press come 
to rest without using a brake. If a very 
quick stop is needed, after the button for 
cutting off the current is pushed, the 
brake-button, if held down, will apply the 
brake. An automatic switch for this pur- 
pose will have to be of a type that will 
open when the push-button is released. 
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Water-Power Development at Great 
Falls, Mont. 


Plans are being perfected by Chas. T. 
Main, engineer, Boston, Mass., for the im- 
mediate development of two powers near 
Great Falls, Mont. . 

The upper development is to be made 
at the falls known as Coulter’s, Crooked 
and Rainbow, situated about three miles 
down the river from Great Falls. At this 
point the head will be about 105 feet 
high. A crib dam about twenty-five feet 
high will be built with masonry head 
gate, and waste-gate structures. A steel 
penstock twenty-two feet in diameter and 
about 2,500 feet long will extend from 
the intake to the power house. The lat- 
ter will be of masonry construction, con- 
taining about 30,000 horsepower of wheels 
and electrical apparatus. 

The lower development is about twelve 
miles below Great Falls. Here the fall- 
is about the same as at the upper develop- 
ment. The dam will be of the same con- 
struction as at Rainbow Falls, the canal 
being 500 feet long, and directly below 
this, the power house. The equipment 
will be a duplicate of that at the upper 
development. | 

The engineering corps, already organ- 
ized by Mr. Main, is now busily engaged 
in making surveys and in the preparation 
of plans. The work on the coffer dams 
is already begun, and it is expected to 
push the work of development to com- 
pletion as fast as possible. 

A considerable portion of the power de- 
veloped will be used at the Boston & Mon- 
tana Smelter, at Great Falls, Mont. The 
balance will be transmitted to more dis- 
tant places. 


ede 
Engineers’ Society of Milwaukee. 


At the next monthly meeting of the | 
Milwaukee Society of Engineers, which 
will be held on Wednesday evening, No- 
vember 11, at the Builders’ Club, 456 
Broadway, Milwaukee, Wis., E. M. Grif- 
fith, state forester, will deliver an illus- 
trated lecture upon “The Close Relation 
between the Forest Reserves and the 
Water Powers of Wisconsin.” Besides dis- 
cussing the general subjects of forestry 
and reforestation in their national and 
state aspects, the lecture will treat espe- 
cially of the influence of forests in the 
reculation of stream flow, storage reser- 
voirs, and waterpowers of Wisconsin. 
Invitations for the lecture may be ob- 
tained upon application to the secretary, 
W. Fay Martin, 456 Broadway, Milwau- 
kee. 
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FREDERICK A. C. PERRINE. 


BY RAY D. LILLIBRIDGE. 


The death of Frederick A. C. Perrine, 
on October the twentieth at his home in 
Plainfield, N. J., after a protracted ill- 
ness, has cut short one of the most prom- 
ising careers in the engineering world, and 
one which is surpassed by few in actual 
accomplishment. | 

Dr. Perrine was of the highest type of 
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Princeton College in 1883, and receiving 
there subsequently the degrees of D. Sc. 
and A.M. A bent toward practical elec- 
tricity resulted in his occupying positions 
of increasing responsibility in that field 
of engineering, then in the first stages of 
the wonderful expansion that it has un- 
dergone during the last three decades and 
to which Dr. Perrine contributed in an 
eminent degree. 
is, indeed, closely identified with the his- 


DR. FREDERICK A. C. PERRINE. 


young American engineer and man of af- 
fairs, and was a leader among the talented, 
earnest and well-trained men who have 
built up the standing of this country in 
applied science. He was born at Manala- 
pan, N. J., in 1862, and received his 
education in that state, graduating from 


tory of electrical engineering in this 
country. His work as chief engineer of 
the first great long-distance electric trans- 
mission line in this country—that of the 
Standard Electric Company of California 
—attracted attention the world over, and 
in recognition of this work he was 


His distinguished career 
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awarded a gold medal by the Paris Ex- 
position in 1900. 

In addition to labors in important ex- 
ecutive positions, like the presidency of 
the Stanley Electric Manufacturing Com- 
pany, of Pittsfield, Mass., which he held 
from 1900 to 1905, he gave much of his 
best strength to a number of scientific 
and engineering societies, of which he was 
a member and for which he wrote many 
papers. He also devoted himself to tech- 
nical editorial work, and to education— 
to the latter notably as professor of elec- 
trical engineering at Leland Stanford, Jr., 
University, from 1893 to 1900. He was 
also the author of a standard work on 
“Conductors for Electrical Distribution.” 
For the last three years he had been de- 
voting himself to consulting engineering, 
with offices in New York city. 

Some of the societies of which Dr. Per- 
rine was a member are the American In- 
stitute of Electrical Engineers, the Amer- 
ican Society of Mechanical Engineers and 
the Institution of Electrical Engineers, of 
England.. He was also a member of the 
Lawyers’ and Engineers’ clubs of New 
York city. In 1892 Dr. Perrine married 
Margaret Roebling, daughter of Ferdi- 
nand W. Roebling of Trenton, N. J., who, 
with their three children, survives him. 
eo 
Pennsylvania Terminal Electrification 

Contract Let to Westinghouse Com- 

pany. 

Plans for the electrification of the Penn- 
sylvania Railroad terminals in New York 
city have been announced with the sign- 
ing of a $5,000,000 contract for the work 
with the Westinghouse Electric and Manu- 
facturing Company. This action followed 
a meeting of the Pennsylvania directory 
in Philadelphia. 

The contract is for the electrification of 
the entire Pennsylvania system from Har- 
rison, N. J., to Jamaica, L. I. While the 
initial amount of apparatus will aggregate 
$5,000,000, this is said by no means to 
represent the full amount. 

The Westinghouse company installed 
the 11,000-volt, twenty-five-cycle, single- 
phase system of the New York, New Ha- 
ven & Hartford Railroad Company from 
Woodlawn, twelve miles from the Grand 
Central Station, to Stamford, Ct., and 
the award of the Pennsylvania contract 
to this company is to be taken as evidence 
that a similar double-catenary, single- 
phase trolley system will be used in the 
New Jersey, New York & Long Island 
electrification. 
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ALTERNATING CURRENTS AND 
THEIR APPLICATIONS. 


oD 


BY EDSON R. WOLCOTT. 


CHAPTER J.— (Part VI.) GENERAL 
PRINCIPLES. GRAPHICAL REPRESENTA- 
TION. 


COMBINATION OF OHMIC RESISTANCE AND 
REACTION. 

The ordinary or ohmic resistance of 
any of the coils just named cannot 
be added directly to the reactance to 
obtain the total opposition to the flow of 
current. The two can only be added as 
two forces are added that are acting on 
the same body at right angles to each 
other, as shown in Fig. 14. 

Consider a body at A acted upon by 
two forces represented both in magnitude 
and direction by the lines A B and A D. 
The resultant, according to the parallelo- 
gram ‘of forces, is represented both in 
magnitude and direction by the diagonal 
AC. Or, by geometry, the resultant A C 
can be expressed as follows: | 

ACS VAB + AD 

EXPRESSION FOR. IMPEDANCE. . 
- In a similar way the ‘total opposition 
to the flow of an alternating current, that 
is, the impedance can be represented as 
the square root of the sum of the squares 
of the resistance and the reactance, thus: 
| Z=—= VR +X 
where Z represents the impedance, R the 
resistance and X the reactance; but since 
| X=2rfL 
on substituting, 
=VRF Getty 

or the current in such a circuit would 
equal 


E 
I=YR + (27fL)’ 
It will be noticed from this expression 


that when L is zero the term 2 ~f L dis- 
appears and. 


n oo ae 
which is the expression for the current 
in a direct-current circuit or in an alter- 
nating-current cireuit when there is no 
inductance. 
COMPONENTS OF ELECTRIC FORCE. 
From the expression above it is evident 
that electromotive foree E can be consid- 
ered as made up of two components, thus: 
E=IVP EGIL) 
or 
E=VR' + (2rf LYI 


Note.--This serial was begun in the Western 
kl) ctrician of October 3, 1908. 


ELECTRICAL REVIEW AND WESTERN ELECTRICIAN 


where R I is the ohmic potential drop and 
(2mf L) I is the inductive drop. These 
iwo quantities can be represented graphic- 
ally as two potential differences acting at 
right angles to each other just as the two 
forces were represented in Fig. 14. For 
example, in Fig. 15, let A C represent the 
ohmic drop I R, and B C represent the in- 
ductive drop 2 r f L I, then the line A B 
will represent E. As a concrete example, 
suppose I R equal 100 volts and 2rf LI 
equal 50 volts, then E would equal 
V 100° + 50° = about 112 volts. 

Or the result can be obtained graphically 
from Fig. 15. If A C be drawn to repre- 
sent 100 units and B C to represent 50 
units, then A B will represent 112 units 
nearly. 
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FIG. 14.—PARALLELOGRAM OF FORCES. 


Suppose that under the above conditions 
a current of 10 amperes was flowing; then, 
since 

IR = 100 volts, 
R would equal 10 ohms, and since 
2 mf L I= 50 volts, 

the reactance 2? r f L would equal 5 ohms. 
If the frequency, f, is 60 cycles per sec- 
ond, then 


K > 
P= (eee = -- | = 0132 : 
i N mA 0132 henry 


B 
E 2xfLI 
A IR C 


FIG. 15.—GRAPHIC REPRESENTATION OF 
ELECTROMOTIVE FORCES. 


CALCULATION OF INDUCTANCE. 


In other words, if an alternating cur- 
rent having an electromotive force of 112 
volts and a frequency of 60 cycles per sec- 
ond be applied to a coil having a resistance 
of 10 ohms and an inductance of 0.0132 
henry, a current of 10 amperes will flow. 

It will be noticed that the inductance 
of a coil ean be determined in a manner 
similar to the above calculation. On pass- 
ing a direct current of 112 volts through 
the above coil a current of 11.2 amperes 
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will be obtained, showing that the resist- 
ance R is equal to 10 ohms. With an al- 
ternating current, if the value of the cur- 
rent is 10 amperes, then the total expres- 
sion is 


E 
I = — 
VÈ + @riL) 
or 
112 
10 == actinic 
VIO 4 BFL) 
or 
1127 = 100 10° + (377 L)’ ( 
or 


25.44 = (377 LY’ 
or L = 0.0132 henry. 


It is to be understood that the above 
formula is used because it expresses the 
conditions that lead to a result corre- 
sponding to that obtained by experiment. 
It is similar in appearance to a formula 
expressing the resultant of two forces act- 
ing on the same body at right angles to 
each other, as already stated. Now the 
question arises as to how it is that the 
ohmic or non-inductive drop and the in- 
ductive drop can be considered as acting at 
right angles to each other? 


CURVES OF COMPONENT ELECTROMOTIVE 
FORCES. 


Suppose an alternating electromotive 
force is flowing through a straight con- 
ductor in the manner illustrated in Fig. 
16 by the curve O B C D. There will 
then be no appreciable inductive effect. 
Let the straight conductor now be coiled 
and iron inserted in the coil, an induced 
electromotive force will appear in the coil 
itself, being that generated by the mag- 
netic field when its energy reappears in 
the wire as an electric current as already 
cxplained. This induced electromotive 
force, as has been found by experiment, 
reaches a maximum when the current pro- 
ducing it is making its most sudden 
change, which is at the point when it is 
changing from a current in one direction 
to a current in the opposite direction. 

The current curve is represented by the 
dotted line in Fig. 16. It passes through 


‘a zero value at the point C, and therefore 


this will be the point at which the induced 
electromotive force will reach a maximum. 
as shown on the curve M N P Q, which 
represents the curve of the induced elec- 
tromotive force, or the inductive drop. 
Let the curve O B C D represent the non- 
inductive drop or the electrical pressure 
that is forcing the current, represented by 
the dotted line, through the wire. The 
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resultant of the inductive and the non- 
inductive drop is the electromotive force 
which must be applied to the coil to gen- 
erate the current indicated by the dotted 
curve. It is found by adding the in- 
stantaneous values of the curves O BC D 
and MN P Q. 

Subtracting the length 1-3 from the 
length 1-2, because they are in opposite 
directions, gives the point 1, which is 
on the O X axis, since the two are 
equal; likewise 4-5 added to 4-6 gives the 
point T, which is the maximum value 
of the new curve; 7-8 added to 7-8 gives 
the point W, and so on. 


APPLIED ELECTROMOTIVE FORCE. 


The curve 1 T S therefore represents 
the combined effects of O B C D and 
M N P Q, that is, the applied electro- 
motive force. or, vice versa, if an electro- 
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of all of these curves by lines, a triangle 
similar to that of Fig. 15 is obtained. 
Since M N P Q is 90° out of phase with 
O BCD, the effective value of the latter 
will be represented by a line at right 
angles to that representing the former. 
It will be noticed that the applied electro- 
motive force as represented by the curve 
1TS is out of phase with the current 
curve, which is represented by the dotted 
line. The distance 01 is about three- 
tenths of the distance O M, which repre- 
sents a quarter cycle, or 90°. The two 
curves are therefore three-tenths of 90°, 
or 2% degrees out of phase with each other. 
The current and applied electromotive 
force are always out of phase in an in- 
ductive circuit. 

There is a mechanical analogy to this: 
A pendulum may be oscillating to and fro 
and another oscillatory motion may be 


Y’ 


FIG. 16.—CURVES OF ELECTROMOTIVE FORCE AND CURRENT. 


motive force such as is represented by 
the curve 1 T S is applied to an inductive 
circuit such that the induced electromo- 
tive force is represented by the curve 
M N P Q, then, the active electromotive 
force will be represented by O B C D and 
the current by the dotted line. 


PHASE. 


Three hundred and sixty degrees rep- 
resent a complete cycle, so that the dis- 
tance O E represents the time of a com- 
plete cycle, O C that of a half cycle, and 
O M or M C that of a quarter cycle, or 90°. 
The two electromotive forces O B C D and 
M N P Q reach a maximum one quarter of 
a cycle out of step with each other and 
are said to be 90° out of phase with each 
other. Representing the effective values 


applied at right angles to the first, where- 


upon the pendulum will then execute a 
motion which is the resultant of the two. 
[To be continued. | 
—_—_ —_—_—_<>—__—__—__- 
Electricity Direct from Coal. 


In a paper on “The Scientific Control 
of Fuel Consumption,” read on September 
29 before the Iron and Steel Institute, 
H. E. Armstrong, professor of chemistry 
in the City and Guilds of London Central 
Technical College, made some interesting 
observations concerning the direct conver- 
sion of the energy latent in fuel into 
electrical energy. He remarked that to 
say that this was impossible would be ab- 
surd; it was useless to exaggerate the dif- 
ficulties. Hydrogen can be burned elec- 
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trically in the Grove gas battery, but there 
is no economical process of preparing hy- 
drogen; it can, however, be obtained by 
passing steam over red-hot coal, but only 
in admixture with carbonic oxide. “Why 
not burn such a mixture electrically?” it 
may be asked. Strange to say, not only 
are we unable to substitute carbonic oxide 
for hydrogen in a gas battery, but it puts 
a stop to hydrogen being used in one if 
mixed with it. Why this difference should 
obtain between the two gases, both being 
combustible, we scarcely know, although 
we may guess at the reason. Why car- 
bonic oxide should hinder the electrolytic 
oxidation of hydrogen at present entirely 
passes comprehension. It is problems 
such as these, said Professor Armstrong, 
that we need to solve before any substan- 
{ial advance can be made. No one, he 
continued, has yet succeeded in making a 
satisfactory voltaic battery with carbon, 
and before coal is burned electrically it 
will certainly be necessary to make it a 
conductor of electricity. “All these are 
tasks which we should aim at executing, 
whatever the difficulties in the way, the 
solution of such problems being of infinite 
importance to mankind.” 


ame 


Probable Earnings of the Hudso 
i Tunnels. , l 


In an estimate, submitted to W. G. 
Oakman, president of the Hudson Com- 
panies, by W. G. McAdoo, president of 
the Hudson & Manhattan Railroad Com- 
pany, the probable earnings: of the sys- 
tem are indicated as follows: Total net 
per annum, $3,810,000; fixed charges, 
$2,657,500; surplus, $1,152,000. Mr. 
McAdoo’s figures are as follows: : 


77,000,000 passengers per annum 
(estimate of C. M. Jacobs, chief 
engineer, and Hugh Hazelton, 
electrical engineer) at 5 cents 
per passenger................. 

Cost of operation and taxes, at 
forty per cent (estimate of l 
Hugh Hazelton, electrical engi- l 
neer) 1,540,000 


$3,850,000 
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Net earnings 
traffic 
Net income from Terminal Build- 
ings 
Estimated income from baggage, 
advertising in cars and sta- 
tions, news stands and other 
privileges, per annum......... 


from passenger 


$2,310,000 


*eeoeseereeesteeseesretee ese tees & ee @ 


1,200,000 


300,000 
Total per annum.............. $3,810,000 
Deductions from income: 
Interest on $53,500,000 Hudson & 
Manhattan Railroad first mort- 
gage 416’s (this amount esti- 
mated to be outstanding on 
completion of the lines) and 
$5,000,000 New York & Jersey 


Railroad 5's 2,657,500 
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Surplus $1,152,500 
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ILLINOIS STATE ELECTRIC ASSO- 
CIATION. 


ANNUAL CONVENTION AT BLOOMINGTON, 
ILL., OCTOBER 27-28. 


The Illinois State Electric Association 
held its annual convention at the Illinois 
Hotel at Bloomington, Ill., on October 27 
and 28. In point of numbers of members 
attending and the character of papers pre- 
sented, it was the best convention that has 
been held by the association. Special in- 
terest was shown in all the papers that 
were read because they had been printed 
before the convention met and then dis- 
tributed to the members so that they were 
able to follow the speaker better. The 
weather the first day was disagreeable, but 
the second day turned out as fine as could 
be wished for. On the first day sixty- 
eight delegates had been registered. 

President E. L. Brown of Elmwood 
called the convention to order on Tues- 
day morning, and in his address called 
attention to the loss of Senator John N. C. 
Shumway, former president of the asso- 
ciation, who died during the past year. 
He also referred to the paper read before 
the National Electric Light Association 
by Mr. Doherty as to the advisability of 
the state organizations becoming part of 
the National Electric Light Association, 
by dropping their own name and becom- 
ing geographical parts of the national 
body. Speaking of governmental regula- 
tion of public utilities President Brown 
said: “It is easily apparent that regulation 
should come through the highest source 
possible, presumably a state board, as is 
in satisfactory operation in Massachusetts, 
Wisconsin and New York. Authority that 
would be removed from petty prejudice 
to the plane of the judicial, would have 
confidence of our customers, and be un- 
likely to place confiscatory regulations 
upon us. To be placed at the mercy of 
uninformed and transitory local officials 
would mean instability, endless friction 
and be a menace to growth and enter- 
prise.” 

The first paper presented was that of 
J. J. Frey of Hillsboro, on “How to 
Finance a Small Electric Station.” In 
this paper the methods of management 
that cause the failure of many small plants 
were briefly touched on. The author then 
considered the question of a new public 
service law and the good that would come 
through the appointment of a public 
service commission. The use of a uni- 
form system of accounting was strongly 
urged so that costs could be compared in 
detail for similar plants. 
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Mr. Edwin O. Brown of Elmwood fol- 
lowed with a paper on “Extending Elec- 
tric Service to Neighboring Towns.” He 
described extensions of the plant at Elm- 
wood, with which he is connected, to the 
nearby towns of Yates City, Brimfield, 
Douglas and Magnon. The longest trans- 
mission line is twelve miles, 6,600 volts 
being used. The entire system is laid out 
with great economy and is operating very 
successfully. | 

The afternoon session was opened by 
E. L. Smith, of Kewanee, who read his 
paper on “Elements of Cost of Service 
to the Consumer.” He said that the sub- 
ject was not given the attention that it 
deserved and that too many managers of 
small plants were in the habit of taking 
the coal cost as the cost of current. This 
was the case where the cost was given 
sometimes as only 114 cents per kilowatt- 
hour. He then gave a long list of items 
for both operation and maintenance that 
should be considered in making up the 
cost of the current, and the way that they 
might be classified so as to get the cost 
at the switchboard and the final cost to 
the consumer. 

“The Advisability of Establishing a 
Day Circuit in the Small Town” was the 
subject of a paper by A. R. Manley of 
Mt. Carmel, who was unable to attend 
the convention. The paper was read by 
D. Davis of Litchfield. The paper was 
one of the best presented to the conven- 
tion. 

The author showed that the possibilities 
of the smaller localities are very frequently 
overlooked and neglected. While it is true 
that many electric light companies in the 
smaller towns have rather a precarious ex- 
istence, this is due more to the companies 
themselves than to a lack of market for 
their product. Under anything like nor- 
mal conditions, any town or city, large 
enough to have an electric light plant at 
all, can and will support a day circuit, if 
the opportunities for selling current are 
recognized and taken advantage of by the 
company. Most electric light plants, in 
towns having a population of 5,000 or un- 
der, operate either on a dark-to-midnight 
schedule, or, at the most on a dark-to-day- 
light basis. If a property remaining idle 
from twelve to eighteen hours of the day 
can be made to pay dividends, or even to 
meet its expenses, it would appear reason- 
able that, if an income could be obtained 


from the property during the full twenty- _ 


four hours, the profits would be much 
greater. 
The fixed charges against the property 
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and the depreciation are practically the 
same whether or not the day circuit is 
operated. The taxes, insurance, office ex- 
penses, etc., do not stop when the engines 
are shut down. The additional expenses 
of operating a day circuit are confined to 
the cost of fuel, supplies and an extra 
man or two. Briefly stated, all the in- 
come from the current sold in the day- 
time, over and above the cost of the extra 
fuel and supplies and the salary of the 
extra man or men, is profit. 
All the conditions essential to the suc- 
cess of an electric-lighting plant are par- 
ticularly so to one operating a day circuit. 
It is necessary to give continuous service, 
have a reasonable and fair rate and, most 
important of all, to have every service 
metered. It is advisable to give every 
patron on the lines the advantage of the 
day circuit—the opportunity to use cur- 
rent when he wants it. Under these con- 
ditions no flat-rate contract could be made 
that would be equitable to both consumer 
and central station, or that would not be 
abused. | | 
Many helpful hints were given in the 
paper on how to bring the day service to 
the attention of the public and on how to 
conduct an aggressive campaign to further 
the introduction of motors, fans, signs, 
heating devices and all manner of electri- 
cal appliances for both industrial and 
household use. Reference was made to 8 
plant whose load is practically the same 
summer and winter and after five years of 
constant advertising, constant solicitation, 
and which has brought the people to a 
point where electricity in the daytime 
has become a necessity and not a luxury. 
Every house that is built is wired and 
equipped, not only for lights, but for 
small heating appliances. The people are 
educated to a point where they apply for 
electricity for almost every purpose. The 
success of this plant is due largely to the 
fact that the service is absolutely dependa- 
ble, the current not having been off the 
lines for more than four years. The rate 
is reasonable, averaging five cents for 
motor service and eight cents for lighting. 
The output has reached a point where the 
load are in excess 
net profits from the day 
of the profits from the ee dai y's 
During the discussion © a me 
paper the fact was brought out ) ane 
could be arranged so that the power 2 
would take his maximum amount of anne 
at a time when it would not interfere W 
ishti if he had what 
the lighting load, or 1 t 
ea ff-peak load tha 
might be termed ano Pid cnet as to 
could be handled without ad 
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equipment, he would be a great revenue 
producer, and an added benefit to all con- 
cerned. 

The longest paper presented to the con- 
vention was read by George W. Burton, of 
Danville, on “The Legal Status of Trans- 
mission Lines in Illinois.” The questions 
of law relating to this subject in Illinois 
are in many respects new. In the paper 
there were outlined the legal steps to be 
taken in the construction of a transmis- 
sion line from one municipality to another, 
considering the situation within and with- 
out the municipal corporate limits, on 
highways and over private property, and 
with and without relation to individual 
and corporate property rights. These 
were discussed in connection with railway, 
telephone, telegraph and other electricai 
interests. A number of forms for front- 
age consents, pole line rights and munici- 
pal ordinances were appended to the 
paper. These were drawn so as to benefit 
the company by avoiding suits for dam- 
ages. 

In the discussion the matter of securing 
the whole of the right-of-way before com- 
mencing to build the line was shown to be 
a very important item as, if this is neg- 
lected and then the line is partly in opera- 
tion, the expense of completion may easily 
become too great, for the property owners 
then have the company in their power and 
can demand too great a consideration for 
the small part that is needed to complete 
the line. The matter of using concrete 
poles came up during this discussion and 
Mr. Chubbuck called upon Mr. Miller, of 
Marseilles, who has been making them for 
a large system. He said they were made 
in molds in thirty, forty, forty-five and 
fifty-foot lengths. After being finished 


they were floated down the canal on a 
barge. As a pole thirty feet long weighed 


one and a half tons hauling them was a 
serious matter, and that the best way to 
do, where the conditions were not as 
favorable to their handling as they were 
there, was to haul the gravel and cement 
to the place where the pole was to be used 
and make it on the spot. The objection 
to this was the fact that it took twenty- 
one days for a pole to dry thoroughly, and 
during this time it would have to be lying 
there undisturbed and the conditions 
might make this impossible. After mak- 
ing the poles the holes were dug and the 
poles set hy the use of a derrick wagon. 
Poles as made by him had six rods em- 
bedded in the concrete, one at each corner 
and the others nearer the center. Tests 
were made on the poles to determine how 
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much they would stand. A pole was 
placed six feet in the ground, a rope at- 
tached to its top and the top deflected 
three feet with no cracks, the pole re- 
turning to the original position without 
a permanent deflection. When deflected 
four feet, it cracked at the bottom on the 
edges. Another test was made by at- 
{aching a rope to the top and fastening 


its other end to a tree, while between the 


two was hung a bag containing a mass 
of iron; this was jiggled up and down 
without any harm to the pole except a 
few small cracks on the edges. 

=- At the request of the convention the 
subject of these tests and other informa- 
tion concerning concrete poles will be pre- 
pared into a paper for the use of the 
association. As to cross-arms for con- 
crete poles some speakers advocated a 
concrete arm made integral with the pole 
while others suggested an iron arm, which 
was decided not to be as good on account 
of the rusting. The cost of these poles 
was given as double the cost of wooden 
poles; a thirty-foot pole costs $7.50 and 
a fifty-foot pole $12.50. These costs would 
vary as the cost of material and labor 
would vary in different localities. 

The question of calling a line carrying 
high-tension wires a high-tension line was 
brought up, and it was agreed that in the 
future it would be better to call them 
long-distance transmission lines, and try 
to avoid the use of the term high tension, 
as enough opposition has been made to 
these lines already by the communities 
through which they pass or through which 
it is desired to erect lines. _ 

On Wednesday morning Mr. McCol- 
lough, who was chairman of the committee 
to take action on the death of former Presi- 
dent Shumway, read a set of resolutions 
at the opening of the meeting, and they 
were adopted and ordered to be placed 
upon the records and a copy sent to the 
family of the deceased. Senator Shum- 
way was a charter member of the asso- 
ciation, and much of the good accom- 
plished by the association was through his 
untiring efforts. A report was received 
from the committee on the change in the 
by-laws calling for a fourth vice-president 
and an assistant secretary. It was adopted. 

R. S. Wallace, of the Peoria Gas and 
Electric Company, then read a paper on 
“Rates and Their Relation to the Cost of 
Manufacture.” This was believed by 
many to be the best paper read before 
the convention, but as it was not fin- 
ished in time it was not in print before 
the session. The author had charts made 
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and placed upon the wall to illustrate his 
remarks. 

In this paper Mr. Wallace discussed the 
entire subject of rates and described the 
different systems of differential charging, 
giving examples of each. The fixed and 
variable costs were analyzed and their 
bearing on the equity of the rates made 
clear. Sliding scale or discount-for-quan- 
tity rates were condemned. Flat rates for 
sign and window lighting were approved, 
but in general meter rates are preferable 
for variable service. The author’s general 
conclusions were: That the charge for 
service rendered should bear some rela- 
tion to the cost of rendering it. Straight 
meter rates cannot possibly approximate 
the cost of service. Differential rates have 
been held equitable and legal in many 
decisions, and should be required where 
the difference in the cost of supply exists. 
As public servants, we must not favor one 
at the expense of another; that we must 
not sell to one at less than cost and make 
good our loss by excessive profits from 
another. While fully realizing the im- 
portance of acquiring and retaining the 
approval and confidence of the public, we 
must not, for the sake of popularity, sac- 
rifice the basic principles which we know 
are essential to success, because there is 
public demand for something else. 

During the discussion of the paper the 
fact was brought out that one rate could 
not possibly be fair to all consumers, as 
there are always different conditions gov- 
erning the. use of current as to the time 
when the maximum demand occurs and 
length of time when used. Various mem- 
bers gave their experience as to the rates 
they were charging and what success they 
had in securing the business and holding 
it. That it was an advantage to all con- 
cerned to have more electric power used, as 
someone in the electrical field was sure to 
henefit by it, a case was cited of several 
large stone quarries that were induced to 
use electric power, and while they were not 
served by a central station, they might 
some time be persuaded to be so served, 
and then someone would benefit by it, but 
at the same they were using the power 
now, and hence they were an addition to 
the electrical industry. 

After this discussion the convention 
went into executive session and elected 
the following officers: 

F. M. Sinsabaugh, Carrollton, presi- 
dent. 

E. G. Schmidt, Springfield, first vice- 
president; W. G. Austin, Effingham, sec- 
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ond vice-president; H. A. Foster, Fair- 
bury, third vice-president; A. R. Manley, 
Mt. Carmel, fourth vice-president. 

E. Macdonald, Lincoln, treasurer. 

H. E. Chubbuck, Ottawa, secretary. 

Chester A. Willoughby, Ottawa, assist- 
ant secretary. 

Executive Committee: W. B. McKinley, 
E. G. Schmidt, J. F. Porter, F. J. Baker, 
E. L. Brown, and the president and sec- 
retary, ex officio. 

The convention then adjourned. The 
location of the next convention will be de- 
termined by the executive committee at a 
meeting next June. 

In the way of entertainment Tuesday 
evening was given over to social pleasures, 
various theater parties being made up 
and many old acquaintances renewed. On 
Wednesday afternoon the members and 
their friends took a car ride over the INi- 
nois Traction Company’s line to Peoria 
as the guests of that company. 

There was present at the convention a 
small number of representatives of manu- 
facturing and supply houses. Several 
members made the remark that as to the 
papers and the interest manifested it was 
the best convention they had attended, and 

also that they had been helped very much 
` by attending, as all the papers were prac- 


tical and helpful to their own proper- 
ties, 


edge 
Central Electric Railway Association. 

A. L. Neereamer, secretary of the Cen- 
tral Electric Railway Association, an- 
nounces that the next regular meeting of 
the association will be held at the Lima 
House, Lima, Ohio, November 19. The 
prospects for a large attendance and an 
interesting meeting are good. The Cen- 
tral Electric Traffic Association will hold 
its meeting at the same place the day 
preceding the regular meeting. On the 
latter occasion papers will be read on the 
following subjects: “Purification and 
Heating of Water for Feed for Boilers,” 
hy a representative of the Harrison Safety 
Boiler Works, Philadelphia, Pa. “Possi- 
bilities of Handling U. S. Mail and Com- 
pensation Paid by the Government,” by 
G. M. Paxton, general manager Dayton & 
Troy Electric Railway Company, 'Tippe- 
canoe City, Ohio. “The Claim Depart- 
ment,” by Frank Talmadge, Columbus, 
Ohio. “Railroad Crossings,” by W. C. 
Sparks, superintendent of tracks, Indiana 
Union 


Ind. 


Traction Company, Anderson, 
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Handling of Live Wires and Fire 
Streams. 

On August 17, 1908, a meeting was 
held at Altoona, Pa., which was attended 
by officials and employes of the Pennsyl- 
vania Railroad to the number of about 
~00, at which instructions and demonstra- 
tions were given of (1) the method of, 
and the precautions to be exercised in, 
handling live wires, and (2) approved 
methods to be employed in resuscitation 
of those apparently dead from electric 
shock. In addition a series of tests was 
1un to determine, for various voltages, 
the distance from live wires at which 
streams from fire hose and chemical ex- 
tinguishers might be played on the same 
without injury to those handling the hose. 

By reason of the increasing use of elec- 
tricity along the lines of the Pennsyl- 
vania Railroad Company, ít has become 
of great importance that employes have 
a better understanding of the personal 
hazard involved in the handling of live 
wires, so that the rescue and resuscitation 
of those suffering or who have suffered 
electric shock may not be delayed through 
ignorance or misconception. Lectures to 
employes on approved methods of resusci- 
tation of those apparently dead from elec- 
tric shock have been given in the past from 
time to time by the relief department, as 
a part of first-aid instruction. At such 
times brief instructions have been given 
on the recovery of bodies in contact with 
electric wires. It was decided, however, 
to go into more detail in this direction at 
the present time, before representatives 
of the various divisions, so that these rep- 
resentatives might in turn disseminate the 
information gained to emploves under 
their charge. 

A lecture and demonstrations on the 
methods to be used in resuscitation from 
electric shock was given in the forenoon 
on the above date by the local medical 
examiner, after which those present prac- 
ticed the movements on each other to a 
considerable extent. In the afternoon, 
demonstrations of the proper methods of 
handling wires and playing of fire streams 
were carried out, suitable wires and appa- 
ratus having previously been erected for 
this purpose in a convenient location in 
the Altoona railroad vard. 


HANDLING OF LIVE WIRES. 

A pair of iron pliers, designed for use 
in cutting wires carrying high potential, 
was exhibited, and the essential features 
demanded were carefully pointed out. 
These consisted mainly in the insulatiop 
on the handles of the pliers, which is re- 
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quired so that no part of the hands or of 
the person manipulating them shall come 
in contact with any metal part of the 
pliers, which in turn comes into contact 
with the wire in the act of cutting. The 
insulated handles were of wood and were 
screwed securely onto the metal handles 
of the pliers, after which they were boiled 
in paraffine. The insulation was tested 
at 8,000 volts alternating, and success- 
fully withstood this test. Equipped with 
these pliers, and standing upon a thin 
board, an operator cut several times a line 
which was lying on the ground carrying 
a potential of 2,300 volts—the other side 
of the wire being thoroughly grounded. 

To illustrate methods which might be 
used to remove a wire from a body, in the 
event of pliers or other means of cutting 
the wire not being at hand, a coat was 
placed under the wire and held at either 
side by means of the sleeves; two persons 
are necessary for this maneuver. By this 
method the wire was raised from the 
ground, no effect being felt by the persons 
holding the coat, though the latter was 
somewhat damp. 

EXPERIMENTS WITH FIRE STREAMS. 


In order to determine definitely what 
hazard, if any, existed for firemen when 
they were compelled in line of duty to play 
water from fire streams on live wires at 
various potentials, arrangements were 
made so that circuits of 525, 2,300 and 
4,600 volts, respectively, were available. 
The 525-volt line was a direct-current 
trolley wire connected to the lines of the 
Altoona & Logan Valley Electric Rail- 
way Company. The 2,300-volt and 4,600- 
volt lines were fed from alternating-cur- 
rent generators at the Altoona car shops. 
One side of each of these circuits was 
thoroughly grounded, and the fire stream 
plaved on the other side, which was sus- 
pended in the air and thoroughly insu- 
lated. A suitable voltmeter was connected 
between the nozzle and ground to enable 
the difference of potential between the 
nozzle and ground to be noted in each 
ease. The following results were obtained, 
at the voltages specified below, in tests 
made the day previous to the general dem- 
onstration : 


525-Volt Trolley Wire. 
54-in. Nozzle. 
Distance of Nozzle Potential between 


le and 
from Wire. aa 
20 volts. 
i iE ; = ag volts. 
3 ft. 7% in. 60 volts. 
ft. 2 in. 70 volts. 
5 ft. 714 in 210 volts. 


ay 
These results show that the nozzle 7 : 
be handled without discomfort up ¢ 


oi 
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point betwen three and four feet from the 
wire when those holding the nozzle are 
standing on the ground. It may be car- 
ried much nearer without harm, but 
would probably cause some discomfort. 
If those holding the nozzle were standing 
on a ladder or were otherwise insulated 
from the ground, it would be quite safe 
to bring the nozzle to within a few inches 
of the wire. 
2,050-Volt Line. 


56-in. Nozzle. 
Distance of Nozzle Potential between 
from Wire. Nozzle and 
Ground. 
6 ft. 6% in. Static 
3 ft. 5% in. l Static 
4,100-Volt Line. 
5s-in. Nozzle. 
Potential between 
Distance of Nozzle Nozzle and 
from Wire. Ground. 
6 ft. 6% in. Static 
3 ft. 5% in. Static 


In each of the above tests no measur- 
able deflection could be obtained on the 
voltmeter, but upon touching the nozzle 
with the hand when standing on the 
ground a slight effect due to static elec- 
tricity was noted. 

The above results were obtained in 
tests conducted a day previous to the gen- 
eral demonstration. In this demonstra- 
tion, however, results were obtained 
which agreed with these. These results 
follow: 


§25-Volt Trolley Wire. 
56-in. Nozzle. 


Distance of Nozzle Effect at Nozzle. 
from Wire. 
3 ft. 0 in. Slight Indication to 


hand. 
2,300-Volt Wire. 


l-in. Nozzle. 


of Nozzle Effect at Nozzle. 
Wire. 


Distance 
from 


8 ft. Slight indication of 


static electricity 
to hand. 


4,600-Volt Wire. 
1-in. Nozzle. 


Distance of Nozzle Effect at Nozzle. 
from Wire. 


10 ft. 0 in. Slight indication of 


static electricity 
to hand. 


In each case the nozzle was sufficiently 
near the wire so as to cause a solid stream 
to play on the latter. Just how far the 
results of a fire-hose test with salt water 
will differ from those above, which were 
made with fresh water, cannot be said at 
the present time. 

Experiments were also made with 
streams from hand chemical extinguishers, 
and it was found that when a solid stream 
is played on a high-potential wire it be- 
comes a source of danger to one holding 
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the extinguisher. For instance, the noz- 
zle of an extinguisher was held at a dis- 
tance of nine inches on a grounded 2,050- 
volt alternating line. The difference of 
potential between nozzle and ground was 
1,500 volts when the extinguisher was in- 
sulated from the ground.—R. H. New- 
bern, superintendent insurance depart- 
ment, Pennsylvania Ratlroad Company, 
in the Quarterly of the National Fire 
Protection Association. 
ede 
International Conference on Electrical 
Units and Standards.’ 


On Thursday, October 15, the Technical 
Committee devoted the first part of the 
morning to the specification of the mer- 
cury ohm. The draft specification pre- 
pared by the Reichsanstalt was taken as 
the basis, and after alteration read as fol- 
lows: 

“Specification A, relating to the Meas- 
urement of the Resistance of a Column of 
Mercury.—The glass tubes used for mer- 
cury standards of resistance must be made 
of a glass which is as free as possible from 
elastic after-effects. They must be well 
ennealed and straight. The tube must be 
of circular cross-section or nearly so of ap- 
proximately one square millimeter. ‘The 
mercury must have a resistance of approx- 
imately one ohm. The tubes must be 
carefully calibrated along their length by 
using threads of mercury of different 
lengths. The calibration factor must not 
exceed 1.0005. The mercury filling the 
tube at zero degrees centigrade must be 
considered as bounded by plane surfaces 
placed in contact with the flat ends of 
ihe tube. The length of the axis of the 
iube, the mass of mercury it contains, and 
the electrical resistance of the mercury, 
are to be determined at a temperature as 
near to zero degrees centigrade as possible. 
The measurements, when made, to be cor- 
rected to zero degrees centigrade. For the 
purpose of these electrical measurements 
end vessels carrying connections for the 
current and potential terminals are to be 
fitted onto the tube. These end vessels are 
to be spherical in shape (of diameter of 
about four centimeters) and should have 
a cylindrical piece attached to make con- 
nection with the tubes. The edge of the 
tube is to be coincident with the inner sur- 
face of the spherical end vessels. The 
leads are to be of thin platinum wire fused 
into glass. The point of entry of the cur- 
rent lead and the end of the tube are to 
he opposite ends of a diameter of the bulb; 
the potential lead shall be midway between 
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these two points. The leads connected to 
the platinum wires must be so thin that 
no error in the resistance is introduced 
through conduction of heat. The filling 
of the tube with mercury for the purpose 
of the resistance measurements must be 
carried out under the same conditions as 
the filling for the determination of the 
weight. The resistance which has to be 
added to the resistance of the tube to al- 
low for the effect of the end vessels is to 
be calculated by the formula 


0.80 1 1 ) 
— — yp onm 
1,063 r \ r j rs í 


where r: and rz are the radii in millimeters 
of the end sections of the bore of the tube. 
The mean of at least three fillings to be 
taken as the resistance of the tube. The 
mean result obtained from at least five 
tubes is to be taken as the mercury unit.” 

The final drafting of this specification 
was then referred to a drafting sub-com- 
mittee, consisting of the chairman, Dr. 
Lindeck, Mr. Smith, and the secretary. 

The committee then proceeded to con- 
sider Specification B for a standard silver 
voltameter. This was amended to read as 
follows: 

“Specification B, relating to the Deposi- 
tian of Salver.—The electrolyte should 
consist of from fifteen to twenty parts bv 
weight of silver nitrate in 100 parts of 
distilled water. The solution may only 
be used once, and only for so long that 
not more than thirty per cent of the silver 
in the solution is deposited. The portion 
of the anode dipping into the liquid shall 
be of silver, and the cathode of platinum. 
The current density at the anode shall not 
cxeeed one-fifth of an ampere per square 
centimeter and at the cathode one-fiftieth 
of an ampere per square centimeter. Not 
kiss than 100 cubic centimeters of elec- 
trolyte shall be used in an experiment. 
Care must be taken that no particles 
which may become detached from the 
anode during electrolysis shall reach the 
cathode. Before weighing, any traces of 
solution adhering to the cathode should be 
removed, and the cathode itself dried.” 

This specification was then also referred 
to the drafting sub-committee, and the 
consideration of the specification of the 
Weston cell commenced. This 
amended to read: 

“Specification C, relating to the Stand- 
ard Cell.—The cell to be taken as standard 
is the Weston normal cell, having an 
excess of stable sulphate 
(CdS0.8/3H:0). The positive pole of 
the standard cell shall consist of mereury 
with mercurous sulphate as depoiarizer; 


was 


cadmium 
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the negative pole to be of cadmium amal- 
gam in the proportion of 12.5 parts by 
weight of cadmium to 100 parts amalgam. 
The electrolyte shall consist of an aqueous 
saturated solution of cadmium sulphate, 
neutral to congo red. The grains of mer- 
curous sulphate must not be so small that 
an increase in the solubility and a conse- 
quent perceptible influence on the electro- 
motive force may result; in addition, the 
solution from which the mercurous sul- 
phate is precipitated must contain at 
least one-tenth gramme equivalent of 
strong acid; finally, the salt must be 
washed. The method to be employed 
must be one of those given in these notes, 
and the method must be closely followed. 
The depolarizer to consist of mercurous 
sulphate, mixed with powdered cadmium 
sulphate and a saturated, aqueous solution 
of this salt. For setting up the cell, the 
H form is the most suitable. The leads 
to the electrodes to be of platinum wire, 
which must not be allowed to come into 
contact with the electrolyte. The amal- 
gam is placed into one limb after warm- 
ing. The mercury is introduced into the 
other limb. The depolarizer is placed 
above the mercury, and a layer of cad- 
mium sulphate crystals is introduced into 
each limb. The entire cell is filled with 
a saturated solution of cadmium sulphate, 
and then hermetically sealed. The fol- 
lowing formula is recommended for the 
electromotive force of the cell in terms of 
the temperature: 
Et = E» — 0.0000406 (t— 20°) — 
0.00000095 (f— 20°)? + 
| 0.00000001 (t — 20°)’. 
The value of the standard cell to be the 
mean of at least twenty cells, which must 
be intercompared at least every three 
months, and which must be checked at 
least every year against the silver volt- 
ameter. Cells differing from the mean by 
more than 1.10~* volt are to be replaced 
by normal cells.” 

In the afternoon the discussion turned 
on the value of the international ampere. 
It was eventually decided that ‘“‘should 
the conference accept the figure 1.11820 
milligram for the electrochemical equiv- 
alent of silver, then the electromotive 
force of the Weston cell at twenty degrees 
centigrade he provisionally accepted at 
1.01820 volts.” 

On Friday, October 16, the conference 
met again, and considered the interim re- 
port of the Technical Committee. The 
length of the mercury column for the in- 
ternational ohm was confirmed as 106.300 


centimeters. After further discussion 
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Resolution VI was accepted by twenty- 
one votes to three. This reads: “The in- 
icrnational ampere is the unvarying elec- 
tric current which, when passed through 
9 solution of nitrate of silver in water, in 
accordance with the specification attached 
to these resolutions, deposits silver at the 
rate of 0.00111800 of a gram per sec- 
ond.” 

Resolution IT, amended as follows, was 
passed by the same majority: “As a sys- 
tem of units representing the above and 
sufficiently near to them to be adopted 
for the purpose of electrical measure- 
ments and as a basis for legislation, the 
conference recommends the adoption of 
the international ohm, the international 
ampere, and the international volt defincd 
according to the following definitions :” 

An additional resolution, “That the 
ohm is the first primary unit,” was passed 
unanimously. 

The conference then proceeded to con- 
sider the steps necessary to secure uni- 
formity of the standards in future. 

Professor Warburg moved: “That the 
conference approves generally the draft 


_ scheme to establish a permanent commis- 


sion to secure uniformity of administra- 
tion in relation to electrical units and 
standards in the future. The conference 
refers the draft scheme to the Technical 
Committee to consider details and to nom- 
inate the first members of the commis- 
sion.” He then explained his views as to 
the ways for obtaining uniformity. He 
said that there were two courses open, one 
to form a central bureau like the Bureau 
des Poids et Mesures which kept the in- 
ternational meter, and the second was that 
given in the draft proposals. 

| TT E 
Construction of Selenium Cells. 


Selenium cells, which vary their resist- 
ance with the intensity of illumination 
to which they are subjected, may be con- 
structed in a variety of ways. A common 
form, easily made, is to wrap two wires 
upon an insulating core, keeping them 
separated by a uniform short distance, and 
then coat over the wires with a thin film 
of molten selenium. Another plan is to 
cover the surface of some solid, usually 
glass, with a thin coating of selenium. A 
difficulty met with in doing this, especially 
with glass, is the liability of the selenium 
to form into drops, instead of adhering 
uniformly. A new method recently de- 
vised in Germany by W. S. Grippenberg, 
causes selenium vapor to condense on the 
cold surface of the glass. In this way 
very thin and uniform coatings which ad- 
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here well to the glass are obtainable. Two 
grooves are cut in the glass close together 
and of as great a length as possible, and 


these are coated inside with platinum to 
act as electrodes. 


oo 
Changes in the Western Electric 
Company. 


At a meeting of the board of directors 
of the Westeyn Electric Company, held 
in Chicago, on October 30, the following 
changes among the officers were made: 
E. M. Barton retired as president and be- 
came chairman of the board of directors; 
H. B. Thayer was elected president; H. 
A. Halligan and F. R. Welles were elected 
vice-presidents; William P. Sidley was 
elected vice-president and general counsel ; 
George C., Pratt was elected secretary. 

Mr. Thayer has been vice-president for 
a number of years, and has been connected 
with the company for twenty-eight years. 
He was born at Northport, Vt., August 
17, 1858, and was graduated from Dart- 
mouth College with the A. B. degree in 
1879. He is a director of the Tabulating 
Machine Company and the Mexican Tele- 
phone and Telegraph Company, a member 
of the New York Chamber of Commerce, 
the New England Society, and the Uni- 
versity Club. Mr. Thayer has had his 
residence in New York city, and will con- 
tinue to reside there, and some of the 
engineering and other administrative work 
of the company will be conducted at New 
York. This is for the purpose of avoid- 
ing duplication between the Chicago and 
New York offices and between the engi- 
neering department of the company and 
the telephone companies, its principal cus- 
tomers. 

Mr. Halligan has been for a number of 
years secretary of the company and in 
charge of a large part of the American 
business. Mr. Welles has been connected 
with the company for more than thirty 
years, and has charge of the foreign busi- 
ness, residing in Paris. Mr. Sidley has 
been acting as counsel for the company; 
and will continue to so act. His office of 
vice-president will not involve severing his 
connection with the firm of Holt, Wheeler 
& Sidley, of which he has been @ member 

some years. 
eae Wien Electric Company 18 a 
gaged in consolidating its e 
business at its Hawthorne plant in 
ing to that plant the 
cago. It is removing eat ati zat 
manufacturing heretofore carrie en 
Clinton street, in Chicago, and the p 
‘pal portion of that which has been con 
a at its factory in New York city. 
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Recent Sources of Electric Light. 


The ordinary carbon-filament incandes- 
cent lamp, says Dr. L. Block, in the 
Journal fuer Gasbeleuchtung, which has 
been greatly improved during the thirty 
years of its existence, consumes from 
three to three and one-half watts per 
candle-power. A considerable saving in 
current consumption is effected by the 
use of lamps with so-called metallized 
carbon filaments. By being subjected 
to a peculiar fusing process at high tem- 
peratures these filaments receive metallic 
properties, particularly that of increasing 
their resistance with rising temperatures. 
The saving in current is about thirty- 
three per cent as compared with ordinary 
incandescent lamps, as the metal-filament 
lamps consume only two to two and one- 
quarter watts per candlepower and have 
an equally long life. The methods of 
manufacturing these lamps were practi- 
cally developed first in America and then 
by the Allgemeine Elektrizitiits Gesell- 
schaft, of Berlin. Their cost is not appre- 
elably higher than that of ordinary carbon- 
filament lamps. In historical sequence the 
Nernst timp was the first of the new kinds 
of incandescent lamps. In this lamp a 
small rod, consisting principally of com- 
binations of the metal zirconium, which 
does not conduct electricity when cold, is 
made conducting by the application of 
external heat, and then glows with an in- 
tense, almost pure white light as soon as 
the current flows through it. The Nernst 
lamp consumes from 1.5 to 1.7 watts per 
candlepower and has a life of about 400 
hours. Its current consumption is fifty 
per cent less than that of the ordinary 
incandescent lamp. It is particularly suit- 
able for higher tensions, about 220 volts. 
Competitors of the Nernst lamp are the 
more recent metallic-filament lamps, the 
first of which was the osmium lamp, in- 
vented by Auer von Welsbach. The fila- 
ment consists of the metal osmium, which 
is very difficult to fuse, and is also very 
expensive. The lamps consume about 1.5 
watts per candle, and their life is about 
1,000 hours, without any diminution in 
lighting power during this time. However, 
the price of the lamps was very high. 
They could burn only in a vertical posi- 
tion and were made only for low tensions, 
so that on a 110-volt circuit at least three 
lamps had to be burned in series, and at 
least five on a 220-volt circuit. The later 
metallic-filament lamps have now taken 
the place of the osmium lamp. The next 
lamp of this kind was the tantalum lamp 
of the Siemens & Halske Company. The 
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metal tantalum can be drawn into very 
thin and still strong filaments, those used 
in the lamps being over one-half meter in 
length and wound on a frame in the form 
of a cage. The energy consumption of 
this lamp is about 1.7 watts per candle 
and its life about 800 hours. At present 
it is made for pressures up to 120 volts 
and is particularly suitable for direct cur- 
rent. The latest successes in incandes- 
cent-lamp manufacture are the lamps 
with filaments made of wolfram and simi- 
lar metals. They are now manufactured 
for the usual tensions up to 130 volts, in 
units of twenty-five to 100 candlepower, 
and are put on the market by various con- 
cerns under many names, such as osram, 
osmium, colloid, sirius, Just-wolfram, 
colloid-wolfram lamps, ete. Their prin- 
cipal advantage is the small consumption 
of energy of only about one watt per 
candle, which means a saving of seventy 
per cent over ordinary incandescent lamps 
and of forty per cent over Nernst and 
tantalum lamps. At the same time the 
lamps have a life of about 1,000 hours 
without showing any appreciable decrease 
in light intensity. They are equally well 
suited for direct and alternating current. 
The first lamps of this kind could be used 
cnly in a vertical position, but they are 
xow able to burn in any position. Their 
price is at the present time still about 
three marks (seventy-five cents), but in 
view of the great saving in current this 
higher cost is scarcely to be considered. 
In the are-lamp field a greater light in- 
tensity and economy were attained by the 
so-called flaming arc lamps. The carbons 
used in these lamps contain, inside of a 
coat of ordinary carbon, a core coasisting 
chiefly of fluor in combination with 
various metals. The vapors of these 
metals glow in the electric are with an 
intensely luminous flame of 1,000 to 2,000 
candlepower. The energy consumption 
of these flaming arc lamps is only 0.2 to 
0.25 watt per candle, and the carbons last 
from ten to twelve hours. The gases are 
removed from the lamps by natural cir- 
culation of the air, and for this reason 
they are not suitable for illuminating 
small or badly ventilated interior rooms. 
A still lower consumption of energy, 0.15 
to 0.2 watt per candlepower, and an al- 
most pure white hght are obtained in ordi- 
nary arc lamps by the use of the new 
“Alba” carbons of Siemens Brothers. In 
conclusion, mention must be made of the 
peculiar mercury light, which was intro- 
duced first in America by Cooper Hewitt. 
This is an are of unusual length produced 
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in a vacuum tube between surfaces of mer- 
cury. It has a remarkable green color, its 
efficiency is about the same as that of 
ordinary arc lamps, but the life of the 
Jamps is about 1,000 hours. The quartz 
lamp seems likely to find the most exten- 
sive application among this type of lamps. 
The are is here produced in a tube of 
quartz, which is capable of withstanding 
very high temperatures, and consequently 
the arc may be confined to a much smaller 
space and the light efficiency increased 
about twice that of the ordinary arc lamp. 
It is used directly on 220-volt circuits and 
can be operated only by direct current, 
like others of this type. A quartz lamp 
of 3,000 candle-power was exhibited. In 
appearance it resembles the flaming are 
lamp. It is suitable for all purposes where 
the color of the light, which is a greenish 
yellow, is immaterial, and where a strong 
and economical light is required. On ac- 
count of its long life, which is about 1,000 
hours, the attention is reduced to a mini- 
mum, and so far the quartz lamp must 
be considered the only long-lived illumi- 
nant of great intensity. 
ede 
The Alternating-Current Railway Motors 
of the Oerlikon Company and Their 
Effects on Telephone Circuits. 


A lecture, delivered by Dr. Hans Behn 
on this subject before the Physical So- 
ciety, of Zurich, is reprinted in the Elek- 
trotechnische Zeitschrift for September 
24. The opening of the first alternating- 
current electric railway in Switzerland, 
that between Seebach and Wettingen, was 
subjected to a protracted delay on account 
of serious disturbances caused in the 
nearby telephone lines. The experiences 
and the means which led to the removal 
of the difficulty are reviewed in detail. 
A theory of special upper vibrations of 
the electromotive force produced in com- 
mutator motors was established, as well 
as also a theory and calculation of the 
effects of these vibrations on telephone 
circuits. Other favorable experiences 
made with this line are discussed, and 
principles for the construction of larger 
alternating-current motors on the Oer- 
likon system developed. A complete cal- 
culation for an electric locomotive of 
2,600-horsepower capacity, with four 
motors, is given. The disturbing influ- 
ences on the telephone lines disappeared 
with the employment of a current of fif- 
tcen periods per second, and motors oper- 
ating under this frequency were adopted 
and are generally recommended for rail- 
1oad operation. 


————— MM 
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REVIEWS OF CURRENT ENGINEERING 


AND SCIENTIFIC LITERATURE 


THE GRISSON RECTIFIER. 


An improved type of this alternating- 
current rectifier, with aluminium elec- 
trodes, which was first brought out in 
1903, is here described. The former glass 
cell has been replaced by an iron cell in 
order to permit air cooling in place of the 


_ original method of cooling by water, which 


proved impracticable. It has also been 
found of advantage to give the aluminium 
electrodes an inclined position, so as to 
permit an easy escape of the hydrogen 
bubbles. The electrolyte consists of a so- 
lution of specially prepared bicarbonate 
of soda in pure water in proportions of 
one to sixteen parts. The rectifiers are 
furnished with electrodes already formed, 
but they have to be “polarized” before be- 
ing put in operation, that is, the alumin- 
ium electrodes have to be provided with 
a coating of oxygen bubbles. Tables of 
the operation of a rectifier on a 110-volt 
alternating-current circuit of fifty periods 
per second under varying loads indicate a 
maximum efficiency of seventy-five per 
cent, and of seventy per cent on a 120-volt, 
fifty-period, polyphase circuit. By con- 
necting the cells in series or multiple they 
may bê used for any tension or current 
intensity and adapted to any purpose.— 
Abstracted and translated from Elektro- 


technische Zeitschrift (Berlin), October 1, 
1908. 


< 


NEW ANTI-INDUCTIVE SYSTEM OF CROSS- 

ING AERIAL TELEPHONE CIRCUITS. 

With the introduction of the first long- 
distance electric transmission lines, dis- 
turbing influences on telephone circuits in 
their proximity were observed. They 
manifested themselves by rattling noises in 
the telephone receiver, and were at first 
ascribed to electromagnetic induction, but 
it was soon ascertained that they were due 
rather to electrostatic induction. This 
ean be easily demonstrated by entirely 
suppressing the current in the energy 
transmitting line and leaving it only un- 
der tension. But whatever the cause may 
be, the most effective way of preventing 
these noises consists in reducing the co- 
eflicient of mutual inductions between the 
disturbing and disturbed nets to a mini- 
mum. This result is attained by twisting 
the wires of one of the two nets, preferably 


the telephone wires. With the insulated 
conductors of an underground cable this 
twisting presents no difficulty, but it is 
different with bare aerial wires supported 
on insulators. The efficacy of the method 
has been thoroughly demonstrated in prac- 
tice, but the various ways of applying it 
had numerous defects. A new system has 
been adopted by the Northern Railway of 


FIG. 1—-METHOD OF USING INSULATORS 
FOR TRANSPOSITION OF CONDUCTORS. 


France, which was devised by its chief 
electrical engineer. In this system all the 
poles are uniformly provided with brack- 
ets carrying two insulators, as shown in 
Fig. 1. The insulators are of glass with 
a double bell and two recesses separated 
by a howd, the object of which is to insure 
perfect insulation between the two re- 
cesses. Fig. 2 shows the manner of put- 


FIG. 2. METHOD OF USING INSULATORS 
FOR TRANSPOSITION OF CONDUCTORS. 


tng the wires in place. Wire I makes a 
quarter turn in the lower recess of insu- 
lator No. 1, then goes to the corresponding 
recess of insulator No. 2 and passes on in 
the direction of I’. Wire II, represented 
by dotted lines, passes around insulator 1 
and 2 in the same manner as wire I, but 
in the upper recesses. When the line has 
been put up, the conductors are held in 
place by binding wires. The effectiveness 
of this new crossing arrangement is evl- 
dent, since it is only an artifice permitting 
a return to the original method. Double 


Wire lines installed in this manner occupy 
space only in width and allow a utilization 
of the poles to their maximum capacity. 
The system has been tested for over a 
year on several long-distance telephone 
lines belonging to the Northern Railway 
Company of France, which frequently run 
parallel to high-tension transmission lines, 
and the results have been satisfactory in 
every way. The article concludes with a 
table indicating the number of crossings 
per kilometer which it has been found best 
to employ with different tensions and dis- 
tances of the disturbing line —Abstracted 
and translated from L’Electricien (Parts), 
October 10. 
< 


A RAILWAY ACCUMULATOR CAR. 


Louis Dubois describes a new type of 
storage-battery car which has recently 
been put in operation upon the system of 
suburban lines around Mayence, under the 
direction of the Prussian Railroad Admin- 
istration. A few cars of this design have 
been installed, and a favorable impression 
made. It is expected that a larger num- 
ber will be called for in the near future. 
There are three suburban lines which 
branch out from Mayence and run as far 
as the towns of Oppenheim, eleven miles; 
Russelheim, seven and one-half miles, and 
Ingelheim, eleven miles, making a total of 
twenty-nine and one-half miles for the en- 
tire system. The present railroad is Op- 
erated at speeds which vary between 
twenty and thirty miles an hour, and 
there are a number of intermediate sta- 
tions on the route. The car is of the side- 
opening compartment type, and contains 
six compartments with seats on each on 
The compartments are designed to hol 
ten persons each, and in general construc- 
tion the car resembles the type which 18 
used at present on the Berlin panies 
The car is mounted on three axles of t i 
ordinary kind without ihe use of ai 
and the over-all length between buffers F 
forty feet. The motorman’s cab 18 p 
considerably above the floor level, A 
there is a cab at each end of the car. j 
accumulators are stowed under the pa n 
of the car in each of the E ‘ 
The batteries are of an improv nea 
brought out by the Accumulatoren lees 
of Hagen. Under each seat there à 
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manently placed two large boxes, which 
are protected by the front board of the 
seat, this being fixed by screws. The top 
of the seat is hinged and can be easily 
raised and held in this position by a catch 
when it is desired to inspect the battery 
connections. The two boxes contain seven 
and eight cells, respectively, making thirty 
in each compartment. The entire car 
holds 180 cells, which is found to be 
amply sufficient to run it under the pres- 
ent conditions of speed and gradient. The 
cells have a capacity of 2,300 ampere- 
hours at the 100-ampere discharge rate. 
With a single charge the 180-cell battery 
can cover a distance of thirty-six miles 
when running at a speed: of twenty-four 
miles an hour, which is about the maxi- 
mum speed used on the Mayence lines. 
With this capacity the car can make two 
trips to the suburbs and return without 
recharging. Upon returning to Mayence 
after the second trip the battery is charged 
in place by means of a flexible cable which 
is fitted into a charging plug at one end 


of the car. The battery is not removed 
except for making repairs. Each cell 
weighs 100 pounds complete. The posi- 


tive and negative plates measure twelve by 
twelve inches, and have a thickness of 
about three-tenths of an inch. There are 
four positive plates per cell. The plates 
are separated by wood and gutta-percha 
strips, and are hung upon glass by lugs, 
leaving a space of about two and one-half 
inches under the plates. The cell boxes 
are of wood, which is specially treated and 
given an outer coating of acid-proof var- 
nish. Connection is made to the terminals 
of each cell by means of a copper strip, 
which is, in turn, protected by a coating 
of lead. In order to keep the fumes out 
of the car, the top of the seat is provided 
with a rubber gasket, and the space 
under the seat is ventilated by a tube 
which projects from the car and gives 
a good supply of air to the interior. The 
180 cells represent a total weight of about 
ten tons. They are able to furnish 68.5 
kilowatts on a single discharge, as shown 
by official tests. ‘Their energy capacity is 
6.85 watt-hours per kilogram. The life 
of the positive plate is estimated at 62,500 
car-miles, and that of the negative plate at 
37,000 car-miles. On the front and rear 
axle twenty-five-horsepower motors are 
arranged for series-parallel control, with 
a gear ratio of one to 4.3. Eighty-four 
per cent efficiency is claimed with a total 
weight per motor of 2,600 pounds, includ- 
ing the gears and casing. The batteries 
may be charged in a single series of 180 
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cells, or in two groups of ninety cells 
coupled in parallel. The car, when fully 
loaded, weighs twenty-two tons. The 
motors weigh 2.4 tons, and the battery 
ten tons, making about thirty-five tons 
for the entire weight. The cost of the 
battery is $3,250, and that of the electric 
outfit $2,750. The car costs $750, mak- 
ing the total cost of the present outfit 
$6,750.—Abstracted from the Electrician 
(London), October 16. 

< 

AN ELECTRIC COLLIERY RAILWAY. 


The electric railway at the Consett Iron 
Company’s Chopwell colliery is interest- 
ing chiefly as being the first installation of 
its kind in the north of England. The 
innovation reflects great credit upon the 
company’s mining engineer, F. O. Kirkup. 
The line connects the Chopwell colliery 
with a new winning at Whittonstall, 
about two and one-quarter miles distant. 
The coal at Whittonstall is loaded into 
tubs, which are made up into a train of 
thirty-six, and hauled by means of an 
electric locomotive to the screening plant 
at the Chopwell colliery. In this way the 
installation of a large amount of new and 
expensive stationary plant is avoided, and 
it is possible to work new isolated seams 
economically. The line is two and one- 
quarter miles long, with a maximum 
gradient against the load of one in 
twenty-four. The length of the maximum 
gradient is about 720 yards, and the 
average gradient against the load is about 
one in forty-seven. The load to be hauled, 
exclusive of the locomotive, is twenty-five 
tons; the time allowed for each journey 
ten and three-quarter minutes, and two 
double trips per hour are expected. The 
track is of twenty-six-inch gauge. For 
these conditions a powerful locomotive is 
necessary, and the narrowness of the gauge 
imposes severe restrictions on the motors. 
T'he body of the locomotive is supported on 
two bogie trucks, each equipped with a 
single fifty-six-horsepower, 500-volt Sie- 
mens railway motor. The aggregate ca- 
pacity is 112 horsepower. The two axles 
of each bogie are connected together by 
side rods, in order to utilize the whole 
weight of the locomotive for adhesion. 
One of the axles is driven through spur 
gearing by the motor. This gear consists 
of two equal gear wheels and one pinion, 
the pinion being fixed on the motor axle, 
one gear wheel on an intermediate shaft, 
and one on the driven axle. The loco- 
motive body is built up on two main 
Jongitudinal steel girders, which are them- 
selves supported by cross beams from the 
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bogie centers. The space between the 
bogies is utilized for the lower part of the | 
driver’s compartment. In this way the 
height of the locomotive is reduced, so 
that the line can be taken under a road- 
way without excessive excavation. Current 
is collected by two Siemens bow collectore | 
of such a length as to allow of a consider- 
able range in the height of the trolley 
wires. The track consists of fifty-pound 
Vignole rail. Each rail is thirty feet long, 
and they are bonded by means of a single 
bond at each joint. Power is supplied 
to the locomotive from a 200-kilowatt, 
direct-current, compound Siemens genera- 
tor, coupled direct to a Belliss engine. 
The power house is situated about 600 
yards from the railway, near the Chop- 
well end, and is connected to the over- 
head line by means of two positive and 
one negative insulated feeders running 
through earthenware pipes in a trench.— 
Abstracted from Electrical Engineering 
(London), October 22. 
ede 
Civil Service Examination for Electrical 

Engineers and Draftsmen.— Office of 

Supervising Architect. 

The United States Civil Service Com- 
mission announces an examination No 
vember 23 to 25, at the usual cities to fill 
a position of electrical engineer and 
draftsman in the office of the supervis- 
ing architect, Treasury Department, 
Washington, D. C., at $1,200 per annum, 
end similar vacancies as they occur. The 
examination will be weighted as indicated : 
Mathematics to plane trigonometry, 10: 
theoretical and practical questions in elec- 
trical science (special reference to lighting 
and elevator work in public buildings), 
20; drawing and design, 40; training and 
experience, 30. Three days of seven hourt 
each will be allowed for the examination. 
Applicants should at once apply to the 
United States Civil Service Commission. 
Washington, D. C., for application form 
1312. 


ope i 
Report of Earnings of the Northern 
Ohio Traction and Light Company. 


The report of the Northern Ohio Trac- 
tion and Light Company for the nine 
months ended September 30 shows gross 
earnings of $1,421,549, against $1,459,- 
782, net of $598,506, against $627,197 
and surplus of $206,502, against $244,- 
036. The earnings for October are esti- 
mated to be about the same as last year. 
and for the balance of the vear will be 
able to show increases. 


r 
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INDUSTRIAL SECTION 


ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


Some New Benjamin Specialties. 


The Benjamin Electric Manufacturing 
Company, 42 West Jackson boulevard, 
Chicago, Ill., is placing on the market 
several new National Electrical Code 
Standard lighting specialties. The illus- 
trations herewith show two grouping 
canopy switches with auxiliary pulleys. 
The Benjamin grouping canopy switch is 


BENJAMIN GROUPING CANOPY SWITCHES. 


adapted for conveniently and economically 
locating the control of any lighting fixture 
or bracket in which a plurality of lamps 
is to be operated in two groups. Two or 
three degrees of illumination may thus be 
secured without the necessity of running 
the usual three wires to the switches on 
the side walls or using two pendant 
switches. The controlling pendant cord 
or chain is dropped directly frum the 
canopy, or it may be carried to any de- 
sired point by the use of an auxiliary 
pulley. Binding posts are provided in 
the switch for the two leading-in wires 


BENJAMIN ADJUSTABLE SOCKET CLUSTERS. 


and the three other wires extending 
through the stem to the fixture body. The 
mechanism is substantial in character and 
is entirely enclosed. The canopy is pro- 
vided with a fiber insulating ring. It has 
a margin of one-half-inch play to allow 
for projecting outlet boxes. 

The illustrations herewith also show 
some uew Benjamin adjustable plug and 
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socket clusters designed for use with ceil- 
ing or pendant dome fixtures, stand lamps 
in dining rooms, reading rooms, or other 
installations, where it is desirable to ad- 
just and fix the lights in special relation 
to the sides of the dome or reflector. The 
socket may be turned to any position be- 
tween two points, 180 degrees apart, and 
locked by means of a screw. By removing 
the socket cap, easy access is gained to the 
binding screws. These clusters are easily 
wired, and are finished ordinarily in pol- 
ished brass. 


edo 
Curve-Drawing Instruments for Alter- 
nating and Direct-Current Circuits. 


Curve-drawing instruments which will 
indicate the load conditions of central 
stations are a necessary addition to the 
modern switchboard. The General Elec- 
tric Company has produced for this service 
a complete line of voltmeters, ammeters, 
single and polyphase wattmeters and 
power-factor indicators for alternating 
current, and ammeters, voltmeters and 
wattmeters for direct-current circuits. 

As in all instruments for measurement, 
continued accuracy is the principal re- 
quirement, and its importance has been 
kept in view in the design of these instru- 
ments. Friction is almost entirely re- 
duced to that of the recording pen on the 
paper. The moving element is entirely 
suspended by a steel piano wire, the lower 
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end being accurately centered by a small 
hardened steel pivot passing through a 
ring-stone sapphire jewel. A device is 
also provided for holding the moving ele- 
ment and pen arm firmly in place during 
shipment. 

The pen depends for its action upon 
the principle of capillary attraction. It 
has an iridium point sealed into a very 


small glass tube, which in turn is placed 
inside of a larger tube, the latter termi- 
nating in a bulb which holds sufficient 
ink to operate the pen seven davs without 
refilling. The record is made on a band 
of specially prepared paper sixty feet in 
length. On this paper are ruled lines 
corresponding to the time and to the in- 
strument calibration; ordinates across the 
paper indicating time and those ruled 
lengthwise representing volts, amperes, 
watts, power factor, or other quantity in- 
dicated by the instrument. This form of 
chart has the advantage of permitting the 
use of -ime divisions of equal length 
throughaut the entire range of the re- 
cording pen. The recording pen is at- 
tached to the moving element in such a 
manner that its motion is transmitted in 
a straight line parallel to the time divi- 
sions on the chart, and the record or dia- 
gram thus produced is much easier of in- 
terpolation than that produced by instru- 
ments that have lines which are curved or 
of unequal length. 

As the paper is unwound and passed 
under the recording pen, it is paid into 
a space at the bottom of the instrument 
case. The instrument case is provided 
with a cutter which enables the paper to 
be torn off evenly and without damage. 
When a roll of paper is exhausted the 
empty wooden holder can be easily re- 
moved by withdrawing it from the spring- 
supporting trunnions. A new roll can 
then be placed in position on the sup- 
porting trunnions, and the end of the 
paper carried over the idler roll at the 
back of the case. The pen arm is moved 
back from the paper by simply lifting it, 
which at the same time locks it into posi- 
tion, where it remains until loosened. 

The standard rate of chart feed is three 
inches per hour, although a feed of one 
inch or six inches per hour can be fur- 
nished if desired. The rapid feeding of 
recording instrument charts is of great 
importance, as it insures a clear, accurate 
record that cannot be obtained with slow- 
moving charts. For driving the chart an 
eight-day clock, of simple and rigid con- 
struction, is used. It is self-contained, 
easily regulated and an accurate time- 
keeper. By means of suitable gearing, the 
lock drives a drum having peg teeth 
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which engage the holes located near the 
edge of the chart. These teeth not only 
feed the paper under the recording pen, 
but also give it a definite and accurate 
position along the axis of the drum. The 
feeding drum is driven by a friction 
clutch which can ‘be operated either for- 
ward or backward. This enables the paper 
to be accurately located in regard to the 
time graduations without difficulty or 
without strain to the driving gears and 
clock. If desired, a re-roll attachment 
can be furnished with these instruments. 
By means of this device, the chart is re- 
wound as it passes from the drum after 
the record has been made. The re-roll is 
revolved by means of a separate spring 
attachment, releasing the clock from any 
extra strain. 

The electrical characteristics of. these 
instruments are also excellent. The 
torque or directive force is very high, thus 
insuring long life with continued accuracy. 
The pen arm fluctuations are magnetically 
damped by means of a disk of aluminum 
passing between the poles of permanent 
magnets. This method of damping is 
very effective, introduces no friction, and 
is free from the objectionable features 
common to air or liquid damping systems. 
The instruments are thoroughly shielded 
from the influence of external magnetic 


DIRECT-CURRENT CURVE-DRAWING 
AMMETER. 


fields. This desirable feature is accom- 
plished by the use of a laminated soft-iron 
shell which completely surrounds the 
measuring coils. These instruments are 
free from heating errors and may be used 
on circuits of any wave form or power 
factor. 

Ammeters, power-factor indicators and 
single-phase wattmeters are made in ca- 
pacities up to and including 200 amperes 
and 650 volts, for use without current or 
potential transformers. For circuits in 
excess of the above, current and potential 
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transformers must be used. Voltmeters 
are made in capacities up to and including 
750 volts without potential transformers, 
which are required, however, above this 
limit. Polyphase wattmeters with current 
capacities up to and including sixty am- 
peres and with potential capacities up to 
and incluuding 650 volts, are made for use 
without current and potential transform- 
ers. On circuits where the voltage and 
current exceed the above limits, current 
and potential transformers must be used. 

Direct-current curve-drawing ammeters 
are constructed upon tbe astatic principle, 
and are of the electromagnet type. The 
moving element consists of two rectangu- 
lar-shaped coils connected together with 
two soft sheet-steel astatic control pieces 
fastened between them. The current to 
be measured, or a shunted portion of it, 
is passed through the coils, which are free 
to move in the field set up by two astatic- 
ally arranged electromagnets. These 
magnets are wound standard for 125-250 
and 550 volts, and the instruments are so 
designed that a twenty-five per cent varia- 
tion above or below normal will cause no 
appreciable error in the instrument indica- 
tions. The movement of the coils is op- 
posed by the counter-torque of the astatic 
control pieces, and also by the control 
springs. 


ALTERNATING-CURRENT CURVE-DRAW- 
ING WATTMETER. 


Direct-current ammeters are made self- 
contained in capacities up to and includ- 
ing sixty amperes. Instruments with ca- 
pacities from eighty to 3,000 amperes are 
provided with external shunts and can be 
furnished of higher capacities if desired. 
All of the shunts used with these instru- 
ments have a uniform drop of sixty milli- 
volts, and capacities in excess of 800 am- 
peres are provided with a special thermo- 
electric attachment, which is designed to 
eliminate errors due to thermo-electric 
currents. Both the alternating and di- 
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rect current instruments are finished in 
dull black, and are enclosed in glass cases 
and fitted with felt guards or cushions 
to make them dust-proof. 

ee 
Feed-in and Strain Support for Feeder 

Cables. 

A new and improved combined feed-in 
and strain support for trolley feeder cables 
has been brought out by Dossert & Co., 
Incorporated, 242 West 41st street, New 
York. The device, as shown in the ac- 
companying illustration, comprises a com- 
bination of the Dossert solderless cable 


AND STRAIN SUPPORT FOR 
FEEDER CABLES. 


FEED-IN 


tap with a regular soldered ear of the cap 
and cone type. The feed-in tap is made 
with a standard threaded stud which 
screws into the ear. A jamb-nut and lock- 
washer holds the feed-in tap securely in 
place against the boss of the ear. The 
advantages claimed for the Dossert feed-in 


ALTERNATING-CURRENT CURVE-DRAW- 
ING WATTMETER WITH RE-ROLL 
ATTACHMENT. 
are that it eliminates the process of solder- 
ing the feeder cable or fastening it with 
screws, gives contact throughout its en- 
tire length instead of at three points, as 
in case of a yoke, does away with bending 
and “checking” of the feeder by receiving 
it in a perfectly straight line, acts as a 
strain support, is strong and compact, and 
cannot work loose. The tap is bored to 
take up to No. 0000 round wire or 
stranded cable, and can be furnished with 
five-eighths-inch or  three-fourths-inch 

stud. 
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Electric-Motor Friction Brakes. 


The Westinghouse Electric and Manu- 
facturing Company, Pittsburg, Pa., has 
developed several types of electric-motor 
friction brakes for the many applications 
of motor drive where it is necessary to 
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REAR VIEW, TYPE SP BRAKE. 


make quick and accurate stops. In roll- 
ing mills, blooming mills and similar in- 
stallations, where frequent stops and re- 
versals are necessary, brakes are needed 
to save time in bringing the motors to 


TYPE SP BRAKE ATTACHED TO WESTING- 
HOUSE TYPE MD MILL MOTOR 


rest before reversing, and to assist in the 
accuracy of control. 

These brakes are built for both alternat- 
ing and direct-current motors, and are op- 
erated bv electromagnets, the coils of 


TYPE PB ALTERNATING-CURRENT MOTOR 
BRAKE. 

which are connected in series or in shunt 

with the motor circuit. Series coils are 

used almost entirely with direct-current 

motors, and give more satisfactory service 

than shunt coils, although the latter can 


be supplied if desired. Alternating-cur- 
rent brakes are equipped with shunt coils 
only. These are connected across one 
phase of the motor circuit. 

The type QK brakes are used on West- 
inghouse type K direct-current motors op- 
erating cranes, hoists, etc. These brakes 
are attached to the motors by means of 
special bearing housings carrying brake 
pads. 

The type QBK brakes are similar to the 
type QK brakes in all respects, except that 
the former are mechanically operated, and 
are particularly adapted for use with the 
bridge travel motors of traveling cranes. 
These brakes are connected to the crane 
cage by suitable rods, and the braking 
force is applied by the crane operator. 

The type SP brake has been designed 
primarily for steel-mill work, but can be 


TYPE FS BRAKE ATTACHED TO WEST- 
INGHOUSE TYPE HF MOTOR. 


used in any service where a strong, rigid 
construction is desired. All parts are 
liberally proportioned, having a factor of 
safety large enough to meet the severest 
operating conditions. The brake is de- 
signed for mounting on the Westinghouse 
type MD mill motor, but can be used with 
other motors if desired. 

The type FS alternating-current motor 
brake is adapted for twenty-five and sixty 
evcles, two and three-phase motor circuits. 

Type PB alternating-current motor 
brakes are made for Westinghouse two 
and three-phase induction motors of from 
five to 100 horsepower, twenty-five, forty 
and sixty cycles. The braking action de- 
pends on the contraction of a coiled 
spring, and the brake will operate equally 
well with the motor tilted at a consider- 
able angle from the horizontal position, 
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as on roller lift drawbridges. This brake 
is attached to the motor in the same man- 
ner as the type FS, requiring a special 
bearing bracket and shaft. 

He 
A New Flashing Socket—the “Firefly.” 


The reliability and usefulness of small 
thermostatic flashers, operating upon the 
principle invented by Dr. C. O. Schneider, 
of Chicago, about five years ago, has been 


“FIREFLY” SOCKET FLASHER, SHOWING 
ARRANGEMENT OF PARTS. 


amply demonstrated by the constantly in- 
creasing sales of the “Firefly” flasher, and 
also by the many cheap imitations of this 
simple little instrument that have ap- 
peared on the market at different times. 
Realizing the desirability of a compact 
unit, containing both the flashing mechan- 
ism and a receptacle for the lamp, C. O. 
Schneider & Company have now devised 


“FIREFLY” SOCKET FLASHER, WITH RING 
REMOVED. - 


the “Firefly” flashing socket, which 18 
illustrated herewith. 

The flashing mechanism in the socket 
is the same as the regular “Firefly” only 
much reduced in size, and it operates 
equally as well as the larger instrument. 
The iridio-platinum contacts will be the 
same size as are being used in the original 
flasher, therefore they anticipate the same 
satisfactory long-lasting qualities of the 
new flashing sockets. 

The flashing socket may be connected 
with the same facility as an ordinary 
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socket, it being merely necessary to un- 
screw the insulating ring, to lift off the 
cover, insert the wires through the porce- 
lain base, fasten them to the binding 
screws and replace the cover and ring. 
Any lamp may be screwed into the 
socket, even up to a 100-candiepower 
tungsten. After waiting a minute until 
slightly warm, it will begin to flash the 
light on and off automatically from twenty 
to thirty times a minute, for a year or two. 

Thermostatic flashers are now very ex- 
tensively nsed to operate lamps in small 
electric signs, for attractive window-trim- 
ring effects, for displaying new types of 
lamp, decorative lighting, Christmas tree 
lamps, etc. In some forms of small signs 
made of all glass and metal, the flashing 
socket can be used without the ring and 
cover, as shown in the illustration. An- 
other illustration shows the same flashing 
mechanism without the lamp socket; this 
will be known as the “Midget” flasher. 


“FIREFLY” 
RING AND SOCKET. 


FLASHER USED WITHOUT 


The great majority of thermostatic 
flashers in use at the present time are re- 
quired to operate only a single lamp, and 
for this reason the flashing socket should 
meet an already existing large demand. 
ede 
Schureman Alternating-current Elevator 

Controllers. 


The J. L. Schureman Company, of 
Chicago, which for the past fourteen years 
has specialized in the design and construc- 
tion of self-starters and elevator con- 
trollers, and whose direct-current appa- 
ratus is in general use throughout the 
country, has recently perfected a complete 
alternating-current line which is dis- 
tinctive in that it conforms to the best 
principles in self-starter design, as de- 
veloped in direct-current practice, by em- 
ploying solenoids to perform all the func- 
tions of connecting the motor to the line 
and bringing it up to speed. 

The line is complete in every respect 
and includes remote-control switches, self- 
starters for all classes of pump and com- 
pressor work, and elevator controllers for 
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all services. Only one type, the reversing 
controller for slow-speed freight elevators, 
will be described at this time. 

To obtain the best results and to avoid 
injury to the motor or controller through 
ignorance of the operator, the controller 
should be positive in action. After the 
rope has been pulled to start the elevator, 
the acceleration of the motor should be 
regulated entirely by the controller and 
should not be subject to the will of the 
operator. Also, in case of a failure in 
voltage through an interrupted circuit of 
any kind, it is unsafe to rely upon the 
judgment of the operator to return the 
controlling rope to the off position. To 
guard against accident in such a case the 
controller should be provided with a no- 
voltage release, which insures the return 
of the controller to starting position on 
failure of voltage. 

These controllers employ the resistance 
method of starting, and are especially 
adapted to slip-ring two or three-phase 
motors, such as are generally used for 
elevator service, on account of the high 
starting torque required. They have been 
successfully used, however, with squirrel- 
cage motors with high-resistance windings 
and comparatively high-torque character- 
istics. 

The construction and operation of the 
controller is very nearly the same for 
either class of motor, the essential dif- 
ference being in the rheostat. In the slip- 
ring type the starting resistance is of 
course inserted in the rotor circuit, is star- 
connected for three-phase motors and is 
inserted in all three phases. In the 
squirrel-cage type the resistance is in- 
serted in two phases of the stator circuit 
and is cut out by the rheostat switches 
operating in pairs. 

Fig. 1 shows a fifteen-horsepower, 220- 
volt, three-phase type “ASF” controller 
for a motor of this type. It is constructed 
along the same general lines as the 
“Schureman” direct-current freight ele- 
vator controller and consists of a solenoid- 
operated rheostat for accelerating the mo- 
tor, and a knife-type reversing switch. 


The method of operation is extremely 


simple. The shaft of the reversing switch 
is geared suitably to the operating mech- 
anism of the elevator. A movement of 
the shipper rope sufficient to produce a 
throw of ninety degrees on the switch 
shaft closes the reversing switch and 
starts the motor in the direction for either 
up or down movement of the car, as de- 
sired, depending on the direction of pull 
on the rope, and the consequent direction 
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of rotation of the switch shaft. This 
switch not only closes the stator circuit of 
the motor and connects the latter directly 
to the line, but also acts as a pole changer 
and controls the direction of rotation by 
reversing two legs of the stator circuit. 
It also controls the circuit of the rheostat 
solenoid, and when closed this solenoid is 
instantly energized and completes the op- 
eration of the controller by cutting out the 
starting resistance in the rotor circuit and 
bringing the motor to speed. 

The construction of the controller is 
simple and rugged throughout, all parts 
being made interchangeable for easy re- 
placement. The rheostat consists of a 
series of short-circuiting switches, a 
solenoid and dashpot. As the plunger of 


FIFTEEN-HORSEPOWER, 220-VOLT TYPE 
ASF CONTROLLER. 


the solenoid is raised, it revolves a hori- 
zontal shaft through the medium of a rack 
and pinion. A series of cranks placed at 
fixed positions on the shaft operate the 
switches, closing them in succession, and 
short-circuiting the starting resistance. 
The switches are three-point, and each 
short-circuits one step of resistance in each 
phase. In this way the resistance in each 
phase is equal at all times and the circuit 
is never unbalanced. This insures uni- 
form torque and maximum efficiency. A 
vacuum dashpot retards the movement of 
the solenoid plunger and can be adjusted 
to give the desired rate of acceleration. 

The solenoid is of special construction, 
the pull being practically constant 
throughout the stroke, and is practically 
noiseless in operation. It is designed to 
withstand severe service without undue 
heating. 


| 
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Electrodeposition of Brass. 


In the electrodeposition of brass and 
similar alloys the chief difficulty which 
has heretofore been experienced in prac- 
tice is to obtain for any length of time 
an alloy of the desired composition. The 
composition of the alloy can be regulate 
within certain limits by varying the rela- 
tive percentages of the metals in solution 
through the adjustment of the tempera- 
ture of the electrolyte and the current 
density with the corresponding increase 
or decrease in voltage and moving the 
cathode, but this regulation is not suff- 
cient in cases where it is desired to de- 
posit an alloy of any thickness, for in- 
stance, to produce brass sheets or tubes. 

As the result of an invention that was 
recently patented Mr. Sherard O. Cowper- 
Coles, of London, England, provides 
means whereby the composition of the 
alloy deposited can be more effectually 
controlled. His process consists in em- 
ploying, in addition to an anode of the 
alloy to be deposited, say brass, anodes of 
copper and zinc which can be connected 


‘to the circuit which supplies the current 


passed through the brass anode. Further- 
more, resistances are inserted in the con- 
ductors which convey the current to the 
zine and copper anodes, whereby the 
amount of current flowing through these 
anodes, and as a consequence, the amount 
of metal that goes into the solution, can 
be regulated. . 

The inventor has found that good re- 
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sium. He has obtained excellent results 
with an electrolyte prepared as follows: 
A ten per cent solution of cyanide of 
potassium is brought to the point of satu- 
ration by passing an electric current 
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Remarkable Performance of Allis- 
Chalmers Steam Turbine. 


The accompanying illustrations nave 
been made from photographs which were 
taken of a 5,000-kilowatt Allis-Chalmers 
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A NEAR VIEW OF THE BLADING OF ALLIS-CHALMERS STEAM TURBINE AFTER 


TWENTY-SEVEN MONTHS' 


through a brass anode, the cathode being 
protected by a porous pot, and the elec- 
trolyte being then worked under the con- 
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CONTINUOUS SERVICE. 


steam turbine which was opened up re- 
cently at the power house of the Brooklyn 
Edison Company, in Brooklyn, Ne Ys 


5,000-KILOWATT ALLIS-CHALMERS STEAM TURBINE AFTER TWENTY-SiEKVEN MONTHS’ CONTINUOUS SERVICE 
POWER HOUSE OF THE RROOKLYN EDISON COMPANY, 


BROOKLYN, N. Y. 


sults can be obtained in practice with 
sguch an arrangement of anodes by em- 
ploying an electrolyte composed of double 
cyanides of copper and zine and potas- 


dition already mentioned, small quantities 
of cyanide of potassium being added from 


time to time to maintain the strength of 
the solution. 


after twenty-seven months’ continuous 
service. The camera was brought as close 
to the machinery as practicable, in order 
to secure the greatest detail possible. The 
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photographic results show that there was 
absolutely no deterioration after this long 
period of service. Notwithstanding the 
high initial rating given the machine, it 
has frequently carried a load of 9,000 
kilowatts for long periods continuously. 
T'he constructional features of the Allis- 
Chalmers steam turbine are well known, 
and they will be referred to here only 
briefly. The turbine as manufactured 
today is the result of practical experience 


BLADING AND SHROUD RING OF 5.000-KILOWATT ALLIS-CHALMERS STEAM TURBINE AFTER TWENTY-SEVEN 
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enters through a main throttle or regulat- 
ing valve, and passes into the cylinder at 
the high-prssure end, passing alternately 
through stationary and revolving rows of 
blades, finally emerging at the lowest stage 
and passing to the condenser or to the 
atmosphere. Each row of blades, sta- 
tionary and revolving, extends completely 
around the turbine, the steam flowing 
through the full annulus between the spin- 
dle and the cylinder. The blades in each 


ELECTRICIAN 


701 


manner, bind together the tips of the 
blades, a shroud ring is used. Holes are 
punched in this shroud ring to receive 
projections on the tips of the blades, these 
holes being accurately spaced by special 
machinery to match the slots in the foun- 
dation ring. The finished rings them- 
selves are of dovetailed shape in cross- 
section, and are inserted in dovetailed 
grooves in the turbine cylinder and spin- 
dle, respectively, in which they are firmly 
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CONTINUOUS SERVICE IN THE. POWER HOUSE OF THE BROOKLYN EDISON COMPANY, BROOKLYN, N. Y. 


and systematic experiment extending over 
the period since 1884, when the first com- 
mercial “Parsons” turbine was produced. 
The turbine consists essentially of a fixed 
casing or cylinder and a revolving spindle 
or drum. The ends of the spindle are ex- 
tended in the form of a shaft carried in 
two bearings, and excepting the small 
parts of the governing mechanism and the 
oil pump, these bearings are the only rub- 
bing parts in the entire turbine. Steam 


step are arranged in groups of increasing 
length. At the beginning of each of the 
larger steps the blades are usually shorter 
than at the end of the preceding smaller 
step, the change being made in such a 
way that the correct relation of blade 
length to spindle diameter is secured. 
Each blade is individually formed by 
special machine tools, and the roots of the 
blades are held firmly in the foundation 
ring. To protect and, in a substantial 


held by key pieces. The latter, after be- 
ing driven into place, are upset into un- 
der-cut grooves, positively locking the 
whole structure together and making it 
wholly impossible for a blade to get out 
of place. 

The flanges of the channel-shaped 
shroud rings are made thin, so that in case 
of contact from any accidental cause, no 
dangerous heating will take place, nor will 
the rubbing rip out the blades. 
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SILICO-VANADIUM TRANSFORMER 
STEEL. 


BY H. W. YOUNG. 


The remarkable magnetic qualities of 
the new silico-vanadium steel as used in 
recent designs of transformers has aroused 
so much inquiry that a brief discussion 
of the physical appearance of this alloy 
steel will be of interest. 

Silico-vanadium steel is strongly crys- 
talline in structure, looking very much 
like a sheet of zinc or tin, although the 
appearance of different samples will vary 
on account of the different thicknesses of 
scale arising from the annealing process. 
When held so that the light is reflected 
from its surface this crystalline structure 
is most pronounced. Occasionally, sam- 
ples will be found which are coated with 
a dark blue scale covering the surface of 
the metal, but when this is removed the 
characteristic crystalline structure is 
plainly discernible. 

The susceptibility of silico-vanadium 
steel to oxidation during the annealing 
process is a very valuable commercial fea- 
ture, for the reason that the exceedingly 
thin scale or film of oxide which forms 
on the surface is an insulator to the ex- 
tent of rendering unnecessary the usual 
practice of painting or japanning the 
transformer laminations made from this 
steel. Insulating the laminations by paint 
or japan is not only expensive, but un- 
desirable, for the reason that the japan 
or paint occupies some space, so that as 
much steel cannot be placed in a given 
section as would otherwise be employed. 

In the accompanying illustration is 
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on edge has been bent sharply a number 
of times and shows how the dark blue scale 
has been loosened by the operation. 
Anyone who is interested can thus 
readily compare the various alloy steels at 
present on the market by an examination 
of their physical appearance and also by 
the bending test, as shown in the illustra- 


COMPLETE SILICO-VANADIUM STEEL 
TRANSFORMER. 


tion. A further peculiar characteristic of 
silico-vanadium steel is the manner in 
which it breaks and the appearance of the 
fracture. While there is a slight varia- 


BENDING SILICO-VANADIUM STEEL. 


shown a piece of silico-vanadium steel be- 
ing bent into the form of a half circle, 
and aleo a piece of ordinary alloy steel, or 
silicon steel. which will not readily bend 
into the form of a half circle, but rather 
tends to form a V-shaped fold. The piece 
of silico-vanadium steel shown standing 


tion in the hardness of this steel, some 
pieces breaking instantly like glass upon 
the first attempt at bending, other samples 
may be bent very sharply several times 
before snapping. The fracture is irregu- 
lar and the crystals may be easily seen 
without the aid of a magnifying glass. 
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As this subject is of such widespread 
interest at the present time, manufacturers 
have prepared small samples of the alloy 
steels which they are using, and are usu- 
ally glad to send these on request. 

The improved magnetic quality of silico- 
vanadium steel is now fully recognized as 
of great importance in decreasing trans- 
former core losses, and improvements in 
efficiencies resulting are of material value 
to central stations. While the use of this 
new alloy has necessitated more or less re- 
designing the standard transformer, the 
general appearance has not been greatly 
changed, as will be noted from the illus- 
tration showing a complete transformer 
mounted in the case. 


ede 


Texas Independent Telephone Con- 
vention. 


Seventy-five representatives of Texas in- 
dependent telephone companies attended 
the convention of the Texas Independent 
Telephone Association, held at Dallas, 
October 25 and 26. J. B. Earle of Waco, 
the retiring president of the association, 
delivered an interesting address in which 
he pointed out the benefits to be obtained 
by the members of the association 
through organized and concerted effort. 
C. A. Shock of Sherman, retiring secre- 
tary-treasurer, spoke of the value of a 
state association. The effect of anti-trust 
and anti-pass laws on telephone develop- 
ment was discussed by T. P. Stilwell of 
Lone Oak, who took the position that this 
character of legislation had encouraged 
telephone development in Texas. “Fi- 
nancing Telephone Properties” was the 
subject of a paper by W. A. Walker, 
president and general manager of the San 
Antonio Telephone Company. C. W. 
Emmer of Beaumont discussed the mat- 
ter of “Relation of the Exchange Owner 
to the Supply Dealer and Manufacturer.” 
Addresses were also delivered on the sub- 
jects: “How to Increase Income and 
Curtail Expenses,” by E. M. Chamberlain 
of Greenville; “Rural Lines and Connec- 
tions,” by W. P. Johnson of Corsicana. 
and “Value of Tact in the Telephone 
Field,” by Floyd R. Brown of Dallas. 

The following officers were elected for 
the coming year: President, D. A. 
Walker of San Antonio; vice-presidents. 
E. M. Chamberlain of Greenville, R. A. 
Renfro of Hillsboro, and I. W. Parks of 
Giddings ; secretary-treasurer, T. A. Gould 
of Ennis. D. A. Walker was elected dele- 
gate to the international convention, with 
J. R. Earle as alternate. 
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Current Electrical News 


CONTINENTAL EUROPE. 


BASEL, OCTOBER 17.—The city of Sofia, Bulgaria, whose popu- 
lation is estimated at 100,000, is well provided with electric light- 
ing and tramways. To furnish the current for both purposes 
there have been erected two electric plants of some size. The 
first of these stations is a hydro-electric plant, about ten miles 
from the city, near the village of Pantcharevo, on the Isker River. 
The remainder of the power is supplied from a steam plant 
located within the city limits. The hydraulic plant uses a 170-foot 
head of water and has a capacity of about 1,600 kilowatts at 
present. Oerlikon alternators of the three-phase type are used in 
the station, and are direct-coupled to Piccard-Pictet wheels, manu- 
factured at Geneva. In the second plant, within the city, are 
installed three units of 400 kilowatts each, arranged to be worked 
in parallel with the hydraulic plant, for both lighting and tram- 
ways. Owing to the extension of the tramway lines a new 1,000- 
horsepower group will be especially installed for this purpose. 
The lighting mains of the town are 3,400 volts on the primary 
and 150 yolts on the secondary. 

At the electrical exposition of Marseilles the section relating 
to traction contains some interesting electric railway exhibits. 
The Marseilles tramway company, which now operates one of the 
most extensive systems in Europe, shows a number of models of 
its city and suburban cars and motors. The Schneider Company 
of Creusot (France) has a complete exhibit of track material and 
rolling stock, together with many samples of fittings. Under- 
ground conduits for electric tramways are exhibited by the East 
Parisian Company. The Bordeaux Tramways Company has a 
large exhibit, which includes a train of three cars, two motor cars 
and a trailer, of the most recent type. A similar exhibit is made 
by the traction company of Nice, showing its multiple-unit cars. 
The Genoa company has two narrow-gauge traction cars, in which 
the electric outfit was furnished by the Allgemeine Elektrizitats 
Gesellschaft of Berlin. 

At Budweis, Austria, there is a project in consideration for 
a new system of narrow-gauge electric traction lines for the city. 
The International Electric Company is one of the promoters, and 
it is intended to run several different sections of line in the town 
and the suburbs, A new suburban tramway line, which was opened 
not long ago at Berlin, runs to the locality of Altstadt. Passen- 
gers and freight are carried on this line. The city of Basle, 
Switzerland, besides having extensive tramway lines within the 
town, is now the terminus of two suburban lines. One of these 
lines (the Birseck road) uses a type of motor car and trailer. 
The extensive electrical works of the Abott Company, one of the 
largest in Switzerland, are located on the present line at Miin- 
chenstein. - The second suburban system, known as the Birgstal 
road, uses motor car trains. 

At St. Petersburg not long since there was held a congress 
of the leading railroad officials of the county to discuss the ques- 
tion of adopting electric traction upon parts of the principal rail- 
roads of Russia. This move is an important one, as it is pro- 
posed to use the electric system upon the St. Petersburg-Moscow, 
Kharkoff-Sebastopol, St. Petersburg-Warsaw and Kieff-Odessa lines. 

A. DE C. 


GREAT BRITAIN. 


Lonvox, OCTOBER 16.—Just as there seemed to be a possi- 
bility of the London electric power bills being allowed to come 
before a committee of the House of Commons and being consid- 
ered on their merits, the opposition of the London municipal 
authorities has assumed a most virulent form, and every effort is 
to be made to prevent the companies’ bills going forward. Con- 


siderable strong feeling has been shown at the action of many 
members of Parliament for London assenting to the second read- 
ing of the bills, their reason being that they were convinced of 
the necessity for some bulk supply arrangements being made, and 
that as the London County Council had expressed its intention of 
not entering the field with a scheme, they voted for the com- 
panies’ bills as the only alternative. 

The delegates to the International Conference on Electrical 
Units and Standards are not lacking entertainment. Luncheons 
and dinners have been given by the government, and also by 
the Royal Society and the lord mayor of London, and visits are 
being made every day to numerous institutions, both scientific 
and popular. 

Trolley omnibuses appear to be creating an impression among 
municipal tramway authorities. The latest giving consideration 
to their adoption are the Liverpool and Falmouth local authori- 
ties. Similarly, the London Electrobus Company continues to 
make applications to numerous provincial authorities for permis- 
sion to run electric omnibuses in parts not touched by tramways. 

Rumors are afloat in London of the formation of a new elec- 
tric power company, with the sole object of supplying the Rand 
(South African) mines. Of interest in the same connection is 
the report of the Victoria Falls Power Company, which has just 
been issued. From this it is clear that the utilization of the 
waterpower at the Victoria Falls is not at all an immediate possi- 
bility. In fact, a new steam station is about completed, at 
Brakfran, while a second similar station at Germiston is under 
construction. The first has a capacity of 8,000 horsepower and 
the latter 16,000 horsepower. | G. 


EASTERN CANADA. 


OTTAWA, OCTOBER 24.—The new electric line, the Montreal & 
Southern Counties Railway, which some time ago secured an en- 
trance into Montreal from the South Shore, has started construc- 
tion work. 

The proposal to lease the properties of the Mexican Light 
& Power Company to the Mexico Tramways Company meets 
with such adverse criticism from shareholders of the former 
company that the project has practically been shelved. Sir 
George Drummond’s recent resignation from the presidency of 
this company is understood to have been by way of a protest 
against the sacrifice of its interests to the aggrandizement of the 
Tramways concern. 

The Ontario Hydro-Electric Power Commission has announced 
that the engineers have adjusted the details of the construction 
of the Niagara Falls transmission lines with the contractors and 
work will commence at once. 

In spite of the depression in business during the past year, 
the financial statement of the Montreal Street Railway shows that 
{he road received an increase in gross and net earnings for the 
year ended September 30. The gross earnings are given at $3,- 
677,432, and the operating expenses amounted to $2,158,394. The 
net income is placed at $1,136,411, and after dividend payments 
a surplus of $235,686 is left. 

Much Canadian capital is invested in the West India Electric 
Company, which owns and operates the tram service at Kingston, 
Jamaica, James Hutchinson, of Montreal, being the president. 
This company operates about twenty-five miles of road, all of 
which is of first-class construction. The natives are employed 
as motormen and conductors and have been found fully compe- 
tent for their respective duties. W. 


WESTERN CANADA. 


WINNIPEG, OCTOBER 31.—Timely rains in Victoria, B. C., 
have put an end to the power famine in that city, and it is 
expected that there will be no more trouble before next sum- 
mer, when it is intended that the British Columbia Electric Rail- 
road Company will have a new power plant in operation. This 
company will erect a huge concrete dam at Coquitlam Lake, 
near New Westminster, B. C., for the purpose of increasing its 
power. This dam will be seventy-five feet high, ranging in width 
from forty feet at the base to the width of a wagon road at the 
apex. 

The municipal electric street railway system at Edmonton, 
Alberta, was put in operation on October 26. 

The city of Port Arthur, Ontario, has made a contract for the 
supply of 400 electrical horsepower, at $25 per horsepower, from 
the Kaministiquia Power Company of Fort William, Ont. The 
company will build a sub-station in Port Arthur, with a capacity 
of 2,000 horsepower, and will distribute power to manufacturing 
concerns in Port Arthur and Fort William. 

The telephone line between South Pender and Pender Island, 
B. C., has been completed by the Dominion government, and ar- 
rangements are now being completed for the extension of the line 
to Mayne Island, giving through communication with Victoria, 
B. C. R. 


IMPORTANT DEVELOPMENTS. 


NEW PLANS FOR MOJAVE RIVER POWER SCHEME—A 
new company has been organized for the purpose of taking over 
the Westwater interests in the Victor dam project, and the great 
scheme of impounding the waters of the Mojave River by filling 
up the natural dam site at Victorville may soon be accomplished. 
The company has filed articles of incorporation under the name 
of the Mojave Water and Power Company, with an authorized 
capital of $2,000,000. 


HUGE WATERPOWER DEVELOPMENT TO MANUFAC- 
TURE PAPER—The Minnesota & Ontario Power Company has 
been incorporated, with a capitalization of $7,000,000. The corpora- 
tion plans to develop idle waterpower, establish a paper manu- 
facturing center and conduct lumbering operations over a terri- 
tory of 150,000 square miles. The board of directors is as fol- 
lows: Edward W. Backus, William E. Brooks, Warrens Curtis, 
John A. Davis, of New York; W. A. S. Peabody, Alexander Smith, 
of Chicago, and Warren Curtis, Jr., formerly of Corinth, N. Y. 


RECEIVERS FOR HUDSON RIVER COMPANIES—Receivers 
have been appointed for the Hudson River Electric Power Com- 
pany, which was organized in 1903, and controls the Hudson 
River Water Power Company, Hudson River Electric Company, 
and Hudson River Power Transmission Company, together with 
various sub-companies owned by the last two named, supplying 
central and eastern New York state with power. The authorized 
capital stock was $10,000,000, of which $5,390,000 was issued. The 
total funded debt of the corporation, according to its last state- 
ment, was $9,683,500. Net earnings for 1907 were $486,200. 


POWER DEVELOPMENTS AT NECAXA, MEX.—Contracts 
have been let by the Mexican Light and Power Company for the 
construction of the three tunnels and a canal to divert water to 
the reservoirs of the company at Necaxa. The tunnels will be, 
respectively, one of 1,400 meters and two of 350 meters in length, 
and the canal will be two or three kilometers in length. Two 
additional dams are to be built at Necaxa for the storage of this 
additional water supply. One of these dams will contain 800,000 
cubic meters of material and the other 250,000 cubic meters. The 
power house at Nacaxa is also to be increased by two large 
concentrators, of 16,000 horsepower capacity. The Laguna reser- 
voir dam has been completed and the reservoir is now about half 
full of water. This reservoir has a capacity of 44,000,000 cubic 
meters. The Los Reyes reservoir dam has also been completed 
and is practically full of water. This reservoir has a capacity of 
12,000,000 cubic meters. Shareholders of the Mexican Light and 
Power Company will hold a special meeting in Montreal, Canada, 
on December 3, for the purpose of ratifying an increase cf 
$3,800,000 in the preferred stock issue of that company. 
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PROMOTES $24,000,000 TROLLEYLESS STREET-RAILWAY 
SYSTEM FOR SAN FRANCISCO—John J. Egan, a promoter, 
concerning whom little appears to be known, is seeking a 25-year 
franchise in San Francisco for a street car system, to traverse 
244 miles of streets, and to be established at an expenditure of 
$24,000,000. He says he has recently received a patent for a 
new type of electric street car system, the conductor rail being 
carried on the roof of the cars, projecting 25 feet ahead and the 
same distance behind. The ends are to touch poles set at regu- 
lar intervals, thus keeping the car at all times connected with 
the source of current. 


UNION TRACTION COMPANY, OF PHILADELPHIA, VOTES 
IN FAVOR OF $5,000,000 LOAN—Stockholderg of the Union 
Traction Company, of Philadelphia, Pa., voted in favor of the $5.- 
000,000 loan to the Philadelphia Rapid Transit Company, the 
holding company, 506,757 shares voting in favor and 3,435 against. 
After the announcement that the loan proposition was carried the 
following resigned: John B. Parsons, as president and director; 
George D. Widener, as vice-president and director; P. A. B. 
Widener, W. H. Shelmerdine, George H. Earle and J. J. Sullivan, 
as directors. E. A. Ballard then nominated the following, who 
were elected to the vacancies: John H. Chestnut, William P. 
Katz, Jacob S. Disston, Henry Fernberger, Edward M. Story and 
J. J. Sullivan. After the Union Traction meeting the stockhold- 
ers of the Philadelphia Rapid Transit Company held a special 
meeting ratifying the Union Traction Company $5,000,000 loan. 


INDEPENDENT INTERESTS PLAN NATIONAL LONG-DIS- 
TANCE -SYSTEM—The reported combination of independent 
long-distance telephone interests to form a national long-distance 
system was confirmed at Buffalo, N. Y., on October 29, by B. G. 
Hubbell. “Contracts are now being closed,” said Mr. Hubbell, 
“with twelve of the principal independent long-distance companies 
for the use of rights-of-way, poles and connections, and there is 
every prospect of early incorporation and the beginning of con- 
struction. The plan is to fill in the gaps between existing long- 
distance systems to form a single group, with Poughkeepsie, 
N. Y., as the eastern terminus, Kansas City as the western, and 
Mobile, Ala., as the southernmost point. Within this area will 
be united Chicago, Detroit and Michigan points, with Cleveland, 
Buffalo and Rochester to the east and St. Louis, Indianapolis. 
Louisville, Pittsburg, Scranton and Philadelphia, besides interme- 
diate points.” 


PROPOSALS. 


VACUUM CLEANING SYSTEM FOR FEDERAL BUILDING, 
( LEVELAND—The office of the supervising architect will receive 
sealed proposals until November 21 for the installation of a vac- 
vum-cleaning system for the Federal building at Cleveland, Ohio, 
in accordance with specifications, which may be had at the above 
office or the office of the architect, Arnold W. Brunner, 33 Union 
square, West, New York city. 


POSTOFFICE, GAINESVILLE, GA.—The office of the super- 
vising architect, Treasury Department, Washington, D. C., will 
receive sealed proposals until December 8 for the construction 
(complete) of the U. S. postoffice at Gainesville, Ga., in accord- 
ance with the drawings and specifications, copies of which may 
be had at the above office or at the office of the postmaster at 
Gainesville, 


ENGINEERING SOCIETIES. 


BOSTON BRANCH, A. I. E. E.—The first monthly meeting 
of the Boston section of the American Institute of Electrical En- 
gineers was addressed by Professor Charles M. Allen, of the 


Worcester Polytechnic Institute, on the subject, “Testing by 
Dynamometers.” 


_ WORCESTER POLYTECHNIC BRANCH, A. I. E. E.—The 
meeting of the Worchester Polytechnic Branch of the Institute, at 
Worcester, was given over to a discussion of the proceedings of 


the American Street and Interurban Railway convention at At- 
lantic City last month. 
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ELECTRIC LIGHTING. 


TOPEKA, KAN.—The Great Bend Water & Electrical Com- 
pany, with a capital stock of $80,000, has been granted a charter. 


NASHVILLE, TENN.—The Tennessee Electric Company has 
been incorporated for $5,000 by I. L. Canoway, J. H. Rudisell and 
T. S. Sinson. 


ANTLERS, OKLA.—An engineer has been employed to make 
estimates of cost of an electric-light plant which the city contem- 
plates installing. 


STOCKBRIDGE, MASS.—The Stockbridge Lighting Company 
seeks authority to issue $15,000 additional capital stock, making 
the total $40,000. 


ALBANY, KY.—Five citizens have formed a stock company 
and Albany is to have an electric light plant. The plant will be 
installed at once. 


BASTROP, TEX.—T. A. Orgain, city secretary, has charge 
of a project for the city to issue bonds for the purchase of an 
electric-light plant. 


SPOONER, MINN.—Building on the Shevlin-Mathieu power 
house has been commenced. The structure throughout will be 
of concrete and steel. 


BUFFALO, N. Y.—The Republic Electric Company has been 
incorporated for $5,000 by a number of incorporators, headed by 
William E. Robertson of Buffalo. 


WARREN, OHIO—Mayor Kilpatrick has vetoed the ordinance 
passed in council in favor of the Hydro Electric Company and the 
Warren Water & Light Company. 


= STOYESTOWN, PA.—The Stoyestown Light, Heat & Power 
Company is to be organized, with a capital stock of $7,500. D. E. 
Long heads the list of incorporators. 


COLUMBUS, OHIO—The East End Electric Company of 
Cleveland has been incorporated with a capital stock of $10,000. 
C. R. Foster heads the stockholders. 


ROOSEVELT, N. Y.—The Roosevelt Waterpower and Light 
Company has been incorporated, with a capital stock of $40,000. 
Edward Uhe heads the incorporators. 


MONTGOMERY, ALA.—The Choctawhatchie River Light and 
Power Company has been incorporated for $1,000,000, of whicb 
$500,000 is paid in. W. C. Fritter heads the incorporators. 


SCHENECTADY, N. Y.—According to newspaper reports the 
Schenectady Illuminating Company is to erect an eight-story 
building at State and Barrett streets, on the site of the Park 
House. 


JACKSONVILLE, FLA.—An ordinance before the city coun- 
cil provides for granting a franchise for an electric light and 
Street railway system to M. M. Smith, W. D. Holden and A. 
Johnson, 


HARRISBURG, PA.—Plans for a permanent decorative illumi- 
hation of Market street and Market square have been made by 
the Harrisburg Light, Heat and Power Company. Several blocks 
are now thus illuminated. 


FAIRFIELD, CONN.—A report on the cost of installing an 
electric lighting plant to light the villages of Fairfield and South- 
port, made at a meeting of the Fairfield Village Improvement So- 
ciety, is now before the people of the town. 


ELWOOD, IND.—The plant of the Citizens’ Heat and Light 
Company, of Elwood, was sold at receiver's sale at the Anderson 
courthouse for $50,000, the purchase being made by E. R. Ester, 
& member of a committee representing the stockholders. The 
Plant was appraised at $375,000. The Central Indiana Electric 
Company is expected to take over the Elwood plant as soon as 
it secures a franchise in Elwood. The bonded indebtedness of 
fhe Elwood company is $364,000. 
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FRANKFORT, IND.—The municipal electric light plant was 
wrecked October 27, sustaining $25,000 damage, by the explosion 
of a fourteen-ton flywheel. The governor on the 500-horsepower 
engine stuck, it is said, and pieces of the flywheel were hurled 
300 feet. ee E E | 


ATLANTIC CITY, N. J.—Chairman Donnelly, of the council's 
lighting committee, has been authorized to secure bids for the 
lighting and illumination of the “boardwalk” next year. The 
present contract expires in a few weeks. Bids are to be received 
until November 9. 


CARL JUNCTION, KAN.—Business men are urging a light- 
ing system from the lines of the Joplin-Pittsburg Electric Rail- 
way, which passes through Carl Junction. It is understood that 
the company can furnish all power necessary and would wire the 
city at a reasonable rate. . 


BUENA VISTA, VA.—The Rockbridge Power Company has se- 
cured a franchise to furnish the city with electric light and 
power. The company proposes to develop waterpower on North 
River and furnish electricity to Buena Vista, Glasgow, Buchanan 
and possibly Lexington, Va., locating sub-stations in. each city. 


PLATTEVILLE, WIS.—O, M. Fox’ and M. F. Fox are con- 
sidering extending electric light and power lines to Platteville, 
having already decided to build from Galena to Benton and 
Cuba City. The company which they head is erecting an elec- 
tric power plant at Galena, to furnish light and power to the 
vicinity. 


NAPA, CAL.—The board of supervisors has granted E. D. 
Lehe of Dixon a franchise to construct electric power lines over 
the roads of Napa County north from the city to the Lake 
County line, passing through St. Helena and Calistoga. Mr. 
Lehe plans to re-establish the electric lighting system at Calis- 
toga. 


BEDFORD CITY, VA.—A _ 1,000-horsepower hydro-electric 
plant is plauned for a power site on the Jameg River, 25 miles 
from Bedford City. There is a fall of seventeen feet at this 
point, and it is estimated that the present dam will generate 
1,200 horsepower. The power would be transmitted and used to 
light the city. 


LINDSAY, OKLA.—The board of trustees has called for an 
election on the proposal to appropriate $40,000 for a water and 
electric light system for Lindsay. The town is situated in a 
prosperous and growing country and apparently there is little 
opposition to the movement, and it is predicted that the election 
will carry by a large majority. 


CHICAGO, ILL.—The Commonwealth Edison Company has 
obtained control of the property at the southeast corner of 
Quarry street and the Chicago River through a lease from North- 
western University. The tract contains 118,356 square feet, or 
almost three acres. The present lease is for ninety-five years 
from November 1 of the present year, the total rental being 
$308,750. 


ST. LOUIS, MO.—Property owners of the district bounded by 
Fourth, Twelfth, Washington and Market streets, are discussing 
a uniform system of lighting for the downtown streets. A com- 
mittee has presented figures on the cost of carrying out the plan 
in the district named, and interesting data from other cities, 
which have adopted the electrolier system, were furnished the 
property owners. 


TERRE HAUTE, IND.—The directors of the Pleasant Shades 
Power Company, which was incorporated under the laws of Iņ 
djana September 1, for $100,000, have decided to locate the home 
offices in Terre Haute. M. H. Ewers, president of the company, 
heads the list of Terre Haute men who comprise the incorpora- 
tors. The new company was organized to build a waterpower 
generating station and summer resort on Rocky River, or Sugar 
Creek, near Waveland, thirty-two miles from Terre Haute. The 
company owns about 400 acres of land. A dam 350 feet long 
and twenty feet high will be built to supply waterpower for gen- 
erating 500 kilowatts of electric power, to be used in lighting 
the resort and operating an electric railway. 
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PROVIDENCE, R. I—The stockholders of the Narragansett 
Electric Company will shortly be called upon to consider the 
advisability of an issue of $500,000 in 4 per cent debentures. The 
purpose of the issue is to retire a portion of the floating indebt- 
edness of the company. This issue, if approved by the stock- 
holders, will make the total of outstanding securities of the 
company of all classes $4,500,000. 


BLUE ISLAND, ILL.—The Sanitary District of Chicago has 
entered into a contract to supply the town of Blue Island with 
light and power. Compensation was fixed on a basis of estimated 
returns to the District of $14,000 the first year and increases each 
year thereafter. The District is to take over the commercial 
lighting system and supply current to the residents of the town 
at a rate of 10 cents per kilowatt hour. 


PUGET SOUND, WASH.—Work is progressing on the con- 
struction of the new $450,000 central power plant, which is being 
built at the Navy Yard. The Westinghouse Electric and Manu- 
facturing Company has secured the contract for supplying a 
1,000-kilowatt generator and a 500-kilowatt generator. These, in 
addition to the 500-kilowatt generator previously contracted for, 
will give the plant a generating capacity of 2,000 kilowatts. 


CHATTANOOGA, TENN.—The Chattanooga-Tennessee River 
Power Company awarded a contract to Guild & Company of Chat- 
tanooga, to furnish materia] and construct a transmission line 
fifteen miles long from Hale’s Bar to Chattanooga. Steel towers 
resting on concrete foundations will be erected along the right- 
of-way. The contract involves the expenditure of about $150,000. 
The company is constructing a hydro-electric plant at Hales Bar 
to secure an ultimate development of 56,000 horsepower. 


OBITUARIES. 


MR. HENRY A. BUTTERS, president of the Northern Elec- 
tric Railway Company, died in Berkeley, Cal., last week. He 
was widely known as a mining man and capitalist. 


DR. DANIEL C. GILMAN, first president of the Johns Hop- 
kins University, Baltimore, Md., and afterward head of the Car- 
negie Institute, Washington, died on October 14 at Norwich, 
Ct., at seventy-seven years of age. Educated first at Yale and 
then at Cambridge and Berlin, he became president of the Uni- 
versity of California in 1872. Five years later he went in the 
same capacity to the Johns Hopkins University. His work there, 
which lasted until 1901, secured him a place among the foremost 
American educators. In 1891 Dr. Gilman left Baltimore for 
Washington, where he spent three years organizing the Carnegie 
Institute. In addition to the work of his various university ap- 
pointments, Dr. Gilman was appointed by President Cleveland to 
act as commissioner in the Venezuela and British Guiana boun- 
dary dispute. He was president of the American Oriental So- 
ciety, and a prominent member of various learned societies and 
institutions. 


NEW PUBLICATIONS. 


NATIONAL BOARD OF FIRE UNDERWRITERS—Among re- 
cent publications of the National Board of Fire Underwriters are 
two leaflets giving rules and requirements for the construction, 
installation and use of coal gas producers on both the pressure 
and suction system, and rules for the construction and installa- 
tion of incubators and brooders. Devices heated by coal, gas or 
electricity are regarded as much less hazardous than those heated 
by oil flames. 


THE ARMOUR ENGINEER—Douring the coming year there 
will be published Volume I of the Armour Engineer, the new 
semi-annual technical publication of the student body of the 
Armour Institute of Technology, Chicago. This is an engineering 
magazine issuing two large numbers each year, one for each 
semester. The Armour Engineer js to contain technical articles 
by prominent Armour graduates, results of research in the Ar- 
mour testing laboratories, the best papers presented before the 


engineering societies, editorials, book reviews, engineering notes 
and comments. 
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TELEPHONE AND TELEGRAPH. 


WILKES-BARRE, PA.—The Bell Telephone Company has been 
given permission to start the work of laying its wires in the cen- 
tral part of the city under ground. 


SPOTTSYLVANIA, PA.—The Caroline Telephone Company is 
extending its line to the town of Bagby, in that county, and will 
run it from there to Port Royal, on the Rappahannock River. 


NASHVILLE, TENN.—The Limestone Telephone Company 
has been incorporated to operate in Washington County, with a 
capital stock of $3,000. S. B. Moreloch heads the incorporators. 


READING, PA.—The Mt. Zion Rural Telephone Company has 
been organized by farmers and business men of Mt. Zion. The 


line will cover a territory of twenty miles, including Mt. Actna, 
Frystown and Lebanon. 


BIRD ISLAND, MINN.—The village council has granted a fran- 
chise to A. C. Bowe, of Merriam Park, for the installation of a 
telephone system. Mr. Bowe will put in a modern plant, using 
the common battery system. 


GROTON, VT.—The Groton Telephone Company has been or- 
ganized, with a capital stock of $10,000, for the purpose of main- 
taining telephone lines in the towns of Groton, Bradford, Topsham, 
Barnet, Corinth, Newbury, Peacham and Ryegate. 


BOYDS, MD.—The Boyd Telephone Company, supplying Mont- 
gomery, Frederick and Carroll counties, later controlled by the 
American Union Company, has been sold, with all franchises, to 
the recently organized Montgomery Telephone Company, which 
plans to build an independent line, with metallic circuit. 


CORDOVA, ALASKA—Mummy Island, about eight miles 
from Cordova, has been selected as the site for the navy wirs- 
less station, to be established on the Alaskan coast to close com- 
munication between the coastal wireless station of the navy and 


the military Alaskan telegraph system. Work on the new sta 
tion already has begun. 


NEW BRUNSWICK, N., J.—The Middlesex Telephone Company, 
of Monmouth Junction, is capitalized at $10,000, of which $1,000 is 
subscribed. The incorporators are: Clarence S. Groves, of Day- 
ton; D. C. Mershon, Prospect Plains; Andrew Ely, Dayton; A. V. 


Stout, Monmouth Junction; W. J. Rowland, Monmouth Junction; 
George W. Waite, Deans. 


BOYDS, MD.—A meeting attended by residents of Poolesville, 
Dickersons, Boyds, Dawsonville, Barnesville and other points was 
held at Poolesville recently for the purpose of organizing a tele- 
phone company. A metallic system will be installed. Howard G. 
Spurrier, of Poolesville, was elected president of the company. 


A. D. Trundle vice-president and Reginald J. Darby secretary- 
treasurer. 


PHILADELPHIA, PA.—The Keystone Telephone Company 
has taken no action upon the proposed plan to form the Keystone 
nnd other independent telephone companies into a concern to 
handle long-distance telephone and telegraph business all over 
the country. It is stated, however, that the new company will 


be incorporated with a capitalization of between $10,000,000 and 
$20,000,000, 


DELHI, LA.—The West Carroll Telephone and Improvement 
Company has been formed, with a capital of $10,000, to build 
and maintain a telephone system covering the territory embracing 
Richland parish and other parts of the state. It will be a sub- 
sidiary of the Cumberland Telephone and Telegraph Company. 
The president is W. B. Redmond. Local exchanges will be main- 
tained at Delhi, Floyd, Kilborn, Calvert and Pioneer. 


HARRISBURG, PA.—The Bear Gap & Numidia Telephone 
Company, the line of which touches towns in Northumberland, 
Columbia, Mountour and Schuylkill counties, has been incorporated 
with a capital stock of $5,000. Adam W. Dimmick, of Paxinos, is 
treasurer. Lavelle Telephone and Telegraph Company, touching 
towns in Schuylkill, Columbia and Northumberland counties, has 
been incorporated for $5,000; H. O. Lenker, Lavelle, is treasurer. 
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PERSONAL MENTION. 


MR. PAUL W. HORBACH will succeed Mr. E. J. Sullivan as 
manager of the Nebraska Electrical Company at Omaha, Neb., of 
which he is president. 


M. HENRI POINCARE has succeeded the late Henri Bec- 
querel as president of the French technical commission on radio- 
telegraphy appointed March 5, 1907. 


MR. BION J. ARNOLD of Chicago has been elected an hon- 
orary member of the engineering fraternity, Tau Beta Pi. He 
was initiated into this honorary society on October 30. 


MR. C. O. BAKER, of New York city, the head of the well- 
known platinum house of Baker & Company, who had been dan- 
gerously ill for six weeks past, is again in good health and active 
service. 


MR. MARK LOUD of Dallas, Tex., who is associated with 
Stone & Webster, was a New York visitor last week. While in 
the city he was tendered a luncheon at the Machinery Club by 
Capt. Willard L. Candee. 


MR. L. H. VAN ALLEN, at one time general superintendent 
of the New York Central, has been appointed general manager of 
the Buffalo, Genesee & Rochester Traction Company, with head 
quarters in Buffalo, N. Y. 


MR. E. W. GOLDSCHMIDT, New York manager of the Wag- 
ner Electric Manufacturing Company, was to sai] November 6 on 
the White Star liner Cretic for Naples, expecting to remain 
abroad until the first of the year. 


MR. JAMES RAYMOND DEANE was married on October 
15 to Miss Cornelia Mercedes Donovan at St. Vincent’s Church, 
Chicago, the Rev. P. V. Byrne officiating. Mr. Deane is asso- 
ciated with the Guarantee Electric Company. 


MR. GEORGE R. DENEHIE, formerly of the Tampa Electric 
Company, Tampa, Fla., will succeed George F. Morse as master 
mechanic of the Terre Haute, Indianapolis & Eastern Traction 
Company at Terre Haute, Ind. Mr. Morse becomes master me- 
chanic of the Tampa Electric Company. 


DR. A. RAPP and MESSRS. G. GRABBE, C. F. BAUMANN 
and S. HEISEY of Berlin, Germany, are visiting automatic tele- 
phone plants throughout the country on a trip of inspection, es- 
corted by Dr. Frank of New York and Dr. Sulsberger and Messrs. 
W. E. Cook and Russell of Chicago. The party has visited the 
automatic plants at Columbus, O., and Grand Rapids, Mich. 


DR. JOHN W. HAYFORD, member of the international bound- 
ary commission of the United States and Mexico, and well-known 
aS an engineer, has been appointed dean of the new school of 
engineering of Northwestern University, Evanston, Ill., and will 
take up his duties September 1, 1909. The new dean is a grad- 
uate of Cornell University, class of 1889, and is 40 years of age. 


MR. ARTHUR WILLIAMS, recently made president and gen- 
eral manager of the Union Electric Light & Power Company of 
St. Louis, has resigned this position, which he had occupied 
but two months, succeeding Mr. V. N. Powelson. Mr. Williams 
went to St. Louis from the New York Edison Company, where 
he had built up a unique position as general inspector. It is ru- 
mored that Mr. Richard McCulloch of St. Louis will succeed Mr. 
Williams as the local executive head of the Union Electric Light 
and Power Company. 


MR. VAN RENSSELAER LANSINGH, illuminating engineer, 
of New York, delivered an address before the electrical section 
of the Canadian Civil Engineers’ Society at Montreal, October 
22, emphasizing the necessity of engineers and architects working 
together to secure proper natural and artificial lighting of build- 
ings. On November 5 a similar address was delivered before 
the Dayton (Ohio) Electrical Club, including representatives and 
engineers of the Dayton Lighting Company, local electrical con- 
tractors and jobbers, and a number of the owners and managers 
of large buildings. 
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MR. G. HENNING YOUNGREN, for some time past western 
advertising manager of the Manhattan Electrical Supply Com- 
pany, will engage in the preparation of technical copy for adver- 
tisers and institute follow-up systems and publicity campaigns, 
particularly among the members of the electrical industry. Mr. 
Youngren’s headquarters are at 630 North Humphrey avenue, Oak 
Park, Ill ~ 


MR. HERBERT H. EVANS, of Chicago, a collaborator on the 
report of electrification of railway terminals and the Illinois 
Central, made under the auspices of the committee on local trans 
portation, city council, has received an appointment as secretary 
of the committee, a position created by the council in view of the 
volume of important business to be considered during the next 
two years. Mr. Evans is a mechanical engineer and a brother of 
Dr. W. A. Evans, city health commissioner, a joint author of the 
electrification report with Alderman Foreman and Messrs. Paul P. 
Bird and Gilbert E. Ryder, of the city smoke inspection depart- 
ment. 


ELECTRICAL SECURITIES. 


Last week was marking time in the stock markets generally, 
biding the result of the election. The very obyious improvement 
steadily going on in business conditions all over the country has 
discounted to a considerable degree the apprehension which has 
been felt as to the turn affairs might take in national politics. 
Some convincing signs of betterment are seen in the reports of 
increased earnings of railroads, particularly those roads operating 
in western territory. The statement of the United States Steel 
Corporation of its September quarter’s earnings is also very favor- 
able. The gross traffic returns for the month of September of the 
Rock Island system, the Omaha, and the Minneapolis & St. Louis, 
were all above those of September, 1907. The Union Pacific 
gained $464,000, and the Northern Pacific $209,000. Eastern roads, 
while failing to show the same improvement, are recovering 


slowly. 
ELECTRICAL SECURITIES FOR THE WEFK ENDED OCTOBER 31. 
New York: i Closing. 
Allis-Chalmers common ..............eee008 11% 
Allis-Chalmers preferred ...........00.e200- vI L 
Brooklyn Rapid Transit........ssssssecses 48% 
Consolidated Gas ......... ccc cece eee e cece 144% 
General Blectrie -c.4o ¢ee 4.40 kee Peewee ee ee 142% 
Interborough-Metropolitan common......... 9% 


Interborough-Metropolitan preferred......... 28% 
Kings County Electric...............00.0005 
Mackay Companies (Postal Telegraph 

Cables (cOMMON)..........02 cece ee eee 73 


Mackay Companies (Postal Telegraph and 
Cables (preferred)......... Oeil ena D ERTE 69%. 
Manhattan Elevated ............ 0.0 cee ewes 135 
Metropolitan Street Railway................ 24 
New York & New Jersey Telephone........ 114 
Western Union ...... 0... ccc cece eens 3914 
Westinghouse Mfg. Company............... 82 
Boston: Closing. 
American Telephone and Telegraph......... 12653 
Edison Electric Illuminating................ 232 
Massachusetts Electric .................08. 54 
New England Telephone................... 120 


Western Telephone and Telegraph preferred 70 


Philadelphia: Closing. 
Electric Company of America............... 9% 
Electric Storage Battery common........... 35 
Electric Storage Battery preferred.......... 3: 
Philadelphia Electric ...............0.00005 113% 
Philadelphia Rapid Transit................. 22%, 
United Gas Improvement................... 8644 

Chicago: Closing 
Chicago Telephone.....................000.. 123 La 
Commonwealth Edison ...................0. 198 
Metropolitan Elevated preferred............ 4° 
National Carbon common................... 68 
National Carbon preferred.................. 111 


NEW MANUFACTURING COMPANIES. 


THE AMERICAN ELECTRICAL MANUFACTURING COM- 
PANY, Orange, N. J., has been incorporated, with a capital stock 
of $350,000. John C. Ireland, Everett Frohman and T. Wesley 
Wright are the incorporators. The company will manufacture 
electrical and mechanical goods. 


— m= 
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ELECTRIC RAILWAYS. 


SUSQUEHANNA, PA.—A new interurban line is projected 
between Factoryville and Susquehanna. 


PITTSBURG, PA.—Pay-as-you-enter cars have been put into 
service on the principal lines of the Pittsburg Railways Company. 


DETROIT, MICH.—The Detroit United Railways Company 
has put into service a handsome new funeral car which cost $8,000. 


WHEELING, W. VA.—The Union Traction Company's line 
now operating between Sistersville and New Martinsville will be 
extended to Hannibal. 


GLEN ROSE, TEX.—J. Mercer Carter, who is engaged in pro- 
moting an interurban road into Glen Rose, announces that $50,000 
worth of stock has been subscribed. 


WILMINGTON, DEL.—The Wilmington & West Chester. Elec 
tric railway has secured its right-of-way through Delaware and 
the greater part of the Pennsylvania section. 


EUGENE, ORE.—The Mackenzie River Power & Railway 
Company, which is incorporated with a capital stock of $100,000, 
plans an electric road from Eugene to Belknap. 


NORTH FORK, W. VA.—Capital has been secured for build- 
ing an electric road from North Fork to Elkhorn, a distance of 


four miles. Work is to commence as soon as a franchise is se- 
cured. 


JOLIET, ILL.—The Joliet & Southern Traction Company has 
begun running its cars on the New Lenox line. When the line 


from Joliet to Chicago Heights is completed, a half-hour schedule 
will be inaugurated, 


WINONA LAKE, IND.—$300,000 will be expended by the 
Winona Interurban Railway Company to rush completion of the 
Warsaw-Peru division, giving through service from Benton Har- 
bor, Mich., to Louisville, Ky. 


LOWELL, MASS.—The Lowell, Acton & Maynard Street Rail- 
way Company has applied to the State Railroad Commission for 
permission to increase its capital stock by $25,000 at par, the 
amount to be used for extensions. 


PUEBLO, COLO.—The Kansas-Colorado Railroad is in posses- 
sion of the entire right-of-way from Turkey creek to the city 
limits and will ask the council for privileges on the city streets, 
promising that cars will be running within a year. 


LA CROSSE, WIS.—Officers of the Sparta-Melrose Electric 
Railroad Company expect to begin operations in 1909 on the con- 
struction of a line between those two cities via Cataract, Angelo 
and Trout Falls, the road to be twenty-eight miles long. 


NEW YORK, N. Y.—The New York & Queens Railroad Com- 
pany has been granted by the Board of Estimate and Apportion- 
ment the franchise which has been pending for some time to con- 
struct extensions of its lines to Whitestone and Bayside. 


JACKSON, MICH.—Work on the Jackson-Lansing electric line 
of the Michigan United Railways is to be rushed to completion, 
the contract for construction having been let to A. L. Drum & 
Company of Chicago. Cars are promised to be running by March 
of next year. 


ALLENTOWN, PA.—The service of the Electric Express 
Company over the lines of the Lehigh Valley Transit Company 
has proved successful beyond all expectations. Goods are carried 
directly to the doors of farmers along the route, and the service 
is to be extended. 


MODESTO, CAL.—The surveying corps of the Stockton-Mo- 
desto trolley line reached Modesto, having completed the survey 
between the two cities, Applications for franchises in both Mo- 
desto and Stockton will be made this week, and construction work 
will begin within a month. Private right-of-way has been ob- 
tained for the entire distance between the two cities, and the pro- 
moters expect to have the road finished by next July. It will 
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later be extended to Turlock and other points down the valley, 
giving the producer direct communication with tidewater at'Stock- 
ton. 


EL PASO, TEX.—The organization of the El Paso & Fort 
Hancock Railroad Company has been projected. Charles N. Bas- 
sett is president of the company. The capital stock defined In 
the charter to be applied for is $100,000. The road will be built 
from El Paso to Fabens and later to Ft. Hancock. 


PIERRE, S. D.—Articles of incorporation have been filed for 
the Dakota Southern Railway Company, with headquarters at 
I.emmon, S. D. It is organized by local men and proposes to 
ccnstruct a line from Rapid City to Williston, N. D., by way of 
Lemmon, and, as set forth, is capitalized at $90,000,000. 


SEATTLE, WASH.—The Seattle & Issaquah Electric Railway 
Company has been chartered, with a capital stock of $2,000,000, 
by Edwin S. Gill and John McQuade, with the purpose to ac- 
quire, construct, equip, lease, own and operate steam or electric 
roads between points in King and Snohomish counties. 


EVANSVILLE, IND.—Directors of the Evansville & Southern 
Indiana Railway Company, which includes interurban lines from 
Princeton to Evansville and the Evansville street railway system, 
have voted to extend the line, which will eventually connect Evans- 
ville and Terre Haute, northward from Patoka in the early spring. 


AUGUSTA, GA—An electric trolley line is projected from 
Augusta to Edgefield, one of South Carolina’s most historic county 
seats. A contract for the survey work has been awarded, and 


prospects seem good for completion of the road within a short 
time. 


GARY, IND.—A new interurban road, to be known as the 
Valparaiso, Hobart & Gary railway, is said to have the support 
of ample capital and to be built as soon as certain franchises are 


obtained. Among those interested is James Hopkins, son of Sen- 
ator Hopkins of Illinois. 


UVALDE, TEX.—The driving of the first spike in the Uvalde 
city railway lines was performed with much ceremony on Octo- 
ber 20. Mayor Mat Burney of Uvalde and Mayor W. L. Rawlin- 
son of Sansom wielded the hammers. M. M. McFarlane, who is 


the promoter of the enterprise, says the line will be in operation 
by December 1. ` 


LEAVENWORTH, KAN.—In preparing to operate trains by 
electricity through the Cascade tunnel, the Great Northern Rail- 
road is building a low concrete dam in the Wenatchee River, to- 
gether with 11,000 lineal feet of nine-foot wooden flume and 1,000 
feet of steel flume, to convey water to its power house. It is 
expected that the plant will be in operation by January 1. 


ALTOONA, PA.—An electric trolley line from Altoona to 
Bedford Springs, by way of Morrison’s Cove, has been definitely 
planned. The road will be fifty miles in length and will pass 
through Duncansville, Hollidaysburg, Roaring Spring, Martinsburg, 
New Enterprise and Woodbury. The estimated cost of the con- 
struction of the road, power plants and rolling stock is $1,500,000. 


WEST NEWTON, PA.—Work will start next week on rival 
Street railway lines between West Newton and Herminie, ulti- 
mately to be extended to form a short-cut line between the 
Youghiogheny and Monongahela valleys. The Jeannette, West 
Newton and Monongahela Valley Street Railway Company is plac- 
ing grade stakes on its route, and the Pittsburgh & Westmore- 


land Company has a line partly constructed through the town 
and work will be resumed next week. 


BUFFALO, N. Y.—A report favorable to the Buffalo & Lacka- 
wanna Traction Company has been filed by Michael Danahy, 
Michael F. Schelling and William B. Cutter, the commission ap- 
pointed by the Appellate Division. The Buffalo & Lackawanna is 
in reality the Buffalo & Lake Erie Traction Company. The com- 
mission found that the route is the shortest possible between West 
Seneca and the business heart of Buffalo and that the distance 
can be traveled in thirty minutes less time than by the present 
route of the International Railway. 


— — 
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WASHINGTON, D. C.—Plans are being matured for the con- 
struction of a second trolley line between Washington and Balti- 
more. The plan is to close the gap between Ellicott City, Md., 
and Sligo, by the construction of new tracks, making use of the 
trackage of the Washington Railway & Electric Company, on the 
Brightwood line, and the Seventh street line of the Capital Trac- 
tion Company for entrance to the district, and the tracks of the 
United Railways of Baltimore over the Ellicott City branch for 
entrance to Baltimore. 


DATES AHEAD. 


Association of Car-Lighting Engineers. 
Chicago, Ill., November 18. 


National Society for the Promotion of Industrial Education. 
Annual meeting, Atlanta, Ga., November 19-21. 


First annual meeting, 


International Annual 


convention, Chicago, Ill., 


Independent Telephone Association. 
December 1-3. 


American Society of Mechanical Engineers. Annual meeting, 


New York city, December 1-4. 


American Roentgen Ray Society. Annual meeting, New York 


city, December 28-30. 


Chicago Electrical Show. Coliseum, Chicago, Ill., 
30, 1909. 


January 16- 


American Association for the Advancement of Science. An- 
nual meeting, Baltimore, Md., January, 1909. 
Northwestern Electrical Association. Annual meeting, Mil- 


waukee, Wis., January, 1909. 


INDUSTRIAL ITEMS. 


THE WESTERN ELECTRIC COMPANY, Chicago, in booklet 
No, 1150, explains the advantages of lead-covered telephone cable 
for aerial and underground purposes. Several pages of general 
instructive matter on the subject of cables are followed by a 
detailed description of the cable products of the company. 


THE UNDERWRITERS’ LABORATORIES, INCORPORATED, 
382 East Ohio street, Chicago, has issued a thirty-six-page book- 
let descriptive of the nature of its work and the terms and con- 
ditions under which it conducts tests of fire-resisting appliances 
and materials. The laboratories are under the control of the 
National Board of Fire Underwriters, 


ROSSITER, MACGOVERN & COMPANY, dealers in electrical 
machinery, Whitehall Building, 17 Battery place, New York city, 
have purchased the Charles E. Dustin Company, dealer in elec- 
trical, steam and miscellaneous machinery, formerly at 11 Broad- 
way, New York city, and the offices of the latter company have 
been moved to those of the former. 


THE EXCELLO ARC LAMP COMPANY, New York and Chi- 
cago, has published a new catalogue describing the Excello flam- 
ing arc lamp and its advantages for various kinds of lighting and 
giving full data on the various types of this lamp made. In a 
pamphlet entitled “Seen Everywhere” the company gives nearly 
thirty views showing installations of Excello lamps. 


THE BAY STATE INSULATED WIRE AND CABLE COM- 
PANY, Hyde Park, Mass., announces that it has no further busi- 
ness connection with the Western Wire Sales Company of Chi- 
cago, Ill., as the latter company has ceased to be its agent. Here- 
after Mr, Richard Wick, 356 Dearborn street, Chicago, will repre- 
sent the Bay State Insulated Wire and Cable Company in the 
Chicago district. 


THE WARD LEONARD ELECTRIC COMPANY, Bronxville, 
N. Y., has issued a new bulletin relating to Ward Leonard load 
boxes, a loading device for replacing lamp banks. Different ca- 
pacities are made, from 10 amperes to 23% amperes on 120-volt 
circuits, and from 5 to 12 amperes on 240-volt circuits. A com- 
bination or double-voltage rheostat giving 24 amperes on 110 
volts and 12 amperes on 220 volts, is listed. The bulletin de- 
clares that many of these rheostats are in daily use by the lead- 
ing eleetric light companies of America, among the more promi- 
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nent users being the Edison companies of New York, Detroit, 
Chicago and Brooklyn, and the Public Service Corporation of New 
Jersey. 


THE CENTRAL ELECTRIC COMPANY, Chicago, has com- 
pleted arrangements to sell and carry a Chicago stock of Ward 
Leonard meter-testing rheostats. A catalogue will shortly be 
issued describing these rheostats, together with full illustrations 
indicating the methods of applying them to testing of commercial 
meters of both alternating-current and direct-current circuits. A 
copy of this catalogue will be sent upon request. 


THE HOLOPHANE COMPANY, New York, has published 
bulletin No. 11, devoted to high-efficiency reflectors. These have 
been particularly designed for use with Gem, tantalum and 
tungsten lamps, and are built on the new equal prism principle. 
The reflectors are made in three different types, extensive, 
intensive and focusing. In the bulletin there is also included a 
mass of data valuable in designing illumination with the new re- 
flectors. 


DOSSERT & COMPANY, 242 West Forty-first street, New 
York, reports the receipt of the following orders during the cur- 
rent week: 350 cable taps for feeder cable, from the Chicago 
City Railway Company; 1,750 two-ways, three-ways and fuse box 
plugs from the Edison Electric Illuminating Company of Brook- 
lyn, and 800 connectors of various sizes and styles from the 
Western Electric Company of New York, for export to South 
Africa and the Klondike. 


THE L. E. KNOTT APPARATUS COMPANY AND THE AR- 
THUR W. HALL SCIENTIFIC COMPANY announce that they 
will combine their respective assets and business experience, with 
a view to rendering the best possible service. Arthur W., Hall 
is to be actively connected with the new management. E. Cate, 
after more than a year’s absence, partly’ abroad, resumes his con- 
nection. L, E. Knott retires. The business address continues to 
be 16 Harcourt street, Boston, Mass. 


THE FOOS GAS ENGINE COMPANY, Springfield, O., an- 
nounces that the United Cigarette Machine Company, of Lynch. 
burg, Va., which has used several Foos engines in its power 
plant for eight or ten years, has recently placed an order for 
one of the Foos Company’s 100-horsepower, multiple-eylinder ver- 
tical engines and producer gas plants complete. The engine will 
be direct connected to a General Electric generator, which is to 
supply current for the operation of the new plant nearing com- 
pletion. 


THE RAIL JOINT COMPANY, Troy, N. Y., at the annual 
meeting of its stockholders, held on October 28, chose directors 
as follows: George G, Frelinghuysen, Frederick T. Fearey, E. Y. 
Weber, C. P. Wheeler, Mark T. Cox, Marcus L. Ward, F. C. 
Runyon, L. F. Braine, Percy Holbrook, Benjamin Y. Wolhaupter 
and George A. Weber. The directors of the company organized 
With these officers: Chairman of the board, George G. Freling- 
huysen; president, Frederick T. Fearey; vice-presidents, L, F. 
Braine and Percy Holbrook; secretary, Benjamin Y. Wolhaupter; 
treasurer, F. C. Runyon. 


THE BENJAMIN ELECTRIC MANUFACTURING COMPANY, 
Chicago, has issued a handsome catalogue, B-18, describing and 
listing Benjamin wireless clusters and lighting specialties. Con. 
veniently indexed are complete lists of cluster bodies and ceiling, 
pendant, special and weatherproof fixtures and miscellaneous 
materials. Many special and ingenious forms of fittings are de- 
scribed. The extensive lists give code word, catalogue number, 
description, list price and weight of package for each article 
mentioned. In its typographical and mechanical] make-up the 
catalogue is unique and very convenient. 


THE MASCHINENFABRIK OERLIKON, near Zurich, Swit- 
zerland, has distributed recently a number of publications of spe- 
cial interest. A well-illustrated bulletin of thirty-six pages de- 
scribes the power plant and transmission system of the Societa 
Mineraria ed Elettrica del Valdarno in Italy. A seventy-two-pagea 
bulletin gives a full description of the single-phase railway from 
Seebach to Wittingen, Germany. Other publications are devoted 
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to the 52,000-volt power transmission system from Gaucin to 


‘Seville, electric installations driven by wind power, high-speed 


motor generator sets and automatic limit devices for electrically 
driven cranes. 


THE WHEELER CONDENSER AND ENGINEERING COM- 
PANY, Carteret, N. J., has published a 24-page booklet entitled 
“Surface Condensers.” The subject matter includes chapters on 
the economy of running condensing, the advantages of different 
types of condensers, and a description of Wheeler surface con- 
densers. The Volz combined feed-water heater and condenser, 
in which some of the tubes serve as a primary heater, is de- 
scribed, and there is a section on turbine condenser outfits. The 
final part of the catalogue is devoted to notes and suggestions on 
the installation and operation of surface condensers. The illus- 
trations show the various types of Wheeler Admiralty and 
Wheeler-Volz surface condensers and waterworks condensers, and 
a number of the large steam power plants of the country. This 
booklet is one of a series of engineering treatises which the 
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Wheeler Condenser and Engineering Company is distributing, and 
will be of interest and value to any engineer who is called upon 
to design, construct or manage steam plants. 


THE PETTINGELL-ANDREWS COMPANY, Boston, is mar- 
keting a number of devices designed to prevent the theft of cur- 
rent. In the forthcoming issue of the company's new publication, 
Juice, the “O. K.” fuse block cover and “O. K.” meter connec- 
tion block are to be described. The former is a device for cover- 
ing branch blocks so as to prevent illegal connections or the re- 
fusing of blocks on discontinued services. The meter connection 
biock makes it possible to carry the service wires in conduit from 
entrance to meter, leaving no exposed wires in the customers’ 
premises. This block is designed to facilitate the testing or re- 
placement of meters, without interrupting the customers’ service, 
or the necessity of opening tap joints or cutting wires. These 
two devices are being extensively used by some of the larger 
central stations, and the knowledge of their merits will undouht- 
edly be of interest to every central-station man. 


RECORD OF ELECTRICAL PATENTS. 


Issued (United States Patent Office) October 27, 1908. 


901,939. CUT-OUT BOX. Thomas Q. Andrazyk, Chicago, Ill 
Filed July 29, 1907. An asbestos-lined cut-out box. i l 


901,942. WAVE-RESPONSIVE DEVICE. Clifford D. Babcock, 
New York, N. Y., assignor to United Wireless Telegraph 
Company, New York, N. Y. Filed August 27, 1906. The de- 
vice has an adjustable contact engaging a spring contact arm. 


901,944. CAR TRUCK. Asa F. Batchelder; Schenectady, N. Y., 
assignor to General, Electric Company. Filed January 29, 
1908. The motor armature is mounted on one axle and a 


ee bolster and motor field is supported on the side 
rame. 


901,957. TELEGRAPHIC CODE CONDENSER. Matthew B. 
Dickie, Glasgow, Scotland, assignor to Nobel’s Explosives 
Company, Limited, Glasgow, Scotland. Filed February 21 
1908. Three circular scales are arranged parallel and have 
different numbers and letters. 


901,967.—OIL SWITCH 


901,958. RAILWAY SIGNAL. Heinrich Diehl, Berlin, Germany, 
assignor to General Electric Company. Filed April 23, 1907. 
Means carried by the moving car throw light on selenium 
cells, which control the signal. 


901,965. PREPARATION OF ELECTROTYPE MOLDS. Albert 
W. Harrison, Baltimore, Md. Filed July 16, 1906. The in- 
gredients are in the proportion of one gallon of water, one 
ounce of kainite and a small quantity of graphite. 


901,966. SOLUTION FOR TREATING ELECTROTYPE MOLDS. 
Albert W. Harrison, Baltimore, Md. Filed December 7, 1906. 
This solution consists of nitrate of soda dissolved in water, 
with graphite added thereto. 


901,967. OIL SWITCH. Edward M. Hewlett, Schenectady, N. Y., 
assignor to General Electric Company. Filed November 7, 
1904. A circulating of! system comprises a reservoir and 
a pump for storing oil under pressure therein. 


a | iS 


901,974. TELEPHONE REPEATER. Lucius A. Lindsey, Crystal 
Springs, Ga. Filed March 20, 1906. The repeater has a car- 
bon button, one plate of which is attached to the diaphragm. 


901,975. RACK-RAIL LOCOMOTIVE. George E. Lynch, Colum- 
bus, Ohio, assignor to Jeffrey Manufacturing Company. Filed 
January 26, 1906. A motor-driven locomotive. 


901,976. CURRENT-COLLECTING MEANS. Campbell Macmil- 
lan, Schenectady, N. Y., assignor to General Electric Com- 
pany. Filed February 12, 1906. A rotating collecting ring 


and a stationary ring are connected by a rotating contact 
member, 


901,977. MICROPHONE APPARATUS FOR TELEPHONE AND 
OTHER CIRCUITS. Quirino Majorana, Rome, Italy. Filed 
July 7, 1906. There is provided a liquid supply tube and an 


elastic connection between the diaphragm and the outlet end 
of the tube. 


901,981. SUSPENSION DEVICE FOR TROLLEY WIRES OR 
OTHER CONDUCTORS CARRYING CURRENTS OF HIGH 
VOLTAGE. George A. Mead, Mansfield, Ohio. Filed December 
2, 1904. A bracket hag an insulator sleeved thereon. A trolley 
wire is supported by the insulator and an insulated brace 
rod is connected to the wire. 


901,993. CARBON PENCIL OF ELECTRIC ARC LIGHTS. John 
Nicholson, Frackville, Pa. Filed April 20, 1908. This arc 


lamp electrode comprises a cored carbon pencil having a 
metal cap and metal] jacket. 


901,997. ELECTRIC RAILWAY SYSTEM. Horace F. Parshall, 
London Wall, London, England, assignor to General Electric 
Company. Filed August 19, 1904. A switch on the car for 


automatically changing the car circuits from single-phase trol- 
ley to direct-current third rail. 


902,003. ELECTRIC FIREPLACE. Alfred D. Rathbone, Grand 


Rapids, Mich. Filed February 4, 1908. The heating element 
is made luminous. 


902,004. PLURAL-LAMP FIXTURE. Frank J. Russell, New 


York, N. Y. Filed October 20, 1906. A wireless cluster 
bracket. 


902,014. SIGNALING SYSTEM FOR RAILROAD TRAINS. Shell- 
man T. Stewart, Newark, N. J. Filed January 31, 1908. This 
system is equipped with gates to make and break the signal 
circuit and latches for locking the gates and a second circuit 
to operate the latches. 


902,017. ELECTRIC CAR TRUCK. Fernando F. Stowe, Worces- 
ter, Mass. Filed March 10, 1905. Renewed March 16, 1908. 
On the truck frame is an electric motor and spring-pressed 
cone bearings holding the motor in place in the frame. 


902,019 and 902,020. DYNAMO-ELECTRIC MACHINE. Karl Sulz- 
berger, Charlottenburg, Germany, assignor to General Electric 
Company. Filed April 8, 1905, and December 12, 1906. A ro 
tating field magnet has a distributed winding and special 
winding holders arranged between the parts of the same. 


November 7, 1908 


902,024. ELECTRIC HEATER. Elihu Thomson, Swampscott, 
Mass., assignor to General Electric Company. Filed June 17, 
1907. In this heater is a fluid container, an electric heating 
device and a casing forming a condensing space for the fluid. 


902,026. RAIL BOND. Eugene W. Vogel, Chicago, Ill., assignor 
to the Railroad Supply Company, Chicago, Ill. Filed Feb- 
ruary 9, 1906. The bond has shallow superficial grooves in 
its outer surface. 


902,028. ELECTRIC SIGN. Henry J. Walser, Cleveland, Ohio. 
Filed May 29, 1906. This is an advertising display sign. 


902,032. INCANDESCENT ELECTRIC LAMP. Willis R. Whit- 
ney, Schenectady, N. Y., asslgnor to General Electric Com- 


pany. Filed October 31, 1904. The patent relates to the base 
terminals. 
902,038. SWITCH MECHANISM. John B. Wiard, Lynn, Mass., 


assignor to Genera] Electric Company. Filed April 28, 1906. 
A reversing switch has two sets of resilient contact fingers 
and a rocker member. 


9)2,195.—-TELEPHONE RELAY 


302,035. ELECTRIC RAILROAD SWITCH. Merle J. Wightman, 
New York, N. Y. Filed January 2, 1908. A motor-operated 
track switch. 


902,040. WIRE CONNECTOR. Homer W. Wyckoff, Indianapolis, 
Ind.; Nathan H. Richardson, administrator of said Homer W. 
Wyckoff, deceased. Filed March 12, 1906. Two metal plates 
are placed on each side of the wire and clamped together by 
a bolt. 


902,043. TELEPHONE TRANSMITTER. George F. Atwood, East 
Orange, N. J., assignor to Western Electric Company, Chi- 
cago, Ill. Filed March 12, 1906. The containing case of the 
transmitter has a chamber secured to its rear wall. 


902,048. MOLDED RESISTANCE. Lawrence E. Barringer, Sche- 
nectady, N. Y., assignor to General] Electric Company. Filed 
February 2, 1906. Constituents are comminuted conducting 
material and hydrous silicate of calcium. 


902,061. MOTOR CONTROLLER. Henry F. Elshoff, Norwood, 
Ohio, assignor to Allis-Chalmers Company and the Bullock 
Electric Manufacturing Company. Filed June 30, 1906. A 
muitiple-voltage controller has a drum controlling the resist- 
ance switches. 


902,065. DYNAMO-ELECTRIC MACHINE. Allan B. Field, Nor- 
wood, Ohio, assignor to Allis-Chalmers Company and the 
Bullock Electric Manufacturing Company. Filed May 13, 1907. 
Sean field has damper rods extending through its fleld 
poles, 


902,069. INCANDESCENT LAMP. Hugo Gernsback, New York, 
N. Y., assignor to the Motor Car Equipment Company, New 
York, N. Y. Filed March 12, 1907. A number of filaments 
are adapted to burn in parallel. Non-conductive stiffening 
members connect their feed wires. 


902,074. SPEED INDICATOR. John L, Hall, Schenectady, N. Y., 
assignor to General Electric Company. Filed February 28, 
1906. Electrically controlled means periodically lock a con- 
ay rotating and an intermittently rotating member to- 
gether, 


902,099. SELECTIVE SIGNALING DEVICE. Ira F. Manny, Mil 
waukee, Wis., assignor to the Manny Signal Company, Mil- 
waukee, Wis. Filed December 12, 1907. A motor-driven ro- 
tary member has escapement teeth engaged by the pawl and 
a signaling member that can be engaged by the pawl when 
it is moved out of the path of the teeth. 


902,101. MOTOR CONTROLLER. Anthony L, McHugh, Cincin- 
nati, Ohio, assignor to Allis-Chalmers Company and the Bul 
lock Electric Manufacturing Company. Filed June 30, 1906. 
A modification of No. 902,062. 
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902,105. ELECTRIC BELL. Charles H. North, Cleveland, Ohio, 
assignor to the North Electric Company, Cleveland, Ohio. 
Filed April 22, 1905. An adjustable weight is slidably 
mounted on the bell tapper for adapting the bell to selective 
actuation by different currents. 


902,106. METHOD OF AND MEANS FOR UTILIZING THE 
PRESSURE IN THE INTERIOR OF AN ELECTRIC CON- 
DUCTOR CARRYING CURRENT. Edwin F. Northrup, Phil- 
adelphia, Pa., assignor to the Leeds & Northrup Company, 
Philadelphia, Pa. Filed March 1, 1907. Chambers containing 
a liquid conductor communicate with each other by a passage 
from a point near the center of one chamber to a point 
more remote from the center of the adjacent chamber. 


902,108. MOTOR CONTROLLER. William D. Pomeroy, Norwood, 
Ohio, assignor to Allis-Chalmers Company and the Bullock 
Electric Manufacturing Company. Filed December 31, 1906. 
A switch biased toward closed position is arranged to be 
opened by the drum when the latter is moved between cer- 
tain positions. 


$02,118. SIGNAL SYSTEM. Burt A. Slater and Michael J. Mc- 
Dermott, Boise, Idaho. Filed March 5, 1908. An electric 
block signaling system for railways. 


902,121. ELECTRIC FIXTURE. Edgar C. Suiter, Olympia, Wash. 
Filed April 30, 1907. A slack adjusting device for drop lamps. 


902,157. PROCESS FOR PRODUCING PHOSPHORIC ACID. 
Frederick J. Maywald, Brooklyn, N. Y. Filed September 10, 
1902. A low potential arc is applied to a granular mass of 
phosphates, 


$02,173. ELECTRIC CELL. Georges Schauli, London, England. 
Filed September 18, 1906. The metallic plate is a compound 
one, composed of a continuous fluid-tight plate and a perfo- 
rated plate in metallic contact therewith. 


$02,176. RAILWAY SIGNALING SYSTEM. Carl J. Schwarze, 
Adrian, Mich. Filed July 18, 1906. Combined with a trolley 
wire are signaling conductors mounted on each side thereof. 


902,184. ELECTRO-PNEUMATIC BRAKE. Walter V. Turner, 
Wilkinsburg, Pa., assignor to the Westinghouse Air Brake 
Company, Pittsburg, Pa. Filed March 20, 1905. An electric 
application, valve for controlling the supply of air to the 
brake cylinder and a normally open electric release valve for 
controlling the exhaust port. 


902,195. TELEPHONE RELAY. Ernst F. W. Alexanderson, Sche- 
nectady, N. Y., assignor to General Electric Company. Filed 
January 25, 1908. A high-frequency induction alternator has 
its stationary fleld winding connected in the primary circuit 
and the stationary armature connected in the secondary cir- 
cult. 


902,216. ELECTRIC LAMP FOR HELMETS AND SIMILAR 
HEAD COVERINGS. Johann H. Dräger, Lübeck, Germany. 
Filed January 2, 1908. Mounted in the helmet is a battery 
connected with an electric lamp. 


902,424.—DUPLEX COMMUTATOR 


902,235. CABLE TIP. Louis Kellner, New York, N. Y., assignor 
to Metropolitan Switchboard Company. Filed November 11, 
1907. The cable conductor fits into a conical hole, at the 
outer end of which is a screw plug. 


902,244. ELECTRICALLY-CONTROLLED LOCK. Edward W. 
Marvel, Philadelphia, Pa., assignor to William H. Hollar, 
Philadelphia, Pa. Filed May 12, 1908. Electric motors oper- 
ate the locking mechanism. 


902,262. INSULATOR PROTECTOR. Robert R. Sparks, Green- 
field, Mass. Filed May 20, 1908. About the insulator is a 
removable jacket forming a housing. 


902,275. BANK OF LOCKING SWITCH KEYS. Elmer R. Cor- 
win and Charles A. Bals, Chicago, Ill., assignors to Corwin 
Telephone Manufacturing Company, Chicago, Ill Filed March 
28, 1908. In a party line switch depression of any one of 
the push-buttons operates locking bars whereby any of the 
push-button keys which has been depressed is released. 
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992,285. CONDUIT. John A. Garey, Mound ‘City, "Mo: Filed 902,499. INDUCTOR MAGNETO-ALTERNATOR. Leon Le Fon: 


August 12, 1907. A- pair of ‘loosely’.mounted plates is heid 
by springs to form a wholiy-closing shield for the third rail. 


902,297. RAILWAY SIGNALING APPARATUS. Winthrop K. 

-Howel Buffalo. N. Y., assignor to General Railway Signal 

- “Company, Buffalo, N. Y. Filed November 27, 1905. Renewed 

` June 6, 1908. A double signal is operated by a motor 
through an electromagnet clutch for each signaling part. 


902,307. ELECTRIC CONTROLLING DEVICE. Harry W. Leon- 
ard, Bronxville, N. Y. Filed May 13, 1905. This motor start- 
ing box has an auxiliary movable contact device, carried by 
the main control switch, and means for causing this contact 
to quickly close the circuit independently of the rate of move- 
ment of the switeh. 


902,320. GAME REGISTER. Edward O. Parker and Harold E. 
Grey, Independence, Iowa. Filed April 19, 1906. Electrically 
operated means advance an index step by step and simultane 
ously operate an electromagnetic signal apparatus. 


902,338. TELEPHONE SYSTEM. Paul V. Smith, Lyons, Kan. 
Filed December 22, 1906. An intercommunicating system. 


902,354. ELECTRODE FOR ARC .LAMPS. Willis R. Whitney, 
Boston, Mass., assignor to General Electric Company. Filed 
December 10, 1903. An electrode formed from a pure metal 


having a melting point higher than iron and yielding a lumi 
nous or flaming arc. 


902,356. FOUR-PARTY-LINE INDICATING -RINGING KEY. 
Charles S. Winston, Chicago, Il., assignor to Kellogg Switch- 
board and Supply Company, Chicago, Ill. Filed August 3, 
1907. There are four switch-actuating plungers and four aux- 
iliary plungers, one for each of the previous ones to indicate 
the last one that has been depressed. 


902,455.—TRANSPOSITION BRACKET 


902,373. SPARK-PLUG ATTACHMENT. Frederick D. Casey, 
North Water Gap, Pa. Filed July 25, 1907. A cover for the 
plug has an opening to permit the passage of a conductor. 


502,389. APPARATUS FOR CONNECTING CONDUCTING AND 
OTHER WIRES. Anthony Fodor, Budapest, Austria-Hungary. 
Filed November 14, 1907. Holding and twisting devices are 
independently adjustable, and there are means for locking 
the holding device in position. 


902,396. CONTROLLING SYSTEM FOR ELECTRIC MOTORS. 
Jay H. Hall, Cleveland, Ohio, assignor to Electric Controller 
and Supply Company, Cleveland, Ohio. Filed March 13, 1906. 
A master controller for a number of motors. 


902,420. TROLLEY GUARD. William D. Lewis, Plymouth, Pa. 


Filed April 11, 1908. A guard frame is provided at one end 
with a segment-shaped enlargement. 


902,424. COMMUTATOR FOR DYNAMO-ELECTRIC MACHINES. 
Frederick H. Loring, London, England. Filed December 31, 
1907. Two independent commutators are arranged side by 
side, integral projections being formed on the end face of 
one commutator and entering recesses on the end face of the 
adjacent one. 


902,427. ELECTRIC SPARKING DEVICE. Willie H. R. Milde- 
prath, Jacksonville, Fla. Filed January 20, 1906. A station- 
ary electrode is associated with a movable electrode operated 
by an electromagnet. 


902,455. TRANSPOSITION BRACKET FOR’ INSULATORS. 
James E. Skinner, Kingman, Kan. Filed June 17, 1908. A 
pair of superimposed hubs is provided with radially project- 
ing arms, having bearings at the free ends. 


902,476. ELECTRIC LOCOMOTIVE. William Dalton, Schenec-: 
tady, N. Y., assignor to American Locomotive Company, New 
York, N. Y. Filed July 22, 1907. There are two swiveling 
trucks having each a pair of guide wheels at each end and 
two pairs of driving wheels between the guide wheels. 
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tois, New Rochelle, N. Y., assignor to Hurd & Haggin. Filed 
October 24, 1907. A diamond-shaped field frame has the 
windings at the nearer corners, which have soft iron interna) 
poles adjacent to a rotor. 


902,513. ENDOSCOPE. Reinhold H. Wappler, New York, N. Y., 
assignor to Wappler Electric Controller Company, New York, 
N. Y. Filed January 11, 1908. An electric light bulb is 
screwed into the socket member. 


902,522. ELECTRIC-CIRCUIT CONTROLLER FOR INTERNAL- 
COMBUSTION ENGINES. Charles Cuno, Oconomowoc, Wis., 
assignor to Connecticut Auto Engineering Corporation, Meri- 
den, Conn. Filed September 19, 1906. A contact arm carried 
by the shaft engages an insulated contact block carried by 
the case. 


REISSUES. 


12,871. PROCESS OF TREATING NEGATIVE-POLE PLATES. 
Joseph Bijur, New York, N. Y., assignor to the General Stor- 
age Battery Company. Filed January 14, 1908. Original No. 
485,391, dated February 26, 1907. (Division A.) The process 
consists in soaking the plate in a solution of sugar, in de- 
positing sugar in its pores and ultimately carbon, then drying 
the plate and heating it to carbonize the sugar and forming 
a final inert deposit of carbon. 


12,872. NEGATIVE-POLE PLATE. Joseph Bijur, New York, N. 
Y., assignor‘to the General Storage Battery Company. Filed 
January 14, 1908. Original No. 845,391, dated February 26, 
1907, (Division B.) A Planté plate characterized by having 
inert material incorporated in the active material and a sub- 
stantially sustained capacity in use. 


PATENTS THAT HAVE EXPIRED, 


Following is a list of electrical patents (issued by the United 
States Patent Office) that expired November 3, 1908: 


462,231. ELECTRIC RAILWAY. E, M. Bentley, New York, N. Y. 


462,237. ELECTRIC LIGHTING SYSTEM. J. I. Conklin, Brook- 
lyn, N. Y. 


462,261. AUTOMATIC ELECTRIC WELDING MACHINE. H. 
Lemp and C. G. Anderson, Lynn, Mass. 


462,262. LAMINATED DIE, HAMMER, ETC., FOR ELECTRIC 
METAL-WORKING APPARATUS. H. Lemp. Lynn. Mass. 


462,263. METHOD OF, AND APPARATUS FOR, CONSTRUCT. 


ING ELECTRIC-LIGHT OR OTHER LINES. H. Lemp, Lynn, 
Mass. 


462,311. SYSTEM OF ELECTRIC LIGHTING. F. M. Garland, 
New Haven, Conn. 


462,321 and 462,322. ELECTROMAGNETIC SEPARATOR. R. R. 
Moffat, New York, N. Y. 


462,345. ELECTRIC SIGNALING SYSTEM. F. B. Wood, New 
York, N. Y. i 


462,348. GEARING FOR ELECTROMAGNETIC MOTORS. C. E. 
Chinnock, Brooklyn, N. Y. 


462,353. ELECTRIC SWITCH. M. Hoopes, West Chester, Pa. 


462,369. CONTROLLING DEVICE FOR ELECTRIC MOTORS. 
F. O. Blackwell, New York, N. Y. 


462,407. ELECTRIC SWITCH. R. M. Hunter, Philadelphia, Pa. 


462,418. METHOD OF, AND APPARATUS FOR, ELECTRICAL 
CONVERSION AND DISTRIBUTION. N. Tesla, New York, 
N. Y. 


462,449. SECONDARY BATTERY. J. H. Palmer, Boston, Mass. 


462,504. ELECTRIC CURRENT METER. J. T. W. Olan, New 
York. 


462,513. AUTOMATIC SIGNAL APPARATUS. J. B. Stewart, 
Haverstraw, N. Y. 


462,532. ELECTRIC COOKING STOVE. J. V. Capek, New York, 
N. Y. 


462,540. INCANDESCENT ELECTRIC LAMP. T. A. Edison, Lle- 
wellyn Park, N. J. 


462,578. TROLLEY FOR ELECTRIC CARS. R. D. Nuttall, Alle- 
gheny, Pa. 


462,595. ELECTRIC RAILWAY. J. B. Sheldon and D. J. Mur- 
nane, St. Louis, Mo. 


462,624. ELECTRIC ARC LAMP. T. Conroy, Kansas City, Mo. 


462,672. CONDUIT ELECTRIC RAILWAY. A. J. Robertson, New 
York, N. Y. 


462.673. ELECTRIC ARC LAMP. E. C. Russell, Boston, Mass. 
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THE BUSINESS REVIVAL. 


Immediately following the election there appeared from 
every quarter indications that business had taken a new hold 
upon things, and that, in spite of the improvement which had 
taken place for the past two or three months, and which it 
was feared had discounted the results of the election, we are 
about to indulge in a season of conspicuous prosperity. Large 
orders which were contingent upon the result of the election 
were put in force, and it is estimated that with the starting up 
of industrial undertakings in every part of the country, that 
over a million men have been put to work on full time, where 
for the past six or eight months there has been either partial 
or complete shutdown. That this should be the case is remark- 
able, because the statistics at present available show that al- 
though there has been a great falling off in the rate of produc- 
tion and the development of wealth for the past year, the totals 
do not compare unfavorably with the totals for the last two 
years; and these totals were far greater than had ever been 
built up before, and were considered phenomenal. It is posi- 
tively the case that there has not been a great falling off, but 
what has happened is that there was a sudden and maintained 
check to the acceleration. The country was never in a better 
condition to cope with the opportunity for rapid assimilation 
of orders and for the proper handling of huge demands than 
at the present time. During the trying period of the past 
twelve months the agriculturist has built up a large bank bal- 
ance, conservative handling of money resources has established 
plentiful reserves, the railroads have been overhauling their 
systems, the manufacturers have been making improvements 
which were impossible of consideration during the strenuous 
period which culminated a year ago last month, the stocks in 
store-yards and on the shelves have been depleted, and the peo- 
ple have learned great lessons in economy and the wisdom of 
harboring their perishable resources. Concurrently with the 
slacking of work in a great many industries, there was a retro- 
grade flood of emigration, which will make it difficult for a 
number of the milling and mining industries to man their 
workings. The places of those who fled upon the approach 
of hard times will be filled, however, by a better class of work- 
men, and with the improved conditions of labor, which are 
bound to come with a more intelligent class of help, and with 
the better understanding of the relation of the employer and 
the employé, there will be a wiser distribution of the earnings 
and a greater spreading out and utilization of the purchasing 
power of earnable money, with the elimination of labor disputes 


and their contributing unfortunate conditions. 
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RAILWAY ACCUMULATOR CARS. 


The Prussian Railroad Administration has recently been 
experimenting with accumulator cars, running upon the system 
of suburban lines around Mayence. Passenger cars of the side- 
opening compartment type, carrying sixty persons, have been 
used for some time, and their operation has been so satisfactory 
that it has been decided to considerably increase the num- 
ber of accumulator cars upon these lines. The accumulators are 
stowed under the seats of the car, in each of the six compart- 
ments with which the cars are fitted. The cells are placed per- 
manently in position and arrangements are made for facilitating 
the examination of connections and for easy charging. ‘The 
cars are able to cover a distance of thirty-six miles when run- 
ning at a speed of twenty-four miles an hour on a single dis- 
charge of the 180-cell battery, which has a capacity of 230 
ampere-hours at the 100-hour discharge rate. With this ca- 
pacity the cars can make two trips to the suburbs and return 
without recharging. 

The 180 cells represent a total weight of about ten tons, 
and their energy capacity is therefore about 3.1 watt-hours per 
pound. The life of the positive plate is estimated at 62,500 
car-miles, and that of the negative plate at 37,200 car-miles. 
The cost of the entire equipment, including the battery, elec- 
trical installation and car, amounts to $6,750. 

There are many installations where the accumulator car 
would be advantageous, particularly for cross-town traffic, 
where the run is short and the traffic does not justify the laying 
down of an elaborate conduit system, and where the city restric- 
tions prohibit the use of the overhead trolley. For long dis- 
tances, where the traffic is very heavy, the accumulator car does 
not appear to be a paying investment. 

One of the unfortunate features of. what appeared to be 
essentially a successful system operating in New York city only 
a few years ago was the distress caused by the fumes, which 
poisoned the atmosphere of the car while in transit. It is stated 
that in the present installation this is overcome by a system of 
ventilation which gives a good supply of air to the interior of 
the compartment in which the cells are placed, carrying away 
the fumes from contact with the air which is breathed within 


the car. 


ELECTRIC FIRE PUMPS. 


Recent tests of the motor-driven fire pumps which have been 
installed for the high-pressure fire service in New. York city 
have focused attention on the valuable addition that such a 
system affords to the fire-fighting apparatus of a large city. 
The fire loss in all large cities, no matter how well equipped 
they may be with fire-fighting apparatus, has always been of 
great magnitude, and a considerable expenditure can be made 
for additional fire-fighting equipment with no possible oppor- 
tunity for criticism because of unnecessary extravagance. In 
line with the satisfactory results of the tests in New York, the 


Chicago Board of Underwriters has appointed a committee of 
-o 
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five to confer with the city authorities regarding a proposed 
ordinance requiring standard standpipes and fire pumps in all 
buildings of 100 feet in height, that can be used by the city 
fire department. For some time this has been urged as a solu- 
tion of the hazardous condition presented by the congested 
district, and as a ready means of protection until the proposed 
high-pressure system can be installed. It is believed that each 
building can thus be equipped to take care of any fire within 
itself or within its immediate neighborhood, without being 
forced to depend upon engines outside. The installation of 
electrical pumps which can be started in operation by pressing 
a button is perfect. Figures have been secured from manu- 
facturers showing that a 500-gallon pump could be installed 
for $1,750, and would require a fifty-horsepower motor; while 
a 1,500-gallon pump would cost $2,900, and would require a 
150-horsepower motor. These pumps would be able to main- 
tain a constant pressure at the pumps of 100 pounds above 
the city pressure, giving a pressure of approximately forty-five 
pounds on the top story of a fifteen-story building. 

Where a building is kept under steam all night the proba- 


bility is that steam-driven pumps would be practicable, but 


where there is a shutdown of steam, or where a building is 
isolated from its source of power, not even an internal- 
combustion engine can take the place of an automatically con- 


trolled electric motor for quick starting and dependability in 
the face of an emergency. 


THE ELECTRICAL SMELTING OF IRON. 


On another page of this issue there appears a letter from 
Mr. C. F. Elwell concerning the electrical smelting of iron. 
Mr. Elwell has been engaged in testing out a system of elec- 
trical smelting at Heroult, Cal., and his estimate of the cost 
of production is interesting. : 

In the issue of the ELECTRICAL Review for August 15 we 
reviewed the efforts which have been made recently to bring 
about a commercially practicable electric furnace, and described 
the work of H. H. Noble in California. From the figures 
available at that time it was concluded that this furnace could 
be applied successfully only under special conditions, and that 
it could not compete with the large blast furnaces. 

In the present communication Mr. Elwell states that an 
estimate of $16.14 as the cost of producing a ton of pig iron 
is well within reason. Pig iron is worth $28 per ton on the 
Pacific Coast, and the freight rate is $2 per ton to San Fran- 
cisco, Under these conditions it would seem that a price of 
$25 per ton. f. o. b. Heroult was practicable. 

As far as competing with the larger units is concerned, 
Mr. Elwell is of the opinion that a fifteen-ton furnace, using 


1,500 kilowatts, can be operated commercially, and that larger 


furnaces using more power will soon be put into operation. 
These larger furnaces will involve mechanical feeding and 
other elaborate labor-saving devices, which will tend to keep 
the cost of production at a point at which the electric furnace 
can be entirely successful in localities adapted to its use. 
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LOW-VOLTAGE TRANSFORMERS FOR METALLIC- 
FILAMENT LAMPS. 


Electrical supply may be materially extended by the fre- 
quent use of low-voltage transformers with metallic-filament 
lamps. Such an extension will benefit electric manufacturers, 
central stations and consumers alike. 

A large part of residence lighting is now being done with 
gas and kerosene, and low-voltage transformers with metallic- 
filament lamps will go far to secure this lighting for electric 
stations. Sign and outline lighting are other branches of 
service that may be much extended by the same means. 

Two factors, the relatively high first cost and the high can- 
dlepowers of metallic-filament lamps, stand between central 
stations and the full benefit that may be got from the increase 
of efficiency represented by the difference between three watts 
and one and one-quarter watts per candlepower. 

At 100 watts or more the tungsten and osram filaments 
are inherently expensive, because of their considerable lengths, 
minute diameters, and the numerous points of support neces- 
sary. More than this, a lamp of thirty-two or even twenty 
candlepower is more than is wanted at many points about a 
house, or for parts of sign and outline lighting, and the cost of 
operating these lamps in such locations is often more than a 
consumer will pay. 

At the price of $1.50 each, the cost of a forty-watt, thirty- 
two-candlepower tungsten lamp, burning 1,000 hours, is fifty- 
five one-hundredths of a cent per hour, with electric current 
at ten cents per kilowatt-hour. If an eight-candlepower, ten- 
watt tungsten lamp is sold for one dollar, its total cost is only 
twenty one-hundredths of a cent per hour of operation, other 
conditions being as before. No argument is required to show 
that this ten-watt tungsten lamp has a wide field of applica- 
tion that the forty-watt lamp cannot cover. To make the ten- 
watt tungsten lamp practicable, however, it must be operated 
at low voltage, say twenty-five or fifty, and it is for this reason 
that low-voltage transformers are coming into use. 

In England and other parts of Europe, metallic-filament 
lamps of small candlepowers are regularly operated with special 
transformers at ten to fifty volts, and the manufacturers are 
As a 
rule, these special transformers are located on the premises 
of consumers, beyond the meter and main switch, and take 
current from the supply circuit at the usual service pressures 
of 100 to 250 volts. The saving to consumers by the use of the 
high-efficiency tungsten lamps is so great that they can well 


now offering similar transformers in the United States. 


afford to pay for these low-voltage transformers, and also for 
the small loss of energy in them. With the low-voltage trans- 
former on the house side of the main switch, its core loss can 
of course be avoided, when lamps are not in use, by opening the 
switch. | 

The favorite voltages for house lighting with metallic-fila- 
ment lamps, in England, appear to be twenty-five and fifty, 
and with tantalum lamps on short-circuits the necessary wiring 
is not heavy. There are other advantages, too, with the other 
high-efficiency incandescents, which affect the decision in their 
favor. 
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THE FUTURE OF METALLIC-FILAMENT LAMPS—A 


GERMAN VIEW. 

In a recent issue of the Llektrotechnische Zeilschrift, Mr. H. 
Remané makes an interesting summary of the position of metal- 
lie-filament lamps. The popularity with which the sixty- 
candlepower or higher-power metallic-filament lamps have been 
received indicates to his mind that the people in general are 
in favor of units of greater illuminating intensity than the 
He believes that 


the osram lamp of about thirty-two candlepower will take the 


earbon-filament, sixteen-candlepower lamp. 


place of the sixteen-candlepower carbon lamp, especially when it 
is remembered that the cost of installing a certain total candle- 
power is reduced as the candlepower of the unit increases. 

He does not agree with a number of our recent writers, who 
believe in the future of the 220-volt, metallic-filament lamp. 
Undoubtedly the higher-voltage lamp is less efficient than the 
110-volt lamp, and experience has shown that if the 110-volt 
lamp works at one watt per candlepower, the 220-volt lamp will 
require for the same length of life a constancy of about one 
and one-quarter watts per candle in sizes of forty candlepower 
to 100 candlepower. Mr. Remané does not think that the lamp 
makers’ skill will bring about any considerable percentage of 
increase in either the life or efficiency of the 220-volt lamp, 
because of the fineness of the filaments, which prevents their 
being safely handled in quantities, the inevitable variations in 
diameter, and other mechanical difficulties which enter into the 
construction of the higher-voltage lamps. The economies intro- 
duced in the wiring system by the higher voltage are hardly 
likely te reduce the cost of current sufficiently to effect a com- 
mercial competition with the 110-volt lamps, with their sligitly 


more expensive system of wiring. 


THE CHICAGO MUNICIPAL LIGHTING PLANT. 


A report has just been made to Mayor Busse, of Chicago, by 
Mr. Bion J. Arnold, acting as engineer, and Mr. Arthur Young, 
acting as auditor, indicating that the city of Chicago would 
save from $200,000 to $300,000 a year by abandoning the 
manufacture of electricity and purchasing current entirely from 
private sources. The report shows that the taxpavers have 
sunk $3,639,031 in the plant and equipment, which now have 
a book value of $2,603,144, or an actual value of $2,353,869. 
It cost the city last vear $81.64 to maintain each of the 7,647 
street lamps. At the same time, the city is renting lights from 
the Commonwealth Edison Company at $75 per lamp per 
annum. In the report it is estimated that if the city steam 
plants were abandoned, the city could purchase current from 
private companies, under a special contract, at a cost of from 
$52.50 to $63 per lamp per year. The municipal department of 
electricity has been conducted by City Electrician Carroll with 
good judgment and great economy. In spite of this, the cost 
for municipal service has been continually increasing, and with 
a correct system of hookkeeping, wherein proper account is taken 
of depreciation, loss of taxes and upkeep, it is apparent that 
the cost to the municipality for generating its own current is 


greater than it would be under other circumstances. 


ame 
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The International Electrotechnical 
Commission. 

Coincident with the International Con- 
ference on Electrical Units and Stand- 
ards, but distinct from that body, there 
were held in London the sessions of the 
International Electrotechnical Commis- 
sion. Both of these organizations are the 
outgrowth of the International Congress 
held at St. Louis in 1904. A preliminary 
meeting of the Electrotechnical Commis- 
sion was held in London during June, 
1906, at which the late Lord Kelvin was 
elected president and Col. R. E. Cromp- 
ton, secretary. Provisional rules were also 
adopted subject to ratification by the sev- 
eral authorities that had appointed dele- 
gates. 

On October 19 the first meeting of the 
Council was held in the Royal Colleges 
of Physicians and Surgeons, Victoria Em- 
bankment, London, with Sir John Gavey, 
chairman of the British committee, in the 
chair. A cordial address of welcome was 
made by the Right-Honorable A. J. Bal- 
four. This was briefly responded to by 
Dr. E. Budde and M. Paul Boucherot. 
The first subject to come before the meet- 
ing was the election of a president to 
succeed Lord Kelvin. Dr. E. Budde nom- 
inated Prof. Elihu Thomson. Sir John 
Gavey seconded the nomination, and on a 
vote Professor Thomson was unanimously 
elected president of the International 
Electrotechnical Commission. He was 
immediately notified by telegram. Colonel 
Crompton was unanimously re-elected 
honorary secretary of the Commission. 
He then made a long report on the work 
done by the Commission, through its cen- 
iral office at 28 Victoria Street, Westmin- 
ster, London. Ten countries had ap- 
pointed committees, six were ready to do 
so, and six others were still considering 
the question. Colonel Crompton’s report 
was adopted. Then there was a discus- 
sion of some of the rules proposed in 
1906. The title “clectrotechnical” and 
the location of the central office were 
edopted and the other suggestions post- 
poned till the closing meeting of the Coun- 
cil. Owing to the small number of dele- 
gates present, the chairman proposed that 
all become members of the committee of 
the whole, which ie designated by the title 
“Sous-Commission.” This was done, and 
the subjects of nomenclature, standards 
of light, were referred to it. 

With Prof. S. P. Thompson in the 
chair, the Sons-Commission met on Tues- 
dav morning. A spirited debate ensued 
in regard to the rules submitted by the 
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French delegates. In its final form the 
rule adopted regarding the method of 
reading conclusions was that each country 
ve given one vote only, regardless of the 
number of its delegates, and that all recom- 
mendations require a four-fifths vote for 
passage. A system of international elec- 
trical nomenclature was then discussed. 
Doctor Budde, of the German committee, 
suggested cooperation with the techno- 
lexicon being prepared in Germany. This 
met with little favor, as it was regarded 
by the delegates that the scope of the 
Commission was rather to decide on cer- 
iain electrical terms instead of compiling 
an electrical dictionary. The following 
recommendations on the subject of 
nomenclature were then adopted: 

“Each — electrotechnical committee 
should forthwith commence its work in 
nomenclature by preparing an electrotech- 
nical glossary, arranged in alphabetical 
order, in its own language. ‘These terms, 
together with their explanations trans- 
lated into the official languages of the 
Commission (English and French), shall 
as soon as the list for the first five letters 
(A—E) is completed, be forwarded to the 
central office for communication to the 
other electrotechnical committees. ‘The 
same procedure shall be followed for the 
next five letters, and so on, until the 
alphabet is completed. In carrying out 
this work each committee should, as far 
as practicable, utilize the work already 
done by others.” 

A discussion was then begun on a pro- 
visional standard of light. It was agreed 
to refer this subject back to the various 
committees for further consideration. The 
metric system was considered and prac- 
tically adopted for the use of the Com- 
mission. A recommendation from the 
clectrical congress at Marseilles that the 
Commission study uniform rules for in- 
terior wiring was postponed to a future 
meeting. Prof. S. P. Thompson then 
gave a very interesting address on the 
svstem of symbols proposed by Mr. Miles 
Walker. The chairman advocated the 
expression of Ohm’s law in the same sym- 
bols by all nations. This matter was re- 
ferred to the central office and the com- 
mittees of the Commission for further 
study. 

On October 22. the Sous-Commission 
resumed its meeting with the considera- 
tion of several minor matters of organiza- 
tion and then reported to a full meeting 
of the Council in the afternoon. The 
German delegates invited the Council to 
assemble in Berlin in 1910. After a vote 
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of thanks to Sir John Gavey and Prof. 
S. P. Thompson for their courteous presi- 
dence and to Mr. C. O. Mailloux for his 


careful interpretations, the meeting ad- 
journed. 


ede 
An Interesting Lecture at Schenectady. 


About 400 assembled Thursday night 
to hear the first of Dr. C. P. Steinmetz’s 
three lectures before the Schenectady Sec- 
tion of the American Institute of Elec- 
trical Engineers, on “Thermodynamics.” 

Chairman E. J. Berg, in introducing 
Dr. Steinmetz, called attention to his 
work in improving the efficiency of elec- 
trical apparatus, which now in most in- 
stances is well above ninety per cent, and 
pointed out that in thermodynamics the 
engineers of the past have been confined 
to the use of empirical formule and effi- 
clencies below ten per cent. 

In the first of a series of three lectures 
on thermodynamics, Dr. Steinmetz proved 
that all phenomena incidental to heat can 
be explained by the assumption that heat 
energy is the energy of irregular: motion. 

He showed how the properties of solids, 
liquids and gases can be calculated from 
the same general equations which govern 
motion in general. The law of gravita- 
tion regulating the motion of fixed stars 
hundreds of thousands of times as large as 
the earth and separated hundreds of mil- 
lions of miles in space also controls the 
relative motion of molecules, although 
the molecules are so small and so numer- 
ous that the smallest part of matter which 
can be weighed contains millions and mil- 
lions of them. 

In order to arrive at the equations 
governing heat, Dr. Steinmetz necessarily 
had to use a great deal of mathematics, 
part of which, no doubt, was not readily 
followed by a part of the audience. In 
concluding, he showed, however, that the 
practical application of these equations 
were simple and the equations tangible 
even for those not skilled in mathematics. 
The lecture closed by deducting the two 
fundamental equations of thermodynamics 


RT fact 
py = —. and pv® = constant. 
W 
Mr. Berg, in closing, stated that the 


doctor’s lecture was one of the most re- 
markable and interesting ever delivered 
before the local engineers. It provoked 
much discussion from W. L. R. Emmet 
and the other engineers, who insisted on 
Dr. Steinmetz clearing up some of the 
intricate problems involved, and which 
Dr. Steinmetz had presented in such a 
novel manner. 
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Electric Power Plant of the Missouri State Penitentiary. 


A complete change in the method of 
power transmission has been brought 
about at the Missouri State Penitentiary, 
located at Jefferson City, Mo., by the in- 
stallation of an electric power plant, and 
electric motors, which have replaced a 
number of steam engines. 

The penitentiary has an average of 
more than 2,000 inmates, most of whom 
are employed in the various factories lo- 
cated within the prison walls. There are 
six shoe factories, one twine factory, one 
broom factory, one clothing factory, one 
saddle-tree factory, one harness shop, and 
one machine shop. 


The buildings were heated in some cases 
from engine exhaust, and in other cases 
with reduced high-pressure steam. 

On account of the great amount of 
steam pipe installed, it was found to be 
practically impossible to keep it free from 
leaks and to maintain the proper steam 
pressure at the engines. 

The fuel burned during the last year 
of operation of the old plant averaged 
about seventy tons per day; the coal used 
being mine run, equal to Illinois coal. 

It was decided to install a complete 
new boiler plant adjacent to the old boiler 
plant, and a new centrally-located electric 


boiler plant with the engines installed in 
the new electric power plant. Arrange- 
ment was also made so that as soon as 
the new plant was placed in operation, the 
old boilers could be put in repair, and the 
steam connection from the old boiler plant 
was arranged for cross-connecting with 
the new steam main, and arrangements 
made so that reduced live steam from 
either of the boiler plants could be turned 
into the low-pressure heating mains. 
The new ‘electric power plant consists 
of three alternators, one of 500 kilowatts 
capacity, and two of 250 kilowatts capac- 
ity each; all of the alternators operating 


A VIEW IN THE 


Before the installation of the new elec- 
tric power plant, each of these factories 
was driven by means of a steam engine, 
and these steam engines were supplied 
with steam from a boiler plant located 
outside of the prison walls. The steam 
engine in the twine factory, a 20-inch by 
42-inch simple Corliss engine, was located 
at a distance of 1,500 feet from the boil- 
ers. 

There were eleven steam engines used 
for driving the factories, in addition to 
the engines used for operating the dy- 
namos for lighting and small-power serv- 
ice. The total indicated horsepower of 
all steam engines was approximately 900. 


power plant, having sufficient capacity for 
operating all of the factories and for fur- 
nishing light and power for the State 
Capitol Building and other state build- 
ings. 

A new boiler house was designed to be 
constructed immediately adjacent to the 
old boiler house, and three Heine water- 
tube boilers, each of 500 horsepower ca- 
pacity, were installed. Connection was 
made to the present brick stack by means 
of a long breeching, and a separate pump 
recom was installed, this room contain- 
ing the boiler-feed pumps and the feed- 
water heater. An independent steam con- 
nection was made connecting the new 


POWER PLANT OF THE MISSOURI STATE PENITENTIARY. 


at a speed of 100 revolutions per minute, 
and direct-connected to simple Corliss en- 
gines, the large engine having a diameter 
of twenty-eight inches and stroke of forty- 
two inches; each of the smaller engines 
having a diameter of twenty inches and 
stroke of forty-two inches. 

The dynamos and switchboard were 
constructed and installed by the Western 
Electric Company, and the steam engines 
by the St. Louis Iron and Machine Works. 

Each dynamo was arranged with inde- 
pendent exciter, the exciter being driven 
by means of a Renold chain from the en- 
gine shaft. The dynamos are wound for 
440 volts, three-phase, sixty cycles. All 
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of the motors are wound for 440 volts, 
sixty cycles. 

For the lighting service within the 
prison a transformer of 125 kilowatts ca- 
pacity was installed, having a voltage 
ratio of 440 volts primary, 220-110 volts 
secondary. 

For the purpose of lighting the Capitol 
Building and grounds, the Governor's 
Mansion, Supreme Court Building, ete., 
step-up transformers were installed hav- 
ing 2,300 volts secondary ; this voltage be- 
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nished and installed by the contractor for 
heating and ventilating purposes; there 
being thus used one seven-and-one-half- 
horsepower and one ten-horsepower mo- 
tors. 

The wiring for motors and power serv- 
ice between the power house and all of the 
buildings is installed under ground; Mc- 
Roy conduit and paper-insulated, lead- 
armored cable, furnished by the Standard 
Underground Cable Company, being used. 
The underground work and electric wir- 
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The boilers are connected into a com- 
mon header by means of a long bend, and 
one main steam pipe connects the new 
boiler plant with the engines in the power 
house. All of this work is run in tunnele. 

The exhaust from the engines connects 
into a thirty-inch main, and arrangement 
is made for making direct connection with 
the boilers, through reducing valves, in 
case the exhaust from the steam engines 
is not sufficient for heating. The steam- 
heating supply starts with thirty-inch 


BOILER ROOM IN POWER PLANT OF MISSOURI STATE PENITENTIARY. 


ing again reduced at the Capitol Building 
to the proper voltage for light and power. 

The electric motors were furnished and 
installed complete by the Westinghouse 
Electric and Manufacturing Company. 
There are three 100-horsepower, two 
seventy-five-horsepower, one  fifty-horse- 
power, nine thirty-horsepower, six twenty- 
horsepower, four fifteen-horsepower, three 
ten-horsepower, three five-horsepower and 
one two-horsepower machines. 

These do not include the motors fur- 


ing inside of buildings was installed by 
F. E. Newbery & Company, St. Louis, Mo. 

All electric lighting in the buildings is 
taken from one phase, and this phase is 
regulated by means of a Tirrill regulator. 
The are lights around the prison grounds 
are divided on the phases, multiple 
Adams-Bagnal] arc lamps being used. 

All of the power piping and heating 
and ventilating systems were installed by 
the Peters-Eichler Heating Company, St. 
Louis, Mo. 


mains, and gradually reduces throughout 
the length of the run of the heating sys- 
tem. 

The buildings are all heated with pipe 
coils and radiators, with the exception of 
the Administration Building, Hospital 
Building and two cell buildings. AJl of 
these buildings are equipped with a hot- 
blast heating system, the two cell buildings 
being partially heated with pipe coils in 
addition to the hot blast. The hot-blast 
heating in all cases is automatically regu- 
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lated. The total amount of radiation in 

all buildings 

square feet. 
A duplicate set of pumps is installed 


is approximately 85,000 
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power plant were placed in operation 
about July 15. The entire change was 
made so that the work at the factories 
was not interrupted, and at the present 


AN EXAMPLE OF MOTOR DRIVE, MISSOURI STATE PENITENTIARY SHOPS. 


at the lowest point of the prison grounds, 
and all returns are brought to this point, 
where they are taken by the pumps and 
returned to the new boiler plant. 


time all factories are operated from the 
new power plant, and all of the old en- 
gines have been taken out of service and 
sold and moved from the premises. The 


SWITCHBOARD IN POWER PLANT, 


An oil separator is installed in the 
heating mains near the electric power 
plant so that all steam used for heating 
is practically free from oil. 

The new boiler plant and new electric- 


MISSOURI STATE PENITENTIARY. 


old boilers are now being repaired and 
put in shape so that they can be used at 
any time should it be found necessary 
elther for heating or power service. 

. It was found when the motors were 
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placed in service that the indicated horse- 
power was considerably less than was the 
case when individual engines were used 
to drive the factories. The total indi- 
cated horsepower at this time is about 
750 as against 900 with the old system. 
This is accounted for, in a measure, by 
the fact that a number of motors were 
used to replace one engine. In this way, 
all vertical belts were done away with, 
and in other ways the friction loss in the 
different factories was reduced. 

The power plant was arranged so that 


the 500-kilowatt alternator could at any 
‘time carry -the entire day power load, 


leaving either of the two 250-kilowatt 
alternators available for the night load, 
and in case of emergency the two 250- 
kilowatt alternators could be operated in 
multiple for carrying the power load, and 
the plant is now operating on this basis. 
It was found, however, in a test, that one 
of the 250-kilowatt alternators was able to 
carry the entire factory load for a day, 
so that this arrangement gives an abun- 
dant reserve capacity. This matter of re- 
serve capacity is very important, for the 
reason that under the present contract ar- 
rangement for prison labor, a shut-down 
of the power plant would cost the state a 
considerable amount of money. 

Since the new plant has been started, 
it has operated easily with two of the new 
boilers in service, and the fuel burned has 
been considerably reduced, the new plant 
having operated for one month on an av- 
crage of about twenty-two tons of coal per 
day. | | 

One object in the design of the power 
plant was to make it as simple and easily 
operated as possible, inasmuch as practi- 
cally the entire power plant is operated 
by convict labor. Since the new plant was 
placed in operation, it was found that the 
service of about twenty-five of the con- 
victs could be dispensed with as far as the 
operation of the power plant was con- 
cerned. 

The installation of the new power plant 
was carried out under the management of 
Matthew W. Hall, Warden, and the Board 
of Prison Inspectors, consisting of Jacob 
Gmelich, treasurer of state; W. W. Wil- 
der, Auditor of State, and JT. S. Hadlev, 
Attorney-General. 

The plans and specifications for the 
entire installation, and the supervision of 
all work were under the charge of Ruebel 
& Wells, consulting engineers, Chemical 
Building. St. Louis, Mo. 
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QUESTIONS AND ANSWERS. 


AYRTON UNIVERSAL Situnt.—How is 
it that the multiplying power of an Ayr- 
ton universal shunt remains the same re- 
gardless of the resistance of the gal- 
vanometer used in connection with it?— 
M. A. G., Chicago. 

In the accompanying diagram the ar- 
rangement and connections of a common 
form of this galvanometer shunt are 
shown. It was designed by the late Prof. 
W. E. Ayrton to be used with a galvanom- 
eter of any resistance. A plug placed in 
f sends all the current through the gal- 
vanometer G; plugs in f and j short-cir- 
cuit the galvanometer; a plug in j alone 
cuts it out of circuit; in normal use a 
plug is left in h and another inserted in 
a, b, c or d, thus connecting in various 
portions of the coil r as a shunt and the 
remainder thereof in series with the gal- 
vanometer. Let the resistance of the lat- 
ter be represented by g and that of the 
shunt by s. Let I be the total current, 
Is that portion thereof passing through 
the shunt, and Ig the portion passing 
through the galvanometer. Then 


Is S 
Ig g+r—s 
and 
Ig 8 
IgtIs g+r—s-+s 
Si g 8 
I g+r 
therefore 
Ig= I 
g+r 


Since s is always equal to a decimal part 

of r, it may be written s = = where n 
n 

has the value 1, 10, 100, 1,000, etc. 


Hence Ig ae 
ng+r 
constant for any particular galvanometer 
used in connection with the shunt box and 
represents the ratio of the galvanometer 
current to the total current when n= 1, 
i. e, when there is a plug in h and an- 
other in d or f£. When this other plug is 
in any hole but j, n has the values given 
above, regardless of the value of g. If r 
or g are not known the absolute value of I 
can not be determined from the galvanom- 
eter readings. The diagram given here- 
with is from Foster’s “Electrical Engi- 
neer’s Pocket-Book.” 


Re,aTioN oF Watts To VoLT-AM- 
peres.— Please tell me why a kilowatt 
meter reads ahead of the kilovolt-amperes 
at certain times.—C. R., Mobile, Ala. 


The value 


is 


In general the reading of a wattmeter 


in kilowatts is less than the product of the 
voltage and current in kilovolt-amperes. 
The ratio between the former or true 
power to the latter or apparent power is 
the power-factor, which is always one or 
less than one. In a single-phase circuit 
the wattmeter will always indicate the 
same or less than the apparent power. In 
a polyphase circuit, when the power-factor 
is less than one and the two-wattmeter 
method is used, one wattmeter will read 
more than the true power in that phase 
and the other wattmeter will read less 
than the true power in its phase, in fact 
sometimes even negative. The algebraic 
sum of the readings gives the true total 
power. The reason for this difference in 
readings in a three-phase circuit is that 
one wattmeter reads the average product 
of the instantaneous resultant current and 
voltage in one phase multiplied by the 
cosine of thirty degrees plus the angle of 
lead or lag, while the other wattmeter reads 
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the average product of the instantaneous 
resultant current and voltage of another 
phase multiplied by the cosine of thirty 
degrees minus the angle of lead or lag. 
The effect of this difference of angles is to 
cause one wattmeter to generally read 
more than the volt-amperes of its phase. 


Exipe AccumuLators.—What are the 
constituents of the Exide accumulator and 
its rating in voltage and amperes at full 
charge ?—G. W. A., Morocco, Ind. 

The Exide accumulator is of the com- 


mon lead storage-battery type in which 
the positive plates are of lead peroxide, 
the negatives of a spongy form of lead and 
the electrolyte is dilute sulphuric acid. 
The name “Exide” is a trade name used 
by a well-known storage-battery company 
to designate its storage batteries for auto- 
mobile use. Fully charged, this battery, 
like other storage batteries, gives an elec- 
tromotive force of two to 2.1 volts per 
cell, which gradually diminishes dur- 
ing the discharge to about one and eight- 
tenths volts at its end. A fully charged 
cell has a discharge capacity in ampere- 
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hours, dependent on its size. For exam- 
ple, a sparking-battery cell having five 
plates of type “S” is nominally rated at 
forty ampere-hours at the service discharge 
rate. | 

BEHAVIOR OF ALTERNATORS IN PARAL- 
LEL.—What would happen if two three- 
phase alternators were running in parallel 
and one should lose its excitation, a8, Say, 
by accidental opening of the exciter cir- 
cuit or breaking of the exciter’s belt? If 
two similar machines were running in 
parallel and the fuse in one phase of one 
machine should blow, would the other two 
phases still remain intact?~R. W. B., 
Kankakee, Ill. : | 

In the first case the machine that lost 
its excitation would continue to run as an 
induction motor supplied with current by 
the intact machine operating as a gener 
ator. If the combined load for this gener- 
ator should prove to be too large, its cir- 
cuit-breakers will doubtless open, leaving 
the motorized machine now idle but prob- 
ably still driven by its own prime mover. 
Blowing the fuse in one wire of a three- 
wire, three-phase machine cuts off the load 
from the two adjacent phases depending 
on this wire for their common lead. If 
the added load is too great for the other 
machine the fuse in its corresponding wire 
will blow, or it may be so great as to blow 
all three of its fuses. If the machines 
are four-wire, Y-wound, and the origin 
fuse in any wire but the neutral wire 
blows, it will probably cut out that phase 
alone, the other phases running on 1M- 
tact. The extent to which the system as 
a whole is affected is dependent on the 
amount of load on it at the time. 

EXCITATION oF SYNCHRONOUS Morors. 
_Is it correct to increase the field 
strength of a synchronous motor as the 
load Snereases ? If so, why 9J. M. W. 
Portsmouth, Va. 

Probably the chief reason for the use 
of synchronous motors as compared with 
induction motors is that they are capable 
of reacting on the line to give a leading 
current just as a condenser does. There- 
fore they are used to neutralize the effect 
of lagging currents due to induction mo- 
tors, arc lamps or other inductive load, 
and thus to give unity power-factor in the 
system. For each particular load there 18 
a particular value of ficld current that 
will give unity power-factor. Hence, to 
get the full benefit of the synchronous 
motor, it is desirable to increase the field 
current with each increase of load, the ex- 
act amount of increased excitation being 
determined best by adjusting the field cur- 
rent till a power-factor indicator indicates 
the ideal nnit value. 
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POWER SUPPLY AND ITS EFFECT 
ON THE INDUSTRIES OF THE 
NORTHEAST COAST.’ 


BY CHARLES H. MERZ. 


SCOPE OF PAPER. 

In this paper, power supply refers to 
the provision of electricity for industrial 
use by companies’ specially constituted 
for the purpose. It is assumed that the 
general effects of power supply on the 
industrial development of the district are 
likely to be of more interest to members 
of this Institute than would be a technical 
description of power-station plant, so that, 
beyond indicating by a schedule the ex- 
tent and nature of the svstem, the paper 
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electricity to the exclusion of all other 
forms of motive power. 

2. The application of electricity to all 
new uses has been facilitated; the sub- 
urban traffic facilities of Newcastle are 
more ample than those of any other town 
of similar size at home or abroad; four 
new rolling mills are about to be driven 
electrically. 

3. New industries have been established 
in the district purely because of the cheap 
power supply available. 

4. A substantial commencement has 
been made in the utilization of the waste 
heat and gases existing in the area, and 
in this regard the district occupies a 
unique position, owing to the extent to 


which its future power requirements can 


FIG. 1.—CARVILLE POWER STATION. 


deals chiefly with the general aspect of 
the. question. Power supply, though of 
comparatively recent development, has al- 
ready had a marked effect upon the in- 
dustries of the northeast coast: 

1. A great saving of coal and reduction 
of smoke has resulted; there is now, apart 
from the power company, practically 
speaking, no coal burned on the Tyne for 
power purposes except in chemical fac- 
tories. The Tyne shipyards and engineer- 
ing works may be said to have adopted 


1A paper read before the Iron and Steel Insti- 
tute, at Middlesboro, England, September 28-29. 


*The companies and municipalities supplying 
current in different sections of the northeast 
coast are twelve in number, but as nine-tenths 
of the total electricity sold is produced by the 
Newcastle-upon-Tyne Electric 
pany, the Durham Electrical Power Distribution 
Company and the Cleveland & Durham Electric 
Power Company, and as the author’s informa- 
tion is only complete so far as these companies 
are concerned, the remarks in this paper have 
application exclusively to these companies. 


be met by electricity produced as a by- 
product of two of its largest industries, 
the making of pig iron and the making of 
coke. 


NATURE OF NORTHEAST COAST INDUSTRIES. 


The problem of power supply in any 
district is so completely governed by local 
conditions that it may be permitted at 
the outset to summarize the nature and 
extent of the staple industries of the 
northeast coast. The table below does 
this in convenient form: 


Coal Mined. 
Population. 1906. 
| 1901. | Tons. 
N.-E. Coast industrial area... 2,015,000 | 52,097,377 
United Kingdom ............, 41,458,721 | 251,067,628 
Ratio:— | 
N.-E. Coast 

United Kingdom............. | 4.8% 20.7% 
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It will be seen that in coal, iron and 
shipbuilding the northeast coast figures 
represent, respectively, one-fifth, one-third 
and one-half of the nation’s output. 


POLICY OF ELECTRIC-POWER COMPANIES. 


It was early realized that the more com- 
pletely the electrical wants of the whole 
community could be met, the more cheaply 
could a supply of electricity be given and 
the more stable would the supply industry 
become. Efforts were, therefore, made to 
design a system which would be capable 
of producing current at a minimum of 
cost and of providing a satisfactory sup- 
ply for all purposes—power, traction and 
lighting. 

EXTENT OF POWER SUPPLY SYSTEM. 

The extent of the area to be covered 
necessitated the generation of electricity at 
a pressure-and in a form facilitating trans- 
mission over long distances, while the na- 
ture of the market to be catered for made 
it essential that the current should be 
produced as cheaply as possible, which in 
turn involved the use of an extensive site 
with ample coal and water facilities. The 
station from which the greater portion 
of the current is now supplied—Carville 
—was begun in 1903 by the installation 
of 14,000 electrical horsepower of steam- 
turbine-driven generators producing three- 
phase, forty-cycle current at a pressure of 
6,000 volts. This installation has been 
increased fourfold during the past four 
years, so that the generating plant now 
aggregates 56,000 electric horsepower, and 
Carville has now a greater output of elec- 
tricity than any other public supply sta- 
tion in Europe. (See Figs. 2 and 3.) 
From Carville the transmission and dis- 
tribution networks extend westward to 
and through the city of Newcastle-upon- 
Tyne, northward to Blyth, and eastward 
along the river Tyne to North Shields, 
while in a southerly direction the cables 
at present reach a. point some thirty miles 
south of Carville, and extensions will 
shortly be completed linking up the north- 
ern cable network to the power system, 
which has now been in operation some 
eighteen months in the Middleboro dis- 
trict. 

Unity of policy and uniformity of sys- 
tem on the part of the three power com- 
panies have been secured by working 
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Make of Ironstone Pig Iron. Shipping 
Coke. Mined. 1906. Bailt. 
1906. 1906. Tons. 1906. 
Tons. Tons. Net Tonnage. 
7,830,000 6,126,324 3,628,651 | 630,872 
19,296,526 15,500,406 10,109,453 1,156,771 
40 5% 39.5% 36.0% 54.5% 
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agreements. The development has gradu- 
ally extended northward and southward 
from the Tyne, and it is now possible to 
obtain electricity on the same system 
throughout practically the whole area. 
The table herewith gives the number and 
size of generating stations and a few lead- 
ing particulars of the transmission and 
distribution systems. The capacity of plant 
installed represents about one-ninth of the 
total plant installed in public supply sta- 
tions of the United Kingdom. But as the 
power companies are working on a more 
constant load, i. e., a better “load factor,” 
the electricity actually generated is about 
one-quarter of that generated in the whole 


of the public supply stations of the United 
Kingdom. 


oe m maamassa - — —— 
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PARTICULARS OF GENERATING STATIONS. 


That of the Durham Collieries Company, 
the operation of which the Newcastle- 
upon-Tyne Electric Supply Company took 
over this year, was a fifty-cycle, three- 
phase system, while the Tees area of the 
Cleveland & Durham Electric Power Com- 
pany, where supply was begun in January 
of last year, was originally designed for 
twenty-five cycles. The same company’s 
Bishop-Auckland and Consett stations 
were designed, one to give three-phase, 
twenty-five-cycle current, the other two- 
phase, fifty-cycle current. 

It will be appreciated that these altera- 
tions (involving in some cases the com- 
plete redesign of system) have necessarily 
delayed development, but it was felt bet- 
ter to sacrifice something for the sake of 


z ' 
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S w 1 
Power Station. Type. Hor P eae d ype ot | Voltage. Remarks. 
Installed. AERE t 
Carville. l.p Coal-fired. 56,000 3-phase | 6,000 In operation. 
i ; 40 cycles ' , 
Philadelphia.. ................ Coal-fired. 13,000 3-phase 6,000 In operation. 
40 cycles | 
Neptune Bank. ............... Coal-fired. 6,800 3-phase 6,000 In operation. 
40 cycles | (stand-by) 
Grangetown................... Coal-fired. 8,000 3-phase 12,000 In operation. 
| 40cycles | j 
Hebburn. 604 beh oe ee eee Coal-fired. 4,500 3-phase 6,000 In operation 
. | 40 cycles (stand-by) 
Weardale. ................... Waste-heat. 6,650 3-phase 3,000 In operation. 
40 cylces : 
Newport ics icin te Gin tru ie Waste-heat. 4,000 3-phase 3,000 In operation. 
i 40 cycles | l 
Blaydon... oaaao Waste-heat. 3,000 3-phase | 6,000 In operation. 
; | 40 cycles | 
Capacity of Plant Installed .....|.............. 101,950 | 
Dunston......... re enga Coal-fired. 30,000 3-phase | 6,000 Under con- 
40-cycles struction. 
Bankfoot..................... Waste-heat. 3,300 3-phase ` 3,000 Under con- 
. 40 cycles struction. 
Tees-bridge eE EE irt ate Vins Se. Aa Waste-heat. ; 1,300 3-phase 3,000 Under con- 
. 40 cycles struction, 
Capacity of Plant under construction........... ; 34,600 
| O Total... / 136,550 | 
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MAIN TRANSMISSION AND DISTRIBUTION NETWORKS. 


Main Trunk System...........0.0.00 000200 3-phase | 20,000 volts Underground and over- 
40 cycles head. 
Main High-Tension Power Distribution Sys- 
tem—- 
Tyne and North Durham Area.......... 3-phase 6,000 volts | Underground and over- 
40 cycles | head. 
Tees Area io 4 7552 22 chen 63) tee ao kavi 3-phase 12,000 volts Underground and over- 
40 cycles | head. 
Power Supply s<2 $3555.46 etd eh SOP eH 3-phase 3,000 and 440 volts Underground and over- 
40 cycles head. 
| 
Railway Supply. ....... 0.2.00 02 ee eee eee Continuous 600 volts ' Third rail. 
current | ; 
a ee 480 and 240 volts Three-wire. 
Lighting Supply (and Small Motors)........ current | 


) and 3-phase 
{ 40 cycles 


440 and 250 volts Four-wire. 


Though the extension of the power-sup- 
ply system has been rapid, its development 
and the growth of its profit-earning ca- 
pacity were considerably delayed by the 
work which had to be done from time to 
time to secure uniformity of system. Un- 
fortunately, with each amalgamation or 
extension of area considerable alterations 
had to be effected in the system of the new 
company concerned. For example, the 
system of the Newcastle-upon-Tyne Elec- 
tric Supply Company, the pioneer com- 
pany, is a three-phase, forty-cycle system. 


uniformity... The work of making the 
systems uniform has now been completed, 
and, in addition, nine small, and there- 
fore uneconomical, generating stations, 
not mentioned in the table, have been shut 
down. 
GENERAL AND LOCAL CONDITIONS GOVERN- 
ING POWER SUPPLY. 

A factor invariably of vital importance 

in the production of cheap current, 


*From the point of view of uniformity, the im- 


portant things are the type of current and the 
periodicitv—the voltage itself can be easily 
transformed, i 
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whether by a public company or by a pri- 
vale manufacturer, is the capital expendi- 
ture per useful horsepower of plant. This 
decreases as the size of plant grows, while 
the running efficiency at the same time 
increases. The local conditions governing 
power supply in this district are: 

1. The low price of coal, enabling man- 
ufacturers to produce power themselves at 
relatively low rates. 

2. The fact that the manufacturers’ 
works are mostly of considerable size, i. e., 
their individual electrical requirements are 
large. 

3. The existence of large quantities of 
potential energy in the form of waste heat 
and combustible gas. 

The first and second conditions have 
been met by the power companies, in erect- 
ing their main generating stations (a) 
taking full advantage of the best coal and 
water facilities available, (b) installing 
plant of capacity much in excess of that 
which any individual manufacturer, how- 
ever large, could adopt, (c) by catering 
for all classes of consumers, thereby Se- 
curing a diversity of load with a resulting 
constancy of output, and so utilizing the 
plant installed to the best possible advan- 
tage. These factors, combined with = 
employment of a highly skilled technica 
staff and attention to numberless rela- 
tively minor details, have resulted in _ 
curing an efficiency of production muci 
greater than that practicable to any man- 
ufacturer producing power merely as an 
auxiliary to his main business. This 1s, 
after all, an age of specialization, and the 
production of electricity from coal at a 
minimum of cost presents opportunities 
for the highest technical skill and for un- 
remitting vigilance. 

Power supply in this district began on 
the north bank of the Tyne. It has nat- 
urally, therefore, reached its highest de- 
velopment there, and although even in this 
section of the area it is only seven years 
old, there is at the present moment not a 
single firm of shipbuilders or engineers on 
the north bank of the Tyne inside the 
power company’s area of supply which 
does not take ninety-five per cent of its 
power from the company, the remaining 
five per cent being produced from small 
gas engines or from boilers fired with 
scrap wood. On the south bank of the 
Tyne, progress has, since power supply 
started, been equally rapid, while in the 
Tees area, although the power company 
only began operations in January of last 
year, they have already connected over 
20,000 horsepower of motors. 
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The credit of electrifying the Newcastle 
suburban railways is, of course, due to the 
enterprise of the North-Eastern Railway 
Company ; but the fact that they were the 
first important English railway to elec- 
trify a portion of its system, and that it 
purchased the necessary electricity from 
the power company, shows that the avafl- 


pO et ese teers esse reenn 
SSOSf8 CABS SESESEEES 00000 
PEE enccwe reece ees cases 


plies me 


i: 


oot ES GE 


* eo © > ae 


PO 


<æ . e svem eos. a.s > 


ELEVATION 


ean 
== == 
SSS 


a =| 


Be 


zx) 


Panti ia 5 


Š Tia T, da 
— = 
1 ———— 


ELECTRICAL REVIEW AND WESTERN ELECTRICIAN 


home and abroad shows that no other 
town of similar population, or indeed hav- 
ing twice the population, has so extensive 


an electrified-railway system and so fre- 


quent a suburban service, and this has, of 
course, resulted in a large increase of 
travel. 

The application of electricity to rolling 
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FIG. 2—PLAN AND ELEVATION OF CARVILLE POWER STATION. 


ability of cheap power is an advantage not 
only to manufacturers but to the public 
generally in facilitating the introduction 
of electric traction. Since the electrifica- 
tion of the Newcastle system the train 
service has been more than doubled, and 
the schedule speed improved by twenty per 
cent. A comparison with other cities at 


mills of the largest size is one of the most 
interesting industrial developments of re- 
cent years. It had its origin in Germany, 
and is making rapid progress there. The 
advantages offered are economy of run- 
ning, closer speed regulation, better con- 
trol of operations, and fewer breakages. 
There are now four new electrically driven 
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rolling mills being installed in this area— 
two by Dorman, Long & Co., one by the 
Bowesfield Steel Company, and one by a 
new company now being formed. The 
electricity for these will be purchased from 
the power company, so that in this direc- 
tion also power supply has facilitated new 
developments. 

The supply of electricity to coal-mines, 
beginning as it did not more than four 
years ago, has not reached the same stage 
of development as in the case of other 
industries, though colleries having an out- 
put of some 8,000,000 tons per annum are 
taking, or are arranging to take, practic- 
ally their whole supply from the power 
companies. This supply will include, 
among other apparatus, winders of 1,600 
horsepower each; and it would appear 
that the supply of electricity to coal mines 
is likely to be of even greater magnitude 
than the supply to shipbuilding and heavy 
engineering works. In the latter case the 
effect has been to conserve over fifty per 
cent of the coal previously burnt for power 
generation. 

The output of coal from Northumber- 
land and Durham in 1906 was over 52,- 
000,000 tons, and, according to the report 
of the Royal Commission on Coal Sup- 
plies, between six per cent and eight per 
cent of the total coal brought to bank is 
used by the collieries for the purpose of 
power generation. From the making of 
coke given by the table, it appears that 
about one-fifth of the coal mined on the 
northeast coast is converted into coke. 
Making a liberal allowance, therefore, for 
the power at present used from the sur- 
plus heat resulting from the coking proc- 
ess, the collieries of Northumberland and 
Durham must burn for their own power 
requirements some 2,500,000 tons of coal 
per annum. As the almost invariable rule 
is to work non-condensing, as the steam 
piping is usually long, and as a large por- 
tion of the load is intermittent, it is cer- 
tain, and is proved by experience in this 
district, that the same power can be pro- 
vided electrically in a large central power 
station by the consumption of less than 
a quarter of this coal. Apart, therefore, 
from the efficient utilization of waste heat 
discussed hereafter, apart from the saving 
of coal in shipbuilding and engineering 
works, and apart from the saving result- 
ing from the electrification of railways, 
the application of electricity to coal mines 
in this district, when as complete as that 
to the Tyne shipyards, will render avail- 
able for outside sale over 134 million tons 
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of coal, equivalent to, say, over half a 
million sterling per annum. 


SUMMARY OF PRESENT RESULTS. 


To summarize present results, the three 
power companies are now responsible for 
the supply of current to eighty miles (sin- 
gle truck) of electrified railway, four tram- 
way systems, the lighting in towns having 
populations aggregating over 700,000, 
motive power to the extent of 85,000 
horsepower, and electrochemical works of 
over 12,000 horsepower. The last named 
are new industries attracted to the Tyne 
solely by cheap power supply, and there 
is every indication that their number will 
in future be largely increased. 


SURPLUS OR “WASTE” ENERGY FROM COKE 
OVENS AND BLAST FURNACES. 


This brings us to what is perhaps the 


most interesting section of the problem, 


and one which it is not too much to say is 
also of considerable national importance, 
namely, the efficient utilization of waste 
heat. The counties of Northumberland 
and Durham and the North Riding of 
Yorkshire last year produced together 
7,800,000 tons of coke. The bulk of this 
was made in the older-fashioned ‘beehive 
oven, but the retort type of oven, by vir- 
tue of the increased coke yield and of the 
recovery of the by-products, is making 
rapid progress, and it can be proved that 
were the whole of the above coke output 
produced in retort ovens, there would be 
available waste gas and waste heat capable 
of developing over 150,000 horsepower 
continuously, if used under boilers, or 
probably rather less than twice this 
amount, or, say, a quarter of a million 
horsepower, if the gas were used in gas 
engines. 

The blast furnaces form a second but 
less important potential source of power. 
In evidence given before the Royal Com- 
mission on Coal Supplies, it was estimated 
that if gas engines were used exclusively 
for power purposes, then, after the re- 
quirements of the stoves and blowing en- 
gines had been met, there would still be 
available from the Cleveland furnaces a 
supply of surplus gas equivalent to 61,000 
horsepower continuously. 


THE UTILIZATION OF WASTE ENERGY AND 
ITS COMMERCIAL VALUE. 


The question then arises as to the 
best method of turning this “waste heat” 
and gas to useful purpose. The problem 
ig one of great moment, and however dealt 
with, will involve years of work before a 
complete solution can be achieved. It is, 
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therefore, the more important that the 
efforts directed toward such a solution 
should proceed on a commercially sound 
basis and along correct engineering lines. 
On a rigorous analysis of the situation it 
will be found that financial and other 
practical considerations definitely limit 
the pace at which progress can be made, 
and, especially in the case of blast fur- 
naces, greatly reduce the amount of power 
immediately available. 

Many engineers, fascinated by the mag- 
nitude of the figures, have proceeded to 
calculate the commercial value of the gas; 
the more cautious of them by estimating 
the total heat units contained in the gas, 
and then calculating the value of the coal 
necessary to give the same heat units ; 
others by first assuming the gas is utilized 
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and 120 ovens, rarely exceeding the latter 
figure. The batteries of ovens are widely 
scattered throughout the county of Dur- 
ham, and are for the most part at rela- 
tively long distances from the populous 
centers—that is to say, from the centers 
of power demand. The gas might be 
piped to some central point, as is the prac- 
tice followed in America with natural 
gas, which is transmitted in some cases 
200 miles; but this natural gas has twice 
the calorific value of coke-oven gas, and 
it is usually available at a pressure of 
fifty pounds per square inch or upward, 
rendering it practicable to transmit a 
large volume of energy through 8 rela- 
tively small pipe, whereas, to transmit 
coke-oven gas any distance, there would 
have to be installed an expensive com- 
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FIG. 3.—ESTIMATED DAILY OUTPUT AND LOAD CURVE OF WASTE-HEA 
AT CROOK. 


Electricity utilized by coke-oven owners at mines and ovens=5% million Board © 
Maximum surplus available for outside sale, if 


annum. 


f Trade units per 


coke-oven owners work inde- 


rating with 
pendently=2% million Board of Trade units per annum. Surplus disposable by coope 
power company=ten million Board of Trade units per annum. 


in gas engines, and then calculating the 
tonnage and value of the coal required to 
produce the same horsepower from steam 
engines. The second method gives a re- 
sult twice as great as the first, which is 
itself already much too high, having left 
out of account the fact that the gas or 
heat in question can only be regarded as 
of the same value as coal if it can be 
utilized as cheaply from a capital ex- 
penditure point of view, if it can be stored 
as conveniently, and if it be available 
where and when required; in short, the 
commercial value of these waste products 
bears no direct relation to their value ar- 
rived at by either of the above methods. 
Dealing first with the waste energy 
from coke ovens, each separate group of 
ovens usually consists of between forty 


pressing plant. Further, there is, in ad- 
dition to the gas given off from the coke 
ovens, a certain quantity of waste heat 
which can only be utilized locally under 
boilers; and in no calculations which the 
author has made has he been able to es- 
tablish a case for the transmission of gas 
for power purposes as against the alter- 
native of converting the gas into electric- 
ity and transmitting the power in this 
form. Admitting the desirability of con- 
verting the gas into electricity, the doubt- 
ful point then remaining is whether it is 
cheaper for an owner of coke ovens to put 
down his own generating station and to 
utilize the electricity so produced for his 
mines; or, alternatively, to cooperate with 
a power company, which he can do either 
by selling them the whole of the gas and 


November 14, 1908 


purchasing in return what electricity he 
needs; or, by undertaking to provide a 
portion of the capital required for gen- 
erating stations, which, when erected, 
would be operated by the power company, 
and the profits shared between the parties. 


COOPERATION WITH A POWER COMPANY 
THE MOST EFFICIENT MEANS OF 
UTILIZATION. 


In all cases investigated by the author 
it has been found that a greater profit will 


possessing a coal-fired station, need install 
no spare plant in any of its waste-heat 
stations, but can, instead, meet any varia- 
tion of load by the coal-fired station, 
which also acts as a standby against any 
breakdown. 

(2) This necessity of putting down 
spare plant results in smaller, and there- 
fore more expensive and less efficient, 
plant. To take a case: Supposing 2,000 
horsepower is available, if the station is 


FIG. 


accrue to the coke-oven owner by co- 
operating with a power company than by 
proceeding on independent lines. There 
are three reasons for this: 

(1) When a private owner erects a gen- 


he ee a 
mte E eetie ead. à ; ; 


erating plant independently, he must in- 
stall some reserve or spare plant, with a 
consequent heavier outlay of capital than 
IS necessary to a power company, which, 
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4.—BANKFOOT WASTE-HEAT STATION. 
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to be used in conjunction with the power. 


company’s system, one 2,000-horsepower 
unit would be entirely satisfactory, the 
power system acting as a standby. If it 
is to be used in a separate generating sta- 
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FIG. 5.—NEWPORT EXHAUST-STEAM 


tion, one would probably install three 
1,000-horsepower units—two working and 
one spare. The gain in the former case 
in capital cost, running cost, and efficiency 


z ot rs 
Sree recersteseoe 


eee 
etes 


725 


is obvious. As a matter of fact, the capi- 
tal cost in the second case would be nearly 
double what it would be in the first. 

(3) The power company, having a mar- 
ket for current many times greater than 
the output of any individual waste-heat 
station, can run such a station continu- 
ously at maximum output, so utilizing 
completely all the current that can be 
produced; whereas, it is impossible to 
conceive the power requirements of an in- 
dividual coke-oven and colliery owner co- 
inciding, even approximately, over twenty- 
four hours with the amount: of gas or 
waste heat available. 

The diagram (Fig. 3) which refers to 
Messrs. Pease & Partners’ installation at 
Crook, shows the advantage of cooperation 
very strikingly. It will be seen that the 
area of the rectangle enclosed between the 
top line and the base (shown hatched) 
represents the total amount of power 
available, that “hatched” (but not shaded) 
the requirements of the colliery owner, 
and that “cross-hatched” the amount dis- 
posable had the colliery owner put in his 
own-plant independently, and been able 
to find a purchaser; it also assumes that 
the outside purchaser had approximately 
the same load curve as the colliery owner 
himself, which is a reasonable assumption, 
unless the power be transmitted long dis- 
tances, as the only users of power in the 
vicinity of coke ovens are other colliery 
owners. The area shaded gray represents 
the surplus power actually used under the 
cooperative arrangement. 
THE COOPERATIVE PRINCIPLE AND BLAST} 

FURNACE GAS. 


It is more difficult to get out so typical 
a curve in the case of blast furnaces, as 
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STATION. 


the conditions vary so widely. Of course, 
if a company produces pig iron only, and 
does not convert the iron into steel, co- 
operation with a power company is at 
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present, practically speaking, the only out- 
let which it has for its surplus power. 
If, however, a blast-furnace works has a 
steel mill attached, it may be argued that 
the correct thing to do is to follow the 
plan adopted by many large works in 
Germany, namely, to install gas-engine 
blowers and gas-driven dynamos at the 
blast furnaces, the latter plant producing 
the necessary power for driving the steel 
mills. 

Capital charges are invariably the con- 
trolling factor in the total cost of elec- 
tricity, and the qnestion raised above, 
namely, whether it is commercially sound 
for a blast-furnace owner to cooperate 
with a power company or not, can only 
be decided in each individual case after 
full consideration of the capital outlay in- 
volved, the amount of spare plant that has 
to be provided, and the degree of coinci- 
denec between supply and demand. It 
is clear that if it be decided to make the 
works self-contained, then the supply 
capacity must always be in excess of the 
possible demand ; otherwise a risk is run 
of a portion of the works having to be 
stopped, and as the demand varies from 
time to time, there must be a variable 
amount of gas utilized, involving wastage 
when supply exceeds demand, or the burn- 
ing of coal at certain periods when de- 
mand exceeds supply. Given an equitable 
arrangement, it is clear that the same gen- 
eral arguments in favor of cooperation 
which hold in the case of coke ovens are 
applicable to blast furnaces with steel 
works attached. 


UTILIZATION OF BLAST-FURNACE GAS IN 
GERMANY. 


As illustrating one aspect of the case, I 
quote from an article on the German 
Steelworks Union, published in the Finan- 
cial and Commercial Supplement to the 
Times, dated July 3, 1908: 

“The latter concerns (the German iron 
and steel works) have grown up under the 
economic impulse to find and employ the 
cheapest method of production in order 
to secure iron at the lowest possible cost. 
They have erected blast furnaces around 
their mills. . . . The gases formerly es- 
caping from their furnaces and going to 
waste now supply a cheap motive power 
for their steel and rolling mills. They 
make their own coke, and the coking proc- 
ess furnishes valuable by-products, besides 
supplying, in many cases, an additional 
cource of fuel gas for the power plants.” 

Later on, in speaking of the big iron 
producers who form the Dusseldorf Syn- 
dicate, the writer says that in spite of dull 


trade “the great works continue to smelt 
iron at almost the pace they set when the 
recent wave of prosperity was at its height. 
The economies involved in the situation 
almost compel them to do so.’ To a con- 


FIG. 6.—TEES-BRIDGE EXHAUST-STEAM 
STATION. 


siderable extent, they have long-term con- 
tracts for foreign ores for mixing with 
home ores; their coking ovens must con- 
tinue in operation for the sake of the by- 


FIG. 7.—WEARDALE WASTE-HEAT STATION. 


products, and the coke produced would 
deteriorate in quality if stored. But more 
than this, the furnace gases are needed 
for driving their steel mills, and it is 
often difficult to blow out a furnace or 
two without seriously disturbing the power 
supply.” 

It would therefore appear that even 
after a rough approximate balance has 
been secured between supply and demand 
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it is readily upset by ordinary market 
fluctuations. The natural variation of 
trade thus furnishes a further argument 
in favor of the cooperative principle. 


COOPERATION WITH A POWER COMPANY 
THE ONLY MEANS OF OBTAINING 
FULL VALUE FROM 8UR- 

PLUS ENERGY. 


The power companies in this district 
having their transmission cables interlac- 
ing the entire industrial area, and being 
in a position, with their large load already 
developed, to utilize any amount of elec- 
tricity whenever and wherever produced, 
are arranging for waste-heat stations at 
different points, turning all the electricity 
so produced into a common network from 
which the colliery company, the coke-oven 
owner, or the blast-furnace owner can 
purchase any amount he may require, al} 
spare plant and all plant to deal with ex- 
ceptional peak loads being kept at the 
main central coal-fired station. Such a 
policy applied to other commodities 18 as 
old as the hills; it began in the most 
primitive market when a producer gave 
his raw material and received in exchange 
manufactured articles, but so far as the 
author is aware this is the first time it 
has been extensively applied to electricity, 
although the principle 80 applied = 
equally sound, and it appears that only 
in this way is it possible to conserve the 
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full national value of the energy now be- 
ing wasted. 


BRIEF OUTLINE OF WORK ALREADY DONE. 


To summarize briefly, the work which 
has already been done in the utilization of 
surplus power, the first cooperative ar- 
rangement made by any of the power 
companies was brought about by the initi- 
ative of the owners of the Priestman Col- 
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lieries, and resulted in the erection of the 
power station at Blaydon in 1905. At 
the present moment the three power com- 
panics have at work or in hand five waste- 
heat stations, three in connection with 
coke ovens, and two in connection with 
blast furnaces. Additional stations are 
under consideration. 

To free any substantial quantity of gas 
for outside power users would involve 
therefore the substitution of gas engines 
for the existing steam blowers. Consid- 
erations of capital expenditure usually for- 
bid this course, and had it not been for 
the genius of Mr. Parsons, whose exhaust 
steam-turbine provides another effective 
though less ambitious way of dealing with 
the situation the Cleveland furnaces could 
not be regarded by a power company as an 
immediately available source of energy. 

In this connection, as capital outlay 
controls so completely the cost of elec- 
tricity, and as exhaust steam turbines are 
so dependent on a high degree of vacuum 
for efficiency (at twenty-six inches they 
consume fifty per cent more steam than 
at twenty-nine), it is perhaps not always 
easy to justify the policy of installing 
small exhaust-steam turbines inland in 
conjunction with an intermittent supply 
of steam, such as that from a colliery 
winding engine, as this involves a cooling 
tower and a regenerator, with a conse- 
quent poor vacuum and high capital 
outlay. 

The drawings (Figs. 4, 3, 6, 7) of 
typical waste-heat stations will, perhaps, 
be of interest. The Newport station, at 
Messrs. Samuelson’s, and the Tees-bridge 
station are exhaust-steam stations, the 
Weardale station at Spennymoor is driven 
by coke-oven gas, while the Bankfoot sta- 
tion at Crook will derive its energy chiefly 
from waste heat from coke ovens. The 
Blaydon station also utilizes waste heat 
and gas from coke ovens. 

The author is aware that it has lately 
become the fashion to argue that the re- 
sources of Great Britain have been devel- 
oped on less scientific lines than those 
either of Germany or of America. He 
thinks, however, that the persons urging 
these views are in the majority of cases 
omitting to give full weight to local con- 
ditions. The fact that the connections to 
the local power companies’ systems have 
recently been increasing at the rate of 
20,000 horsepower per annum appears to 
him to prove fairly conclusively that man- 
ufacturers on the northeast coast are quick 
to avail themselves of new developments 
or of additional facilities. 
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Association of Car Lighting Engineers. 


The Association of Car Lighting Engi- 
neers will hold its first annual convention 
in Chicago during the week of November 
16. The opening session will be held on 
Monday morning at ten o’clock in the 
German Room of the Grand Pacific Hotel. 
The programme for this mecting includes 
addresses of welcome by city officials, fol- 
lowed with an informal talk by President 
A. J. Farrelly, and the secretary-treas- 
urer’s report, by G. B. Colegrove. Papers 
are to be read as follows: “History of 
Car Lighting,” by P. Kennedy. “His- 
tory of Axle Lighting,” by W. L. Bliss. 
A paper on “Railway Train Lighting,” 
which was read in Chicago on June 7%, 
1892, by A. H. Bauer, will be read by 
W. F. Bauer. The afternoon meeting will 
be given over to discussion of the topics 
of illumination and distribution of lights 
in cars, and the care and maintenance of 
storage batteries. 

Tuesday morning will be taken up with 
the subjects of straight electric lighting 
of cars, and the head-end system, and in 
the afternoon lamps and axle-lighting will 
be discussed. 

For the sessions of Wednesday the pro- 
gramme includes: “Straight Storage 
Lighting,” “Organization and Systematiz- 
ing of Work,” and “Train Connectors and 
Wiring of Cars.” 

The convention banquet will be held 
Wednesday evening. 

On Thursday morning at the closed 
meeting for active members the election 
of officers, selection of the next meeting 
place and other business will be trans- 
acted. In the evening an informal 
smoker will be held at the Grand Pacific 
Hotel. On Friday the car-lighting engi- 
neers will visit Milwaukee on a pleasure 
trip. 


edo 
Meeting of the Chicago Electric Club. 


The regular meeting of the Chicago 
Electric Club was held in the rooms of 
the Chicago Automobile Club on Wednes- 
day, November 11, preceded by an in- 
formal luncheon at 12:15 o’clock. The 
guest and speaker was William Carroll, 
city electrician, who delivered an able ad- 
dress on the development of the Chicago 
lighting system, and made some interest- 
ing comparisons of the lighting system and 
those of other large cities. After the ad- 
dress several of, the members present dis- 
cussed the subject and asked a number 
of questions, which Mr. Carroll was 
pleased to answer. 
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Hudson River Water Power Bond- 

holders’ Committee. 

A committee composed of F. J. Lisman, 
P. M. Chandler, of Chandler Brothers & 
Company, Philadelphia, and Arthur P. 
Stone, vice-president of the Common- 
wealth Trust Company of Boston, has 
been formed to represent the holders of 
the first mortgage five per cent bonds of 
the Hudson River Water Power Com- 
pany, receivers for which were recently. 
appointed. It is intended to increase the 
committee by representatives of the bond- 
holders in Pittsburg and Canada. Bonds 
may be deposited with the Trust Company 
of America, New York, Commonwealth 
Trust Company of Boston, and the Real 
Estate Trust Company of Philadelphia 
oe 

Ohio Society of Engineers. 

The annual meeting of the Ohio Society 
of Mechanical, Electrical and Steam Engi- 
neers will be held at Toledo, Ohio, No- 
vember 20 and 21. Headquarters will be 
at the Secor Hotel. Among other papers 
to be read at this meeting will be “The 
Columbus Municipal Lighting Plant,” by 
C. II. Gamper, Columbus; “The Labora- 
tories of Electrical Engineering at Ohio 
State University,” by Prof. F. C. Cald- 
well, Columbus; “Underground Heat In- 
sulation of Steam and Hot-water Piping,” 
by H. Gillett, Cleveland. David Gaehr 
has been appointed secretary to fill the 
unexpired term of W. B. Rowe, resigned. 
or 
FINANCIAL REPORTS OF ELEC- 

TRICAL COMPANIES. 


MONTREAL STREET-RAILWAY YEAR. 


The Montreal Street Railway Com- 
pany's full pamphlet report for the year 
ended September 30, 1908, has been issued. 
This shows a surplus, after interest and 
rentals, available for dividends amounting 
io $1,136,411, or 11.36 per cent, on the 
$10,000,000 capital stock. The general 
balance sheet of the company as of Sep- 
tember 30, 1908, shows a surplus of 
$2,042,296, with total assets of $17,- 
394,647. 

Included in the report of the Montreal 
Street Railway Company is the report of 
the Montreal Park & Island Railway 
Company, owned by the former.. The in- 
come account is as follows: Gross, $277,- 
634; expenses, $181,488; net, $96,145 > 
renewals, $25,000; net income, $71,145; 
charges, $129,224: deficit, $58,078, which 
compares with $69,819 for 1907. 
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ALTERNATING CURRENTS AND 
THEIR APPLICATIONS. 


BY EDSON R. WOLCOTT. 
Carter I. (Part VII.)—Power IN 
ALTERNATING-CURRENT CIRCUITS. 
CALCULATION OF POWER. 

In a direct-current circuit the power 
can be calculated when the potential drop 
and the current are known, thus: 

W= IE, 
where E and I are, respectively, the ef- 
fective values of the potential drop in 
volts and the current in amperes, W be- 
ing the power in watts. On account of 
certain properties of the circuit the 
actual power delivered by an alternating- 
current generator is generally less than 
the apparent power or product of ‘the 
electromotive force of the generator and 
the current flowing. Thus the power 
delivered by an alternating-current gen- 
erator cannot always be determined by a 
voltmeter and an ammeter in the same 
manner as with direct currents. 
WATTMETRRS. 

The wattmeter, which is therefore the 
most suitable means of measuring power 
in an alternating-current circuit, is in 
general a combined voltmeter and am- 
meter which multiplies simultaneous in- 
stantaneous values of current and voltage, 
and indicates or records the effective value 
of the result. 

ALTERNATING-CURRENT POWER CURVES. 

The power delivered by an alternating- 
current generator is illustrated in Fig. 
17.. Let the axis OX represent time as 
before, for example, the time axis of a 
sixty-cycle alternating current, in which 
case the distance OD represents one-six- 
tieth of a second. The OY axis repre- 
sents amperes when considering the cur- 
rent curve OABCD, volts when consider- 
ing the electromotive force curve OEBFD, 
and watts when considering the energy 
curve OMBND. The last curve is ob- 
tained from the other two by multiply- 
ing the instantaneous values of the cur- 
rent and electromotive force. Thus, the 
product of ES and AS is MS; of VW 
and UW, TW, and so on. The product 
of CP and FP, which are below the axis 
OX and. represent negative quantities, 
gives the positive quantity NP. For 
this reason the curve representing watts 
lies entirely above the axis OX. This is 
what would be expected on first thought, 
for we consider the energy of a circuit as 
unidirectional. In this case the product 
of the reading of the alternating-current 
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ammeter and that of the alternating-cur- 
rent voltmeter is equal to the reading 
of a wattmeter and is represented by the 
dotted line YY’. This is the case when 
the circuit is non-inductive, in other 
words, when the current and electromo- 
tive force are in phase with each other. 


LAGGING CURRENT. 
In an inductive circuit where the cur- 
rent is out of phase with the voltage it is 


FIG. 17.—CURVES OF T CURRENT 
AND POWER IN A CIRCUIT OF 
PURE RESISTANCE. 
customary to speak of the current as lag- 
ging behind the electromotive force, the 
difference in phase being called the angle 
of lag. In the preceding case the angle 
of lag is zero, because the resistance is 
non-inductive. In Fig. 18, however, the 
angle of lag is forty-five degrees, as rep- 
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FIG. 18—CURVES OF VOLTAGE, CURRENT 
AND POWER IN AN INDUCTIVE CIR- 
CUIT OF 0.707 POWER-FACTOR. 
resented by the length of the line OD. 
Let OABC represent the current, DEFG 
the electromotive force, and DLBM the 
energy. It is evident that these curves 
represent an inductive circuit. Although 
the current and electromotive force are 
drawn to the same scale as those in Fig. 
17, it is will be noticed that the energy 
curve is not as large and the wattmeter 
reading represented by the height of YY’ 
is not as great in the latter as in the 
former figure. Further, a part of the en- 
ergy curve of Fig. 18 lies below the axis 
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in this case. Those parts of the energy 
curve lying above the axis OX represent 
energy absorbed by the circuit to do work, 
while those below represent energy re- 
turned to the circuit. 

POWER FACTOR. 

It is an experimental fact that the en- 
ergy available for use in an alternating- 
current circuit containing inductance is 
not the product of the voltmeter and am- 
meter reading, but is less, depending on 
the angle of lag. It is, in fact, equal to 
the product of the two by the cosine of 
the angle of lag, thus: 

W = El cos ¢, 
where ¢ is the angle of lag. In the case 
of Fig. 15, where gis forty-five degrees, 
W = 0.707 EI. 
In other words, the product of the am- 
meter and voltmeter reading, which is 
called the apparent watts, in this case 
bears the ratio of 1 to 0.707 to the read- 
ing of the wattmeter and shows the true 
watts. In general, 
True watts EI cos ¢ 

Apparent watts EI “°S - 
Cos œ is called the power-factor. It may 
vary from zero to unity, being zero in the 
theoretical case of pure inductance in the 
circuit, and unity where there is no in- 
ductance, as is illustrated in Fig. 17, 
where gis zero, hence cos ¢ = 1. 

The practical meaning of the power- 
factor is that the actual power delivered 
to a receiving circuit is only that part of 
the apparent power which is represented 
by the fractional value of the power-fac- 
tor; for example, if a 200-kilowatt gener- 
ator is running at normal voltage and 
amperage on a circuit having a power- 
factor of 0.707, as above, only 141.4 
kilowatts will be actually delivered, the 
remainder being represented by that part 


of the power curve below the line, which 


indicates the power stored in the mag- 
netic field, like that stored in a coiled 
spring. It is returned to the circuit when 
the voltage drops to zero, just as the en- 
ergy of the coiled spring is released when 
the tension of the spring is relieved. 
[To be continued.) 

os : 
Central Electric Railway Association. 

The regular meeting of the Central 
Electric Railway Association will be held 
at the Lima House, Lima, Ohio, on Thurs- 
day, November 19. A number of guests 
from Ohio, Kentucky, Michigan and Indi- 
ana have signified their intention of being 
present. l 
The Central Electric Traffic Association 
will hold a meeting at the same place on 
November 18. 
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PROTECTION OF ELECTRICAL CIR- 
CUITS FROM LIGHTNING.’ 


——_ 


BY E. E. F. CREIGHTON. 


The problem of the design of apparatus 
for the protection of electrical circuits has 
been entirely different from the problem 
affecting the design of other electrical ap- 
paratus. When we start at the factory 
to design a motor, generator, electric lamp 
or anything of that kind we know what 
conditions must be fulfilled ; we know that 
we have a certain potential to produce; 
we want to burn so many lamps on a cir- 
cuit or produce so many horsepower in 
motors. On the other hand, until very 
recently, lightning arresters were built to 
protect against an unknown condition on 
the circuit. It was well known that there 
were induced strokes on the circuit from 
the discharges of cloud, but the nature 
of the surges was unknown. 

During the last three years very exten- 
sive measurements, starting first in the 
laboratory and then finally carrying the 
methods to the line have been made of 
the conditions of lightning existing on 
power circuits. The details of these tests 
are too extensive to take up in the short 
time at my disposal. A few brief state- 
ments of results only will be presented. 

Last summer two of us spent considera- 
ble time at the Animas Power and Water 
Company in Colorado, where they have 
vicious storms practically every day dur- 
ing the lightning season. The frequency 
of cloud lightning was measured and was 
found to be in the neighborhood of about 
1,000,000 cycles per second. The fre- 
quency of discharge from an idle line was 
also taken and found to be about 3,000 
cycles. When power is on and an accident 
to an insulator happens there is a fre- 
quency of recurrence which is usually 
about the same as the alternations of the 
generators, say 120 times per second. 

It is possible to predetermine the num- 
ber of amperes of lightning current for 
every volt of abnormal potential on the 
line. 

We have made no tests on direct strokes 
of lightning, because it is so very difficult 
to get them; they occur infrequently, and 
when they do occur it is best to be out of 
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A io address delivered before the Ohio Elec- 
26, 1epeht, Association at Put-in-Bay, August 
aie rah he author is assistant professor in 
Sch, cal engineering at Union University, 
fi enectady, N. Y. His investigation of light- 
C 5 peenomena under the leadership of Dr. 
While teinmetz has attracted wide attention. 
a recone abstract of this address appeared in 
present. t issue of the Electrical Review, the 

reatment is more comprehensive and 
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the way. Our tests were on induced 
strokes. Occasionally we found potentials 
momentarily on the line as high as many 
hundreds of thousands of volts, between 
300,000 and 500,000 volts. 

The next factor measured was the quan- 
tity of electricity in the stroke. That of 
course varies with every cloud and with 
the relative position of the cloud and the 
line. l 

The most important factor was the du- 
ration of the lightning stroke. The ordi- 
nary lightning stroke had a measured du- 
ration of about 1-100 of a second; the 
menace is not in the actual duration of 
the stroke, but in its recurrence. Numer- 
ous cases were recorded where a stroke of 
lightning would be followed by seven suc- 
cessive strokes within a second. This has 
been the cause of some of the failures of 
the multi-gap arresters. 

There are many cases of high-potential 
surges on the line. For the present analy- 
sis these can be resolved into four condi- 
tions. The first is the direct stroke of 
lightning. A direct stroke of lightning 
very seldom hits a line; it hits a tree or a 
building somewhere near, and on the line 
there is simply an induced stroke. A 
direct stroke usually goes to ground within 
that distance. The best protection to a 
line that can be given against a direct 
stroke is to install an overhead ground 
wire and ground it frequently. The over- 
head ground wire is usually unnecessary 
in cities, because the same kind of pro- 
tection will be given by the overhanging 
trees and buildings. 

The second kind of a lightning stroke 
is the induced lightning stroke, which 
comes from the cloud being over the line 
and inducing a charge on the line. This 
is a problem which is quite easy to take 
care of and which is well taken care of 
at the present time by the multi-gap ar- 
rester. The multi-gap arrester in its lat- 
est improvement has four paths to ground, 
so that it can take care of lightning of 
wide ranges of frequency and quantity of 
electricity. The only condition in this 
category of lightning the multi-gap ar- 
rester cannot always take care of is that 
of severe multiple strokes already men- 
tioned. 

The third condition on the line, and it 
is the most important and the hardest one 
to take care of, is due to an accidentally 
grounded phase—for example, the break- 
ing of an insulator so that the arc can 
play from the line to the pin, say, or from 
the line to a green branch, or from the 
line over the bushing of a transformer to 
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the case which is grounded. These are 
the three conditions usually met. 

Every time the arc jumps from the line 
to ground conductor, and it does it every 
half cycle as a rule, there is a surge set 
up on the other phases of the system 
which will tend to make them discharge 
through the internal windings, bushings 
or insulators. In so doing the surge will 
cause a short-circuit of the generator and 
an interrupted service. 

It is hazardous to the internal insula- 
tion of the apparatus to allow these surges 
play over the system. The hazard varies 
greatly on different systems. On high- 
tension systems some apparatus is de- 
stroyed by such surges within a second. 
On other systems the accidental arcs have 
existed for hours without causing any 
visible damage. In this case if there is a 
multi-gap arrester on the circuit and its - 
gap length is small enough to spark it 
will discharge during the first surge. It 
puts out its own dynamic arc at the end 
of the half cycle of the generator wave, 
but again the generator potential rises in 
the opposite direction and starts the acci- 
dental arc again; the surge is re-estab- 
lished on the circuit again and the multi- 
gap arrester discharges. Now, the multi- 
gap arrester cannot be designed to carry 
the current continuously at any reasonable 
commercial cost ; consequently, under these 
continuous surges the multi-gap arrester 
must necessarily be destroyed. The only 
lightning arrester that can take care of 
continuous surges is the aluminum ar- 
rester. Of that I will speak later. 

The fourth condition requiring protec- 
tion is one that has come up recently. It 
seems to occur mostly on motor circuits— 
for example, in a large building fed by 
direct current, where electric motors for 
elevators and other purposes are operated. 
If the load on that building becomes so 
great that a fuse blows, then the circuit 
of tlre building is disconnected from the 
main circuit, with the meter on the iso- 
lated side. Sometimes the motor fields 
discharge and raise the potential to such 
a high value as to destroy the meter. It 
is evident that if a heavy current is flow- 
ing through a motor and the circuit is 
suddenly broken the conditions are ex- 
actly the same thing as in an induction 
coil. The value of voltage from the elec- 
tromagnetic kick depends on how quickly 
the arc is broken and how quickly the 
magnetism changes. The protection for 
this surge of potential is a direct-current 
type aluminum arrester. 

Recapitulating, four kinds of lightning 
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potentials or surges that have to be met 
are: First, a direct stroke of lightning; 
second, an induced stroke from a cloud; 
third, an accidentally grounded phase, and 
fourth, the inductive kick from a direct- 
current motor circuit. 

Just a few words about the aluminum 
arrester and the principle of its action. 
There are two forms now on the market, 
one for alternating current and the other 
for direct current. The alternating-cur- 
rent aluminum arrester consists of a series 
of cells made up of inverted cones, one 
setting inside of the other and separated 
by small fiber washers. The space be- 
tween these cones is about half filled with 
electrolyte of good conductivity, then the 
whole mass is immersed in a tank of oil. 
The oil acts beneficially in two ways; 
first, it insulates the parts not immersed 
in the electrolyte; and second, it cools the 
cell so that the arrester may operate for 
a long time. The arrester being made up 
of multiple cells, its characteristics are the 
same as the characteristics of a single cell. 
The number of cells in an arrester is 
found by dividing the voltage by 300 
volts. 

The characteristic action of an alumi- 
num cell is very similar to a lead storage 
battery on a direct-current system. If a 
storage battery floats on a 600-volt sys- 
tem, sav, the battery will take the current 
until the voltage per cell rises to about 
2.2 or 2.5 volts. At that time the current 
in the battery is reduced to almost nil by 
the counter electromotive force. However, 
if the voltage on the circuit is carried 
above 600 volts, a heavy dynamic current 
will flow through the battery. The value 
of this current will be found by dividing 
the excess voltage by the internal resist- 
ance of the battery. If the resistance of 
the battery is one-half ohm, there will be 
two amperes of current for every volt 
above 600, but no current at 600 volts. 
Thus a storage battery on a direct-current 
circuit is one of the best kind of lightning 
arresters for discharging low-frequency 
surges because it holds back the dynamic 
current and allows only the excess voltage 
to discharge through it. 

An aluminum arrester acts very simi- 
larly. The aluminum plate is carried 
through a chemical process by which a 
film of microscopic thickness is formed on 
the surface. It is shown on the surface 
as an iridescent color, or a slight whitish 
appearance. This film bears much the 
came relation to the circuit as the counter- 
electromotive force does in the battery. 
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Take two cells on a 600-volt, direct-cur- 
rent circuit, for example, the leakage of 
current will be about 0.001 of an ampere, 
but for every volt of pressure above 600 
the cells will allow current to flow through 
them equal to the excess voltage, divided 
by the resistance of the electrolyte. Since 
the resistance is about one-half ohm, you 
can see that means about two amperes for 
every volt excess. By the time double 
voltage is reached over 1,000 amperes are 
flowing through that cell. 

The aluminum cell acts just like a 
safety valve on a steam boiler. At normal 
pressure there is practically no discharge, 
but at abnormal pressure the electric 
valves open up—there are myriads of 
them on the surface of this aluminum 
plate—allowing the electricity to flow 
through. In a direct-current cell the ratio 
of the current between normal potential 
and double potential is about 1,000,000; 
in other words, the current increases from 
0.001 ampere to 1,000 amperes. 

There is still one important precaution 
to take when making the installation of 
these arresters: Make the arrester circuit 
as short and of as low inductance as possi- 
ble, or the arrester will be ineffective for 
very high frequency discharges. 

In the alternating-current lightning ar- 
resters made for voltages from 2,300 to 
110,000 volts, a gap is placed in series, in 
order to prevent the wearing of the plates 
by the constant action of the alternating 
current. The alternating current wears 
the plates very much more rapidly than 
the direct current. 

These alternating-current lightning ar- 
resters are designed to carry a discharge 
continuously for half an hour. If an ac- 
cidental ground, due to a broken insulator 
or other cause, takes place and sets up 
continual surges, it is estimated that in a 
half hour the trouble mav be removed. 
This may be done, first, by switching to 
an auxiliary line; second, by sending a 
man out to the trouble: third, by putting 
a metallic ground connection to the af- 
fected phase. Tt is the are between the 
phase wire and ground that causes the 
surges of potential. The phase that is 
erounded can usually be located by look- 
ing at the lightning arresters. Of the 
three phases, the gap that does not arc 
is connected to the wire upon which the 
trouble exists. 

In conclusion I wish to state what has 
heen accomplished with these lightning 


arresters. The cone lightning arrester has 


heen in operation for a number of years. 
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The most conclusive experience has been 
obtained by the installation on the Animas 
Power and Water Company’s line in Colo- 
rado, where they have eleven aluminum 
arresters. During the month of July last 
year, they had about ten storms, and 
twenty-two interruptions of service. I can- 
not give you, offhand, exact figures, but 
only approximate. This year, with the ar- 
resters on the circuit at nearly every sta- 
tion, thev had eighteen storms, and no in- 
terruptions of service. They had one in- 
terruption of service during the month, 
which occurred at a station where they had 
no protection. They have thirty stations 
to protect there, and they did not have 
time to get all the arresters in. This one. 
interruption at that time cannot be at- 
tributed to the lightning arresters. 

In conclusion, the state of lightning 
arresters, as now designed, is such that 
we can predetermine beforehand just ex- 
actly what the lightning arrester will do. 
The discharge rate is tested by applying 
dynamice voltage. The characteristics of 
the usual lightning discharge have been 
measured and the arresters given a large 
margin of safety to meet the requirement. 
The records of what an arrester will do 
are available, the same as for motors of 
standard make. 


ede 
Electricity in Japan. 

Vice-Consul E. G. Babbitt, of Yoko- 
hama, transmits an article from a local 
newspaper on the development of the elec- 
tric industry of Japan from which the 
following resume has been made: 

“The authorized capital of electric un- 
dertakings in 1903, 28,500,000 yen ($14,- 
193,000), of which 24,000,000 yen ($11, 
452,000) was paid up, had risen to 
138,000,000 yen ($68,724,000) in 190%, 
of which 87,500,000 yen ($43,575,000) 
was paid up. The electric works under- 
iaken chiefly represented lighting and 
tramways. ‘I'he number of lights supplied 
in 1903, 365,000, had increased in 1907 
to 859,143. Tokyo and Osaka require 
each 100,000 lights. Electric tramways 
show equal development. In 1903 the 
mileage was thirty-eight, which rose to 
119 in 1907, and will be largely added 
to by construction during the present 
year.” l 

After reciting the foregoing progressive 
electric undertakings the newspaper arti- 
cle concludes as follows: “It is to be 
specially noted that while the works have 
heen making steady progress not a few 
of the companies are in serious financial 
straits.” 
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Electrical Notes from Great Britain. 


Beyond all possibility of doubt, when 
reviewers come to sum up the electrical 
doings of 1908 in the United Kingdom, 
they will describe the Manchester Elec- 
as the most 

With the 
great masses of the industrial workers in- 
terested in the verv extensive textile and 
engineering industries of the Manchester 
and Lancashire distriets, the show has been 
extremely popular: indeed, on Saturday 


trical Exhibition, just closing, 
important event of the vear. 


afternoons and evenings, when these nave 
put aside their factory and works attire, 
the too-small gangwavs in the exhibition 
hall have been filled to overflowing by 
large numbers of such emploves who are 
not only interested in. but are anxious to 
he instructed in. the applications of elec- 
trie power to the classes of machinery 
with which they are in everyday touch. 
This point is emphasized because the 
power side of the exhibition is by a long 
way its strongest. With the stimulation 
that the last vear or two has given to 
electrical installation work in textile fac- 
tories, it is but natural that a number of 
exhibits of electrically-driven looms and 
other machines of the same class should 
be of particular interest to the mill ems 
plove. Other applications 
chide a goodly number of machine tools 
electrically driven. In the matter of 
power plant of fair size, the exhibition is 


motor in- 


very satisfactory, for there are a number 
of turbo-generator examples, including the 
Musgrave-Zoelly, the Howden-Zoelly, and 
the British Thomson-TTouston Curtis ver- 
tical and horizontal types: other prime 
movers present are a British Westinghouse 
gas engine (150 horsepower), a Diesel oil 
engine by Mirrlees, Bickerton & Day, 
and steam and gas-driven sets of various 
makes, including a Crossley suction gas 
plant and engines. An electrically-op- 
erated hammer, numerous motor-driven 
pumps, and manv other things might be 
enumerated to emphasize the importance 
of the show as a demonstration of modern 
clectric-power generation and utilization, 
Were it necessary. 

The exhibition has. however also been 
affording, not only the Manchester man, 
but also all clectrical engineers and 
traders who have been going into Man- 
chester from near and from far, an 
excellent opportunity for seeing an ad- 
mirable and varied display of the newest 


[From our British Correspondent. | 


forms of electric Jamps. Owing to the 
lack of natural illumination in the hall, a 
splendid opportunity was given to all the 
lamp makers to give very lengthy dis- 
plavs. The names hardly require stating 
here, but all the usual and well-known 
incandescent, carbon, metallic-filament, 
flame, and other lamps are shown—some 
of them very attractively, and altogether 
a striking effect was produced. 

The substation supplying energy for 
lighting the buildings and supplying the 
wants of power users in all parts of the 
hall, occupied a central position and was 
an open affair, so that the spectator might 
see the installation at work, taking the 
high-pressure, 6,500-volt, three-phase cur- 
rent front the Corporation Stuart Street 
generating station and reducing and con- 
verting it for a 230-volt lighting system, 
and to 400 to 500 volts direct current for 
A 700-kilowatt Westinghouse ro- 
tary converter and an 800-kilowatt, three- 
phase, static transformer for same; a 600- 
kilowatt Bruce-Peebles three-bearing-type 
motor-converter; a 500-kilowatt General 
Klectrie two-bearing-type, induction mo- 
tor-generator (each set being arranged 
for three-wire balancing), were serving 
for direct-current purposes. For alter- 
nating-current service there were three 
Westinghouse static transformers. 

It goes without saying that no such 
and educational exhibition 
could be held in the heart of an industrial 
district with so many power-driven textile 
and other factories not yet changed over 
to electricity, or with such large numbers 
of the gas-using resident, without the 
business of electricity supply and of elec- 
trical machinery supply being greatly 
benefited. 


power. 


impressive 


That there is a need for benefit of this 
kind to be brought to some departments 
of the industry at the present time ap- 
pears from various signs, including some 
remarks offered by Mark Robinson to 
shareholders of Willans & Robinson, Lim- 
ited, turbine makers. The Rugby company, 
whose experiences leading up to the de- 
velopment of the Willans turbine business 
have already been related in the ELEC- 
TRICAL REVIEW, complains that the times 
are verv difficult and that the future is 
hard to foresee. Demand is small, com- 
petition is great, profits are cut to the 


lowest point. The company’s best cus- 
tomers were the municipalities, and these, 
said Mr. Robinson, were restricting their 
enterprises, partly in deference to a publie 
feeling which was widely spread, but 
partly, also, as regarded electric lighting, 
owing to the introduction of the metallic- 
filament lamp, which used so much less 
current than the old carbon lamps. Re- 
duced cost to the consumer would doubt- 
less be followed by a great extension of 
electric lighting, when more plant than 
ever would be wanted, but “for the pres- 
ent there was an undoubted check” upon 
the steam-turbine manufacturing business. 


Turning now to the speech of John 
Kerr to shareholders in Dick, Kerr & 
Co., Limited, one of the foremost and 
most successful electrical-plant manufac- 
turers and tramway contracting concerns 
in the United Kingdom, we find some fur- 
ther observations concerning the prevail- 
ing state of things industrially. The keen 
competition of the past two years has, ac- 
cording to Mr. Kerr, become accentuated, 
and he cannot see much likelihood of it 
becoming less keen. In addition to se- 
vere trading competition, the financial 
crisis in America had had its effect all 
over the world, making investors hesitate 
to enter into new enterprises. Further, 
owing to the financial crisis and the high 
bank rate, municipal borrowing had been 
considerably restricted. This, in view of 
the fact that the company was largely 
dependent upon the municipalities for 
one particular branch of its business, had 
had a serious effect upon its turnover. As 
the result of all this the company was 
devoting most of its energies to develop- 
ing colonial and foreign electrical busi- 
ness, and a very large proportion of the 
machinery then under course of manufac- 
ture at its works at Preston was for 
ubroad. 


Having felt the transportation pulse of 
one of its districts for a sufficient time by 
means of motor omnibuses, the Municipal 
Corporation of Wolverhampton has ar- 
rived at the conclusion that a tramway is 
warranted, and it is going to lay down 
the Lorain surface-contact system (Lea 
Road and Penn Fields District) at 
a cost of something over $100,000. Com- 
ing at a time when surface-contact trac- 
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tion is not having things by any means 
all its own way, this decision is at least 


- noteworthy, though the Wolverhampton 


Corporation has all its existing lines 
equipped on the Lorain principle. Folke- 
stone, Sandgate and Hythe are three con- 
tiguous attractive seaside resorts on the 
southeast coast which have been the scene 
of endless controversy as to systems of 
electric traction. The National Electric 
Construction Company is interested in the 
proposed scheme, and it is reported that 
it is wanting to change over from its orig- 
inal idea of using the Dolter surface-con- 
tact system and employ instead the over- 
head trolley. The company, as was an- 
nounced some months ago, had to take out 
its Dolter track at Musselburgh and resort 
to overhead-trolley equipment. There 
may, however, be more difficulty in secur- 
ing the necessary local sanction for over- 
head wires in such a district as Folkestcne 
or in Sandgate. Earl Radnor, the lord 
of the manor, who is the owner of the 
greater part of Folkestone, has resisted 
most strenuously hitherto any attempt to 
introduce overhead wires for tramways. 
That seems to be the reason why these 
popular places have to be so long without 
sufficient transportation accommodation 
for the vast multitudes of visitors who 
find their way there for holidays in the 
course of a year. 

The “C. B.” surface-contact system 1s 
being employed for some miles of track 
at Lincoln, as already stated. It is now 
said that tramway extensions costing be- 
tween $100,000 and $125,000 are to be 
taken in hand there. 

The Liverpool City Council may shortly 
decide to run cars on an electric trackless- 
trolley system to Broad Green Road. 


The last few weeks have witnessed the 
reopening of many of the engineering and 
scientific societies after the summer va- 
cation. J. E. Darbishire opened up for 
discussion at the Institution of Mechan- 
ical Enginers, in London, a subject whose 
importance is becoming increasingly rec- 
ognized in recent years, namely, the re- 
pairs, renewals, deterioration and depre- 
ciation of plant and machinery. He 
remarked that in the systematization of 
the management details of an engineering 
establishment which had been a feature 
of recent years, the method of dealing 
with the wear and tear, repair and re- 
newal, and depreciation of plant and ma- 
chinery had strangely escaped attention. 
There seemed to be as many different ways 
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of treating the question as there were 
engineers or accountants. 

The Association of Engineers -in - 
Charge, a useful society of practical men 
which has grown in popularity during the 
last year or two, opened on October 14 
with an address on “Smoke” by its presi- 
dent, James Swinburne. On the same 
evening, at University College, Prof. J. 
A. Fleming delivered a lecture, introduc- 
ing a special course on the scientific 
principles of radio-telegraphy and radio- 
telephony. The Physical Society of Lon- 
don commenced with a visit to the Na- 
tional Physical Laboratory to witness a 
series of demonstrations of work in prog- 
ress there. On October 15, A. F. Bennett 
discoursed on “Steam Engineering Prog- 
ress” before the Rugby Engineering Soci- 
ety, whose membership consists largely of 
members of the staff of the British Thom- 
son-Houston Company and Willans & 
Robinson, at Rugby, and of which so- 
ciety he is this session’s president. 

. The arrangements of the Institution of 
Electrical Engineers for London meetings 
are not yet announced, but the Manchester 


section has got to work, Miles Walker, 


the chairman, delivering his address on 
October 23. 


The Cleveland and Durham Electric 
Power Company has agreed with the 
Waste Heat and Gas Electrical Generating 
Stations Company to operate power sta- 
tions erected by the latter company, at 
the works of the Weardale Steel, Coal and 
Coke Company at Tudhoe, Spennymoor, 
and of Sir Bernard Samuelson & Co., 
Newport, Middlesborough. Arrangements 
have also been made for supplying four 
new rolling mills that are under con- 
struction in the Cleveland district. There 
is now 20,105 horsepower connected with 
the system, as compared with 9,172 horse- 
power a year ago. A further 8,850 horse- 
power will be connected up shortly. In 
referring to this company’s business, it 
will be fitting to mention that on October 
3 many mining engineers journeyed to the 
works of Ernest Scott & Mountain, Lim- 
ited, at Gateshead, to inspect a large main 
and tail haulage plant which is to go 
into the Loftus mines of Pease & Part- 
ners, to be driven by three-phase current 
obtained from the Cleveland Power Com- 
pany’s mains. The haulage gear has two 
drums six feet in diameter and thirty-two 
inches wide, running loose on an 11-inch 
diameter shaft between two bearings; a 
third bearing carrying the outer end of 
a shaft supporting the large spur wheel 
which is keyed to the drum shaft and is 
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driven through double-reduction gearing 
by a 350-horsepower slip-ring, three-phase 
motor, designed for 2,750 volts and forty 
cycles. It runs at 345 revolutions per 
minute, and the rope speed of the drums 
is nine miles per hour. A further 350- 
horsepower, three-phase motor is being put 
in to drive an existing haulage by rope 
gearing. 


The London electric power question has 
again been engaging the attention of poli- 
ticians at Westminster. A debate on the 
London and District Electricity Supply 
Bill, which received so much attention 
some months ago, and was awaiting the 
further deliberation of another parlia- 
mentary committe, took place on October 
19, when, by a majority, it was decided 
to insert in the bill a clause granting 
purchase powers for the undertaking to 
the London County Council, who may 
thus, in course of time, become the elec- 
tric-power-supply authority for not only 
London, but a good many other places 
outside it as well. There was stout re- 
sistance offered on behalf of London and 
outside municipal authorities who have 
their own generating and distributing sys- 
tems already, but, as stated, the result was 
the declaration of a principle in favor of 
ultimate London County Council control. 
The bill has farther to go yet before it 
will be out of the wood, and probably 
when it has passed all parliamentary 
stages it may have its greatest difficulty 
in getting the public to subscribe the cap- 
ital it requires, at a reasonable price and 
at a low rate of interest. 

ALBERT H. BRIDGE. 

London, October 28. 
Po 
Alabama Lighting and Traction Asso- 

ciation Formed. 


About thirty representatives from va- 
rious cities of Alabama met at Montgon- 
ery and formed the Alabama Lighting and 
Traction Association. The call was ex- 
tended by A. H. Ford, president of the 
Birmingham Railway, Light and Power 
Company, who was elected tem porary 
chairman of the association. The pur- 
pose of the association is set forth to be 
to benefit the electric, gas and tracttun 
properties of the state, and the meetings 
will be addressed by members and others 
on technical subjects of value to the as- 
sociation. At a meeting to be held within 
a month the permanent organization will 
be effected and officers elected. F. K. 
Jackson of Mobile was made temporary 
secretary and treasurer. 
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MODERN SUBSTATION APPARATUS.’ 


BY E. W. ALLEN. 


It is the purpose of this paper to list 
several sizes of synchronous converters, 
synchronous and induction-motor-driven, 
low-voltage direct-current generators, and 
compare their relative advantages and dis- 
advantages with the object of determining 
which of the three types is best suited to 
the conditions usually found in sub-sta- 
tions supplying direct current to a 125- 
250-volt three-wire bus and receiving cur- 
rent, first from a 6,600-volt, three-phase, 
twenty-five-cycle generating station, and 
second, from a generating station having 
the same type of generators but a fre- 
quency of sixty cycles per second. 


SYNCHRONOUS CONVERTERS. 


The synchronous converters, or, as they 
are more commonly termed, rotary con- 
verters, are equipped with regulating poles 
capable of giving a range of from 240 to 
300 in the direct-current voltage. This 
means of controlling the direct-current 
voltage is radically different from any- 
thing heretofore employed and represents 
the latest advance in the art of manufac- 
turing this particular class of apparatus. 
In any synchronous converter the direct- 
current voltage has a definite value or 
ratio with respect to the alternating cur- 
rent voltage impressed upon the collector 
rings, which can be varied within certain 
limits by changing the width of the pole 
arc. The function of the regulating pole 
is to vary the width of this arc, and hence 
the ratio of alternating to direct-current 
electromotive force by assisting or oppos- 
ing the flux in the main pole. In other 
respects the converters are similar to 
standard machines. Three-phase air-blast 
transformers have been used in compiling 
these figures. The primary windings are 
provided with four two-and-one-half per 
cent taps, and the secondary windings are 
so arranged that a connection can be made 
for the neutral of a three-wire system. 


SYNCHRONOUS MOTOR-GENERATOR SETS. 


The motor-generator sets consist of a 
synchronous motor mounted on a common 
base, with and direct-connected to a 
commutating-pole shunt-wound generator. 
The motors are designed to operate at 
eighty per cent leading power factor, so 
there is available in each machine, in ad- 
dition to sufficient capacity to drive its 
generator at full output, a margin of sixty 


1 Abstract of a paper read before the Associa- 
tion of Edison illuminating Companies, Lenox, 
Mass., September 15-17, 
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per cent of its rated capacity for phase 
control. An amortisseur winding is placed 
over the revolving field to assist in start- 
ing and to relieve any tendency on the 
part of the motor to pulsate. The field 
winding of the motor is designed for ex- 
citation at 125 volts, and if current at this 
voltage is not available, exciters should 
preferably be direct connected to the sets. 
Their cost, however, is not included in 
the prices listed, and the cost of the com- 
plete set with exciter is from four to six 
per cent greater than the figures given in 
the table. The current output of the gen- 


733 


resistance is short-circuited in successive 
steps by means of a controller, the last 
step being short-circuited when the motor 
reaches full speed. The generators are du- 
plicates of those forming part of the syn- 
chronous motor sets previously described. 


COMPARATIVE VALUES. 


The synchronous motor-generator set 
has been selected as a basis for the com- 
parisons made in Table I. The values for 
the synchronous converters and induction 
motor sets are expressed in percentage 
of the corresponding values in the syn- 


TABLE I— COMPARATIVE EFFICIENCIES, PRICES, FLOOR SPACE AND WEIGHTS. 


EFFICIENCIES, 
25 Cycles. 60 Cycles. 
i i Syn. Mot. Ind. Mot. Syn. Syn. Mot. Ind. Mot. Syn. 
K. W. Capacity. Gen. Set. Gen. Set. Convtr. | Gen. Set. Gen. Set. Convtr. 
300 Full Load 84 | +2.4% + 6.5% 863 —1 4% +2 2% 
“ 82 42.19% +769, 85 —2.0%, 21 
" Ti +4.0% +12.3% 812 —27%  +1.0% 
500 Full " 854 4+2.3% + 6.1% 872 —8 5% +1.4% 
“ $3 +2.1% + 7.79, 86 —1.1% 41.2% 
" 794 43.8% +11,0% 83 OG. Ae ae 
1000 Full “ 87} + 3% + 4.8% 873 E Ae eee 
} “ 86 + 6% + 5.2% 86 a ee ee E 
i j 2} | +1.7% + 9.4% 83 SS! ss ota 
| 
2000 Full “ 88} + 6 +45% | 88 O R a oases 
as 86 + 3 + 5.7% 8 ee N Raee yr eN 
t 823 +2.4% + 9.3% 83 o ee omer ean 
PRICE PER K. W. 

300 $26.17 + 6% — 4.0% $25.75 | + 3% —3.0% 

500 , 24.70 —1.4% —11.7% 23.20 + 9% —2 0% 
1000 20.25 —3 07 — 5% 19.45 ON Meir wan eat 
2000 19.10 —2.0% +10 0% 18.10 +5.0% | ed ania 

FLOOR SPACE. 

300 80 | +13.7% 67 443% 
500 122 Sameas | + 83% 110 Same as +36% 
1000 136 Syn. Mot. | +25.0% 140 Syn. Mot. 

2000 440 Gen. Set. | — 8.4% 435 Gen. Set. 
| 
WEIGHTS. 

300 50000 —2 0% | —36 0% 7 4s000 | — 2.0% —16.7% 

500 65000 —4.4% | —30.0% 65000 —4 6% —15.4% 
1000 98000 —8.1¢ — 5.0% | 92000 2.30 
2000 215000 T 0% — 2.3% | 212000 1.45% 


erators is based on 275 volts, but they will 
commutate this current successfully at any 
voltage between 240 and 300 volts. 


INDUCTION MOTOR-GENERATOR SETS. 


The induction motor-generator sets are 
in general similar to the synchronous 
motor-generator sets. The rotors of the 
induction machines are equipped with a 
definite three-phase, star-connected wind- 
ing, the open end of each phase being con- 
nected to a collector ring mounted on the 
end of the shaft. An external resistance 
is placed in series with this winding to 
limit the flow of current and increase the 
torque when the motor is started. This 


chronous motor sct. The sign preceding 
a figure denotes whether it should be 
added or subtracted from the figure given 
on the synchronous motor. 


EFFICIENCY. 


An analysis of the figures given in 
Table I will show that the twenty-five and 
sixty-cycle synchronous converters are su- 
perior in efficiency at all loads to either 
{ype of motor-generator set, the difference 
being particularly marked at light load on 
the twenty-five-cycle machine. The brush 
friction and windage constitute a rela- 
tively larger proportion of the losses in 
the sixty-cycle converter, and its efficiency 
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at light load only exceeds that of the mo- 
tor-generator set by a small amount. The 
induction motor set is more efficient than 
the synchronous motor set at twenty-five 
cycles but less efficient at sixty cycles. 


PRICE PER KILOWATT. 


With the single exception of the 2,000- 
kilowatt, twenty-five-cycle unit, the syn- 
chronous converters are less expensive in 
both frequencies than the motor-generator 
sets. In the larger sizes the twenty-five 
cycle induction motor sets are less expen- 
sive than either of the synchronous ma- 
chines. The high cost of the 300-kilowatt, 
twenty-five-cycle induction-motor set is 
due to the external starting devices which 
constitute a relatively large proportion of 
the cost of the motor. The sixty-cycle 
synchronous motor-generator sets are less 
expensive in all sizes than the induction 
machines listed at this frequency. 


WEIGITS. 


The weight of the motor-generator sets 
is, owing to the high speed, slightly less 
than that of the synchronous converters, 
with its accessories, the induction motor 
weighing less in both frequencies than the 
sevnchronous-motor set. 


RELIABILITY. 


Advocates of the induction motor an- 
ticipate trouble from “hunting” of the 
synchronous machines, but the cause of 
this trouble is a condition of the line or 
system to which the synchronous machine 
is connected, and can usually be found 
and overcome. Wide fluctuation in the 
voltage of the alternating-current supply 
has also been assigned as a source of 
trouble with the synchronous machines, 
but there is no very good reason why such 
conditions should exist, as the regulation 
of the supply voltage can be controlled 
within narrow limits by the judicious use 
of an automatic voltage regulator arranged 
to control the excitation of the generators 
in the main station. The excellent pro- 
tection afforded by the use of speed-limit- 
ing devices, reverse-current relays and cir- 
cuit-breakers practically eliminates the 
possibility of damage due to runaways or 
overloads, 

VOLTAGE REGULATION, 

Voltage regulation over wide ranges 1s 
a matter of great importance in the class 
of sub-stations considered by this paper. 
Edison three-wire svstems require a range 
in voltage of at least 210 to 275 volts, and 
in many cases a considerably higher volt- 
age than the last-named figure is required 


for charging storage batteries. Excellent 
results have in the past been obtained from 
shunt-wound generators, but it has been 
found necessary to add a large amount of 
extra shunt field copper and magnetic ma- 
terial to secure good operation over this 
range in voltage. The addition of com- 
mutating poles has made it possible to 
operate high-speed generators with excel- 
lent commutation at voltages considerably 
below normal, but they do not assist ma- 
terially in reaching the higher ranges. It 
is the usual practice to base the current 
output on the highest voltage, and it has 
not heen practicable to obtain appreciably 
higher voltages, even though the output 
was kept constant by a reduction of the 
current in proportion to the increase in 
voltage. With the synchronous converter 
equipped with regulating poles it is pos- 
sible to obtain a wide range in voltage 
without materially Increasing the cost over 
that required to give a lower range. 

The excitation of a regulating-pole con- 
verter can be controlled by means of an 
automatic regulator, and the direct-cur- 
rent voltage kept constant even with 
wide variations in the voltage of the alter- 
nating-current supply. The regulator may 
also be adjusted to hold a constant load 
on the converter and cause storage bat- 
teries or other machines to carry fluctua- 
tions in the load bevond a predetermined 
amount. 


PHASE CONTROL. 


The synchronous motor-generator set is 
the logical choice for installation on a sys- 
tem carrying a low-power-factor load, as 
extra capacity for improving the power 
factor can be furnished at a small increase 
in the first cost. For example, a 1,250- 
kilovolt-ampere motor will drive at full 
output a 1,000-kilowatt generator and in 
addition deliver to the line 750 kilovolt- 
amperes for improving the power factor. 


METHOD OF STARTING. 


Storage batteries are installed in the 
majority of lighting sub-stations, and di- 
rect-current starting is to be recom- 
mended in such cases for all three classes 
of machines. If direct current cannot be 
obtained from such a source, a failure of 
the alternating-current supply will cause a 
complete shutdown of the sub-station and 
require the starting of at least one unit 
from the alternating-current side, after 
which direct current will be available for 
starting the remaining units. All of the 
machines described m this paper are ad- 
mirably adapted for starting from the 
alternating-current side. The resistance 
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in the secondary circuits of the induction 
machines limits the flow of current at 
starting to a value considerably less than 
that required at full load. Synchronous 
motors are started by means of starting 
compensators connected between the motor 
terminals and the line. Synchronous 
converters can be started from one-third 
and two-thirds taps on the secondary of 
their transformers. When motors are 
started in this manner it is not necessary 
to synchronize them with the line: conse- 
quently the machines may be very quickly 
started from rest and placed under load. 
Alternating-current starting motors pos- 
sess a number of disadvantages without 
offering any particular advantages over the 
methods of starting described above and 
their use is not recommended. 
o © o —— —_— 


Electric Scrubber for Ships’ Hulls. 


Many devices have been invented to 
clean a ship’s fouled bottom without the 
necessity for docking, and perhaps the 
most effective of these was the old-fash- 
ioned hogging brush with which the sub- 
merged parts of the hull were scrubbed, 
hut difficulty was always experienced in 
applying sufticient force to the brushes, 
writes the English correspondent of 
the Scientific American, Flectromagnets 
mounted on the brush battens hold the 
bristles firmly against the iron or steel 
hull of the ship while the “mat” or gang 
of brushes is being dragged over the sur- 
face. The brushes are set at an angle on 
the principal working battens, while other 
brushes set square precede the magnet 
poles, atfording them a clean surface on 
the hull to which to adhere. The pole 
pieces are rocker-shaped, being arranged 
to cant the brushes to secure a flicking 
action against the accumulated matter. 
The current to excite the adhesion mag- 
nets is supplied either from the ship itself 
or a special tender lving alongside, and 
the entire mat is dragged back and forth 
across the bottom of the hull by a steam 
winch. A tractive effort of about 3,000 
pounds is required to drag the mat against 
the resistance interposed by the marine 
material and friction at the pole pieces. 
The gear is very simple, and several men 
from the ship's erew can clean a 4,000- 
ton ship in cight hours at an expense of 
€100, including cost of labor, current and 
power, An 18,000-ton battleship can be 
cleaned in twelve hours, it is said, and 
vessels scrubbed by this method are found 
io be entirely free from marine growths 
when examined in dry dock. 
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Some Large Telephone Cables. 


A number of large telephone cables 


were made recently by the well-known 
cable manufacturers, British Insuiated & 
Helsby Cables, Ltd. Fig. 1 shows an 
§00-pair cable made of such a size that 
it can be drawn into a standard three- 
inch pipe. Several miles of this cable are 
in use by the National Telephone Com- 
pany of England and various colonial and 
foreign administrations. The conductors 
weigh ten pounds per mile. Each is in- 
sulated by a single laver of manila paper, 
applied spirally; the longitudinal method 
of wrapping with a whipping of thread 
is only employed for wires of forty pounds 
per mile and upward. 

In the earlier telephone cables, says 
Electrical Engineering (London), two 
layers of paper were almost invariably em- 
ployed, but it is now found that the single 
layer is sufficiently strong mechanically, 
and that, owing to the tighter laying up 
of the wires that is necessary if the thick- 
ness is increased by the second layer of 
paper, and the fact that the specific in- 
ductive capacity of paper is higher than 
that of air, the cable with the single layer 
of paper on each wire has a lower capacity 
and is therefore better for telephonic pur- 
poses, in addition to being cheaper. 

The paper-insulated wires are laid up 
into pairs and then stranded, the center 
core having five pairs and each successive 
layer six more pairs than the previous one. 
The lead sheath is 125 mils in thickness, 
bringing the outside diameter and the 
whole cable to 2.625 inches. An average 
wire-to-wire capacity of 0.07 microfarad 
per mile is obtained and a maximum of 
0.08 microfarad per mile. This is ex- 
-tremely low when it is considered how 
close the wires must be packed to enable 
1,600 of them to be contained in a 254- 
inch lead tube. The cable is usually sup- 
plied in lengths of 150 to 200 yards; its 
Weight is about twenty tons per mile. 

In Fig. 2 there is shown a section 
of a composite telegraph and telephone 
cable of a type referred to by Mr. F. Tre- 
main in an instructive paper read before 
the Newcastle Local Section of the Insti- 
tution of Electrical Engineers. Consider- 
able quantities of this cable are in use by 
the British Post Office on its underground 
routes. 

The cable contains fifteen pairs of 150. 
pound twin conductors, seven quadruple 
pairs of eight conductors, each weighing 
100 pounds per mile, six pairs of 100- 
pound conductors: twenty-two single 
“screened” conductors weighing 200 


pounds per mile, for telegraph purposes, 
and forty-two  single-screened seventy- 
pound conductors—162 wires in all. 

The telephone wires in the pairs and 
“quads” are insulated with manila paper, 
applied longitudinally, and secured by a 
whipping of string. A similar longitudi- 
nal paper forms the first wrapping of the 
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Fig. 1.—Eight-Hundred-Pair Lead-Covered Tel- 
ephone Cable, Outside Diameter Two and 
One-quarter Inches. 


screened telegraph conductors, but in this 
case it is covered with three more paper 
wrappings, Jaid spirally. The first two of 
the spiral wrappings are laid on so as to 
leave a helical air space, and’ the third 
forms a closed helix. Over this is a wrap- 
ping of copper tape three mils thick and 
three-eighths inch wide, with a thirty per 


a 


Fig. 2.—A Composite Telegraph and Telephone 
Cable Used by the British Post Office. Out- 
side Diameter, Three and Three-quarter 
Inches, 

cent overlap. The copper screening is to 

prevent inductive action between neigh- 

boring wires. 

The center core consists of one quad— 
{our pairs of conductors laid round a jute 
core. Surrounding this are six more sim- 
ilar quadruple pairs. The interstices left 
between thee six quads are filled up by 
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the six ordinary pairs of 100-pound con- 
ductors as a “worming,” making this layer 
circular. Over this comes a layer of 
twenty-two 200-pound single-screened con- 
ductors (each 350 mils diameter over all), 
and the outside layer is made up of the 
forty-two %0-pound single-screened con- 
ductors (each 225 mils diameter overall). 
The screened conductors have a capacity 
of about 0.125 microfarad per mile; the 
capacities of the seventy-pound and 200- 
pound conductors are practically the 
same, as the larger diameter of the latter 
is compensated by the greater distance 
between the wire and the screening. The 
100-pound telephone conductors have an 
average wire-to-wire capacity of 0.08 mi- 
crofarad per mile, and the 150-pound 
pairs 0.06 microfarad per mile. 

It should be mentioned that the “wire- 
to wire” capacities quoted in this article 
represent the capacity between the two 
wires of a pair, assuming both to be insu- 
lated. The capacity of each wire, if its 
fellow is connected to the remaining wires 
and grounded, to form the second plate 
of the condenser, is, roughly, forty per 
cent higher. ) 

As an additional precaution to prevent 
inductive effects between adjacent pairs of 
telephone wires, each of the four pairs of 
each quad is given a different “lay,” vary- 
ing from seven to twelve inches, and in 
laving up the pairs into the quadruple 
core a different lay, varving from twelve 
to eighteen inches, is taken in making each 
“quad.” The lead sheathing is 160 mils 
thick, and the outside diameter over lead 
334 inches, so that the cable can be drawn 
into a four-inch pipe. The cable weighs 
about thirty-four tons per mile, and is 
made in lengths of about 150 yards. 

— o O e —— 
Annual Dinner of the Institution of Elec- 
trical Engineers of Great Britain. 


On October 22 the Institution of Elec- 
trical Engineers of Great Britain held its 
annual dinner at the Hotel Cecil, London. 
About 400 members and guests filled the 
banquet hall to the utmost. The gather- 
ing was exceptionally brilliant, due to the 
presence of delegates from all the fore- 
most nations of the world to the Interna- 
tiona] Conference on Electrical Units and 
Standards and the International Electro- 
technical Commission. Among the speak- 
ers were Hon. R. B. Haldane, Lord Alver- 
stone, Prof. J. J. Thomson, Mr. G. Frank- 
lin, Prof. Sylvanus Thompson, Dr. E. 
Warburg, M. P. Boucheret, Dr. E. W. 
Stratton, Prof. G. Kapp and Mr. W. M. 
Mordey, president of the institution. 
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“Pioneer Work within the General 
Electric Company.” 


At Schenectady, October 29, about 400 
members of the local section of the A. I. 
E. E. listened to a very interesting and 
instructive paper by Dr. E. W. Rice, Jr., 
vice-president of the General Electric 
Company, on “Pioneer Work within the 
General Electric Company.” An abstract 
of his remarks is given below. 

In introducing the speaker, the chair- 
man, Mr. Ernest J. Berg, observed that at 
all times the names of four men will be 
conspicuous in the history of the Com- 
pany—the founders, Prof. Elihu Thom- 
son and Thomas A. Edison, for their re- 
searches and inventions, and to the same 
degree, the president, Mr. Coffin, whose 
executive ability is largely responsible for 
the prominent part the Company fills in 
the manufacturing world, and last, but, 
indeed, not the least, Dr. E. W. Rice, Jr., 
the speaker of the evening, who has been 
in a great measure responsible for the 
sound engineering and thorough manufac- 
turing and business methods which have 
characterized even details. 

Doctor Rice outlined the history of the 
organization from 1880 to 1885, and told 
how the present General Electric Com- 
pany was formed by a consolidation of 
the Thomson-Houston and the Edison 
General Electric companies, each of which 
had resulted from the consolidation of 
a number of small companies. One of 
these, the American Electric Company, 
was formed to manufacture the electrical 
inventions of Profs. Elihu Thomson and 
Edwin J. Houston, of Philadelphia, and 
the speaker was connected with this com- 
pany since its formation. 

At that time the most prominent work- 
ers in the electrical field were Charles F. 
Brush, Edward Weston, Thomas A. Edi- 
son, William Hochausen and Hiram 
Maxim. Edison had just announced his 
invention of the incandescent lamp. In 
view of its low “light efficiency” (four 
watts per candle compared with one-half 
watt per candle in the case of the are 
lamp), and especially on account of the 
large amount of copper necessary in 100- 
volt distribution, it was thought by those 
exploiting are lighting that incandescent- 
lamp illumination would never be a for- 
midable competitor of the arc lamp. 

Excepting Edison, the rest of the in- 
ventors were working on are lighting and 
had their own are dynamos, lamps and 
“systems.” The lamps were divided into 
two classes, one known as the “long arc” 


and the other as the “short arc.” Brush 


was the exponent of the long-arc system, 
Weston of the short arc. In 1880 Brush 
had already succeeded in producing an 
arc dynamo capable of operating sixteen 
arc lamps on one circuit. These lamps 
consumed about ten “Webers” (amperes) 
at forty-five volts, whereas the current 
consumed by the “short arc” was from 
eighteen to twenty amperes at thirty 
volts. Since with the latter type a large 
percentage of the light came from the in- 
candescent carbon and not from the arc 
itself, it is evident that the efficiency of 
the “short arc” was not favorable com- 
pared with that of the “long arc.” The 
Brush machine can be considered as the 
prototype of the modern two-phase ma- 
chine, whereas the Thomson-Houston ma- 
chine was practically the present three- 
phase machine. In each type, of course, 
the coils were connected to commutator 
segments instead of to collector rings. 

Professor Thomson invented many 
forms of are lamps, but the type finally 
selected and sold in the early days was 
the “differential,” which had series and 
shunt windings placed on separate mag- 
nets in distinction to the Brush lamp, 
where the series and shunt windings were 
on the same core. 

Even in those days Professor Thomson 
realized that it was essential to work for 
high efficiency, and that therefore no arti- 
ficial load should be used for the sake of 
regulation. The dynamo must be so 
made that the lamps would be stable and 
satisfactory, independent of the number 
in circuit. To accomplish this result he 
invented a very ingenious automatic regu- 
lator, and designed his machine in such 
a way that the armature reaction was very 
great compared with the magnetization 
of the field. 

The first are machine built at New 
Britain in 1880 was capable of operating 
four arc lamps, these lamps using about 
ten amperes at fifty-five volts. After 
that a number of larger machines were 
built and no serious difficulties were met 
with until it was attempted to operate 
from sixteen to twenty lamps from one 
commutator, an operation which was com- 
mercially necessary since the Brush ma- 
chine operated with that number of lights. 

After building a successful machine 
with two commutators Professor Thom- 
son decided that this was too complicated 
and started serious work to overcome the 
flashing due to the greater lead. At the 
time of this effort he invented an ingeni- 
ous blower arrangement which injected a 
stream of cool air between the brush and 
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the leaving segment. By this expedient 


-the machine operated quite as satisfac- 


torily with twenty lamps as formerly with 
ten. The machine was commercial in 
every way and operated even with as many 
as fifty and sixty arc lamps from a single 
commutator. 

The Paris Congress, which met in 1881, 
adopted the “C. G. S.” system and con- 
firmed the use of the electrical units 
“volt” and “ohm.” It also gave the name 
of “ampere” to the unit of current, which 
had previously been known as the 
“Weber.” The ampere meter, or am- 
meter, was not known until some time in 
1882 or 1883. Professor Thomson con- 
structed, about 1880, an instrument on the 
lines of the Deprez galvanometer, which 
on account of its mechanical construction 
was usually referred to as the “herring- 
bone” galvanometer. The instrument was 
calibrated by the silver and copper volt- 
ameter method. 

Insulated copper wire could be bought 
at that time, but the quality and uni- 
formity of cross section was not such as 
to insure uniformity of resistance. Double 
cotton-covered wire was not used until 
several years later. 

Transmission circuits up to 1882 were 
of bare copper wire, and it was customary 
to fasten these copper wires to partitions 
and rafters by means of ordinary iron 
staples. It was considered quite an ad- 
vance when porcelain insulators first were 
employed. Insulated wires were consid- — 
ered a real extravagance and only used 
after demanded by -the underwriters of 
the mutual fire insurance companies of 
New England. 

While it was known that dynamo-elec- 
tric machines were reversible no regular 
commercial application of the principle 
was made until several years later. The 
pattern shop of the American Electric 
Company was, however, operated in 1880 
by a five-light arc dynamo used as 8 
motor and the current to operate this 
motor was furnished by an arc-light series 
dynamo driven from the main engine. 

The efficiency of the electrical apparatus 
was considered of quite as much impor- 
tance in those days as now, and Professor 
Thomson devised an ingenious method to 
determine the losses. He realized in 1880 
quite fully the principles governing the 
distribution of magnetic flux in iron, al- 
though there were, of course, at the time 
no standard saturation curves or permea- 
bility curves available. It was perfectly 
well understood that the electromotive 
force of a dynamo was proportionate to 
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the speed, the number of turns in the 
armature and the amount of magnetic 
flux. 

It was recognized that the iron core of 
an armature traversed by an alternating 
magnetic flux was subject to Foucault or 
eddy currents, and precautions were taken 
to use oxidized iron and frequently in- 
sulated layers of iron wire in the arma- 
ture structure. Laminated iron was not 
introduced until later. 

About 1883 to 1884 arc-light circuits 
had been extended enough to attract the 
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was called an induction coil, but he did 
not immediately push its use, since he 
felt that there would always be a certain 
danger if the low-potential winding were 
accidentally connected to the high-poten- 
tial side. To overcome this he invented 
the grounding shield and advised a 
grounded secondary system. A number 
of patents on alternating-current distribu- 
tion by transformers were issued to him 
about that time. | 

It was while experimenting with elec- 
tric welding that he invented the so-called 
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An Electric-Plant Flywheel Accident. 

: Several weeks ago the big flywheel at 
the plant of the Keokuk Electric Railway 
and Power Company, Keokuk, Iowa, burst 
asunder, partially destroying the building 
and working a great deal of other destruc- 
tion. The accident effected the complete 
isolation of the city as far as the electric 
lighting was concerned, and was responsi- 
ble for one sad result, the death of the 
night engineer. The illustrations here- 
with are published because of their interest 
as showing the extent of the damage 
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VIEWS SHOWING THE DAMAGE CAUSED BY THE BURSTING OF A RUNAWAY FLYWHEEL. 


attention of lightning and a few burn-outs 
of lamps were experienced. This dis- 
turbed the commercial staff of the Com- 
pany, but Professor Thomson had soon 
devised a scheme to protect apparatus 
against lightning. In connection with his 
work on various kinds of lightning ar- 
Testers he invented the “magnetic blow- 
out.” 

Professor Thomson had early realized 
the importance of alternating current, and 
indeed had built a self-exciting alternator 
in 1879. He saw the inherent possibilities 
of the transformer, which at that time 


repulsion motor, which only within the 
last few years has been commercially 

appreciated and now promises to be a 
formidable alternating-current competitor 
to the direct-current motor for railway 
work. 

Doctor Rice’s paper was discussed by W. 
S. Andrews, who gave some very inter- 
esting information about the early de- 
velopments in the Edison Company, and 
by Doctor Steinmetz, who told about the 
developments in the Eichmeyer Company 
and the Thomson-Houston Company at 
Lynn, Mass. 


caused by an accident of this nature. 
Masses of iron, some of them weighing 
1,200 pounds, were carried a distance of 
400 feet, and great holes were torn in the 
north and south walls of the power plant. 
Inside the station a considerable confu- 
sion of machinery resulted. 

In the group picture herewith, the one 
in the upper left-hand corner shows the 
north end of the power house, with a part 
of the broken wheel lying in the fore- 
ground. The picture alongside shows the 
south end of the power house. The others 
show some of the contributory damage. 
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THE CONSTRUCTION AND MEASURE- 
MENT OF HIGH RESISTANCE.’ 


By TIowarp L. Bronson. 


The study of the passage of electricity 
through gases and its application to the 
measurement of the phenomena of radio- 
activity has required us to extend our field 
of accurate electrical measurements. Dur- 
ing the past ten years we have become 
very familiar with the fact that X-rays, 
ultra-violet light and many substances, 
such as uranium, radium and thorium 
ionize the gas in their immediate vicinity 
—that is, the gas becomes electrically con- 
ducting. If the gas between two parallel 
plates is subjected to a constant source of 
ionization and one plate is connected to 
the positive pole of a battery, the other 
pole of which is to earth and the other 


plate is connected to an electrometer, then 
the electrometer will receive a positive 
charge, showing that an electric current 
is passing between the two plates. The 
magnitude of these ionization currents va- 
ries from 1-1,000,000,000,000,000 ampere 
up to currents which can be measured with 
a sensitive galvanometer. The accurate 
measurement of the smallest of these cur- 
rents is hy no means an easy task, but the 
problem is much complicated by the fact 
that in a large part of radio-active meas- 
urements the active matter, and, therefore, 
the current, is not constant, but contin- 
ually changes, and sometimes very rapidly. 
For example, the emanation from thorium 
decays to half value in little less than one 
minute. Thus, if we have in a testing 
vessel a current of 1-100,000,000 ampere, 
due entirely to thorium emanation and 
suddenly cut off the emanation, the cur- 
rent will fall to 1-1,000 of its value in ten 
minutes. 

The problem, as presented, is to get an 
Instantaneaus measurement of very small 
currents. The apparatus must, at the 
same time, be capable of a considerable 
range of measurement without serious re- 
adjustment. The purpose of this paper is 
to describe a method which theoretically 
fulfills these requirements, and which, for 
many kinds of radio-active measurements, 
the writer has found to give better results 
practically than the methods in more com- 
mon use. It will be seen that this method 
depends entirely on our ability to make 

*A condensation, in part, of a paper on “The 
Construction and Accurate Measurement of Re- 
sistances of the Order of One Hundred Thou- 
sand Megohms,” presented before the meeting 
of the American Electrochemical Society at 
Albans, N. Y., April 30, 1908, by the author, a 


member of the faculty of MeGilN University, 
Montreal. 
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and measure resistances which are suff- 
ciently large and at the same time con- 
stant. 

As far as the writer is aware, all the 
older methods for the measurement of 
these very small currents involve the direct 
measurement of the change of potential 
of some system of known capacity. The 
electroscope is probably the most sensitive 
instrument for this purpose, as it can be 
made with a capacity as small as one 
electrostatic unit, and a change of poten- 
tial of five volts per hour can be measured. 
The electrometer, while not quite so sensi- 
tive, can measure currents over a much 
wider range by the introduction of exter- 
nal capacity into the system. A sub- 
divided condenser is very convenient for 
this purpose. 

The use of either of these instruments 
for the accurate measurement of currents 
involves many difficulties. The chief diffi- 
culty in their use for certain radio-active 
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to the testing vessel, but also to earth, 
through a very high resistance, it is easily 
seen that any current in the testing ves- 
sel will charge the quadrants until the dis- 
charge current through the high resistance 
is equal to the current in the testing ves- 
sel. (This latter current is not dimin- 
ished by the rise of potential of the quad- 
rants, because the voltage on the testing 
vessel is always high enough to produce 
practical saturation.) In this case the 
current is proportional to the potential on 
the quadrants—that is, to the deflection of 
the needle. If the sensitiveness of the 
electrometer and the actual value of the 
high resistances are known, then we have 
at once an absolute measure of the ioniza- 
tion current in the testing vessel. Further, 
by placing some form of potentiometer 
between the standard high resistance and 
the earth, the range over which we can 
measure currents can be made very large. 

The advantages of this method are ob- 


Testing Vessel 


an Volts 
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FIG. 1—MEASUREMENT OF HIGH RESISTANCES. 


measurements is that a single observation 
requires considerable time, during which 
the current may have changed very 
greatly. Among the other difficulties may 
be mentioned: 

(1) Changes in the sensitiveness of the 
instruments. 

(2) Lag of the electrometer or gold leaf 
behind the changing potential, unless its 
rate of change is very slow. 

(3) The accurate measurement of small 
capacities which have to he redetermined 
every time a new testing vessel is used. 

(+) The long time necessary for the 
measurement of the natural leak. 

In fact, we can sav that this method is 
practically impossible for rapidly chang- 
ing currents and that it is in all cases in- 
conveniently slow. 

The principle of the “constant deflec- 
tion method,” which is described below, is 
very simple and was first suggested by 
Rutherford. If one pair of quadrants of 
an electrometer is connected to earth, Fig. 
1, and the other pair is not only connected 


vious; deflections are independent of the 
capacity, and testing vessels may, there- 
fore, be interchanged without error, meas- 
urements can be made over a wide range 
without difficulty, and observations can be 
taken instantaneously and in as rapid suc- 
cession as desirable. 

This method has also several practical 
In the rate methods, if the 
current due to the natural ionization and 
the conduction across the insulators 18 
small, then it takes a long time t6 “meas- 
ure it: if it is large, then it may become 
a considerable fraction of the current to 
he measured and reduces the accuracy of 
the measurement. In the constant deflec- 
tion method, small currents are as quickly 
measured as large ones, and a considerable 
amount of insulation leakage introduces 
no considerable error in the results. When 
desirable this can be practically eliminated 
by keeping the electrometer quadrants at 
zero by means of a potentiometer. By 
referring to Fig. 1 it will be seen that 
there are two keys between the testing ves 


advantages. 
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sel and the electrometer. When both keys 
are closed the testing vessel and the elec- 
trometer quadrants are connected to 
earth: when key 2 is open the earth 
connection is broken and the testing vessel 
is connected to the electrometer; when key 
1 is open the electrometer is disconnected 
from the testing vessel, but remains con- 
nected to earth through the high-resistance 
standard. The reading obtained in this 
way is the true zero and eliminates certain 
contact potential differences whieh have 
always been found to exist in all very high- 
resistance standards. This zero can be 
checked at any time during the course of 
an experiment. Before any active material 
is placed in the testing vessel the natural 
leak is obtained by taking a reading with 
key 2 open and substracting from this the 
true zero. This reading is just as quickly 
taken as any other, and it is evident that 
its magnitude practically does not affect 
the accuracy of the measurement to be 
It can thus be seen 
that the method is simpler, more accurate 
and better suited for nearly all kinds of 
ionization measurements than the older 
methods. 


made with this vessel. 


The problem then resolves itself into 
finding out how to make and preserve 
permanent high resistances of the order of 
The great diffi- 


100,000,000,000) ohms. 
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ments of ionization currents with these 
resistances as standards compared favor- 
ably with those obtained by the rate 
methods. There was always, however, 
considerable variation and uncertainty in 
all these resistances. The carbon line 
seemed to have practically its entire resist- 
ance at one point and to be merely a 
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2.—STANDARD TESTING VESSEL FOR 
MEASURING HIGH RESISTANCE. 


FIG. 


case of bad contact, which was bound to 
be very uncertain and subject to all kinds 
of external conditions. The liquid resist- 
ances have very large temperature co- 
efficients and seemed to be subject to a 
variable polarization. In both classes of 
resistances there was necessarily present a 
considerable amount of insulating or di- 


electric material. The absorption due to 
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FIG. 3.—MEASUREMENT OF HIGH RESISTANCE. 


culty in doing this is probably the reason 
that this method has not come into more 
general use. Very early in the study of 
this subject it was found possible to get 
such resistances as large as the above by 
means of fine carbon lines on ebonite or 
ground glass, or by means of amyl alcohol 
or zylol in long capillary tubes. Measure- 


this is a function both of the time and 
temperature. Its effect is to make the 
apparent resistance less for a time. It 
may continue for some hours, and is neces- 
sarily a very uncertain factor. 

All of these high resistances proved so 
satisfactory that Professor Rutherford 
suggested the possibility of using an ion- 
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ized gas for this purpose. He had pre- 
viously shown that the ionization current, 
through a gas subject to a constant source 
of ionization, was approximately propor- 
tional to the potential difference between 
the plates when this potential was small. 
The writer has used this principle suc- 
cessfullv for the past three years and is 
satisfied that it gives as accurate results 
as any of the rate methods. It is also 
much less tronblesome when it is once ar- 
ranged and is adapted to measurements 
for which the other methods are unsuited. 

The standard testing vessel, as it is 
called, has gone through quite an evolu- 
tion during the past three years. The one 
at present in use is shown in Fig. 2.: The 
shaded portion is ebonite, the electrodes 
are of aluminum, and the active material 
consists of about a tenth of a milligram 
of radium bromide. In general, the rela- 
tion between the ionization current in such 
a vessel and the potential difference be- 
tween the plates is not linear, but de- 
pends upon the nature of the active ma- 
terial weed, the kind and amount of insula- 
tion and the distance between the plates. 
However, it is generally possible so to ad- 
just the distance between the plates that 
a linear relation will exist for a considera- 
ble range of potential. Nevertheless, it is 
necessary to get a calibration curve for 
every such vessel. This can only be done 
by some form of the rate method which 
must ultimately be the basis of all such 
measurements. However, in the case of 
a calibration curve the rate method 1s 
used under the most advantageous condi- 
tions. 

Even under these favorable conditions 
there are many difficulties which are not 
easily overcome. This is not surprising 
when it is remembered that the standard 
testing vessel has a resistance from ten 
to 100 times as great as the values usually 
given for the resistance of condensers. In 
calibrating the standard the condenser is 
put in place of the testing vessel of Fig. 1 
and the system is charged through the 
standard vessel. 

In order to eliminate as far as possible 
any leakage from the electrometer and 
condenser the average potential during the 
time of charging is kept above zero and 
the total change of potential of the system 
is never more than 0.2 volt. The error 
due to absorption by the ebonite of the 
standard is not very large and can be 
largely eliminated by applying the poten- 
tial to the standard a few minutes before 
taking a measurement. In order to cali- 
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brate the standard over a considerable 
range of voltage, for example, from 100 
to 0.1 volt, and at the same time not 
have too great a change in the rate of 
movement of the electrometer needle. It 
is necessary to change the capacity of the 
system. The accurate comparison of these 
capacities offers the greatest difficulty to 
the calibration. The writer used a sub- 
divided mica condenser, the sections hav- 
ing capacities from 0.5 to 0.001 micro- 
farad. Several methods used in calibrat- 
ing this condenser gave very concordant 
results for the larger sections, but gave 
values for the smaller sections which dif- 
fered in some cases by more than ten per 
cent from one another. There is the 
added difficulty in the use of these small 
capacities that the potential on the stand- 
ard is also small. Thus, with one volt 
on the standard a change of 0.2 volt in the 
potential of the quadrants will change the 
potential on the standard by twenty per 
cent. 

If we have some radio-active material 
whose rate of decay has been accurately 
determined, we can use this rate of decay 
as a means of calibration. The active 
deposit from actinum is probably the best 
substance for this purpose, as its rate of 
decay has been carefully determined by a 
number of observers and their results 
agree very well. The following are some 
of the best values of the time taken for 
it to decay to half-value: 


Godlewski .......--.+ee0: 36 minutes 
Meyer and Schweidler...... 35.8 minutes 
Hahn and Lochur......... 36.4 minutes 
Debeirne ......-ceeeeecees 36 minutes 


If we take 36 minutes as the mean 
value it cannot be far from the truth. 
In Fig. 3, curve A represents the loga- 


rithmic decay curve of the active deposit 


of actinum, as measured by one of the 
standard vessels. The ordinates represent 
time in minutes and the abscisse the lag 
of the voltages on the standard. The 
straight line B represents the relative 
value of the ionization current at the 
different times, on the assumption that 
the active matter decayed to haif-value 
in thirty minutes. If the current through 
the standard vessel were proportional to 
the potential difference between its plates, 
then curve A would coincide with B. It 
is evident, from the figure, that the poten- 
tial increases more rapidly than the cur- 
rent; that is, the apparent resistance of 
the standard begins to increase when its 
voltage rises above five volts. The ratio 
of the abscisse of curves A and B at any 
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time’ is a measure of the resistance of the 
standard vessel for that voltage. If we 
thus compare the resistance at twenty, 
forty and sixty volts, we find that their 
ratio to be 1:1.16 : 1.28. In order to 
verify these values the actual current 
through the standard for the voltages was 
measured by the condenser and rate 
method. The actual resistances were found 
to be 0.971 X 10”, 1.14 X 10 and 1.25 x 
10". The ratio of these resistances is 
1 :1.17 : 1.28. We thus see that the two 
methods agree when fairly large voltages 
and capacities can be used. For the 
smaller currents the use of a decaying 
radio-active substance is much the best 
method. n 

The results given in this paper would 
suggest the possibility of making of 
standard vessels similar to the one here 
described, and preserving them as perma- 
nent high-resistance standards. They 


would have a much higher resistance 


than any standards with which the writer 
is acquainted and ought to remain con- 
stant over a long period. They would be 
found very useful for insulation testing 
or any very high-resistance measurements. 

Since writing the above a paper by 
G. W. Stewart on “A Satisfactory Form 
of High Resistance” appeared in the April 
number of the Physical Review. The re- 
sistances with which he experimented were 
not over three megohms, and the results 
which he obtained with these, such as 
constancy for all voltages and perma- 
nency, would not necessarily apply to re- 
sistances 100 times as large, even if sim- 
ilarly constructed. The writer’s experience 
has been that all the difficulties increase 
very rapidly as the resistances are made 
larger. 


ede 
A Motor-Driven Punkah, 

The punkah wallah is known to every 
traveler in the East, and has frequently 
been described in the literature concern- 
ing the eastern peoples. The punkah is 
considered indispensable in the torrid 
climate, both as a means of securing a 
draft of air and in keeping insects from 
disturbing the sleeper. The native serv- 
ant continually jerks the rope connected 
with a swinging curtain which hangs from 
the ceiling. Frequently the native dozes, 
and the sleeper is then disturbed. 

An electrically-driven punkah has been 
invented, and although this is not the 
first of its kind, it is said to give satis- 
faction because it substitutes for the pe- 
culiar jerk which is given by the native, 
and in which the previously-devised me- 
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chanically-driven punkahs were lacking, a 
similar mechanical movement. The satis- 
factory service which the hand-worked 
punkah gives is due to a turn of the fan 
that the native effects by jerking the rope 
at each turn. In order to obtain a flick 
of the curtain similar to that given to the 
hand-worked fans, the inventors of the 
new electrically-driven punkah have de- 
vised an ingenious piece of mechanism. 
A horizontal spindle is made to revolve 
by an electric motor, and against this 
spindle there is pressed by means of a 
spring, a leather-covered, lath-shaped piece 
attached to the fan. The motion of the 
spindle makes the attachment move over 
as far as the length of its surface, and 
the impetus carries the attachment and 
the punkah a considerable distance from 
the spindle. As soon as the lath-shaped 
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ELECTRIC PUNKAH. 


attachment comes back to the revolving 
spindle in the return swing, an extra 
impetus is suddenly imparted to the swing 
of the punkah, which gives the requisite 
flick. 


ede 
Long-Distance Submarine Telephony. 


According to an English newspaper, 
telephone communication has been opened 
up between Genoa, Italy, and Buenos 
Ayres in South America over the sub- 
marine cable system connecting them. 
The preliminary tests are said to be a suc- 
cessful demonstration of an invention by 
Captain Anzalone, an officer of the Italian 
army. After working for some time in 
France, he made a number of trials of 
submarine telephony across the Straits of 
Messina. The secret of his method is not 
disclosed, but its success is strongly as- 
serted. 
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Electrical Smelting of Iron. 


To THE EDITOR OF THE ELECTRICAL Re- 
VIEW: 

I note your remarks in editorial of Au- 
gust 15, re my estimate of cost of produc- 
tion of pig iron at the plant of the Noble 
Electric Steel Company at Heroult, Cal. 
In order to show -how conservative the 
estimate is I will explain some of the de- 
tails. 

The figure of $1.75 per ton for iron 
ore is quite reasonable, for the mine is 
only two miles back of the smelter and is 
open quarry. The limestone is also open 
cut and $1 is ample for its cost. The 
andesite is even closer. 

The figure of $10 per ton for charcoal 
is very high, for we have a plant installed 
to conserve the by-products, and the man- 
ager of the by-products says that he can 
deliver the charcoal to the smelter at no 
cost to the smelter. 

The figure of 0.31 kilowatt-year per ton 
of iron produced was based on the run of 
a small furnace in which the losses were 
inordinately high and which only ran for 
ten days. The energy for heating up the 
furnace is quite an appreciable percentage 
of the total current used, when such a 
short period is taken account of. A fur- 
nace of about two tons capacity per diem 
has been run for thirty-five days and 
shows that the energy can be kept to 0.31 
kilowatt-year without any trouble if the 
furnace is kept running at all continu- 
ously, 

The labor cost figures high, for opera- 
tions are done by hand in a smali furnace 
which would be done mechanically in a 
large furnace. Two furnaces of this size 
could just as well be run with the same 
amount of labor. 

Eliminating the charcoal would make 
a price of $9.65, and adding the $2.50 
per ton for incidentals would give $12.15. 
Figuring in two furnaces would reduce 
the figure to $11.20. Thus it seems to 
me that my estimate of $16.14 per ton is 
well within reason. That this cost of pro- 
duction is commercial is due to the fact 
that pig iron is worth $28 per ton on the 
Pacific Coast. With a freight rate of $2 
per ton to San Francisco, it seems as if 
$25 per ton f. o. b. Heroult is practi- 
eable. 

As to size of units it is my opinion that 
as soon as a fifteen-ton furnace using 
1,500 kilowatts can be operated commer- 
cially that larger furnaces using larger 
blocks of power will be put into opera- 
tion. With the advent of the larger units 
will come mechanical power feeding and 
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other labor-saving devices, which will tend 
to keep the cost of production to a point 
at which the electrical furnace can be en- 
tirely successful in the localities adapted 
to its use. C. F. ELWELL, 
Electrical Engineer for Noble Electric 
Steel Company. 
San Francisco, Cal., October 24, 1908. 
-0 Ņ0 
The Windmill as a Prime Mover. 


The advantage of utilizing the force of 
the wind lies in the fact, that this source 


of power does not cost anything and the 


upkeep is very low. As the output of a 
windmill plant is naturally small, the elec- 
tric current can be used for lighting, agri- 
cultural purposes, or other small indus- 
tries. For such consumption, it would 
probably not pay to install a private or 
isolated plant run by some other source of 
energy, and right here it must be borne 
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After the storage battery becomes fully 
charged it is automatically cut out, until 
needed, when it is thrown on the line. 
When there is no load and the battery is 
out, the generator is free to run idle. 

In certain sections of the country, the 
period of calm covers about ten per cent 
of the year, and in order to have a re- 
serve supply, a benzine motor may be ad- 
vantageously installed as an emergency 
power source. Several such installations 
have been successful in operation for some 
time. The accompanying illustration 
shows the wiring diagram of units from 
three to thirty horsepower capacity, with 
automatic regulating devices as installed 
by the Oerlikon Company of Switzerland. 
The references are as follows: D, dy- 
namo; R W, field rheostat; C N: and 
C N:, automatic switches, combined sys- 
tem of Thury and La Cour; E W, rheo- 
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THE WINDMILL AS A PRIME MOVER—DIAGRAM OF CIRCUIT CONNECTIONS. 


in mind that the smaller the plant, the 
greater the comparative cost of attend- 
ance, and because the windmill runs in- 
termittently, the generator outfit must 
operate automatically. 

The vanes of the sweeps or wheels must 
be so arranged, that they can accommo- 
date themselves to the pressure of the 
wind, and the other everyday features 
found in air motors are the same as used 
for operating pumps, churns, etc. 

The ordinary equipment would be a 
direct-current dynamo, a storage battery 
and two automatic regulators. By means 
of the latter, the storage battery is main- 
tained at its normal voltage and capacity. 
The excitation of the generator is con- 
trolled automatically. During operation, 
the storage battery is fed by the generator, 
except when there is a demand for power, 
and it is then used to assist the generator. 


stat; A Z, automatic cell switch; Z M, 
motor for cell switch; S Z, end cells; B, — 
storage battery; Sv, variable pressure 
mains; Sc, constant pressure mains. 

ee 
The American Trade Press Association. 


At the annual meeting of the American 
Trade Press Association, held in New 
York city on November 6, the following 
officers were elected for the ensuing year: 
President, Franklin Webster, Insurance 
Press; first vice-president, W. H. Board- 
man, Ratlroad Gazette; second vice-presi- 
dent, John C. Oswald, American Printer ; 
third vice-president, H. M. Swetland, The 
Automobile; secretary-treasurer, L. J. 
Montgomery; all of New York, N. Y. 
E. C. Brown, Progressive Age, New York, 
N. Y., was elected a director to serve four 
years. 
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AIRSHIPS AND WIRELESS TELEGRAPHY. 


Wireless telegraphy tests have been 
made between the balloon Condor, which 
ascended in the neighborhood of Brussels, 
and a station erected in the tower of the 
Brussels Palace of Justice. Morse signals 
sent from the Eiffel Tower, in Paris, were 
also clearly received by the balloon. That 
the German Airship Battalion has made 
extensive experiments with wireless teleg- 
raphy has been already recorded. The ap- 
paratus used were furnished by the Tele- 
funken Gesellschaft. Several years ago 
Professor Hergesell of Strassburg, made 
some telemechanical experiments with 
unmanned registering balloons. Attached 
to the same were small receiving sta- 
tions which, upon the arrival of the 
electrice waves, actuated a valve and caused 
the balloons to fall. Each balloon was 
attuned to a certain wave-length. Thus, 
it was possible for the vessel, from which 
the balloons were sent up, to bring down 
any one of them at will, while the others 
remained in the air. The experiment was 
successful up to a distance of ten nauti- 
cal miles, and wireless communication be- 
tween flying balloons and land stations 
was at that time already considered possi- 
ble. But at the airship trials this vear 
it was feared that, if wireless apparatus 
were taken on board, sparks might he 
generated, which would cause serious con- 
sequences by exploding the gas. However, 
recently it seems to have become possible 
to remove this danger and to guarantee 
a safe wireless communication between 
halloons.—Translated and abstracted from 
Blektrotechnische Zeilschrift (Berlin), 
Oetoher 22, | 

< 
SOME NOTES ON TWENTY-FIVE-VOLT 
WIRING. 

While the twenty-five or fiftv-volt 
tnetal-filament lamp has not vet come into 
extensive use, it has a decided advantage 
over the more common PbO-volt’ tungsten 
end tantalum lamps on account of its 
thicker and shorter and therefore more 
rugged filament for the same candlepower, 
This feature, combined with the fact that 
the low-voltage lamps can be run at a 
higher efficiency, will repay the cost of a 
the 
building or in designing a new 


small loss im transformer. In re- 
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REVIEWS OF CURRENT ENGINEERING 
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installation four kinds of transformers 
may be used. To compare their relative 
advantages it is desirable to assume a 
maximum load of 1,000 watts on the sec- 
ondary, i. e., twenty-five volts and forty 
amperes, the primary voltage being 200. 
The first type considered is a single-coil 
transformer with seven uniformly-spaced 
taps, whieh, in conjunction with the out- 
side wires, lead to cight equally-loaded, 
twentv-five-volt branch circuits. The no- 
load and full-load losses would each be 
about two per cent and the maximum 
transformer loss occurs when only half 
the circuits are loaded, the loss being 
then five and three-fourths per cent. 
Voltage regulation is perfect at any bal- 
anced load. At half load the voltage 
drop is greatest (about one per cent). 
Although cach circuit is twenty-five volts, 
there may be 200 volts between different 
circuit wires, which must be provided for 
In the lavout of the panel-boards and dis- 
tributing system. On account of the dift- 
culty of dividing the circuits evenly, the 
balancer transformer just deseribed is not 
so convenient as the auto-transformer, 
which has only one twenty-five-volt cir- 
cuit. In this case the losses would range 
from two to nearly five per cent from 
no load to full load and the greatest voh- 
pge variation would be three and threo- 
fourths per cent. If wired up without 
special care, there may he 200 volts bo- 
tween the lamp-circuit wires and ground. 
Where a simpler and cheaper wiring svs- 
tem is desired, which will at the saime time 
be entirely independent of the primary 
creuit, a regular double-coil transformer 
with twenty-five-volt) secondary is neces- 
rary, 
that 


cost and losses of the transformer as well 


These advantages are so valuable 
they may outweigh the increased 
as its poorer regulation, Am additional 
and very marked advantage of this trans- 
former is that it permits the use of con- 
centre wiring with grounded outside 
This wiring should be 


the cheapest: form of wiring, it js said, 


metallic return. 


because it saves half the insulated wire. 
half the fuses, and secures ab-olute im- 
munity from shock or leakage currents. 
By using a three-wire secondary the cost 
are dimin- 
ished, each circuit consisting of a three- 


and losses of the transformer 


conductor tube with two insulated wires 
in a metallic tube acting as the neutral 
or grounded return. The lights are con- 
nected between the tube and one of the 
insulated wires. This system has the ad- 
vantages of fifty-volt distribution with the 
desirable feature that no part of the sec- 
ondary circuits is more than twenty-five 
volts above ground. Either of these con- 
centric wires if made of flexible tubing 
is regarded as the final solution of the 
cheap-wiring problem. They are safe, 
easily fixed, inconspicuous, not easily dam- 
aged, and at the same time the cheapest 
to install. Some slight modifications of 
existing wiring rules may be necessary to 
carry this svstem out. For private light- 
ing plants where storage batteries are 
used, the twenty-five-volt system enables 
the number of batteries to be reduced, thus 
redueing both initial and maintenance 
costs. Wiring lamps in series, to enable 
twenty-five-volt units to be used, is in- 
creasing, especially for wiring up chande- 
liers and lamp clusters, which can be read- 
ilv changed from parallel to series-wiring. 
By using specially shunted lamps for such 
fixtures, the breakage of one lamp does 
not interfere with the remainder of the 
series. —thstracted from Electrical Engi- 
necitng (London), October 29. 
< 
UTILIZATION OF COKE DUST FOR THE 
PRODUCTION OF POWER GAS. 

An advence is to be recorded in the 
fuel. The 
pro tretion of coke in smelters and gas 


utilization cf cheap refuse 
works is attended by a loss of three to 
ten per cent in the form of dust, which m 
Germany amounts to about 700,000 tons 
a vear. The smoke chamber refuse of 


leecunotives, which amounts to about 


2COL000 Termany, also 


The 


price obtained for the same, if at all sal- 


tons a vear In 


belongs in this class of refuse fuel. 


able. is about eighteen marks for ten 
tens. Finally there is a large quantity 
of anthracite dust produced at the mines. 
AIl this fuel material which so far could 
he burned only with diffieulty and in- 
completely on account of the formation 
of slag, can now be utilized in the new 
Nuremberg fine-coal generator, which has 
been put on the market by the Maschinen 
ĉabrik Augsburg-Nuernberg after several 
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years of experimentation, with perfect 
ease, economy and reliability of operation. 
A seventy-two-hour test was made with 
one of these generators and a 200-horse- 
power gas engine under widely varying 
loads. The average fuel consumption 
was only 0.63 kilogramme per horse- 
power-hour under a small load, includ- 
ing all losses, firing-up and cleaning. 
This corresponds to an hourly fuel cost 
of only 0.1 to 0.4 pfennig (one-quarter 
to one cent) per horsepower. A new 
source of power of extraordinary econ- 
omy has thus been created by these gen- 
erators, primarily for such industries as 
coal and anthracite mines, gas works and 
railway power stations, which may them- 
selves use this low-priced fuel. The mu- 
nicipal gas works of Munich and Berlin 
have already been induced by these eco- 
nomic advantages to furnish their new 
power stations with coke-dust power 
equipments of 800 to 1,000 horsepower 
each, which will be installed by the above 
firm.—Translated and abstracted from 
the Journal fuer Gasheleuchtung (Mu- 
nich), October 17. 
< 
THE FORMATION OF NITRIC OXIDE IN THE 
HIGH-TENSION ARC. 

Professors F. Haber and A. Koenig 
here give some results of their investiga- 
tions of this subject. In a previous arti- 
cle they endeavored to demonstrate that 
while the formation of nitric oxide in 
high-tension ares can be conducted so that 
it is a purely thermal phenomenon, this 


procedure is not at all commendable theo- ° 


retically. Their method of operation was, 
therefore, in a direction opposite to that 
followed formerly. In old experiments 
an effort was made to heat the gaseous 
conducting space to the highest possible 
temperature and then to cool it as rapidly 
as possible, while thev attempted to cool 
the gaseous conducting space during the 
passage of the current, so that an ex- 
tremely high temperature did not exist at 
all. At an extremely high temperature 
the primary electrical effects are masked 
by the accompanying thermal manifesta- 
tions. With the method of operation em- 
ployed these manifestations did not take 
place. The experiments were carried out 
with nitrogen-oxygen mixtures, but al- 
though relatively good results were ob- 
tained, they were too far removed from 
the quantitative transformation of nitro- 
gen and oxygen into nitric oxide. The 
supposition was expressed, that it might be 
a question here of an electric equilibrium, 
which supposition the authors have con- 
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firmed by further experiments. Identical 
results are obtained when starting with 
nitric oxide as when starting with nitro- 
gen-oxvgen mixtures. The results are de- 
pendent upon the conditions of the electri- 
cal experiment. Thus the same stationary 
condition is reached from both directions. 
This condition has been named the elec- 
trie equilibrium, as distinguished from 
the thermal equilibrium. While the posi- 
tion of the thermal equilibrium of the 
three gases, nitrogen, oxygen and nitric 
oxide, is distinguished only by effects of 
temperature and mass, the authors define 
the electric equilibrium as one for which, 
in stationary condition, a certain expendi- 
ture of electrical energy in a unit of time 
is also required, the amount depending 
on the extent of the deviation from the 
If we 


indicate by K, the constant of equilibrium, 


thermal condition of equilibrium. 


in the ordinary sense, thus 


(NO) 


— eet 


ige =~ x : ; s 
(NA 1 (0) 14 
( NO’) 


— m 


and designate by Ke = -- -- = 
| (N2') 1S (O:') Ye 
the relation of combination upon the ex- 
penditure of a certain amount of electrical 
energy, dependent on the conditions of 
the experiment, then under the assump- 
tion of equal temperature in both cases 
K. 
the performance will be R Tln a 
K, 
measure of the displacement of the elec- 
trical equilibrium with reference to the 
nitric oxide molecule. Evidently K. 
may be smaller as well as larger than K,, 
in the proportion as the thrust of the ions 
benefits the formation or decomposition of 
If the latter should be 
the case, one would have to endeavor to 


the nitrie oxide. 


cover the electrieal by the thermal effects. 


But if the opposite is the case—and this 
is the Haber 
Noente—then the thermal effects must be 


view of Professors and 
repressed in order to allow the electrical 
effects to predominate. The relation of 
the thermal to the electrical effects de- 
pends on the rapidity with whieh the 
(formation and) decomposition of nitric 
oxide at the temperature of the experi- 
ment takes place in a non-electrical way, 
Two extreme cases offer themselves for 
When dealing with a tem- 
perature region in which the rapidity of 
(formation and) decomposition of the 
nitric oxide is practically zero, then the 
position of the electric equilibrium indi- 
cated by the constant K, will entirely de- 
pend on the measure with which the 


consideration. 
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electron thrust affects the formation and 
If, on the 
other hand, we are in a temperature re- 


decomposition of nitric oxide. 


gion, In Which the nitric oxide decomposes 
with extreme rapidity, then there cannot 
be any appreciable difference between the 
electrical and thermal equilibrium, that is, 
between the constants Ke and K,, because 
every electrically produced increase of 
nitric oxide will disappear instantly again. 
It follows from this, that the thermal can 
be repressed in favor of the electrical ef- 
fects only when the operation is carried 
on in temperature regions, in which the 
rapidity of decomposition of nitrie oxide 
is still comparatively small. The authors 
have proved by experiments, that under 
the conditions of operation employed by 
them the nitric oxide is indeed decomposed 
with measurable slowness in the conduct- 
ing path: this fact forming an essential 
hasis for their former result, which was 
arrived at by calculation, that in their 
cooled high-tension are the temperature 
of 3,000 degrees Centigrade is not reached, 
The farther we descend with the tempera- 
ture, the more we are insured against the 
thermal decomposition of nitric oxide. 
But it seems, according to all that may be 
learned from technical literature in this 
respect, that the expenditure of electrical 
work for the production of gas ionization 
Increases considerably by thrust, if we de- 
scend with the temperature below white 
heat. There must thus be a most favora- 
ble temperature region, which is defined 
ahove by the rapidity of decomposition 
of the nitric oxide, and below by the high 
ionizing effects. The authors then de- 
scribe their experiments undertaken for 
the purpose of determining this “most 
favorable region,” giving tables of the re- 
sults cbtained, and conclude: “The most 
naportant result of this work is. that the 
unusually high proportion of nearly ten 
per cent of nitme oxide was obtained, 
when air was used, and fourteen and one- 
half per cent from mixtures of nitrogen 
and oxygen in equal parts. and this at 
temperatures in the discharge gap at most 
in the hundreds, but not thousands of de- 
grees above the fusion point of platinum— 
that is, in a temperature region in which 
the decomposition of nitrie acid was still 
comparatively slow. The electrical char- 
acter of the nitric oxide equilibrium ob- 
served by us in the high-tension are thus 
appears to be demonstrated.”—Translated 
and abstracted from Zeitschrift fuer Elek- 
frochemie (ITalle), October 9. 
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INDUSTRIAL SECTION 


ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


MECHANICAL APPARATUS 


Anti-Vibration Device for D’Arsonval Severe Lightning Test on Tungsten 


Galvanometers. 


In many places, such as factories, shops 
and laboratories, where galvanometers are 
used, the shaking is so great that it pro- 
duces vibrations of the coil that make an 
accurate scale reading impossible. These 
vibrations are of two classes; those about 
the vertical axis of the coil, and those 
about the horizontal axis. The first are 
quickly damped by the current itself, but 
the latter must be stopped mechanically. 
Up to this time practically the only satis- 
factory remedy for this trouble has been 
in the expensive Julius suspension, which 
is hung from the ceiling, and supports the 
whole galvanometer. 

In contrast to this large and cumber- 
some affair is the small attachment re- 
cently brought out by the Leeds & 
Northrup Company, of Philadelphia. 
This device consists of a small, light 
framework weighing about 0.4 gramme, 
which is fixed rigidly to the moving sys- 
tem of the galvanometer. By means of 
this, the horizontal vibrations are quickly 
damped. . 

As an adjunct to this, to be used where 
the vibrations are unusually severe, there 
has been devised a new form of reflecting 
mirror, as illustrated herewith. This ab- 
solutely eliminates to the eye, any oscilla- 
tions about the horizontal axis that the 
coil may take on. In fact, the system 


Letal of FI rror 
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ANTI-VIBRATION DEVICE FOR 


may be tilted backward and forward, or 
the arm and scale raised and lowered sev- 
eral inches, without disturbing the scale 
image in the telescope. 

These anti-vibration devices may be at- 
tached to any galvanometer with a sus- 
pension of four inches or over, and are 
suitable for use with a telescope or a 
lamp and scale. 


Street Lamps at Hackettstown, N. J. 
During a severe lightning storm in 
Hackettstown last July, the series incan- 
descent line was struck, the discharge pass- 
ing through thirty-three series tungsten 
lamps. The filaments were slightly curled 
as is shown by the illustration, but the 
lamps did not burn out. On investigation 
it was found that the film cut-outs in the 
sockets were punctured, and when new 
films were installed, the lamps lighted up 
again, the tungsten lamps withstanding 
the shock without breaking. It is doubt- 
ful whether a carbon-filament lamp would 
have withstood this severe shock. This 
same stroke of lightning burned out three 
transformers, then jumped to a private 
house, ripping off a door sill, and passed 
into the ground through a steam radiator, 
knocking unconscious a woman who was 
standing nearby. , 
The following extract of a letter from 
Mr. P. Louis Smith, superintendent of the 
Hackettstown Electric Light Company, 
regarding the occurrence, is of interest : 
“You will note the twisting of the fila- 
ment of the first sample I sent you, also 
the second sample which we found a few 
days later, the filament still intact, only 
loose from the anchor. This lamp was at 
the end of a loop about 500 feet long, 
branching from our main street to a 
side street. The lightning here was so 
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severe that it struck our lines in four 
or five places, thus following our wires in 
several directions at the same moment. 
The top of one transformer was thrown 
200 feet from where it hung on a pole, 
and the second sample street lamp I sent 
you was on the next pole to this particular 
transformer—another severe test. 

“We have 123 tungsten lamps on our 


street circuit, thirty-three were put out 
temporarily because of the mica disc tak- 
ing care of the shock. When new discs 
were installed the lamps burned all right. 
The lamps have burned to date (August 
18) about 150 hours since they were 
twisted by the lightning, making a total 


TUNGSTEN FILAMENTS AFTER LIGHT- 
NING DISCHARGE. 


of about 1,400 hours since their installa- 
tion. We are very pleased with these 
results. 
“Last year we had a severe lightning 
storm here and it burned out fifteen car- 
bon lamps and melted the sockets com- 
pletely. Thus our change has almost been 
paid for in obtaining such good results 
from the new sockets and lamps.” 
ede 
A New Type of Reflector Distribution. 


The new “intensive” type Holophane 
high-efficiency reflector, recently designed 
for tungsten lamps, introduces an entirely 
new type of light distribution. . 

The primary purpose for which this 
reflector was designed is that of illumi- 
nating evenly a large surface by means 
of distributed units placed in the form of 
squares. This system is used commonly 
in department stores, restaurants, hotels 
and club lobbies, large offices, assembly 
rooms, halls of moderate dimensions, coun- 
cil chambers, court rooms, etc., where the 
lights are hung above the plane of illumi- 
nation. 

When distributed units are employed, 
the lighting problems are all essentially 
the same, variations being due to archi- 
tectural restrictions and the quantity of 
illumination desired. The point always 
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at issue is to secure uniformity of illumi- 
nation. While this problem was solved 
more successfully by the original bowl- 


type Holophane reflectors designed for 


Gem lamps than by any other equipment 
in the market, it was felt that an improve- 
ment should be made. 

In designing the intensive type of re- 
flector, a typical installation was planned, 
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FIG. 1.—TYPICAL PLAN OF DISTRIBUTED 
UNIT SYSTEM. 


as indicated in Fig. 1, in which the circle- 
cross symbol represents the lights (which 
may extend indefinitely in any direction), 
and the square symbols, points which 
would represent an average of the entire 
space illuminated. 

By patient and exhaustive calculation 
there was determined a photometric curve 
which gives the same illumination at all 
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FIG. 2.—CHARACTERISTIC PHOTOMETRIC 
CURVES OF INTENSIVE REFLECTORS, 
THE VALUES INDICATED BEING 
APPROXIMATE ONLY. 


these points, taking into consideration all 
the units in the installation. This curve 
(Fig. 2) is the basis of the intensive re 
flector, which not only gives even illumi- 
nation in such service, but it gives ap- 
proximately such a result despite reason- 
able variations in placement; that is to 
say, where architectural limitations pre- 
clude placing the lights at exactly the 
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proper distances apart in proportion to 
their height from the floor, such moderate 
variation in placing will not appreciably 
affect the uniformity of illumination. 

The successful use of this reflector does 
not call for any considerable knowledge 
of illuminating engineering. The desired 
light intensity in foot-candles having been 
determined, one employs the “lumens-per- 
watt” method of approximating the watt- 
age required in a given room. This sim- 
ple method was devised by Messrs. Cra- 
vath and Lansingh and presented by them 
before the Illuminating Engincering So- 
ciety’s recent convention at Philadelphia. 
With the required wattage known, it is 
only a matter of dividing this amount by 
the wattage of the tungsten lamps when 
it is desired to ascertain the number of 
lamps required in the installation. These 
lamps, equipped with proper size Holo- 
phane intensive reflectors, are installed as 
nearly as possible in the form of squares, 
their height above the plane of illumina- 
tion being four-fifths of their distance 
apart. The distribution of the intensive 
ITolophane reflector is so carefully cal- 
culated that anyone following the above 
simple rules cannot well avoid securing 
satisfactory results. 
ede 

A Compound for Repairing Iron and 
Steel. 

Great expense is incurred in replacing 
machinery parts, engine cylinders, cast- 
ings, radiators, boilers, and other iron and 
steel objects which have become useless 
because of cracks, spongy spots, sand holes 
or blow holes, and which could be saved 
were it possible to repair defects in the 
metal. Under the name “Leak-No Metal- 
lic Compound” the H. W. Johns-Manville 
Company, New York, has placed on the 
market a compound resembling powdered 
iron. When mixed with water, and ap- 
plied like putty to defects in iron or steel 
articles, the manufacturers claim that it 
metallizes and becomes a permanent part 
of the article to which it is applied. In 
color it very much resembles iron when 
hard. 

The manufacturers evince their faith in 
this material by offering to refund the pur- 
chase price in case it fails to stop an 
crdinary leak in anything made of iron 
or steel against any pressure of oil, steam, 
gas, alr, ammonia or water, and to stand 
any heat or chemicals that iron will stand, 
when applied according to directions. 
This it considers ig a liberal offer, and en- 
ables anybody to test this material without 
expense, if it does not make good. 
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Useful Properties of Logarithmic Paper. 


A useful form of co-ordinate paper for 
plotting curves, in which the variable oc- 
curs in some power other than the first, 
is the so-called logarithmic cross-section 
paper whose divisions are proportional to 
the logarithms of the numbers expressing 
the distances to the origin instead of being 
proportional to the numbers themselves, 
as in the case of the ordinary equi-spaced 
rectangular co-ordinates. The rulings of 
the logarithmic scale are disposed simi- 
larly to the divisions of a slide rule, and, 
indeed, the ordinary slide-rule operations 
can be performed by the use of two sheets 
of logarithmic paper properly placed. 

The peculiar and useful feature of 
paper divided according to the logarith- 
mic scale is the property by which curves 
of any exponential degree become straight 
lines when plotted to this scale. Thus, it 
becomes possible to locate any two points 
on a curve, and with a straight-edge to 
draw in the curve at once without deter- 
mining any intermediate positions. On 
logarithmic paper the parabola, for in- 
stance, becomes a pair of straight lines of 
definite slope arranged as a V with the 
vertex at the origin. 

Absolute or empirical formule involv- 
ing integral or fractional exponents may 
be quickly plotted after determining any 
two points, and from the line representing 
the curve any certain values may be ob- 
tained by reference to the co-ordinates. 

A logarithmic paper which has the ad- 
vantage of a graduation from ten to 10,- 
000 has been placed upon the market by 
Mr. J. Norman Jensen, a civil engineer, 
797 N. Leavitt Street, Chicago. The 
diagram is ten inches square and com- 
prises, in fact, four complete logarithmic 
sheets. Among the more common uses to 
which this paper may be put with advan- 
tage, may be enumerated the following 
calculations: Powers and roots of any and 
all indices; bending moment, shearing 
stress or deflection of beams in terms of 
span or load; moments of inertia and 
radii of gyration in terms of a linear di- 
mension; circumferences and diameter of 
circles in terms of their radii or diameter; 
sizes of tie bars, struts, shafts, etc., in 
terms of linear dimension or inverse, etc., 
ete. 

The diagram is printed in a neutral 
tint, permittirg of ready photo reproduc- 
tion and blue printing. The paper is of 
good quality bond, which may be roughly 
handled and on which erasers may be 
used, and is thin enough to admit of 
blue printing readily. 
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A New Lamp-Testing Wattmeter. 


A practical demonstration of the high 
efficiency of the new metallic-filament in- 
candescent lamps will often aid in their 
introduction, particularly with prospective 
customers to whom seeing is believing. 
All that is necessary to make such a test 
is a simple indicator that will show the 
relative watt consumption of metallic and 
carbon-filament lamps, and for this pur- 


TYPE L, 125-WATT, LAMP-TESTING 
WATT INDICATOR. 


pose the lamp-testing watt indicator, here 
described, has been designed by the Gen- 
eral Electric Company, Schenectady, 
N. Y. This instrument should prove 
especially valuable in introducing the new 
25-watt tungsten lamp, although this is 
not essentially the only use to which it 
can be put, and many other conditions 
may arise where it will be found of im- 
mediate servicc, and where a larger and 
less compact apparatus would be at a dis- 
advantage. In addition to its utility, it 
possesses the merits of accuracy in opera- 
tion, facility of reading, and attractive 
appearance. 

This watt indicator is constructed on 
the Thomson inclined-coil principle, and 
has a scale marked directly in watts, at 
different voltage values. The moving ele- 
ment is mounted in jeweled bearings. 
The case consists of a single aluminum- 
alloy casting, on each side of which is 
a brass dome. At the top there is an 
Edison screw plug, and at the bottom a 
lamp receptacle. 
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Although the lamp-testing wattmeter 
is intended for use with Edison sockets 
and lamps equipped with the Edison base, 
an adapter can be supplied, permitting 
its use with either the Thomson-Houston 
or Westinghouse socket or lamp base. 

To use the instrument, the plug is 
screwed into a lamp socket, and the lamp 
to be tested is inserted in the receptacle 
at the bottom of the instrument. The 
pointer will then indicate the watts con- 
sumed by the lamp. The plug end of 
the instrument is equipped with a spring- 
contact end, permitting an extra turn so 
that the scale may always be in full view. 

The instrument is provided with a mul- 
tiple scale, allowing direct readings when 
used on 100, 105, 110, 115 and 120 volts. 
For intermediate voltages readings may 
be interpolated. The capacity of the 
winding is one and one-half amperes, and 
the maximum scale marking is 125 watts. 
The size of the instrument is such that 
it can be conveniently carried in the 
pocket. 


ede 
A Weight Computer for Structural 
Shapes. 

The calculations required to be made 
hy a structural engineer in designing any 
bridge, roof truss or other steel structure 
are quite laborious. To make this work 
more rapid and less irksome, a number of 
calculating machines have been developed. 
The simple slide rule is one of the most 
common. A useful and convenient adap- 
tation of the slide rule for the determina- 
tion of weights of structural shapes has 
been brought out by the Edge Computer 
Sales Agency, St. Paul Building, New 
York, N. Y. The Edge computer con- 
sists of two discs, one rotating above the 
other. Each disc has its circumference 
marked off with logarithmic scales repre- 
senting the dimensions of the various 
shapes in feet and inches and the resultant 
weight in pounds. In determining the 
weight of a plate the upper disc is turned 
until the thickness of the plate required 
corresponds with the required width on 
the lower scale. The weight of any 
length of that plate is then seen on the 
lower disc opposite the length. For com- 
puting the weights of angle-irons a similar 
simple operation is necessary. In the 
same way the weight of any length of a 
beam, channel iron or other structural 
shape, whose weight per foot is known, 
can be readily computed without reference 
to any tables or books, and with an ac- 
curacy much higher than is required for 
most practical purposes. 
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Important Order for the Crocker- 
Wheeler Company. 

One of the most important orders re 
cently booked in the electrical field is that 
for about 2,500 horsepower of induction 
motors for the Clark Thread Company, in 
Newark, N. J., which has been secured by 
the Crocker-Wheeler Company, of Ampere, 
N. J. The order is of considerable size, 
but its chief importance is because of the 
fact that it is the beginning of the elec- 
trification of these mills, which are prob- 
ably the most extensive in the United 
States. The mill has been driven by sev- 
eral steam engines, and this purchase of 
induction motors is the first step in elec- 
iric drive. The order was awarded to the 
Crocker-Wheeler Company after a thor- 
ough investigation extending over a period 
of ten months, which demonstrated that 
the Crocker-Wheeler engineers knew how 
to solve the intricate electrical problems 
met with in textile work. The motors 
are wound for 5,500 volts, sixty cycles. 
three-phase, and will range in capacity 
from twenty-five to 150 horsepower each. 


ede 


A Miniature Wattmeter. 


The accompanying illustration shows & 
miniature wattmeter for incandescent- 
lamp testing which has been placed on the 
market by the Robert Instrument Com- 
pany, 56 Shelby street, Detroit, Mich. 
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MINIATURE LAMP-TESTING WATTMETER. 


This wattmeter may be attached to either 
direct or alternating-current circuits, with- 
in the range of the wattage and voltage 
calibration of the instrument (150 watts 
at 118 volts). The attaching plug, cord 
and connector are furnished with each in- 
strument. The maker claims that the 
meter is particularly adapted for testing 
the efficiency of tungsten lamps. 
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A Motor-Operated Time Switch 


A non-arcing time switch for closing 
and opening a circuit at predetermined 
times has been invented by Bernard Tropp 
of New York city and patented in this 
country. It is entirely automatic and re- 


quires only rewinding of the clock mech- 
anism controlling it. 
This clock controls two contact devices, 
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makes one rotation in twenty-hour hours. 
The arbor of this wheel is connected 
with an aligned metal shaft (4) through 
a block (5) of insulating material. As 
the shaft conveniently forms a part of the 
motor circuit, this block interposes be- 
tween the shaft and the metal of the clock 
mechanism, and thus avoids risk of a 
shock to one winding the clock. 


FIG. 


each operated once every twenty-four 
hours, for completing a circuit through a 
small electric motor, which mechanically 
actuates a switch in the lamp circuit. The 
motor runs long enough to actuate the 
lamp switch and then automatically 
switches itself out of the branch circuit. 
There are also manually operated switches 


FIG. 2.—DIAGRAM OF CONNECTIONS, 


for cutting out the contact devices at the 
clock momentarily, and permitting the 
motor to be set in motion independently 
of the clock, for turning on or off the 
lights, 

In the accompanying drawings of the 
device, Fig. 1 is a plan of the device, and 
Fig. 2 is a side elevation thereof. 

The clock (1) has a wheel (2) which 
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TROPP AUTOMATIC TIME SWITCH. 


Mounted on the shaft are two like con- 
tact wheels (6) and (6%). These are 
driven frictionally with the shaft, being 
pressed outward by a spring (7) against 
collars (8) on the shaft. These wheels 
are provided, respectively, each with a con- 
tact stud (9) (9°), and, for purposes of 
angular adjustment, the studs are mounted 
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TROPP AUTOMATIC TIME SWITCH. 


in curved slots in the contact wheels. 
There are two light spring terminals (11) 
and (11") in the paths of the respective 
studs. 

The motor section of the apparatus 
comprises a small electric motor (12) 
which drives, through a reducing train of 
gears, a rotary circuit-breaker (14) on a 
shaft (15), which forms the operating 
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spindle of a rotating switch (16) in the 
lamp circuit (L). A high-speed motor 
is essential to the proper operation of the 
switch shown, which may be of the well- 
known kind which operates at each quar- 
ter of a rotation of the spindle to alter- 
nately close and break the lamp circuit. 
The shaft carries two oppositely disposed 
and laterally projecting spring blades of 
metal which are connected electrically and 
which, in one position, connect the wire 
terminals of the lamp circuit electrically. 
When the shaft is turned a quarter way 
round, the blades are moved out of contaci 
with the wire terminals, and the lamp cir- 
cuit thus broken. 

The motor circuit may be supplied with 
electric energy from any source, as a bat- 
iery (G). The current goes to a brush 
(17) bearing on the shaft (4), through the 
shaft to the wheel (6) and stud (9) to 
the spring terminal (11), and thence to 
a brush (18), which is in contact with 
the circuit-breaker (14). From this de 
vice the current is taken off by a brush 
(19) and carried to one of the brushes 
(21) of the motor, thence through the 
motor to the other brush thereof, and 
thence to the other pole of the source (G). 
As the wheels (6) (6%) are constantly 
(though slowly) rotating, when the stud 
(9) contacts with the spring terminal 
(11) the circuit will be completed through 
the motor and the latter, through the 
gear train, will set the circuit-breaker 
(14) to rotating. This operates the 
switch (16) to turn on the current to the 
hight circuit. 

The device, which has been called a ro- 
tating circuit-breaker, is here shown as 8 
wheel or cylinder of metal with two op- 
posite quadrants cut out or removed; as 
it rotates the brush (18) remains in con- 
tact until the device makes a quarter of 
a complete rotation, when the brush falle 
or passes off and the circuit through the 
motor is thereby broken. The lights being 
now turned on and the motor at rest, the 
lights will remain turned on until the stud 
(9*) on the wheel (6%) shall come in con- 
tact with the spring terminal (11°), when 
the current will flow to a brush (18°), 
which will now be in contact with a seg- 
ment of the circuit-breaker and thence 
through the motor as before. The motor 
is thus set in motion and turns off the 
lights, the circuit through the motor be- 
ing broken when the brush (18*) passes 
off from the segment of the breaker. There 
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will always be one of the brushes (18) or 
(18*) in contact with the breaker. 

As stated, the wheels (6) (62) are free 
to be rotated by hand on the shaft so as 
to permit of setting the device for turn- 
ing on and off the lights at certain hours; 
and, to facilitate this, there are hour 
graduations on the rims or peripheries of 
the wheels and a double-ended indicator 
or pointer (24) mounted on the base. 

With the construction shown the switch 
(16) is rotative, but any other form of 
switch may be employed in the light cir- 
cuit, as for example a knife-switch oper- 
ated by a link or rod, which couples the 
arm of the switch to a crank on the rotary 
circuit-breaker. This device is semi-cir- 
cular instead of quadrantal, as it requires 
a half rotation thereof to operate the 
switch for breaking the circuit through 
the motor. 

In order that the circuit through the 
motor may be closed by hand at any time 
independently of the clock, switches for 
this purpose are provided, in branch cir- 
cuits about the terminals (11) (11*). It 
will be noted that, in the functions of the 
device, the motor circuit is branched, and 
the clock mechanism operates to close a 
break first in one branch and then in the 
other, alternately, and the motor acts, 
through the current changer, to break the 
supplying or active branch of the motor 
circuit and at the same time to close a 
break in the inactive branch. The clock 
mechanism completes the motor circuit 
through the branch closed at the switch 
or circuit-changer. The lamp circuit is 
wholly independent of the motor circuit in 
the electrical sense. They may be sup- 


plied from the same source or from dif- 
ferent generators. 


ede 
Bristol’s Electric Time Recorder. 


A new electric time recorder, designed 
to meet the demand for a simple and prac- 
tical instrument to record automatically 
the occurrence and duration of certain 
operations such as the starting and stop- 
ping of machines, the opening and closing 
of valves, the duration of runs, the passing 
of trains, etc., has been brought out by 
the Bristol Company, Waterbury, Conn. 
With this instrument it is possible to 
record a number of different opcrations 
on the same chart, while the recorder may 
be located at a distance from the points 
at which the operations occur. 

The use of these new Bristol recorders 
to indicate when the machines were 
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started and stopped, how long they re- 
mained idle, and when they were started 
again is shown in Fig. 1, which is a re- 
production of the record chart showing 
complete twenty-four-hour records of op- 


This 


eration of two paper machines. 
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closing the circuit causes the pen to move 
transversely on the chart. 

Binding posts are provided at the base 
of the recorder, to which the small lead 
wires are attached. These wires may be 
of almost any length, as it is only neces- 


TTE E "Ss 
FIG. 1.—REPRODUCTION OF CHART MADE WITH BRISTOL 
ELECTRIC TIME RECORDER. 


record shows the time and duration of 
each break and also the time required to 
wash the felts and put on new wires. 

A recorder arranged to report opera- 
tions at six different points is shown in 
Fig. 2. Each of the six pens of this in- 
strument makes an independent record, 


FIG. 2.—BRISTOL’S ELECTRIC TIME 
RECORDER. 


continuously and automatically, and in 
this way six different operations may be 
recorded on the same chart. Each pen 
is actuated by an independent electromag- 
net and battery circuit, so arranged that 


sarv to have the operation to be recorded 
open or close the circuit whenever the mo- 
tion occurs. These recorders are usually 
operated by a battery circuit, but any con- 
venient circuit may be employed by the 
insertion of suitable lamps OT other re- 
sistance to reduce the potential. 

ede 
Electric-Lighting Data. 


G. W. Armstrong, western manager of 
the Excello Arc Lamp Company, has be- 
gun the publication of an admirable series 
of bulletins designed to promote the un- 
derstanding of the vital principles of 
flaming-arc-lamp operation and use, in Or- 
der that prospective purchasers may be 
better able to judge of the merits of the 
various flaming arc lamps on the market. 
It is also purposed to furnish the electrical 
engineer with such data as may assist him 
in the selection and design of lighting 
installations. The collected issues of this 
bulletin, which is designated as “Excello 
Light,” will form a textbook on the flam- 
ing arc lamp and its relation to illumi- 
nating engineering. 

Mr. Armstrong is able to render valu- 
able service to electrical and illuminating 
engineering through the medium of these 
bulletins, as only those data which are 
secured from the working out of actual, 
practical installations will be used in pre- 
paring the copy matter for each issue. 
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New Sangamo Wattmeters. 


The Sangamo Electric Company, 
Springfield, IH., has placed on the mar- 
ket two new types of its mercury watt- 
meters, designated as the Type D, direct 
current, and the Type F, alternating cur- 
rent. In October, 1904, the company 
offered its first mercury meter motor. 
This was adapted for direct current only, 
and embodied in its construction funda- 
mental features which led the way to the 
further development of the Type D di- 
rect-current meter, which was put on the 
market a year later. The Type D meter, 
with a few detail improvements in con- 
struction, is the present very successful 
direct-current meter, and has attained a 
position of prominence as an accurate and 
efficient direct-current watt-hour meter. 
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SERVICE TYPE SANGAMO METER, WITH 
NEW STYLE PRESSED STEEL CASE, 
FULL GLASS FRONT. 


Following the gencral lines of construc- 
tion and mode of operation of the Type D 
direct-current meter, the first alternating- 
current meter was brought out in the 
spring of 1906. Immediately following 
this meter the first transformer-type al- 
ternating-current meter, based on a prin- 
ciple entirely new, was developed. The 
company is now able to announce its 
perfected alternating-current watt-hour 
meter, the Type F. 

The mercury meter consists essentially 
of a cylinder or disc-like motor clement 
partly or entirely submerged in mercury, 
so that current can be led in and out from 
this element by the mercury acting as a 
contact maker, fixed metallie contacts be- 
ing set in the walls of the chamber con- 
taining the mercury and the disc. The 
reaction of current passing radially or 
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diametrically across the armature with a 
magnetic field properly set with respect to 
the armature will cause rotation, and this 
may be proportional to ampere-hours or 
watt-hours, and is available for either di- 
rect or alternating-current measurements. 

When operated on direct current the 
main current, or a proportional part 
thereof, passes directly through the arma- 
ture of the motor element. The poles of 
the field magnet are excited by a shunt 
coil. In the alternating-current meter 
the laminated field magnet is energized 
by a series winding, and the armature 
carries a large volume of current derived 
from a small potential transformer inside 
the motor, whose primary is connected 
across the line like the shunt coil of an 
induction meter. This transformer occu- 
pies the space back of the laminated mag- 
net and its supporting bracket in such 
position that its heavy secondary winding 
can be conveniently and firmly connected 


TYPE F MOTOR ELEMENT, "ASSEMBLED, 
AND ALTERNATING-CURRENT LAMI- 
NATED MAGNET WITH SERIES 
COILS. 


to the heavy copper contact ears of the 
disc chamber, while its small primary 
cables are in a position for connection to 
the binding posts below. 

The armature or rotating element is 
made with a central dome or float, so that 
the total displacement when immersed in 
mercury is sufficient to buoy up the entire 
rotating system, including the damping 
disc outside of the mercury chamber, so 
that the difference between the true weight 
of the rotating system and this buoyancy 
effect is only about one-tenth of an dUnce, 
this being, therefore, the effective weight 
or pressure upward against the top bear- 
ing jewel. 

An improved _ light-load 
enables absolute zero of adjustment, no 
matter whether a meter is operated at 


adjustment 
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normal voltage or at double voltage, as it 
is principally dependent upon the differ- 
ential action between two small cable leads 
passing once in opposite directions around 
the laminated magnet in the alternating- 
current meter. The position of a clamp 
slider to the right or left causes relatively 
greater or less compensating current 
through the two windings, obtaining either 
a forward or slightly backward effect on 
no load by the slight initial magnetization 
given to the laminated magnet. 

The curve of the Type F meter, on ac- 
count of the improved construction of 
the series magnetic circuit, is straight 
from lightest loads to heavy overload, and 
as minimum initial compensation is re- 
quired, the accuracy of the meter on wide 
range in voltage is exceptional. At one- 
tenth load the meter shows a variation not 
to exceed one-half to one per cent for 


TYPE F MOTOR ELEMENT WITH LAMI- 
NATED MAGNET AND TRANSFORMER, 


twenty per cent change in voltage from 
normal, and shows no error at half load or 
full load on the same change in voltage. 
The Type F meter is practically inde- 
pendent of frequency without recalibra- 
tion, as it shows no difference between 
sixty and twenty cycles, and an error of 
about one and one-half per cent at 133 
cycles.: It is also but little affected by 
change in temperature, a variation from 
normal accuracy of less than one per cent 
being caused by a change of thirty de- 
grees Fahrenheit. The construction of 
the meter gives high torque—over fifty 
millimeter-grammes at full load, although 
with a shunt loss of but one and one- 
half watts at sixty cycles and two and 
one-half watts at twenty-five cycles, 110 
volts. The potential drop between the se- 
ries binding posts is about 0.4 of a volt in 
the five and ten-ampere meters, and less 
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in the meters of larger capacities up to 
150 amperes. 

At present the greatest demand has been 
for meters with pressed-glass cases, but 
for special purposes cast-iron cases have 
been provided. The new Type F case has 
sides formed of pressed sheet-steel, and 
the front is of extra heavy double-strength 
glass, held in the case with screw clips, 
and cemented so as to be water and dust- 
tight. Beginning with December 1, the 
standard meter will be furnished with this 
new steel combination case. 

All alternating-current meters up to 
and including 100 amperes capacity are 
provided with four binding posts, so that 
all direct-current meters, except those hav- 
ing 500-volt circuits, are similarly ar- 
ranged in sizes up to eighty amperes. The 
alternating-current primary meters, when 
not of the switchboard type, have four 
posts arranged to use with current and 
potential transformers. All alternating- 
current meters larger than 100 amperes, 
and direct-current meters larger than 
eighty amperes, and direct-current meters 
of all capacities in the 500-volt type, have 
three binding posts—two series and one 
shunt. 

The meter is nine and one-half inches 
high over the hanging lug and connecting 
box, six inches wide, and five inches deep, 
and weighs eleven pounds complete. with 
the new steel combination case. 

Tr 
Large Industrial Orders of Electrical 
Machinery. 

Continued evidence of returning indus- 
trial activity in various parts of the coun- 
try is afforded by the mention of some of 
the recent orders taken by a large western 
manufaciurer of electrical machinery, 
which will prove of especial interest at 
this time. 

In Wisconsin, where authorities esti- 
mate there goes to waste at least 2,000,000 
horsepower in unused waterpowers, large 
developments have recently been under- 
taken. Among the important hydraulic- 
turbine plants of this section contracted 
for with the Allis-Chalmers Company, 
Milwaukee, Wis., is that of the Northern 
Hvdro-Electric Company, on the Peshtigo 
River. The initial installation will con- 
sist of five horizontal twin turbines, hav- 
ing each a capacity of 1,500 horsepower, 
or an aggregate of 7,500 horsepower, di- 
rect-connected to 1,000-kilowatt alternat- 
ing-current generators, with exciter units 
of 400 kilowatts, combined capacity, all 
the machinery being of the Allis-Chal- 
mers Company’s build. This plant, 
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which is near that of the Wausau Street 
Railway Company, now being equipped 
with hydro-electric units by the Allis- 
Chalmers Company, will be second in in- 
dustrial importance for the “head-of-the- 
lakes country” only to the Great Northern 
Power Company’s immense development, 
where 40,000 horsepower in Allis-Chal- 
mers turbines—the largest single Francis 
wheels in the world—are in operation. 
The current generated on the Peshtigo 
River will be transmitted to Green Bay 
and neighboring towns, to be used for the 
operation of the street-railway system, 
commercial lighting and manufacturing 
purposes. Other large orders placed with 
the same company for hydroelectric plants 
include irrigation projects and central 
stations for power distribution in the Mid- 
dle West, the plans of which have not yet 
heen made public. Four noteworthy ma- 
chines now being shipped from the Allis- 
Chalmers Company’s works at West Allis 
are two 6,500-kilowatt generators of the 
waterwheel type for the Niagara Falls 
Hydraulic Power and Manufacturing 
Company, Niagara Falls, N. Y., and two 
of 2,500-kilowatt capacity for the Caza- 
dero station of the Portland (Ore) Rail- 
way, Light and Power Company. These 
machines, which are designed for twenty- 
five and thirty-three cycles and speeds of 
300 and 333 revolutions per minute, re- 
spectively, have recently shown some nota- 
ble results on shop tests. 

Among purchases of the steam turbines 
built by Allis-Chalmers Company are a 
3,200-kilowatt machine, for the Pacific 
Mills at Lawrence, Mass., where already 
three of these turbines ‘and generators are 
in service; several units of 1,000-kilowatts 
capacity for the Cleveland, Southwestern 
& Columbus Railway and the city of 
Nashville, Tenn., and a number of 500- 
kilowatt machines for the Webster .& 
Southbridge Gas and Electric Company, 
the city of Danville, Va.; Pennsylvania 
Power Company; the city of Dunkirk, 
N. Y.; Willamette Valley Company, and 
the city of Frankfort, Ind. In addition 
to the main units these orders include ex- 
citers, power transformers, lighting trans- 
formers, condensers, 
switechhoards, 


circulating pumps, 
etc... making complete 
power-plant equipments for the generation 
and distribution of alternating current. 
The Industrial Lumber Company, 
Beaumont, Tex., is preparing to install 
iwo engine-tvpe generators of 450 kilo- 
watts capacity, with seventeen induction 
motors; the Johnson Chair Company of 
Chicago has bought a 500-kilowatt gen- 
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erator driven by a cross-compound en- 
gine; the city of Waverly, Iowa, recently 
ordered a belted unit of 225 kilowatts, and 
the American Sugar Refining Company 
has contracted for a 500-kilowatt gener- 
ator driven by a high-duty engine. 

The Allis-Chalmers Company has also 
received orders for a number of hoisting 
motors and engines, and for some very 
large pumping engines. 
ede 

Ward Leonard Laboratory Rheostat. 

The Ward Leonard Electric Company, 
Bronxville, N. Y., has designed a line of 
rheostats for laboratory service. The il- 
lustration shows a fifty-six-ampere capac- 
ity rheostat. The resistance portion is 
10 inches by 12 inches by 15 inches, over- 
all. The face-plate or controlling por- 
tion is only 14 inches by 8 inches. The 
controlling portion can be mounted on the 
test-table or inside the cover of a desk. 
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WARD-LEONARD LABORATORY 
RHEOSTAT 


The resistance portion can be mounted on 


_ the side wall out of the way. There are 


but two wiring connections per switch 
from the resistance to the face-plate. 

This rheostat can be used upon direct- 
current or alternating-current circuits as 
a non-inductive, zero-temperature-coeff- 
cient resistance. It is designed to give 
one-tenth-ampere divisions from one-tenth 
ampere to fifty-six amperes. Each switch 
is marked with the number of amperes 
that will flow when it only is closed. By 
closing the switches singly or in parallel, 
any desired load is obtained. Each re 
sistance with its controlling switch is de- 
signed to be connected across the full line 
volts. As each resistance is designed to 

carry the full amperes that can be made 
to pass through it by the full line volts, 
burn-outs are impossible. The resistance 
elements are built up of Ward Leonard 
enameled resistance units. They are fire- 
proof, strong, light, and are thoroughly 
protected against mechanical, electrical 
and chemical depreciation. 
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Current Electrical News 


CONTINENTAL EUROPE. 


Panis, OCTOBER 24.—Since the telephone fire in Paris, the de- 
partment has been taking active measures in order to set matters 
right in the shortest possible time. At present the temporary ex- 
change 1s between the burned building and the Central Postoffice, 
and it has two floors for installing the apparatus. At present 
there are about a hundred connections a day made by the use of 
a number of small boards which have been placed in the building. 
The department ordered the new large multiple boards on Sep- 
tember 26, at a cost of about $1,000,000. The contract stipulates 
that they are to be delivered by December 11, under a penalty of 
$1,200 for each day’s delay. When the new boards are installed 
about 4,000 subscribers can be connected per day, so that the 
whole number of subscribers will have the use of their telephones 
within a week or so, according to the present outlook. In gen- 
eral, the manufacturers require fifteen months or two years to 
build multiple boards of this kind, but as in this case they are to 
be finished within two and one-half months, it will be seen that 
every effort is being made to finish the temporary exchange. 

An important enterprise in Austria-Hungary is an electric rail- 
way in the region of Budapest, known as the Vacz-Budapest-Godol- 
laer line. It is a suburban road in general, and a ninety-year 
concession for the line has been lately granted to a local firm 
known as the Electrical Enterprise Company. The road will make 
connection with the state railroad depot, and it will probably be 
run on the single-phase, high-tension system, should this prove 
to be suitable. The overhead line will be worked at 3,000 volts, 
using a number of safety devices. Four electric locomotives are 
to be used on the line, as well as a number of motor cars. 

At Martigny, where the valley of the Dranse River joins that 
of the Rhone, there is a hydraulic plant of large size which has 
been erecied quite recently. It is operated by the Société d'Elec- 
trochemie, which has a capital of $1,000,000, and now controls six 
hydraulic plants in Switzerland and France for manufacturing 
carbide and other chemical products. There is an extensive car- 
bide works at Martigny in connection with the turbine plant. 
The latter now has installed nearly 15,000 horsepower in alter- 
nators and direet-current generators, One part of the outfit con- 
sists of five 750-kilowatt Thury generators, which furnish energy 
at 150 or 300 volts for the electrolytic work, the current in this 
case being 5.000 amperes or less for each machine. There are 
also installed three 2,500-horsepower, three-phase alternators which 
supply current over a 10,000-volt power line to a second carbide 
Plant lying a few miles off and operated by the same company, 
also to a carbide works in the same region, which is owned by 
the Swiss Nitrous Product Company. A set of small generators 
develops current for the local tramway line. 

Current for the Martigny-Chatelard electric road is furnished 
from a hydraulic plant which is located at Vernayaz, in the Rhone 
Valley. This plant is most unique, and there is certainly not 
another one like it in the county. It is placed high up in the 
Side of the mountain at a point lying above the celebrated water- 
‘all of the Pissevache. The latter springs from the abrupt moun- 
{@in slope and falls in a cascade into the valley, being more than 
200 feet in height. The hydraulic plant is placed in a chambe1 
cut out of the solid rock in the side of the gorge, which lies above 
the fall, and the penstocks lead to a point which is much higher 
up in the mountain, where the water supply is secured. After 
passing by the turbines the water is returned to the cascade be- 
low, so as not to interfere with the appearance of the latter. In 
the plant there are installed six turbine groups which supply the 
current for the Martigny-Chatelard electric road and also for a 
large carbide works which is located at Vernayaz. The latter 
plant is controlled by the Stachelin Company, which also owns 


a carbide works in another point along the Rhone Valley at Aproz. 
For this second works a separate hydraulic plant is used. 
Recently I had occasion to visit the work upon the L6étschberg 
tunnel at the south end. The scope of this great undertaking is 
perhaps not as generally known as it should be, but in fact the 
work ranks but little below that of the Simplon. The object of 
the tunnel is to run directly through the mountains of the Bernese 
Oberland, and thus to give a direct route from the north to the 
south of Switzerland. The new railroad section, which will be 
electrically operated, connects with the Federal railroad on the 
north side of the mountains at Frutigen and enters the tunnel 
near Kandersteg, coming out at the south end near Goppenstein. 
The tunnel is 13.7 kilometers in length (8.5 miles), and the south 


” end lies about 12 miles from the north end of the Simplon Tunnel, 


the latter being further along the Rhone Valley. A very extensive 
plant is being erected at the south end of the Létschberg Tunnel, 
and there are from 1,200 to 1,500 workmen employed in the enter- 
prise. At present the rock-drilling is being carried on at the rate 
of forty feet per day by compressed-air drills. The power plant 
at the tunnel receives current from a distant turbine station, and 
there are now four three-phase motors which drive the air com- 
pressors. The plant bas a capacity of 1,200 horsepower for the 
compressors alone, using motors of the Alioth system. 
A. DE C. 


GREAT BRITAIN. 


LONDON, OCTOBER 30.—At the first annual meeting of the Vic- 
toria Falls Power Company today some interesting statements 
were made with regard to the prospects and policy of the com- 
pany. It was made quite clear that it is not the intention to 
start upon the erection of an overhead transmission line from 
Victoria Falls to the Transvaal at an early date. In fact, it 
was plainly indicated that the company’s chief consulting engi- 
neer, Mr. Ralph D. Mershon, of New York, was still of the opin- 
ion that the limits of voltage at which such transmissions can be 
operated have by no means been reached, and that in the mean- 
time it is cheaper to continue to supply from a _ steam-driven 
station than to make use of the water power. Further, the 
company’s engineers seem to have been agreeably surprised at 
the cheapness with which production can be carried on by coal 
in the Transvaal, the results having been lower than the esti- 
mates. There is a single possibility that remains, however, by 
which the station may be built at the Falls: it is by the centraliza- 
tion of industries in the immediate neighborhood, a development 
which the company is trying hard to bring into existence. 

A definite step forward has now been made with the London 
electric power bills, for in the House of Commons on Monday 
the committee which will soon commence consideration of the 
bulk supply scheme was instructed to include the name of the 
London County Council as the purchasing authority. The govern- 
ment has given its consent to this bill on the requirement that 
certain modifications are made, and it is certain that if the pro- 
moters can see their way to accept these, the bill will go forward. 

The meetings of the International Conference on Electrical 
Units and Standards have now been concluded and the final re- 
port of the technical committee is in preparation. The Interna- 
tional Electrotechnical Commission, which has been created as the 
result of the St. Louis Congress of 1904, has also met this week 
and named Prof. Elihu Thomson president. As the International 
Conference is in favor of appointing a permanent committee, with 
much the same objects as the Electrotechnical Commission, there 
appears the possibility that some scheme of combination will 
have to be evolved in order to avoid duplication of work. 

With the approach of the absorption of the National Tele- 
phone Company by the state, the directors have concluded that it 
will not pay them to continue to carry out construction work 
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which will not be in productive use during the next three years. 
In consequence, a large number of employes are being dismissed 
and the matter has been the subject of discussion in the House 
of Commons. 

The City of London Corporation at this late day is sending a 
deputation to the Continent to inspect various systems of street 
lighting. At present the city of London is lighted by a mixture 
of ancient and modern electric arc lamps and a few types of gas 
lighting. 

The British Westinghouse Company has just received an 
order for the equipment of a large power station for the Buenos 
Ayres & Pacific Railway Company in connection with the public 
lighting of Bahia Blanca, Argentine Republic. J. F. C. Snell of 
London is the consulting engineer. G. 


EASTERN CANADA. 


OTTAWA, NOVEMBER 7.—English capitalists are promoting the 
organization of a company for the institution of a motor-bus service 
in the city of Toronto, to compete with the Toronto Street Railway. 
The proposed capital of the company is $2,000,000. Fifty motor 
buses will be built, each with accommodation for thirty-six pas- 
sengers, and regular routes of service will be arranged. 

The first sod for the construction of the Niagara Falls trans- 
mission lines of the Ontario hydro-electric power commission will 
be turned on November 18. It is planned to make the occasion a 
ceremonial one. The construction work will start near the city 
of Toronto. 

The city of Brantford, Ont., will vote on the question of enter- 
ing into a contract with the Hydro-Electric Commission in January 
next. Offers from the commission and from the Cataract Power 
Company of Hamilton were considered, and although the latter 
concern underbid the commission, nevertheless, in some particu- 
lars, the conditions the company stipulated were deemed disad- 
vantageous. 

The Ottawa Electric Railway Company has been experimenting 
with some pay-as-you-enter cars. They have proved so satisfactory 
to the company and the public that the company will adopt this 
style of car on its principal streets in the near future. 

The Montreal Light, Heat and Power Company has refused to 
renew the street-lighting contract with the city at the current rate. 
The company claims that it is losing money on the present contract 
price, which is $60 per lamp. The company is demanding $75 
per lamp. 

The Montreal] Street Railway Company’s annual report shows 
that the road, during the last year, carried 90,746,032 passengers, 
the average earnings per passenger being 3.96 cents. There were, 
however, 30,343,113 transfers issued, so that in reality 121,089,145 
passengers were carried, thus reducing the earnings per passenger 
to 2.97 cents, The earnings were $3,677,432, as compared with 
$2.220,787 five years ago. The total number of shareholders 1s 
1,526. Hon. L. J. Forget was re-elected president, and W. G. Ross, 
managing director. 

Very encouraging results have been reported at Canadian Pa- 
cific Railway headquarters, from the experiments that have been 
made with a view to the introduction of electricity as a motive 
power for the opcration of trains in the mountain section of the 
system. The electrification of the whole mountain section, which 
is upward of 600 miles in length, may be undertaken in the near 
future, but, while the tests are satisfactory, they have not gone 
far enough yet to justify a large expenditure. 

A project under way aims to connect Ottawa with Morrisburg 
by electric railway. This includes the building of a new line from 
Morrisburg to a point on the present Ottawa and New York Rall- 
way, and the adoption of electricity as a motive power on the 
entire line, which will include about twenty miles of the present 
Ottawa and New York system. The enterprise is being promoted 
by J. Wesley Allison of Morrisburg. It is given out that the 
necessary capital for the project is guaranteed, and that there 
only remains the surveying of about fifty miles of country and 
the granting of a charter by the government of Canada to allow 
building operations to begin immediately. The total lcngth of the 
new elcctric line will be about seventy-five miles. W. 
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WESTERN CANADA. 


WINNIPEG, NOVEMBER 7.—The first construction work on the 
civic power plant at Lac du Bonnet, being built by the city of 
Winnipeg, has been commenced, and it is expected all the ex- 
cavating for the plant proper will be completed this fall. The 
tramway, bridges and severa] other works in connection with the 
plant have been finished. It is believed that the power plant at 
Lac du Bonnet will mean the removal of a number of eastern 
Canadian manufacturers to Winnipeg. 

According to statements by officials, a part of the New West- 
minster-Chilliwac line of the British Columbia Electric Street Rail- 
road Company will be in operation between New Westminster and 
Cloverdale by the end of the year. 

The City Council of Port Arthur, Ontario, has canceled the con- 
tract recently made with the Kaministiqua Power Company of 
Fort William, Ont., for the supply of 400 horsepower for civic pur- 
poses. It is alleged that when the company had secured the con- 
tract it was used to influence the Ontario government in order 
to obtain power privileges at Dog Lake Falls. Port Arthur, through 
J. J. Carrick, mayor, canceled the contract, as the city had been 
endeavoring to secure power rights at the same falls. 

The capita] stock of the Russel] Telephone Company has been 
increased from $5,000 to $25,000 for the purpose of building a 
number of extensions. The head office of the company is at 
Russell, Man. 

The municipal authorities at Port Arthur, Ont., have raised 
the telephone rates from $1 and $2 per month to $1.25 and $2.50 
per month for residence and business telephones, respectively, ex- 
plaining that this was found necessary to meet the expenses of 
the department. The City Counci] has asked the telephone com- 
missioners at Fort William to raise their rates to the same figure. 

Five hundred men are now at work on the power dam near 
Fort Francis, Ont., for the Backus-Brooks syndicate, and Mr. Rich- 
ardson, the general superintendent, expects to have the dam com- 
pleted before the end of the year. 

The Oxbow Telephone Company, Oxbow, Sask., announces that 
a number of extensions to the system will be made. 

Telephones are becoming very popular in the farming com- 
munities of Manitoba, and already this season the government has 
installed over 1,200 farmers’ phones, in addition to some 1,800 
new connections in cities and towns. There are still a large 
number of applications for telephones on hand, many of which 
will not be installed until next spring. The Manitoba Telephone 
Commission is now busy preparing requisitions for supplies for 
1909, which will be a very busy season, as the government has 
decided upon the construction of a large number of rural and 
long-distance lines. Among the items required for next year are 
25,000 poles, tenders for which are now being called. Orrin F. 
French is chief engineer to the commission, with headquarters at 
Winnipeg, Man. 

This year the employes of the British Columbia Electric Street 
Railroad Company will receive $40,000 under the pension system 
inaugurated by the company in 1903. Each employe who has been 
with the company for a year up to July 1, 1998, will receive 
$66.78, irrespective of his position with the company. The sum 
divisible is one-third of the balance available for dividend paying 
after four per cent has been paid on the common stock. As show- 
ing the growth of the company, it may be mentioned that the 
former bonuses were: 19038, $25; 1904, $25; 1905, $40; 1906, $45; 
1907, $63, and 1908, $66.78. At the annual meeting of the company 
held in London, England, on November 4, a dividend of eight per 
cent was declared on ordinary stcck. R. 


IMPORTANT DEVELOPMENTS. 


TO ELECTRIFY MOUNTAIN RAILROAD IN PERU—The 
Peruvian Corporation has decided to electrify the Central Rail- 
road of Peru, which connects Callao with Oroya in the mountains. 
This will make possible a great increase in the traffic handled. 


NEW TRANSFORMER HOUSE FOR CANADIAN NIAGARA 
POWER COMPANY—The new transformer house of the Canadian 
Niagara Power Company is completed and the installation of 
the three gigantic transformers having been finished last week, 
increased the output from 20.000 horsepower to 32,000 horse- 
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power. The new structure is an addition to the old transformer 
house, and the machines that have been placed therein will be 
put in operation early in November with the new transmission 
line which has just been strung to Fort Erie, where it crosses 
to a point near Ferry Street, Buffalo. 


SOUTHERN PACIFIC RAILROAD PREPARES TO ELEC- 
TRIFY—The Southern Pacific Railroad Company is making prepara- 
tions for changing its motive power from steam to electricity, and 
orders for much of the equipment have already been filed. It is 
the intention to crowd the installation of this equipment as fast 
as possible. The company is already commencing the erection of a 
large power plant near the tidal canal at Fruitvale, and will in- 
stall several substations at other points suitable to the distribu- 
tion of power for the different suburban lines. The Berkeley end 
of the electrification is expected to cost $2,000,000. 


RECEIVERS FOR HUDSON RIVER COMPANIES—As receiv- 
ers for the Hudson River Electric Power Company against which 
bankruptcy proceedings have been begun, as noted last week, 
Judge Ray has appointed Charles W. Andrews, of Syracuse; George 
W. Dunn, of Binghamton, and Milton Delano, of Canastota, N. Y. 
The corporation was organized in 1903, and controls the Hudson 
River Water Power Company, Hudson River Electric Company 
and Hudson River Power Transmission Company, together with 
various sub-companies owned by the latter two, supplying central 
and eastern New York State with power. The authorized capital 
stcck was $10,000,000, of which $5,390,000 was issued. The total 
funded debt of the corporation, according to its last statement, 
was $9,683,500. Net earnings for 1907 were $486,200. Messrs. 
Andrews, Dunn and Delano were required to give bonds in the 
amount of $100,000 each as receivers. 


OPERATION OF WISCONSIN'S NEW UTILITY LAW DIS- 
TRIBUTES CORPORATION TAXES—The Wisconsin State Tax 
Commission, acting as a state board of assessment of street-railway 
companies, has announced the assessment of these properties, under 
the new law enacted by the last legislature, providing for taxing 
these public utilities according to the ad-valorem system by the 
State Tax Commission rather than under the license-fee system 
locally. Heretofore these companies were assessed locally and 
twelve per cent of the tax was turned over to the state and eighty- 
eight per cent retained locally. Under the new law the State 
Tax Commission makes the assessment, the state collects the tax 
and distributes eighty-five per cent thereof among the localities 
through which the railway line runs, the local distribution being 
made in proportion to the earnings of the line in each locality. 
Twenty-four companies are assessed and taxed under this system. 
The total of the preliminary assessment of these properties was 
_ $36,098,000, and the total tax levied is $390,637.75. 


COLORADO POWER COMPANY WINS LONG-CONTESTED 
SITE—The Denver Power and Irrigation Company has won a 
fight of several years’ duration for the right to a mammoth irri- 
gation and power site in the South Platte Canyon, extending from 
Eagle Rock to a point above Decker’s summer resort, a distance 
of fourteen miles, and the estimated cost of which is $10,000,000. 
The Two Forks Reservoir Company, backed by C. P. Allen and 
J. E. Maloney, and the High Line Reservoir Company, backed 
by W. E. Bates, filed on the same stretch of territory as did the 
Denver company and half a dozen railroad companies. The dis- 
pute as to who was entitled to the right-of-way was decided by 
Fred Dennett, commissioner of the general land office, and has 
been received in full by the Denver government land office, and the 
interested parties. The sites all start where the north and south 
forks of the Platte join, thirty-one miles from Denver, at the 
town of South Platte. The Denver Power and Irrigation Com- 
pany has spent about $100,000 in the preliminary work. 


LOWER CABLE MESSAGE RATE URGED BY CHAMPION 
OF TWO-CENT TRANSATLANTIC POSTAGE—The first stage in 
the campaign for the reduction of the world’s cable rate will be 
reached next weck, whcn the earl of Jersey will preside at a 
meeting called to consider ways and means by which adequate sup- 
port may be given to the movement for cheaper rates in inter- 
national electric communication. The moving spirit in the project, 
Jobn Henniker Heaton, whose efforts were largely responsible for 
the two-cent postal tariff between America and Great Britain, says 
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in the course of time a rate of two cents a word will obtain for 
cable messages. His proposition is that the British and American 
governments jointly acquire the property rights of the existing 
cable companies at a fair valuation and thereby establish a common 
state monopoly of cable communication. At present, Heaton says, 
the cable-carrying capacity amounts to 300,000,000 words, and only 
250,000,000 are sent at twenty-four cents a word. If the cables were 
owned by the state and employed to their full capacity, he declares, 
it would be possible to establish a tariff of two cents a word. 


GREAT WESTERN POWER COMPANY TO SELL THROUGH 
PACIFIC GAS AND ELECTRIC COMPANY—The Great Western 
Power Company has reached an agreement with the Pacific Gas 
and Eleciric Company by which the power company will not retail 
its product, but will sell directly to the distributing company. 
The territory served by the two companies extends from the 
northern part of California to Santa Cruz. It is understood that 
the new company will not compete in towns or cities of northern 
or central California until it is more firmly established. The 
contract with the Pacific Gas and Electric Company is temporary, 
but may ultimately result in a merger of the two organizations. 
The Great Western is at present endeavoring to secure a franchise 
to operate in Sacramento. The Pacific Gas and Electric Company 
is the parent corporation of thirty concerns, including the Cali- 
fornia Gas and Electric and the San Francisco Gas and Electric. 
The Pacific company operates in twenty-nine counties in the state, 
supplies current to twelve electric railroads and sells power to 
forty-three different cities and towns in California. It controls all 
the business about the bay cities and the greater part of the 
business in the north. 


ELECTRIC LIGHTING. 


GREENVILLE, KY.—The Greenville Light and Water Com. 
pany will extend its lighting circuits, having voted to offer $12,000 
in bonds, 


MONDOVI, WIS.—The Mondovj Milling Company and the 
Mondovi Electric Light Company have consolidated and will build 
a new electric-light plant, 


GOLIAD, TEX.—Joel and Jasper Shaper have purchased the 
interests of the Goliad Water and Light Company and will conduct 
the company in the future. 


GADSDEN, ALA.—A franchise has been granted to the Eto- 
wah Light and Power Company, Attalla, Ala., to furnish electric- 
ity for commercial purposes, 


FEDERALSBURG, MD.—The Idlewild Electric Light and 
Power Company, incorporated to develop waterpower propertiea, 
has effected permanent organization, with John F, Disharoon, 
J. B. Wright and E. E. Goslin as directors. 


KNOXVILLE, TENN.—The permanent illumination of Gay 
street, after the design of recent temporary carnival lighting, has 
been urged by a committee of local merchants, which proposes 
to put three or four arches across the street in every square. 


ELECTRIC RAILWAYS. 


GREEN BAY, WIS.—The Bay Shore Street Railway Company 
has been incorporated by Fred A. Rahr and others. 


FRANKFORT, KY.—An interurban line from Frankfort to 
Lawrenceburg is the next electric traction line planned for the 
Bluegrass district. 


SAGINAW, MICH.—Electric cars will be running between Sag- 
inaw and Detroit by January 1, officials of the Flint and Saginaw 
Electric Railway declare. 


JACKSONVILLE, ILL.—Construction work will soon begin on 
the Alton, Jacksonville & Peoria electric line. Four miles of the 
road is completed near Alton. 


SPOTTSYLVANIA, VA.—A conference has been held by bust. 
ness men looking to the formation of a joint stock company, whose 
object is to build an electric-railway line to run from Fredericks- 
burg to SpottsylIvania and from there to Mineral City, tn Louisa 
County. This railway would pass through a section of the country 
rich in minerals. i 
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PERSONAL MENTION. 


CHANCELLOR JAMES R. DAY, of Syracuse University, 
sailed for Europe last Saturday on the Königin Louise. 


MR. W. G. MELOON is to assume the management of the 
Twin State Gas and Electric Company, of Dover, N. H. 


MR. S. J. DUNCAN, who has been superintendent of the 
Northwestern Electric Heat and Power Company, at Kearney, 
Neb., has resigned and will take up new work in Oklahoma. 


MR. E. W. McCLENNAN, formerly manager for the Bell Tele- 
phone Company at Orillia, Ont., has been appointed traffic manager, 
with headquarters at Winnipeg, for the Manitoba Telephone Com- 
mission. 


MR. R. E HUNT, who had been superintendent of railway 
service for the Utah Light and Railway Company, at Salt Lake 
City, Utah, has been promoted to the position of assistant general 
manager of the company. 


MR. ROBERT HOWES, formerly with the Washington Water- 
power Company of Spokane, is at Vancouver, B. C., to superintend 
the construction of the Chilliwac branch of the British Columbia 
Electric Street Railroad Company. 


MR. HARRY D. CRANSTON, a graduate of the electrical 
engineering department of the Ohio State University, has ac- 
cepted a position as superintendent of the municipal electric- 
lighting and waterworks plants of Rockwood, Tenn. 


MR. HERBERT E. PLASS, general manager of the Howard 
Miniature Lamp Company, Newark, N. J., is stopping in Chicago 
on his return from a trip to the Pacific Coast, in company with 
E. H. Havghton, manager of the Chicago Bryan-Marsh Company. 


MR. H. P. JAMES, formerly electrical engineer for the Bryant 
Electric Company, has taken a position as sales manager for a 
new line of push-button specialties recently placed on the market 
by the Cutler-Hammer Manufacturing Company, of Milwaukee, 
Wis. 

MR, OREN ROOT, manager of the Metropolitan street-railway 
system, New York city, married Miss Ada De Acosta on the after- 
roon of November 5, at the bride’s home in New York. The Rey. 
Father Patrick Daly, of Poughkeepsie, N. Y., performed the cere- 
mony. 

MR. J. D. DOWNER, who was for a number of years in the 
service of the subscription department of the Western Electrician, 
has become sales manager for the Kimble Electric Company, 617 
West Adams Street, Chicago, manufacturer of variable-speed, siu- 
vle-phase, alternating-current motors. 

DR and MRS. LEE DEFOREST returned from Europe on the 
steamship Lusitania, reaching New York October 30, after a trip 
on the Continent, during which France, Italy, Germany and England 
were visited on business in connection with Dr. DeForest’s wire- 
less telegraph and telephone interests, 

CHARLES H. FISH, agent for fifteen years for the Cocheco 
Cotton Mills, at Dover, N. IL, has resigned and will accept a 
position of responsibility, it is understood, with the American 
Telephone and Telegraph Company. He is a brother of Frederick 
P. Fish. former president of the telephone company. 


MESSRS. E. A. ENNIS and E. J. NELSON, formerly with 
the Mergenthaler Linotype Company as chief clerk and assistant 
chief clerk, respectively, have formed a business association as 
factory systematizers and cost men at 173 York Strect, Jersey 
City, N. J.. under the firm name of Ennis & Nelson. 


MR. WILLIAM P. BAILEY, who has been superintendent of 
the Michigan City division of the Chicago, South Bend & North- 
ern Indiana Electric Railway, has tendered his resignation and 
will return to the employ of the Terre Haute, Indianapolis & 
Eastern Railway, making his headquarters at Indianapolis. 

PROF. F. B. BADT, president of F. B. Badt & Co., 1504 Monad- 
nock Block, has returned from New York city, where he had gone 
for a couple of weeks to visit his home offices and works, viz., 
the Weston Electrical Instrument Company, Waverly Park, Newark, 
N. J., and the Ward Leonard Electric Company, Bronxville, N. Y. 
It is understood that he closed some new selling agencies, one of 
which is for the well-known “Stave” flaming arc lamp. He expects 
a brisk business in 1909 and {is preparing to meet this enlarged 
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demand. Professor Badt has entirely recovered from his recent 
illnesses, his health now seems to be all that can be desired, and 
his many friends are glad to see him back in Chicago. 


MR. HUGH A. BROWN has resigned from the Crocker- 
Wheeler Company, manufacturers and electrical engineers, to 
whose Chicago office he had been attached for several years. He 
now takes up the work of sales manager for the Rockaway Coaster 
Company of Cincinnati, in which he has a substantial interest. 

DR. CHARLES WILLIAM ELIOT, president of Harvard Uni- 
versity, has resigned, his resignation to take effect on May 19 next. 
The announcement of the resignation was made at a special meeting 
of the Board of Overseers. It is stated that the board with the 
utmost difficulty arrived at the conclusion that a proper regard for 
the president’s wishes required it to relieve him of the arduous 
duties of his office. Charles William Eliot was born in Boston, 
Mass., March 20, 1834. His father was Samuel A. Eliot, for many 
years treasurer of Harvard University, and several times mayor of 
Boston. Dr. Eliot eniered Harvard at the age of fifteen, and was 
graduated in 1853. Shortly after his graduation he returned to 
the college, where he spent nine years in various offices of instruc- 
tion. From 1864 until 1865 he was abroad, making a particular 
study of foreign methods of education. While abroad he was 
elected professor of analytical] chemistry and metallurgy in the 
Massachusetts Institute of Technology. He returned to Europe In 
1867 agair, studying educational subjects. Two years later he was 
called to the presidency of Harvard University. This was the first 
time that a layman had been called to head the institution, and 
his inaugural address, based upon the highest ideals of non- 
sectarian education, was received with astonishment. 


NEW MANUFACTURING COMPANIES. 


BOSTON, MASS.—The Edwin C. Lewis Company has been 
incorporated with a capital stock of $75,000 to manufacture elec- 
trical apparatus. E. C. Lewis is president and treasurer. 

THE BROWNRIGG & STEVENSON COMPANY, New York, has 
incorporated with a capital stock of $10,000, as steam and electrical 
engineers and general contractors. The members of the firm are 
C. Maxwell Stevenson and M. Wilson, 29 Broadway, and Robert E. 
Samuels, 229 Broadway, New York. 


THE IOWA CONSTRUCTION COMPANY, Eldora, Iowa, has 
been incorporated by Henry S. Osborne and others, with a capital 
stock of $10,000, to construct railways between Waterloo, Perry and 
Ames, 

NEW YORK, N. Y.—The Excelsior Storage Battery Company, 
New York, N. Y., has been incorporated with a capital stock of 
$10,000. The directors are Philip Hornwitz, Bella Robins and Aaron 
A. Feinberg, New York, N. Y. 


NIAGARA FALLS, ONTARIO—The American Electric Furnace 
Company, which has built a plant in this city, has been incorpo- 
rated as a Canadian company, the provisional directors being 
Thomas Rawlands, W. H. McGuire, F. W. Griffiths, Alice L. John- 
son and Charles S. Peaslee. The company manufactures certain 
kinds of electric furnaces, which are used for smelting, concen- 
trating and refining ores and metals. The company has branches 
in Norway and England and in the United States. The Canadian 
company is capitalized at $50,000. 

THE AMERICAN ELECTRIC SMELTING AND ENGINEER- 
ING COMPANY has been incorporated in St. Louis, Mo., with a 
capital stoek of $50,000, in Chicago. The principal incorporator is 
Albert E. Greene of Chicago, who is a graduate of the Massachu- 
setts Institute of Technology and has devoted his attention to 
electric furnaces, perfecting one which the company will manu- 
facture and plice on the market. 


NEW PUBLICATIONS. 


“THE MODIFICATION OF ILLINOIS COAL BY LOW TEM- 
PERATURE DISTILLATION,” by S. W. Parr and C. K. Francis, 
has been issued in pamphlet form as a bulletin of the University 
of Illinois at Urbana. The paper is a report of a series of ex- 
periments carried on by the chemical department of the univer- 
sity since 1902 for the purpose of effecting a chemical change in 
the ordinary coals of Illinois, such as to modify or prevent the 
production of smoke. 
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OBITUARIES. 


MR. ARTHUR W. SHELTON, president of the Rhinelander 
Power Company and the White River Power Company of Ashland, 
Wis., died at Rhinelander, November 1. Mr. Shelton was a wradu- 
ate of Wisconsin University of the class of 1883 and was promi- 
nently identified with leading manufacturing interests, in addition 
to his connection with the electrical power industry. 


MR. HENRY A. BUTTERS, a wealthy capitalist, prominently 
identified with the construction of a number of electric railways 
in the Pacific Coast, who died, as announced last week, at 
Berkeley, Cal., of acute congestion of the lungs, was a personal 
friend of the late Cecil Rhodes and his partner fn several mining 
enterprises, the builder of the first electric tramways in South 
Africa, Switzerland, Mexico and South America and the president 
and founder of the Northern Electric Company of California. 


MR. C. E. TRUMP, president of the Novelty Electric Company, 
of Philadelphia, and one of the pioneer electrical men of the 
country, died suddenly from affectation of the heart at his resi- 
dence in Germantown, Philadelphia, Pa., Friday, November 6. 
Mr. Trump had been suffering slightly for a few months from 
muscular disturbances of the heart, but no dangerous symptoms 
had developed, and his sudden death came as a great shock to his 
family and friends. His funeral occurred from his late residence 
Monday, November 9, a number of friends from New York city 
attending the ceremonies. Mr. Trump was prominent in electrical 
circles in Philadelphia, and a regular attendant of many of the 
Nationa] conventions. He was one of the first to enter the field 
of electrical supplies and manufacturing, and has been quite suc- 
cessful in this line. His son, Mr. C. N. Trump, will continue as 
the active head of the company. | 


PROF. WILLIAM EDWARD AYRTON, the British electrical 
engineer and physicist, died in London, November 8, at the age of 
sixty-one years. Born in 1847, young Ayrton gained numerous prizes 
during his earlier schooling, and in 1867 received with honors the 
degree of B. A. It was while in the Indian Telegraph Service 
that he was sent to study electrical engineering with the late 
Lord Kelvin, and later became electrical superintendent of the 
government telegraph department. In 1872 he was in charge of 
the manufacture of the Great Western telegraph cable at Micham, 
representing the engineers, Lord Kelvin and Prof. Fleeming Jenkin. 
Until 1879 Professor Ayrton occupied the chair of natura] philos- 
ophy and telegraphy at the Imperial College of Engineering, Japan, 
which was then the largest English-speaking technical school in 
existence. Later he was professor of applied physics at the Lon- 
don Technical College, the Central Technical College, South Ken- 
sington, and the City and Guilds of London Institute, of which 
last he also became dean. Professor Ayrton was elected a fellow 
of the Royal Society in 1881 and is a past-president of the Physica] 
Society and Institution of Electrical Engineers. He visited the 
United States in 1893 as one of the British delegates to the Elec- 
trical Congress at Chicago. Professor Ayrton was a joint author 
in the invention of well-known ammeters, voltmeters, wattmeters, 
the ohmmeter, dispersion photometer, dynamometer and secohm- 
meter and the system of automatic electric transport known as 
“telpherage.” More than one hundred papers by Professor Ayr- 
ton have been published in the proceedings of various learned 
scientific societies. These are On a variety of subjects ranging 
from abstract scientific topics to the practical] uses of gas and 
steam engines and electric motors. 


ELECTRICAL SECURITIES. 


Immediateiy following the election there was Apparent a con- 
siderable advance in activity, and with reports of the resumption of 
full-time operations in many industrial quarters, where for the past 
six months there has been considerable depression, the market ral- 
lied and put on an air of prosperous expectancy. While from many 
directions it was indicated prior to the election that the result had 
been anticipated by the improvement which had been brought 
about within the last two or three months, this hardly seems to 
be the case. 

The regular quarterly guaranteed dividend of 1% per cent 
-on the stock of the American Telegraph and Cable Company 
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will be paid December 1. 
December 2. 


Books close November 15, and reopen 


WEEK ENDED NOVEMBER 7. 


ELECTRICAL SECURITIES FOR THE 
New York: Closing. 

Allis-Chalmers common......sr.e.ssssessesssso 13% 
Allis-Chalmers preferred..........2- sesse 45% 
Brooklyn Rapid Transit................006- 521% 
Consolidated GaS...... ccc ccc ewe eee ee eee 145% 
General Ele@triCs .sciud es csi wees sad Owe eS 1533 
Interborough-Metropolitan common.......... 10% 
Interborough-Metropolitan preferred........ 30% 
Kings County Electric... ......... ce ee eee 125 


Mackay Companies (Postal Telegraph and 


Cables) -COMMOD, .4 6.666 .ee es eee dee sees 75% 
Mackay Companies (Postal Telegraph and 

Cables) preferred... ......scceesvccennces 70 
Manhattan Elevated.......... 2. eee e cece eres 139% 
Metropolitan Street Railway..............-. 24 
New York & New Jersey Telephone........ 114 
Western. Unlon:: «645i cen ie ees retann 63 
Westinghouse Mfg. Company..............- 91 


At the annual meeting of the Allis-Chalmers Company, K. K. 
Knapp was elected a director, succeeding J. F. Neave. Other di- 
rectors were re-elected. ; 

At a mecting of the trustees of the Mackay Companies, H. V. 
Meredith, of the Bank of Montreal, Montreal, was elected a trustee. 
In view of the large holdings of Mackay Companies’ shares, pre- 
ferred and common, held throughout Canada, it was felt that Mon- 
treal should be represented on the board of trustees. The Mackay 
Companies have now two representatives in Canada, Mr. Meredith 
and R. T. Smith, of the firm of Osler & Hammond, Toronto. 


Boston: Closing. 
American Telephone and Telegraph........ 129% 
Edison Electric Illuminating................ 247 
Massachusetts Electric............ceeee ewes 57% 
New England Telephone................+8- 124 


Western Telephone and Telegraph preferred. 70 


Philadelphia: Closing. 
Electric Company of America.............. 9% 
Electric Storage Battery common........... 39 
Electric Storage Battery preferred......... 39 
Philadelphia Electric. ..........-.cce eee eees 12 
Philadelphia Rapid Transit..............+.. 22% 
United Gas Improvement............22-00e5 89% 

Chicago: Closing. 
Chicago Telephone........... eee eee eeeeees 125 
Commonwealth Edison.........-eceeeeeeene 108 
Metropolitan Elevated preferred.......... 42% 
National Carbon cOMMON........-....ee2e8% 721% 
National Carbon preferred........ssssssess. 111 


Metropolitan and South Side Elevated traffic last month showed 
the largest decrease this year. Northwestern Elevated’s gain was 
very small. The total for the three was 11,867,623 passengers or 
a loss of 301,478, though 1,260,000 more than September. 


TELEPHONE AND TELEGRAPH. 


HOLLIS, OKLA.—The Hollis Telephone Company has been in- 
corporated with a capital stock of $20,000. 

HOLLAND, TEX.—The Rural Telephone Company, of Hol- 
land, has been chartered by J. H. Edwards and others, 


KANSAS, OKLA.—The Northeast Oklahoma Telephone Com- 
pany has been incorporated by D. L. Bird and others. 


PARADISE, ARK.—The Paradise & Raymond City Telephone | 
Company has been incorporated with a capital of $20,000. 


DELHI, LA.—The West Carroll Telephone and Improvement 
Company has been incorporated with a capital of $10,000. 


WEIMAR, TEX.—Farmers living south of Weimar have 
joined forces and are building a telephone line to connect their 
farms with the local exchange. 


STRAUSSTOWN, PA.—The Womelsdorf and Rehrersburg Rural 
Telephone Company, organized with $5,000 capital, will construct 
lines reaching Mt. Ætna, Millersburg, Rehrersburg, Host, Krick’s 
Mill, Bernville, Strausstown and North Heidelburg. A. M. Miller, 
Stroudsburg, is president of the company. 

PLYMOUTH, MICH.—The Wayne County Telephone Com- 
pany, a $50,000 corporation, has filed articles of association. Of 
the authorized capital, $28,000 has been paid in cash. The di- 
rectors of the company, all residents of Plymouth, are headed 
by Edward C. Hough. 
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INDUSTRIAL ITEMS. 


THE PACIFIC ELECTRIC HEATING COMPANY, Ontario, Cal., 
in the October issue of “Hot Points,” calls attention to a number 


of interesting features concerning electric heating and cooking 
devices. 


ROSSITER, MAcGOVERN & COMPANY, New York, dealers 
in electrical machinery, have issued their October stock list, 
which catalogues an extensive stock of electrical machinery, 
boilers, engines, dynamos and motors, 


THE MURPHY ELECTRICITY RECTIFIER COMPANY, Roch- 
ester, N. Y., has prepared working drawings and specifications, 
upon which bids will be received for the manufacture of its 
apparatus. These specifications will be furnished upon application. 


THE KEYSTONE ELECTRICAL INSTRUMENT COMPANY, 
Philadelphia, Pa., has removed its New York office to the Hudson 
Terminal buildings, Church Street. Hereafter this office will be 
in charge of G. M. Dyott, formerly of the company’s Pittsburg 
Office. 


THE CLARENCE VREDENBURG COMPANY, specialist in 
advertising, Monadnock Block, Chicago, has mailed to its friends 
copies of a handsome calendar of a subject appropriate to electric 
lighting. The calendar sheets will be useful from the present 
month until April, 1909. 


THE CENTRAL ELECTRIC COMPANY, Chicago, Ill., is dis- 
tributing a twenty-page circular devoted to a description of direct 
and alternating-current vibratory massage motors. Literature is 
also being distributed by the company describing the Samson 
strand or messenger wire grip and a new adjustable telephone 
bracket. 


THE GREGORY ELECTRIC COMPANY, Chicago, Ill., supple- 
ments its regular bargain sheet for November, listing a large stock 
of generators, motors, engines, lamps, transformers, switchboards 
and supplies, with a dealers’ list of machines offered as received 
without being overhauled, at special bargains and for immediate 
delivery. 


THE PETTINGELL-ANDREWS COMPANY, Boston, Mass., has 
recently published a new catalogue of ignition specialties for in- 
ternal-combustion engines. This covers spark coils for automobile 
and motor-boat service, spark plugs, spark indicators, switches and 
batteries, most of which are made by the Jacobson-Brandow Com- 
pany, Pittsfield, Mass., for which it is the exclusive selling agent. 


THE WARD LEONARD ELECTRIC COMPANY, Bronxville, 
N. Y., is distributing a bulletin covering its laboratory rheostats 
showing a fifty-six-ampere size, giving ampere divisions from 0.1 
to fifty-six amperes, which, it is declared, cannot be so manipu- 
lated as to cause a “burn-out.” This bulletin contains H. Ward 
Leonard's table of equivalent values of electrical and mechanical 
units, 


THE NERNST LAMP COMPANY, Pittsburg, Pa., in the Oc- 
tober issue of “The Glower,” describes an interesting installation 
of Nernst lamps in Seattle, Wash. Visitors to the Alaska-Yukon- 
Pacific Exposition, soon to be held in that city, will find many fine 
examples of Nernst illumination. There are more than 13,000 
glower units in use in Seattle, and new installations are being made 
every day. 


THE COLUMBIA METER COMPANY, Indianapolis, Ind., an- 
nounces that, owing to the increased demand for Columbia meters, 
it has been found necessary to seek more commodious quarters, 
removing its plant to Tenth and Canal streets, where it has ex- 
cellent facilities to enable all orders to be filled promptly. The 
company has just issucd a new bulletin, which it will send to any 
address upon request. 


THE DAYTON ELECTRICAL MANUFACTURING COMPANY, 
Dayton, Ohio, sustained a loss of nearly $40,000, largely covered 
by insurance, when the two upper stories of its factory were 
burned and its offices drenched with water. Fortunately a large 
stock of finished material was on hand, stored in a part of the 
building not affected by the fire, and the company was able to 
fill orders promptly. An immediate plan of action was formu- 
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lated as soon as the fire was under control, the offices were 
moved by the following afternoon and the factory will be work- 
ing to its full extent within a few days. The company announces 
that it is in a position to ship anything in its line promptly, and, 
despite the fire, finds itself in excellent condition. 


CONSOLIDATED RAILWAY, LIGHTING AND REFRIGERAT- 
ING COMPANY stockholders are invited by a committee, consisting 
of Isaac L. Rice, A. G. Fromuth and J. L. Watson, to participate 
in the reorganization of that company. Pamphlets containing a 
copy of the agreement may be obtained on application to the Man- 
hattan Trust Company, No. 20 Wall Street, who will receive de- 
posits until and including December 1. The committee may be ad- 
dressed at No. 5 Nassau Street, New York. 


THE RIDGWAY DYNAMO AND ENGINE COMPANY, Ridg- 
way, N. J., builders of automatic engines and dynamo-electric ma- 
chinery, announces that its Philadelphia office has been moved 
from the Girard Building to 1017 Witherspoon Building. The office 
has been placed under the management of Mr. Robert S. Beecher. 
The company reports that, with its additional lines of side-crank 
engines and the rapidly improving business conditions throughout 
the country, the prospects are bright for a largely increased vol- 
ume of orders during the coming season. 


THE SCHULTZ BELTING COMPANY, St. Louis, Mo., has 
sold to the Roswell Electric Light and Power Company 110 feet of 
thirty-two-inch, three-ply driving belt. The company is also shipping 
a thirty-five-inch, three-ply belt for a 500-horsepower mine haulage 
at Johannesburg, South Africa. The Rosario de Santa Equipment 
Company, of Argentine Republic, has ordered an eighteen-inch 
double belt, for driving in one of its mills. The company has also 
made a shipment of 6,500 feet of miscellaneous belting and a large 
three-ply belt to Moscow, Russia. 


THE HORNBERGER TRANSFORMER COMPANY, Lafayette, 
Ind., has been incorporated recently, and is composed of local busi- 
ness men. The company has leased, and is negotiating for, the 
purchase of a factory building located at Fifteenth and Elizabeth 
streets. Ail of the accounts receivable of the Lafayette Electrical 
Manufacturing Company have been purchased, and the manufac- 
ture of Hornberger transformers will be continued under the man- 
agement of William H. Hornberger. Mr. Hornberger has been ill 
for about a year, but now is almost fully recovered. The company 
believes that the excellent record established for this well-known 
make of transformers will be fully maintained, and the new fac- 
tory is being equipped throughout with modern machinery and 
improved facilities for turning out large quantities of a high-grade 
product. 


LEGAL NOTES. 


NEGLIGENCE IN CROSSING CITY RAILWAY TRACK— 
Whether failure to look and listen before attempting to cross an 
interurban street-car track laid along the public highway is negli- 
gence, is held, in Chicago & Joliet Electric Railway Company vs. 
Wanic, 230 Ill. 530, 82 N. E. 821, 15 L. R. A. (N. S.) 1167, to be a 
question for the jury. 


CONTRIBUTORY NEGLIGENCE—One engaged in unloading 
a wagon, with his body in the path of passing street cars, and 
who for five or ten minutes fails to look or listen for an approach- 
ing car, is held, in Volosko vs. Interurban Street Railway Com- 
pany, 190 N. Y. 206, 82 N. E. 1090, 15 L. R. A. (N. S.) 1117, to be 
negligent as a matter of law. 


COMPANY LIABILITY IN MAINTAINING SERVICE—One 
who slips and falls upon a street crossing rendered slippery by 
oil applied by a trolley company to its tracks to facilitate round- 
ing a curve is held, in Slater vs. North Jersey Strect Railway 
Company (N, J. Err. & App.), 69 Atl. 163, 15 L. R. A. (N. S.) 840, 
to be entitled to recover for injuries received. 


FAILURE TO ANNOUNCE LONG-DISTANCE TELEPHONE 
CALL—The negligent failure of a telephone company to summon 
an addressee to receive a long-distance message offering employ- 
ment is held, in McLeod ys. Pacific States Telephone and Tele- 
graph Company (Or.), 94 Pac. 568, 15 L. R. A. (N. S.) 810, to ren- 
der the company liable for the loss thereby occasioned. 
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Directory of Electrical and Allied Engineering and Scientific 
Societies. 


(Published in the Second Issue of Each Month.) 


AMERICAN ASSOCIATION OF ELECTRIC MOTOR MANUFAC- 
TURERS. Sccretary, W. H. Tapley, Walker Electric Company, 
Twenty-third and Noble streets, Philadelphia, Pa. Next meet- 
ing, January, 1909. 

AMERICAN ASSOCIATION FOR THE ADVANCEMENT OF 
SCIENCE. Secretary, L. O. Howard, Cosmos Club, Washing- 
ton, D. C. Annual meeting, Baltimore, Md., January, 1909. 


AMERICAN ELECTROCHEMICAL SOCIETY. Sec 7 
Richards, Bethlehem, Pa. . Secretary, Dr. J. W. 


AMERICAN ELECTROTHERAPEUTIC ASSOCIATION. Secre- 
tary, Dr. Albert C. Geyser, 352 Willis Avenue, New York, N. Y. 


AMERICAN FOUNDRYMEN’S' ASSOCIATION. 
Richard Moldenke, Watchung, N. J. 


AMERICAN INSTITUTE OF ELECTRICAL ENGINEERS. Secre- 
tary, Ralph W. Pope, Engineering Societies Building, 29 West 
Thirty-ninth Street, New York, N. Y. 

AMERICAN INSTITUTE OF MINING ENGINEERS. Secretary, 


oo W. Raymond, 29 West Thirty-ninth Street, New York, 


AMERICAN MATHEMATICAL SOCIETY. See 
j i . retary, F. N. ; 
00 West 116th Street, New York, N. Y. i es 


AMERICAN RAILWAY MASTER MECHANICS’ ASSOCIATION. 
Secretary, J. W. Taylor, Old Colony Building, Chicago, Il. 
eee yao: RAY SOCIETY. Secretary, Dr. G. C. 
ohnson, ijou Building, Pittsburg, Pa. Annua i 

New York, N. Y., December 28-30. T 
AMERICAN SOCIETY FOR TESTING MATERIALS. Secretary, 
Prof. Edgar Marburg, University of Pennsylvania, Philadel- 
phia, Pa. Í Í 
AMERICAN SOCIETY OF CIVIL ENGINEERS. Secretary, Charles 
Warren Hunt, 220 West Forty-seventh Street, New York, N.Y. 


AMERICAN SOCIETY OF MECHANICAL ENGINEERS. Secre- 
tary, Calvin W. Rice, 29 West Thirty-ninth Street, New York, 
N. Y. Annual meeting, New York city, December 1-4. 


AMERICAN SOCIETY OF MUNICIPAL IMPROVEMENTS. Secre- 
Hae A. P. Folwell, 239 West Thirty-ninth Street, New York, 

AMERICAN STREET AND INTERURBAN RAILWAY ASSOCIA- 
TION. Secretary, B. V. Swenson, Engineering Societies Build- 
ing, 29 West Thirty-ninth Street, New York, N. Y. 


AMERICAN STREET AND INTERURBAN RAILWAY A 
; ar) 4 CCOUNT- 
ANTS’ ASSOCIATION. Secretary, H. E. Weeks, secretary 
and treasurer Tri-City Railway Company, Davenport, Iowa. 


AMERICAN STREET AND INTERURBAN RAILWAY CLAIM 
AGENTS’ ASSOCIATION. Scecretary, B. B. Davis, claim agent 
Columbus Railway.and Light Company, Columbus, Ohio. 


AMERICAN STREET AND INTERURBAN RAILWAY ENGI- 
NEERING ASSOCIATION. Secretary, J. W. Corning, electri- 
cal engineer Boston Elevated Railway Company, Boston, Mass. 


AMERICAN STREET AND INTERURBAN RAILWAY TRANS- 
PORTATION AND TRAFFIC ASSOCIATION. 


AMERICAN STREET AND INTERURBAN RAILWAY MANU- 
FACTURERS’ ASSOCIATION. Secretary, George B. Keegan, 
2321 Park Row Building, New York, N. Y. 


ARKANSAS ASSOCIATION OF PUBLIC UTILITY OPERATORS. 
Secretary, J. E. Cowles, superintendent of lighting Hot 
Springs Light and Railway Company, Hot Springs, Ark. 

ARKANSAS INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, Charles F. Speed, Texarkana, Ark. 


ASSOCIATION OF CAR-LIGHTING ENGINEERS. Secretary, G.B. 
Colegrove, Illinois Central Railroad. First annual meeting, 
Chicago, Ill, November 16. 


ASSOCIATION OF EDISON ILLUMINATING COMPANIES. Sec- 


retary, D. L. Huntington, second vice-president and manager 
Washington Water Power Company, Spokane, Wash. 


ASSOCIATION OF ELECTRIC LIGHTING ENGINEERS OF NEW 
ENGLAND. Secretary, Welles E. Holmes, 308 Washington 
Street, Newton, Mass. 


ASSOCIATION OF RAILWAY TELEGRAPH SUPERINTEND- 
ENTS. Secretary, P. W. Drew, Wisconsin Central Railway, 
Milwaukee, Wis. 


CALIFORNIA ELECTRIC RAILWAY ASSOCIATION. Secretary, 
L. E. W. Pioda, Oak and Broderick streets, San Francisco, Cal. 


Secretary Dr. 


CALIFORNIA INDEPENDENT TELEPHONE ASSOCIATION. 
Secretary, P. T. Whittier, Spencer, Cal. 

CANADIAN ELECTRICAL ASSOCIATION. 
Young, Toronto, Canada. 

CANADIAN STREET RAILWAY ASSOCIATION. Secretary, Acton 
Burrows, 33 Melinda Street, Toronto, Ontario. 

CENTRAL ELECTRIC RAILWAY ASSOCIATION. Secretary, 


W. F. Milholland, secretary and treasurer Indianapolis Trac- 
tion and Terminal Company, Indianapolis, Ind. 


COLORADO ELECTRIC LIGHT, POWER AND RAILWAY ASSO- 
CIATION. Secretary, J. C. Lawler, Colorado Springs, Colo. 


CONNECTICUT STATE STREET RAILWAY ASSOCIATION. Sec- 
retary, F. W. Poole, Bridgeport, Conn. 


ELECTRIC CLUB OF CLEVELAND. Secretary, George L. Crosby, 
1200 Schofield Building, Cleveland, Ohio. 


ELECTRICAL CONTRACTORS’ ASSOCIATION OF NEW YORK 
STATE. Secretary, John P. Faure, 7 Water Street, Ossining, 
N. Y. 


ELECTRICAL CONTRACTORS’ ASSOCIATION OF STATE OF 
MISSOURI. Secretary, Charles J. Sutter, 1220 Pine Street, 
St. Louis, Mo. 

ELECTRICAL TRADES ASSOCIATION OF CHICAGO. Secretary, 
Frederick P. Vose, Marquette Building, Chicago, Ill. 

ELECTRICAL TRADES ASSOCIATION OF PHILADELPHIA. 
Secretary, E. A. Symmes, 810 Drexel Building, Philadelphia, 
Pa. Mectings, second and fourth Thursdays of each month. 

ELECTRICAL TRADES ASSOCIATION OF CANADA, LIMITED. 
Secretary, William R. Stanley, Royal Insurance Building, Mon- 
treal, Canada. 

ELECTRICAL TRADES ASSOCIATION OF THE PACIFIC COAST. 
Secretary, Albert H. Eliott, Claus Spreckels Building, San 
Francisco, Cal. Monthly meetings, San Francisco, Cal., first 
Thursday of each month. 


ELECTRICAL TRADES SOCIETY OF NEW YORK (Member 
National Electrical Trades Association). Secretary, Franz 
Neilson, 80 Wall Street, New York, N. Y. Board of directors 
meets second Friday of each month. 

EMPIRE STATE GAS AND ELECTRIC ASSOCIATION. Secre- 
tary, Charles H, B. Chapin, 154 Nassau Street, New York, 
N. Y. 

ENGINEERS’ CLUB OF PHILADELPHIA. Secretary, H. G. Per- 
ring, 1317 Spruce Street, Philadelphia, Pa. 

ENGINE BUILDERS’ ASSOCIATION OF THE UNITED STATES. 
Secretary, J. I. Lyle, 39 Cortlandt Street, New York, N. Y. 

ILLINOIS INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, C. A. Camp, Henry, Ill. 

ILLINOIS STATE ELECTRICAL ASSOCIATION. Secretary, H. E. 
Chubbuck, La Salle, Ill. 

ILLUMINATING ENGINEERING SOCIETY. Secretary, Van Rens- 
sclaer Lansingh, Engineering Societies Building, 33 West 
Thirty-ninth Street, New York, N. yY. 


INDEPENDENT TELEPHONE ASSOCIATION OF TEXAS AND 
LOUISIANA. Secretary, C. A. Shock, Sherman, Tex. 

INDIANA ELECTRIC RAILWAY ASSOCIATION. Secretary, P. H. 
White, Indianapolis, Ind. Monthly meetings, second Tuesday 
of each month. 

INDIANA INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, C. S. Norton, Indianapolis, Ind. 

INTERNATIONAL ASSOCIATION OF MUNICIPAL ELECTRI- 
CIANS. Secretary, Frank P. Foster, Corning, N. Y. 

INTERNATIONAL INDEPENDENT TELEPHONE ASSOCIATION. 
Secretary, J. B. Ward, Grand Rapids, Mich. Secretary's office, 
Monadnock Building, Chicago, Ill. Annual convention, Chi- 
cago, Ili., December 1-3. 

IOWA ELECTRICAL ASSOCIATION. 
Des Moines, Iowa. 

IOWA INDEPENDENT TELEPHONE ASSOCIATION. 
C. C. Deering, Boone, Iowa. i 


IOWA STREET AND INTERURBAN RAILWAY ASSOCIATION. 
Secretary, L. D. Mathes, Dubuque, Iowa. 


KANSAS GAS, WATER, ELECTRIC LIGHT AND STREET RAIL- 
WAY ASSOCIATION. Secretary, James D. Nicholson, New- 
ton, Kan. 


Secretary, T. 8S. 


Secretary, W. N. Keiser, 


Secretary, 
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KENTUCKY INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, W. G. Turpine, Henderson, Ky. i 


MAINE INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, M. E. Crow, Houlton, Me. 
MAINE STREET RAILWAY ASSOCIATION. Secretary, E. A. 


Newman, 471 Congress Street, Portland, Me. 


MASSACHUSETTS STREET RAILWAY ASSOCIATION. Secre- 
tary, Charles S. Clark, 70 Kilby Street, Boston, Mass. Meets 


second Wednesday of each mouth, except July and August. 


MASTER CAR BUILDERS’ ASSOCIATION. Secretary, J. W. Tay- 
lor, 390 Old Colony Building, Chicago, IH. 


MICHIGAN ELECTRIC ASSOCIATION. Secretary, A. C. Mar- 
shall, Port Huron, Mich. 

MICHIGAN INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, A. A. Burch, Battle Creek, Mich. 

MILWAUKEE SOCIETY OF ENGINEERS. Secretary, W. Fay 


Martin, 456 Broadway, Milwaukee, Wis. 

MISSOURI ELECTRIC LIGHT, GAS AND STREET RAILWAY 
ASSOCIATION. Secretary, Claude L. Clary, Sikeston Electric 
Light and Power Company, Sikeston, Mo. 


MISSOURI INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, George W. Schweer, Windsor, Mo. 


NATIONAL ARM, PIN AND BRACKET ASSOCIATION. 
tary, J. B. Magers, Madison, Ind. 


NATIONAL ELECTRICAL CONTRACTORS’ ASSOCIATION OF 
THE UNITED STATES. Secretary, W. H. Morton, 94 Genesee 
Street, Utica, N. Y. 

NATIONAL ELECTRICAL TRADES ASSOCIATION. Secretary, 
Frederic P. Vose, 1343 Marquette Building, Chicago, Ill. 


NATIONAL ELECTRIC LIGHT ASSOCIATION. Secretary, John 
F. Gilchrist, Commonwealth Edison Company, Chicago, Ill. 


NEBRASKA ELECTRICAL ASSOCIATION. William 
Bradford, Lincoln, Neb. 


NEBRASKA INDEPENDENT TELEPHONE ASSOCIATION. Sec 
retary, R. E. Mattison, Lincoln, Neb. l 

NEW ENGLAND ELECTRICAL TRADES ASSOCIATION. Secre 
tary, Alton F. Tupper, 60 State Street, Boston, Mass. 

NEW ENGLAND STREET RAILWAY CLUB. Secretary, John J. 


Lane, 12 Pearl Street, Boston, Mass. Meetings held on fourth 
Thursday of each month. i 


NEW YORK ELECTRICAL SOCIETY. Secretary, G. H. Guy, 
Engineering Societies Building, 29 West Thirty-ninth Street, 
New York, N. Y. 

.NEW YORK STATE INDEPENDENT TELEPHONE ASSOCIA- 

TION. Secretary, R. Max Eaton, Niagara Falls, N. Y. 


NORTHWEST ELECTRIC LIGHT AND POWER ASSOCIATION. 
Temporary secretary, J. D. Crary, Aberdeen, Wash. 


NORTHWESTERN ELECTRICAL ASSOCIATION. Secretary, 
R. N. Kimball, Kenosha, Wis. Annual meeting, Milwaukee, 
Wis., January, 1909. 


OHIO ELECTRIC LIGHT ASSOCIATION. 
kill, Greenville, Ohio. i 

OHIO INDEPENDENT TELEPHONE ASSOCIATION. 
O. O. Welsheimer, Columbus, Ohio. 


OHIO SOCIETY OF MECHANICAL, ELECTRICAL AND STEAM 
ENGINEERS. Secretary, F. W. Ballard, Cleveland, Ohio. 


OHIO STREET RAILWAY ASSOCIATION. Charles 
Currie, Akron, Ohio. 


OKLAHOMA ELECTRIC LIGHT, RAILWAY AND GAS ASSO- 
CIATION. Secretary, Galen Crow, Guthrie, Okla. 


OLD TIME TELEGRAPHERS’ AND HISTORICAL ASSOCIATION. 
Secretary, Frank J. Scherrer, New York, N. Y. 


ORDER OF THE REJUVENATED SONS OF JOVE. Mercury, 
C. B. Roulet, Dallas, Tex. 


Secre- 


Secretary, 


Secretary, D. L. Gas- 


Secretary, 


Secretary, 
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PACIFIC COAST ELECTRIC TRANSMISSION ASSOCIATION. 
Secretary, Samuel G. Reed, Portland, Ore. 


PENNSYLVANIA ELECTRIC ASSOCIATION. 
Smith, Towanda, Pa. 

PENNSYLVANIA STATE INDEPENDENT TELEPHONE ASSO- 
CIATION, Secretary, H. E. Bradley, 135 South Second Street, 
Philadelphia, Pa. 

PENNSYLVANIA STATE STREET RAILWAY ASSOCIATION. 
Secretary, Charles H. Smith, Lebanon, Pa. 

PIKE’S PEAK POLYTECHNIC SOCIETY. Secretary, E. A. Saw- 
yer, Colorado Springs, Colo. Meetings, second Saturday of 
each month. 

RAILWAY SIGNAL ASSOCIATION. Secretary, C. C. Rosenberg, 
Bethlehem, Pa. Next annual meeting, Louisville, Ky., Octo- 
ber 12-14, 1909. 

SOCIETY FOR THE PROMOTION OF ENGINEERING EDUCA- 
TION. Secretary, Arthur L. Williston, Pratt Institute, Brook- 
lyn, N. Y. 

SOUTH DAKOTA INDEPENDENT TELEPHONE ASSOCIATION. 
Secretary-treasurer, E. R. Buck, Hudson, S. D. 

SOUTHWESTERN ELECTRICAL AND GAS ASSOCIATION. Sec- 
retary, J. A. Myler, Jr., 608 Juanita Building, Dallas, Tex. 


STREET RAILWAY ASSOCIATION OF THE STATE OF NEW 
YORK. Secretary, J. H. Pardee, J. G. White & Co., New 
York, N. Y. 


TEXAS INDEPENDENT TELEPHONE ASSOCIATION. Secretary, 
Charles F. Speed, Texarkana, Ark. 


UNDERWRITERS’ NATIONAL ELECTRIC ASSOCIATION. Sec- 
retary Electrical Committee, G. M. Goddard, 55 Kilby Street, 
Boston, Mass. 

VERMONT AND NEW HAMPSHIRE INDEPENDENT TELE- 
PHONE ASSOCIATION. Secretary-treasurer, G. W. Buzzell, 
St. Johnsbury, Vt. 

VERMONT ELECTRICAL ASSOCIATION. Secretary, C. C. Wells. 
Middlebury Electric Light Company, Middlebury, Vt. 

VIRGINIA STATE INDEPENDENT TELEPHONE ASSOCIATION. 
Secretary, B. L. Fisher, Rocky Mount, Va. 

WESTERN ASSOCIATION OF ELECTRICAL INSPECTORS. Sec- 
retary, W. S. Boyd, 382 Ohio Street, Chicago, Ill. 

WESTERN SOCIETY OF ENGINEERS (Electrical Section). Sec- 
retary, J. H. Warder, 1737 Monadnock Block, Chicago, Il. 

WISCONSIN ELECTRIC AND INTERURBAN RAILWAY ASSO- 
CIATION. Secretary, Clement C. Smith, president Columbia 
Construction Company, Milwaukee, Wis. 

WISCONSIN INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, J. C. Crowley, Jr., Superior, Wis. 

ALABAMA LIGHTING AND TRACTION ASSOCIATION. Tem 
porary secretary, F. K. Jackson, Mobile, Ala. 


Secretary, E. S. 


DATES AHEAD. 


Association of Car-Lighting Engineers. 
Chicago, Ill., November 16. 

National Society for the Promotion of Industrial Education. 
Annual mecting, Atlanta, Ga., November 19-21. 

International Independent Telephone Association. 
convention, Chicago, Ill., December 1-3. 

American Society of Mechanica] Engineers. 
New York city, December 1-4. 

American Roentgen Ray Society. 
city, December 28-30, 

Chicago Electrical 
16-30, 1909. 

American Association for the Advancement of Science. An- 
nual meeting, Ballimore, Md., January, 1909. 
Northwestern Electrical Association. 

waukee, Wis., January, 1909. 


First annual meeting, 


Annual 
Annual meeting. 
Annual meeting, New York 


Show. Coliseum, Chicago, Ill., January 


Annua] meeting, Mil- 


RECORD OF ELECTRICAL PATENTS. 


Issued (United States Patent Office) November 3, 1908. 


902,553. RAILWAY-SIGNALING APPARATUS. Edward R. Brod- 
ton, Mobile, Ala., assignor to George H. Fonde and Ernest E. 
Wagar, Mobile, Ala. Filed November 19, 1907. A wireless- 
telegraph railway-signal system. 


902,554. INDICATOR. George Brown, Sarnia, Ontario, Canada, 


assignor to Brown Automatic. Indicator Company, Port Huron, 
Mich. Filed May 18, 1907. A controller has a co-operating 
and a selected contact, and means operating upon an over- 
movement for reversing a motor and for cutting it out again 
before the co-operating contact is returned to the selected 
contact. 


November 14, 1908 


902,569. DETECTOR. Cornelius D. Ehret, Ardmore, Pa., assignor 
to International Telegraph Construction Company. Filed July 
29, 1905. A wave-responsive device for a wireless signaling 
system consists of a two-fluid primary cell. 


902,588. ROTOR CONSTRUCTION. Charles E. Lord, Norwood, 
` Ohio, assignor to the Bullock Electric Manufacturing Com- 
pany. Filed June 22, 1905. A revolving field has wedge- 


aie ie field coils whose sides are radial with respect to the 
shaft. 


902,600. VALVE-CONTROLLING APPARATUS. William B. D. 
Penniman, Baltimore, Md. Filed June 23, 1905. An electric 
motor operates the valve mechanism in both directions and 


an automatic switch controls the direction of the current 
through the motor. 


902,607. METHOD FOR PRODUCING NITRIC OXIDE. Isaiah L. 
Roberts, New York, N. Y. Filed February 20, 1907. The 
method consists in subjecting a mixture of nitrogen and oxy- 
gen to an electric arc containing chromium. 


902,613. RECEIVING APPARATUS. Harry Shoemaker, Jersey 
City, N. J., assignor to International Telegraph Construction 
Company. Filed January 20, 1906. In a wireless signaling 
system a wave detector consists of a pair of primary cells of 
minute power connected in opposition to each other. 


902,621. MOTOR-CONTROL SYSTEM. Emmett W. Stull, Nor- 
wood, Ohio, assignor to Allis-Chalmers Company and the 
Bullock Electric Manufacturing Company. Filed August 27, 
1906. A controller for commutating-pole motors is arranged 
to connect resistances in series with the motors or in shunt 
with their fleld magnets. 


902,624. ELECTROMAGNET. Burton W. Sweet, Cleveland, Ohio, 
assignor to Century Telephone Construction Company, Buffalo, 
N. Y. Filed May 19, 1906. A telephone drop magnet with 
self-restoring jack. i 
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902,588.—-ROTOR CONSTRUCTION. 


902,628. TROLLEY WHEEL. Lewis J. Tetlow, Chicopee Falls, 
Mass., assignor to New England Trolley Wheel Company, 
Holyoke, Mass. Filed January 2, 1908. The hub of the whee] 
has a chamber containing bearing discs and lubricating ma- 
terial forming the spaces between the discs. 


902,680. ELECTRIC SIGNALING APPARATUS. Nelson M. Wat- 
son, Detroit, Mich., assignor to John Henry Carstens, Detroit, 
Mich. Filed May 21, 1906. In combination with the throttle 
and reversing levers of an engine is a battery circuit, in- 
cluding an alarm and a number of indicating signals. 


902,637. FLUID-PRESSURE SYSTEM. Bert Aikman, Chicago, 
Ill., assignor to National Brake and Electric Company, Mil- 
waukee, Wis. Filed May 27, 1907. The pressure in a motor- 
driven compressed-air system regulates the speed of the motor. 


902,641. TELEPHONE SUBSTATION SET. Jules A. Birsfield, 
Chicago, Ill., assignor to Alfred Stromberg, Chicago, Ill. Filed 
November 20, 1906. Attached to the inner surface of the door 
is a sheet of metal upon which are formed projections to 
serve as one element of a hinge, as lugs for retaining a con- 
denser, and as lugs for mounting a spring latch for holding 
the door closed. 


902,642. TRANSMITTER HINGE. Jules A. Birfield, Chicago, Ill., 


peti to Alfred Stromberg, Chicago, Ill. Filed March 28, 


902,681. STORAGE BATERY. David P. Berry, Chicago, Ill., as- 
signor to William Morrison, Chicago, Ill., and M. A. Lumbard, 
Des Moines, Iowa. Filed January 2, 1904. Renewed March 
18, 1908. The battery comprises an upright copper cell, an 
alkaline electrolyte, a vertical negative element surrounded 
by a positive element made of concentric cylinders of copper- 


wire gauze with an interposed layer of prepared copper and 
cadmium oxide. 
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A ball-and-socket hinge for adjusting the transmitter. 
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902,715. TELEPHONE-EXCHANGE SYSTEM. Elmer R. Corwin, 
Chicago, Ill., assignor to Monarch Telephone Manufacturing 
Company. Filed December 12, 1904. Circuits for the super- 
visory relay and lamps are described. | 


902,720. SINGLE-PHASE COMMUTATOR MOTOR. George W. 
Euker, Boston, Mass., assignor to Diehl Manufacturing Com. 
pany. Filed August 20, 1907. A field magnet having a pair 
of consequent poles, each of which is symmetrically subdi- 
vided, has series windings for each pole and separate serially- 
connected windings for each of the subdivisions. 


902,741. WARP STOP-MOTION FOR LOOMS. Frederic E. Kip, 
Montclair, N. J. Filed July 27, 1907. A closing drop for an 
electrical stop-motion. 


902,720.—SINGLE-PHASE COMMUTATOR MOTOR. 


902,753. BULLET PROBE. George E. Marshall, Aguilar, Colo. 
Filed May 8, 1907. A flexible insulated tube has two comple- 
mental probe members at one end adapted to form electrodes, 
and a low-voltage incandescent lamp in series with a battery. 


902,755. ELECTROLYTE FOR ELECTROPLATING. Otto Meyer, 
Richmond, Va. Filed March 22, 1907. A solution of chloride 
of copper and chlorides of other metals in alcohol. 


902,773. MAGNET FOR TELEGRAPHONES. Harve R. Stuart, 
Wheeling, W. Va. Filed March 2, 1908. A recording magnet 
in the fcrm of a solenoid with a recording wire passing 
axially through the same. 


902,930.—_TELEPHONE SYSTEM. 


902,777. SYSTEM OF ELECTRICAL DISTRIBUTION. Joseph H. 
Tracy, Philadelphia, Pa. Filed March 19, 1908. Combined 
with a storage battery is a booster with special windings for 
regulating the charge and discharge of the battery with fluc- 
tuations in the combined alternating and direct-current excita 
tion. 


902,781. BALL-BEARING TROLLEY WHEEL AND HARP. Ste- 
phen Tully, Jr., Philadelphia, Pa. Filed February 27, 1908. 
The wheel has a spherical central portion provided with un- 
broken, smooth, outer bearing surfaces. 


902,782 and 902,783. IGNITION SYSTEM FOR EXPLOSION EN- 
GINES. Richard Varley, Englewood, N. J., assignor to the 
Autocoil Company. Filed October 1, 1906. A cam and vibrator 
mechanism for opening and closing the primary circuit. 


902,792. TYPE-PRINTING TELEGRAPH APPARATUS. Gustaf 
A. M. Agrell, Stockholm, Sweden. Filed January 8, 1908. An 
electric type-printing apparatus has a movable type wheel 
and a number of wheel-overating members. 


902,798. INTERMITTENT ILLUMINATING SYSTEM. Francis B. 
Badt, Chicago, Ill. Filed August 9, 1905. A flasher operated 
by a solenoid and thermostat. 
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902,834. CONTROLLER. William D. Pomeroy, Norwood, nat 
and Edwin C. Wright, Newport, Ky., assignors to the Bulloc 
Electric Company. Filed August 4, 1903. Renewed February 
21, 1907. Deflectors are arranged between the contacts of the 
controller cylinder. 


902,851. ELECTRIC-GENERATION SYSTEM. Fred R. Babcock, 
Chicago, Ill. Filed March 23, 1907. A combination of a gen- 
erator, storage battery, and regulating devices for charging 
the battery from a source of power whose speed varies con- 
siderably. 


902,857. LINT-REMOVER FOR ELECTRICAL WARP STOP-MO- 
TIONS. Edmond Champagne, Jr., Albion, R. I. Filed May 6, 
1908. Combined with the contact roll are circuit-closing 
means and a roll for wiping the contact roll. 


902,892. METHOD OF AND APPARATUS FOR ELECTRO- 
PLATING. George A. Lutz, Plainfield, N. J., assignor to 
American Circular Loom Company, Portland, Me. Filed June 
27, 1908. The method of plating the interior and exterior of 
a hollow article consists in simultaneously passing a current 
through anodes within and without the article and causing 
the current to flow longer through the outer anode. 


902,930. TELEPHONE SYSTEM. Harry G. Webster, 
Ill., assignor to Kellogg Switchboard and Supply Company, 
Chicago, Ill. Filed December 19, 1902. In connection with a 
number of telephone lines are line relays, the total number 
of which is less than the number of lines. 


902,936. HEAT-CONTROLLING APPARATUS. Michael J. Bri- 
erty, Chicago, Ill. Filed January 20, 1908. An electromag- 
netically-controlled motor drives a shaft through a train of 
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9(3,116.—PYRO-ELECTRIC GENERATOR. 
902,960. ELECTRIC-LIGHT FIXTURE. 


Jobn H. Goehst, Chicago, 
Ill. Filed February 13, 1908. To the base of the chandelier 


stem is attached a support through the perforations of which 
the sockets extend. 


902,962. PUSH-BUTTON FOR ELECTRIC SWITCHES. Gilbert 
W. Goodbridge, Bridgeport, Conn., assignor to the Perkins 
Electric Switch Manufacturing Company, Bridgeport, Conn 
Filed July 24, 1908. A sheet-metal button-head is fastened 
to a stem having a tubular head. 


902,975. STORAGE BATTERY. Simon Lake, Bridgeport, Conn 
Filed July 6, 1907. Each battery plate consists of two 
rectangular grids united at their tops and provided on both 
sides with a number of recesses containing active material. 


902,985. CONTROLLER FOR MOTOR TRACTION CARS. 
liam C. Mayo, El Paso, Tex., assignor to George E. Briggs, 
Barstow, Tex., and to John Houlehan, El Paso, Tex. Filed 
February 24, 1908. The movement of the controller arm in 
one direction governs the electric motors; the movement in 
the other direction governs the electrically-controlled brakes. 


902,990. ARC LAMP. Richard P. Myers, Walthamstow, England. 
Filed July 22, 1907. In this are lamp there is a thermally- 
expansible metal strip arranged in series with the arc. 


903,076. AUTOMATIC FIRE-ALARM SYSTEM. Charles J. Fox, 
London, England. Filed August 3, 1906. A combined service 
electric-bell system and an automatic fire-alarm system has a 
service-bell circuit, a thermostat circuit and a corridor-bel] 
circuit. 


903,090. DYNAMOMETER FOR EXPLOSION ENGINES. Nevil 
M. Hopkins, Washington, D. C. Filed February 12, 1908. A 
fitting on the cylinder carries the gas igniter and a thermo- 
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couple, the latter being connected to an external electric 
indicator. 


903,116. PYRO-ELECTRIC GENERATOR. George J. Vokel, Phila- 
delphia, Pa. Filed January 15, 1908. A number of thermo- 
electric couples are arranged in sets, the inner ends being 
heated and the middle portions cooled through a set of verti- 
cal conduits. 


903,130. BINDING POST. Charles Cuno, Meriden, Conn., as- 
signor to Connecticut Auto Engineering Corporation, Meriden, 
Conn. Original application filed September 19, 1906. Divided 
and this application filed November 11, 1907. A _ threaded 
binding post with washer and nut. 


903,141. SOCKET FOR INCANDESCENT ELECTRIC LAMPS. 
George B. McBean, Chicago, Ill., assignor to Mechanical and 
Electrical Manufacturing Company, Chicago, Ill. Filed May 
18, 1907. An attaching base contains a shell to which is 
fastened a button provided with a shoulder that interlocks 
with the corresponding hole in the shell. | 


903,152. COMBINED FIRE-ALARM AND EXTINGUISHING SYS: 
TEM. Charles E. Buell, North Plainfield, N. J., assignor to 
General Fire Extinguisher Company, New York, N. Y. Filed 
May 10, 1900. Combined with a sprinkler system is a tele- 


phone circuit and means for sending different signals over 
this circuit. 


903,153. COMBINED TELEPHONE AND FIRE-ALARM SYSTEM. 
Charles E. Buell, North Plainfield, N. J., assignor to General 
Fire Extinguisher Company. Originally filed May 10, 1900. 


Divided and this application filea April 9, 1901. A modifica 
tion of No. 903,152. 


PATENTS THAT HAVE EXPIRED. 


Following is a list of electrical patents (issued by the United 
States Patent Office) that expired November 10, 1908: 


462,681. ELECTRIC CONDUCTOR. J. A. Barrett, Brooklyn, N. Y. 


462,688. ELECTRIC-RAILWAY SYSTEM. H. C. Camp, St. Paul, 
Minn. 
462,696. ICE-CREAM FREEZER. T. B. Garretson and W. B. 


Thatcher, Oskaloosa, Iowa. 
462,698. ELECTRIC ARC LAMP. J. E. Giles, Hazleton, Pa. 


462,741. POLICE-SIGNAL TELEGRAPH SYSTEM. C. A. Rolfe, 
Chicago, III. 


462,751. ELECTRIC-RAILWAY MOTOR. 
Lynn, Mass. 


462,756. CARBON HOLDER FOR ARC LAMPS. 
Brooklyn, N. Y. 


462,793. ELECTRIC CAR BRAKE. J. D. Collier and J. P. Miller, 
Woodville, Tex. 


462,794. ELECTRICAL CONNECTION AND SIGNAL FOR RAIL 
WAY CARS. J. D. Collier and J. P. Miller, Woodville, Tex. 


462,807. ELECTRIC CAR COUPLING. J. D. Collier and J. K. P. 
Miller, Woodville, Tex. 


462,808. POLICE-SIGNAL SYSTEM. N. B. Cregier, Chicago, Ill. 


C. J. Van _ Depoele, 


J. J. Wood, 


462,813. SIGNAL SYSTEM FOR TELEPHONE PAY STATIONS. 
Wm. Gray, Hartford, Conn. 
462,835. ELECTRICAL INDICATOR FOR ELEVATORS. C. G. 


Armstrong, Chicago, Il. 


462,850. ELECTRIC CIRCUIT-CLOSING AND BREAKING DE- 
VICE FOR RAILWAY TRACKS. T. H. Patenall, Rahway, N. J. 


462,881. ARMATURE FOR DYNAMO-ELECTRIC GENERATORS. 
S. H. Short, Cleveland, Ohio. 


462,882. ARMATURE FOR DYNAMO-ELECTRICGC MACHINES. 
S. H. Short, Cleveland, Ohio. 


462,901. DUPLEX AND QUADRUPLEX TELEGRAPHY. F. W. 
Jones, New York, N. Y. 


462,973. BRUSH HOLDER FOR DYNAMO-ELECTRIC MA- 
CHINES. E. Thomson and Wm. O. Wakefield, Lynn, Mass. 


463,001. ELECTRICAL ANNUNCIATOR. J. B. Smith, Manches- 
ter, N. H. 


463,020. ELECTRICAL RAILWAY SYSTEM. 
York, N. Y. 


463,024. REVERSIBLE ELECTRIC TROLLEY. 
C. E. Blake, Minneapolis, Minn. 


463,079. ELECTRIC CONDUCTOR. C. T. Snedekor, New York, 
N. Y. 


G. T. Woods, New 


J. W. Bates and 


463,086. ELECTRIC SAFETY CUT-OUT DEVICE. A. G. Water- 
house, Hartford, Conn. 


ELECTRICAL REVIEW 


AND 


___WESTERN ELECTRICIAN 


CHICAGO, SATURDAY, 


VoL. LII. No. 21. 


NOVEMBER 21, 1908. 


ISSUED WEEKLY 


BY THB 


ELECTRICAL REVIEW PUBLISHING COMPANY. 
CHARLES W. Price, President. 
STRPEEN H. GODDARD, Vice-President. H. 8. TUTHILL, Secretary. 
PmLIPr 8. Dopp, Manager, C. W. ForBRICH, Assistant Treasurer. 


PUBLICATION OFFICE: 204 DEARBORN STREET, CHICAGO. 


The present publication comprises: BLEcTRICAL Revisw, VoL. LIII, 
No. 21; WESTERN ELECTRICIAN, VOL. XLIII, No. 21. 


BH. E. Wood. 
BurorPmax OFFICE ... . « . 42 Old Broad Street, London, B. C. 
“Henry W. Hall. 


ea een 


A. A. Gray, Managing Editor. 


"e 


13 Park Row, New York. 


SUBSCRIPTIONS 
One Year, United States . . . . . s e e o o e o o o o $3.00 
One Year, Canada... as Bot cee E 
One Year, Foreign Countries eo an g a è s a e. > e 600 
Single Copy, 10 cents. Back numbers, beyond one month, each . 26 
Changes of address reaching thisoffice later than Monday cannot be 


. Made until the issue next following. 


ee e 


Application made for entry at the Post Office at Chicago as second- 
class matter under the Act of March 8, 1879. 


CONTENTS. 
EDITORIAL: 
Car-Lighting Eingineers........cccce coc scc teeter ene s rear esaerecacees 761 
Maintaining the Magnetite Arc SysteM.....e.sseesesreoreserssooene 762 
Municipal Lighting in Chicago.....ss.esssesscsecessesrsesecoecoree 763 
Electric Heating... ..ccccccc ccc cc cote en er errseecenecaccessrcernseese 763 
The Electrification of the St. Clair Tunnel..........ecsccervevceee 763 
Final Report of International Conference on Electrical Units and 
StandardS. ..ccccccccccceccccccesessceteeresesersetnreseteertoesasece 764 
Annual Report of Cornell University .... cc. cece esos ence scree reer eccces 766 
New York Rapid Transit Investigation..........ee eee ce cere rer eeeeees 765 
The Blectrification of the St. Clair Tunnel, by O. H. Caldwell........ 766 
Progress on the Detroit TunnelS....ssssseeseseorsossocssecosecseeveore 773 
Mineral Products of the Last Ten Yeasrs.... ce rere cercnrcecevccerscees 774 
New York Public Service Commission Gives Hearing on Proposed 
Wilgus Freight SUDWäy...sese.sosoesesoescoassoereareeocorecsoacrenes 
Fennsylvania Electrification...... E E A E E S E E 774 
Electric Heating......ssesseeseseroesesososseoscessrosseresoeceococoeces 775 
Reorganization of New York Metropolitan... .. cc cece ccc w cece case revens (7I 
Civil Service Examinations for New York State and County Service. 777 
Association of Car-Lightling iùngineerS......ssee.sseseseesessesoceasere 178 
Chicago Section, Illuminating Engineering Sociely........eceeseeeeees 781 
The IMuminating Engimecringg SOCIELY.. cece cece rece reer etcerencceenes 781 
More Westinghouse SLUCK...ccccesereencerers ee ee re ree ee 151 
sulectrical Supplies for the Navy DepartMentl...e.s.ssossessseseseceecaso 78 
Alternating Currents and Their Applications, by Eason R. Wolcott.. 782 
Government in Favor of Lower Cable Toll... cc ccc ee cnc eccoeseccene 7383 
rittsburg Section of the American Institute of Electrical Engineers.. 733 
Features of Municipal Lighting in Chicagu—last and Present........ 7384 
Annual Report of the Commonwealth-bdison CUMPpany.......cerercece T55 
blectrical trades Association of CONiCagU.......ecesssosecescesesoesaosoe 185 
Western Society of Engineers. .... ub do cpitdela ate toa E ako ik oi kee Shae aired wee Nea ee 736 
National Sales Managers’ ASSOCIATION... .. cc cece cece reece cence neens 187 
Ready References in Calculating General Mlumination, by W. B. 
BonhaM.....ssesessoscosssssoere ee rere ER Cds th wees are wewete COL 
Chicago Biectric.Clubiecssicccsa erorien E ENEE Ea ab danastasee ce outs cawas «| 
New York Electrical Society.....e.s.esessssesesssacoseoseveosaesescoacoo 187 
REVIRWS OF CURRENT ENGINEERING AND SCIBNTIFIC LITERATURE......... 788 
INDUSTRIAL SECTION: 
Remote-Control Switches, by H. W. YOung.......cccsereececvecs 790 
Telephone Switchboard Building in Kecord-Breaking Time, by 
B. E BLOW GS oe iiieG a cat eno iaoiai aaa Biota EE 791 
A Big Shipment of Tungstoliers EE E eos E E A T P 792 
The Phelps Alloy occecisersr anne Ene pE eee a Ea ee ES 792 
An Electrically-Driven Tool Grinder............ AETAT serors 7193 
Electric Food WarmersS........s-.ccsosacserase> POE EEEE PEER wee 793 
General Electric OrdEerS.........s.scsscsessesoscoscesroseecsescoas woe 793 
New Line of Service Switches and Cutout and Branch Boxes.... 794 
Buying on Chemical SpecificationS......ccsecssveeeeees else Siem aera 4 
CURRENT ELECTRICAL NEWS.....+.00000> clash ta Bea O aa beatae, TOS 
RECORD OF HLACTRICAL PATENTS. ......... ee ree err tesedwnan 802 


Copyright, 1908, by Electrical Review Publishing Co. 


CAR-LIGHTING ENGINEERS. 


The first annual meeting of the Association of Car Lighting 
Engineers was held the best part of the week at the Grand Pacific 
Hotel, Chicago, and several thoroughly interesting and profit- 
able sessions were participated in. On Wednesday evening the 
annual banquet was held, and on Friday the engineers made 
a visit of inspection to Milwaukee. 

Two of the papers read at the opening session were particu- 
larly interesting. The first, by Mr. Patrick Kennedy, referred 
briefly to the general developments of car lighting by electricity, 
utilizing both the straight storage-battery equipment and com- 
binations of axle-driven generators and other forms of installa- 
tion. In the course of his paper Mr. Kennedy called attention 
to several absurdities upon which patents had been granted, and 
through which it was expected that the problem would be solved. 

The other paper was by Mr. W. L. Bliss, and brought out 
with great clearness the innumerable difficulties under which 
the pioneers in this development have labored. Contrary to the 
present-day spirit of enterprise, there were not many railroad 
magnates in the old days who would consent to the spending 
of considerable sums of money for the trying-out of the various 
systems of car lighting. Mr. Bliss paid tribute, however, to 
several of those who, through their generosity and broadminded- 
ness, had made possible the present-day developments, 

While the advantage of using electric incandescent lamps 
for car lighting was recognized long ago, and installations made 
both here and abroad in the early eighties, the general tendency, 
except on a few of the larger roads, has been to get along in a 
loose fashion with any light which might be available and 
easily installed, placing the light units in a more or less hap- 
hazard fashion. The car-lighting engineer of today realizes 
that the comfort of the passenger will be greatly increased, and 
the value of the services of the engineers to their employers 
enhanced, if proper consideration is given to selecting the best 
types of equipment, as regards utility, reliability and accessi- 
bility, and distributing the light sources in the most scientific 
fashion. 

Car-lighting engineering involves considerable detail of elec- 
trical ingenuity in construction and design, high mechanical 
ability in the same directions, and talent in the selection and 
placement of the lighting units. Today we call the latter feature 
illuminating engineering. So there is a possibility of combining 
the services of highly-trained men to work out the best system 
of power generation, and the best system of light distribution. 

The electric train-lighting system today consists essentially 
of a dynamo either driven from the axle of the train by some 
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form of transmission, or operated by an auxiliary prime mover 
supplied with steam from the locomotive, a storage SALEN; a 
pole-changing device for taking care of the direction of running, 
an automatic switching contrivance for effecting the contrel of 
the battery, lamp and dynamo connections, and a regulating de- 
vice for taking care of gencrator and lamp regulation. 

The difficulties involved in axle-lighting in securing a direct 
and continuous drive have been almost insuperable. In most 
cases it is necessary to take the rough axle as it is received, equip 
it with a collar or hollow sleeve, and provide some form of 
elastic or telescopic transmission gearing between the driving 
axle and the pulley of the generator. The pounding and ham- 
mering to which the generator and the driving system are sub- 
jected make direct gearing almost impossible, and to secure a 
proper method of suspension the greatest effort has been made. 
The problem seems to have been best solved by the use of the 
rubber belt with a sufficiently large pulley ratio and wide enough 
pulley faces. Where the equipments are large enough to be 
built ruggedly and made a part of the locomotive, the problem 
of direct gearing is simplified. In the other case the belt forms 
a sort of mechanical safety fuse in the power-transmission sys- 
tem. 

The equipment of railroad car-repair shops becomes a mat- 
ter of importance in considering an axle-driven electric-lighting 
installation. Locomotive roundhouses are equipped with pits, 
which make the inspection of heavy generator cases an casy 
matter. Where the equipment which forms a part of the car 
is not placed in an easily accessible position, the labor of the 
repair man and the car-lighting engineer is greatly increased. 

Pole-changers of every description, utilizing air, gas, gravity, 
mechanical movements, and others electrically operated, have 
been put forward for use in car lighting. The opinion seems to- 
day to favor the electrically-controlled pole-changer and brush- 
shifting mechanism. Some of the greatest difficulties encoun- 
tered have been in effecting a proper relation between the dynamo 
and the discharged storage battery. To secure that regulation 
which will keep the battery properly charged and connect the 
dynamo while the train is running to either the lamp circuit 
or the battery circuit, as conditions may. require, and which 
will automatically switch the battery onto the lamp circuit 
without prohibitive voltage fluctuations at the Jamp terminals 
when the train is either running slow or standing still, has not 
been an easy task. 

ft is the opinion of Mr. Bliss that a great many of these 
problems have been, or are about to be, solved. The experience 
gained these many yeats has been profitably taken advantage 
of, and the men who have done the work are still available, so 
that it is easy to believe that they will see the consummation 
of their labors and enjoy the appreciation of perfected svstems 
of train lighting in the very near future. To this end the asso- 
ciation just organized can lend great help, and this is one of 
the fundamentals of the organization—to effect that uniformity 
of equipment and betterment of service which will put train 
lighting on the plane that has heen reached in the best types 
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MAINTAINING THE MAGNETITE ARC SYSTEM. 


The extension of the magnetite are lamps system in central- 
station strect-lighting applications raises a number of special 
points in design and operation which are as yet not widely ap- 
preciated by power-plant attendants. The use of the constant- 
current transformer in conjunction with the mercury-are recti- 
fier presents some unusual problems in wiring, and there is here 
an excellent opportunity to employ the most advanced forms of 
iron conduit construction in planning the installation. In an 
ordinary 2,300-volt alternating-current plant both the constant- 
current transformer and the mercury-are rectifier must come 
between the main station bus-bars and the arc-circuit distrib- 
uting board. The first piece of apparatus obviously transforms 
constant potential into constant-current energy, while the mer- 
cury rectifier wipes out all the pulsations in one direction and 
delivers a direct current of constant amperage to the arc panels, 
since the latter is essential to the operation of the magnetite arc 
Jamp under present commercial conditions. In the lay-out of 
such a system compactness in apparatus arrangement tenda to 
bring the cost of wiring down, and if the equipment is not 
crowded, economy in first cost will be consistent with operating 
flexibility and ease of repairs. 

In the actual operation of the system it is most important 
to keep the lines free from grounds, perhaps even more neces- 
sary than in the operation of an ordinary direct or alternating- 
current are system. The reason for this is that the small cur- 
rent of four amperes used by the magnetite system at the lamps 
will not burn off incipient crosses as will the larger current of 
the older service. Hence a cross means that a circuit gocs out 
of commission until it can be located and removed. Another 
point of importance is to keep the rectifier tubes from flashing. 
A flash amounts to an open circuit in this case, and produces 
a corresponding strain on the insulation of the lines and ap- 
paratus. 

It is desirable to keep a careful record of the hours of service 
of each tube on a blank designed for the purpose. Each tube 
should be numbered, and in this way the life can readily he kept 
up to date. In some cages the tube life is now exceeding from 
2,000 to 2,500 hours, which makes the cost verv low at an initial 
investment of about $25 per tube. The ordinary magnetite arc 
lamp exhibits a high efficiency at the lamp, since four amperes 
at eighty volts are adequate for the service, but in order to 
check the performance of the system as a whole a recording watt 
meter should be located just bevond the alternating-current bus- 
bars, where the initial circuits running to the tube transformers 
are tapped oif. Instead of an average of 320 watts per are, the 
total input per lamp at the 2,300-volt bus-bar is Hable to be 
from 380 to 390 watts, representing a loss of about seventeen 
per cent in all the apparatus of the system. Considering the 
two current transformations this is not by any means a bad 
showing, and if the condition of the insulatien and the flashing 
of the tubes are kept under close control, the results ought to 
he satisfactory in cases where this svstem seems to be the best 


for the local requirements. 
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MUNICIPAL LIGHTING *IN CHICAGO. 


At a recent meeting of the Chicago Electrice Club, William 
Carroll, City Electrician of Chicago, made some interesting 
comparisons of the lighting of Chicago and other great cities 
in this country. Early in the year it was discovered that, as 
compared with New York, which contained 14,756 municipal 
The latter city had 3,000 less 
than Philadelphia, and a great many more than Cincinnati, 


are lamps, Chicago had 8,822. 


Boston or St. Louis. The annual cost of municipal lighting 
in Chicago last year was $1,031,542; in New York, $2,648,546 ; 
in Philadelphia, $1,621,049, and in the other cities named con- 
siderably less. Only two of the cities—New York and Phila- 
delphia—had a greater estimated candlepower than Chicago, 
and only one—New York—a greater area to be lighted. 

It is interesting to note the development of the cost of mu- 
In 1895 it cost Chicago $1,098,000, in round 
numbers, for an estimated candlepower of 3,964,000. For the 
year 1907 the cost was $1,031,542, and the estimated candle- 
power 18,233,000, 

Considerable improvement will be effected by changing over 


nicipal lighting. 


from the old steam stations to the new transformer substations, 
which will receive their primary source of current from the 
Drainage Canal system. The circuits which, under the old 
conditions, sometimes contained twenty-eight miles of. wire, will 
also be materially shortened, the substations being established 
at natural centers of distribution. 

It is estimated that in order to properly light the Chicago 
district at least 29,000 arc lamps will be needed. Assuming 
a cost of $115 per lamp, the total required would be nearly 
$2,000,000. Adding to this the cost of replacing the existing 
equipment, the cost would come to approximately $2,305,000. 

Mr. Carroll and his predecessors have done the best possible 
with the facilities at hand, and the appropriations which have 
been available for municipal lighting. If there is to be ade- 
quate lighting in this great city, and if this result is to be 
accomplished quickly, the large amount of money necessary 
must be secured at one time, and can hardly come out of the 
general taxes. The adequate lighting of the city at the present 
day will certainly inure to the benefit of posterity, ‘and it does 
not scem unreasonable that posterity should be saddled with 
some of the burden, and effectual means taken at once to secure, 
by bonds or otherwise, the wherewithal to effect this very neces- 
sary public improvement. 


ELECTRIC HEATING. 


The subject of electric heating has come to the fore of late 
Years, and has attracted a gocd deal of discussion. Through 
the persistent efforts of a few hardy workers the possibilities of 
this method have been forced on the central stations and the 
manufacturers, and today we are more or less familar with a 
number of contrivances for utilizing electricity as an agent for 
producing heat in domestie and industrial operations. 

At the meeting of the American Institute of Electrical Engi- 
neers last week, Mr. W. S. HWadaway, J r., presented a paper 
entitled “Electric Heating,” which, in a most conservative fash- 
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ion, pointed out some of the limitations and advantages of heat- 
ing by electricity. It appears that for industrial operations 
where a high heat and localized application are desirable, there 
is nothing so economical as the electric heating device, leaving 
out of consideration the concomitant advantages of cleanliness, 
convenience and better hygienic conditions. In the larger appli- 
cations, such as heating large rooms, it would appear that elec- 
tricity is a rather poor competitor of low-pressure steam, espe- 
clally where steam is readily available. On the other hand, 
there are those exponents of electric heating for both domestic 
and industrial applications who do not hesitate to say that the 
apparatus for converting electrical energy into heat is available, 
and all that is needed to make it highly popular and strictly es- 
sential is a cheapening of the cost of production. In competi- 
tion with electricity the price of gas has been brought to a pretty 
low level, and the possibility exists that as competition con- 
tinues, and as the materials of construction are more conserva- 
tively handled and the cost of production is reduced, electricity 
will become cheaper at a greater rate than gas. The possibility 
of utilizing large waterpowers, thus securing low power costs, 
with the probability of the raw material from which gaseous 
and solid fuel is converted increasing in value, heightens the 


likelihood of electricity taking first place as a heating agent. 


THE ELECTRIFICATION OF THE ST. CLAIR TUNNEL. 


On other pages of this issue there appears an illustrated 
description of the features of the electrification of the tunnel 
under the St. Clair River, operated by the Grand Trunk system 
between Port Huron, Mich., and Sarnia, Ontario. From portal 
to portal the tunnel is 6,032 feet in length, and the electrifica- 
tion has been carried out under the direction of the engineers 
of the company, with Bion J. Arnold acting in a consulting 
capacity. 

Several interesting features in electrical and mechanical de- 
sign have been worked out in order to make expedient the 
handling of trains through this tunnel under rather difficult 
As is well known, the electrical system of propul- 
sion is supplied by alternating current at twenty-five cycles and 
3,300 volts, the current being stepped down by means of venti- 
lated transformers carried on the locomotives to 235 volts for 
use by the motors. The power station is built on the Port 
Huron bank of the St. Clair River, almost directly over the 
tunnel, and the feeders are led to the tunnel by means of a 
shaft intake extending vertically from the power house. 


conditions. 


One of the striking features in the equipping of the gener- 
ating system is the installation of an automatic system for 
controlling combustion, to anticipate the demands for increased 
power when the trains are running through the tunnels and 
climbing the steep ascents. By means of under-feed stokers and 
throttling devices the demand for power is anticipated, and a 
throttling device on the steam supply to the fan engine in- 
creases the boiler capacity automatically. As the pressure re- 
establishes itself and tends to rise above normal, the supply 
of steam to the fan engine is diminished, bringing about equi- 


librium of service. 
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Final Report International Conference 
on Electrical Units and 
Standards. 


The sessions of the International Con- 
ference on Electrical Units and Standards 
were concluded on October 22. A prog- 
ress report of the meetings, and includ- 
ing a preliminary draft of the specifica- 
tions relating to mercury resistance 
standards, deposition of silver, and to 
the Weston normal cell, was given in the 
ELEctRICAL REVIEW AND WESTERN 
ELECTRICIAN of November 7. The final 
report adopted by the Conference is as 
follows in full: 


The Conference on Electrical Units and 
Standards, for which invitations were is- 
sued by the British government, was 
opened by the president of the Board of 
Trade, the Right Hon. Winston S. Church- 
ill, M. P., on Monday, October 12, 1908, 
at Burlington House, London, S. W. Dele- 
gates were present from twenty-one coun- 
tries, and also from the following British 
dependencies, namely, Australia, Canada, 
India and the Crown Colonies. It was 
decided by the conference that a vote 
each should be allowed to Australia, Can- 
ada and India, but a vote was not claimed 
or allowed to the Crown Colonies. The 
total number of delegates to the confer- 
ence was forty-three, and their names are 
set out in Schedule A appended to this 
report. 

The officers of the conference were: 
President, the Right Hon. Lord Rayleigh, 
O. M., president of the Royal Society; 
vice-presidents, Prof. S. A. Arrhenius, Dr. 
M. Egoroff, Dr. Viktor Edler von Lang, M. 
Lippmann, Dr. S. W. Stratton. Dr. E. War- 
burg; secretaries, Mr. M. J. Collins, Mr. 
W. Duddell, F. R. S., Mr. C. W. S. Crawley, 
Mr. F. Smith. 

The conference elected a technical com- 
mittee to draft specifications and to con- 
sider any matter which might be referred 


to the committee and to report to the 


Conference. The Conference and its tech- 
nical committee each held five sittings. 
As a result of its deliberation the Confer- 
ence adopted the resolutions and specifica- 
tions attached to this report and set out 
in Schedule B, and requested the delegates 
to lay them before their respective gov- 
ernments with a view to obtaining uni- 
formity in the legislation with regard to 
electrical units and standards. 

The Conference recommends the use of 
the Weston normal cell as a convenient 
method of measuring both electromotive 
force and current when set up under the 
conditions specified in Schedule C. 

In cases in which it is not desired to 
set up the standards provided in the reso- 
lutions, Schedule B, the Conference recom- 
mends the following as working methods 
for the realization of the international ohm, 
the ampere and the volt: 

1. For the International Ohm. 

The use of copies, constructed of suit- 
able material and of suitable form and 
verified from time to time, of the interna- 
tional ohm, its multiples and submultiples. 

2. For the International Ampere. 

(a) The measurement of current by the 
aid of a current balance standardized by 
comparison with a silver voltameter; 

(b) The use of a Weston normal cell 
whose electromotive force has been de- 
termined in terms of the international ohm 
and international ampere, and of a resist- 
ance of known value in international ohms. 

3. For the International Volt. 

(a) A comparison with the difference of 


electrical potential between the ends of a 
coil of resistance of known value in inter- 
national ohms, when carrying a current of 
known value in international amperes; or 

(b) The use of a Weston normal cell 
whose electromotive force has been deter- 
mined in terms of the international ohm 
and the international ampere. 

The duty of specifying more particularly 
the conditions under which these methods 
are to be applied has been assigned to the 
Permanent Commission, and pending its 
appointment, to the scientific committee 
to be nominated by the president (see 
Schedule D), who will issue a series of 
notes as appendix to this report. 

The Conference has considered the 
inethods that should be recommended to 
the governments for securing uniform 
administration in relation to electrical units 
and standards, and expresses the opinion 
that the best method of securing uniform- 
ity for the future would be by the estab- 
Hshment of an international electrical 
laboratory with the duties of keeping and 
maintaining international electrical stand- 
ards. This laboratory to be equipped en- 
tirely independently of any national 
laboratory. 

The Conference further recommends that 
action be taken in accordance with the 
scheme set out in Schedule D. 


SCHEDULE A-~LIST OF COUNTRIES AND 
DELEGATES, 


America (United States)—Dr. 8. W. 
Stratton, Dr. Henry S. Carhart, Dr. B. B. 
Rosa. 

Austria.—Dr. Viktor Edler von Lang; Dr. 
Ludwig Kusminsky. 

Belgium.—Prof. Eric Gérard, M. Clement. 

Brazil.—Mr. L. Weiss. 

Chile.—Don Victor Eastman. 

Colombia.—Don Jorge Roa. 

Denmark and Sweden—Prof. S. A. Ar- 
rhentius. 

Ecuador.—Sr. Don Celso Nevares. 

France.—Prof. Lippmann, M. R. Benoit, 
M. de Nerville. 

Germany.—Prof. Warburg, Prof. Jaeger, 
Prof. Lindeck. 

Great Britain—The Right Hon. Lord Ray- 
leigh (president), Prof. J. J. Thomson, Sir 
John Gavey, Dr. R. T. Glazebrook, Major 
W. A. J. O'Meara, Mr. A. P. Trotter. 

Guatemala.—Dr. Francisco de Arce. 

Hungary.—Joseph Váter, Dr. Desiré Har- 
sanyi. 

Italy.—Prof. Antonio Ròiti. 

Japan.—Dr. Osuke Asano, Mr. Shigeru 
Kondo. 

Mexico.—Don Alfonso Castell6, Don José 
Maria Perez. 

Netherlands.—Dr. H. Haga. 

Paraguay.—M. Maximo Croskey. 

Russia.—Dr. N. Egoroff, Col. L. Swentor- 
zetzky. 

Spain—Don José Maria Madariaga, Don 
A. Montenegro. 

Switzerland.—Dr. Fr. Weber, Dr. Pierre 
Chappuis, Dr. J. Landry. 

Australia—Mr. Cecil W. Darley, Prof. 
Threlfall. 

Canada.—Mr. Ormond Higman. 

Crown Colonies.—Major P. Cardew. 

India.—Mr. M. G. Simpson. 


SCHEDULE B— RESOLUTIONS, 


1. The Conference agrees. that as here- 
tofore the magnitudes of the fundamental 
electric units shall be determined on the 
electromagnetic system of measurement 
with reference to the centimetre as the 
unit of length, the gramme as the unit of 
mass and the second as the unit of time. 

These fundamental units are (1) the 
ohm, the unit of electric resistance which 
has the value of 1,000,000,000 in terms of 
the centimetre and second; (2) the am- 
pere, the unit of electric current which 
bas the value of one-tenth (0.1) in terms 
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of the centimetre, gramme and second; 
(3) the volt, the unit of electromotive 
force which has the value 100,000,000 in 
terms of the centimetre, the gramme and 
the second; (4) the watt, the unit of 
power which has the value of 10,000,000 in 
terms of the centimetre, the gramme and 
the second. 

2. As a system of units representing the 
above and sufficiently near to them to be 
adopted for the purpose of electrical meas- 
urements and as a basis for legislation, the 
Conference recommends the adoption of 
the international ohm, the international 
ampere and the international volt defined 
according to the following definitions: 

3. The ohm is the first primary unit. 

4. The international ohm is defined as 
the resistance of a specified column of 
mercury. 

5. The international ohm is the resist- 
ance offered to an unvarying electric cur- 
rent by a column of mercury at the tem- 
perature of melting ice, 14.4521 grammes 
in mass, of a constant cross-sectional area 
and of a length of 106.300 centimetres. 

To determine the resistance of a column 
of mercury in terms of the international 
ohm, the procedure to be followed shall be 
that set out in specification 1 attached to 
these resolutions. 

6. The ampere is the second primary 
unit. 

T. The international ampere is the un- 
varying electric current which, when 
passed through a solution of nitrate of sil- 
ver in water, in accordance with the speci- 
fication 2 attached to these resolutions, de- 
posits silver at the rate of 0.00111800 of a 
gramme per second. 

8. The international volt is the electrical 
pressure which, when steadily applied to a 
conductor whose resistance is one interna- 
tional ohm, will produce a current of one 
international ampere. 

9. The international watt is the energy 
expended per second by an unvarying elec 
tric current of one international ampere 
under an electric pressure of one interna 
tional volt. 


SPECIFICATION 1. 


SPECIFICATION RELATING TO MERCURY STAND- 
ARDS OF RESISTANCE. 


The glass tubes used for mercury stand- 
ards of resistance must be made of a glass 
such that the dimensions may remain as 
constant as possible. The tubes must be 
well annealed and straight. The bore must 
be as nearly as possible uniform and cir- 
cular, and the area of cross-section of the 
bore must be approximately one square 
millimetre. The mercury must have a re- 
sistance of approximately one ohm. 

Each of the tubes must be accurately 
calibrated. The correction to be applied 
to allow for the area of the cross-section 
of the bore not being exactly the same at 
all parts of the tube must not exceed five 
parts in 10,000. 

The mercury filling the. tube must be 
considered as bounded by plane surfaces 
placed in contact with the ends of the tube. 

The length of the axis of the tube, the 
mass of mercury the tube contains, and the 
electrical resistance of the mercury are to 
be determined at a temperature as near to 
0°C. as possible. The measurements are 
to be corrected to 0°C. 

For the purpose of the electrical meas- 
urements, end vessels carrying connections 
for the current and potential terminals are 
to be fitted on to the tube. These end ves- 
sels are to be spherical in shape (of & 
diameter of approximately four centime- 
tres), and should have cylindrical pieces 
attached to make connections with the 
tubes. The outside edge of each end of 
the tube is to be coincident with the inner 
surface of the corresponding spherical end 
vessel, The leads which make contact 
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with the mercury are to be of thin plati- 
num wire fused into glass. The point of 
entry of the current lead and the end of 
the tube are to be at opposite ends of a 
diameter of the bulb; the potential lead is 
to be midway between these two points. 
All the leads must be so thin that no error 
in the resistance is introduced through 
conduction of heat to the mercury. The 
filling of the tube with mercury for the 
purpose of resistance measurements must 
be carried out under the same conditions 
as the filling for the determination of the 
mass. 

The resistance which has to be added to 
the resistance of the tube to allow for the 
effect of the end vessels is to be calculated 
by the formula— 


0.80 1 1 
A= —-+— }Johm, 
1,063 r\r, Ti 
where r, and r, are the radii in milime- 
tres of the end sections of the bore of the 
tube. 

The mean of the calculated resistances 
of at least five tubes shall be taken to 
determine the value of the unit of resist- 
ance, 

For the purpose of the comparison of 
resistances with a mercury tube the meas- 
urements shall be made with at least 
three separate fillings of the tube. 


SPECIFICATION 2, 


SPECIFICATION RELATING TO THE DEPOSI- 
TION OF SILVER. 


The electrolyte shall consist of a solu- 
tion of from fifteen to twenty parts by 
weight of silver nitrate in 100 parts of dis- 
tilled water. The solution must only be 
used once, and only for so long that not 
more than thirty per cent. of the silver in 
the solution is deposited. 

The anode shall be of silver, and the 
cathode of platinum. The current density 
at the anode shall not exceed one-fifth am- 
pere per square centimetre and at the 
cathode one-fiftieth ampere per square cen- 
timetre. 

Not less than 100 cubic centimetres of 
electrolyte shall be used in a voltameter. 

Care must be taken that no particles 
which may become mechanically detached 
from the anode shall reach the cathode. 

Before weighing, any traces of solution 
adhering to the cathode must be removed 
and the cathode dried. 


SCHEDULE C.—WESTON NORMAL CELL. 


The Weston normal cell may be con- 
veniently employed as a standard of elec- 
tric pressure for the measurement both of 
electromotive force and of current, and 
when set up in accordance with the follow- 
ing specification may be taken, provision- 
ally,* as having, at a temperature of 20°C., 
an electromotive force of 1.0184 volts. 


SPECIFICATION RELATING TO THE WES- 
TON NORMAL CELL, 


The Weston normal cell is a voltaic cell 
which has a saturated aqueous solution of 
cadmium sulphate (CdSO, 8/3 H,O) as its 
electrolyte. 

electrolyte must be neutral to Congo 
red. 

The positive electrode is mercury. 

The negative electrode of the cell is cad- 
mium amalgam consisting of 12.5 parts by 
weight of cadmium in 100 parts of amal- 
gam. 

The depolarizer, which is placed in con- 
tact with the positive electrode, is a paste 
made by mixing mercurous sulphate with 
powdered crystals of cadmium sulphate 
and a saturated aqueous solution of cad- 
mium sulphate. 


*See duties of th Scientific Committee, 
Schedule D. a oe 


The different methods of preparing the 
mercurous sulphate paste are described in 
the notes.§ One of the methods there 
specified must be carried out. 

For setting up the cell the H form is the 
most suitable. The leads passing through 
the glass to the electrodes must be of plat- 
inum wire, which must not be allowed to 
come into contact with the electrolyte. The 
amalgam is placed in one limb, the mer- 
cury in the other. 

The depolarizer is placed above the mer- 
cury and a layer of cadmium sulphate 
crystals is introduced into each limb. The 
entire cell is filled with a saturated solu- 
tion of cadmium sulphate and then her- 
metically sealed. 

The following formula is recommended 
for the electromotive force of the cell in 
terms of the temperature between the lim- 
its 0° C. and 40° C.: 


E = Ey, — 0.0000406 (t — 20°) — 0.00000095 
(t — 20°)* + 0.00000001 (t — 20)*. 


SCHEDULE D. 


1. The Conference recommends that the 
various Governments interested establish 
a permanent International Commission for 
Electrical Standards. 

2. Pending the appointment of the Per- 
manent International Commission, the Con- 
ference recommends (*) that the president, 
Lord Rayleigh, nominate for appointment 
by the Conference a scientific committee of 
fifteen to advise as to the organization of 
the Permanent Commission, to formulate a 
plan for and to direct such work as may 
be necessary in connection with the main- 
tenance of standards, fixing of values (f), 
intercomparison of standards and to com- 
plete the work of the Conference (ft). 
Vacancies on the committee to be filled 
by co-optation. 

3. That the laboratories equipped with 
facilities for precise electrical measure- 
ments and investigations should be asked 
to co-operate with this committee and to 
carry out, if possible, such work as it may 
desire. 

4. The committee should take the proper 
steps forthwith for establishing the Per- 
manent Commission, and is empowered to 
arrange for the meeting of the next Con- 
ference on Electrical Units and Standards, 
and the time and place of such meeting 
should this action appear to them to be de- 
sirable. 

5. The committee or the Permanent In- 
ternational Commission shall consider the 
question of enlarging the functions of the 
International Conference on Weights and 
Measures with a view to determining if it 
is possible or desirable to combine future 
Conferences on Electrical Units and Stand- 
ards with the International Conference on 
Weights and Measures, in place of holding 
in the future conferences on electrical 
units and standards. At the same time it 
is the opinion of the Conference that the 
Permanent Commission should be retained 
as a distinct body, which should meet at 
different places in succession. 


ores on methods pursued at various stand- 
ardizing laboratories will be issued by the Sci- 
entific Committee or the Permanent Commis- 
sion, as an appendix to this report. 


*In accordance with the above, Lord Rayleigh 
has nominated the following committee, which 
nas been approved by the Conference, viz.: Dr. 
Osuke Asano, M. R. Benoit, Dr. M. N. Egoroff, 
Prof. Eric Gérard, Dr. R. T. Glazebrook, Dr. H. 
Haga, Dr. L. Kusminsky, Prof. G. Lippmann, 
Prof. A. Roiti, Dr. E. B. Rosa, Dr. S. W. Strat- 
ton, Mr. A. P. Trotter, Prof. E. Warburg, Prof. 
Fr. Weber, Professor Lindeck. 


tThis will include the reconsideration from 
time to time of the electromotive force of the 
Weston normal cell. 


+With this object the committee is authorized 
to issue as an appendix to the report of the 
Conference notes detailing the methods which 
have been adopted in the standardizing labora- 
tories of the various countries to realize the 
international ohm and the international ampere, 
and to set up the Weston normal cell, 
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Annual Report of Cornell University. 


In the annual report of Jacob Gould 
Schurman, president of Cornell Univer- 
sity, which was presented to the Board of 
Trustees on November 7, the following 
figures were shown: 

There were 4,465 students enrolied for 
the year ended September, 1908. Of 
these, 3,734 were regularly enrolled stu- 
dents during the academic year from Sep- 
{ember to June, and the others were at- 
tendants at the summer session and the 
winter school in agriculture. This is an 
increase of 240 over the enrollment for 
ihe preceding year. 

The number of members of the in- 
structing staff is given as 548, excluding 
the members of the staff of the Medical 
College, in New York. The faculty at 
Ithaca is made up as follows: Seventy- 
five professors, sixty-four assistant pro- 
fessors, six lecturers, 122 instructors and 
144 assistants. 

New courses have been added to the 
curriculum in the College of Engineer- 
ing, notably in the field of sanitary engi- 
neering. President Schurman points 
out that there is little necessity for im- 
provement in the field of hydraulics. 

Excluding the Medical College in New 
York city, which is maintained by sep- 
arate funds, the productive funds of the 
university amounted, on August 1, 1908, 
to $8,628,370.31. The inventoried value 
of the grounds and buildings was given 
as $4,263,405.07. The income statement 
shows a total income from all sources of 
$1,356,498.59, running short of the ex- 
pense budget by $12,242, as a result of 
the purchase of campus lands. 

—_—ege 
New York Rapid Transit Investigation. 


J. Edward Simmons, president of the 
New York Chamber of Commerce, has 
appointed Eugenius H. Outerbridge, Paul 
M. Warburg, Howard C. Smith, Clarence 
H. Kelsey and Marcellus Hartley Dodge 
as a special committee of five to inves- 
tigate the conditions now surrounding the 
question of the construction of further 
rapid-transit lines in New. York city. 

This committee was appointed under 
a resolution submitted at the last meeting 
of the Chamber by President Hepburn, 
of the Chase National Bank. This res- 
olution declared that the present rapid- 
transit facilities of the city are insuffi- 
cient and that the construction of addi- 
tional lines is delayed and obstructed by 
causes that should be clearly established 
in order that they may be removed. 
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The Electrification of the St. Clair Tunnel. 


Formal Taking Over by the Grand Trunk on November 12 of Its International Submarine Tunnel between Sarnia, Ont., and 


The electrification of the St. Clair Tun- 
nel was formally declared complete and 
its operation by single-phase, alternating- 
current locomotives taken over by the 
Grand Trunk Railway on Thursday, No- 
vember 12, when an inspection party of 
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on the approaches and inclined sections 
of the tunnel is two per cent, while the 
flat middle section, 1,700 feet in length, 
has a slight grade toward the Canadian 


end sufficient to provide for collecting 


condensation and seepage water. 
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which takes the trains from the eastern 
division at the Sarnia yards and delivers 
them to the western division at the Port 
Huron yards, and vice versa. For this 
service four steam locomotives especially 
designed to exert a large drawbar pull and 
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MAP AND PROFILE OF THE ST. CLAIR TUNNEL AND ADJACENT RAILROAD YARDS. 


over one hundred persons, comprising 
officials of the Grand Trunk and other 
railroads, engineers, and representatives 
of the technical and public press, visited 
the tunnel, pump houses and power plant, 
and celebrated the electrification event 
with an international luncheon at Sarnia, 
tendered by the railroad company. The 
St. Clair Tunnel under the St. Clair 
River, near the cities of Port Huron, 
Mich., and Sarnia, Ontario, linking the 
10,000 miles of track of the Grand Trunk 
system, although finished in 1890 is the 
longest submarine tunnel in the world. 
The interest of the formal occasion last 
week marking the change to an improved 
motive power was heightened by the pres- 
ence of the now venerable engineer who 
carried through the tunnel construction 
almost a score of years ago, as well as the 
engineers who have multiplied the ca- 
pacity of the tunnel and insured the 
safety and comfort of its passengers. 
Preliminary work on the St. Clair Tun- 
nel was begun in 1886, and after several 
unsuccessful efforts the present shield 
system was finally adopted and the tube 
was opened for traffic in 1890. From 
portal to portal the tunnel length is 6,032 
feet, the bore being approached by open- 
cut inclines on the American and Cana- 
dian sides of respectively 2,500 and 3,300 
feet in length, making the total distance 
between the American and Canadian sum- 
mits over two miles. As shown in the 
accompanying plan and profile, the grade 


gle track extends through the tunnel, con- 
necting with a double track on both ap- 
proaches. The ,tunnel shell proper is 
nineteen feet in diameter and is made up 
of sectional cast-iron rings. The total 


to burn anthracite coal in order to avoid 
smoke, were provided to operate the trains 
over the heavy grades in the tunnel and 
on the approaches. As the traffic on the 
road increased, these facilities were found 


ELECTRIC LOCOMOTIVE IN THE ST. CLAIR TUNNEL, SHOWING THE INTERSECTION 
OF THE VERTICAL SHAFT THROUGH WHICH ARE BROUGHT THE FBED- 
ERS FROM THE POWER HOUSE. 


original cost of the tunnel, including ma- 
chinery and equipment, was $2,700,000. 

The tunnel service is operated by the 
St. Clair Tunnel Company, a subsidiary 
of the Grand Trunk Railway system, 


to be inadequate to cope with the car 
movement, for the maximum weight of 
the trains handled was limited to about 
760 tons, and even with this load the 
speed on the ascent was often very slow. 
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The element of danger was always pres- 
ent in the St. Clair Tunnel under steam 
operation on account of the poisonous 
gases given out by the locomotives, and 
several serious accidents occurred before 
the electrification was made. Under the 
former conditions it was considered inad- 
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different systems of electrical operation 
were thoroughly considered and complete 
estimates were made covering the alternat- 
ing-current and direct-current systems, 
the latter both with and without storage 
batteries. The final decision favored 
twenty-five-cycle alternating current with 


COMPLETE ELECTRIC LOCOMOTIVE, AND SPECIAL ANTHRACITE-BURNING ENGINE 
FORMERLY USED TO HAUL TRAINS THROUGH ST. CLAIR TUNNEL. 


visable to use air brakes on freight trains 
during the run through the tunnel on 
account of the danger of the train break- 
ing in two, which would result in setting 
the air brakes. In such a case before the 
engine crew could return and make the 
necessary hose coupling the tunnel would 
become dangerously filled with gases. 


a 3,300-volt single-phase supply for the 
locomotives, using a steam boiler expedi- 
ent to supply the characteristic of a stor- 
age battery in the direct-current system. 
It is a notable fact that this was the first 
single-phase installation on so large a 
scale planned in this country. 

According to the specifications required 


ELECTRICALLY-DRAWN FREIGHT TRAIN 


EMERGING FROM THE CANADIAN PORTAL. 


PUMP HOUSE AT RIGHT OF ENTRANCE. 


With these serious disadvantages of the 
existing steam operation in view the 
Grand Trunk Railway officials took up 
the consideration of electrifying the St. 
Clair Tunnel, and Bion J. Arnold was 
called into conference as consulting elec- 
trical engineer. The advantages of the 


of the contractor the installation must be 
capable of hauling a 1,000-ton train 
through the tunnel from terminal to ter- 
minal in fifteen minutes at a speed not 
exceeding a maximum of twenty-five 
miles per hour, and at not less than a 
minimum speed of ten miles per hour 
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ascending the grade. The locomotives 
were specified to be of sufficient capacity 
to develop a drawbar pull of 50,000 
pounds at the operating speed of ten 
miles per hour. This would permit of 
the transfer of four trains per hour be- 
tween Sarnia and Port Huron, which is 
about three times the capacity at present 
required by traffic conditions. 

The single-phase, twenty-five-cycle al- 
ternating-current system for the locomo- 
tives has been installed in the yards and 
through the tunnel. Single-catenary con- 
struction is used, the messenger cable of 
galvanized steel being suspended from in- 
sulators on overhead bridges 250 feet 
apart, and from this cable the working 
conductor is supported by rods of varying 
lengths designed to give it a uniform 
height above the rail of twenty-two feet. 
In the yards No. 0000 groved copper is 
used, while on the tunnel approach and in 
the tunnel are carried two 300,000-circu- 


THE APPROACH TO THE AMERICAN 
SUMMIT AT PORT HURON. 


lar-mil conductors. The messenger cables 
of the outside catenary construction termi- 
nates in heavy anchors in the masonry 
portals, and in the tunnel the working 
conductor is carried by special brackets, 
being held nine inches from the tunnel 
thell. The two messenger cables are sup- 
ported on barrel-type insulators spaced at 
12-foot intervals. The messengers carry 
special spiders which support the working 
conductors. These spider supports are 
not located in the center, but at a point 
three feet from the middle of the mes- 
senger span, as sufficient resiliency of the 
working conductor is obtained by this 
construction. The clearance between the 
messenger cables and the tunnel sheil is 
three inches, and as the trolley wires are 
suspended six inches below the messen- 
gers, the height of the working conductor 
is fifteen feet five inches above the track 
rail. 

The St. Clair locomotives are of the 
rigid-frame type, having three pairs of 
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drivers, cach axle connected through 
gears to 250-horsepowcr, single-phase 
railway motors. The locomotives weigh 
sixty-six tons each, and being provided 
with multiple-unit control, are generally 
used in pairs. Such a combination of 
two locomotives was designed to draw a 
1,000-ton train through the tunnel and 
up the two per cent grade, on the latter 
involving a drawbar- pull of 50,000 
pounds. The locomotives were further 
required to start from standstill such a 
train up the grade and accelerate it to 
the normal speed of eleven miles per 
hour. The maximum speed of the loco- 
motives is thirty miles per hour, then 
exerting a tractive effort of 6,000 pounds. 

The trolley-wire pressure of 3,300 volts 
ig stepped down by means of the main 
transformer, carried on the locomotive, 
to 235 volts. Control of the motor speed 
during acceleration and running is ef- 
fected by bringing out taps from the 
transformer, thus applying any desired 


INTERIOR VIEW OF THE ELECTRIFIED 
ST. CLAIR TUNNEL. 


graduated voltage to the motors. The 
master controller handled by the motor- 
man operates pneumatic valves by means 
of solenoids deriving current from a 
twenty-four-volt storage battery. These 
electro-pneumatic valves in turn control 
the compressed-air plungers which oper- 
ate the working contacts. Other opera- 
tions in the locomotive cab, such as ring- 
ing the bell, sanding the tracks, and rais- 
ing and depressing the pantagraph trol- 
ley, are performed pneumatically from 
push-buttons under the motorman’s hand. 
The main auto-transformer is connected 
to the trolley through a circuit-breaker 
provided with a no-voltage release, so that 


if the car wheels should leave the track, 


the trolley remaining in contact with the 
wire, the circuit-breaker automatically 
opens, thus obviating any possible acci- 
dent from the trolley voltage charging 
the ungrounded car. A single-phase 
motor drives the blower which delivers air 
to both the transformer and motors, the 
cooling action being so effective that when 


operating at full capacity the trans- 
former and motor temperatures are com- 
paratively little above that of the sur- 
rounding air. The heated air coming 
from the transformers may be passed 
up through the cab for heating purposes, 
if desired, although other standard elec- 
trical heaters are provided. The motor- 
driven air compressors located in the cab 
are of the standard type, and, like the 
blower motor, are supplied by a 100-volt 


LOG CURVE OF POWER PLANT OPERATION 
TUNNEL. 


tap from the main transformer. Air 
from the compressor supplies the straight 
and automatic air brakes, operates the 
electro-pneumatic switches and is used 
for the variety of other minor uses de- 
scribed. Important in operation up the 
grade in the tunnel and for starting a 
train of mixed rolling stock, is the grad- 
ual acceleration possible with these elec- 


tric locomotives which are supplied with - 


twenty-one control points, seventeen of 
which are running positions. A very 


ee 
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ing duplicated. Speed indicators mounted 
in front of the engine-driver’s seat show 
the speed at which the locomotive is run- 
ning and provide a record for the trip. 
Other apparatus forming the equipment 
of each locomotive are the necessary am- 
meters, voltmeters, wattmeters, preventive 
resistance coils, circuit-breaker and stor- 
age battery for operating the pneumatic 
valves. Provision is made for charging 
the battery by means of a small 100-watt 


DURING A TYPICAL RUN THROUGH 


motor-generator set. The pantagraph 
trolley is of the usual standard construc- 
lion. The bow presses upward on the 
conductor with a force of from seven to 


eight pounds. The following general - 


dimensions of a single half-unit are given 
by the manufacturer: 

Length over all, 23 feet 6 inches; 
height from top of rail to top of roof, 
13 feet; height from top of rail to top 
of pantagraph bow when lowered, 14 feet 
11 inches; width of cab over all, 9 feet 
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OVERHEAD SINGLE-CATENARY 3,300-VOLT TROLLEY CONSTRUCTION IN PORT 
HURON YARDS. 


marked decrease in the number of train 
breaks-in-two has resulted with the use 
ofthese machines. 

A half-unit locomotive has been tested 
with a dynamometer car to show a draw- 
bar pull of 43,000 pounds before slipping 
the wheels on a sanded track, and on 
this basis, a drawbar pull of 86,000 
pounds might be considered possible with 
a complete locomotive. The locomotives 
are operated equally well from either end 
cf the cab, all controlling apparatus be- 


8 inches; total weight of locomotive half- 
unit, fully equipped, 6744 tons (this 
weight is practically evenly divided over 
three drivers) ; weight of complete loco- 
motive unit, 135 tons; length of rigid 
wheel base, 16 feet; diameter of driving 
wheels, 62 inches. 

In service it has been found that the 
locomotives will readily handle a 1,000- 
ton train at a speed of even fourteen 
miles per hour up the two-per-cent grade, 
and since May 17 of this year the elec- 
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trical equipment has been in continual 
service, handling the entire freight and 
passenger traffic of the St. Clair Tunnel 
Company, over whose tunnel single track 
is concentrated, of course, all the business 
of the Grand Trunk Railway at this 
point. A log sheet showing train-opera- 
tion characteristics of a typical run is 
reproduced on the oppgsite page. 

As the result of the electrification the 


put. The service provided by the power 
house involves, besides the propulsion of 
the trains through the tunnel, the op- 
eration of pumps when necessary for 
clearing the tube of drainage and seepage 
water, and a small lighting load in the 
yards, stations and adjacent buildings. 
The power plant, shown herewith, is 
located on the Port Huron bank of the 
St. Clair River at a point almost directly 
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passing down the walls and leading into 
the ducts. 

The power-house building covers a 
ground area of 10,000 square feet and is 
divided longitudinally by a heavy fire- 
wall which separates the boiler from the 
turbine rooms. The building is a digni- 
fied but ornate structure of steel and 
brick, and presents an attractive appear- 
ance. 


THE POWER HOUSE ON THE AMERICAN SHORE. THE 
CONICAL ROOF CAPPING THE VERTICAL CONDUIT 
SHAFT IS SEEN AT THE RIGHT. 


VIEW OF THE TURBINE-ROOM FLOOR OF THE POWER 
HOUSE, SHOWING EXCITERS, TURBO-GENERATORS, CON- 
DENSERS, GAUGE BOARD AND PUMPS. 


A PUMP HOUSE INTERIOR, SHOWING CENTRIFUGAL PUMPS 
DRIVEN BY 3,300-VOLT INDUCTION MOTORS. 


tunnel is now a clean, white gallery, filled 
with pure, cool air, and the trip from 
portal to portal is made in a few minutes 
without any discomfort to passengers. 
The conditions which have to be met 
by the power plant are unusual, entailing 
severe peak-loads during the passage and 
particularly the ascent of the tunnel 
trains, with long and irregular intermis- 
sions of comparatively small power out- 


over the tunnel. A vertical shaft ex- 
tending down to the tunnel which carries 
the feeders for the trolley, power and 
lighting circuits, emerges about seventy- 
five feet from the wall of the building, 
its upper end being indicated by the 
pyramidal roof seen in the illustration. 
The lower end of this shaft is shown in 
another illustration, where the feeder con- 
duits are seen entering the tunnel tube, 


INTERIOR VIEW OF A LOCOMOTIVE HALF-UNIT, SHOW- 
ING TRANSFORMING EQUIPMENT. 


Coal is delivered to the plant over a 
wooden trestle leading above the receiver 
hopper which feeds directly into the 
crusher. The latter has a capacity of 
about thirty tons per hour, and also acts 
as a feeder, delivering the coal at a uni- 
form rate to the vertical bucket-elevator 
extending to the top of the building. 
From the elevator the coal is dropped 
onto a conveyor belt, from which it is 
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discharged into the bunkers. A twenty- 
horsepower, slow-speed induction motor 
drives the crusher, and a similar ten- 
horsepower motor operates the elevator 
and conveyor. The coal bunkers are of 
reinforced concrete, resting on the struc- 
tural steelwork of the building, and the 
space occupied by the buukers, crusher 
pit and elevator machinery is completely 
enclosed by a metal partition to obviate 
the penetration of coal-dust into the 
boiler room and other parts of the build- 
ing. 

The expedient by which is effected an 
available reserve of power, amounting in 
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the steam supply to the fan engines, at 
the same time controlling the rate of 
stoking through a Cole automatic regu- 
lator which is driven from the shaft of 
the fan engines. Thus when the boiler 
pressure has re-established itself and 
tends to rise above normal, the supply 
of steam to the fan engine is decreased, 
diminishing the supply of air and the 
rate of stoking coal to the furnaces. 

The boiler equipment consists of four 
400-horsepower Babcock & Wilcox sec- 
tional water-tube boilers arranged in two 
batteries. These boilers are unusually 
wide, having the tubes arranged nine high 
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Power Specialty Company. This super- 
heater has a capacity to add 200 degrees 
superheat to 36,000 pounds of steam per 
hour. The superheater is hand-fired, but 
has an automatic temperature regulator 
for admitting air either above or below 
the fires, thus controlling the superheat 
within thirty degrees. A thermal 
coupling placed im the superheater steam 
outlet operates through a relay and 
solenoid, on the valve of a hydraulic 
cylinder, which controls the dampers in 
the air supply. 

The alternating-current generating 
equipment consists of two Westinghouse- 
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PLAN VIEW OF THE STEAM POWER PLANT FOR THE ST. CLAIR TUNNEL ELECTRIFICATION. 


effect to the automatic characteristics of 
a storage-battery installation, has been 
worked out with great nicety and inge- 
nuity. By means of the Jones underfeed 
stoker equipment, the combustion under 
the furnaces is controlled automatically 
so as to be proportionate to the draft for 
power on the station. By means of the 
regulating mechanism, a part of which 
ig shown near the center of the illustra- 
tion of the boiler room, both the air 
supply and the rate of feeding the coal 
into the boiler furnaces is controlled. 
This regulation is accomplished by a 
Skitts regulating valve, which throttles 


and twenty-one wide, in order to secure 
quick steaming. Each boiler has three 
drums forty-two inches in diameter and 
twenty-three feet four inches in length. 
The drums thus provide a storage for a 
large quantity of heated water which 
becomes available as steam upon a de- 
crease of pressure. The boilers are de- 
signed to carry 200 pounds pressure, and 
are equipped with tandem-connected 
Morris blow-off valves and the usual 
pressure and water gauges and check 
valves. Between the two batteries of 
boilers is seen the separately-fired Foster 
superheater, which was furnished by the 


Parsons turbo-generators operating at 
1,500 revolutions per minute. These de- 
velop a voltage of 3,300 volts with a fre- 
quency of twenty-five cycles per second. 
As the principal load on the station is 
that imposed by the single-phase locomo- 
tive demand, these three-phase machines 
were specified to furnish their full rated 
load of 1,250-kilowatt, single-phase cur- 
rent. The turbines are, roughly, thirty- 
seven feet over all, eight feet high and 
six feet wide. The generators are air- 
cooled by a self-induced draft provided 
by vanes on the rotor. Each turbine ex- 
hausts into a barometric jet-condenser 
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with a thirty-inch inlet, manufactured 
by the H. L. Worthington Company. An 
automatic release valve may be connected 
to the free exhaust piping. Condenser 
cooling water, obtained from the St. Clair 
River through a concrete and tile intake, 
is circulated by a ten-inch volute pump 
driven by seven by nine-inch vertical en- 
gines. Rotative straight-line vacuum 
pumps are supplied with each condensing 
equipment. Two _ twenty-five-kilowatt 
steam-driven exciters are provided, either 
one of which is sufficient to furnish ex- 
citation for a single turbine unit. A 
motor-driven exciter of forty kilowatts 
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tor-driven exciter; a panel controlling 
current supply for light and power 
within the plant, two turbo-generator 
controlling panels; the locomotive feeder 
panel; one for the pumping feeders; one 
for the power and light feeders, and one 
for the control of the arc-light circuits. 
No high-tension current is brought to the 
switchboard itself, all of the high-voltage 
oil switches being mounted on steel 
framework in the switch room behind the 
board. Direct current at 125 volts, sup- 
plying excitation, is controlled directly 
from the main switchboard. The 110- 
volt lighting current for the power plant 
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wattmeters. Recording wattmeters are 
arranged to measure the output of the 
plant required for the various kinds of 
service furnished. From the operating 
engineer’s station in front of the switch- 
board, all of the electrical instruments 
and switches are accessible, while across 
the turbine-room floor is a gauge-board 
reporting the complete operation of the 
boiler plant. A fifteen-ton hand-power 
traveling crane, manufactured by the 
Northern Engineering Works, is installed 
on overhead tracks in the turbine room, 
and may be used to handle any piece of 
apparatus in the station. 
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CROSS SECTIONAL ELEVATION OF THE STEAM POWER PLANT FOR THE ST. CLAIR TUNNEL ELECTRIFICATION. 


capacity is ordinarily used in the opera- 
tion of the plant. A three-phase, 3,300- 
volt induction motor of the squirrel-cage 
type drives this machine. All of the ex- 
citation apparatus—engines, motors and 
generators—is of Westinghouse manufac- 
ture. 

The switchboard, which is mounted on 
the turbine-room-floor level, contains ten 
panels, arranged in order from the left 
as follows: On the first panel is 
mounted a Tirrił regulator, voltmeters, 
a frequency meter and synchroscope; the 
second panel controls the steam-driven 
exciters; next, a panel controlling the mo- 


is stepped down by transformers from the 
3,300-volt generator buses, or by means 
of a throw-over switch, can be derived 
from the exciter bus-bars. The entire 
lighting load, it should be noted, is car- 
ried on the locomotive phase. A close 
regulation of this voltage is secured by 
means of the Tirrill regulator, which op- 
erates so effectively that only an instanta- 
neous diminution of the luminosity of 
the lamps is apparent during heavy ac- 
celeration of the locomotives. 

The switchboard panels in general are 
provided with the usual apparatus, such 
as ammeters, voltmeters, and indicating 


It is evident that of equal importance 
with the propulsion of the locomotives 
through the tunnel, is the reliable mam- 
tenance of the tube free from water, 
since in the case of the tunnel becoming 
flooded, either from seepage or drainage 
of rain water, the operation of trains 
would necessarily be suspended. The 
Port Huron approach to the tunnel has 
an area of eleven acres, while the Sarnia 
approach has an area of thirteen acres. 
Waste ditches are provided at the side, ar- 
ranged with retaining levees, constructed 
to impound a large portion of the water 
falling on the approaches. 
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Before the electrification, boiler plants 
were provided at each portal for the op- 
eration of drainage pumps, and in order 
to take care of any rainfall which might 
occur it was necessary to keep fires under 
the boilers and maintain attendants at 
the pump houses at all hours for a large 
proportion of the year. 

From the Port Huron generating plant 
three-phase power leads are led down the 
vertical shaft to the tunnel, and carried 
in both directions through the tunnels, 


BOILER ROOM OF THE POWER PLANT, 
AUTOMATICALLY BY ACCELERATING 


in paper-insulated, lead-covered cables in 
ducts at either side of the tube. Emerg- 
ing from the tunnel portals, the conduits 
enter the adjacent pump houses supply- 
ing three-phase, twenty-five-cycle, 3,300- 
volt induction motors driving centrifugal 
pumps. At the Port Huron entrance 
are two such pumps, each capable of de- 
livering 4,000 gallons per minute, driven 
by 100-horsepower motors; while at the 
Sarnia entrance are two 5,500-gallon 
pumps driven by 200-horsepower motors. 


At each pump house there is an addi- 
tional 150-gallon pump driven by a small 
induction motor, to rid the wells of the 
small amount of seepage water that is 
continually percolating into the tunnel. 
These pumps need be operated for only 
a few hours daily. The pump-motor bus- 
bars may be supplied from two inde- 
pendent feeders from the power plant. 
The motor control is effected by means 
of oil switches on individual panels. As 
noted before, the flat portion of the tun- 
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moisture and condensation. These pumps 
discharge into the drainage well, from 
which the portal pumps lift the water to 
the outer level. 

Since the electrification, the tunnel 
walls have been whitened and incandes- 
cent lamps placed every twelve and one- 
half feet throughout the tube in a stag- 
gered relation on either side, at a height 
of about ten feet. The tunnel lamps, of 
which there are 480, are operated four 
in series from the 440-volt secondaries of 


SHOWING AUTOMATIC STOKERS AND REGULATOR WHICH MEETS PEAK LOADS 


nel has a slight grade (one-tenth per 
cent) in the direction of the Sarnia end. 
In order to dispose of the slight flow of 
seepage water, at the junction of the 
Sarnia grade and the flat section—the 
lowest point in the tunnel—two 150- 
gallon, motor-operated centrifugal pumps 
are located. These pumps are similar to 
those at the portal pump house, with the 
modification of being entirely enclosed 
and suitable for continuous operation in 
the tunnel, subject to conditions of 


COMBUSTION. 


lighting transformers placed at intervals 
in the tunnel. A similar set of trans- 
formers furnishes current for the tunnel 
drainage-pump motors. 

From the pump houses at either portal 
the lighting and power feeders emerge 
from conduits, and are carried as over- 
head conductors on the extended masts 
of one of the overhead-trolley structure 
standards. Incandescent lamps in the 
roundhouses, passenger stations and rail- 
road buildings in both Port Huron and 
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Sarnia, are furnished from these lines by 
means of suitable transformers, reducing 
the 3,300-volt line potential to 110 volts. 
In the yards of the terminals are about 
thirty arc lamps, used for general illumi- 
nation. Unidirectional current for these 
lamps is furnished by means of a mer- 
cury-are rectifier. The total amount of 
lighting load is less than 100 kilowatts. 
At the roundhouse at Port Huron and 
Sarnia are 3,300-volt motors, supplied 
from the tunnel power plant, but the en- 
tire connected motor load does not exceed 
100 kilowatts. Thus the power house is 
called upon to furnish slightly over 200 
kilowatts for lighting and power outside 
the plant. 

Since for the operation of the trains 
steam is always maintained in the boil- 
ers, the starting of the motor pumps fol- 
lowing a rainstorm is a very simple mat- 
ter, and does not require, as with the old 
steanl-pump houses, separate fires and 
steam pressures for a large portion of 
the year. 

The Tunnel division block-signal sys- 
tem extends from the American to the 
Canadian summit. In addition to tele- 
graph orders, the conductor is handed a 
staff when the train enters the tunnel 
division. The switch and signals then 
remain locked until this staff is placed 
in the instrument at the other end of the 
block. It is said that not a single ac- 
cident has cecurred as the result of im- 
proper dispatching during the eighteen 
years’ operation of the tunnel. Addi- 
tional telephone communication is pro- 
vided between the switch cabins, the 
power house and the officials’ offices at 
the town stations. Telephone and tele- 
graph cables extend the entire length of 
the tunnel. - 

On Thursday, November 12, as the re- 
sult of invitations issued by ihe Grand 
Trunk Railway to more than 100 promi- 
nent railway officials and engineers, and 
representatives of the technical and pub- 
lic press, on the occasion of the official 
acceptance of the electrification, an in- 
spection trip through the tunnel and 
power house was made, a feature of which 
was the congratulatory luncheon at the 
Hotel Vendome in Sarnia. Six large 
new flat-cars had been provided with up- 
holstered coach seats and generously 
decorated with the national colors of 
Great Britain and the United States. 
At 1 o’clock these were boarded by the 
party and, drawn by a pair of electric 
locomotives, a slow run was made through 
the tunnel in order to allow the visitors 
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to examine the features of construction. 
The tunnel walls had been whitened, the 
air was pure and cool, and the long row 
of tunnel lights could be seen converging 
to the point of change in the grade. The 
tunnel thus presents a marked contrast 
to the previous conditions, when a quick 
trip in closed coaches, behind a steam 
locomotive, was accompanied by great 
discomfort and indeed an element of 
danger, from smoke and asphyxiation. 
Arriving at the Sarnia station, the 
party entered a special train of coaches 
and were taken to the Vendome Hotel, 
where a completely appointed luncheon 
was served. With ©. H. Fitzhugh, third 
vice-president of the Grand Trunk Rail- 
way system, presiding in the stead of 
Charles M. Havs, general manager of the 
system, who was unable to be present, a 
series of toasts and speeches were given 
commemorative of the completion of the 
tunnel. After the assembled guests had 
responded to the dictates of international 
courtesy and good feeling with toasts to 
King Edward and President Roosevelt, 
whose names were greeted with hearty 
applause, Mr. Fitzhugh introduced the 
venerable Joseph Hobson, who was the 
chief engineer of the St. Clair Tunnel 
during its construction. Mr. Hobson is 
now consulting engineer for the Grand 
Trunk system. Bion J. Arnold of Chi- 
cago, consulting engineer for the Grand 
Trunk during the electrification of the 
St. Clair Tunnel, was next introduced 
and gave a short history of the men and 
installations that have advanced electric 
railrcading. F. A. Sager, assistant engi- 
neer for the Arnold Company, proposed 
a toast to the Westinghouse Electric and 
Manufacturing Company, which was rep- 
resented in the response by C. L. Wil- 
hams. Cy Warman, who is best known 
as a writer of railroad stories, made a 
clever speech, and international amenities 
were further exchanged in speeches by 
the mayors of Port Huron and Sarnia, 
who were next called upon. Following 
the luncheon, the special train was again 
boarded, the tunnel trip was made, this 
time in coaches, and the visitors were de- 
livered at the power house on the Port 
Huron shore. After an hour spent in 
careful inspection of this architecturally 
and mechanically beautiful station, dur- 
ing which the visitors admired the ex- 
ecllence of the maintenance and the in- 
genuity of the automatic — boiler-plant 
devices, the party returned to the cars 


and was taken to the Port Huron Depot. 


Here, so far as the formal programme 
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was concerned, the inspection ceremonies 
ended, but the majority of the engineers 
and visitors made a merry dinner party, 
with some postprandial story-telling fea- 
tures at the Hotel Harrington, before 
taking the evening trains for their des- 
{inations, east and west. 

The electrification of the St. Clair Tun- 
nel was undertaken by the Westinghouse 
Electric and Manufacturing Company, 
which contracted to be responsible for the 
installation and successful operation of 
the entire equipment, a condition which 
it has now satisfied in the fullest degree. 
Bion J. Arnold of Chicago was the con- 
sulting engineer for the railroad company, 
whose officials, C. M. Hays, second vice- 
president and general manager, and E. 
H. Fitzhugh, third vice-president, took a 
leading part in the move to electrify. 
The Westinghouse company’s representa- 
tive on the installation was H. L. Kirker. 
T 

Progress on the Detroit Tunnels. 

The steel twin tubes of the Michigan 
Central Railroad’s tunnel under the De- 
troit River from Detroit, Mich., to Wind- 
sor, Ont., have now been carried to a 
point more than half way under the river 
from the American side. Six of the ten 
great steel sections are already sunk in 
the channel and a seventh has been de-, 
livered at the work and now lies moored | 
to the Detroit shore. The manner of 
building the tunnels is said to be unique 
in this kind of construction. The steel 
sections have their ends boarded and 
calked to be water-tight and are floated 
to position by tugs. Valves are then 
opened and the section is allowed to set- 
tle into place in the trench previously 
dredged in the river bottom. Air tanks 
carried on the section lighten it while it 
13 being adjusted into position by the aid 
of tongues and eyes. A water-tight joint 
is made between the sections by immense 
rubber gaskets which fit into grooves in 
the steel end-rings. Accurate alignment 
of the tunnel sections is secured by sight- 
ing through an instrument from shore, 
the structural steel masts rigidly mounted 
upon the sections and extending several 
feet above the surface of the water when 
sunken. Heavy board forms of rectangu- 
lar section enclose the tubes before sink- 
ing, and the space between the square and 
circular sections is pumped full of con- 
crete. After placing the tunnel tubes in 
position the steel and concrete are cov- 
ered with a layer of clay obtained from 
the river bottom. The steel tubes are to 
be given an internal concrete lining. Both 
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of the concrete approaches on the shore materials, abrasive materials, chemical Bronx. It is expected that ninety per 
ends are nearing completion and will be materials, pigments and miscellaneous cent of lower New York’s freight can be 
ready for use by the time the subaqueous products. From this table the figures handled in this way. There would be a 


tubes are finished. Work has been sus- 
pended for the winter on the placing of 
more sections, since the water has become 
too cold for the divers, but the time will 
be profitably spent in pumping the water 
out of the tunnel already laid and in fin- 
ishing work on its interior. The contract 
date for completion is June 1, 1909, but 
there is little probability that this enor- 
mous undertaking can be finished within 
a number of months of that time. 

The electrification of the Detroit tun- 
nel will be carried out by the General 
Electric Company, which will install a 
third-rail direct-current system with a 
storage battery to meet the high peak 
loads. Power will be purchased from the 
Detroit Edison Company, whose 25-cycle, 
4,400-volt alternating current will be con- 
verted by means of two 1,000-kilowatt 
synchronous motor-generator sets into 
650-volt direct current. The pumping 
and lighting systems will be operated 
from alternating-current mains. The elec- 
trified zone will be 4.6 miles in length, 
and with the yards will comprise fifteen 
miles of track. Several of the locomotives 
for this service have already been com- 
pleted by the General Electric Company. 
edo 
Mineral Products of the Last Ten Years. 


The United States Geological Survey, 
under the direction of George Otis Smith, 
has prepared a comprehensive table giv- 
ing the amount and market value of the 


given below are of interest to the elec- 
trical arts. The table was prepared by 
Edward W. Parker, statistician in charge 
of mineral resources. 

ede 
New York Public Service Commission 

Gives Hearing on Proposed Wilgus 

Freight Subway. 

The Public Service Commission held 
a hearing in New York on November 11 
on the proposed Wilgus freight subway, 
which the Amsterdam Corporation is seek- 
ing to build, and which is intended to 
facilitate the handling of goods between 
the railroad freight terminals and the 
points of wholesale distribution. 

W. J. Wilgus, speaking for the project, 
said that less than half of the water front 
is open to use by foreign and coastwise 
trade steamship lines. The major part 
of the rest is used by the railroads, which 
are constantly asking for more space. 
Mr. Wilgus dwelt on the fact that of the 
100,000,000 tons of freight brought into 
the city, 27,000,000 tons are hauled by 
drayage in the city, and speedier and more 
economical methods are needed, the av- 
erage cost at present to haul one ton 
through the city is equal to the cost to 
haul by train 400 miles. 

The plan includes a gravity yard in 
New Jersey west of the Bergen Hills, 
from which, after classification, the small 
standard-gauge cars will be brought un- 
der the river and up a line extending 
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crosstown line at some convenient point 
north of Twenty-third Street, and there 
would be facilities to carry passengers in 
the subway. 

Mr. Wilgus went into the objections 
against the plan, and suggested remedies. 
Representatives of commercial and civic 


organizations argued generally for the 


end for which the subway is proposed, 
but objected to some of the locations 
traversed, and suggested extensions to 
cover outside territories in order to re- 
lieve the factory congestion of lower New 
York. 

A proposed substitute for the Wilgus 
plan was a combined subway and surface 
road along the West Side water front sim- 
ilar to the arrangement in many of the 
European cities. General discussion fol- 
lowed. 


odo 
Pennsylvania Electrification. 


It is stated that the Westinghouse Elec- 
iric and Manufacturing Company will not 
begin the building of electric locomotives 
for the Pennsylvania Railroad for several 
weeks. No definite decision has been 
reached as to whether the third-rail or 
single-phase system will be used, although 
an agreement will be reached in the near 
future. 

The contract with the Westinghouse 
company calls for the electrification of the 
Pennsylvania terminals at Long Island, 
Manhattan and Jersey City. Electric 
trains will be operated as far as Harrison, 
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1898. 1899. 1900. 1901. 
PRODUCTS. 
Quantity. | Value. Quantity. Value. Quantity. Value. Quantity. | Value. 
L Copper, Value at New York City........... Pounds..... 526.512,987 $61,865,276 oe. 666,921! $1 o, zaz, 712| 606, 117, 166. $98,494,039! 602,072,519 $87,300,515 
2 | Aluminum, Value at Pittsburg............. Pounds... .. 5.200.000 1,716,000 500,000 6'000) 7,150,000 — 1,920,000] 7,150 (000 238,000 
3 | Bituminous Coal.............0 esses eee eee Short tons..| 166,593,623. 132,608,713 193: 323,187 167. 952. 104! 212,316,112; 220,930,313| 225,828,149! 236,422,049 
4 | Pennsylvania Anthracite..............-+6. Long tons...| 47,663,076, 75,414,537) 53,944,647| 88,142,130] 51.221.353 85, 757.851) 60,242,560, 112,504,020 
6 | Natural’ Gass.5 64 ce0-ad enes eee thd ae aa bere eee Gla ea ae ene eS 15,206,813).... 0.0.2.4) 20,074,873|......... .. 3,698,674. ... ....005- ı 27,066,07 
6 | Petroleum. .....esssonssuosussererrerree Barrels ..... 55,364,230, 44,193,359) 57,070,850 64,603,904 63,620,529 73" '989,313| 69,389,194 66,417,335 
7 | Mica (sheet)... ..... 0. secre eee cere eee e eae Pounds..... 120,500 103,534 108,570 70,587 456,283 92,758 360,060 98,85 
8 | Mica ene) re ree ee re Short tons.. 3,999 27,564 1,505 50,878 5,497 55,202, 2 171) 19,719 
Ol Tungule ase non Eneo EEE der aeeee nes Short tons../............ ge pee ee | 46 11,040 179 27,720 
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1902. 1903. 1904. 1905. 1906. 1907. 

Quantity. Value. Quantity. Value, Quantity. Value. Quantity. Value. Quantity. Value. Quantity. | * Value. 
| | $659,508,644 $ 76,568,954! 698,044,517| $ 91,506,006. 812,537,267! $105,629,845; 901,907,843 $139,795.716| 917,805,682 $177,595.888] 868,996,491| $173,799,300 
2 7,300,000! 2,284,590 7,500 ‘000 2,284,900, 8,600,000, 2,477,000) 11,347,000; 3,246,300] 14,910,000. 4,262,286! 17,211,039} 4,926,948 
3 | 260,216,844, 290,858,483, 282,749,348! 351,687,933] 278,659,689, 305,397,001] 315,062,785) 334.658,294| 342'874,867| 381,162,115| 394,759,112) 451,214,842 
4 36,940,710] 76,173,586) 66,613,454| 152,036,448! 65,318,490) 138.974.020. 69,339,152, 141,879,000] 63.645.010) 131,917,604] | 76 432,421| 163,584,056 
A aaushar ese 30,867,863 000. eee, 35,807,800 ............ 38,496,760... 0.00... BU DUD SID ogee cu uede cs | AB STS.982 lado rice ons 52,866,835 
6 88,766,916 71,178,910, 100,461,337) 94,604,050, 117,080,960" 101,175,455, 134,717,580: 84,157,399 | 126,493,936] 92,444,735| 166,095,335, 120,106,749 
7 373, 260 83, S43 49, 600 1 IS, OSS. 668,358 109,462 9 24, S75 a: 160,7 7 39 1,423,100 252 248 1,060,182 349,311 
8 1,400 Eo 1,659) 25.040) 1,006 10,854 1,126) 17,856: 1,489 22,742 3,025 42,800 
9 184 34, 040 292 43,639] 740 184,000 803, 268" 675) 928 348.867 1 640) 890,048 
S a ee ee 


mineral products of the United States for 
the years 1898 to 1907, inclusive. Re- 


along the North River from the Sixtieth N. J. 


It is probable that the Pennsyl- 
Street yards of the New York Central 


vania will eventually install electricity on 


turns are given for sixty-seven products 
classified into metals, fuels, structural 


to the Battery, and up the East River 
to connect with the railroads in the 


its lines between New York and Phila- 
del phia. 
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ELECTRIC HEATING. 


231ST MEETING OF THE AMERICAN IN- 
STITUTE OF ELECTRICAL ENGINEERS, 
NEW YORK CITY, NOVEMBER 13. 


The 231st meeting of the American In- 
stitute of Electrical Engineers was held 
in the Engineering Societies Building, 
New York, N. Y., on Friday evening, 
November 13. The meeting was called to 
order by President Louis A. Ferguson, 
and Secretary Pope announced that at 
the meeting of the Board of Directors 
held during the afternoon there were 
fifty-nine associates elected. It was also 
announced that the new by-laws had been 
revised and would go into effect. These 
will be circulated as soon as they can be 
printed. 

The paper of the evening was on the 
subject of “Electric Heating,” by W. S. 
Hadaway, Jr. An abstract of this paper 
follows: 

The term “electric heating” is com- 
monly used to express the filtering down 
of a higher potential energy of electricity 
into the lower potential energy of heat. 
Mr. Hadaway considers that the expres- 
sion, “electricity, a factor in a telethermic 
system,” would be a better definition. 

Heat energy is to be regarded as a com- 
modity that can be generated and con- 
trolled in convenient form, and dis- 
tributed and sold, and in which electricity 
is used either directly as the high- 
potential heat factor, or indirectly as an 
agent. The feature of the subject under 
consideration is the practical adaptability 
of commercial electricity for heating pur- 
poses and for performing useful work un- 
der the conditions imposed in general in- 
dustrial and domestic life. These appli- 
cations may be roughly divided into two 
classes, according to the degree of con- 
centration of the heat energy used. The 
first class includes low-temperature heat- 
mg, generally diffused and in large vol- 
umes. The second class includes high- 
temperature heating, generally localized 
and in small quantity. 

The electrical unit, or kilowatt-hour, is 
the equivalent of 3,412 British thermal 
units, For practical purposes the work 
in hand is to determine the useful work 
in different lines which is obtainable from 
this number of heat units at a fair aver- 
age cost of supply. 

It has been determined that with a plat- 
inum wire held in a flame less than 0.5 
per cent of the thermal energy produced 
in the flame was transferred to the wire, 


ELECTRICAL REVIEW AND WESTERN ELECTRICIAN 


while ninety per cent of the electrical 
energy used appeared as heat. In another 
case an iron bar weighing about twenty 
pounds was heated by charcoal and then 
by electricity. In the former case about 
0.75 per cent of the thermal energy was 
transferred to the bar, and in the latter 
case eighty-eight per cent. 

In room-heating apparatus on continu- 
ous run we may estimate that one watt- 
hour (3.41 thermal units) will heat one 
square foot of common radiator surface 
through 1.26 degrees Fahrenheit; that 
1,000 watt-hours, or 3,410 thermal units, 
will heat the surface approximately 126 
degrees Fahrenheit above the room tem- 
perature. That is, for room heating from 
eighty-five to 100 watt-hours are prac- 
tically the equivalent of steam at low 
pressure, condensed by one square foot of 
radiator surface, with the difference be- 
tween the room and the radiator tem- 
peratures as above stated. We may safely 
assume that a fair average price of the 
electrical unit from large steam-electric 
stations is 6.7 cents. It would, therefore, 
cost 0.65 cent, average, to run one square 
foot of direct radiation surface for one 
hour, or the electrical unit would keep 
about 10.3 square feet of radiator sur- 
face at the temperature difference noted 
for one hour. 

The steam-driven electric-light station 
ranks low as a heat distributor for house 
warming on any considerable scale, yet 
notwithstanding the great disparities in 
the cost of heat energy on a large scale, 
the uses to which small electric air-heat- 
ers are put are surprisingly numerous. 

It is then on a comparatively small 
scale, and in intermittent service, that the 
electric air-heater is useful when power 
is derived from the steam-electric station, 
and when the heat supply is derived from 
electric resistance. 

We must not under-rate the facility 
with which gas may be stored, the 
economy of rapid and continuous genera- 
tion and available heat from combustion 
and discharges of by-products; whereas, 
in electric lighting and electric heating 
every unit of heat and light secured repre- 
sents an appreciable loss or depreciation 
of the energy converter. It may be safely 
concluded that we cannot afford to use 
electricity for general diffused heating 
purposes on a large scale. Practical ex- 
perience, however, shows that such de- 


ductions may lead to unsafe conclusions. ` 


Many practical illustrations are found, 
which show that no great engineering 
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difficulties are encountered in distributing 
boiler energy, and also exhaust steam 
from the engine, for useful heating work 
at a distance. We are now able to formu- 
late a multi-potential heat-supply system 
in which the steam, either live or ex- 
Faust, or both, is used for low-tempera- 
ture work, and electricity from generators 
in the same station is employed for all 
work requiring temperatures in excess of 
that of the steam—that is, from about 
250 degrees Fahrenheit upward. In 
domestic work the steam heat would be 
employed for house heating and water 
heating, for bathing, laundry and cooking 
purposes. Electric heat would be used 
for lamps, ovens, broilers, small stoves, 
sad-irons and all purposes requiring high- 
temperature localized heat. A total fuel 
efficiency exceeding thirty-five per cent 
for both low and high temperature heat- 
ing is obtainable, and probably a still 
higher efficiency may be secured from 
operations on a large scale. It is in this 
direction that we must look for the best 
immediate results of electric heating in 
domestic life. Electrical engineers real- 
ize that the ordinary light and power sta- 
tion is wasteful as a heat generator and 
distributor, and one of the ways to im- 
prove these conditions is to introduce a 
basis of supply in which the load-factor 
is a larger percentage of the station ca- 
pacity, and in which low-temperature 
steam distribution may also be utilized. 
In the modern apartment house we find it 
possible to effect a comparatively high 
distributive heat efficiency. The rooms 
are heated by low-pressure steam or hot- 
water radiation, and the hot water for 
laundry, bath room and cooking purposes 
is also supplied. Electric lighting is 
available, but low-heat efficiency is found 
in cooking except in cases where gas is 
available. No one can question the value 
of gas as a fuel in cooking. We may, 
however, take the ground that when a 
boiler plant is required for room and 
water heating, and an electric plant for 
lighting, the use of gas in cooking is un- 
necessary and comparatively expensive, 
for it is a form of heat supply not as ef- 
fectively localized as electricity, and is 
accompanied by many disagreeable feat- 
ures. In these houses electricity is al- 
ready in use instead of alcohol for heat- 
ing convenience, also for heating sad- 
irons for laundry work and pressing; and 
it appears to be a question of time only 
when electric ovens and other cooking 
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utensils will replace the range or the gas 
stove on a considerable scale. 

There are some installations in which 
all or nearly all the cooking is done by 
electricity. These are generally success- 
ful and economical, according to the 
degree to which extensive water heating 
is eliminated. Laundry and pressing 
irons are found almost uniformly satis- 
factory. Some of the devices used in the 
dining room are accounted great con- 
veniences when electrically heated. When 
it comes to the kitchen the same feeling 
of cleanliness and refinement of methods 
as for the dining room is expressed and 
hoped for, but the housewife is not so ul- 
timately in contact with the apparatus, 
and ignorant manipulation is encoun- 
tered, which, however, does no other 
harm than to add to the expense of run- 
ning. 

In industrial work the progress of elec- 
tricity has been more rapid than in do- 
mestic applications, with the exception of 
the electric sad-ircn. There are cases 
where heating by electricity is found 
cheaper than by fuels, setting aside all 
collateral advantages. In electric cars 
the more equitable distribution of heat 
on a satisfactory basis of effective warm- 
ing is sufficient to employ the method and 
apparatus even at considerably greater 
cost than former methods of heating. 

Following the reading of this paper, 
President Ferguson announced that two 
written discussions had been contributed 
by Charles FE. Waddell, electrical engi- 
neer of the Biltmore Estate, Asheville, 
N. C, and by W. N. Ryerson, superin- 
tendent of the Ontario Power Company, 
Niagara Falls, Ontario. Perey H. Thomas 
abstracted these contributions. 

Mr. Ryerson considers that Mr. Iad- 
away’s suggestions concerning the limita- 
tions of the use of electricity for main- 
taining an equitable temperature in build- 
ings during the season of cold weather 
are undoubtedly to the point at the pres- 
ent time. There are instances, however, 
in which comparison between the use of 
electricity and other heating agents on the 
basis of cost leads to erroneous conclu- 
sions. As an instance in point, in the 
office building of the Ontario Power Com- 
pany, at Niagara Falls, which was 
equipped, under the plans of the archi- 
tects, with a low-pressure steam-heating 
system having an auxiliary hot-water sys- 
tem with forced draft, it has been found 
that the low-pressure steam system is en- 
tirely unnecessary, a comfortable temper- 
ature being maintained in the coldest 


weather by an electrically-heated hot-air 
system designed by himself. It is true 
that the steam-heating system in this 
building is a part of a much more ex- 
tensive one installed throughout the trans- 
former building, of which the office forms 
an ell, but it is not necessary to maintain 
a high temperature throughout the re- 
mainder of the building, with the excep- 
tion of the switchboard room, which is 
heated by direct electric radiators. Dur- 
ing the last winter it was found that the 
use of the boiler was only necessary for 
twenty-five days, and during the remain- 
der of the time the electric heaters in the 
office building and switchboard room were 
sufficient for all purposes. The cost of 
this electric heater was $388, and it con- 
sumes eighty-five kilowatts, including 
power necessary for a fan motor. In a 
plant of this size the cost of this amount 
of energy is negligible, whereas with nat- 
iiral gas and wages of boiler attendants, a 
large cost would be built up. The elec- 
tric heater supplies 72,000 cubic feet of 
air space in a building exposed on three 
sides. 

The Ontario Power Company pur- 
chased and installed a complete electric 
kitchen capable of cooking a meal for 300 
persons, and its successful use has been 
demonstrated on several occasions. 

Mr. Waddell considered that dividing 
heat applications into low-potential quan- 
{ity and high-potential intensity types is 
a very expressive way of classifying two 
«eneral conditions. In high-potential 
heating problems it has been demon- 
strated that the cost of electrical energy 
has little or no bearing on economy. 
Other factors enter that more than com- 
pensate for any discrepancy in calorific 
value between electricity and fuels. 

It is doubtless true that the steam 
power plant, by reason of its low eff- 
ciency, is debarred from furnishing elec- 
tric heat in competition with fuels. In 
the case of a thickly-settled district the 
use of exhaust steam for heating has been 
demonstrated as profitable and desirable. 
As Mr. Hadaway suggested, conditions 
may be such that it might be profitable 
to generate electricity for high-potential 
applications and use the exhaust steam 
for quantity work. 

In house heating the efficiency of the 
apparatus depends almost entirely on the 
range of temperature in the apparatus 
and on the method of controlling the 
fires. Another point that has impressed 
Mr. Waddell is that not only the quantity, 
hut the intensity of heat in domestic ap- 
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plications is essential to success. If elec- 
tric heating is to be introduced on a large 
scale into house warming, it will be neces- 
sary to accord the art of heating and 
ventilation more scientific attention than 
is now usually bestowed upon this class of 
work. Unquestionably, of the quantity of 
heat annually radiated in domestic instal- 
lations, the greater portion is wasted. 

President Ferguson called upon W. S. 
Andrews to continue the discussion. 

Mr. Andrews said that it had been his 
privilege to be associated with Mr. Edi- 
son while he was developing his low-ten- 


sion, multiple-are system of electrical dis- 


tribution in the early eighties. He dis- 
tinctly remembered a statement which 
Edison made in 1881, to the effect that he 
expected to utilize the general distribu- 
tion of low-potential electrical energy not 
alone for public and private lighting pur- 
poses, but also for operating electric 
motors, to drive machinery in mills and 
factories, and for electric traction; and 
furthermore, he confidently expected to 
make electricity generally serviceable for 
the cooking of food, and, to a limited ex- 
tent, for the warming of dwellings. Mr. 
Andrews agreed with Mr. Hadaway that 
the real difficulty in using electricity for 
performing ordinary cooking operations 
exists in the providing for a hot-water 
supply economically. At a price of five 
cents per kilowatt-hour the cost of heat- 
ing a gallon of water from faucet tem- 
perature to boiling point, at an efficiency 
of, say, eighty per cent, is a little more 
than two cents, which, to many people, 
would be a prohibitive price, especialiy as 
the same result can be accomplished for 
very much less money. Apart from the 
question of water heating, the operations 
of baking, broiling, frying, toasting, etc., 
by electricity can be accomplished at a 
reasonable expense when electricity 1s sold 
at the rate of five cents per kilowatt-hour. 
Taking into consideration the collateral 
advantage of being able to raise utensils 
to a high temperature with localized heat, 
thus keeping the kitchen much cooler in 
hot weather than is possible when using 
a coal or gas range, increases the advan- 
tage of electrical service. 

James I. Ayer said that the paper of 
the evening should be analyzed and a more 
optimistic view taken of the possibilities 
of electric heating. Mr. Ayer considers 
that the likelihood of the use of steam 
from a central station proving an impor- 
tant factor in developing electric heating 
is doubtful. Steam heating from electric 
central stations is not considered by those 
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who are exploiting such systems as some- 
thing they can recommend generally, and 
the limitation of such development has 
been in no manner affected by electric 
heating. 

Concerning the competition between 
gas and electricity, remarkable results in 
development have come about. In this 
struggle electric heating already plays its 
part to a limited, though very beneficial, 
extent. With no important single instal- 
lation of electric heaters exceeding a few 
kilowatts, one central station reports a 


total of 1,560 heating devices on its lines, ' 


having 696 kilowatts’ capacity, producing 
an increased load of 132,000 kilowatt- 
hours per year, and a gross revenue for 
the service of $18,000, practically all at 
lighting rates. 

Paul M. Lincoln said that electric 
heating must compete with other means 
of arriving at the same end. To win out, 
the electrical method must show a higher 
efficiency than any other method of ob- 
taining heat. One of the big advantages 
with electrical apparatus is, of course, 
that it can be applied to the work in a 
much better way than by any other 
method. 

H. P. Ball said that it was feasible, by 
using modern materials such as nickel- 
chromium wire and infusible materials, to 
get a very high temperature, and this 
was what was needed. In heating rooms, 
the use of a resistance conductor in the 
form of a thin, wide band, so as to 
have a maximum radiating surface, is 
necessary. 

Max Loewenthal said that there can be 
no doubt that electricity converted into 
heat cannot be as efficient for any opera- 
tion asg steam generated from fuel. 
Again, as a general proposition, electricity 
converted into heat is not commercially 
as efficient as gas. On the other hand, 
figures are available which show that the 
electric oven, for example, compares very 
favorably with an oven in which solid 
fuel is burned. When it is considered 
that the fuel burned in a coal range de- 
livers only 2.5 per cent of the thermal 
value of the fuel for heating the food, 
and in a gas stove, from three to 3.5 per 
cent is secured; while with the electric 
oven, considering the conversion of en- 
ergy from steam energy into electrical 
energy, and assuming an efficiency of the 
oven of about eighty-five to ninety per 
cent, the percentage with electricity runs 
up to 4.5, the economical advantage can 
be seen. Making careful calculations, 
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based upon actual figures, if the rate 
for electricity is reduced to 2.5 cents per 
kilowatt-hour, it will be identical with 
gas at $1 per thousand cubic feet. The 
final solution of the problem of using 
electricity for general heating will be 
found when the central station can re- 
duce the cost of current to where it will 
be as economical to cook with electricity 
as with any other means. 

As far as the technical development is 
concerned, Mr. Loewenthal believes that 
the resistance material will be of a re- 
fractory character more in the nature of 
a carbide. Samples have just been re- 
ceived of a European product for heating 
purposes—a silicate of carbon—which 
may be heated for a great many hours 
without showing any deterioration at all. 

Dr. C. P. Steinmetz took up the dis- 
cussion and indicated the disadvantages 
and handicaps under which the develop- 
ment of general electric heating labors. 
The solution of the practicable utiliza- 
tion of electricity for heating leads up 
to a method of transforming heat energy 
from high-pressure, low-quantity, to low- 
pressure, high-quantity. If you admit 
heat at a high temperature, a small quan- 
tity expanded down is converted into 
mechanical energy. By going from very 
high temperature to low temperature, 
probably fifty per cent can be converted. 
Carrying out the reverse process at lower 
temperatures, an amount of heat quantity 
units several times larger than the heat 
quantities put in at the higher tempera- 
ture can be secured. Heat energy is con- 
vertible into any other form of energy or 
fixed equivalent of heat, but heat quantity 
corresponds to quantity of electricity, cor- 
responds to current, and has no direct re- 
lation to energy, but is one of the factors 
of producing energy. ‘The smaller the 
electromotive force, the larger may be 
the other factor with the same amount of 
energy. This mixing up is partly due to 
the nature of the energy transformation 
between chemical energy and heat en- 
ergy. If we interpose the electric trans- 
{ormer or converter, and change from 
liigh electromotive force and small cur- 
rent to low electromotive force and high 
current, we can get a much larger out- 
put by using a much larger quantity of 
electric energy. 

Mr. Hadaway, in closing the discussion, 
stated that it had been his desire to make 
his paper very conservative, and that, in 
his opinion, the thing to be considered 
mainly was the confining of the heat. 
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Before adjourning, President Ferguson 
stated that the next meeting of the In- 
stitute would be extremely interesting, 
the subject for discussion being the ex- 
periences in the electrification of the New 
York, New Haven & Hartford Railroad. 
The paper would be presented by W. S. 
Murray, chief electrical engineer of the 
system. 

The meeting was then adjourned. 
edo 
Reorganization of New York Metropol- 

itan. 

It was announced on November 13 that 
the problem of reorganizing the finances 
and properties of the Metropolitan Street 
Railway Company, in New York city, 
will be taken up at once by a committee 
representing the bondholders. The com- 
mittee’s work, which will require, as a 
preliminary, a thorough analysis of the 
financial and physical factors involved, 
will be prosecuted, it is promised, with 
the utmost speed, with the object of evolv- 
ing a comprehensive plan of readjust- 
ment. 

Both the committees representing the 
general and collateral five per cent bonds 
and the refunding four per cent bonds 
of the Metropolitan Street Railway Com- 
pany are represented in the Reorganiza- — 
tion Committee, which consists of four 
members. Donald Mackey and William 
P. Dixon represent on the joint commit- 
iee the general and collateral mortgage 
five per cent bonds, and John W. Castles 
and Otto H. Kahn the refunding fours. 
In addition to these, Alexander J. Hemp- 
hill, chairman of the first-named Bond- 
holders’ Committee, and E. S. Marston, 
chairman of the latter, have been desig- 
nated by their respective committees to 
act, ex-officio, in an advisory capacity to 
the joint committee. John W. Castles 
has been named chairman of the com- 
mittee and Alexander Hemphill, secre ' 
tary, with L. C. Krauthoff as couusel. 
ede 
Civil Service Examinations for New 

York State and County Service 


The New York State Civil Service Com- 
mission will hold examinations on Decem- 
ber 12 to fill the position of junior drafts- 
man, Public Service Commission, First 
District, $720 to $1,200 per annum. ‘The 
last day for filing applications for this 
position is December 5. Full information 
and application forms may be obtained 
from Charles S. Fowler, Chief Examiner, 
Albany, N. Y. 
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Association of Car-Lighting Engineers. 


First Annual Meeting Held at the Grand Pacific Hotel, Chicago, November 16 to 20. 


The first annual meeting of the Asso- 
ciation of Car-Lighting Engineers was 
called to order on Monday morning, No- 
vember 16, in the German Room of the 
Grand Pacific Hotel, Chicago. There 
was a large and enthusiastic attendance, 
and the opening session indicated that 
this was a very live organization, and 
that there was in store for it a future of 
much service and value to the car-lighting 
engineers and the railroads with which 
they are connected. 

The opening session was called to or- 
der by President A. J. Farrelly, of the 
Chicago & Northwestern Railway. Mr. 
Farrelly rehearsed’ very briefly the or- 
ganization of the association. On May 
20 last ten men, representing four of the 
large railroads, gathered together at Og- 
den, Utah, to discuss several points of 
difference which had involved the differ- 
ent organizations, and during the discus- 
sion it was suggested by E. M. Cutting, 
of the Southern Pacific, that an organiza- 
tion of car-lighting engincers be started. 
In response to some correspondence which 
was then carried on, a meeting was held 
in the Grand Pacific Hotel, in Chicago, 
last August, with about forty men pres- 
ent, and an organization effected with the 
following officers: President, A. J. Far- 
relly; first vice-president, E. M. Cutting; 
second vice-president, A. J. Collett, Union 
Pacific; secretary and treasurer, G. B. 
Colegrove, Illinois Central. Executive 
committee—H. C. Meloy, Lake Shore & 
Michigan Southern; A. C. Terry, “Soo p” 
G. W. Murray, San Pedro, Los Angeles & 
Salt Lake, and O. W. Ott, Oregon Short 
Line. 

The objects of the association are to tie 
together the loose threads which have 
predominated in car-lighting engineering. 
While the apparatus has been standard- 
ized and perfected to a considerable de- 
gree, there ig but little uniformity of in- 
stallation and equipment. xcept on a 
fow of the larger roads there has been a 
{endency to utilize any kind of a light, in 
any kind of a way, and let it go at that. 
It is the opinion, however, of progressive 
railway men that one of the greatest 
features of attraction in railway service 
is adequate lighting, and to-day there is 
need for considerable study and inter- 
change of ideas which would bring about 


that betterment of service for which all 
car-lighting engineers should strive in 
performing their full duty to their em- 
ployers. 

The report of Secretary-Treasurer Cole- 
grove showed that there were 205 mem- 
bers; that the collections had amounted 
to $410, and that the expenditures out- 
side of the cost of printing for the present 
convention were $108.65, leaving a bal- 
ance in the treasury of $301.35. 

The first paper was read by Patrick 
Kennedy, entitled “History of Car Light- 
ing.” This paper called attention to the 
valuable contributions to the literature of 
train lighting which had been made by 
Prof. George A. Shepardson, of the Uni- 
versity of Minnesota, and by A. H. Bauer. 
The advantages of electrically lighting 
railroad cars were realized very early in 
the development of incandescent electric 
lighting, and the efforts of electrical engi- 
neers to utilize electric lamps for car 
illumination were contemporary with the 
earliest manufacture of incandescent 
lamps. Prior to the installation of the 
first Edison system in New York the Lon- 
don & Brighton Railway operated an elec- 
trically lighted car from a battery of 
Faure cells. The Pennsylvania Railroad, 
in the spring of 1882, equipped a number 
of its cars, taking current from imported 
Faure cells, and considerable experimenta- 
tion was done with primary batteries for 


car lighting from 1883 to 1887 in France 


and America. It was recommended that 
a committee be appointed to prepare a 
complete historical treatise dealing with 
the subject of car lighting by electricity. 

In the course of his paper, Mr. Ken- 
nedy called attention to various patents 
which had been granted for systems of car 
lighting. One of these, he said, consisted 
of a windmill, which was placed on the 
locomotive, and which was expected to 
generate enough current to light the train 
and perforin some other service. 

During the remarks which followed the 
reading of Mr. Kennedy’s paper, it de- 
veloped that Alexander McGary, chief 
electrician of the New York Central, was 
the expert who undertook the testing out 
of this installation. Notwithstanding the 
fact that this is now looked upon as more 
or less of an absurdity, it was nevertheless 
practicable, and it appeared at that time 


that a large syndicate would be organized 
to develop it. The installation consisted 
of a thirty-six-inch Sturtevant wheel 
equipped with a damper gate for cutting 
off the wind pressure as the locomotive 
would meet a new slant of the wind when 
rounding a curve or changing its direc- 
tion. It was installed on a locomotive on 
the Grand Rapids & Indiana, running be- 
tween Grand Rapids and Muskegon, 
Mich. The generator developed twenty- 
five amperes at eighty-five volts. Of 
course, with the controlling devices at 
that time available, it was not possible 
to regulate the voltage or maintain any- 
thing like decent illumination, and pend- 
ing the construction of a better form of 
wheel and controller, the development of 
this system was allowed to lapse. 

A paper entitled “The History of Axle 
Lighting” was presented by W. L. Bliss. 
This was a classical resumé of the past 
and present efforts made in the develop- 
ment of a successful axle lighting system. 
Mr. Bliss paid a warm tribute to those 
who had, along with him, done the pio- 
neer work in bringing to the present-day 
perfection the system of axle lighting 
with which large numbers of cars are now 
equipped. He described the many diffi- 
culties which were overcome, and indi- 
cated the probable trend of invention and 
design in meeting those difficulties which 
it is now considered are about to be solved. 
The history of axle lighting is as old as 
any development of car lighting. From 
the earliest days efforts have been made 
to light trains electrically by means of a 
generator driven from the axle through 
some form of transmission. The first 
patent with which he had any acquain- 
tance was taken out in England in 188], 
by Richard Lalor, and is numbered 5,316. 
In America he thought that among those 
men who were now living, and who had 
been interested for the greater part of 
{heir lives in developing a system of axle 
lighting, in point of time of service the 
leader was Morris Moskowitz; that scc- 
ond place belonged to Patrick Kennedy, 
and that he himself was entitled to third 
place. : 

Mr. Bliss illuminated his paper with 
many amusing reminiscences and refer- 
ences to the early work of inventors, and 
made a number of excellent suggestions 
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concerning the perfect system of train 
lighting which now is in fair shape to be 
realized. 

The session then stood adjourned until 
2 p. m. 

The afternoon session was opened 
shortly after 2 o’clock, when President 
Farelly announced the report of the 
committee on the care and maintenance 
of storage batteries, comprised of F. R. 
Frost, W. F. Bauer, Dr. J. E. Widner and 
H. M. Beck. The paper was read by the 
first named, as chairman. Though the 
report was not lengthy, it was very com- 
prehensive, and in a terse way set forth 
a great amount of valuable information 
concerning the storage battery and its use. 

After an introductory paragraph, in 
which the systematic and intelligent at- 
tention to batteries at frequent intervals 
was strongly advised, the authors struck 
at once into the controversy of lead-lined 
tanks versus rubber jars, by summing up 
the following advantages for each class 
of container. Over the rubber jar the 
lead-lined tank prevailed, they declared, 
in its ability to withstand severe shocks, 
its slightly lower first cost, the value of 
its salvage as scrap and the greater ease 
of repair. On the other hand, rubber 
jars were stated to weigh less, to require 
no special care to prevent the action of 
wood, acids and grounds, to need no in- 
sulation to prevent short-circuiting the 
elements, and to show a lesser tendency 
for the electrolyte to creep. 

The following suggestions were made 
for battery cell construction used in rail- 
way train-lighting work: Rubber jars 
were recommended to be three-sixteenths 
inch thick, with reinforced tops and with 
bridges not less than one and three- 
fourths inches thick. Lead linings should 
be made of lead weighing not less than 
four pounds per square foot with all laps 
burned, the use of solder not being per- 
missible. Oak crates with dovetailed 
corners were advised, thoroughly painted 
inside and out with an acid-resisting 
paint. Jars and linings should be sef in 
a low-melting compound, the report said, 
permitting of their easy removal when 
filled with hot water. Connectors of No. 
4 or No. 6 cable, containing at least forty- 
. nine strands and insulated with best qual- 
ity rubber, were advised. For terminals 
brass is inferior to copper. All metal 
parts in the battery box must be painted 
with an acid-resisting compound. 

For washing batteries the use of water 
was discouraged, as it tends to make the 
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negative plates lose their charge. In 
changing plates from one electrolyte to 
another the elements should be kept out 
of the acid as little as possible. One or 
more cells of a series, showing up weak 
should be removed from circuit and 
treated until the normal condition is re- 
stored; meanwhile other good cells take 
the place of the weak cells in the working 
circuit. A weak cell will quickly go to 
pieces if continued in service, particu- 
larly if the battery is discharged to a low 
point as the cell may become reversed. 
In the use of the pilot-cell method great 
pains must be taken to keep the elec- 
trolyte conditions of the group uniform. 
Other directions for taking care of cells 
in and out of service were given with 
some detail, and a complete system of 
recording tests, cleanings and renewals 
was recommended to be observed with 
care. 

Interesting from an historical and 
curious standpoint was the next paper, 
“Railway Train Lighting,” first delivered 
before the American Institute of Elec- 
trical Engineers at Chicago in June, 
1892, by A. H. Bauer, the father of W. 
F. Bauer, a member of the convention. 
The paper was read before the car light- 
ing engineers by Mr. Bender. A brief 
abstract of the matters of historical im- 
portance contained in the paper is given 
below: 

The first successful system of railway 
train lighting was that invented by 
Houghton and adopted by the London, 
Brighton & South Coast Railway of Eng- 
land, in 1881. Other improvements 
added hy many inventors later made the 
system almost automatic. Connected by 
link belting to the car axle, was a Brush 
dynamo in the baggage car. A ball gov- 
ernor, rotating vertically, performed the 
following functions: Opened a switch 
when the electromotive force of the gen- 
erator fell below that of the battery, ad- 
justed a resistance to maintain the cur- 
rent constant, shifted the brushes to con- 
form to the neutral point at the particu- 
Jar speed of the armature. The pole 
changer, designed to make the machine 
pick up in whichever direction the car 
should run, consisted of a freely moving 
rocker-arm carrying the brushes and able 
to be moved through a quadrant by the 
friction of the brushes on the commu- 
tator, at the same time operating a throw- 
ever switch controlling the connection of 
the field coils. The rocker-arm was 
brought to position by a snap-spring ar- 
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rangement: One set of accumulators, 
consisting of twenty-five cells, was pro- 
vided for each train and placed in the 
baggage compartment. The maximum 
number of lamps in a train was seventy, 
of ten candlepower each, at fifty volts. 

Axle-lighting seemed to have failed in 
America, the author observed in 1892, 
since the bogie truck used in this country 
did not allow a stable arrangement of the 
pulley, belt and axle, as was possible on 
the rigid wheel bases of Europe. 

In 1887-88 the first attempt was made 
io use secondary or storage batteries in 
lighting two Pullman limited trains of 
six cars each. Each car was equipped 
with thirty cells, weighing fifty pounds 
per cell. Duplicate sets were kept 
charged at each end of the line and ex- 
changed for the exhausted battery on the 
car. Twenty-six sixteen-candlepower 
lamps, operating at sixty volts, were used 
per car. This system failed because the 
capacity of the battery was too small 
and the cells were usually exhausted be- 
fore 11 p. m. Another reason was the 
deterioration of the plates, which were of 
the pasted-grid type. 

In 1890, four cars, each equipped with 
thirty-two cells of 150-ampere-hours ca- 
pacity, and containing twenty-six sixteen- 
candlepower, sixty-volt lamps, were run- 
ning between Chicago, Indianapolis and 
Cincinnati. The cars were charged at 
one end of the run while standing on a 
particular sidetrack near the generating 
station. 

In January, 1888, six-car trains be- 
tween Jersey City, N. J., and Jackson- 
ville, Fla., were lighted by a vertical sin- 
gle-stroke engine, belt-connected to the 
generator in the baggage car. Steam 
from the locomotive boiler was used. A 
three-cylinder engine direct-connected to 
a seventy-five-volt, sixty-ampere dynamo 
run at 1,000 revolutions per minute was 
next installed. However, metallic dirt 
from the brakes and roadbed formed such 
frequent short-circuits that an extra ar- 
mature was always carried and changes 
sometimes made while the train was in 
motion. Later the Eickemeyer dynamo, 
which was of an enclosed construction, 
was installed with success. 

The cost of such a complete installa- 
tion, with batteries, was figured at $5,808 
per train, or $968 per car. “So success- 
ful has been the lighting of these trains 
that it is rare for other sources of illumi- 
nation to be used,” says the author in 
appreciation of the advantages of electric 
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lighting. “There is no -doubt,” he con- 
cludes, “that the ideal way of running 
a dynamo is by connection with the axle. 
* * * Tt is, however, thought that within 
the next year a reliable connection will 
be had, after which I believe the lighting 
of railway trains by electricity will be 
universally adopted.” _ 

Following the reading of Mr. Bauer’s 
paper, the convention took up the discus- 
sion of storage batteries and was soon 
engaged in a spirited dissension on the 
relative value of the rubber jar and the 
lead-lined tank. The charge made that 
rubber tended to crystallize and become 
brittle with age was denied by those who 
had experienced success with pure and 
compound rubber jars. Methods of 
crating and handling, all agreed, had an 
important part in the resultant breakage 
during service. 

On Tuesday morning an effort was 
made to crystallize the results of the pre- 
ceding day’s discussion on the relative ad- 
vantages of the rubber jar and lead-lined 
tank and the construction of battery trays 
by obtaining a vote on a resolution em- 
bodying the recommendations of the ma- 
jority of the car-lighting engineers pres- 
ent. A resolution declaring that rein- 
forced rubber jars set in petrolyte or 
some suitable material are superior to 
lead-lined tanks failed to pass by a single 
vote, the convention dividing almost 
equally over the merits of the respective 
containers. A unanimous vote was ac- 
corded the general resolution to the effect 
that the materials of which trays are to 
be made is largely governed by local con- 
ditions. 

The report of the committee on 
“Straight Electric Lighting” was then 
read by C. W. Bender of the Pennsyl- 
vania Railroad. J. R. Sloan and A. Mc- 
Garry were associated with him in the 
preparation of the paper. The report dis- 
cussed the necessity for auxiliary methods 
of lighting trains, except the provision of 
emergency candles, under the varying 
conditions met in straight-storage, axle- 
generator and head-end systems. In the 
first case the batteries must be of ample 
capacity, and sufficient time for charging 
must be given at layover points. 

In the committee’s opinion the axle 
generator and steam turbine have been 
developed to such a point that with com- 
petent inspection they will give satisfac- 
tory service. ‘The report cited the in- 
ctance of one railroad operating several 
hundred electrically lighted cars, these 
cars being equipped either for straight- 
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storage, axle-generator or head-end sys- 
fem, and on which, with very few excep- 
tions, there is no auxiliary system of light- 
ing other than emergency candles, and 
the failures of electric lights are gratify- 
ingly small. The majority of those that 
do occur are on account of insufficient 
layover time and inadequate charging fa- 
cilities. 

In the general discussion which fol- 
lowed the confidence of the engineers in 
unreinforced electric lighting was evident 
and the experiences of the members 
showed that practice now leans toward 
straight electrical installations. Sole de- 
pendence on the system and a better rout- 
ing of cars for electrical inspection and 
repair were shown to make for reliable 
operation of electrical equipment. The 
percentage of gas failures, it was con- 
eluded, is about equal to the electrical 
outages observed. Several engineers ad- 
vised incorporating rules regarding at- 
tention to fuses and lights, in the book 
of train rules for the crew, and requiring 
examinations. 

Some very interesting remarks by two 
outside visitors enhanced the afternoon 
session. Wilson E. Symons, who has been 
prominent in railroad development and 
maintenance work, attended the mecting 
and was called to the front of the room, 
where he read several extracts from a pa- 
per delivered before a technical society 
earlier in the year, apropos the passing of 
the steam locomotive. After a brief his- 
tory of electric traction Mr. Symons con- 
gratulated the members of the Association 
of Car Lighting Engineers on the splen- 
did work before them and predicted that 
as an authoritative body the association 
would achieve a position only second to the 
Master Car Builders. 

A. H. Darker, of the J. Stone Com- 
pany, Deptford, England, was next called 
upon and surprised the convention by his 
account of the progress of car lighting 
elsewhere than America. He reported 
that 30,000 cars equipped with an axle- 
lighting system were used in the civilized 
and comparatively unsettled countries of 
both hemispheres. Potentials of sixteen. 
twenty-four and sixty volts are common 
practice abroad. The severe handling in 
Europe, where cars penetrate half a dozen 
different countries during the shifting of 
a week, is an extreme condition which 
American car-lighting men are not called 
to meet. Instruction cards must be 
printed in several different languages. 
Electrical ear-lighting with no auxiliaries 
has been found absolutely reliable in the 
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extensive practice of Mr. Darker’s com- 
pany. 

The report of the committee on train 
connectors, read by H. C. Milo, one of 
the committee with A. McGary and J. 
R. Sloan, involved a technical discussion 
of a device which, the members’ remarks 
implied, is not yet entirely satisfactory. 

E. W. Jensen, chairman of the commit- 
fee on organization and systemization in 
connection with electric-lighted trains, fol- 
lowed with the report prepared by him- 
self and his associates of the committee, 
W. Barnum and F. McGary. The first 
part of this paper was taken up with a 
compilation of report forms used in. 
recording materials, renewal and inspec- 
tion. Several examples were given of the 
force necessary to handle electrical equip- 
ment. For instance, one road has the 
major portion of its cars equipped for 
lighting from straight storage battery and 
its limited trains lighted with a turbine 
head-end system. At one terminal, ninety 
cars per day are handled, of which fifty- 
eight are straight-storage, twenty-four 
head-end and eight axle-lighted. There is 
a force of one electrician in charge, one 
assistant electrician, one clerk for records 
and correspondence, one storeroom clerk, 
four electrical machinists for turbine 
work, axle generator work and general 
repairs, four yard electricians for testing 


ənd charging batteries and twelve bat- 


terymen, who make all battery repairs, 
clean and supply the different sets of bat- 
tery. At this point the majority of the 
cars are cleaned and repaired. 

Sessions were held on Wednesday and 
Thursday. The annual banquet was held 
on Wednesday evening, and the pro- 
gramme called for a jaunt to Milwaukee 
on Friday. 

A number of exhibitors occupied par- 
lors on the convention-hall floor of the 
Grand Pacifie Hotel, and several showed 
operating installations to claim the atten- 
tion of the ear-lighting engineers between 
the sessions. Exhibits of the following 
companies were shown: Consolidated 
Railway Electric Lighting and Equip- 
ment Company, the Willard Storage Bat- 
tery Company, the Westinghouse Machine 
Company (storage batteries), Storage Bat- 
tery Lighting Company, Central Electric 
Company, Bliss Electric Car Lighting 
Company, the Safety Car Heating and 
Lighting Company, the New York Leather 
Belting Company, the National Electric 
Lamp Association (engineering depart- 
ment), the Gould Car Coupler Company 
and the Bijur Battery Company. 
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Chicago Section—Illuminating Engineer- 
ing Society. 

The second fall meeting of the Chicago 
Section of the Illuminating Engineering 
Society was held at the Grand Pacific 
Hotel on the evening of November 12. 
After the usual dinner the meeting was 
devoted to a discussion of some of the 
papers that had been presented at the re- 
cent annual convention of the society at 
Philadelphia. These papers were recently 
abstracted in both the ELECTRICAL Re- 
View and the WESTERN ELECTRICIAN. 

The first paper considered was that of 
Leonard J. Lewinson on “The Intensity 
of Natural Illumination Threughout the 
Day.” It was briefly abstracted by 
Albert Scheible. In the discussion J. R. 
Cravath gave an explanation of why 
the author could not read his instruments 
with an illumination of two foot-candles 
at dawn. Mr. George H. Jones spoke of 
the marvelous range of the eve, which can 
adapt itself with comfort to variations in 
illuminating intensity from a small frac- 
tion of a foot-candle to over 10,000 foot- 
candles. 

A paper by J. R. Cravath and V. R. 
Lansingh on “The Calculation of Iumi- 
nation by the Flux of Light Method” was 
then abstracted with great care by Mr. 
Cravath. He demonstrated graphically 
the various steps that led to the develop- 
ment of this method and showed how it 
can be used. There was no discussion of 
this subject. 

Consideration was then given to the 
paper presented by V. R. Lansingh and 
T. W. Rolph on “Some Experiments on 
Reflection from Ceilings, Walls and 
Floors.” This also was abstracted by 
Mr. Cravath, who showed a graphie chart 
prepared from the results given in the 
paper as to the watts per lumen required 
to illuminate a working plane in a room 
having, first, ceiling, walls and floor dark, 
then the ceiling light, next ceiling and 
walls light, and finally even the floor 
light. The discussion on this subject was 
quite general. Mr. Scheible thought that 
in the first case the use of a mirror type 
instead of a prismatic reflector would 
have shown even more striking a contrast 
in the figures with and without reflector. 
It was also pointed out that for the case 
with floor dark there was little difference 
between the use of a reflector and not 
using one. The figures for the last case 
were said to be now quite commonly at- 
tained by. the use of tungsten lamps. 

The next. meeting of this section will 


Í 


ELECTRICAL REVIEW AND WESTERN ELECTRICIAN 


probably consider some problems relating 
to illumination by gas, as its date coin- 
cides with the holding of a “Gas Show” 
that is scheduled for the First Regiment 
Armory. 


ede 


New York Section—lIlluminating Engi- 
neering Society. 


The regular monthly meeting of the 
New York Scction of the Illuminating 
Engineering Society was held on Thurs- 
day evening, November 12, at the St. 
Gabriel’s Branch Carnegie Library on 
East Thirty-sixth Street. 

The object of holding the meeting at 
the library was twofold, one being to give 
the members an opportunity to examine 
and discuss the lighting installation, and 
the second that the designer has the bene- 
fits of the discussion in the designs of sim- 
ilar buildings now under construction. 

The illumination of the building was 
designed by the first president of the so- 
ciety, L. B. Marks, and the installation 
was described with measurements of the 
illumination in a paper presented at the 
recent convention at Philadelphia. 

The meeting was called to order by 
Albert Wahle and the installation was 
described briefly by Mr. Marks. The visit- 
ors were quite as numerous as the mem- 
bers, including the chief of the circulation 
department of the New York public li- 
braries, Mr. Bostwick, and a number of 
the librarians in charge of the various 
branches throughout the city. 

A feature of the lighting of this build- 
ing was that it was the first to be erected 
where loca] lighting was provided. 

Prof. Morgan Brooks of the University 
of Illinois cited an instance where there 
was sufficient illumination for reading, but 
that upon some of the tabies reading famps 
were provided and the students invariably 
selected these tables. He thought the 
reason for this was that it was the at- 
tractiveness and coziness, as he expressed 
it, of a table lamp. 

The installation was also discussed by 
Messrs. Doane, Lansingh, Moore, Barton, 
Owens, Wahle and Millar. 

From the discussion it would be hardly 
fair to state that this particular type was 
altogether successful, although none of the 
members mentioned an installation where 
only general lighting was provided where 
results were as satisfactory as in the case 
under discussion. The members were the 
guests of the Librarians of the city, and 
through 


their hospitality refreshments 


were enjoyed by all. 
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More Westinghouse Stock. 


A special meeting of the stockholders 
of the Westinghouse Electric and Manu- 
facturing Company was called on Novem- 
ber 11, to meet in Pittsburg on November 
24, to provide for the carrying out of the 
reorganization plan. The stockholders 
will be asked to increase the board of di- 
rectors to sixteen and to constitute a 
proxy committee, to remain in existence 
five years, according to the requirements 
of the modified plan of the Readjustment 
Committee, which is to take the company 
out of the hands of the receivers. 

The stockholders will also be asked to 
make changes in the by-laws required by 
the plan and to increase the capital stock 
by $10,000,000, as well as to adopt the 
necessary resolutions to make the plan it- 
celf effective. 

The requirements of the modified plan 
for the readjustment of the debt of the 
company will require approximately $14,- 
200,000 of new assenting stock, to be is- 
sued to holders of the merchandise debt 
and bank debt and to stockholders who 
have subscribed for new stock in cash. 
Of the present authorized assenting stock 
of the company $12,500,000 is reserved 
against the convertible gold bonds and 
$23,940,000 is issued, 
£9,560,000 unissued. 

Announcement is made that the Pitts- 
burg banks have raised the $1,500,000 ad- 
ditional cash necessary to make the re- 
organization plan a success, by taking the 
notes of the Security Investment Com- 
pany. The operation of the readjustment 
plan will give the Westinghouse company 
a total of approximately $12,000,000 cash. 

The inquiries received by the Westing- 
house company for electrical apparatus are 
larger than at any time in years past. 
eo 

Electrical Supplies for the Navy De- 

partment. 

The Bureau of Supplies and Accounts 
will open bids in Washington, D. C., on 
November 24 for the following electrical 
material: Miscellaneous cable, 6,000 feet 
lamp cord, two generator sets, 500 lamp 
guards, three transformers, 1,000 molded 
mica sockets, 


leaving only 


1,000 porcelain wall re- 
ceptacles, 11,100 feet weatherproof wire 
and miscellaneous wire, for delivery at 
Norfolk, Va.; 20,000 duet-feet vitrified- 
clay conduit, for delivery at Philadelphia, 
Pa.; fifty are lamps and eight knife 
switches for delivery at Charleston, 
S. C.; 4,000 incandescent lamps, for de- 
livery at Brooklyn, N. Y. 
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ALTERNATING CURRENTS AND 
THEIR APPLICATIONS. 


BY EDSON R. WOLCOTT. 


CHAPTER I. (Part VIII.)—PoLyPHaseE 
CURRENTS. 


DISTINCTION FROM SINGLE-PHASE CUR- 
RENTS. 

The alternating current heretofore con- 

sidered is what is known as a single- 
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with its own collecting rings. They are 
so arranged that the electromotive force 
generated in one set of windings is ninety 
degrees out of phase with that generated 
in the other set. In other words, one is 
a maximum where the other is at its zero 
value. This is more clearly illustrated 
in Fig. 19. As shown by the projections 
marked N and S, there are two pairs of 
pole-pieces. A is the armature contain- 


ing slots on its periphery, which carry the 
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sent separate windings in the armature 
of the motor. 
THE THREE-WIRE TWO-PHASE SYSTEM. 


It is possible to do away with one of 
the collecting rings by combining the two 
adjacent conductors of Fig. 20, as shown 
in Fig. 21. The two currents in the 
common return wire do not neutralize 
each other because they are ninety de- 
grees out of phase with each other. The 
resultant current can be determined just 


FIG. 19.—IDEAL TWO-PHASE GENERATOR. 


phase current; that is, the generator de- 
livering an alternating current to a sin- 
gle circuit. In the polyphase system 
the armature consists of two or more in- 
dependent windings, each of which is 
connected through its own transnnssion 
lines to separate receiving circuits. Each 
independent circuit of a polyphase system 
carries a single-phase current, but these 
single-phase currents differ in phase, and 
the combination constitutes a polyphase 


B 0 


A ' ¢ 


FIG. 22.—RESULTANT OF TWO QUANTITIES 
ACTING AT RIGHT ANGLES. 


system. Two such separately generated 
currents differing in phase constitute a 
two-phase system; three separate circuits, 
a three-phase system, and so on. 

The principal advantages of this sys- 
tem of generating and transmitting elec- 
trical energy are the better operation of 
motors and the economy secured in trans- 
mission. ‘These two reasons for the 
steady increase in the use of polyphase 
systems will be considered in more detail 
under separate headings. 


TWO-PHASE SYSTEMS. 


In the two-phase system there are two 
distinct windings on the armature, each 


FIG. 20.—CIRCUITS OF TWO-PHASE ALTER- 
NATOR WITH FOUR COLLECTOR RINGS. 


armature windings. These are in two 
sets; those marked with a small circle are 
electrically distinct from those marked 
with a cross. When one set is directly 
underneath a pole-piece the other is 
midway between two poles, and accord- 


FIG. 23.—CIRCUITS OF THREE-PHASE AL- 
TERNATOR WITH FOUR COLLECTOR 
RINGS. 


ingly the electromotive force in one is a 
maximum when that in the other is zero, 
as already stated. 

A two-phase alternator is usually pro- 
vided with four collecting rings, as shown 
in Fig. 20, where X and Y represent the 
two separate windings of the alternator. 
Here 1 and 2 represent the collecting 
rings for the winding X, and 3 and 4 the 
collecting rings for the winding Y. The 
arrows show the directions of the current 
through the circuit while I; and M repre- 
sent the consuming apparatus, such as 
electric lamps, motors or the like. When 
used for motors L and M would repre- 


FIG, 21.—CIRCUITS OF TWO-PHASE ALTER- 
NATOR WITH THREE COLLECTOR RINGS. 


as the resultant of two forces acting at 
right angles is determined. Thus, as is 
shown in Fig. 22, AC represents the cur- 
rent from one winding; for example, X 
and AB the current from the other. 


M 


N 


L 


A| B/ Cc 


FIG. 21.—ARRANGEMENT OF CALL-BELL 
CIRCUITS WITH COMMON RETURN. 


These two, differing ninety degrees in 
phase and being of equal magnitude, give 
the resultant AD, which is equal to 
V2 AC, or V2 AB. In other words, in a 
balanced load the current in the outside 
terminals of Fig. 21 being I, that in the 
common return is Y2 I. Also, if L is the 
potential difference between one outside 
wire and the middle wire of Fig. 21, 
V2 E is the potential difference between 
the two outside wires. . 
THE THREE-PHASE SYSTEM. 


In some cases it is preferable to use 
three-phase instead of two-phase current. 
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This can be arranged by having three 


separate windings in the armature of the. 


generators connected to six collecting 
rings, making three distinct circuits and 
six transmission lines. 

In practice, however, it is customary 
to combine these, as was done in the two- 
_ phase system illustrated in Fig. 21. One 
method of combination is by means of 
four wires and four collecting rings, as 
shown in Fig. 23, where the wire C acts 
as the common return of the others. Here 
X, Y and Z represent the three separate 


25.—THREE-PHASE SYSTEM, STAR 


CONNECTED. 


FIG. 


windings and L, M and N the receiving 
or consuming circuits, while C is the com- 
mon return wire. This is similar to 
three electric-bell circuits having a com- 
mon return, as shown in Fig. 24. A, B 
and C are three electric bells, each in a 
circuit with a battery, as shown at L, N 
and M respectively, all having a common 
return. j 
“STAR OR Y CONNECTION. 


It is possible to combine the four wires 


of Fig. 23 in such a manner as to use 


FIG. 26.—PHASE DIAGRAM SHOWING RELA- 
TION OF CURRENTS OR VOLTAGES 
IN A THREE-PHASE SYSTEM. 


only three as shown in Fig. 25. The 
windings are then so arranged that the 
current flows toward the generator in one 
coil; for instance, Y, when it is flowing 
away from the generator in both X and 
Z. As will be shown by a vector addition 
of the current quantities, there would 
then be no use for the conductor C and 
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the coils could be represented by A, B and 
C of Fig. 25. 

The currents in a three-phase system 
differing 120 degrees in phase can be rep- 


resented by the lines AO, DO and BO 


of Fig. 26. If the directions of the 
three currents at any one instant are as 
indicated by the arrows, CO, the result- 
ant of AO and DO, is equal and opposite 
to BO. In other words, the currents in 
AO and DO exactly balance that in BO 
and a fourth wire is not necessary. ‘This 
is called the Y or star method of connect- 
ing a three-wire three-phase system. 


DELTA CONNECTION. 


Another method of connecting the 
three wires of a three-phase system is 
known as the mesh or a (delta) system. 
This method is illustrated in Fig. 27. 
In this case the armature windings form 
a closed circuit, as shown by A, B and C. 
Each of the conductors 1, 2 and 3 carries 


l 


C 
5 


FIG. 27.—THREE-PHASE SYSTEM, DELTA 
CONNECTED. 


currents 120 degrees out of phase with 
each other, and for this reason one coil 
does not form a short-circuit for the other 
two as it would if the currents generated 
in each coil were all in phase with each 
other. 
ede 
Government in Favor of Lower Cable 
Tolls. 
While the Post Office Department is 
watching with interest the agitation in 


Great Britain for lower cable tolls between 


the two countries, it has not yet discov- 
ered a way by which it can aid in the 
movement. 

According to the officials, says the New 
York Times, the only way in which the 
Post Office Department could bring any 
pressure to bear on the corporations own- 
ing the cables would be through the char- 
ters granted them by this Government. 
These charters will be examined, and if it 
is found that provision is made in the 
documents for governmental supervision 
and control, some action may be taken. 

Although the Government has not 
claimed it as a right, the transatlantic 
cables carry Government messages at spe- 
cial rates. Over the franspacific cable 
special rates on government business also 
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yule, but these are the result of stipula- 
tions embodied in the government charter. 

Postmaster-General Meyer is an enthu- 
siastic believer in the establishment of the 
lowest possible rates on all means of com- 
munication between the United States and 
Europe. The two-cent Postage Conven- 
iion between England and America en- 
tered into recently was framed and exe- 
cuted largely as a result of the Postmas- 
ter-General’s belief that it would so in- 
crease the volume of mail matter that in 
the end the earnings would be in excess 
of what they were under the old rate of 
five cents an ounce. 

No comment is made on the proposition 
of John Henniker Heaton, of London, 
that the Governments of the United States 
and Great Britain purchase the cables be- 
tween the two countries and operate them. 


ede 


Pittsburg Section of the American Insti- 
tute of Electrical Engineers. 


The regular November meeting of the 
Pittsburg section of the American Insti- 
tute of Electrical Engineers was held on 
November 10, in the Carnegie Institute. 
W. Edgar Reed, chairman, presided. 

Following the informal dinner held at 
the University Club, the attendance at 
the meeting was 138. The mining com- 
panies and the electrical profession in the 
entire surrounding district were well rep- 
resented, including some engineers from 
the United States Geological Survey. 

The subject for the evening was “Elec- 
tricity in Mines,” an original paper, pre- 
sented by Geo. R. Wood, consulting elec- 
trical engineer, of Pittsburg, Pa., who 
took up the general subject and gave a 
very complete outline of the application 
of electricity to coal mining. The lecture 
was profusely illustrated by lantern slides. 

The subject was discussed by F. L. 
Sessions, of Columbus, Ohio, chief engi- 
neer of the Jeffries Manufacturing Com- 
pany; W. A. Thomas, T. H. Schoepf, 
J. N. Mahoney and F. C. Albrecht, of 
the Westinghouse Electric and Manufac- 
turing Company; H. L. Brown, of the 
General Electric Company, and H. W. 
Fisher, of the Standard Underground 
Cable Company. 

The subject for the next meeting will 
be “Some Experiences in the Application 
of Gas Power in the Operation of Sixty- 
Cycle Industrial Plants, with Special Ref- 
erence to the Plant of the Union Switch 
and Signal Company,” an original paper, 
by J. R. Bibbins, of the Westinghouse 
Machine Company. 
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Features of Municipal Lighting in Chi- 
cago—Past and Present. 

At the meeting of the Chicago Electric 
Club, held on November 11, William Car- 
roll, City Electrician of Chicago, deliv- 
ered an interesting address on the fea- 
tures of municipal lighting in Chicago. 

For the purpose of making compari- 
sons, early in the year, Mr. Carroll ob- 
{ained some information about the street 
lighting of a few American cities, and 
found at that time, that— 


Arc 

Lamps. 

Chicago had 2665 Go vdates BSS aw eae 8,822 
Greater New York............0.-e0- 14,756 
Philadelphia ......esuesessesessssseso 12,018 
Cincinnati -«<4205scddcreedwas eaea 5,651 
Bosto: gist 2664s eea eae n E e a 3,800 
St: LOUIS i ranruinr erer een N 1,150 

The annus] cost ef lhghting was: 

Chicago: 4.66 aint tute ARNAN $1,031,542 
New York (¢hc.snet0 dosent Vetoes 2,648,546 
Philadelphia ...........-..-. eee: 1,621,049 
Cincinnati <.20sReoudes cede sees 411,704 
BOSON: o reire oe dh eee Goss 805,835 
St. Louis aceseok cet sessed 615,969 


The costs include gas and gasoline as 
well as electric. 

The cost per square mile was the low- 
cst in Chicago, and the highest in Bos- 
ion. The cost per candlepower was the 
lowest in Cincinnati, with Chicago a close 
second, and St. Louis the highest. 

Only two of these cities, New York and 
Philadelphia, had a greater estimated 
candlepower than Chicago, and only one, 
treater New York, a greater area to be 
lighted. All maintained gas and gasoline 
lamps in addition to the electric arcs, 
New York having over 43,000 gas and 
4,300 gasoline lamps. Chicago is behind 
Boston, Philadelphia and Cincinnati in 
the candlepower per square mile, but 
ahead of New York and St. Louis. 

This is not a very good showing for 
Chicago, but not as bad as it might be, 
but such as it is the bad features exist 
through no fault of either Mr. Carroll's 
predecessors or himself. They were and 
are willing to improve conditions, but 
have never been able to get sufficient 
funds to make a complete job. This is 
an old ery, but a true one. They have 
been going along, a little at a time, try- 
ing to build up an electric-lighting sys- 
tem out of the crumbs dropped from the 
proceeds of general taxation, when it 
chould have been built at once, he says, 
out of the proceeds of a bond issue. 

The city’s electric street-lighting plant 
was started in the vear 1887. At the end 
of that year there were 104 lamps in serv- 
ice. The power equipment consisted of 
one 125-horsepower engine, located in the 
basement of a fire-engine house at the 


Street, near Van Buren. 
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corner of Clinton 
streets. 
horsepower engine was .added, it being lo- 
cated in a fire-engine house on Jefferson 
At the end of 
the year 1888, there were 279 lamps in 
service. In the year 1889, a power house 
was erected on Throop Street, near Van 
Buren, and the two earlier power stations 
were abandoned. In the year 1893, the 
city passed an ordinance requiring that 
all electric-light extensions must be made 
hy special assessments. 


and Washington 


This put up to 
the property owners along each street the 
proposition that if they wanted electric 
lights, they must pay for them out of 
their own pockets. This action appears 
to have put a damper on the electric-light 
extensions, as in 1893 there were only 
ten lamps placed, in 1894 none, and in 
1895, eight. 

In 1896, the city placed a conduit sys- 
tem and erected lamps on Ogden Avenue, 
from Madison Street to Twelfth, by spe- 
cial assessment. Some of the property 
owners along the street refused to pay the 
assessment, and carried the case into 
court, where the ordinance was declared 
unconstitutional, and subsequently dis- 
appeared from the Municipal Code. 

At the end of the year 1904, seventeen 
years after the first start was made, there 
were 5,107 lamps in service. During the 
next two years 1,909 lamps were placed 
in service, and in the year 1907, 1,190 
lamps were added, there being at the close 
of that year 8,206 lamps in service. 

Up to date in the present year, the 
city has installed approximately 1.000 
additional are lamps, and the work under 
way will provide for the addition of 3,000 
more; 5,190 lamps in two years of the 
present administration, more than were 
added during the first seventeen years of 
operation. 

At the present time there are 9,165 
are lamps operated from the city’s cir- 


cuits. The city is renting 674 lamps 
from the Commonwealth Edison Com- 
pany. The rented lamps are located, for 


the most part, in the southern part of 
the city, where the city circuits have not 
been extended. 

The cost to the city of Chicago for 
street lights during the vear 1895 was, in 
round numbers, $1,098,000, and the esti- 
mated candlepower 3,964,000. The cost 
for the year 1907 was $1,031,542 and the 
estimated candlepower 18,233,000, there 
being in the last thirteen vears a slight 
reduction in the total cost of street light- 


In the following year a 300-— 
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ing and an increase of about 460 per 
cent in candlepower. 

At the present time the city’s streets 
are lighted by 9,165 municipally-operated 
arc lamps, 674 rented are lamps, 10,523 
open-flame gas lamps, 12,102 mantle gas 
lamps, and 7,000 gasoline lamps. At 
the end of the year we expect to have 
approximately 12,700 are Jamps in serv- 
ice, including the rented lamps and 
not including the lights maintained and 
operated by the Park systems. 

The power for the operation of all the 
city lights is obtained from the Sanitary 
District of Chicago, the energy being de- 
livered to the city at the District’s ter- 
minal station on Western Avenue, near 
Thirty-first Street. 

At three of the old stations the city 
is operating the old direct-current dyna- 
mos by synchronous motors, the motors 
being direct coupled to line shafting and 
the line shafting belted to the dynamos. 
From these stations the city is operating 
approximately 5,000 direct-current open- 
arc lamps. The steam plants are being 
held in reserve. 

About 4,100 series enclosed, alternat- 
ing-current are lamps are being operated 
through constant-current transformers 
and automatic regulators. For future ex- 
tensions to the arc-lighting system, a 
series of transformer substations have 
heen planned, having a capacity of 1,350 
lights each. In each substation there 
will be three 250-kilovolt-ampere, single- 
phase transformers, stepping down from 
11,500 to 4,200 volts. There will be 
twenty-seven regulators to operate the 
came number of fifty-light circuits. 

The buildings are to be of brick and re- 
inforced concrete throughout, and abso- 
lutely fireproof. Two of these buildings 
are in process of construction at the 
present time. One is located on Wood 
Street, near Nineteenth, and the other 
on Wentworth Avenue, between Forty- 
reventh and Forty-eighth. The outside 
construction work, building of conduits, 
pulling cables, setting poles, stringing 
wires and hanging lamps, is nearing com- 
pletion. The station at Wood and Nine- 
teenth streets will operate all the lamps 
in the territory bounded by Twelfth 
Street on the north, the Chicago River on 
the south and east, and Rockwell Street 
on the west. From the Wentworth Ave- 
nue station there will be operated all the 
lamps located in the district bounded on 
the north by Thirty-ninth Street, on the 
cet by Grand Boulevard, on the south 
hy Garfield Boulevard, and on the west 


November 21, 1908 


by Halsted Street, the stations being lo- 
cated nearly in the center of the districts 
lighted. 

The circuits be comparatively 
short, the longest one containing about 
four and one-half miles of wire. Some 
of the older city circuits contained twenty- 
eight miles of wire. 

A similar station, although not so pre- 
tentious or expensive, located in the rear 
of a city bath house on Emerald Avenue 
near Thirty-fourth Street, was put in 
operation early in the year. From this 
station the city is operating 936 lamps. 
The circuits are all aerial, with iron poles 
and No. 6 weatherproof, copper wire. 

The cost of the completed equipment, 
building, transformers, regulators, lamps, 
switchboards, circuits, conduits, cables, 
transmission lines, ete., was $107,582— 
nearly $115 per lamp. The lamps op- 
erated from the station will cost approxi- 
mately $38 per lamp per year, including 
investment charges. This may appear 
low, but there are no production charges 
except the $15 per horsepower-year paid 
the Drainage trustees, and the distribu- 
tion costs are low, on account of the new 
and short-circuits, iron poles, ete. The 
labor is practically confined to lamp trim- 
mers, patrolmen and line repairmen. The 
total fixed charges for this station are 
estimated at $11,508.37 per vear, making 
the investment charges about $12.30 per 
lamp. 


will 


In the report on municipal street light- 
ing, recently submitted to the Mayor and 
City Council by B. J. Arnold and Arthur 
Young, there is given an estimate of the 
cost per lamp, with complete alternating- 
current equipment, and steam plants dis- 
carded, of $42.17. It has been estimated 
that it will take altogether 29,000 arc 
lamps to properly light the city’s streets 
and allevs. With 12,700 in service at 
the end of the vear, approximately 700 
of which will be rented lights, there would 
remain 17,000 are lamps to be installed to 
complete the municipal lighting of the 
streets and alleys with are lamps. As- 
suming that the installation will cost 
$115 per lamp, there would be a total 
required of $1,955,000, to which must be 
added the cost of replacing the existing 
5,000 open-are lamps and equipment, 
which may be roughly estimated at $70 
per lamp, including buildings, transform- 
ers, regulators and lamps; so that there 
is required for the completion of the sys- 
tem approximately “$2,305,000. 

Assuming that the completed equip- 
ment with alternating-current lamps can 
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be operated at $40 per lamp, including 
investment charges, there is an annual 
cost of $1,160,000, not much more than 
the present cost of the strect lighting. 

The problem nowbefore the city officials 
is how to raise the $2,305,000, together 
with money required for other permanent 
improvements, such as building the new 
City Hall, building schoolhouses, bridges, 
police stations, fire-engine houses and 
other public works, which may be con- 
sidered as permanent improvements that 
will benefit posterity, and the cost of 
which posterity should help to pay. 

— e $ eo —— 
Annual Report of the Commonwealth 
Edison Company. 

The annual report of the Common- 
wealth Edison Company for the fiscal year 
ended September 30, 1908, was issued on 
November 9. The net earnings, applica- 
ble to dividends, were equal to 6.19 per 
cent on the $30,000,000 of capital stock. 


BUSINESS SUMMARY. 


Gross income from electric cur- 
rent and merchandise sales...$ 9,500,907 
Operating, repairs, and renewals, 
depreciation, taxes and general 
expense 


eoeot®eeeeneerere eee eteeeeeee 


6,374,578 


Net income from all sources. .$ 3,126,329 
CHARGES AGAINST INCOME. 
Interest on bonds and debentures $ 1,032,625 


Depreciation reserve .........-.. 236,000 
(Under the terms of the mort- 
gages made by the Chicago Edi- 
son Company and the Common- 
wealth Electric Company). 
Dividends paid ...........-.000- 1,372,035 
$ 2,640,661 
Balance 4 tocar. dancer sees $ 485,668 
ASSETS. 
Plants, real estate, etc.......... $51,657,050 
Unfinished plant investment 318,498 
Open accounts : 308,598 
Material <ic262% 4.5506 chsentews 520,199 
Accounts and bills receivable.... 1,193,933 
Cael aoire uot a eT te aa ee eee res 1,567,433 
Total 64 34oeues ie cae $55,565,706 
LIABILITIES. 
Capital stock ......essssessseso $30,000,000 
Bonds and debentures. $21,243,000 
Unsold scctalie Serene as 500,000 
Sold and outstanding........... 20,743,000 
Real estate mortgages.......... 220,000 
Depreciation reserve ..........- 1,794,500 
Accounts payable .............- 523,768 
Municipal compensation ........ 102,477 
Taxes accrued .cc5i5 es cee sees 475,000 
Bond interest accrued........... 264,139 
Surplus account ......-..+-.8-- 1,442,820 
Total vaeni cokes eeds mentee $55,565,706 


Tn the annual report, President Samuel 
Insull calls attention to the following 
facts: 

“In opening the books of account of 
this company your directors thought it 
advisable to have made a detailed inven- 
tory and valuation of the property and 
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business acquired through the consolida- 
tion rather than start with the book val- 
ues of the constituent companies. 

“The making of this inventory and 
valuation was intrusted to H. M. Byllesby 
& Co., whose exhaustive report, after 
an examination extending over a period 
of six months, has been taken as the basis 
for the initial-investment entries in the | 
company’s books.” 

The Commonwealth Edison Company 
came into legal existence and began busi- 
ness on September 17, 1907, through the 
consolidation of the Chicago Edison Com- 
pany and the Commonwealth Electric 
Company, and the net earnings for the 
period from that date to September 30, 
1907, are, for convenience, included in the 
surplus brought down on September 30, 
1907. 

The company’s connected business, ex- 
clusive of clectrical energy applied 
to other public-service corporations, 
amounted to the equivalent of 4,137,650 
standard sixteen-candlepower ‘lamps on 
September 30, 1908. 

The company is also supplying electri- 
cal energy amounting to approximately 
75,000 horsepower under long-time con- 
tracts, running from five to ten years, to 
street railways and other public-service 
corporations which have found it to their 
interest to purchase power. 

— o $ o —— 
Electrical Trades Association of Chicago. 

The thirteenth annual meeting of the 
Electrical Trades Association of Chicago 
will be held in the new banquet hall of 
the Chicago Athletic Club, at 6:30 p. m., 
Friday, December 11. The business 
meeting will be in charge of William A. 
Browne, president, when reports of offi- 
cers will be received, and other business 
that may properly come before the meet- 
ing enacted, followed by the election of 
officers. 

The entertainment features will include 
speeches by B. E. Sunny, president of 
the Chicago Telephone Company, for- 
merly Chicago manager of the General 
Electric Company; His Honor William 
H. McSurely, judge of the Superior 
Court; His Honor Fred Fake, judge of 
the Municipal Court of Chicago; the 
Hon. Charles E. Kremer, of the Chicago 
bar, and two members of the association, 
who will speak on association matters 


from the manufacturers and jobber’s 
standpoints. Thomas T. Stacey, of the 


lectrice Appliance Company, will be 
toastmaster. Instrumental and 
musie will be rendered. 


vocal 
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Western Society of Engineers. 


On November 13 the Electrical Sec- 
tion of the Western Society of Engineers 
held a meeting in the society’s rooms in 
the Monadnock Block, Chicago, to listen 
to an illustrated talk on “Recent Develop- 
ments in Artificial Tlluminating Engi- 
neering,” by W. D’A. Ryan, of Lynn, 


` Mass., illuminationg engineer for the 


General Electric Company. 

In a short preliminary paper Mr. Ryan 
analyzed the work of the illuminating 
engineer, and pointed out some of the 
features discovered in recent illuminat- 
ing problems. The designing engineer 
must take account of all factors bearing 
on his problem, both utilitarian and ar- 
tistic. These factors require different 
consideration in different cases. In some 
cases high efficiency is of prime impor- 
tance. In other cases the artistic effect 
is of chief value. Considerable attention 
has been given recently to the lighting of 
large interiors, particularly department 
stores, railway depots and large assembly 
rooms. The tendency is to do away with 
exposed lights, and such sources will grad- 
ually be banished as advance is made in 
illuminating standards. Where a per- 
fectly white light is desired, such as in the 
“white” rooms of department stores, the 
tungsten lamp has given good results, but 
these are not to be classed with the suc- 
cess that can be attained in perfect color 
matching when are lamps with diffusing 
globes are used. The requisites for this 
service are both whiteness and high in- 
tensity of illumination. The latter should 
approximate about two watts per square 
foot of floor surface. The tungsten lamp 
has achieved remarkable results in recent 
illuminating work and bids fair to take 
the place of even the arc lamp for many 
kinds of lighting. 

After this Mr. Rvan showed scores of 
lantern slides illustrating recent advances 
in light sources and some good installa- 
tions. Ie described the particular points 
of each type illustrated, and pointed out 
many interesting features in connection 
therewith. First, there were shown a 
large number of photometric curves of 
tungsten lamps as modified by the various 
forms of reflectors, shades, frosting, ete. 
Quite a number of views of pendent tung- 
stoliers were shown with and without re- 
flecting shades and varving from plain 
to very ornate designs comprising rich 
metal work and art glass. A number of 
chandeliers were shown ranging from 


simple designs to one for church lighting 
that was valued at $3,400. 

Arc lamps with spherical enclosing 
globes of a large number of types were 
shown. Also one type having a parabolic 
reflector directly above the arc. This 
lamp is a new design and is in a class 
between the miniature and_ enclosed 
types. Its efficiency is said to be one 
watt per lower hemispherical candle- 
power. This lamp was particularly de- 
signed to have a perfect white light. The 
tungsten lamp is not nearly as white a 
source and, therefore, not so good for 
perfect color matching; however, in nine 
cases out of ten, Mr. Ryan said, the 
tungsten lamp gives more pleasing effects 
in the display of goods. 

A variety of ceiling bowls with various 
types of globes and diffusers were shown. 
These were particularly adapted for use 
with tungsten lamps. An installation of 
this kind designed for the galleries of the 
Philadelphia Art Club was shown with a 
continuous row of these diffusers in the 
form of a large rectangle, which distrib- 
uted the light very uniformly over the 
walls and left the center of the room in 


a subdued light. 


A view of the New York Post Office 
was shown, in which the lighting is en- 
tirely by projecting arc diffusers. These 
Mr. Ryan does not regard as very pleas- 
ing in appearance, but very effective in 
light distribution. 

The Washington Union Depot illumi- 
nating installation was shown in a num- 
ber of views, particularly of the famous 
waiting room, which is one of the best 
examples of indirect lighting now in ex- 
istence. Details of the lighting equip- 
ment in the coves were shown. There 
were also views in other waiting rooms, of 
the concourse and of the exterior. The 
Schenectady Depot was illustrated also. 

The portable luximeter designed by 
Mr. Ryan was shown and briefly de- 
scribed. It is entirely self-contained, be- 
ing equipped with all the instruments 
necessary and made up in a very compact 
form. It is intended for rapid and ac- 
curate determinations of illumination 
from zero to twelve-foot-candle intensi- 
ties. 


A number of views of a large machine 


shop showing the lighting as carried out 
by different svstems were displayed, also 
a striking view of the Singer Tower in 
New York, which was the first building 
illuminated with projectors. 

The lighting of Niagara Falls with 


Vol. 53—No. 21 


several batteries of projectors was illus- 
trated with a large number of very good 
views and described in considerable de- 
tail. 

At the conclusion of Mr. Ryan’s inter- 
esting talk the discussion was opened by 
James Lyman, who asked about the 
standard used in the luximeter. A 
standardized tungsten lamp is used for 
this purpose, said Mr. Ryan, as he gave 
further details about the use of the in- 
strument. 

A question by Chairman D. W. Roper 
elicited a reply that about 500 horse- 
power is used in the Niagara Falls illumi- 
nation. This power is derived from the 
electrical plants at the falls. Prof. E. H. 
Freeman asked about the new white arc 
lamp that had been shown. Mr. Rvan 
described its construction further and 
showed how the use of small carbons in- 
creased the efficiency a great deal. 

Mr. Lyman asked whether the tung- 
sten lamp is going to reduce the use of 
arc lamps for interior illumination. To 
this Mr. Ryan replied that for interior 
lighting the arc lamp is now practically 
dead, or rather that it is fast being sub- 
stituted and is passing out as steadily as 
the old open arc lamps. For some pur- 
poses, however, such as for instance for 
the lighting of white rooms, as he had 
already said, the arc lamp will undoubt- 
edly hold its own. Mr. Roper remarked 
that since the introduction of the tung- 
sten lamps there has been practically no 
new installation of arc lamps for interior 
lighting in the experience of his company. 

P. Junkersfeld wished to know the 
watt consumption per square foot in the 
large waiting room of the Washington 
Depot. This, Mr. Ryan said, was ar- 
ranged so that varying intensities of 
illumination using one, two or three 
watts per square foot can be used. He 
also showed by simple test diagrams when 
indirect cove lighting can be made very 
efficient and why, when certain features 
are disregarded, the lighting can be made 
very inefficient. With a consumption of 
three watts per square foot in this par- 
ticular installation they claim an illumi- 
nation of two foot-candles. | 

J. R. Cravath declared that indirect 
lighting has come to the front since effi- 
cient illuminants had been produced. A 
great advance has been made in produc- 
ing light efficiently and equally great ad- 
vance in utilizing the light produced. In 
general, he thinks, that it is highly de 
sirable to confine the light more to the 
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useful plane, and, therefore, to use re- 
flectors that concentrate the light down- 
ward on the working plane without wast- 
ing much for side walls. This should 
hold true even for the lighting of fairly 
large spaces. 

Mr. Ryan concluded the discussion by 
asserting that wide reflection is best for 
large interiors because it gives a much 
more uniform distribution. In fact, if 
such a thing was feasible, he would prefer 
to use the reflector giving as wide a dis- 
tribution as possible. He showed that in 
lighting of department stores, for in- 
stance, where one source was installed per 
day a wide distribution of the light would 
not cause an appreciable amount of it to 
be wasted on side walls. Speaking of in- 
direct lighting, he showed that an in- 
tensity of only half as much as with ex- 
posed lighting may give as good or even 
better results because the eye is better 
adapted to diffused light. Indirect light- 
ing, however, may be carried too far since 
it produces a rather flat effect, such as 
we notice on cloudy days. Therefore, he 
would be in favor of having with the in- 
direct lighting just enough direct light- 
ing to produce a noticeable shadow in 
one direction so as to give tone to the 
general illumination effect. 


ede 
National Sales Managers’ Association. 


About three weeks ago a half-dozen 
sales managers met at the Automobile 
Club, in Chicago, and formed a tempo- 
rary organization, with C. A. S. Howlett, 
of the Western Electric Company, as 
chairman. A meeting was held on No- 
vember 5, at the Great Northern Hotel, 
with about sixty-five present, and the Na- 
tional Sales Managers’ Association was 
formed. H. H. Cushman, of L. A. 
Becker Company, Chicago, was elected 
president, and John T. Webber, of the 
Wabash Cabinet Company, Chicago, was 
elected secretary. Each of the sixty-five 
men present filed application for mem- 
bership, and there are now four electrical 
men members of the organization, with 
about 100 others who have filed applica- 
tions, representing some seventy-five dif- 
ferent kinds of business. The plans in- 
clude meeting every Thursday noon for 
lunch, at which time there will be an ad- 
dress by some prominent member of a 
sales organization. On November 12 the 
meeting was addressed by the sales man- 
ager of the Burroughs Adding Machine 
Company. 
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READY REFERENCES IN CALCU- 
LATING GENERAL ILLUMI- 
NATION. 


BY W. B. BONHAM. 


` In designing the illumination of a 
room the use of the following table will 


be found convenient in determining the 


total candlepower necessary to produce a 
predetermined intensity : 


Class of —Constant—— 

Service. Ft. Candles. Dark. Walls. Light 
Reading ....... 2.0 0.50 sess 0.40 
Theaters ...... 2.0 0.50 0.40 
Churches ...... 3.5 0.80 0.70 
General store... 3.5 0.80 0.70 
Desk illumination 3.5 0.90 0.70 
Bookkeeping 4.0 0.95 0.80 
Clothing ...... 5.5 1.30 1.10 
Drafting and en- 

graving ...... 7.0 1.70 pedi 1.40 
Window lighting.10.0 ee 2.50 


This table is to be used only where the 
light units are equipped with good re- 
flectors. 

The operation of this table gives the 
total candlepower, regardless of the size 
or type of light unit. In order to pro- 
duce a uniform distribution of this light 
rome attention must be given to the lo- 
cation of the units. This will be deter- 
mined by the design of the rooms. As a 
general proposition, the lower the ceiling 
the greater will be the number of units 
necessary to produce an even distribution 
of light. The following formula is sug- 
gested : » 

A X C = total candlepowev, 
where A = area of floor space in square 
feet, and C is a constant to be found in 
the table opposite the class of service 
which is being considered, choice of the 
constant depending on the color of the 
walls in each case. The total candle- 
power divided by the number of units or 
clusters to be used gives the candlepower 
per unit or cluster, or the total candle- 
power divided by the candlepower of the 
unit sr cluster gives the number of units 
or clnsters necessary. 

Example.—A room 70 feet by 120 feet, 
with light walls, is to be lighted to give 
good reading illumination. Referring to 
table (two foot-candles are required) ; 
The constant for light walls, 0.40; area 
equals 70 feet by 120 feet, 8,400 square 
feet. 8,400 X 0.40 equals 3,360 can- 
dles. Twelve units (three rows of four 
units each) have been decided upon; 
3,360 divided by 12 equals 280 candles 
per unit or cluster. 

If a unit containing five sixty-watt 
tungsten lamps had been decided upon, 
5 X 48 = 240 candles. Then divide 
3,360 by 240; equals 14 units. 

Total candlepower multiplied by effi- 
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ciency of lamps (watts-per-candlepower) 
cauals total watts consumed. 

If tungsten lamps are used multiply by 
1.25; Gem, 2.5, etc. 
edo 

The Chicago Electric Club. 

At the noon-day meeting of the Chi- 
cago Electric Club on November 18, 
Thomas I. Stacey, secretary of the Elec- 
tric Appliance Company, made an ad- 
dress on “Chicago, the Great Central 
Market.” Mr. Stacey described the or- 
ganization of the Chicago Association of 
Commerce, which was the outgrowth of 
the old Association of Merchants and 
Travelers. The present association is in- 
debted for its organization, in large meas- 
ure, to J. B. Compton, who initiated the 
movement in 1904. The organization has 
about 3,000 members. The committees 
include the Chicago River Improvement 
Committee, the Civic Improvement Com- 
mittee, the Freight Traffic Comn:itiee, 
the Foreign Trade Committee, the Public 
Service Committee, the Street Traffic 
Committee, and the Ways and Means 
Committee. 

To the Street Traffic Committee credit 
is due for the improvement in traffic con- 
ditions which is now being carried out 
in Chicago. The Freight Traffic Com- 
mittee has secured improved service and 
better rates, particularly to that territory 
where the business interests of Chicago 
were not being favorably handled. One 
of the most important endeavors with 
which the association has been identified 
was the agitation in favor of the bond 
issue for building a deep waterway from 
the Lakes to the Gulf, giving Chicago ac- 
cess to the seaports of the world. 

Chairman C. A. S. Howlett announced 
that at the next meeting of the club an 
address would be made by Frederic P. 
Vose on “Contracts.” 

W. P. Crockett announced that George 
Searing, one of the charter members of 
the club, was seriously ill, and it was 
unanimously voted to bear an expression 
of sympathy to Mrs. Searing. 
ede 

New York Electrical Society. 

The regular meeting of the New York 
Electrical Society will be held on No- 
vember 24, at the Electrical Testing 
Laboratories, New York city. Dr. Clay- 
ton H. Sharp will present an address de- 
scribing some of the recent developments 
in photometric methods and apparatus, 
and there will be a demonstration of the 
facilities available at the Testing Labora- 
tories. 


- 
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THE WATERPOWER PLANTS OF, SWITZER- 
LAND. 

The Swiss Electrotechnical Association 
publishes every year statistics of the elec- 
iric stations in Switzerland, which are 
particularly interesting, on account of the 
fact that over fifty per cent of all the in- 
ctallations are exclusively waterpower 
plants, while another thirty-six per cent 
also exploit waterpower and have installed 
heat motors for reserve or as an addition. 
According to the statistics for the year 
1906, there were 539 works and undertak- 
ings engaged in the distribution of elec- 
trical energy in Switzerland. Or these, 
240 produced all their current by water 
turbines or heat motors, fifty obtained 
part of the current from other works, and 
249 purchased all the current they distrib- 
uted from third partics. The purely hy- 
draulic plants supply about 59.8 per cent 
of the total performance of all the Swiss 
electric generating stations. Direct cur- 
rent is used by 185 of the power stations, 
eingle-phase alternating current by cighty- 
seven, two-phase current by eleven, and 
polyphase current by 150. For long-dis- 
tance transmission direct current with 
parallel connection is used in ten in- 
stances (six per cent), direct current with 
series connection in seven (four per cent), 
single-phase alternating current in fifty- 
three (thirty-two per cent), two-phase cur- 
rent in seven (four per cent), and poly- 
phase current in 143 instances ( fifty-five 
per cent). For lighting, direct current 1s 
used in thirty per cent of the cases, single- 
phase current in thirty-two per cent, two- 
phase current in one per cent, and poly- 
phase current in thirty-seven per cent of 
the cases. The tension used in long- 
distance transmission varies from 1,000 
to 25,000 volts for alternating current, 
and from 5,000 to 25,000 volts for direct 
current. The periodicity of the current 
was fifty in seventy-two instances and 
forty in sixteen instances, the remaining 
The 
eurrent-consuming devices connected to 
all the stations and entitled to simulta- 
neous operation corresponded to a capacity 
of 161,000 kilowatts. Statistics of the 
capital invested in the various installa- 
tions are published this vear for the first 
time. For installations producing their 


stations using various frequencies. 


own current the average investment per 
kilowatt of capacity was 1,080 marks, 560 
marks of this sum applying to the hy- 
draulic and caloric parts, and 520 marks 
to the electrical part. For installations 
that only purchase and distribute current 
the average investment per kilowatt of ca- 
pacity was 460 marks.—T'ranslated and 
abstracted from Elektrotechnischer An- 
zeiger (Berlin), October 18. 
< 
A NEW CARBON-FILAMENT MERCURY- 
VAPOR LAMP. 
A new lamp has recently been installed 


by Robert Iopfelt. This lamp is claimed 


to combine the advantages of the carbon 


NEW CARBON-FILAMENT 
VAPOR LAMP. 


MERCURY- 


and mercury-vapor lamps, being insen- 
sitive to shock like the former and having 
the economy of the latter. The eonsump- 
tion of energy per candlepower is about 
sixty per cent less than that of ordinary 
carbon-filament lamps. The construction 
of the lamp is as follows: A carbon fila- 
ment is fused into a U-shaped glass tube, 
which contains a drop of mercury and an 
indifferent gas in order to transmit the 
heat of the filament to the mercury. 'The 
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U-shaped tube is then fused into a bulb, 
eo that the completed lamp has the ap- 
pearance of an ordinary incandescent 
lamp. When the lamp is started the fila- 
ment at first glows with a consumption of 
about three watts per candlepower, like an 
ordinary lamp. As soon as sufficient mer- 
cury has been vaporized the light intensity 
increases more than twofold, so that the 
lamp consumes about 1.5 to 1.6 watts per 
candlepower. It requires about five min- 


.- utes for the light to reach its full inten- 


sity, but as the lamps give light from the 
moment that current is turned on, they 
may be used for all purposes. The lamps 


are made for all the usual tensions, and 


their life under normal conditions is from 


‘600 to 1,000 hours. The light is a pure 
white and contains no disagreeable green 


or blue rays.—Translated and abstracted 
from Die Umschau (Frankfort a. M.), 
October 81. 
< 
THE MANUFACTURE OF METALLIC LAMP- 
FILAMENTS. 

Ing. B. Duschnitz, in this installment 
of a serial article on the various methods 
at present employed for manufacturing 
metallic lamp-filaments, describes the 
process employed by the Auer Gesellschaft, 
of Berlin. The firm uses an entirely new 
method of preparing hollow filaments of 
wolfram. The raw filaments, which are 
themselves neither hollow nor coated with 
a layer, consist of perfectly homogeneous 
material which must contain carbon; and, 
dificult as it may seem, they are trans- 
formed into hollow ones. The reduction 
methods that effect the transformation of 
these carbon-containing filaments into 
more or less pure wolfram filaments are 
already well known. If after one of these 
processes a carbon-containing wolfram 
filament is gradually heated and finally 
brought to white heat in an atmosphere 
which contains, besides hydrogen, or hy- 
drogen and nitrogen, also minute traces 
of oxygen, then a wolfram filament is ob- 
tained which still contains a little carbon, 
but is not hollow. Tt was found that if 
the temperature of a raw filament through 
which current is flowing is rapidly raised 
long before the carbon has been chemically 
removed from it, a hollow filament 18 
formed. This filament still contains con- 
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siderable amounts of carbon which may 
be removed by any of the well-known 
methods, but the Auer Gesellschaft con- 
siders it of advantage to use the filaments 
directly in the lamps with rather high 
carbon contents. They are said to possess 
the advantage of requiring shorter lengths 
than solid filaments for equal voltages. 
A hollow filament is stated to be best ob- 
tained by placing a filament composed of 
about ninety-three per cent of wolfram 
and seven per cent of carbon in an atmos- 
phere containing, besides hydrogen, or 
hydrogen and nitrogen, minute amounts 
of water vapor. The filament is then in- 
certed in an electric circuit and the cur- 
rent intensity is allowed to increase rap- 
idly by raising the tension, so that the 
filament is brought to white heat within 
a few seconds. The result is a filament 
which is hollow throughout its entire 
length. The diameter of the hollow space 
may be influenced by the rapidity with 
which the temperature is raised. If the 
filament is allowed to remain at a low 
temperature for a considerable length of 
time before it is brought to white heat, the 
hollow space will be smaller; it will be 
larger, if white heat is reached rapidly. 
The Auer Gesellschaft gives no explana- 
tion of this phenomenon, which might 
also be made use of for other technical 
purposes. With ordinary reduction meth- 
ods the carbon particles contained in the 
raw filament come out from the filament 
substance only gradually with the pro- 
gressive heating, and, when they arrive at 
the outside, are reduced to carbon oxide or 
carbon dioxide, and the filament substance 
shrinks together. On the other hand, 
when the carbon molecules are caused to 
vaporize by sudden heating, they have no 
time to escape to the outside, and conse- 
quently produce an interior pressure. 
This pressure, or expansion, of the carbon 
vapors forces the other filament substance 
radially outward, thus producing hollow 
interior spaces. It is possible that the re- 
sulting minute pores unite into communi- 
cating channels, the less resisting walls of 
the pores being expanded or broken 
through. As any escaping carbon is im- 
mediately absorbed by the surrounding 
reducing atmosphere, the filament shrinks 
together along its circumference; that is, 
the outside pores are filled by the softened 
metal immediately after becoming empty. 
The walls must then naturally become 
more resisting and impenetrable, and the 
carbon vapors circulating in the small 
communicating channels in the interior 
of the filament tend to increase these 
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channels on account of their expansion at 
the high temperature of 2,000 degrees, so 
that after a little time a single longitudi- 
nal channel comes into existence. In sup- 
port of the correctness of this explanation 
made by the author he cites the fact, that 
in such carbon-containing filaments hol- 
low spaces may be clearly observed under 
the microscope, even if the process is in- 
terrupted before completion.—Translated 
and abstracted from Elel:trotechnischer 
Anzeiger (Berlin), October 15. 
< 
AN ELECTRIC BAROMETER. 

In this barometer, which is described 
by Robert Goldschmidt, the variations in 
the height of a mercury column resulting 
from the changes of atmospheric pressure 
are caused to modify the resistance of a 
filament of low specific conductivity in- 
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ELECTRIC BAROMETER. 


serted in an electric circuit. A thin 
U-shaped carbon filament is fused into 
the closed end of a barometer tube and 
its terminals are connected to two bind- 
ing posts on the outside of the tube. 
When the tube is filled with mercury, the 
curved part of the filament is more or less 
immersed in it, according to the atmos- 
pheric pressure to which the mercury col- 
umn is subjected. The parallel branches 
of the filament traverse the vacuum of the 
barometer. The current passing through 
the two branches of the filament and the 
mercury meets with more or less resist- 
ance, accordingly as the mercury column 
is higher or lower. It is not sufficient, 
however, in order to obtain an indication 
of the changes in atmospheric pressure, 
to measure the variations of the total re- 
sistance of the carbon filament, as tem- 
perature changes also influence the level 
of the mercyry column. This cause of 
error may be eliminated by using a second 
mercury column in a tube closed at both 
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ends, in which the mercury level is in- 
fluenced only by temperature changes of 
the surrounding medium. Jn this second 
tube, which operates as a thermometer, a 
carbon filament is arranged as in the 
first, and its resistance is modified by 
changes in the height of the mercury col- 
umn. Thus, while the changes of resist- 
ance in the barometric tube correspond 
at the same time to variations of atmos- 
pheric pressure and temperature, the in- 
dications of the thermometric tube relate 
to temperature changes only. If the re- 
gistances composed of the two filaments 
are arranged in series like two branches of 
a Wheatstone bridge and compensated by 


_ resistances in the lower branch of the 


same bridge, a galvanometer connected in 
the usual manner across the bridge will 
remain at zero, when at an equal atmos- 
pheric pressure the temperature causes a 
change in the height of the mercury in 
both tubes at the same time. The rela- 
tion of the compensating resistances will 
evidently vary according to the thickness 
of the. filaments used in the tubes, their 
relative dimensions, and the changes of 
the mercury level preduced by the same 
temperature variation in each tube. In 
order to indicate the variation of atmos- 
pheric pressure it is only necessary to in- 
sert in that branch of the bridge contain- 
ing the thermometric filament, for in- 
stance, an adjustable resistance, such as a 
high-resistance wire mounted over a grad- 
uated scale, which, by means of a sliding 
contact, may be inserted more or less in 
the circuit. By regulating this resistance 
so that the galvanometer remains at Zero, 
one adds to or takes from it exactly the 
same amount of resistance that has been 
added to or taken from the carbon fila- 
ment in the barometric tube by varia- 
tions of atmospheric pressure only. These 
variations are thus read on the graduated 
ecale of the adjustable resistance. It is 
casy, by means of the arrangement de- 
scribed, to read variations of one-ten- 
thousandth of a millimeter in the height 
of the barometric mercury column. 
Curves obtained by means of this ap- 
paratus were found to correspond always 
with those at the Uccles Observatory.— 
Translated and abstracted from Bulletin 
Mensual, Societe Belge d’Electriciens 
(Brussels), October. 


ede 
The grand total of excavation during 


the month of October on the Panama 
Canal was 3,224,638 cubic vards, the high- 
est record for rainy-season excavation, 
based upon telephone reports from divi- 
sion engineers, 
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INDUSTRIAL SECTION 


ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


REMOTE-CONTROL SWITCHES. 


es 


BY H. W. YOUNG. 


In the construction of the modern 
building, the architect and engineer are 


often obliged to spend a great deal of time ` 


in determining the best method for the 
distribution and control of current for 
light and power service. This perplexity 


is occasioned by the increase in the use” 


of electrical appliances and an attempt to 
control them by the usual methods, as the 
increase in size of conduit and conductor 
prohibits the location of the switch at the 
point most desirable for the control of 
the circuit. 

In handling circuits of greater capacity 
than can be controlled by standard flush 
switches, it has been customary to locate 
manual switches in the basements of 
buildings or in closets or corners not easy 
of access; and frequently the architect or 
contractor has been compelled to place 
switch panels where they marred the dec- 
orations of some room. In fact, it has 
seldom been possible to place these 
awitches where they could be reached 
without inconvenience, though it is often 
necessary to use them several times a day 
for light or motor control. 

To meet the conditions mentioned 
above, the remote-control switch illus- 
trated herewith has been designed with 
a threefold object in view: First, to sgim- 
plify the control of current; second, to 
enable anyone to control lights or motors 
from various points without making it 
necessary to bring the service wires to 
those points; third, to effect a direct sav- 
ing in first cost of installation and con- 
sumption of current. 

This switch is a magnetically operated 
device that can be furnished in practically 
any capacity, and controlled by momen- 
tary-contact switches, located at as many 
points as desired. It is built along the 
recognized lines of modern circuit-breaker 
' practice, being provided with laminated 
contacts and steel toggle mechanism. It 
has a straight-line motion and cannot be 
left in a half-closed or half-open position. 

It would be difficult to cite an instance 
of modern building construction in which 
‘electricity is to be used as an illuminant 
or a source of power where the value of 
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remote-control switches would not be so 
apparent on the ground of either econ- 
omy, convenience or safety as to warrant 
their use; and frequently the investigation 
would show their value to be many times 
their cost, in a direct saving of copper 
and conduit, with an indirect saving in 
current charges. 

By the use of remote control it is pos- 


office, which office could be located on any 
floor, a system of flush push-buttons con- 
trolling all the lights or any group of 
lights in the entire building. And it 
would only be necessary to run No. 14 
wires direct to the office from the remote- 
control switches. Hence, with this switch 
there is no excuse for wasting current on 
account of the inconvenience of going to 


THE P-M REMOTE-CONTROL SWITCH. 


sible to cut out lights or motors in any 
part of a building at any time, from any 
point where a momentary-contact flush 
push-button can be located. For exam- 
ple: If remote-control switches are lo- 
cated in the basement of a ten-story 
building which is lighted by electricity, 
it 18 possible to arrange on the desk of 
the superintendent, or anywhere in his 


the ordinary switch panel-board. Other 
applications are obvious. 

The system of remote control allows the 
electrical engineer to plan his wire-ways 
from service entrances to distributing 
panels without considering the switch 
outlets; so that the entire building may 
be supplied by one unbroken feed or its 
equivalent. This frequently makes it 
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possible to effect a saving of fifty per cent 
in copper and conduit over the indirect 
method of wiring when a switch location 
is usually a long distance from the natural 
center of distribution. 

In wiring buildings, the remote-control 
switches are located with reference only 
to their accessibility and the natural wir- 
ing centers; momentary-contact switches 


FRONT VIEW OF SECTION OF NEW WESTERN 
ELECTRIC PARIS TELEPHONE SWITCHBOARD. 


are located at the most convenient points 
from which it is desirable to control the 
lights, thus avoiding the necessity of 
either carrying the heavy mains to the 
switching point or installing the switch 
in an inconvenient location. These meth- 
ods of wiring show in every case a saving 


PARIS’ MAIN OFFICE, 


of copper and conduit, and a convenience 
of use that reduces lighting charges and 
fire hazards to a minimum. 

The complicated wiring systems in the 
modern theater may be greatly simplified 
by the use of remote-control switches, it 
being possible to so arrange a system of 
theater wiring as to greatly simplify the 
stage switchboard, giving better control 
of lights, and frequently making a con- 
siderable saving in the cost of wiring. 


9,000-LINE BOARD, THIRD 
FLOOR, BURNED ON SEPTEMBER 20. 
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TELEPHONE SWITCHBOARD BUILD- 
ING IN RECORD-BREAKING TIME. 


` BY 8. E. BROWN. 


Commercially speechless — such was 
practically the condition in which thou- 
sands of business men of Paris found 
themselves on the morning of September 
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Rob any city of today of its telephone 
system and it goes back to where it stood 
before the telephone became a commercial 
necessity. But what makes the modern 
city helpless when its telephone equip- 
ment is destroyed is that it cannot go 
back. The reason for this is that the 
telephone made the modern city possible. 
Try to imagine New York’s skyscraper 


REAR VIEW OF WESTERN ELECTRIC PARIS TELE- 
PHONE SWITCHBOARD LINED UP IN HAW- 


THORNE SHOPS PRIOR TO SHIPMENT. 


21, 1908. Berlin, which the day before 
was at their elbows, now lay to the north- 
ward distant six hundred miles; London, 
only a moment’s time away twelve hours 
before, was now across the sea; and the 
provinces of France which had lain 
within the shadow of the walls of the 


capitol now stretched from Alsace-Lor- 
raine to the Pyrenees. 

The burning of a single building in 
Paris—the great Central Telephone Ex- 
change—was what isolated and paralyzed 
her commercially. The fire of a few 
hours’ duration ate up $6,000,000 of 
property, took the business district out of 
a single structure and spread it over a 
wide area and pushed the city back in 
history more than twenty years. 


district without the telephone! When de- 
prived of its use, its value is appreciated. 

Business for one day in Paris was car- 
ried on by means of what telegraph lines 
had not been ruined when the telephone 
building burned, by messenger service, by 
special conveyance, by each and every 


PARIS MAIN OFFICE, 10,000-LINE BOARD, FOURTH 
FLOOR, BURNED ON SEPTEMBER 20. 


method possible that would give a greater 
speed than mail. The next day saw an 
emergency telephone equipment caring for 
crippled business as best it could. Mean- 
while hurried conferences were being held 
by the Paris telephone managers with the 
Paris representatives of an American 
manufacturing company relative to an 
equipment to take the place of that de- 
stroyed. For emergency equipments at 
best are but first aids to the wounded 
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and are to be put aside as speedily as 
possible. l 

The building of equipment for a tele- 
phone exchange the size of the one de- 
stroyed requires time, and the people of 
Paris were clamoring for telephone ter- 
vice. This explains why the managers of 
the Paris Telephone Company immedi- 
ately after the fire took their problem up 
with the largest manufacturers of tele- 
phone apparatus in the world. Speed was 
the controlling factor; speed and quality. 
So they turned to a company that held the 
record for both. 

The proposition put up to the Paris 
house of the Western Electric Company 
was a staggering one, but the Paris house 
had resources. They themselves had 
enormous facilities and back of them was 
the parent house in New York city which 
in turn was backed by the company’s 
Hawthorne plant just outside the city of 
Chicago. This last-named plant is the 
largest telephone manufacturing plant in 
the world and for it rush orders hold no 
terrors. When fire eliminated the tele- 
phone plant in Rio de Janeiro the cable 
had wildly called for apparatus. Haw- 
thorne met the demand. Then early in 
the year Tokyo had called on Hawthorne 
to build material to take the place of a 
large shipment for Japan which had been 
lost when the S. S. Wolenfels was de- 
stroyed by fire. This work was done in 
less time than Tokyo demanded. 

So when the request from Paris was 
telegraphed to Hawthorne the men in 
charge of the telephone manufacture fig- 
ured coolly and swiftly. They knew what 
they had done before could be done again. 
September 22 Paris had the cabled reply 
that Hawthorne could furnish its part of 
the equipment complete in less than thirty 
days. 

A diversion was created on September 
24 by Paris asking for switchboard cable; 
a request which terminated a few days 
later in an order for 135,000 feet. The 
Western Electric Company, however, had 
the full amount of the size desired in 
stock at Hawthorne. 
dered to ship. But shipping cable by 
steamer differs from shipment by rail. 
The cable must be fully protected from 
ealt water. Nevertheless, the twenty-five 
miles of cable was unwound from reels, 
the ends paraffined, cable rewound on 
reels, packed in 


Hawthorne was or- 


waterproof cases and 
placed on cars in less than two days after 
receiving the order. 

The most interesting fact brought out 
by the order, however, was not what the 
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company did but what it could do. The 


_ Paris order for cable, as before stated, was 


made up from stock. The Hawthorne 
plant offered to turn out twice that 
amount weekly from raw material. 

Meanwhile, the superintendent of the 
switchboard department at Hawthorne 
had been having more than a cable or- 
der to think about. On September 29 the 
New York house telephoned to begin work 
on as switchboard and cheerily informed 
him that the Paris house had agreed to 
have the entire installation completed in 
sixty days, and that a $600 daily penalty 
was attached to the contract. The infor- 
ination about the switchboard wasn’t quite 
so indefinite as that, but it was pretty 
hazy. It was all the information New 
York could give, however, and all the 
Paris house could furnish, so the man at 
Hawthorne went as far as he possibly 
dared on his meager instructions, mean- 
while wondering about the sixty days. 
He clearly understood about the $600 per 
dav. 

October 3 brought information which 
was definite. Already a large amount of 
material had been lined up and the 
moment the decisive word from Paris 
came, men trained to the minute in 
ewitchboard building began their tasks. 
In a trifle over three weeks after a defi- 
nite order had been given by the man- 
agers of the telephone exchange in Paris, 
the finished switchboard stood at Haw- 
thorne ready for chipment. 

Meanwhile the New York agent had 
not been idle. The result of his efforts 
showed that express train speed in manu- 
facture is only one of many ways of beat- 
ing penalty time to the tape. 

The same day that complete informa- 
tion was given Hawthorne a request was 
made for an estimate ‘on the number of 
carloads and weight of the shipment. 
Reservation was made on a French Line 
steamer that sailed on October 29, and 
arrangements were made with railroads 
that special attention be given the ship- 
ment. It was. The six carloads of ma- 
terial came from Chicago to New York 
in about two days. 

The shipment from Hawthorne to- 
gether with a large amount of additional 
material which the New York house had 
manufactured was shipped to Paris on 
the French Line steamer La Provence, 
that sailed from New York on October 
29. Thus, only a few days more than a 
month elapsed from the date the fire oc- 
curred in Paris until a completed switch- 
board from the United States was on the 
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cea. A switchboard, by the way, which 
stands 180 feet long, requires ninety op- 
erators to operate and will accommodate 
more than 10,000 subscribers. While:the 
back of this switchboard would appear as 
unintelligible to the layman as a page of 
Sanskrit, it may be of interest to know 
that it contains about a million soldered 
connections and 3,000 miles of wire. It 
is of some interest also to know that ap- 
proximately 40,000 feet of lumber were 
used m packing the completed board, and 
that 10,000 square fect of paraffine paper 
was used in the cabling boxes alone. 

ede 
A Big Shipment of Tungstoliers. 


‘The accompanying illustration shows 
the way in which a big order for Tungsto- 
liers was recently sent to one of the com- 
pany’s selling agents. This clectric-light- 
ing fixture has created a good deal of a 
stir throughout the entire field, and the 
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A BIG ORDER OF TUNGSTOLIERS. 


company is booking orders which are far 
in excess of its expectations, although it 
arranged, in developing these light units, 
for a demand which marked a new record 
in supply and demand. 

a ede 
The Phelps Alloy. 


Announcement is made of the discovery 
of the Phelps alloy by the Phelps Manu- 
facturing Company, 54 State Street, De- 
troit, Mich. This metal fuses at 2,500 
degrees Fahrenheit, is positively non-cor- 
rosive, and is said to be a reliable substi- 
{ute for platinum for a great many pur- 
poses, such as contacts for electric bells, 
annunciators, telephones, spark-plugs, 
gasoline engines and automatic flashers. 
The cost of this alloy is said to be about 
one-third that of platinum, and from the 
tests which have been made it is expected 
that the metal will give entire satisfac- 
tion. Several large telephone companies 
are now using this material, and repeat 
orders are evidence of the satisfaction be- 
ing experienced with it. The Phelps al- 
loy is made in sheets, wires and rivets. 
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An Electrically Driven. Tool Grinder. 


Probably the first equipment in a ma- 
chine shop to be driven by an individual 
electric motor in experimenting with elec- 
tricity as a motive power is the tool 
grinder, because it combines so many of 
the various advantages of the electric 
drive. Tools are sharpened only at inter- 
vals and the load is fluctuating, permit- 
ting the outfit to be shut down between 
jobs and also taking advantage of any de- 
As a 
grinder has often to be located somewhat 
apart from the rest of the machinery, it 
hecomes difficult to make the necessary 
helt connections where a mechanical trans- 
mission system is used. With a small 
motor supplying the power the grinder 
may be located at any point that con- 
venience demands and the wires run to it 
without trouble. 

The Safety Emery Wheel Compafy, of 
Springfield, Ohio, is supplying a thirty- 
six-inch by four-inch emerv wheel, shown 
in the illustration, equipped with a stan- 
dard Westinghouse direct-current, type S, 
four-horsepower motor. 


crease in the demand for power. 


The motor runs 
at 1,175 revolutions per minute and drives 
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may be increased to allow for wear of the 
emery wheel. 

It will be noted that the motor is 
mounted well out of the wav on the ex- 
tended sub-base of the grinder, and there- 
fore forms a very flexible outfit in that it 
may be moved as a unit. Two opcrators 
can work on the grinder at the same time, 
as a door provided in the hood in the rear 
allows grinding to be done there as well 
as in front. Water is prevented from 
splashing over the floor or the motor by 
the wide pan in front and the apron in 
the rear. 

—-—e@e 


Electric Food Warmers. 


Among articles for table service, the 
heated tray or platter made in plate is 
an old institution, and came into vogue 
many generations ago, its cbject being for 
keeping hot, ready for a second helping, 


the roasts and vegetables at dinner. These | 


devices were made, some, with double bot- 
toms for the reception of hot water be- 
tween the two; others were made arrang od 
with a spirit lamp for providing the heat. 
Because of the care in keeping these in 
order for service, they have never been 


` 


MOTOR-DRIVEN 


the emery wheel at 450 revolutions per 
minute. The starting device for the mo- 
tor is directly on the grinder, providing 
the most convenient method for bringing 
the wheel up to speed. 

The illustration shows a constant-speed 
shunt motor, but the use of an adjustable- 
‘peed motor is recommended, as the speed 


TOOL GRINDER. 


used to anything like the extent they de- 
served. 

The Simplex Electric Heating Com- 
pany, Cambridge, Mass., has recently put 
on the market a line of electric food warm- 
ers, to take the place of these devices. In- 
stead of applying the heat to a variety 
of platters or dishes, they provide a heatea 
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stand for use in the dining room, on which 
the food dishes may be set, and where 
they will be kept warm. They are in at- 
tractive design, in nickel or silver plate, 
having a top surface in dull-finish alumi- 
num, which is not easily scratched or dis 
colored, and the top, with the heater at- 
tached, is removable to facilitate the clean- 
ing or polishing of the plated portions. 
The temperature is limited, so that there 


FOOD WARMER. 


SIMPLEX ELECTRIC 


is ample heat for the requirements, and 
yet not sufficient to endanger the choicest 
china in being injured. The cyrrent con- 
sumption is such that most of the sizes 
can be connected to lamp sockets, and the 
cost for operation is small. 

These food warmers are made in a va- 
riety of sizes and designs, both oval and 
oblong, the top surface varving from 10 
ly 14 inches in the smaller sizes to 10 by 
26 inches in the larger. They are fur- 
nished in moderate weights for domestic 
requirements, and in extra heavy weights 
for hotel use. The Simplex company. re- 
ports an immediate demand for these 
gcods both for hotels, restaurants and do- 
mestic use. They have supplied them in 
quantities to such New York hotels as the 
st. Regis, Hotel Astor, Cafe Martin, and 
ethers. 

—— o $ o —— 
General Electric Orders. 

The orders received by the General 
Electrie Company for the third quarter of 
the vear amounted to $10,397,117 and for 
the nine months of the year to $30,054,- 
924. This compares with orders of $14,- 
981,382 and of $49,677,500 received dur- 
ing the corresponding periods last year. 

The orders received fer the third quar- 
ter were smaller than in any year back 
to 1904, but they were larger than the 
orders for the third quarter of 1904 by 
over $2,000,000. The orders for the first 
nine months this year are larger by over 
$3,750,000 than the orders for the first 


nine months of 1904. 


— 0o O o ——— 
The sale of $350,000 worth of Alaska- 


Yukon-Pacifie bonds appears to remove 
the last obstacle to the succese of this 
enterprise, which is to open on June 1 
next. 
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New Line of Service Switches and Cut- 
out and Branch Boxes. 

The D & W Fuse Company, Provi- 
dence, R. I., is placing upon the market 
its new service switches and boxes, which 
have very materially improved this line. 
In the casting of the iron, owing to op- 
erating its own foundry, the company is 
able to produce boxes of a much finer 
grade than it could purchase in the open 
market. Due to this higher-grade ma- 
terial, these boxes are lighter in weight 
than the former boxes and have a smooth 
_ surface, thereby taking a finer finish when 
japanned. These boxes are provided with 
rubber gaskets and removable porcelain 
bushings, through which the cable termi- 
nals may be readily passed. In the cov- 
ers of the service switches are mounted 
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D & W FUSE COMPANY’S NEW LINE OF SERVICE SWITCHE 


fuse guides to positively align the fuses 
in order that the boxes may be readily 
closed with the fuses properly engaging 
in the cut-outs. There are also mounted 
in these covers withdrawal hooks which 
by one-quarter turn of the levers on the 
outside of the cover remove the fuses at 
will. 

Owing to the usual practice of ground- 
ing the neutral on a three-wire direct- 
current system, the box is so designed 
that the neutral fuse remains perma- 
nently in the circuit, thus avoiding any 
possibility of accidents, due to the fuse 
being withdrawn. For polyphase circuits 
where all fuses should be removed, the 
box is provided with three hooks operated 
simultaneously by one lever. The fuse 
boxes are similar in construction to the 
service switches, but are intended for use 
only as cut-outs, and therefore no switch 
mechanism is provided for in the covers, 
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the fuses being directly mounted in the 
boxes. 

In addition to these cut-outs, the com- 
pany has also brought out a line of 
branch boxes in which particular attention 
is called to the split bushings mounted in 
the cover, and boxes which permit of the 
necessary connections without any break 
in the wiring, thereby greatly reducing 
the cost of installation. For both of 
these types of boxes there have been de- 
signed a complete line of outlet hoods 
to be used in connection with the conduit 
system, covering every possible require- 
ment of connection, namely, straight- 
away, right or left hand, and back and 
front. These hoods are firmly screwed 
to the boxes, fitted with rubber gaskets, if 
desired, and are interchangeable for any 


given type, being made to fit any size of 
conduit within the capacity of the box. 


ede 
Buying on Chemical Specifications. 


Where dimensions, weight, finish and 
the like may be readily expressed in speci- 
fications, it is easy and natural to make 
them conditions upon which purchases 
shall be accepted. But where strength, 
chemical composition, durability and sim- 
ilar factors of ultimate efficiency are of 
importance, specification of these features 
is too often omitted. 

In every industry some material is be- 
ing bought on the basis of brand, reputa- 
tion or even satisfactory experience in its 
use without the least idea that equal 
efficiency might be obtained at a lower 
price with a suitable material whose com- 
position could be specified in advance by 
the chemist. 
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The purchasing agent of a large elec- 
tric railway company was recently buying 
of a reputable supply house a metal for 
journal linings which gave good satisfac- 
tion. He was paying twenty cents a 
pound and, in view of the nature of the 
material, felt that the price was high. 
A sample was submitted to the Arthur 
D. Little Laboratory in Boston for analy- 
sis. Upon receipt of its report the pur- 
chasing agent sent out for bids upon a 
metal of the composition shown on an- 
alysis. A reliable concern at once offered 
such a metal at six cents per pound. As 
the amount of metal used in a year was 
large, the saving by having the same 
metal made to the formula was well 
worth obtaining. 

Trolley ears are a class of material 
which the average electric road purchases 
with no regard to composition, anything 
which is “red” usually being considered 
good enough. 

A city system handling a heavy traffic 
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where delays cost money recently had con- 
siderable trouble by the frequent breaking 
of ears which they were purchasing of a 
reputable manufacturer. Two of the ears 
were sent to the laboratory named above 
for analysis. The report from this labo- 
ratory showed the following compositions: 


1 2 
Copper ..-cecsecerssececes 60.5 18.3 
Zine i cr 38.5 16.5 
Lead ..ccccccc cece cr cereete® 0.4 4.4 
Iront sorcerer dasiro ekas 0.1 0.2 
Tin ced ode aes rera aaa a RES 0.5 


The analyses show plainly the cause of 
the trouble: No. 1 is made of the ordi- 
nary 60-40 brass and is not strong 
enough for such work; No. 2 is evidently 
made from scrap composition and also 
fails to have the required strength. 

This company is now buying under 8 
etrict specification. A sample from every 
shipment is analyzed and the number of 
breaks is very materially reduced. 
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CONTINENTAL EUROPE. 


PARIS, NOVEMBER 7.—A type of petrol-electric motor car is in 
use upon one of the shorter railroad lines in Austro-Hungary, 
drawing trains made up of several trailers. The line is the 
Arad-Csanad local railroad, which connects a number of the 
large towns in the region, the most important of which is Szege- 
din. The present type of motor, adopted after a series of trials, 
consists of a long motor car of the usual form in which is placed 
a petro] motor and generator group, the latter furnishing current 
for the motors on the axles. At first the company adopted a 
thirty-horsepower car, which was designed especially for subur- 
ban use at slower speed. For the main lines it now uses a 
forty-horsepower car drawing two trailers, and more recently it 
ordered an eighty-horsepower car. The eighty-horsepower outfit 
contains a Westinghouse six-cylinder petrol motor, coupled direct 
to a six-pole generator. The car has two trucks, with a motor 
mounted upon each. 

At Zürich recently I had occasion to examine the new plant 
which the municipality erected for the purpose of consuming 
household waste, which is laid out on an extensive scale. The 
waste is burned in a number of furnaces, using a strong air- 
draught to aid the combustion. The heat from the furnaces is 
supplied to a boiler which operates a steam turbine coupled to 
a generator. This furnishes all the current needed in the estab- 
lishment for the lighting and for a number of motors, besides sup- 
plying several factories near by. The waste-consuming plant 
consists of a set of Horsfall furnaces. After the combustion 
there remains a certain amount of clinker and fine ash. The 
clinker ig broken up and sifted, and may be used as gravel, while 
the ash serves as a fertilizer. In the dynamo room is erected 
a 150-kilowatt Brown-Boveri steam-turbine set, which furnishes 
three-phase current at 220 volts. 

The ferryboat plying between Guilleboeuf and the opposite 
bank of the Seine, at a point near the channel coast where the 
river has a great width, is operated on the petrol-electric method, 
using a seventy-horsepower De Dion-Bouton petrol motor coupled 
to a 220-volt generator. This outfit is duplicated. The boat is 
a side-wheeler, the paddle-wheels being driven by two electric 
motors, which run at 540 revolutions per minute, the gear reduc- 
tion enabling the wheels to revolve thirty times per minute. 
Ordinarily a single generator group is sufficient to supply all of 
the power needed, but in case the tides, which are strongly felt 
here, should make it necessary, the two groups can be coupled in 
parallel. nk 

A hydro-electric plant of somewhat novel construction is 
located in the Rhone valley not far from Lake Leman. It 
utilizes the water of the celebrated Pissevache Fall, whose 
stream springs out of the side of the mountain and falls 220 feet 
into the valley, thus forming one of the most picturesque falls 
in the county. The electric plant is placed high up in the moun- 
tain side and lies above the mouth of the fall. It only uses the 
water in a gorge before it reaches the fall, and the water is 
then returned to the cascade in order that the latter will not 
be impaired. The turbine house is cut in the solid rock and is a 
chamber of elliptical section, containing the turbo-generator 
outfit. At present there are six principal groups installed. Two 
of these are used to furnish direct current at 800 volts for the 
Martigny-Chamonix railroad, while four of the machines supply 
5,000-volt alternating current for use in a neighboring electric. 
furnace plant. The remaining alternator also works at 5,000 
volts, supplying current for lighting some of the towns in the 
vicinity. The water supply is taken at a point lying farther up 
the gorge, and in this way a head of water of 1,600 feet is ob- 
tained. The turbine plant lies at a height of at least 300 feet 
above the level of the valley. A. DE C. 
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GREAT BRITAIN. 


LoNDON, NOVEMBER 6.—There seems to be quite a craze at 


present among local 


authorities to go in for the trackless- 


- trolley system, either instead of tramways, or in outlying dis- 


tricts, thus using this mode of traction as a feeder to the main 
tramway system. The Highways Committee of the London 
County Council, however, made a proposition this week to use 
the system in quite another direction. The Council is faced 
with the position of having its northern and southern tramway 
systems broken off, so to speak, by the river at Rotherhite and 
Blackwall by two tunnels which are incapable of holding a dou- 
ble line of fixed tramways. The Highways Committee, which 
realizes the advantages of linking up both the northern and 
the southern systems wherever possible, thought to overcome 


` the difficulty by the use of trolley omnibuses in these two 


tunnels. How far such a policy was desirable from the point 
of view of the passengers, they having to make two changes in 
a very short distance, is another matter, but the County Council 
at its meeting on Tuesday vetoed the suggestion on the ground 
that sufficient information as to the capabilities of the system are 
not yet available. 

Following the annual meeting of the Victoria Falls Power 
Company come some inquiries in Parliament as to the rights 
of the company to the concession for the use of the Falls water. 
It appears that this is given in an agreement between the 
British South Africa Company and the African Concessions Syn- 
dicate, which is the parent company of the Victoria Falls Power 
Company. 

It is evident the Government intends that the London County 
Council shall secure control of the whole of the electric-supply 
arrangements of the metropolis in the future. Following the in- 
struction to the committee which is now dealing with the bulk 
supply scheme to insert the name of the County Council as the 
purchasing authority, a similar instruction has been given with 
regard to the bills of the existing companies, which confer cer- 
tain additional powers upon them. The question now arises what 
is to be done with the electrical undertakings of the London 
borough councils. If these are not also made purchasable by 
the Council, we shall have the anomalous position of the Coun- 
cil, when it purchases the bulk and the other companies, com- 
peting with the borough councils, the capital for whose under- 
takings the County Council has had to sanction and find. Pre- 
sumably the committee will deal with this aspect of the case. 

The Institution of Civil Engineers has just issued its list of 
awards for papers read during the past session, and I notice 
that the only paper dealing with an electrical subject which has 
been granted an award is that by W. Barclay Parsons on “The 
New York Rapid Transit Subway.” 

An experiment in street lighting is being carried out in 
Leeds, arc lamps and gas lamps being placed side by side for 
competitive purposes. G. 


EASTERN CANADA. 


OTTAWA, NOVEMBER 14.—The annual convention of the Cana- 
dian Street Railway Association, whose members include all 
the leading street railways of the Dominion, was in session here 
during the past week. 

One of the most extensive industrial plants in Montreal is 
the Northern Electric and Manufacturing Company. It employs 
1,300 persons, and its market is almost exclusively in Canada. 
This plant is equipped with the most modern machinery and will 
be operated entirely by electricity, the power being supplied by 
a 300-kilowatt Westinghouse-Parsons steam turbine. 

It is a matter of note that Montreal consumes more elec- 
trieally transmitted waterpower than any other city in the 
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world. This power is drawn from three large generating sta- 


tions located on the rivers St. Lawrence, Richelieu and St. 
Maurice, at distances ranging up to eighty-five miles from the 
central substation in the city of Montreal, while a fourth large 
hydroelectric plant, which derives its power from the Soulanges 
Canal, has just been completed. With this chain of electric 
plants, supported by steam stations at various points in the city, 
the reliability of electric supply in Montreal is assured beyond 
any doubt. 

Canada is most fortunate in possessing as much available 
waterpower as any country in the world. Some idea of the 
supply of power that can be generated in the Dominion may be 
had from the fact that, it is estimated, the St. Lawrence River 
alone can supply over 10,000,000 horsepower. There is represented 
also over 1,000,000 horsepower in the falls and rapids within a 
radius of fifty miles from the city of Ottawa, and what is true 
of eastern Canada applies equally to the Lake Superior and 
western portions of the Dominion. 

It is stated that private individuals in the town of Coaticook, 
Quebec, are contemplating the formation of a company and tak- 
ing over the town’s electric-light plant. As the town is now 
facing a serious problem, in the way of increased power, a 
proposition for purchase will probably receive favorable con- 
sideration of a majority of the rate payers. 

During the week, the first unit of electric power, from the 
Soulanges Canal, was brought into the city of Montreal and 
distributed through the city over the wires of the Montreal Light, 
Heat and Power Company. Since purchasing the charter for the 
utilization of this power from M. P. Davis of Ottawa, the Mon- 
treal company has been at work on the development, which is 
now completed, and at a cost of $1,500,000 the company has 
secured a supply of 15,000 horsepower. The work included the 
construction of a canal connecting the Soulanges Canal, about 
thirty miles from Montreal, with the St.. Lawrence River, a 
distance of about 2,800 feet. The new canal holds 75,900,000 
gallons of water and is 268 feet wide from bank to bank, 232 
feet at the water line, 160 feet at the bottom and eighteen feet 
deep. A forty-foot roadway connects the dam and the power 
house, and the latter is fireproof, being built of concrete, with 
iron and glass windows. The six gates, connecting the Soulanges 
Canal with the new cut, are operated either by hand or by elec- 
tricity. As the Montreal Light, Heat and Power Company has, 
at present, contracts which call for the supply of 70,000 horse- 
power, and has only 65,000 horsepower available, the company 
has under consideration the construction of a steam plant to 
provide 10,000 horsepower additional. This steam piant will be 
completed unit by unit, but the whole will be in operation within 
the next two years. The disposition of the available power wiil 
then be as follows: Lachine, 15,000 horsepower; Chambly, 20,000 
horsepower; Shawiniga, 20,000 horsepower, and Soulanges, 15,000 
horsepower; total, 79,000 horsepower. W. 


WESTERN CANADA. 


WINNIPEG, NOVEMBER 14.—The postal authorities at Edmon- 
ton, Alb., have approached the civic authorities with a view to 
having the new electric street railway system used for postal 
purposes. It is understood an agrecment has been arrived at 
to this end and freight cars will also be operated as soon as 
possible. 

At the meeting of the Canadian Street Railwaymen’s Asso- 
ciation held in Ottawa on November 12 it was decided to hold 
the next convention in Winnipeg. 

The Canadian Northern Railway Tetegraph Company has 
opened telegraph offices in the following places: Lavelle, Ont.; 
Lena, Myrtle, Vassar and Russell, Man., and Borden, Sask. It 
is understood this company will soon negotiate for connections 
with the States. 

The incorporators of the Kootenay Te'tephones, Ltd., which 
has a capital of $200,000, and head office at Cranbrook, B. C., 
are announced to be: Dr. J. H. King, W. F. Gurd, James Ryan, 
V. Hyde Baker, A. Leitch and R. E. Beattie. The company has 
already secured the plant and lines of the Cranbrook Light, Heat 
& Telephone Company and has secured a franchise in Fernie, 
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B. C., to construct a telephone system. The aims of the company 
are to construct long distance and local telephone systems through- 
out the Crows Nest Pass country and to connect with the system 
of the Alberta government, thus giving Winnipeg, connection 
with the Kootenays. | 
At Cannington Manor, Saskatchewan, a rural telephone com- 
pany is being formed. Estimates show the system can be con 
structed for $35 per mile with one telephone to the mile. The 
telephone act of Saskatchewan provides for the formation of 
these rural companies and places the value of the shares at $25 
apiece, no person being allowed to hold more than one share. 
The ownership and operation of the street railway system 
at Port Arthur, Ont., is in a curious tangle. The system waa 
built by Port Arthur in 1893 and extended through the sister city 
of Fort William. Until the present time Port Arthur has owned 
and operated this system, but recently some of the aldermen from 
hoth cities met in Toronto and arranged for the sale to Fort 
William of that portion of the system running in Fort William. 
No vote was put to the people and consequently when the time 
for handing over the portion of the line to Fort William arrived 
the Port Arthur commission refused to give it up to the joint 
commission which had been appointed to operate the system. 
The Ontario Railway and Municipal board was appealed to and 
issued instructions to the sheriff to seize the system and hand 
it over to the joint commission. An injunction prevented the 
sheriff from acting, and mass meetings, attended by virtually 
every ratepayer in Port Arthur, are being held to protest against 
the deal. The matter will come up in the courts in the near 
future, and petitions have been mailed to the Hon. J. M. Gibson, 
lieutenant-governor of Ontario, Sir James Whitney, premier of 
Ontario, and various other bodies of influence. At the present 


time two sets of officials are supposed to be drawing salaries for 
managing the system. R. 


IMPORTANT DEVELOPMENTS. 


CLEVELAND TRACTION LINES PUT IN HANDS OF RE 
CEIVERS—Judge Tayler of the Federal court has appointed 
Warren Bicknell and Frank A. Scott as joint receivers for the 
Municipal Traction Company and the Cleveland Railway Com- 
pany. Each of the receivers will furnish a bond of $100,000. 
Warren Bicknell is president of the Havana Electric Company, 
which controls all the street railways in Havana, Cuba, and is 
identified with large numbers of electric traction companies in 
Ohio and other states. Frank A. Scott is secretary and treas- 
urer of the Superior Savings and Trust Company of Cleveland. 
The receivers will take charge of the traction system at once, 
and will operate it under the direct supervision of the court. 
The rate of fare, it is said, will be as low as can be made 
consistent with good service. 

AUTOMATIC TELEPHONE DILEMMA—Samuel McRoberts, 
president of the Illinois Tunnel Company, has appeared before 
the Chicago City Council committee on gas, oil and electric light 
in the interest of the petition of his company for an extension 
of two years in which to obtain the required 20,000 telephone 
subscribers. The franchise of the company provides that that 
number of telephones must be in operation by next February, or, 
according to an opinion given by Assistant Corporation Counsel 
Emil C. Wetten, the city can take over the telephone properties 
of the corporation, operating the system itself or disposing of 
the franchise to any other company, as it sees fit. At present 
the tunnel company has about 5,000 of the automatic telephones 
in operation. Mr. Roberts said his company could install these 
telephones before next February, “not in a sensible or business: 
like way, but to preserve its rights if necessary.” He declared 
that the company is not going to forfeit the franchise, as there is 
too much property involved. 

GREAT FALLS POWER AND TOWNSITE COMPANY TO 
SPEND $5,000,000 ON POWER PLANT—John D. Ryan, who 
with associates has purchased the Great Falls Power and Town- 
site Company, announces that they are about to begin the ex- 
penditure of $5,000,000 in building dams and a power plant, and 
that the construction of a power transmission line, 165 miles 
long, will soon be begun. This line will run into Butte, Mont., 
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and give power for the Butte mines. The company will also 
build a wire factory at Great Falls and make wire from Butte 
copper with which it will supply the entire copper wire market 
from the Missouri River to the Pacific Coast, and will operate 
plate-glass, carbide and cement factories in connection with the 
power company. 


MONTREAL LIGHT, HEAT AND POWER—The Montreal 
Light, Heat and Power Company has made arrangements to se- 
cure 100,000 additional horsepower in the next two years. Be- 
sides securing power from the new Soulanger plant a new large 
steam plant will be secured. 


BOSTON & NORTHERN AND OLD COLONY ROADS TO 
ISSUE NEW STOCK—The Massachusetts Railroad Commis- 
sioners have granted the petition of the Boston & Northern and 
Old Colony Street Railway Companies, Boston, Mass., for au- 
thority to issue $1,096,300 capital stock at 110. The new stock 
is six per cent preferred, and the distribution is $723,600 Boston 
& Northern, and $372,700 Old Colony. The proceeds will be used 
to pay off floating obligations of these companies, the amount 
of which, in hands of the public, is about $2,500,000. 


TELEPHONE MERGER DECLARED OFF—The big tele- 
phone deal by which it was proposed to lease the property of the 
United States (or long-distance) Telephone Company, the Cuya- 
hoga Telephone Company and the Columbus Citizens’ Telephone 
Company to a holding company for 999 years, has been declared 
off. The negotiations to transfer the properties to the holding 
company had been going on for weeks and the directors of 
each company had recommended to the stockholders that the 
lease be made. Announcement that the proposed deal had failed 
was made by President Brailey, of the Cuyahoga Telephone Com- 
pany, following a meeting of the directors. 


ENGINEERING SOCIETIES. 


TOLEDO SECTION, A. I. E. E.—The Toledo Section of the 
American Institute of Electrical Engineers held a meeting on 
November 6 to hear the reading of a paper on “The Westing- 
house Nernst Lamp; the Value of Its High Efficiency and Im- 
proved Mechanical Construction to Modern Methods of Illumina- 
tion,” by A. E. Eustice. The paper was illustrated with about 
eighty lantern slides, showing various lamp units, their construc- 
tion and characteristics, as well as commercial installations 
equipped with them. 


STEVENS ENGINEERING SOCIETY—The Engineering So- 
ciety of Stevens Institute of Technology, Hoboken, N. J., has pub- 
lished its programme of activities for the season of 1908-09. 
This includes general lectures, special lectures, inspection trips, 
and some information concerning the Engineering Society Em- 
ployment Bureau. Lectures will be delivered by President Alex- 
ander C. Humphreys, Arthur G. Glasgow, Calvin W. Rice, W. J. 
Armstrong, Ferdinand Stark, G. L. Fowler, A. C. Triaca and Fred- 
erick K. Vreeland, in the general lecture course. Special lec- 
tures will be delivered by Prof. Louis A. Martin, Prof. Albert F. 
Ganz, Prof. Frank L. Sevenoak, Prof. John C. Ostrup, Prof. 
George V. Wendell, Prof. Francis J. Pond and Prof. Franklin 
de R. Furman. 


DATES AHEAD. 


National Society for the Promotion of Industrial Education. 
Annual meeting, Atlanta, Ga., November 19-21. 

International Independent Telephone Association. 
convention, Chicago, Ill., December 1-3. 

American Society of Mechanical Engineers. 
New York city, December 1-4. 

American Roentgen Ray Society. 
city, December 28-30. 

Chicago Electrical 
16-30, 1909. 

American Association for the Advancement of Science. 
nual meeting, Baltimore, Md., January, 1909. 

Northwestern Electrical Association. Annual meeting, Mil- 
waukee, Wis., January, 1909. 


Annual 
Annual meeting, 
Annual meeting, New York 
Ill., January 


Show. Coliseum, Chicago, 


An- 
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PERSONAL MENTION. 


MR. WILLIAM MARCONI, it isg unofficially announced, is 
to receive the next Nobel prize in physics. 


PROF. J. ROY ARMSTRONG, of Colorado College, has been 
commissioned by the City Council of Colorado Springs, Colo., to 
test the city street arc lamps. 


MR. RICHARD O. HEINRICH, director of the European 
Weston Electrical Instrument Company, Berlin, 


Germany, is 
making an extended visit to this country. 


MR. G. R. FOLDS has resigned as general manager of the 
West Penn Railways Company, Pittsburg, Pa., and will become 
general sales agent and assistant to the president of the H. W. 
Johns-Manville Company of New York, N. Y. 


MR. C. H. SPOTTS, formerly manager of the paint depart- 
ment, and Mr. Walter F. Swearer, assistant at the general offices 
of the Joseph Dixon Crucible Company, Jersey City, N. J., are 
now associated with the Protectus Company. Mr. Spotts is sec- 
retary, and Mr. Swearer New York manager. 


MR. J. R. GORDON, for many years southern district man- 
ager for the Westinghouse Electric and Manufacturing Company, 
has resigned from that company and accepted a position with the 
Western Electric Company, as power apparatus sales manager 
for its southern territory, with headquarters at Atlanta, Ga. He 
took charge of his new duties November 1. 


MR HOMER E. NIESZ, manager of the Electrical Trades 
Exposition Company, Chicago, who has been indisposed for some 
little time, left Chicago November 16 for Hot Springs, Ark. Mr. 
Niesz will return to Chicago about the first of December, and it 
is hoped will then be prepared for the arduous work which the 
coming Chicago Electrical Show will require of him. 


MR. FRANK J. SPRAGUE, of New York, passed through Chi- 
cago last week on his way to the Pacific Coast, where he is 
supervising the installation of a number of electric plants. While 
in Chicago he inspected the terminal facilities of the Illinois 
Central Railroad, and made a preliminary study of its traffic 
conditions as bearing on the electrification project. 


MR. T. H. CEPERLEY has been appointed chief engineer of 
the Stuyvesant Falls power plant of the Albany & Hudson Railroad, 
to succeed W. G. Andrews. Mr. Ceperley was formerly chief 
engineer of the Newburgh Light, Heat and Power Company, hav- 
ing charge of plants at both Poughkeepsie and Newburgh. 


MR. THEODORE N. VAIL, president of the American Tele- 
phone and Telegraph Company, was a passenger on the St. 
Louis, which sailed for Europe last Saturday. Mr. Vail said: 
“I shall take up no business while away. I am leaving at this 
time because there are no business matters in the way’and no 
pressing problems for me to consider. The American Telephone 
and Telegraph Company has a clear outlook ahead, and I feel 
that I can go away for a two months’ rest.” 


MR. WALTER ROBBINS, assistant general manager of the 
Wagner Electric Manufacturing Company, St. Louis, Mo., re- 
ceived, the other day, a postcard from A. W. Wyckoff, the 
Wagner company’s genial Pittsburg representative, portraying 
the palatial residence of S. R. Dresser, at Bradford, Pa. A three- 
and-one-half-horsepower Wagner motor runs a vacuum cleaner 
in this residence, and the postcard bore the following legend: 
“This is the kind of a power house we always insist on having 
built around a Wagner three-and-one-half-horsepower motor; 
larger sizes are built in proportion.” 


MR. RICHARD C. McLAURIN, Professor of Physics in Co- 
lumbia University, was elected on November 11 to the presidency 
of Massachusetts Institute of Technology made vacant by the 
resignation of Dr. Henry S. Pritchett, a year ago. Professor 
McLaurin has accepted, and will be inaugurated as soon as He 
can sever his connection with Columbia. The new president was 
born in Edinburgh thirty-eight years ago. He spent his boyhood 
in New Zealand, returning to England to complete a course at 
Cambridge, where he was graduated with high honors in law. 
He was afterward professor in the University of New Zealand, 
and later studied at McGill and Columbia, devoting himself 
to mathematics and physics. 
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ELECTRIC LIGHTING. 


DALLAS, TEX—E. A. Worden and others have applied for an 
electric-light and heating franchise. 


ARTESIA, N. M.—Oscar A. Coates of Bisbee, Ariz., has been 
granted a franchise for an electric-light plant. 


CUERO, TEX.—The Cuero Light and Power Company has 
been incorporated with a capital stock of $100,000. 


SUPERIOR, WIS.—The Northwestern Lighting Company has 
been incorporated with a capital stock of $15,000. 


DETROIT, MICH.—The Manufacturers’ Light and Power Com- 


rany, of Deiroit, has been incorporated with a capital stock of 
$10,000. 


WALLA WALLA, WASH.—The Washington-Oregon Traction 


Company has been granted a franchise for an electric light and 
power plant. 


REEDSBURG, WIS.—A day circuit is to be established on the 


city electric power lines. An expenditure of $8,000 is contem- 
plated in making the change. 


CLIFTON SPRINGS, N. Y.—Richmond P. Pratt, of Clifton 
Springs, and E. VerPlank, of Manchester, who recently purchased 


the Manchester Mills, have formed the Manchester Power Com- 
pany. 


MISSOULA, MONT.—The Missoula Light and Water Company 
is planning to add to the capacity of its Missoula plant to meet 


the growing demand for electric service throughout the territory 
served. 


IOWA CITY, IOWA.—The lighting committee of the city 
council has recommended asking for bids for 130 magnetite arcs. 


Bids are also asked for 250 incandescents in addition to the 
magnetite arcs. | 


KANSAS CITY, MO.—The Union Finance Company, of Kansas 
City, Mo., has applied for a fifty-year franchise to supply light in 


St. Louis County. It is proposed to supply it at twelve-and-one-half 
-~ cents per killowatt-hour. 


TAXCO, MEXICO—An electric power and lighting plant has 
been installed near Taxco, state of Guerrero, by the Compania 
Minera y Metalurgica. The power will be used to operate the 
machinery of the mines of the company. 


ROGERSVILLE TENN.—The electric-light plant at Rogers- 
ville was destroyed by fire October 29, with a loss of $5,000, 
partially covered by insurance. The plant will be rebuilt at 
once, and is promised to be completed by December 15. 


NEW CUMBERLAND, W. VA.—The Panhandle Electric Com- 
pany, with principal office at Pittsburg, Pa., and chief works at 
New Cumberland, has been chartered with a capital stock of 
$25,000. One of the incorporators is J. L. Merrill, of Pittsburg. 


ELLWOOD CITY, PA.—The City Council has decided to adver- 
tise for bids for installing an electric plant in Ellwood City. The 
people of the town favor a municipally-owned plant. The estimates 
of the cost of installing a plant have been from $11,000 to $13,500. 


GUADALAJARA, MEXICO—George Mitchell and D. B. Rus- 
sell, of New York, are preparing to install a hydro-electric plant 
near Guadalajara, to operate the machinery of a marble quarry 
which they own. They also expect to build an electric railway 
from their property to Guadalajara. 


CHEYENNE, WYO.—The Citizens’ Water and Power Company 
has been incorporated with the object of generating, distributing 
and selling electricity for light, power and heat in Laramie 
County, Wyoming, and in Colorado. The directors elected for the 
first year are George Bullock, G. A. Taff, F. M. McMahon, R. L. 
Holland and R. S. Ellison. 


KEOKUK, IOWA.—The stock and franchise of the Keokuk 
& Hamilton Water Power Company has been transferred to finan- 
cial interests which are expected to develop the waterpower 
of the Des Moines rapids. Fifteen million dollars will be re 
cuired to develop 200,000 horsepower, and actual work must be 
begun by February 9, 1910. 
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CEDAR RAPIDS, IA.—W. G. Dows and Isaac B. Smith, of the 
Cedar Rapids & Iowa City Railway & Light Company, have pur- 
chased waterpower rights in the Cedar River at the Palisades, 
six miles below Cedar Rapids. A twenty-foot dam will be built, 
and it is estimated that 50,000 horsepower will be developed. 


Ultimately there will be an electric line to the Palisades and 
Mount Vernon. —_ 


CUERNAVACA. MEXICO—E. Conas, of Cuernavaca, treasurer 
of the state of Morelos, is erecting an electric power and light- 
ing plant of 1,600° horsepower capacity at Cuernavaca. Mr. 
Conas also owns the street-railway system of that city and the 
power of his plant will be used to operate its cars. It will also 


furnish power and lights for the town. The plant will be fin- 
ished about January 1. 


GOSHEN, IND.—By a ruling of the Circuit Court the city of 
Goshen is prevented from rebuilding its commercial lighting sys- 
tem, at a cost of $40,000. The contract had been awarded to the 
Ironton Engine Company, of Ironton, Ohio. Taxpayers obtained 
an injunction on the grounds that the 2 per cent legal limit of 


indebtedness had been exceeded and that error was committed in 
not advertising for competitive bids, 


McKINNEY, TEX.—At the regular meeting of the city coun- 
cil it was decided to purchase material for the extension of the 
city electric light system, a number of additional arc lights to be 
put up over the city. The material is to be purchased at once 
and the work of making the extension will soon be in progress. 


W. E. McKinnon of Dallas was elected superintendent of the city 
waterworks and electric light system. 


NORTH ADAMS, MASS.—Plans for the building of a new 
electric-light plant to cost more than $100,00 have been formu- 
lated by the North Adams Gas Light Company. The accident of 
last summer, when a large flywheel burst, is partly responsible in 
determining the building of the new plant. The new station will 


have a complete equipment and the capacity will be practically 
doubled, from 2,500 horsepower to 4,000 horsepower. 


ST. LOUIS, MO.—A meeting of business men and property 
owners in the district bounded by Fourth, Twelfth and Market 
streets and Washington Avenue, has been held to lay plans for 
the better and more uniform lighting of the down-town section 
of the city, especially in the district named. The meeting was 
under the auspices of the Lighting Committee of the Civic League, 
which includes J. L. Van Ornum, E. L. Andreon, Joseph D. Bas- 
com, T. F. Chaplin, A. S. Langsdorf and John J. Lichter. 


MEXICO CITY, MEXICO—The following applications have 
been made to the Mexican government recently for concessions 
to install hydro-electric plants: Mariano Alcerreca and Jose 
Jijar y Harro to erect a plant on the Santa Cruz and San Fran- 
cisco creeks, near El Monte; Guillermo Brockman, to erec. a 
plant on the Turbio River, state of Guanajuato; Tezuitlan Mining 
and Smelting Company, to erect a plant on the Sola River, state 
of Oaxaca; Isidro Medina, to erect a plant on the Ameca River, 
near Ameca, state of Jalisco; General Mariano Ruiz, to erect a 
plant on the Alica River, territory of Tepic; Gill S. Peyton, to 
erect a plant on the Lerma River, state of Jalisco; Armado I. 


Santa Cruz, to erect a plant on the Huitzilapam River, state of 
Puebla. 


NOBLESVILLE, IND.—Work is progressing rapidly on the 
hydraulic dam which the White River Light and Power Company 
is building across White River, two miles north of Noblesville, and 
the company hopes to have the plant completed and in operation 
within the next sixty days. The dam is 300 feet long and de- 
velops a head of eighteen feet. The company expects to furnish 
Noblesville with electricity, and hopes to branch out and supply 
Cicero, Atlanta and Arcadia and possibly reach as far as Tipton, 
Lebanon, Frankfort and Elwood. Wallace Campbell, of Anderson, 
who is promoting an interurban line from Anderson through a 
blesville to Lebanon and Crawfordsville, is negotiating with al 
company for power to operate the road. Mr. Campbell expects 
finish the line between Anderson and Noblesville within the ats 
year and he has asked the company for prices for sufficient pow 
to operate the road between these two points. 
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PROPOSALS. 


STREET LIGHTING, TAMPA, FLA—Sealed bids will be re- 
ceived at the office of the city clerk until November 27 for 
lighting the streets of the city of Tampa with one hundred or 
more electric arc lights. Specifications may be had on applica- 
tion to the city clerk. 

POST OFFICE AT COLDWATER, MICH.—The office of the 
Supervising Architect, Treasury Department, Washington, D. C, 
will receive sealed proposals until December 22 for the construc- 
tion (including plumbing, gas piping, heating apparatus, electric 
conduits and wiring) of the post office at Coldwater, Mich., in 
accordance with specifications, which may be obtained from the 
custodian of the site at Coldwater or at the office of the super- 
vising architect. 


GOVERNMENT BUILDINGS AT ALASKA-YUKON-PACIFIC 
EXPOSITION, SEATTLE, WASH.—The office of the Supervising 
Architect, Treasury Department, Washington, D. C., will receive 
sealed proposals until December 21 for the construction of the 
United States government buildings at the Alaska-Yukon-Pacific 
Exposition at Seattle, Wash., in accordance with specifications, 
which may be obtained from the custodian of the Federal Build- 
ing at Seattle, the superintendent of construction at the post 
office at Tacoma, Wash., or at the office of the supervising archi- 
tect. 


NEW PUBLICATIONS. 


THE GOLDEN GATE—A very interesting brochure has been 
published by Adolph M. Schwarz, attorney and counselor-at-law, 
299 Broadway, New York, N. Y., describing the beauties of San 
Francisco, Cal. Mr. Schwarz has established a chain of offices 
in several of the large commercial centers. It is his opinion, 
after traveling a great deal throughout the country, that at the 
Golden Gate there is the grandest opportunity for really enjoying 
one’s work, and living. 


NEW MANUFACTURING COMPANIES. 


CHICAGO, ILL.—The Grand Flaming Arc Lamp Company 
has been capitalized at $10,000 to deal in appliances for electric 
lighting and heating. A. J. Lester, J. D. Ferguson and L. M. 
Greenlaw are the incorporators. 


EDUCATIONAL. 


The University of Michigan has accepted plans for an addi- 
tion to the new engineering. building, to be built at a cost of 
‘$75,063.75. An appropriation of $1,100 was also made for the 
construction of a new engineering camp at Douglas Lake. 


ELECTRICAL SECURITIES. 


Further breadth and activity developed in the bull campaign 
in last week's stock markets, with dealings more comprehensive 
and of a higher average than for some time. New high levels 
in various industrials were made for the year. Commission firms 
report great interest on the part of the public, and there has 
been large buying in this direction. The bulk of the trade is 
reported from western communities, which indicates the wider 
range of prosperity in this section than anywhere else in the 
country. The refusal of the United States Circuit Court of Ap- 
peals of the application for a rehearing of the Standard Oil de 
cision was regarded favorably, and offset the unfavorable effect 
of the decision declaring the American Tobacco Company illegal 
and in restraint of trade under the Sherman Anti-Trust law. 
This case will be appealed by the company, and is expected to 
drag along for some time. There has been no lack of reports 
fostering increased interest, and aside entirely from speculative 
buying there has been a difficulty in meeting a considerable in- 
vestment demand. The $20,000,000 bond issue distributed by the 
Illinois Central was successful beyond the expectations of the 
most Sanguine, and the announcement of the new New York city 
$12,500,000 bond issue at 4 per cent is regarded as a significant 
indication of the better values which are now placed on these 
investments. Money, both call and time, ruled a little higher, 
and this is what has been expected and generally forecasted. It 
is the opinion of those best informed, however, that there will 
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be no shortage of money, except possibly a temporary flurry 
near the end-of-the-year settlements. Reports continue to show 
the generally improved conditions of business, although there are 
those who do not hesitate to say that these reports are exag- 
gerated. Railroad earnings, however, continue to show a consid- 
erable betterment, and in many well-placed lines there is no 
doubt whatever of a large and likely-to-be-maintained improve- 
ment. ; 

Dividends have been declared upon the following electrical 
securities: Kings County Electric Light and Power Company; 
regular quarterly dividend of two per cent, payable December 1. 
American Railways Company; regular quarterly dividend of one 
and one-half per cent, payable December 15 to stock of record 
November 28, books close November 28 and reopen December 3. 
Grand Rapids Railway Company; regular quarterly dividend on 
the common stock of one per cent, payable December 1 to stock 
of record November 15. Chicago Railways Company, a dividend 
of $4 per share from accrued income to August 1, payable No- 
vember 15 to stock of record November 12. Philadelphia Elec- 
tric Company; semi-annual dividend of three per cent, payable 
December 15 to stock of record November 21. This is an in 
crease of one per cent per annum, putting the stock on a six 
per cent basis. 

ELECTRICAL SECURITIES FOR THE WEEK ENDED NOVEMBER 14. 


New York: Closing. 


Allis-Chalmergs common.................0.- 135 
Allis-Chalmerg preferred..................- 475% 
Brooklyn Rapid Transit................... 55% 
Consolidated Gas........... ccc ccc eee ee ewes 149% 
General Electric............ ccc csc ccc ccees 156% 
Interborough-Metropolitan common......... 13% 
Interborough-Metropolitan preferred ...... 35% 
Kings County Electric................0.05. 128 
Mackay Companies (Postal Telegraph and 
Cables) common.................cceeeee 16% 
Mackay Companies (Postal Telegraph and 
Cables) preferred................cceceee 701% 
Manhattan Elevated.................c00cee 144 ` 
Metropolitan Street Railway............... 31% 
New York & New Jersey Telephone....... 119 
Western Union..........ccccccvcctoccecacs 64144 
Westinghouse Mfg. Company............... 91% 


At the annual meeting of the Manhattan Railway Company 
Dumont Clarke was elected a director to fill the place of G. P. 
Morosini, deceased, and Frank J. Gould was elected a director 
to fill a vacancy. The old officers and: the members of the ex 
ecutive committee were re-elected. 


Boston: Closing. 
American Telephone and Telegraph....... 131% 
Edison Electric Illuminating.............. 250 
Massachusetts Electric.................... 57% 
New England Telephone.................. 124% 
Western Telephone and Telegraph pref.... 70 

Philadelphia: Closing. 
Electric Company of America............. 10% 
Electric Storage Battery common......... 39% 
Electric Storage Battery preferred........ 39% 
Philadelphia Electric...................... 12 
Philadelphia Rapid Transit................ 23 
United Gas Improvement.................. 881% 

Chicago: Closing. 
Chicago Telephone ............ 0... cece cece 
Commonwealth Edison..................... 108% 
Metropolitan Elevated preferred.......... ..... 
National Carbon common.................. 85 
National Carbon preferred................. 104 


Following the annual meeting of the Commonwealth-Edison 
Company, officers were re-elected. 

It is semi-officially stated that an extra dividend on Chicago 
City Railway stock will be declared before the end of the present 
fiscal year, making a total of nine per cent for the year. The 
consolidation of the City Railway and Chicago Railways proper- 
ties is discussed by controlling interests, but it is thought that 
nothing will be done until Chicago Railways has cleared its deck 
of various iegal entanglements. 

South Side Elevated advanced eight points last week. A 
director states that the company has a substantial cash surplus. 
The policy of the directors on dividends at the meeting the last 
of the month will be governed by future increased traffic pros- 
pects. 
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ELECTRIC RAILWAYS. 


SAND POINT, IDA.—V. M. Smith has made application for a 
franchise for a street railway. 


McKINNEY, TEX.—The proposed Mineral Wells & Northern 


Electric Railway is to be extended through Decatur and Denton 
to McKinney. 


BELLEFONTAINE, O.—The line of the Ohio Electric Rall- 


road, from Lakeview to Lima, has been completed and turned 
over by the contractors. 


TOLEDO, OHIO—Construction work on the Lima-Toledo branch 
of the Ohio Electric Railway system is nearly completed. All of 
the heavy grading and filling have been finished. 


MARSHALL, TEX.—The City Council has granted a franchise 
to M. Turney and associates to build and operate an electric 


car line and to furnish lights and power for a period of twenty- 
five years. 


HUNTSVILLE, ALA.—An electric railway company is run- 
ning a survey to Monte Sano, with the purpose of finding the 
most available route from the city to the top of the mountain. 
A railway to the mountain is planned for future construction. 


NASHVILLE, TENN.—President H. H. Mayberry, of the Nash- 
ville Interurban Railway, makes the announcement that track 


laying for the road will begin at once and the work will be 
pushed to a rapid conclusion. 


TORREON, MEXICO—A syndicate of wealthy Chinamen are 
building an electric railway system in Torreon and an interurban 
line that will connect the city with the town of Matamoros. The 
system will have about twenty miles of track. The syndicate 


are operating under the name of the Compania Bancaria y de 
Tranvias Wah Yick. 


KANSAS CITY, MO.—A proposed interurban electric line, to 
pass through Bonner Springs, Turner and other small towns west 
of Kansas City, and to connect with the Metropolitan at Argentine, 
is being talked of by the farmers along the proposed route and 
the residents of the towns through which it will pass. The farm- 
ers say they will grant a right-of-way and are also willing to take 
stock in a company if formed. 


RICHMOND, VA.—A charter has been granted to the Rich- 
mond, Urbanna & Peninsular Railway. Company, whose president 
is John C. Robertson of Chesterfield. The capital stock of the 
company is placed at from $100,000 to $300,000. The proposed, 
new line is to connect with the present electric line at Ashland 
and will run from West Point to Urbanna, a distance of sixteen 
miles, through a thickly populated section. 


WASHINGTON, PA.—Work has begun on the construction of 
an interurban trolley line from Monongahela to Washington. Some 
time ago a franchise was granted the Monongahela and Carroll 
Street Railway Company to build its line in Monongahela. The 
company has filed extensions and is now authorized to construct 
its line from Monongahela to Washington, including a branch 
beginning near Ellsworths and to run to Marianna. 


SEATTLE, WASH.—Within thirty days the Milwaukee road - 


will be running trains between the Columbia River and the west- 
ern portal of the St. Paul tunnel in St. Paul pass in the Bitter 
Root mountains. The tunnel through the Bitter Root mountains 
is 8,750 feet long. One end is in Montana, the other in Idaho. 
There are fifteen spans in the bridge over the Columbia, and the 
piers are being built and the steel framework is being pushed 
rapidly out over the stream. 


WINSTON-SALEM, N. C.—A project of some magnitude is an- 
nounced by Dr. H. P. McKnight, lessee of Vade Mecum Springs, 
Stokes county, about thirty-two miles from Winston-Salem, who says 
he will within thirty days start a force of men to work on build- 
ing an electric car line from the Twin City to the springs. Later, 
he declares, he will continue the line to Spray and Leaksville, pro- 
vided the rights-of-way can be secured.. Dr. McKnight has sur- 
veyors already on the right-of-way which he has obtained. 
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CHICAGO, ILL.—The Chicago and Oak Park Elevated Rail- 
way will have a 155-foot viaduct erected on its main line on 
Lake street, between Clinton and Canal streets. This will be 
necessary to secure adequate headroom below its structure for 
the eight-track approach that the Chicago and Northwestern Rail- 
way will build into its new $20,000,000 terminal station. The ap- 
proaches of the elevated structure have been raised already to 


an increased height of six feet at the point where the viaduct 
will be erected. 


CHICAGO, ILL.—An innovation in traction management, con- 
sisting of an attempt to prevent overcrowding before it begins, 
has been introduced by the Northwestern Elevated Railroad, in 
connection with its new “stub” station at North Clark and North 
Water streets. The trains running into this station will not 
cross the river. Twenty-five thousand postcards, asking patrons 
of the road whether they intend to avail themselves of the new 
accommodations, are being distributed at all stations. The re- 
plies will govern the number of trains per day. 


GARDEN CITY, KAN.—Work has been commenced on the 
electric road to be built by the Kansas & Colorado Electrical 
Transmission Company, which also proposes to build power plants 
to furnish electrical power for industrial plants in the Arkansas 
valley west of Garden City. The railroad line is to run from 
Canon City, Colo., to Dodge City, Kan., with a branch line from 
Garden City to Scott, Kan., in all 387 miles. The entire survey 
has been made and grading is completed in Colorado for a dis 
tance ‘of about twelve miles northeast of Pueblo. 


CHICAGO, ILL.—Since the directors of the Illinois Central Rail- 
road announced that the Chicago terminal is to be electrified, 
commuters of the Burlington are agitating electrification of the 
Burlington between Downers Grove and Chicago. With the ex- 
ception of the Illinois Central and the Chicago & Northwestern 
the Burlington has the heaviest suburban passenger business of 
any railroad entering Chicago, and as the company’s right-of-way 
passes through almost the heart of the business district there 
have been many complaints about the smoke from the trains. 


BUFFALO, N. Y.—At the annual meeting of the stockholders 
of the International Traction Company Nelson Robinson was 
elected a director, succeeding J. F. Slocum; other directors were 
re-elected. Subsequently the directors held their business meet- 
ing and appointed an executive committee of T. E. Mitten, Nel- 
son Robinson and Thomas Penny. J. W. Crawford was elected 
secretary, to succeed J. F. Slocum. Thomas Penny, who was 
elected by the old board about a month ago, succeeding Henry 


J. Pierce, resigning president, was elected president again by the 
new directors, 


EAST ST. LOUIS, ILL.—In order to forestall a threatened at- 
tempt of the East St. Louis and Suburban Railway Company to 
resume the collection of a ten-cent passenger fare between the 
Belleville Public Square and Edgemont, the present western ter: 
minus at Belleville, the Belleville City Council has passed an ordi- 
nance providing a penalty of not over $200 for each offense in 
collecting more than five cents for a single street-car ride in the 
city limits. An additional provision of the ordinance is that a 


transfer given from one line to another within the city limits shall 
be good for one hour after its issuance. 


SAN FRANCISCO, CAL.—The new power plant of the United 
Railroads of San Francisco at North Beach, on which the com- 
pany has been working for several months past, is now nearly 
complete. The new turbogenerator equipment will be capable 
of producing 5,000 kilowatts, supplying about 140 additional cars. 
The United Railroads at present get a large proportion of their 
current from the California Gas and Electric Company and the 
City Electric Company, and depend upon the latter concerns to 
such an extent that any interruption of their service seriously 
interferes with the operation of the cars. While outside power 
will continue to be employed almost as largely as at present, 
the new equipment will enable the United Railroads to give con- 
stant service regardless of any accident that is likely to occur 
to the machinery of either of the other companies. 


November 21, 1908 


TELEPHONE AND TELEGRAPH. 


HOLLAND, TEX.—The Rural Telephone Company has been 
incorporated with a capital of $400. 


BLUEFIELD, W. VA.—The Graham Telephone Company has 
elected the following officers: President, R. L. Gillespie; secretary 
and treasurer, P. J. Ritter; general manager, Dr. Car] Greever, of 
Tazewell. 


OAKVILLE, TEX.—A. J. Moore of San Antonio, owner of 
the Eureka telephone system, has bought the lines and equip- 
ment of the rural telephone system, formerly belonging to E. J. 
Atchley, and is preparing to overhaul the property. 


NORFOLK, VA.—The Common Council of Norfolk is consider- 
ing the proposed merging of the two loca] telephone companies. 
The industria] commission, which has devoted considerable time 
to hearing all sides of the proposed merger, is expected to make 
a recommendation to the council. 


LINCOLN, NEB.—The Nebraska-Iowa Long Distance Telephone 
Company has been incorporated with a capital of $1,600,000 by 
F. J. Day, G. O. Beno, E. H. Merriam, F. R. Davis, H. B. Jennings, 
F. H. Keys, T. G. Turner, W. H. Kimball and C. A. Laubach. 
$1,000,000 of the stock will be common, and to this stock alone 
will voting power be accorded. 


CHESANING, MICH.—Local business men have organized a 
home telephone company and have now a paid-in capital of 
$10,000. C. O. Trask of Saginaw, organizer of the Valley Company 
in that city, prepared plans and gave other assistance in the or- 
ganization of the Home concern. The exchange is to be equipped 
with the latest devices for good service, and will accommodate 
250 subscribers. 


SANDY HOOK, N. J.—Officers of the Signal Corps are ex- 
perimenting with a long-distance wireless telephone between the 
Sandy Hook proving ground and New York city. Heretofore the 
longest distance covered by a wireless telephone has been be 
tween eight and ten miles, but it is claimed that the wireless ap- 
paratus now being experimented with will operate over a dis- 
tance of forty miles. 


CHICAGO, ILL.—The Illinois Tunnel Company, which oper- 
ates an automatic telephone exchange in the downtown district 
of Chicago, in connection with its freight tunnels, has appealed 
to the city council for a grant of two years’ extension of its 
telephone franchise. The company declares that, owing to the 
energy concentrated in pushing the freight and tunnel business, 
the development of the telephone exchange had been prevented, 
and only 5,000 of the 25,000 telephones stipulated to be in- 
Stalled at this time have been subscribed for so far. 


SEATTLE, WASH.—The signal service wireless stations in 
Alaska have made another record, removing all doubt as to the 
feasibility of sending wireless messages overland. Fort Gibbon, 
several hundred miles inland, is receiving messages from Nome 
and St. Michael, 500 miles distant, with many ranges of hills 
between the two stations. A message sent by the steamer North- 
western 1,100 miles west of Cape Flattery to the United Wireless 
Station at Cordova was copied. The message traveled about 1,200 
miles in an air line over two ranges of mountains, capped with 
snow, 


CHIHUAHUA, MEX.—The Intermountain and Mining Tele- 
phone Company of Chihuahua has adopted plans for the building 
of the largest long-distance telephone system in Mexico. It re- 
cently completed its first 100 miles of telephone line connecting 
the principal mines in the Guaronapeta mining district. In ad- 
dition to this completed line the company is preparing to build 
a System of lines radiating out of Casas Grandes, connecting 
all of the principal mines within a radius of 100 miles with that 
town. From Casas Grandes a long-distance line will be built 
to El Paso, Tex., a distance of about 165 miles. Another line 
will be built from Guaronapeta to Madeira, where it will connect 
with the long-distance telephone system owned and operated by 
the American syndicate, which has established a large lumber 
business in the mountains of that part of the state. The plans 
call for the building of more than 500 miles of long-distance lines. 
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INDUSTRIAL ITEMS. 


THE PACIFIC ELECTRIC HEATING COMPANY, whose 
main office and factory is at Ontario, Cal., has removed its 
Chicago factory to 63 and 65 West Washington Street. 


THE BAILEY-WRIGHT COMPANY, Cleveland, Ohio, an- 
nounces its incorporation as a general advertising agency, with 
offices in the Citizens’ Building. George J. Bailey and Harland J. 
Wright compose the firm. 


THE AMERICAN CONDUIT COMPANY, 140 Nassau Street, 
New York, has mailed to its friends a picture postcard showing 
the method of hauling its bituminized fiber conduit to the trench 
in Belgium by means of dog carts. 


THE PETTINGELL-ANDREWS COMPANY, Boston, Mass., has 
published a catalogue devoted to a description of the P-M remote- 
contro] switch for direct and alternating currents. Copies of this 
catalogue will be furnished upon request. 


THE NERNST LAMP COMPANY, Pittsburg, Pa., in its 
monthly house journal, Luz, for November illustrates some new 
installations of Nernst lamps under a variety of conditions, which 
show the useful applications of this popular illuminant. 


THE BY-PRODUCTS FUEL COMPANY’S engineering de 
partment requests catalogues relating to mining machinery and 
equipment, power plants, coke ovens, and machine tools. The 
department may be addressed at Moundsville, W. Va. 


THE CENTRAL ELECTRIC COMPANY, Chicago, Ill., is dis- 
tributing a new folder describing its Type B knife switches, which 
conform to the National Electric Code standard. A complete list 
is given of the various ampere capacities, possible combinations 
and prices. This circular will be sent upon request. 


THE WILLARD STORAGE BATTERY COMPANY, Cleve- 
land, Ohio, has opened an office and battery depot at 1876 Broad- 
way, corner Sixty-second Street, New York city. At this place 
all kinds of batteries and parts will be kept in stock. Orders 
for batteries and parts for New York and vicinity will be as- 
sembled at this depot, which will insure prompt service and 
quick deliveries. 


THE WESTERN ELECTRIC COMPANY, Chicago, Ill, in bul- 
letin No. 5532, gives a graphic description, with illustrations, 
of Victor flaming arc lamps. These lamps have been utilized to 
great advantage in a number of difficult installations, and the 
treatment given in the bulletin will afford considerable informa- 
tion to those desiring knowledge on this subject. Copies will be 
furnished upon request. 


H. M. BYLLESBY & COMPANY, Chicago, announce the 
declaration of the usual quarterly dividend upon the preferred 
stock of the Mobile Electric Company, of Mobile, Ala., of 1% 
per cent, payable November 16 to stockholders of record Novem- 
ber 9. The preferred stock books of the company, both in New 
York and Chicago, are closed from November 9 to the opening 
of business, November 16. 


THE OSWEGO MACHINE WORKS, Oswego, N. Y., extends 
an invitation through Niel Gray, Jr., its proprietor, to visit its 
new Chicago and New York salesrooms, where its most recent 
power and hand-driven paper-cutting machines are shown run- 
ning with all the latest improvements. The New York store is 
located at 203 Wooster Street, and the local office, 150 Nassau 
Street, is in charge of W. S. Timmis, manager. The Chicago 
store and office is at 347 Dearborn Street, J. M. Ives, manager. 


THE CROCKER-WHEELER COMPANY, Ampere, N. J., in its 
bulletin No. 109, just issued, describes small generating sets con- 
sisting of Crocker-Wheeler generators and Type D engines made 
by the U. S. Rapid Fire Gun & Powder Company, and ranging 
from two to nineteen kilowatts, which are used to advantage for 
complete small lighting plants. The design of the generators 
is described in Crocker-Wheeler bulletin No. 100. Direct-current 
switchboard panels manufactured by the same company, and 
illustrated in bulletin No. 106, may be assembled to form 
a switchboard of any size and capacity. The bulletin contains 
suggestions as to the instruments and apparatus necessary on 
switchboards. General direct-current information and formulas 
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for calculating the voltage drop in any feeder, the size of gen- 
erator and engine required for lighting and power plants and a 
table of resistance and carrying capacity of wires are given 
in bulletin No. 107, which also describes the Crocker-Wheeler 


line of direct-current lighting and power generators of large 
sizes. 


ROBERT W. HUNT & COMPANY, consulting and inspecting 
engineers, 1121 The Rookery, Chicago, Il., have been awarded, 
by the Chicago & Northwestern Railroad Company, the inspec- 
tion of the structural materials entering into its new terminal 
station, of which the steel will amount to about 24,000 tons. 
The same company has also been given the inspection of the 
steel to be used in the new Blackstone Hotel, now being erected 
at the corner of Michigan Avenue and Hubbard Court, Chicago. 


THE WARD LEONARD ELECTRIC COMPANY, Bronxville, 
N. Y., has developed a compact resistance unit, having the Edi- 
son base, and suitable for mounting in a lamp socket. The head 
of each porcelain tube is arranged with a recess in which a 
small brass number-plate is inserted, on which the resistance 
is marked. The tube has a capacity of fifty watts and can be 
wound with any resistance up to 1,500 ohms. Resistance lamps 
have been used in many laboratories and telegraph exchanges in 
the past, but have the disadvantage that the resistance alters 
and ages and that they occupy considerable space and are 
costly. This tube is of the standard Ward Leonard type, and 
the wire has a zero temperature coefficient and is protected from 
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electrical, chemical and mechanical depreciation. Any size Ward 
Leonard tube up to 200 watts capacity can be mounted in this 
manner. 


THE METROPOLITAN ELECTRICAL SUPPLY COMPANY, 


184 Lake Street, Chicago, announces a new type of rheostat, 


giving ten to fifty times as many steps as in the ordinary 
rheostat, thus securing close control of the current. The instru- 
ment is compact, durable and neat, and the manufacturers be- 
lieve this to be the ideal rheostat for the laboratory, and for all 
classes of work where fine control is an essential feature. The 
same company also makes speed regulators, field rheostats, bat- 


tery-charging rheostats, moving-picture-machine rheostats, theater 
dimmers, etc. 


MANNING, MAXWELL & MOORE, 85 Liberty Street, New 
York, N. Y., are distributing their new tool catalogue. This gives 
a thorough presentation of modern machine tools designed for 
service with high-speed steel and with the latest devices in motor 
drives. The tools illustrated and described are grouped carefully 
for convenient investigation. Great care and expense have been 
given to the production of this catalogue, the quality of paper, 
the arrangement of detail, and the execution making it a very 
valuable addition to literature of this subject. For the con- 
venience of those using the book, a careful codification of all 
types of machine tools and appliances illustrated has been made. 
The catalogue contains 1,775 pages of information regarding the 
latest designs of machine tools now on the market. 


RECORD OF ELECTRICAL PATENTS. 


Issued (United States Patent Office) November ro, 1908. 


903,164. ELECTROLYTIC APPARATUS. Paul Borgnet, - Liege, 
Belgium. Filed May. 11, 1907. The cathode is arranged to 


float unsupported in the bath and the anode is arranged in 
proximity to the cathode. 


903,165. THERMOSTATIC CIRCUIT-CONTROLLER. George H. 
Bowen, Boston, Mass. Filed June 20, 1907. A glass tube en- 
closes a‘ movable member and sustains its fusible support. 


903,177 and 903,178. SYSTEM FOR CONTROLLING ONE OR 
MORE ELECTRIC MOTORS. Henry H. Cutler, Milwaukee, 
Wis., assignor to The Cutler-Hammer Manufacturing Com- 
pany, Milwaukee, Wis. Filed August 11, 1905. In a multiple- 
unit train-control system there are electromagnetic switches 
on each car responsive to different voltages. 


903,193. SYSTEM OF CONTROL. Ray P. Jackson, Wilkinsburg, 
Pa., assignor to Westinghouse Electric and Manufacturing 
Company. Filed May 8, 1905. Renewed January 20, 1906. 
A traction motor-control system has a master controlling 


switch and a switch operated by the motor, both connected 
to the transformer winding. i 


903,195. TESTING-GALVANOMETER. Harry T. Johnson, New 
York, N. Y., and Charles E. Avery, Jersey City, N. J. Filed 
March 22, 1906. A flat magnet core is disposed in a horizon- 


tal central position relatively to the needle and has a greater 
width at its center than at its ends. 


903,197. TELEPHONE-TRANSMITTER. Wiliam  Kaisling, Chi- 
cago, Ill, assignor to Milo G. Kellogg, Chicago, It. Filed 
March 15, 1906. The transmitter comprises a plane dia- 
phragm fixed at its center, a granule chamber mounted 
thereon. co-operating electrodes within the chamber and a 
body of granular carbon between the electrodes. 


903,198. PRODUCING PHONOGRAPHIC RECORDS. Isidor Kit- 
see, Philadelphia, Pa. Filed March 6, 1908. The method 
consists in first recording the sound waves upon a suitable 
surface and electroplating upon the parts of the surface upon 
which no record has been made. 


903,199 and 903,200. PHONOGRAPHY. Isidor Kitsee, Phila- 
delphia, Pa. Filed March 12 and June 11, 1908. These are 
modifications of No. 903,198. 


903,203. POUSSE-CAFE MACHINE. John Krivanek, San Fran- 
cisco, Cal. Filed October 29, 1907. A series of chambers is 
equipped with valves and electrically controlled mechanism 
by which the valves are actuated to successively deliver a 
liquid from each of the chambers into a glass. 


903,213. FLUID-GAGE. Morris Martin, Boston, Mass. Filed 
April 13, 1907. A removable carrier is provided with a mag- 
netic needle and a device normally operative to lock the 


needle, combined with a gage head having a stud and a 
movable magnet. 


903,221. OUTLET-BOX COVER. George B. McBean, Chicago, 
Ill., assignor to Mechanical and Electrical Manufacturing 
Company, Chicago, Ill. Filed February 23, 1907. Comprises 


a non-conducting socket and an annular metallic cover em- 
bracing the socket. 


903,251. CIRCUIT-CLOSING DEVICE. Alfred A. White, Bangor. 
Me., assignor to National Trade Tapper Company, Bangor, 
Me. Filed May 18, 1907. Consists of a clock mechanism with 


a segment wheel and a contact member adapted to inter- 
mittently contact therewith. 


903,257. CONTACT-OILER. Albert D. Wiswall, Utica, N. Y. 
Filed June 12, 1907. Renewed April 8, 1908. Combined with 
a controller having a rotatable shaft with contact plates 
thereon and fingers engaged by the plates, is a rotatable 


roll of lubricant-saturated material in engagement with the 
plates. 


903,287. PROCESS OF THE MANUFACTURE OF INSULATING 
MATERIALS. Hermann v. d. Heide, Datteln, Germany, as: 
signor to The Firm of Wunner’sche Bitumenwerke G. M. B. 
H., Datteln, Germany. Filed May 31, 1907. Consists in mix- 
ing pitch and heavy coal tar oils, emulsifying this mixture 
with a solution of alkaline reaction and water-glass, and 
oxidizing the emulsion with superoxide of barium. : 


903,288. MOTOR-CONTROLLING SYSTEM. Clark T. Henderson, 
Milwaukee, Wis., assignor to The Cutler-Hammer Manufac- 
turing Company, Milwaukee, Wis. Filed March 14, 1907. 
There are means for maintaining the main switch closed 
upon the stopping of the motor until the field resistance de- 
vice removes all the resistance from the field circuit. 


903,316. INSULATING COVERING FOR PIPES. Alois Reimann, 
Zizkov-Prague, Austria-Hungary. Filed July 22, 1908. A cord 
coated with water-glass is coiled around the pipe, spun glass 
filling the spaces between the cord coils. 


903,319. THERMOSTAT FOR ELECTRIC HEATERS. Pan 
Richardson, Ontario, Cal., assignor to Pacific Electric ARA 
Company, Ontario, Cal. Filed January 2, 1908. A hea 
trolled cut-out for an electric fiat iron. 
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903,331. TYPE-CASTING AND COMPOSING MACHINE. Oddur 
V. Sigurdsson, New York, N. Y., assignor to Oddur Manu- 
facturing Company, New York, N. Y. Filed June 25, 1906. 
A number of type-casting unfts are provided with an electro- 
magnetic starting device for each unit and a set of operat- 
ing keys, any of which when manipulated is adapted to com- 
plete the circuit. 


903,338. CONTROLLER CONSTRUCTION. Emmett W. Stull, 
Norwood, Ohio, assignor to Allis-Chalmers Company and The 
Bullock Electric Manufacturing Company. Filed March 31, 
1906. Construction of the blow-out magnet for a drum-type 
controller is described. 


903,348. _ CONTROLLER. 


903,348. CONTROLLING APPARATUS. Albert G. Wessling, Nor- 
wood, Ohio, assignor to Allis-Chalmers Company and The Bul- 
lock Electric Manufacturing Company. Filed December 9, 
1907. There are means for interrupting the supply of power 
to a hoisting motor when the latter is approaching a prede- 
termined stopping point. 


903,359. AUTOMATIC CONTROL FOR RAILWAY TRAINS. 
John P. Coleman, New York, N. Y., assignor to the Union 
Switch and Signal Company, Swissvale, Pa. Filed November 
6, 1907. An electromagnet controls the air-brake valve and 
is itself controlled by the speed of the train. 


903,366. TROLLEY POLE. Seybert D. Fenimore, Folcroft, Pa. 
Filed December 4, 1907. The pole has upper and lower sec- 
tions connected by a knuckle joint. | 


903,413.—SPEED CONTROL OF TRAINS. 


903,383. ELECTRODE FOR ARC LAMPS. Franz Janecek, Karlin, 
near Prague, Austria-Hungary. Filed May 16, 1907. Con- 
sists of a rod provided with a longitudinal dovetailed groove 


and a ladder-shaped metal strip located and held in the. 


groove by its own resiliency. 


903,401. ELECTRIC-LAMP SHADE HOLDER. Franklin Over- 
bagh, Evanston, Frank E. Ayers, Hinsdale, and Irvin H. Brent, 
Chicago, Ill., assignors to Overbagh & Ayres Manufacturing 
Company, Chicago, Ill. Filed April 20, 1908. A flat annular 
Sheet-metal body is provided with a number of projections 
which constitute a series of resilient prongs provided with 
studs spirally arranged and engaging a clamping ring. 


903,404. METHOD OF SEPARATING ELECTRO-DEPOSITED 
METALS FROM LEAD MATRICES. Charles Reverdys, New 
York, N. Y., assignor to F. Wesel Manufacturing Company, 
Brooklyn, N. Y. Filed October 25, 1907. Consists in treating 
the surface of a lead matrix with a blast of carbon dioxide 
previous to producing the electro-deposit thereon. 


903,410 to 903,413, inclusive. APPARATUS FOR AUTOMATIC- 


ALLY CONTROLLING THE SPEED OF TRAINS. Jens G. 
Schreuder, Edgewood Park, Pa., and Vibe K. Spicer, Chicago, 
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IN., assignors to the Union Switch and Signal Company, 
Swissvale, Pa. Filed August 3, 1907. A trip device for ac- 
tuating the brake-controlled valve is normally held in opera- 
tive position and shifted therefrom by a motor. Means 
actuated by the speed of the train control the operation of 
the motor. 


903,414 and 903,415. COMBINED SIGNAL AND SPEED-CON- 
TROLLING MECHANISM FOR RAILWAY TRAINS. Jens G. 
Schreuder, Edgewood Park, Pa., and Vibe K. Spicer, Chicago, 
Ill., assignors to the Union Switch and Signal Company, 
Swissvale, Pa. Filed August 3, 1907. A stop signal and 
caution signal have each a separate track stop and actuators 
shift the stops into and out of operative positions. 


903,416 and 903,417. APPARATUS FOR AUTOMATICALLY CON- 
TROLLING THE SPEED OF TRAINS. Jens G. Schreuder, 
Edgewood Park, Pa., and Vibe K. Spicer, Chicago, Ill., as- 
signors to the Union Switch and Signal Company, Swissvale, 
Pa. Filed August 8, 1907. These are modifications of Nos. 
903,410 to 903,413. 


903,499. ELECTRIC-LIGHT STAND. Jefferson F. Pierce, Tampa, 
Fla. Filed May 11, 1908. The stand has a normally con- 
cealed coiled spring, the lower portion of which constitutes 
a clamping member. 


903,508. ELECTRIC PICK MINING MACHINE. Alfred Sand- 
strom, Chicago, Ill., assignor to John F. Bush, Chicago, Ill. 
Filed April 1, 1904. Renewed April 7, 1908. An electromag- 
net holds a reciprocatory tool in retracted position and a 
motor produces sufficient air pressure to release the tool 
from control of the magnet and to thrust it forward. 


903,745.—INTERRUPTER. 


903,547. TELEPHONE SYSTEM. William W. Dean, Chicago, Ill., 
assignor to Kellogg Switchboard and Supply Company, Chi- 


cago, Ill. Filed June 29, 1903. Relates to signaling means 
for a common-battery system. i 


903,552. LIFTING MAGNET. Arthur C. Eastwood and Frederick 
R. Fishback, Cleveland, Ohio, assignors to the Electric Con- 
troller and Supply Company, Cleveland, Ohio. Filed April 4, 
1908. The magnet has a winding of low resistance adapted 
for operation in series with an electric hoisting motor. 


903,561. TELEPHONE SYSTEM. Joseph A. Geller and Stephen 
H. Geller, Chicago, Ill. Filed November 4, 1907. This patent 
covers a selective controlling mechanism for the signaling and 
receiving circuits. 


903,568. ELECTRICAL CONTACT-MAKER. John H. Hart, 
Memphis, Tenn. Filed January 20, 1908. A lever is yield- 
ingly suspended across the path of a wire. 


903,577. ELECTRIC FLOOR PUSH-BUTTON. Henry F. Keil, 
Bronxville, N. Y. Filed March 3, 1908. Consists of a face 


plate, a plunger, two spring fingers and an insulating body 
to support the same. 


903,580. ELECTRIC-CURRENT REGULATOR. David R. Knapp, 
Philadelphia, and Howard E. Cade, Pencoyd, Pa. Filed May 
29, 1907. A regulator for a storage battery charging system. 


903,592. POWER GENERATOR. Charles J. Low, Chelan, Wash. 
Filed January 3, 1907. A wheel is mounted on the shaft in 
front of the boat and drives an electric generator that sup- 
plies current to the propelling motor. 


903,640. ELECTROMEDICAL APPARATUS. Reinhold H. Wap- 
pler, New York, N. Y., assignor to Wappler Electric Con- 
troller Company, New York, N. Y. Filed December 30, 1907. 
Comprises a coil, an interrupter disc, and means for simul- 
taneously rotating the disc-actuating means for taking a 
sinusoidal shunt current from the coil. 


903,653. GEARING. Arthur V. Allen, Chicago, Ill. Filed April 
6, 1907. On top of the field frame of a motor is mounted a 
bracket for an adjustable friction gearing. 
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903,689. AIR AND GAS ENGINE. Hugh T. Dunn, New York, 
N. Y., assignor of one-half to Benjamin A. Jackson, New 
York, N. Y. Original application filed January 22, 1902. Di- 
vided and this application filed April 28, 1903. A pin mounted 
in a reciprocating arm makes contact between two stationary 
electrodes in the cylinder. 


903,692. FEEDER-WIRE INSULATOR. George M. Finckel, Col- 
umbus, Ohio, assignor to the Sackett Mine Supply Company, 
Columbus, Ohio. . Filed May 20, 1908. The insulator body 
has a through opening provided with a key way. 


903,968. TROLLEY WHEEL. Edmund J. Fredericks and Dilla R. 
Fredericks, Ohio, Ill., assignors to Lucien F. Hutchens, Minnie 
Remsburg and Dora Chase, Conneaut, Ohio. Filed September 
27, 1907. A harp with oil chambers formed therein carries 
a hollow axle having apertures so that the oil chambers 
communicate with the axle and conduct the oil to the wheel. 


903,705. ROTARY SNAP-SWITCH. Gilbert W. Goodridge and 
George B. Thomas, Bridgeport, Conn., assignors to the Perkins 
Electric Switch Manufacturing Company, Bridgeport, Conn. 
Filed January 3, 1908. The switch piece consists of a central 
blade with contact ends, top and bottom plates, and inter- 
mediate insulating sheets, the top plate having arms and an 
indicating dial clamped thereon. 


903,733. TELEPHONE BRACKET. Benjamin M. Lampert, Cedar 
Bluffs, Neb. Filed June 10, 1908. Depression of a pedal 
opens the lazy-tong suspension for a desk telephone. 


KVILA of 


903,791.—DOUBLE-POLE CIRCUIT BREAKER. 


903,745. INTERRUPTER. Carl E. Pearson, Lansing, Mich., as 
signor to Charles H. Bates and James H. Wellings, Lansing, 
Mich. Filed July 10, 1907. A make-and-break apparatus is 
provided with a tongue adapted to make connections with 
a contact point, a conductor being secured to the tongue and 
located in a permanent magnetic field. 


903,752. PROCESS OF FORMING PLATES FOR STORAGE 
BATTERIES. William Morrison, Chicago, Ill., assignor to 
George Rumrill Coryell, Chicago, Ill. Filed December 26, 
1902. Consists in subjecting the lead plates to electrochem- 
ical action in a solution formed by a mixture of sulphuric 
and nitric acids and permanganate of potash. 


903,768. SIGN RECEPTACLE. Clarence D. Piatt, Bridgeport. 
Conn., assignor to the Bryant Electric Company, Bridgeport, 
Conn. Filed December 12, 1907. A lamp receptacle has a 
body and a ring to attach it to the sign plate in combination 
with means to lock the receptacles to the sign plate in a 
number of positions. 


903,785. SIGNAL SYSTEM. John J. Ruddick, Newton, Mass., 
assignor to United States Electric Signal Company, Portland, 
Me. Filed May 23, 1908. A block system consists of a nor- 
mally closed circuit throughout the block and means for 
sending a signaling current by opening this circuit and con- 
necting one point thereof to the source of current and another 
point to ground. 


903,791. DOUBLE-POLE ELECTRIC CIRCUIT-BREAKER. Wil- 
liam H. Scott, Norwich, England. Filed July 24, 1908. The 
sparking points of the switches are arranged in separate 
compartments so that flashing over from one to another is 
prevented. 


903,796. ELECTRIC BLOCK-SIGNAL SYSTEM. Paul J. Sim- 
men, Oakland, Cal. Filed January 28, 1907. Sections of one 
rail of the track are connected only by inductive resistances 
to permit the passage of direct current and prevent the pas- 
sage of alternating current. 
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903,799. STORAGE BATTERY. John L. Smith and Malcon O. 
Smith, Cleveland, Ohio. Filed July 20, 1908. The edges of 
the plates are carried by elastic non-conducting frames and a 
mud guard frame of non-e'astic material is clamped between 
the plate-holding frames. 


903,807. ADJUSTABLE SUPPORT FOR ELECTRIC WIRES. 
Albert W. Bensley, Pawtucket, R. I. Filed September 15, 
1908. A support carries two insulators that can be adjusted 
to different angular positions. 


903,811. RELAY FOR REINFORCING SOUND. Jens H. Christen- 
sen, Sdvejen, Sdlleréd, Denmark. Filed March 30, 1905. A 
telephone relay comprises a diaphragm, a pendulum adjacent 
thereto and having a contact bearing against it, the pendulum 
being supported by jewel bearings consisting of a mercury 
contact for conducting current through the pendulum. 


903,812. ELECTRICAL PROTECTIVE APPARATUS. Frank B. 
Cook, Chicago, Ill. Filed March 8, 1906. A thermal protector 
for a telephone circuit has a number of conducting rods 
associated therewith. 

903,813. CONTACTLESS THERMAL PROTECTOR. Frank B. 
Cook, Chicago, Ill. Original application filed July 28, 1905. 
Divided and this application filed April 12, 1907. This is a 
modification of the above. 


REISSUE. 


12,878. SUPPORT FOR POLE CROSS-ARMS. Edward C. Short, 
St. Paul, Minn., assignor to Steel Gain Manufacturing Com- 
pany, Chicago, Il. Filed June 13, 1906. Original No. 804,630, 
dated November 1, 1905. A curved post plate and a cross- 
arm plate with flanges are connected by tongues, and a bolt 
clamps the plates between the cross-arm and the post. 


PATENTS THAT HAVE EXPIRED. 


Following is a list of electrical patents (issued by the United 
States Patent Office) that expired November 17, 1908: 


463,154. ELECTRIC ARC LAMP. William Jandus, Cleveland, 
Ohio. 


163,174. ARMATURE FOR DYNAMOS OR ELECTRIC MOTORS. 
B. D. Southard, Chicago, Il, 


463,188. TELEPHONY. J. W. Gibboney, Lynn, Mass. 


l 463,192. ELECTROMAGNETIC SWITCH. C. H. Herrick. Win- 


chester, and W. M. Rand, Boston, Mass. 

463,198. ELECTRIC STOP MECHANISM. L. Mellett, Somer- 
ville, Mass. 

463,207. TELEPHONIC RELAY. E.E. Weaver, Philadelphia, Pa. 

463,242. DYNAMO-ELECTRIC MACHINE. M. C. Burt, Chi- 
cago, Ill. 

463,247 and 463,248. GALVANIC BATTERIES. W. A. Crowdus, 
Memphis, Tenn. 


463.257. ICE-BREAKER AND ELECTRIC-CURRENT TRANS- 
MITTER. C. Smith, Wilkesbarre, Pa. 


463,297. ELECTRIC LOCK. F. H. Starrett, Clinton, Mich. 


463,298. THERMO CIRCUIT CLOSER FOR ELECTRIC FIRE- 
ALARMS. J. Wrigley and G. Chambers, Paterson, N. J. 
463,311. ELECTRIC SWITCH. E. J. Bagnall, St. Louis, Mo. 


463,314. ALTERNATING OR PULSATING CURRENT MOTOR. 
L. Gutmann, Pittsburg, Pa. 

463,315. POWER-STORING MECHANISM FOR ELECTRIC 
LOCOMOTIVES. J. A. Hochett, Stirling, Kan. 

463,340. FIRE-ALARM TELEGRAPH REPEATER. G. M. 
Stevens, Cambridge, Mass. 

463,356. ELECTRIC LOCOMOTIVE. S. H. Short, Cleveland, Ohio. 


463,384. ELECTRIC CIGAR-LIGHTING APPARATUS. W. W. 
Foster, Boston, Mass. 


463,395. ELECTRIC TRAIN SIGNAL. J. B. Strauss, Cincinnati, 


Ohio. 

463,396. ELECTRIC SWITCH. A. Swan, Orange, N. J. 

463,420. COUPLING FOR ELECTRIC WIRES. F. X. Gartland. 
Philadelphia, Pa. 

463,428. TELEGRAPH SOUNDER. J. Maret, Mount Vernon, Ky. 

463,486. PROCESS OF WELDING METALS ELECTRICALLY. 
C. L. Coffin, Detroit, Mich. 

463,487. ELECTRIC WELDING OR WORKING OF METALS. 
C. L. Coffin, Detroit, Mich. 


463,512. ELECTRICAL CONDUCTOR. P. H. Holmes, Gardi- 
ner, Me. 


e MULTIPLE SWITCHBOARD. F. A. Pickernell, New- 
ark, N. J. 


463,558. APPARATUS FOR MEASURING AND RECORDING 
ELECTRIC CURRENTS. William Thompson, Glasgow, Scot- 
and. 
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RAILWAY ACCIDENTS. 


For some time there has been a conscientious effort upon 
the part of railways to eliminate the possibility of fatal acci- 
dents both to employes and others liable to injury in the ordi- 
nary conduct of railway systems. For the perfection of safety 
devices railway corporations have expended large amounts of 
money, and the efforts of inventors have been encouraged in 
order to procure the greatest measure of safety to those coming 
in contact with the vicissitudes of railway operation. The heavy 
penalties exacted in case of injury, and the readiness with which 
the ordinary jury has sought to mulct the transportation com- 
pany, have been sternly contributory to the attitude of mind 
which has prompted the safeguarding of human life. Even when 
the railroad corporation has done all that seems reasonable to 
protect others from injury there has come about recently a new 
idea as to what constitutes contributory negligence on the part 
of one injured. Notwithstanding ordinary safeguards, such as 
block signals, train annunciators and gated crossings, it has 
been held in several important suits at issue that the loss of 
one’s life is too great a penalty to pay for ordinary negligence, 
and that the railroad must see to it that the trespasser be not 
allowed to suffer by reason of his well-proven negligence. 

The compilation of statistics by commissions in several states 
and by the Interstate Commerce Commission his thrown some 
actual light on the decreased number of accidents in recent years, 
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ELECTRICAL DRIVING IN COTTON MILLS—TWO 
BRITISH VIEWS. 


In a recent issue of the Electrical Review, of London, Mr. 
W. H. Booth takes issue with those engineers who have put for- 
ward what he considers extravagant claims as to the desirability 
of installing motor-drive in cotton mills, and speaks strongly 
against the adoption of direct-connected motors, and particu- 
larly individual driving. Comparing belt-drive with direct con- 
nection, Mr. Booth says that while it may be possible to start 
a frame more quickly than is done with a belt, it will perhaps 
be sufficient to say that the frame may be brought to full speed 
by belt quicker than it now is started, because the women 
“tenters” are paid on the piece system, and are aware that they 
may lose more by starting too quickly than by starting at a 
gentle acceleration. This seems to be a point which can hardly 
be considered a disadvantage in electrical driving. With prop- 
erly constructed starters and with motors of the interpolar 
type, not only a gentle, but a very even, acceleration can be se- 
cured; and although it must be admitted that the cotton-spin- 
ning machines generally run continuously and at a constant 
speed, it is an advantage to have a driving device that will allow 
the speed to be changed, and will also permit the machine to run 
efficiently if more than one speed is desirable. 

Mr. Booth claims that usually, when driving a ring frame by 
its own electric motor, it is necessary to make room for the motor 
by decreasing the length of the frame by several spindles. It is 
said that the greater output of yarn per spindle in a recent case 
investigated was more than counterbalanced by the reduced num- 
ber of spindles. The better appearance, the advantage of the 
absence of belts, and the improved lighting facilities, are ad- 
mitted. Even though the spindle output be increased, say, five 
per cent, he believes it is not worth while doing so if this en- 
tails an expenditure of seven per cent of the spindles cut away 
to make room for the separate motor. | 

In the same issue of our London contemporary there is an 
illustrated description of the electrical equipment in an Eng- 
lish cotton mill. The identity of this installation is not re- 
vealed, but the following paragraph is of interest, remembering 
the criticisms made by Mr. Booth, and referred to above: 

“Fortunately, circumstances do arise occasionally when a 
really modern electrical drive appeals to the mill-owner, a case in 
point being a recently-built doubling shed erected by a well- 
known firm of fine cotton spinners and doublers. In this case 
electrical driving was only decided on after exhaustive tests had 
been carried out.” 

The illustrations show the spinners and doublers equipped 
with enclosed motors, with the switch gear attached to the ends 
of the frames. The absence of belting allows a fine wiring 
scheme to be carried out, and makes possible very good daylight 
and artificial illumination. 

The shed contains fifty doubling frames and the necessary 
auxiliary machinery, each frame being driven by a twelve- 
horsepower motor. The textile operations dealt with necessitate 
a wide range of speed, and variable-speed, ball-bearing motors 
of the interpolar type have been installed. Speed variation is 
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of special importance in this class of work, and the speed of any 
frame may be carried to the highest limit, according to the par- 
ticular work being dealt with at the time. 

It may be well to mention, in passing, that experience has 
already shown that the cost of running is so low that the pro- 
prietors are installing some thousands of additional spindles, to 
be driven from another 150-kilowatt generating set. 


WIRELESS TELEPHONES FOR THE GOVERNMENT. 


It is understood that the United States Navy Department 
is about to ask for bids for powerful wireless telephone ap- 
paratus, the specifications calling for devices capable of estab- 
lishing reliable communication for distances of not less than 
100 miles. It is intended to supersede, as far as practicable, the 
wireless telegraph, and make communication by wireless tele- 


phone as complete as possible between certain to-be-established 


points of rendezvous. 

The great amount of attention which has been paid by the 
Government to the development of wireless telegraph and wire- 
less telephone apparatus is in marked contrast to its attitude 
when Morse was looking for governmental help to run his 
Washington-Baltimore line fifty years ago. At that time meager 
appropriations were squeezed out by painful efforts and great 
persistence on the part of this hardy inventor. Today not 
only is the Government making goodly appropriations for the 
development of wireless telephone and telegraph apparatus by 
private individuals, but the engineering corps is bending its 
best efforts to the improvement of the material turned over by 
private investigators. Some of the best work in wireless devel- 
opment has been done by the Government engineers, and to them 
is due the credit for establishing all of our most recent records 
for both distance and quality of service. 

The success of the initial equipment of de Forest wireless 
telephone instruments on board United States men-of-war has 
helped materially to establish the advantages of the wireless 
telephone as a means of ready communication between ships at 
sea and between ships and nearby shore stations. There seems 
to be no reason why greater ranges of distance cannot be cov- 
ered by improved apparatus, and a number of investigators have 
apparently pointed out the way in which this can be readily 
accomplished. Indeed, it seems that with the remodeling of 
present-day apparatus, particularly in reconstructing the tele- 
phone transmitter to work reliably at higher potentials, and 
to withstand the heating effects introduced by the high-fre- 
quency oscillations superimposed upon the natural vibrations 
of the transmitter diaphragm, a great step in advance will be 
taken, and we are promised that this consummation is near at 
hand. It is unfortunate that at present the field of wireless 
telephony is more or less clouded by litigation and the rival 
claims of several bona-fide and conscientious investigators. 
This, however, will hardly retard the progress of development, 
and the attitude of the Government, whether it work to the 
benefit of the individual investigator or not, will hasten the day 


when at least near-perfection shall be attained. 
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DEPRECIATION AND REPAIRS. 


Depreciation amounted to 4.09 per cent, and repairs to 
- 6.06 per cent annually, during sixteen and one-half years, on 
an average, according to the statement of one electric-lighting 
company. 

This statement was made several years ago, at a public 
hearing on the question of further stock issues, as bearing on 
the value of the electric plant, and was not controverted. 

It is not the purpose here to either indorse or criticize the 
accounts of this company, and no investigation has been made 
that would warrant either course, but the figures are given for 
what they are worth. While they may be entirely correct for 
the electric plant in question, it 1s of course very uncertain how 
far they would apply in any other case. 

At the time that the statement of its repair and deprecia- 
tion accounts was made, the electric company had a steam- 
driven generating plant of about 1,100 kilowatts capacity, made 
up of both direct and alternating-current apparatus. During 
the period of sixteen and one-half years to which the repair 
and depreciation accounts apply, the electric plant had gradu- 
ally grown from a capacity of about 200 kilowatts. 

Taking the entire series of years, the average investment 
of the company was put at $168,895, in each year, while the 
total depreciation was given as $114,011, and the entire amount 
expended for repairs was $138,741. With these amounts as 
a basis, the average annual depreciation of the plant was put 
at $6,909, and the average amount annually expended for re- 
pairs was $8,408. From these figures came the above con- 
clusion of 4.09 per cent on investment for annual depreciation, 
and 6.06 per cent for repairs. 

Perhaps the most interesting part of the accounts, as stated, 
was the separate items of repairs, which were as follows: Re 
pairs, steam plant, $42,408.11; repairs, electric plant, $18,- 
152.81; repairs, lines and transformers, $70,413.09; repairs, 
station building, $7,767.17; total repairs, sixteen and one-half 
years, $138,741.18. 

As was to be expected, the items for steam-plant repairs 
and for line and transformer’ repairs are large, and the size 
of the steam-plant item brings out in a striking way the great 
change that has taken place in motive-power equipment since 
electric stations were started some twenty years ago with simple 
non-condensing engines, often in sizes as small as 100 horse- 
power. 

Stated in percentages, the steam plant absorbed 30.5, the 
electric plant thirteen, lines and transformers 50.7, and the 
station buildings 5.6 per cent of the repair charges. 

At the middle of the period of sixteen and one-half years 
covered by the depreciation and repair accounts, the generating 
capacity of the electric station amounted to very nearly 800 
kilowatts, and if this be taken to be the average capacity for 
the period, the average annnual depreciation appears to have 
been $8.63 per kilowatt of generators, for the entire plant. 

On a like basis, the total average repairs amount to $9.26 


yearly, per kilowatt of generator capacity, for the entire electric 
system. 
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THE WESTINGHOUSE PLAN. 


The modified reorganization plan of the Readjustment Com- 
mittee of the Westinghouse Electric and Manufacturing Com- 
pany, which has been under consideration for several months, 
has been declared operative, and apparently all that remains 
before the discharge of the receivers is the carrying out of the 
formalities connected with the issuing of the new stock pro- 
vided for, and, of course, other details which, now that the 
fundamentals are ready for promulgation and inauguration, will 
be incidental to the course of reconstruction. By the end of this 
week the stockholders will have met in Pittsburg to elect new 
directors and ratify the various measures necessary to the com- 
pletion of the reorganization plan. Undoubtedly, the merchan- 
dise creditors and the bankers who have been co-operating for 
the purpose of reorganization will have a powerful voice in the 
affairs of the company, and with this end in view the directorate 
will be increased from twelve to sixteen, divided into four 
classes, serving from one to four years each. 

Four factors have combined to win success for the reorgani- 
zation plan, and this success has been won against great odds. 
These factors have been the loyalty of stockholders in subscrib- 
ing for $6,000,000 worth of stock at par when it was selling 
at hardly half that price in the open market; the liberal co-oper- 
ation of merchandise creditors in agreeing to take $4,000,000 — 
of stock at par in settlement of that amount of claims held 
against the company; the participation of bankers holding 
$7,900,000 short-time notes of the company in coming to the 
front with eighty-five per cent of the total amount and taking 
securities in payment of their obligations. To these factors 
must be added that which has been most important and inspir- 
ing: the personal enthusiasm and optimism of George Westing- 
house, president of the company. 


THE CHICAGO ELECTRICAL SHOW. 


The fourth annual Chicago Electrical Show will be held 
under the auspices of the Electrical Trades Exposition Com- 
pany at the Coliseum, Chicago, from January 16 to January 
30. Present indications point to even greater success than has 
attended the efforts of those responsible for the show on the 
three former occasions, when expositions of record-breaking pro- 
portions, both in number of attendants and general interest, 
were conducted. Last year, although in the midst of a financial 
disturbance of considerable magnitude, stockholders and ex. 
hibitors alike were well satisfied with the money put into this 
enterprise. This year eighty per cent of the exhibit space has 
now been spoken for, and it is expected that by the middle of 
December all the available allotments will have been taken up. 

The same excellent decorative features, with a possible en- 
hancement of lighting effects, will obtain at the coming show, 
and it is purposed to increase the number of working demon- 
strations and render the exposition, if possible, more attractive 
than ever to the general public, at the same time making it 
particularly and significantly an electrical exhibition for the 
benefit of the electrical industry. 
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PUBLIC SERVICE CASES. 


BY ALTON D. ADAMS, LL.B. 


LEGAL RATES—DEPRECIATION AS EX- 
PENSE. E 


A California statute authorizes county 
supervisors to fix the maximum rates at 
which water is sold for irrigation and 
other purposes, so that the net income 
upon the value of the property used in 
furnishing water will be not less than 
six nor more than eighteen per cent an- 
-nually. Before fixing the rates the super- 
visors are required to estimate the value 
of the property used in furnishing water 
and the reasonable expenses of operation, 
including repairs of the water system. 


The system of an irrigation company 


supplies water in the counties of Fresno, 
Merced and Stanislaus, California, and 
the supervisors of these counties have 
fixed the maximum rates for irrigation 
at eighty-five cents per acre per annum 
in Fresno County, $1.65 per acre per an- 
num in Merced County, and $1.50 per 
acre per annum in Stanislaus County. 
Head works of the irrigation canal are in 
Fresno County, and after passing through 
Fresno County the canal runs through 
Merced County and thence into Stanis- 
laus County. This location of the irriga- 
tion system is supposed to.be the reason 
for the higher rate fixed for Merced 
County than for Fresno County, because 
of the greater expense of delivering water 
in Merced County, and the same reason- 
ing would lead to a still higher rate in 
Stanislaus County instead of the lower 
rate of $1.50. 

The irrigation company asks the court 
for an injunction to prevent the enforce- 
ment of the rates fixed in the three coun- 
ties, on the ground that these rates will 
not provide net earnings of at least six 
per cent on the value of the irrigation 
system, as provided by statute, and also 
on the ground that the enforcement of 
these rates will take its property without 
due process of law. 

According to the estimates of the super- 
visors of the three counties named the 
total value of the irrigation system in 


these counties is $1,201,706.32, and the’ 


reasonable annual expense of operating 
the system is $93,750. On the basis of 
the number of acres actually irrigated in 
the three counties, and at the rates fixed 
by the supervisors, the gross earnings of 


the irrigation system would amount to 


$137,873.65 per annum, so that the net 


earnings would be $44,123.65, or 3.67. 


per cent on the value of the property as 


way superintendent. 
tended erection of electric power stations 


estimated by the supervisors. According 
to the estimate of an engineer, the value 
of the physical property in the irrigation 
system is $1,166,904.53, and the books of 
the company show an operating expense 
of $86,437.50 during 1906, giving net 
earnings of $51,436.15, or 4.4 per cent on 
this physical valuation, with gross earn- 
ings at $137,873.65. 

This net earning of 4.4 per cent on the 
value of the physical property is obviously 
less than the six per cent provided by 
statute, and the court said: 

-“Disregarding the provision of the 

statute, there is no evidence before the 
court that an income of 4.4 per cent per 
annum for this kind of property is rea- 
sonable and’ just.” 

Besides the physical value of the irri- 
gation system there was the right to di- 
vert 760 cubic feet of water per second 
from the San Joaquin River, which was 
estimated by the company to have a value 
of $760,000, but the value of this right 
was not considered by the court in reach- 
ing its decision, but was reserved for fu- 
ture consideration. This right to divert 
water is in the nature of a franchise, and 
as to it the court said: — 

‘While this right is undoubtedly of 
value, it may not be a value upon which 
ultimately complainant may be given a 
return under the law.” 

The estimate of the supervisors as to 
the value of the irrigation system was 
based on the present prices of materials, 
less physical depreciation, and as to this 
the court said: 

“If a deduction is to be made from 
the value of the plant on this account, 
then an allowance should be made for 
such deduction and added to the annual 
income to enable the complainant to re- 
new and reconstruct, so as to preserve the 
integrity of the plant.” 

A temporary injunction was granted 
pending the final hearing against enforce- 
ment of the rates fixed by the supervisors. 

San Joaquin and Kings River Canal 
and Irrigation Company -versus Stanis- 
laus County, 163 Federal Reporter 567, 
United States Circuit Court. 


ede 

The Waterpowers of Sweden, Norway 
and Switzerland. 

An address was delivered recently by 

Eduard Engelmann, Austrian state rail- 

: In view of the in- 


by the Government for the operation of 
railways in the Austrian Alps, the mod- 
ern waterpower installations and electric 
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traction systems in Scandinavia and 
Switzerland were examined by the author. 
The Brennan mono-rail system was also 
investigated. The extraordinary advances 
in turbine construction have been accom- 
panied by the exploitation of waterpow- 
ers in Sweden and Norway on a large 
scale, and a mighty movement is afoot 
there to adapt the antiquated water laws 
io the new conditions. The Government 
is aiding the development in every pos- 
sible manner and has for itself secured 
sufficient waterpower to operate the most 
important railways. According to recent 
investigations the total waterpowers of 
Sweden are estimated at ten million 
horsepower, those of Norway at twenty- 
eight million horsepower, and those of 
Finland at four million horsepower. 
About ten million horsepower could be 
utilized in the near future. It may be 
stated that the waterpowers of France 
and Italy are estimated at three to four 
million horsepower in each country, and 
those of Switzerland at one million horse- 
power, and in none of these countries are 
the conditions for regulating the water 
courses so favorable as in Scandinavia, 
where over four million horsepower are 
available without regulation. At present 
there are in operation or under construc- 
tion plants of a capacity of 500,000 
horsepower in the three countries named. 
It is estimated that by the exploitation 
of some further million horsepower the 
imports of coal, iron, fertilizers and 
other commodities will be so greatly re- 
duced that the present condition will be 
reversed and the exports will exceed the 
imports by some twenty million kroner. 
The cost of the electric generating sta- 
tions without transmission lines is esti- 
mated to be from 250 to 300 kroner per 
electric horsepower in the south of Swe- 
den and 150 to 300 in the North and 140 
to 200 kroner in Norway. 


es 
Independent Telephone Convention. 


The annual convention of the Interna- 
tional Independent Telephone Association 
will be held at the Auditorium Hotel, 
Chicago, on December 1, 2 and 3. Ses- 
sions will be held in the morning and 
afternoon of each day for reading and dis- 
cussion of practical papers. The banquet 
will be held on Wednesday evening. The 
manufacturers of telephone supplies and 
kindred apparatus are co-operating with 
the association, and a number of compre- 
hensive exhibits will be placed in various 


‘rooms, adjacent to convention headquar- 


tere. 
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CONDENSERS. 


BY S. K. PATTERSON. 


The general use of condensing engines 
has led to the development of a branch 
of engineering connected with the con- 
struction and operation of condensers, 
and the knowledge in this field is nowhere 
near as general and complete as it should 
be, considering the importance of the sub- 
ject. Thus condensers consist of a num- 
ber of different types with different 
theoretical and mechanical efficiencies and 
different costs of installations. Some 
types are only used in special service and 
others are especially fitted for special 
iypes of engines. The various difficulties 
ihat are encountered in the operation of 
a condenser and the maintenance of the 
vacuum have been more or less satisfac- 
factorily met in a number of ways, but 
cach of these possesses disadvantages, and 
in the selection of an average condensing 
installation the various advantages and 
disadvantages of each type must be con- 
sidered and a selection made with this 
knowledge. 

Thus condensers at the present time 
can be divided into two general classes, 
jet and surface condensers. Again they 
can be divided, with equal propriety, ac- 
cording to the maintenance of the vacuum 
by natural or mechanical means. A num- 
ber of other divisions exist, but these are 
of minor importance, as will become ap- 
parent in the further development of the 
subject. 

The gencral theory of condensers is 
well known. By the maintenance of a 
vacuum at the exhaust port of the steam- 
engine cylinder and the condensation of 
the steam at this point with a rapidity 
equal or superior to that of its entrance, 
the advantage of an additional pressure 
equal to the normal air pressure is obtain- 
able on the piston of the steam engine. 
The great variability of efficiency of the 
modern turbine with that of the con- 
nected condenser is a fact well-known, 
and the importance of high vacuum and 
satisfactory condensation in this field can- 
not be overestimated. The increase in 
efficiency due to diminution in steam con- 
sumption, for the production of a given 
amount of power or due, on the other 
hand, to increased power from a given 
installation, ranges from’ fifteen to, in 


some cases, nearly forty per cent, depend- - 


ing upon the nature of the unit and the 
efficiency of the condensing device. That 
condensing machinery has reached its 
maximum efficiency is a conclusion that 
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can scarcely be made but undoubtedly 
great steps in advance have been made, 
as is at once apparent from a study of 
their relative efficiencies, increased sim- 
plicity of construction and of their opera- 
tive features, many of which only become 
apparent as the result of continuous op- 
eration of the condenser itself under all 
conditions of load and water variability. 
Now, in order to get a clear realization 
of some of the difficulties actually- met 
with in operation and design of conden- 
sers a few details not‘ordinarily consid- 
ered may be casually mentioned. In or- 
der to produce condensation cold water 
must be circulated through the vacuum 
into which the steam comes, and the air 
carried in by this and by the steam must 
be removed for the maintenance of the 
vacuum. ‘The circulating water system 
must be accomplished through a closed 
water seal against the atmospheric pres- 
sure and this water undergoes, during 
circuit, comparatively wide variations in 
regard io pressure and temperature. 
Heated by the steam in the presence of 
the high vacuum, where the boiling point 
of the water is extremely low, the tem- 
perature of the water may rise to a suffi- 
cient extent to produce spontaneous bod- 
ing. Under these circumstances the op- 
eration of the condenser for condensing 
purposes and the increased development 
of power practically ceases. Again, the 
air must be removed for the maintenance 
of the vacuum, which must be held com- 
paratively high, and this can be accom- 
plished most efficiently by the use of 
vacuum pumps. If boiling occurs the 
rubber gaskets or packing in the vacuum 
pump are apt to be burnt out, and flood- 
ing with steam or water is an occurrence 
under many conditions, with resulting de- 
terioration to mauy of the parts and in- 
convenience and delay in restarting the 
condensing feature. Again, many large 
steam units are so installed today that 
they do not possess sufficient power if they 
do not maintain the condensing feature 
in conjunction with their operation. Thus 
the temporary withdrawal of the conden- 
ser from active service, due to any of 
these causes, often results in actual shut- 
down of the plant itself. This feature 
was formerly more or less present in such 
installations as rolling mills, etc., where 
the load was excessive and the duty on the 
condenser variable and often excessive. 
Now, a few words in regard to the 
constructive details of the various types. 
The vacuum chamber in connection with 
the exhaust port of the steam engine is 


809 


maintained in contact with atmospheric 
pressure by the use of two columns of 
water approximately thirty feet high, in 
actual operation. These columns are 
identical in theory and operation to the 
ordinary mercury barometer, and a water 
circulation is produced merely by pump- 
ing the water in one column over the in- 
tervening height, whereupon its with- 
drawal in the other column by gravity 
is effected automatically. The posi- 
tion of the pump in this device is a very 
variable factor. It may be used directly 
to lift the water into the condenser and 
the outflow accomplished by means of 
gravity as mentioned. It may be used, 
on the other hand, to force the water 
down and out in one of the columns, thus 
balancing the air pressure directly by 
mechanical means. The height of the 
water column under these circumstances 
is much reduced, and its necessity in 
others often completely eliminated. Again, 
this thirty-foot vertical height condenser 


column may occupy various positions with 


respect to the surface of the earth and the 
available water supply. If sunken the 
pump may be used to remove the water 
from the hot well, with the maintenance 
of a fixed level at this point and the con- 
sequent automatic flow of water through 
the condenser to supply the deficit. By 
the use of a pump injecting water into 
the vacuum the velocity of this water can 
be used to assist the force of gravity in 
its removal, and in many of the jet-con- 
denser types this velocity of the water 
entering into the vacuum, and produced 
by mechanical or natural means, is often 
used to assist in the evacuation of both 
the water and air from the condenser 
chamber. 

This variability-of design and mechan- 
ism to produce identical conditions has 
resulted in a considerable variation in size 
and design of the average condenser. The 
jet condenser in which water is injected 
a fine and then car- 
ried off by means of a positive pressure 
or rotary pump, is the simplest in de- 
sign and comparatively small in con- 
struction. It can be readily attached to 
the steam engine in any position, but 
possesses various limitations on efficiency 
due to the low vacuum maintained with 
the small ejection of the air by this 
means. It can exist in very small units 
in this type, and even in the large ones 
its size appears very small in comparison 
to the types using thirty-foot vertical 
water columns for the maintenance of the 
vacuum and the operation of an air pump 


through spray, 
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for the removal of the air. The types 
using the air pump and the water col- 
umn, while probably not so common in 
small installations, possess undoubtedly 
an increased efficiency over the other type 
and exist In some cases in comparatively 
enormous units, single condensers for the 
condensation of the steam from units as 
high as 24,000 horsepower being not un- 
common. 

These various types of condensers are 
used in various situations and under va- 
rious conditions of special advantage for 
each type. Thus, the barometric con- 
denser or condenser using a large water 
column for a seal against the atmospheric 
pressure is practically impossible of utili- 
zation on shipboard. Some type of the 
jet condenser utilizing either a simple 
spray with the velocity of the water itself 
for the removal of the air or possessing, 
further, an injector addition for the 
further removal and entanglement of the 
air in the outgoing stream is common 
here. In large stationary plants, where 
the space is available, the other type is 
undoubtedly more efficient and satisfac- 
tory. 

When the water supply is limited, va- 
rious types of condensers, run in con- 
junction with cooling towers, which may or 
may not be an actual part of the mech- 
anism, aften possess special advantages. 
In these the water after being heated 
hy the steam is in turn cooled by evapora- 
tion into the air in the cooling tower. 
The loss by evaporation is less than the 
supply due to steam condensation, since 
the latent heats of evaporation and con- 
densation in the two cases are about iden- 
tical and the water is cooled in addition 
by conduction to the air. Hence, in this 
type a slight addition of water is con- 
tinually made from the steam, which 
more than counterbalances the loss to the 
condenser water in the cooling tower, so 
that no water supply is necessary here. 
With impure or saline water the surface 
condenser is necessary. The boiler water 
must be maintained pure and the water 
resulting from steam condensation kept 
separate from the condenser water. This 
is accomplished by the use of a device 
equivalent to the ordinary tubular boiler 
or shell cooler such as is used in refrigera- 
tion. The vacuum is maintained on one 
side of the tubes and the cold water cir- 
culated on the other. If this water of 
condensation is pumped directly through 
the reheater to the boiler, no necessity for 
a water seal against atmospheric pressure 
is necessary in this part of the mechanism. 
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The circulation of the cold water in the 
other half of the condenser is not limited 
in operation by the maintenance of a 
vacuum and much higher temperatures 
can be acquired by this water without 
affecting seriously the operation of ‘the 
condenser. Thus the closed or surface 


. type of condenser possesses many advan- 


tages in regard to economy of water con- 
sumption, since a given quantity of the 
water may be made much hotter. How- 
ever, the rapidity of heat transfer in this 
type 18 nowhere near as great as in the 
jet or barometric condenser, and much 
larger surfaces must be used to perform 
the same duty in steam condensation. A 
given condenser, if of the surface type, 
possesses less ability to take care of a 
steam overload but is practically the only 
type available when limitations are in 
force on account of water impurity. 

A number of additional features of in- 
terest to engineers, and not commonly 
considered, enter in the operation or 
maintenance of a condenser. A centrifu- 
gal pump is often extremely unsatisfac- 
tory in the production of water circula- 
tion in a condenser of the barometric 
type. The output of such a pump varies 
greatly with the air pressure and its ac- 
tion in this regard proves a great dis- 
advantage. When additional steam en- 
ters the condenser chamber the water sup- 
ply falls off instead of increasing with 


this type. Extreme heating of the water 


may result, with consequent boiling and a 
breaking of the vacuum. A positive pres- 
sure pump of either a rotary or reciprocal 
type is much superior. A periodic steam 
overload, again, may often result in a 
periodic surging of the water column up 


and down with ultimate breaking of this - 


and the destruction of the vacuum, and 


‘suitable valves must be installed for the 


prevention of this. In the Weiss type 
of barometric condenser boiling of the 
water is prevented by an ingenious de- 
vice. When the vacuum falls, due to an 
overload of steam which may cause ex- 
cessive heating, or when boiling of the 
circulating water occurs, an automatic 
valve allows a small quantity of air to 
enter the vacuum chamber. This lowers 
the vacuum, raises the boiling point, and 


stops the boiling of the condenser water. 


The vacuum is gradually strengthened by 
the operation of the vacuum pump, and 
the condenser goes on without stoppage 
and only a slight diminution in efficiency 
with this occurrence. With many of the 
other types boiling of the water results 
in absolute shut-down. The Alberger 
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condenser possesses two distinct advan- 
tages, in turn, over its competitor. The 
spray valve is maintained in position by a 
spring which automatically accommodates 
itself to the quantity of water entering 
the condenser head. No attention need 
be paid to the regulation of this valve, as 
exists in other types, and the water sup- 
ply is regulated only by the speed of the 
pump. Its other advantage consists in 
the very complete and satisfactory device 
for the separation of the air and moisture 
in the chamber immediately above the 
spray cone. Much drier air is furnished 
the vacuum pump by this device than can 
be obtained by the other types. Conse- 
quently the efficiency in the operation of 
the- vacuum pump is much increased in 
this development. The steam and water 
entering in the same direction, assist each 
other’s flow in the downspout. When 
a counter-current action is attempted 
with these two ingredients a more com- 
plete transfer of heat for a given quan- 
tity of water is apt to occur, but steam 
overloads tend to diminish the water sup- 
ply on account of the variation in velocity 
and pressure. Water enters a vacuum 
under normal air pressure with a velocity 
of forty-seven feet per second, and steam 
enters the same vacuum, under normal 
conditions of operation, at a speed of 
about 1,900 feet a second. This high 
velocity, and its utilization in the mainte- 
nance of water flow through the con- 
denser, is undoubtedly partially responsi- 
ble for the great efficiency of this type 
of condensing apparatus. Practically all 
makers of the barometric type of con- 
densers make jet condensers, using a 
pump directly as well. The field is so 
divided that all types of condensers serve 


a distinct and separate purpose in special 


fields in which other types cannot com- 
pete with any degree of satisfaction. The 
necessity of having large pipes with rapid 
flow and a high capacity in turbine con- 
densers is well known, and the result 1s 
that specialization in this field is going on 
with considerable rapidity, and new de- 
velopments are of almost daily occurrence. 


& & @ 
Madame Curie for Paris Chair of 


Physics. 
Mme. Curie, who jointly with her hus- 


band, the late Professor Curie, discovered 


radium, has been appointed Chief Pro- 
fessor of Physics in the Faculty of Sci- 
ence at Paris University. This is a recog- 
nition, well earned, which will be appre- 
ciated and commended by all interested 
in this remarkable woman’s work in pure 
and applied science. 
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An Inductor Alternator as a Telephone 
Relay. 

It has sometimes been proposed to em- 
ploy as telephone relays direct-current dy- 
namos having the field winding in the 
primary circuit and the armature winding 
in the secondary circuit, so as to produce 
in the latter currents of the same fre- 
quency and wave form as the currents in 
the primary circuit. The operation of 
such devices is interfered with by the dis- 
turbing effect of the collecting devices, 
and no relay of this type is in commercial 
use. 

An invention of Ernst F. W. Alexan- 
derson of Schenectady, N. Y., has been 
recently patented and assigned to the Gen- 
eral Electric Company, and consists in 
using a high-frequency inductor alternator 
as a telephone relay. In such a machine 
‘both the field winding and the armature 


winding are stationary ; the only moving - 


part is the inductor, which is magnetized 
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ternator designed in accordance with the 
invention for use in a telephone relay; 
Fig. 2 shows a side elevation of the same. 
A A represent end frames, between which 
the magnetic circuit of the stator is se- 
cured. This comprises bundles of lamina- 
tions BB, arranged radially and sur- 
rounding the field coil C, which extends 
circumferentially around the machine, 
and the laminations D, which extend ia 
a circumferential direction, and form 
with the laminations B a nearly closed 
magnetic circuit for the field winding C. 
The laminations are supported and spaced 
apart by non-magnetic spacing blocks E. 
The air-gap in the magnetic circuit of the 
stator has its opposite faces lving in ad- 
jacent radial planes; and in slots on these 
faces are placed the coils F of the arma- 
ture winding. 

The inductor G is shaped for maximum 
strength with respect to centrifugal 
strains, in order that it may be operated 


FIGS. 1 AND 2.—PARTIAL NOES AND CROSS-SECTION OF INDUCTOR ALTERNATOR. 


by the field winding. The: inductor. is 
designed so that its natural frequency, 
which is determined by the number of its 
poles and its speed, is very high compared 
with the frequency of the currents in a 
telephone circuit, so that each wave or 
pulsation of the telephone current cor- 
responds to a large number of the alterna- 
tions due to the movement of the inductor. 
The variation of the current in the pri- 
mary circuit in which the field winding 
is connected does not change the frequency 
of the armature currents, but does change 
the amplitude of these currents; and if 
their frequency is above that of an audible 
note, the effect on a telephone receiver is 
simply that of the variation in amplitude, 
which corresponds to the variation of cur- 
rent in the primary circuit. 

In Fig. 1 is shown a partial end view, 
partly in cross-section, of an inductor al- 


at very high speeds. 


It carries at its 
rim magnetic poles H formed of small 
bundles of laminations, which revolve be- 
tween the opposite faces of the magnetic 
circuit of the stator. Non-magnetic 
blocks I are placed between the magnetic 
poles H, in order to strengthen the poles 
mechanically, and to decrease winding 
losses. l 

The field winding C is connected in cir- 
cuit with a source of current and a tele- 
phone transmitter, either directly or 
through a transformer, according to com- 
mon telephone practice. The armature 
winding F is connected in circuit with a 
suitable receiving device, which may com- 
prise a liquid receiver of a type well 
known in wireless telegraphy, and a tele- 
phone receiver and a source of current 
connected in shunt to the liquid receiver; 
the principle of this arrangement being 


811 


that the high-frequency alternations im- 
pressed on the liquid receiver vary its 
resistance, and the resistance variations 
result in current variations in the tele- 
phone receiver, which are audible therein. 

The principle of operation of this tele- 
phone relay is as follows: The currents 
in the armature or transmitter circuit 
vary in amount when a message is being 
transmitted, and this variation is both in 
amplitude and frequency corresponding 
to the sound waves. The currents in- 
duced in the armature winding are of 
a high frequency, compared with the cur- 
rents in the primary circuit. The fre- 
quency of these currents is not affected by 
currents in the primary circuit, but their 
amplitude is affected and varies in propor- 
tion to the primary current. The fre- 
quency of the armature currents is so high 
as to be inaudible in a telephone receiver, 
but the variation in amplitude produces 
audible sounds in the receiver of similar 
quality to, but of greater amount than, 
those that would be heard if a telephone re- 
ceiver were substituted for the field wind- 
ing of the alternator in the primary circuit. 

It has already been stated that the stator 
laminations D extend circumferentially, 
while the laminations B, forming the 
greater part of the magnetic circuit, ex- 
tend radially. The purpose of the cir- 
cumferential arrangement of the lamina- 
tions D is to localize the flux variations 
due to the high-frequency armature cur- 
rents. Since. the laminations in which 


` the armature ‘coils are placed extend cir- 


cumferentially, the flux due to the cur- 
rents in these coils can close itself directly 
around the coils, without producing any 
variations in the main part of the mag- 


Tetic circuit. 


ede 
Projected Bank for Electrical Under- 
takings. 

It is announced in the Frankfurt Ga- 
zette that some of the great German elec- 
trical firms propose to form a special 
banking institution to finance electrical 
undertakings. It is spoken of as the 
“Electro-bank.” The capital is to be 
$7,500,000, with a large note issue in the 
form of bonds carrying interest at the 
rate of four and one-half per cent. ‘The 
two companies mainly concerned in the 
new bank are the Allgemeine Elektrizitats- 
Gesellschaft and the Siemens-Schuckert 
Works. It is understood that only 
large contracts for government and mu 
nicipal bodies will be dealt with by the 
new financial institution, and it is doubt- 
ful if proposals of an industrial character 
will be entertained. 
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Election Returns by Telephone in 
Chicago. | 

Preparations throughout the country 
for transmitting election returns by tele- 
phone were more elaborate this year than 
ever before. The American Telephone 
and Telegraph Company, operating its 
extensive long-distance service, established 
headquarters in each of the states reached 
by its lines, comprising essentially ail of 
the country east of the Rocky Mountains. 
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lar bulletins ever sent out in this or any 
other way. 

In the large cities special arrangements 
had been made to gather the returns 
quickly and transmit them by telephone. 
In Chicago, by arrangement with the City 
Press Association, returns from the city 
precincts were telephoned to the Main 
Exchange compiling office immediately 
they were received at the City Hall. 
Similar means were provided for gather- 
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tire floor of the company’s new toll build- 
ing at 87 Franklin Street was devoted 
to this work. Here were gathered about 
175 men, engaged in receiving, compiling, 
editing and transmitting election news 
end bulletins throughout the night, and 
from about 5 o’clock p. m. until after 
midnight this was the center of election- 
news activity in the city. A photograph, 
reproduced herewith, shows the election- 
news force at work. Three sets of bulle- 


CHICAGO TELEPHONE COMPANY ELECTION SERVICE—TRANSMITTING RETURNS TO 225,000 TELEPHONES IN 
CHICAGO AND VICINITY. 


At these headquarters the state returns 
were gathered and transmitted directly 
io New York. The returns were there 
compiled and sent out again all over the 
country by the long-distance wires, in the 
form of brief bulletins, telling the princi- 
pal features of the results on an up-to-the- 
minute basis. As the information was in 
general confined to a few of the principal 
candidates, the results were quickly com- 
piled and reached the entire country in 
a shorter time, doubtless, than any simi- 


ing news in the various counties around 
Chicago, and these returns were made up 
into brief bulletins for local distribution 
and also transmitted to New York. 

The Chicago Telephone Company has 
for many years distributed election news 
to telephone subscribers generally, as well 
as to newspapers, clubs and public gath- 
erings. This year the demand for the 
service was greater than ever before, and 
preparations for the bulletin transmission 


were necessarily more elaborate. An en- 


{ins were prepared ; the continuous bulle- 
tins, which averaged one a minute, the 
ten-minute, bulletins for Chicago sub- 
scribers, and the thirty-minute bulletins 
for the suburban area. Special readers 
transmitted the continuous bulletins to 
newspapers, clubs and various public 
gatherings. These readers, by a combina- 
tion of instruments, shown in the accom- 
panying illustration, were able to talk 
into ten transmitters at the same time, 
and in some cases four or five lines were 
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grouped on to each transmitter circuit. 
The ten-minute bulletins were trans- 
mitted by readers directly to each of the 
company’s twenty-three principal ex- 
changes and ten or more neighborhood 
exchanges in Chicago. Subscribers of 


CHICAGO TELEPHONE COMPANY 


200 TELEPIONiGS 


these exchanges desiring to receive the 
news had simply to ask the operator for 
telephone bulletins. The operator then 
announced the number of the current bul- 
letin, and ordered the subscribers’ lines 
connected with a group being formed at 
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that moment; the bulletin reader mean- 
while was announcing the bulletin to a 
group previously made up. At the end 
of each bulletin the reader switched from 
cne group to the other and proceeded 
with his work. At the close of each bul- 


A S 


ELECTION SERVICE—READING BULLETINS OF THE ELECTION RETURNS TO 
AT THE SAME TIME BY 


AID OF 


letin the subscribers’ lines in the group 
were disconnected, and they were able to 
call again for the next bulletin. The 
total number of calls for election news 
received in this way during the evening 
was 53,298. The greatest number came 


MULTIPLE 
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from exchanges in the residence districts, 
where thousands of subscribers heard the 
latest election news without leaving their 
own homes. 

Many commendations of the press and 
subscribers have attested to the remark- 


TETT 


et E aS RZ ae 


ee 


Aa" 
"E 
5 a 


Hg 


ars . £ ae ry k; ‘ ie ee s : 
PA ti "me Soe P; 
Fy se ra r i 


MORE THAN 


TRANSMITTER. 


able telephone-bulletin service throughout 
the country on election night, and the 
success of the bulletin transmission has 
demonstrated once more that the tele- 
phone is one of the greatest and quickest 
news distributors. 
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The Artom System of Radiotelegraphy. 


Whoever has followed in the slightest 
the marvelous development of wireless 
telegraphy must certainly be aware of the 
serious difficulties that were in the way of 
the practical application of this wonderful 
method of communication, says Professor 
Alessandro Artom in a communication to 
the Italian Electrotechnical Association, 
and printed in the “Atti Della Associa- 
zione Elettrotecnica Italiana,” Vol AIT, 
No. 4, July-August, 1908. It happened 
continuously that wireless messages sent 
by a certain transmitting station were 
caught by all the receiving stations within 
the circle comprising the average trans- 
mitting distance of the station. Atmos- 
pheric electricity also caused serious dis- 
turbances, so that at times the service had 
to be suspended for hours. It was neces- 
sary to give to the phenomenon of the 
propagation and reception of the electric 
waves a much more definite character and, 
in order to meet the exigencies of practice, 
it was necessary to develop systems of 
radiotelegraphy which would make it pos- 
sible (1) to send the effects of the trans- 
mitting apparatus mostly in one definite 
direction—that is, to find means of direct- 
ing the electric waves ; (2) to render the 
receiving apparatus most sensitive to 
waves coming from a certain direction ; 
(3) to prevent the serious disturbances 
due to atmospheric electricity; (4) to 
make the receiving apparatus insensitive 
to waves emanating from extraneous 
transmitters. Artom says: 

“When the work of Marconi was first 
announced it occurred to me that for a 
practical solution of the problems men- 
tioned he might have turned to the use 
of phase difference between two or more 
electrical oscillations. To produce prac- 
tically a difference of phase between two 
Hertzian vibrations of the order employed 
in wireless telegraphy appeared at that 
time impossible, but later the idea spread 
and it is now applied in numerous wire- 
less systems. In my own work I have 
found it most useful to employ rotating 
electric and magnetic fields generated by 
two electrical oscillations differing in 
phase for proving the existence of phase 
differences, as will be clearly seen from 
the experiments here described. 

“The rotating magnetic field is gener- 
ated by two windings, through one of 
which flows the principal oscillating cur- 
rent, and through the other a current in- 
duced by means of a small transformer of 
a few turns. The existence of the rotat- 
ing magnetic field can be easily demon- 
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strated by introducing an armature into 
the field. The existence of very high- 
frequency rotating electrostatic fields may 
be demonstrated in various ways, for ex- 
ample, by the use of a Braun tube, which 
obviously is also eminently suitable for 
showing the magnetic field. In order to 
influence the cathode beam of the Braun 
tube by the vibrations of the high-fre- 
quency electric field it is only necessary 
to fasten to the neck of the tube, a little 
below the diaphragm, two pairs of tinfoil 
strips, properly insulated, at right angles 
to each other on the periphery of the tube, 
and connect the strips with four points 
of the oscillating circuit, between which 
there exist differences of potential out of 
phase. The effects of a rotating electric 
field may thus be easily observed ; the cath- 
odic spot describes open elliptical forms 
manifesting themselves in the shape of 
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SHOWING THE DISPOSITION OF THE CON- 
DUCTING AERIALS USED IN THE 
ARTOM SYSTEM OF WIRELESS TELEG- 
RAPHY. ' 


spirals, since the oscillations are damped. 
These elliptical forms, according to which 
the electric lines of force resulting from 


the composition of two electrical oscilla- 
tions of different phase arrange them- 


selves, may conveniently represent a trans- 
verse section of a beam of rays of electric 
force analogous to a beam of light polar- 
ized elliptically. Having thus demon- 
strated experimentally the composition 
and interference of two electrical vibra- 
tions, I endeavored to apply the effect to 
wireless transmitting and receiving ap- 
paratus with a view of producing unsym- 
metrical electromagnetic fields and de- 
vired for this purpose a number of ar- 
rangements of aerial conductors which 
constitute one of the characteristics of 
my system of radiotelegraphy. They are 
represented in Figs. 1 to 9, and consist 
of two or three aerial conductors inclined 
toward each other at angles which may 
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vary from zero to 180 degrees, but which 
may generally be most conveniently 
chosen between forty-five and ninety de- 
grees. When oscillatory currents of dis- 
placed phase are sent into aerial conduct- 
ors arranged in this manner they possess 
remarkable properties regarding transmis- 
sion as well as receiving, as experiments 
made under the auspices of the Italian 
Royal Navy have shown. As regards the 
transmitting aerials, the following facts 
will be observed at once: (1) in the aerials 
inclined toward each other the mutual in- 
duction is very small, when oscillating 
currents flow through them. ‘This fact 
permits of establishing absolutely in ad- 
vance the period of oscillation to be used in 
the transmission. 

-(2) The inclination of the aerials to- 
ward each other serves to produce the 
phenomena of composition and inter- 
ference between electromagnetic waves 
emitted by two conductors, because it com- 
pels a superposition of the respective 
beams of electric and magnetic lines of 
force. = 

“(3) When connected to an oscillator 
or to a receiver, these two aerial conduct- 
ors constitute an arrangement that is in 
electrical equilibrium, in the sense that 
the electrical capacities of the two 
branches, with regard to the earth, are of 
remarkably equal value, so that the ground 
connection of the transmitting as well as 
receiving apparata may be eliminated, as 
has been demonstrated in practice. This 
is of practical advantage. | 

“The various types of aerials shown are 
approximately equal in their effects, but 
the triangular arrangement presents some 
practical advantages in that it requires 
only one mast. Experience has shown, 
furthermore, that with this arrangement 


it is possible to obtain quite well condi- 


tions of syntony between transmitter and 
receiver. 

“The characteristic property of the 
transmitting apparatus is the production 
of a profoundly unsymmetrical magnetic 
field, that is, directed electric waves, as 
the experiments made by the Royal Italian 
Navy have demonstrated. The use of in- 
clined aerials alone evidently constitutes 
a reason for the unsymmetrical character 
of the effects. But an experience of years 
has demonstrated a property, which is also 
possessed by some other systems using 
two aerials, namely, that the axis of propa- 
gation according to which the electromag- 
netic effect reaches the greatest distances, 
may be perpendicular to the plane of the 
acrials, or it may lie in the plane of the 
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aerials themselves. When the oscillating 
currents in the aerials are made to differ in 
intensity as well as in phase, that is, if 
they are of different amplitude, this axis 
of greatest propagation may be inclined in 
any direction with respect to the plane of 
the aerials. This fact is useful in prac- 
tice, as a wireless telegraph station should 
evidently be able to meet any special con- 
ditions imposed by its topographical po- 
sition. 

“In fact, it is possible to vary the con- 
structive elements or form of these aerials 
as well as their electrical elements, that is, 
the amplitude and phases of the oscillating 
currents by which they are excited. Fur- 
thermore, supplementary aerials may be 
added which, if arranged, as shown in Fig. 
4, will greatly reduce the radiation in the 
direction of the plane of the aerials. Their 
effect is evidently to generate interfering 
fields, or fields opposite in sign to the prin- 
cipal electromagnetic field. In experi- 
ments made in 1904, in which these aerials 
were lengthened and arranged almost hori- 
zontally in the direction of the receiving 
station, an increase of radiation in that di- 
rection was observed. 

“As has been stated, the electrical ele- 
ments of the apparatus may also be va- 
riéd; it may be operated with or without 
ground connection, the difference of phase 
-between the currents may be varied from 
zero to 180 degrees, and the relation of 
the amplitude between the two currents 
may be made to differ. Thus it will be 
seen that with the arrangement described 
it is possible to obtain curves of distribu- 
tion of energy corresponding to the most 
widely differing azimuth angles, these 
curves being the natural consequence of 
the arrangement devised by me. 

“In order to apply the idea of phase 
difference to the reception of signals I 
devised various types of receiving appa- 
ratus, but the one that proved most suc- 
cessful was an arrangement resembling 
the differential galvanometer, and is illus- 
trated in Fig. 10. Three coils are ar- 
ranged on a core which may be of insu- 
lating material or of iron wires. The 
central coil is connected to any kind of 
electric wave detector. Alongside of the 
central coil are two other coils, each of 
Which has one of its terminals connected 
to one of the two antenna, the other ends 
are Joined together and may be connected 
to the ground or not. These two coils may 
be made to act by induction on the central 
coil in such a way that their effects are 
either in opposition or in accord. When 
they act in accord on the central coil and 
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the apparatus is. connected to the ground, © 


it will receive signals like an ordinary 
aciial from whatever direction they may 
come. But when the two receiving an- 
tennz are arranged in the plane of the 
waves arriving from the transmitter, the 
waves strike first one aerial and, after a 
certain time, the other one that is farther 
removed from the transmitter. The mag- 
netic flux generated in the two coils in- 
duces currents in the central coil, which 
is connected to the detector and behaves 


FIG. 10.—ARTOM SYSTEM OF WIRELESS 


TELEGRAPHY. 


according to known laws. Assuming, on 
the other hand, that the two aerials are 
affected at the same instant, then the flux 
generated in the two coils is equal, of the 
same phase and opposite in direction, and 
the effect on the induced circuit connected 
to the detector is practically nil. The 
result is that from all transmitting sta- 
tions outside of the plane of the receiving 
aerials, and more particularly from those 
stations in a perpendicular direction, the 
electromagnetic effects arrive at the two 
receiving aerials at the same instant and 
the receiving apparatus is not sensitive to 
them. The same is true in the case of 
electric waves due to atmospheric elec- 
tricity. When the ground connection 1s 
climinated the two coils may be’dispensed 
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FIG. 11.—ARTOM SYSTEM OF WIRELESS 
TELEGRAPHY. 


with and the apparatus assumes the sim- 
ple form shown in Fig. 11, and its opera- 
tion is then principally due to the electro- 
motive force resulting from the magnetic 
flux traversing the space included by the 
aerials. The effect is maximum when 
transmitting and receiving aerials lie in 
the same plane. This physical fact was 
made use of by me in the fall of 1905 
with very good results for determining the 
position of transmitting stations on vessels 
and on land. 

“The selective properties of my receiver 
with triangular aerials have been made 
still more distinct by the use of electro- 
magnetic syntony, and special apparatus 
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were invented in which, in addition, local 
syntony was employed, that is, the appa- 
ratus has a slow natural period of vibra- 
tion at which alone it will operate. This 
local syntony is determined, as regards the 
transmitter, by the low-frequency current 
feeding the coils or transformers and, as 
regards the receiver, by a very weak alter- 
nating current under the influence of 
which only the receiver can act. This ap- 
paratus was devised about two years ago, 
and in experiments made proved to be very 
sensitive and well suited as a receiver in 
wireless telephony.” 

Qo 
Annual Meeting of the American Society 

of Mechanical Engineers. 

The twenty-ninth annual meeting of 
the American Society of Mechanical En- 
gineers will be held in the Engineering 
Societies’ Building, New York, on De- 
cember 1 to 4, inclusive. The opening 
cession will be held on Tuesday evening, 
when President M. L. Holman will make 
an address on “The Conservation Idea as 
Applied to the Associated Societies of 
Mechanical Engineers,” which will be fol- 
lowed by an informal reception and re- 
union. 

On Wednesday morning, following the 
annual business meeting, a paper on “Aer- 
onautics” will be presented by Major 
G. O. Squier, U. S. A. The afternoon 
will be devoted to four papers relating to 
steam and power plants, among these 
being one by C. R. Weymouth on “Fuel- 
economy Tests at a Large Oil-burning 
Electric Plant.” In the evening Lieut. 
F. P. Lahm, U. S. A., will deliver a lec- 
ture on “Aeronautics,” illustrated by stere- 
opticon views and moving pictures. 

On Thursday morning five papers on 
machine-shop practice will be presented 
and discussed. In the afternoon while 
the main body will consider five miscel- 
laneous papers, the Gas Power Section 
will take up two papers by Prof. F. C. 
Wagner and L. H. Nash. 

On Thursday evening the annual recep- 
tion will be held, followed by dancing and 
a collation. 

The professional sessions will be con- 
cluded on Friday morning with the con- 
sideration of four papers giving various 
experimental methods and results. Among 
these will be one on “An Averaging In- 
strument for Polar Diagrams,” by Prof. 
W. F. Durand. 

At the annual meeting last vear 1,232 
members and guests were present. This 
rumber, it is believed, will be greatly ex- 
ceeded this year. 
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SOME PRELIMINARY STEPS IN HY- 
DRO-ELECTRIC ENGINEERING. 


BY FRANK KOESTER. 


In developing waterpowers much pre- 
liminary study has to be made to ascer- 
tain whether or not the proposition will 
be a paying one. A lot of facts have to 
be collected before capitalists can be inter- 
ested in the project, showing them where 
and how they can receive the best returns 
from their investment. | 

Usually the first steps toward a water- 
power development are made by some pro- 
gressive individual in the neighborhood 
of an undeveloped waterpower and not by 
the manufacturer or power user with an 
already established steam-generating sta- 
tion, who in some respects even tries to 
handicap the development for fear of the 
partial loss of the money invested in his 
old plant. He overlooks the fact, however, 
that current may be purchased much 
cheaper from a main central station than 
his own plant can generate it. Besides 
this, he is relieved of the work of generat- 
ing current and has additional ground 
area for increased manufacturing pur- 
poses. 

Another reason why a promoter can 
best, and possibly with greater success, 
further the scheme of development is be- 
cause he has the interest of the community 
at large under consideration, while the 
individual manufacturer looks after his 
own interests alone. Again, the endeavor 
of the promoter is to utilize as much en- 
ergy as possible, while the manufacturer 
utilizes only a portion, which is sufficient 
for his own needs. 

In some localities, particularly when 
he comes from the “outside,” the promoter 
is looked upon as a persona non grata, 
while in reality he is a benefactor. 
Through his efforts and the supplying of 
current the industry will be improved and 
in some cases new industries previously 
unknown will arise. This is not only a 
direct benefit to the community, but even 
the towns and counties will be benefited 
hy the increase in revenues, taxes, cte. 

After the investigations are made, show- 
ing the amount of the energy that can be 
utilized, the possible field of consumption 
must be carefully mapped out. This 
field may include other central stations, 
either steam, gas or other waterpower 
plants, with which the new station has 
to compete, While it is known for what 
price the established plants cell their cur- 
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rent, it might appear on the surface diffi- 
cult to ascertain what the existing com- 
panies pay for the generation of the same. 
There are, however, several ways by which 
this information may be obtained, and 
with the help of an experienced investi- 
gator who is thoroughly familiar with 
plant installations, very close figures can 
be ascertained. 

These figures are very essential as a 
guide for the new development, because 
the new arrival has to compete with or 
possibly sell current to established ‘sta- 
tions at a lower price than they can gen- 
erate it. This might lead to the operation 
of the stations in parallel, or eventually 
the incorporation of the old with the new 
concern and the gradual acquisition of the 
competitor’s field. All this can only be 
accomplished by deciding the question, 
who can generate power the cheapest? 

Having arrived at the competitor’s fig- 


ures, the prospective field for current con- 


sumption, must be thoroughly canvassed 
to ascertain the load on the plant and the 
price for which the current of the new 
undertaking can be sold. In analyzing the 
cost of the current to be sold, of course, 
different prices are charged, according to 
the amount, duration and time of load. 
Conclusions as to the cost of current can 
only be derived after trial load curves of 
the proposed plant have been plotted. 

Such plants will be most economie in 
operation which have a practically con- 
stant load-factor, as otherwise much ma- 
chinery has to remain idle during the 
However, in compet- 
ing successfully with existing central sta- 
tions or private plants the new arrival 
cannot afford to overlook would-be con- 
sumers who require current for only a few 
hours each day, or possibly the week, and 
those which need emergency current in 
case their own plant should fail. That 
these consumers pay accordingly for the 
service rendered is but natural. It must, 
however, be borne in mind that the lower 
the price for current delivered the greater 
is the tendency to improve the load curve 
of the plant. 

After the foregoing investigations have 
been made and the figures warrant an in- 
stallation, the possible future growth of 
the locality, such as the increase in indus- 
trial districts, electric railroading, ete., 
must be well considered, since an increase 
of the community is naturally followed 
by an increase in consumers. 

Many times hydro-electric plants have 
heen installed with no provision for future 
extension; the dams are located in such 
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sections of the rivers and are of such a 
design that an increase in storage supply 
or additional head is impossible. On the 
other hand, and to a still greater extent, 
plants have been installed at such sections 
of rivers or localities that the average 
water supply cannot be obtained during 
certain seasons of the year. While the 
former may be due to the failure to exer- 
cise sufficient foresight, the latter may be 
considered as negligence in proper investi- 
gation as to the watershed, ete. Under 
such conditions successful competition 
with existing plants would be a difficult 
proposition in the long run. 

Waterpower plants do not in many cases 
have to meet with competition, as thev 
may be the pioncers in the field. Jf other 
conditions are favorable to the develop- 
ment of a certain waterpower the hydrau- 
lic plant may be combined with a steam 
or gas-driven plant to take care of low 
water conditions and peak loads. 

The equipment of the plant and the size 
of the units should be such that thev can 
be run to their best efficiency throughout 
the day, that is, they must not be under- 
loaded or overloaded too much. Reserve 
units must be kept in readiness to be 
thrown on the line when the demand calls 
for them. The tendency is to install as 
large individual units as possible. 

In closing it may be said as a general 
rule that promoters and financiers look 
usually for large waterpower develop- 
ments, while as a matter of fact small 
plants give a better and quicker return for 
{he money invested. 

—_———- ®@e 
Court Reserves Decision in New York 

City’s Application to Examine Edison 

and United Electric Books. 


Justice McCall, in the New York Su- 
preme Court, reserved decision on the ap- 
plication of the city of New York for an 
order authorizing it to examine the books 
and plants of the New York Edison Com- 
pany and the United Electrice Light and 
Power Company. 

The corporation counsel said that he de- 
sired the examination for the purpose of 
defending the suits brought by the two 
companies to recover about $500,000 for 
furnishing electricity to the city for the 
year 1903. 

Counsel for the electric light companies 
said that all the information that could 
be obtained by such an examination was 
contained in the public records of the re- 
port of the Stevens investigating commit- 
tee of 1905, and asked the court to deny 
the application. 
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FINANCIAL REPORTS OF ELEC- 
TRICAL COMPANIES. 


CHICAGO RAILWAYS. 

The Chicago Railways Company reports 
earnings for the month of August and 
seven months (February 1 to August 31) 
as follows: August—Passenger earnings, 
$959,167; other income, $20,999; total 
gross, $980,166; expenses, $650,128; bal- 
ance, $330,038; balance, 30 per cent of 
gross, $294,049; interest on property, 
five per cent, $144,250; net earnings, 
$149,799 ; city’s share, 55 per cent, $82,- 
389; company’s share, 45 per cent, $57,- 
409, as against $95,621 for August, 1307. 
February 1 to August 31—Passen- 
ger earnings, $6,128,269 ; other income, 
$132,514; total gross, $6,260,783; ex- 
penses, $4,287,024 ; balance, $1,973,799 ; 
balance, 30 per cent of gross, $1,878,238 ; 
interest on property, $971,230; net carn- 
ings, $907,003; city’s share, 55 per cent, 
$498,851; company’s share, 45 per cent, 
$108,152, which compares with $442,503 
for the corresponding period of 1907. 


SEATTLE LIGHTING COMPANY BONDS. 

The Seattle Lighting Company recently 
sold $450,000 ten-year, six per cent de- 
benture gold bonds, redeemable on any 
interest day, at 101. This is added to an 
authorized issue of $3,000,000 of five per 
cent bonds, which makes the authorized 
Londed debt of the company $3,450,000. 
The financial statement showing funded 
debt charges is as follows for the year 
ended July 31, 1908: Gross earnings 
$560,325; net (after insurance and 
taxes), $252,695; interest on mortgage 
bonds, $124,073; interest on debentures, 
27,000; balance, surplus, $101,622. Net 
carnings for the vear ended June 30, 1908, 
were $252,287 and for 1907, $218,972. 

There is an equity in the property over 
and above all the first mortgage bonds 
outstanding of approximately, $1,500,000, 
which equity stands as security for this 
issue of $450,000 debenture bonds. 


PHILADELPHIA COMPANY. 

The report of the Philadelphia Com- 
pany and affiliated corporations shows 
earnings from all operations for the nine 
months ended September 30, 1908, as fol- 
lows: January 1 to September 30: Gross, 
$12,261,314; expenses and taxes, $7,453,- 
833; net, $4,807,481; other income, 
$193,834; total income, $5,001,315; 
charges, rent, ete., $3,351,513; balance, 
$1,649,802; preferred dividend, $225,000 ; 
Surplus, $1,424,802, compared with 
$1,969,602 for the same months in 1907, 
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BOSTON ELEVATED. 


The annual report of the Boston Ele- 
vated Railway Company for the year 
ended September 30, 1908, shows as fol- 
lows: Gross, $14,074,696 ; expenses, $9,- 
454,386; net, $4,620,310; total increase, 
$4,620,310; charges, $2,780,246; sur- 
plus, $840,064; dividends, $798,000 ; 
surplus, $42,064, which compares with 
$33,278 for 1907. The balance sheet as 
of September 30, 1908, shows assets of 
$35,128,644 and a surplus of $2,717,980, 
which includes $2,036,900 premiums re- 
ceived from the sale of securities in 1907 
and $2,007,314 in 1908. The’ number 
of revenue miles was 51,625,143 and the 
passengers carried 273,132,584, 


KANSAS CITY RAILWAY AND LIGHT. 


The report of the Kansas City Railway 
and Light Company for the month of 
September and four months ended Sep- 
tember 30, 1908, is as follows: September 
gross, $537,301: expenses, $289,330 ; 
September net, $247,971; charges and 
taxes, $155,181 ; September surplus, $92,- 
790, as against $115,786 for September, 
190%. Four months’ gross, $2,113,813; 
expenses, $1,212,137; four months’ net, 
$901,706; charges and taxes, $620,530; 
four months’ surplus, $281,176, compar- 
ing with $394,937 for the corresponding 
period of 1907. 


ELECTRICAL SECURITIES CORPORATION, 

The Electrical Securities Corporation, 
which is the holder of mortgage bonds of 
certain electric railway, light and power 
companies, has issued its report for the 
year ended October 31, 1908. The profit 
and loss account shows as follows: Bond 
interest received and accrued, $292,279 ; 
dividends on stocks, $56,735 ; total, $349,- 
014; collateral trust bond interest, $137,- 
712; interest general account, $17,672; 
expenses, $52,811; total expenses, $208,- 
195; net profit, $110,819; profits from 
sale of securities, $4,101; total net profit, 
$144,920; previous surplus, $868,885 ; to- 
tal surplus, $1,013,805, decrease in value 
of assets, $402,594: baalnce, $611,211; 
preferred dividend, $50,000 : profit and loss 
surplus, $561,211, as against $868,886 for 
the year 1907. The statement of assets 
and liabilities as of November 1, 1908, 
shows total assets of $8,166,893, compared 
with $7,443,826 for the previous vear. 


INTERNATIONAL RAILWAY COMPANY, 


The International Railway Company of 
Buffalo, N. Y., report as filed at Albany 
for the quarter ended September 30, 1908, 
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is ag follows: Gross, $1,349,900; expenses 
and taxation, $798,102; net, $551,798; 
other inereases, $6,052; total increases, 
$557,850; charges, $224,768; surplus, 
$333,082, as compared with $415,389 for 
the corresponding quarter of 1907. The 
assets are given as follows: Cost of road, 
$31,536,025; interest and dividends re- 
ceivable, $7,291; material and supplies. 
$386,053 ; cash assets, $436,293; accounts 
receivable, $608,271; International Trac- 
tion Company car trust license account, 
1,349,389 ; funded debt of other corpora- 
tions, $360,000; stock of other corpora- 
tions, $61,200; special deposits, $106,852 ; 
prepayments, $62,526; grand total, $34,- 
913,903. Liabilities—Funded debt, $10,- 
858,000; current liabilities matured and 
unpaid, $164,739; current liabilities un- 
matured, $534,272; loans, International ` 
Traction Company, $4,672,593; reserve 
for replacement and renewals, $91,322; 
other reserves, damages, $190,136 ; stocks, 
International Traction Company car ac- 
count, $697,249; real estate mortgages, 
$38,850; common stock, $16,320,500 ; cor- 
porate surplus, $1,346,239; grand total, 
$34,913,903. 

The Crosstown Street Railway of Buf- 
falo, which is controlled by the Interna- 
tional Railway Company of Buffalo, re- 
ports for the quarter ended September 30 
as follows: Gross, $167,933 ; expenses 
and taxation, $101,759; net, $66,174; 
charges, $37,175; surplus, $28,995, as 
against $38,088 for the same quarter of 
1907. 


FONDA, JOHNSTOWN AND GLOVERSVILLE. 


Fonda, Johnstown and Gloversville’g re- 
port, as filed at Albany, N. Y., for the 
quarter ended September 30, 1908, shows 
as follows: Gross operating revenue, 
$224,720; operating expenses, $100,205; 
net operating revenue, $124,515; other net 
revenues, $2,244; total net revenue, $126,- 
709; taxes accrued, $8,250; operating in- 
come, $118,509; other income, $4,862; 
gross income, $123,371; charges, $85,907 ; 
net income, $37,464, as against $53,615 
for the corresponding period of 1907. The 
cash on hand September 30, 1908, was 
$32,581; profit and loss surplus, $479,- 
769. 


AMERICAN TELEPHONE. 

The net earnings of the American Tele- 
phone and Telegraph Company for Octo- 
ber and ten months ended October 31, 
1908, are as follows: 

Month of October: Dividends, $2,516,- 
041; interest and other revenues, $789,- 
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921; telephone traffic . net, $491,887 ; 
real estate, $15,382: other sources, $81,- 
493 ; total earnings, $3,895,223 ; expenses, 
$164,305 ; net, $3,730,918 ; interest, $666,- 
100; balance for dividends, $3,064,809, 
which compares with $2,568,707 for Oc- 
tober, 1907. January 1 to October 31— 
Dividends, $12,550,557 ; interest and other 
credits, $8,087,075; telephone traffic, net, 
$3,473,494; real estate, $135,516; other 
sources, $647,908; total earnings, $24,- 
894,552; expenses, $1,736,060; net, $23,- 
158,492; interest, $6,380,746 ; balance for 
dividends, $16,777,746; dividends, $9,- 
229,624; surplus, $7,488,122, against 
$5,822,790 for the same months of 1907. 


NORTHERN OHIO TRACTION. 


The report of the Northern Ohio Trac- 
tion and Light Company for the month of 
October and ten months ended October 31 
is as follows: October gross, $157,532; 
expenses, $90,238; October net, $67,374 ; 
charges, $43,779; October surplus, $23,- 
495, an increase of $9,274 over the cor- 
responding figure for 1907. Ten months’ 
gross, $1,579,081; expenses, $913,301; 
ten months’ net, $665,780 ; charges, $435,- 


783; ten months’ surplus, $229,997, as- 


compared with $263,257 for the preceding 
year. 


SE 


SUSQUEHANNA RAILWAY LIGHT AND 
POWER. 

The Susquehanna Railway, Light and 
Power Company’s report for the year 
ended June 30, 1908, shows as follows: 
Receipts from subsidiary companies, in- 
terest on bonds owned, etc., $551,479; 
‘terest on bonds and dividends on stocks 
of subsidiary companies, $244,980 ; bal- 
ance available for dividends, $306,499 ; 
dividends, 131,632; undivided surplus, 
$174,867. The surplus available for div- 
idends is equal to five per cent on the 
preferred stock and 2.5 per cent on the 
common stock. 

During the year a sum in excess of one 
million dollars was authorized and ex- 
pended for extensions, additions and bet- 
terments to the various properties, which 
expenditures were authorized to meet ab- 
colute requirements made necessary by in- 
creased business. 


UNITED RAILWAYS OF ST. LOUIS. 
The report of the United Railways of 
st. Louis for the month of October and 
ten months ended October 31 shows as 
‘follows: October gross, $919,914; ex- 
penses, $572,325; October net, $377,589 ; 
charges, $233,846 ; October surplus, $143,- 
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743; ten months’ gross, $8,810,538; ex- 
penses, $5,645,405; ten months’ net, 
$3,165,133; charges, $2,321,176; ten 
months’ surplus, $843,957, a decrease of 
$22,013 over the preceding year. 


GALVESTON-HOUSTON ELECTRIC. 


The report of the Galveston-Houston 
Electric Company for the month of Sep- 
tember and twelve months ended Sep- 
tember 30, 1908, is as follows: Septem- 
ber gross, $91,790;- expenses, $46,620; 
September net, $45,170; charges and 
taxes, $17,450; balance, $27,720; sinking 
fund, $2,670; September surplus, $25,- 
050, a decrease of $164 over September, 
1907: twelve months’ gross, $1,060,002 ; 
expenses, $620,378; twelve months’ net, 
$439,624: charges and taxes, $209,812; 
balance, $229,812; sinking fund, $31,- 
42%; twelve months’ surplus, $198,385. 
a decrease of $6,393 as compared with 
the preceding year. 


SEATTLE ELECTRIC. 

The report of the Seattle Electric 
Company for the month bf September 
and twelve months ended September 30 
shows as follows: September gross, 
$385,946; expenses, $209,952; September 
net, $175,994; charges and taxes, $86,- 


(01; balance, $89,993; sinking fund, 


&7,344; September surplus, $82,649, an 
increase of $15,839 over September, 1907. 
Twelve months’ gross, $4,425,520; ex- 
penses, $2,670,185; twelve months’ net, 


~ $1,818,335; charges and taxes, $965,519 ; 


balance, $852,816; sinking fund, $88,- 
5%9 ;. twelve months’ surplus, $764,237, a 
decrease of $20,641 as compared with the 
corresponding period of 1907. 


DALLAS ELECTRIC. 


The report of the Dallas Electric Cor- 
poration and subsidiary companies for 
the month of September and twelve 
inonths ended September 30 shows as 
follows: September gross, $95,842: ex- 
penses, $63,080; September net, $32,- 
762: charges and taxes, $24,623 ; balance, 
$8,139; sinking fund, $3,333; September 
surplus, $4,806; twelve months’ gross, 
$1,148,061; expenses, $772,430; twelve 
months’ net, $375,631; charges and taxes, 
£313,411; balance, $62,220; sinking 
fund, $40,000; twelve months’ surplus, 
$22,290, a decrease of $3,376 as compared 
with the surplus for the previous year. 


MINNEAPOLIS GENERAL ELECTRIC. 
The report of the Minneapolis General 
Electric Company for the month of Sep- 
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tember and twelve months ended Septem- 
ber 30 shows as follows: September 
gross, $81,898; expenses, $34,413; Sep- 
tember net, $47,485; charges and taxes, 
$32,310; September surplus, $15,175; 
twelve months’ gross, $973,993 ; expenses, 
$432,362; twelve months’ net, $541,631; 
charges and taxes, $365,542; twelve 
months’ surplus, $176,089, a decrease of 
$29,190, as compared with the figure 
for the preceding year. 


INTERBOROUGH RAPID TRANSIT. | 


Interborough Rapid Transit report, as 
filed with the Public Service Commis- 
sion, for the quarter ended September 30, 
1908, shows as follows: July 1 to Sep- 
tember 30—gross, $5,328,887; expenses, 
$2,675,709; net, $2,653,178; other in- 
come, $337,175 ; total income, $2,990,352 ; 
interest on funded debt, $500,000; prop- 
erty taxes, $87,627; special franchise 
taxes, $310,000; balance, $2,092,726; 
rentals, $1,998,429; discounts and ex- 
penses, $3,108; surplus, $91,189, a de- 
crease of $115,902 over the corresponding 
quarter of 1907. The income accounts 
of the two divisions of the Interborough 
Rapid Transit Company, showing the 
amount contributed by each toward the 
quarter’s earnings, follow: Main divi- 
sion—gross, $3,093,838; expenses, $1,- 
587,198; neb, $1,506,640; other income, 
$129,330; total income, $1,635,970; 
property taxes, $72,627; special franchise 
taxes, $310,000; balance, $1,253,343 ; 
rentals, $1,462,656; deficit, $209,313. 
Subway division—gross, $2,235,049; ex- 
penses, $1,088,511; net, $1,146,538 ; other 
income, $207,845; total income, $1,354,- 
383; interest on funded debt, $500,000; 
property taxes, $15,000, balance, $839,- 
383; rentals, $535,773; discount and 


expense, $3,108 ; surplus, $300,502. 


ede 
Purdue Students’ Inspection Trip. 


About seventy students, members of the 
senior class in the electrical department 
of Purdue University, were the guesis of 
the Fort Wayne Electric Works Company 
on November 11. During the day after 
inspecting the Fort Wayne plant the party 
visited the plants of the Hoffman Street 
Lamp Company and the power plant of 
the Fort Wayne & Wabash Valley Trac- 
tion Company. Prof. C. F. Harding, 
Prof. H. T. Plumb and W. T. Small, of 
the Purdue electrical faculty, accom- 
panied the students. 
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ALTERNATING CURRENTS AND 
THEIR APPLICATIONS. 


BY EDSON R. WOLCOTT. 


(Part IX.)—POLYPHASE 
CURRENTS. 


CHAPTER I. 


CURRENT AND VOLTAGE RELATIONS IN THE 
Y SYSTEM. 


The relation between the electromotive 
force generated in one coil of a Y or star- 
connected, three-wire, three-phase system 
and the potential difference between the 
two transmission wires connected to their 
terminals is determined as shown in Fig. 
2g. AO, OB and OC represent the three 
electromotive forces generated in each of 
ihe coils A, B and C of Fig. 25. They 
are 120 degrees out of phase with each 
other, just as the currents are. The po- 
tential difference between any two trans- 
mission lines is the resultant of the elec- 
tromotive forces generated in the two 
coils connecting them, as represented in 
Fig. 25, printed last week. There, A, B 
and C represent the coils, and the poten- 
tial difference between mains 1 and 3 is 
equal to the resultant of the electromo- 
tive forces generated in coils A and B. 
It is, in fact, equal to the difference be- 
tween the electromotive force generated 
in A and that generated in B when the 
difference in phase between the two 1s 
taken into consideration. 

Let OA in Fig. 28 equal the eleetro- 
motive force generated in coil A and OB 
that generated in coil B. The sum of 
the two is equal and opposite to OC, but 
OB—OA is the resultant of OB and 
OF, since OF = — OA. If the posi- 
live sign represents action in one direc- 
tion the negative represents action in the 
opposite direction. The resultant, there- 
fore, of OB and — OA equals that of 
OB and OF, or OD. It can be shown 
mathematically that DO = V3 OB. 

If Ob = E the electromotive force 
generated in each coil, and FE’ that be- 
tween two mains, or DO, then 

E =E Y3. 
The current flowing in the mains is the 
game as that flowing in the coils. 


CURRENT AND VOLTAGE RELATIONS IN 
A SYSTEM. 

If the lines AO, OB and OC of Fig. 
28 be used to represent a current of 
strength I flowing in each of the ceils 
of a three-phase, three-wire delta-con- 
nected system, then in a similar manner 
the current in the mains will be found 


to be I V3. The electromotive force be- 
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{ween the mains is the same as that across 
the coils. 


RECEIVING CIRCUITS FOR POLYPHASE 
CURRENTS. 

Unless otherwise stated, it is always 
assumed that the load on a polyphase 
system is balanced ; that is, equal amounts 
of power are drawn from each circuit. 
The method of connecting receiving 
circuits for accomplishing this is prac- 
tically a reverse method of that of the 
generating connections. In a two-phase, 
řour-wire system containing motors at 
ihe receiving end the windings of the 
latter would correspond to those of the 
generator, each of the two phases taking 
its share of the load. 

In a three-phase system the motors 
would have three separate windings and 


D 


A 


FIG. 28.—DETERMINATION OF ELECTRO- 
MOTIVE FORCE IN ONE PHASE OF 
Y-CONNECTED THREE-PHASE 
SYSTEM. 


C 


each phase would take its share of the 
load. f 

When electric lights are connected’ in 
a polyphase system they are so arranged 
that each phase carries the same number, 
thus maintaining the balance. For ex- 
ample, if twelve lamps are to be con- 
nected to a three-phase system, such as 
was illustrated in Fig. 25, four would be 
connected between mains 1 and 2, four 
between mains 2 and 3 and four between 
mains 3 and 1. 


TOWER IN POLYPHASE SYSTEMS. 


The current flowing through each re- 
ceiving circuit of a three-phase, Y-con- 
nected system is the same as that in the 


main, but the voltage 1s = of that be- 
V 


tween the mains. Representing the latter 
bv E and the former by I, the energy 
delivered to one phase of the receiving 
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e aa E 
arcuit is or and that delivered to all 


three phases is a: or V3 IE. 
a3 
In the A system of connection, let the 


voltage between the mains, which is the 
same as that over the coils, be repre- 
sented by E. The current flowing in the 


coils is - A of that in the main, and the 


cnergy delivered to each phase of the 
receiving circuit is therefore the same as 


in the Y-connection, that is, LA giving 


a total of IEV3 for all three phases, as 
before. These calculations are made with 
the assumption that the load is not re- 
active, the power being factor unity. If 
this is not the case, then the total energy | 
delivered is represented by 
W = IEV3 cose, 

where cos is the power-factor. 
ECONOMY OF POLYPHASE TRANSMISSION. 


Not only is there an advantage in the 
operation of motors from polyphase cir- 
cuits as compared to the use of single- 
phase transmission lines, but there is 
ilso a saving in the copper necessary to 
transmit a given quantity of energy, as 
is shown by the following calculation: 

The current in one coil of a delta wind- 
ing of a three-phase generator is equal 


- of that of the current I in the line, as 


already stated. The energy absorbed in 


one coil equals = where E equals the 


voltage between two lines, and the energy 


ubsorbed in all three coils equals IE V3. 
With the Y-connection the power deliv- 
ered is the same as already stated. Let 
the resistance of one line be r, with a 
current I flowing, the loss in transmis- 
sion in all three lines is 3I’r. Consider 
a single-phase system transmitting the 
eame power and let x equal the resistance 
of one line; 2x is then the total resist- 
ance. The voltage being E, the current 
will be V3 I, and the loss will be 6 Tx. 
If the losses are the same in the single- 
phase and three-phase systems 
61x = 8 Tr 

or x= Wr; 

that is, the resistance of one of the two 
wires of the single-phase system will have 
one-half the resistance of one of the wires 
of the three-phase system. It appears, 
then, that the total weight of copper re- 
quired to transmit the same energy on 
a three-phase system is three-quarters of 


that required on a single-phase system. 
[To be continued.] 
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Association of Car-Lighting Engineers. 


Wednesday and Thursday Sessions. Election of Officers. Trip to Milwaukee. 


Although its first convention, the meet- 
ing of the Association of Car-Lighting 
Engineers held in Chicago during the five 
days ending Friday, November 20, dem- 
onstrated by attendance and interest the 
important and useful part the association 
is to take in the railroad and electrical 
fields as the art of electric train-lighting 
progresses. The sessions of the conven- 
tion were held in the German Room of 
the Grand Pacific Hotel, and a number 
of manufacturers occupied adjacent par- 
lors with exhibits of a character interest- 
ing to the car-lighting engineers. ‘The 
banquet in the hotel dining room on 
Wednesday evening proved the high- 
water mark in point of attendance, about 
200 members, associates and guests being 
present. 

Among the papers read and reports 
submitted during the first two days of the 
convention, as reported in full in the 
ELECTRICAL REVIEW AND WESTERN ELEC- 
VRICIAN of last week, were the following: 

Monday morning—‘The History of 
Car Lighting,” by Patrick Kennedy. 
“The History of Axle Lighting,” by W. 
L. Bliss. Monday afternoon—Report of 
the committee on “The Care and Mainte- 
nance of Storage Batteries,’ by F. R. 
“Railway Train Light- 
ing,’ written by the late A. H. Bauer in 
1892, 
committee on “Straight Electric Light- 
ing’? by CL W. 


port of the committee on “Organization 


Frost, chairman. 
Tuesday morning—Report of the 


Bender, chairman. Rce- 
and Svystemization in Connection with 
Electrically Lighted Trains,” by E. W. 
Jensen, Chairman. 

On Wednesday the association listened 
to the report of the committee composed 
of C. R. Gilman, Fred MeGary and W. D. 
Bliss, on the subject of *THead-Hud Light- 
ing of Passenger Trains.” 

{rain 
hehting, the paper defined as a system 


A head-end system of electric 
in which current for all the lamps in the 
train is derived from a comparatively 
large dynamo at the head end of the train. 
This may be, first, a steam-driven dy- 
namo situated on the locomotive: second, 
a dynamo situated in the baggage car, op- 
crated bv a belt from the car-truck axle; 
third, a steam-driven dynamo situated in 
the baggage car. The same gencral de- 
tails go with each of these systems and 


each requires the storage battery as an 
auxiliary. 

Taking up these systems in detail, there 
are: 

First—Dynamo on locomotive, driven 
by steam turbine. There are at least 
two systems of this type on the market, 
worked out in detail and ready to demon- 
strate their efficiency as a means to elec- 
tric-light trains. They are more or less 
automatic in their operation and aim to 
reduce the personal equation in the han- 
ling to a minimum. 

Second—Large = axle-driven 
situated in baggage car. 


dynamo 
This svstem is 
being worked out by one railroad, and its 
designer believes in it thoroughly. He ts 
using a double-belt drive. Another ar- 
rangement of driving the dynamo has 
been worked out by a well-known car- 
lighting company. These systems are re- 
ducing the automatic features to a mini- 
mum, and this committee is inclined to 
agree With them, as past history, if ob- 
served, is not impressive as to the value 
of automatic devices operating in railroad 
service. 

Third—Turbine-driven dynamo in bag- 
gage car. This system is more generally 
understood and is in use on quite a num- 
ber of prominent railroads with fairly 
good results. In most cases it is being 
used in connection with gas or oil as an 
auxiliary light and has proven very cco- 
nomical. 

A valuable feature of this report was 
in-itemized statement of the expense in- 
curred by a certain large railroad, operat- 
ing 900 cars over 7,500 miles of track, 
in changing over to the head-end svstem 
of eleetrie lighting, using turbines deriv- 
ing steam from the lecomotive boiler, and 
several large batteries in each train. The 
investment was summed up to be $577,- 
139 for equipping 12L baggage cars with 
turbine sets and installing wiring and 
storage cells in other cars. This invest- 
ment, while very large, the committee 
thought to be a fair estimate. and believed 
that no other system could be employed 
for the same amount. It has been in use 
for a number of years and has proven its 
rehabihty. A table submitted, showing 
the failures of this svstem on the Chicago, 
Milwaukee & St. Paul Railroad, operat- 
ing 183 electrically-lighted cars in nine- 
teen trains, indicated an average duration 


without light of only forty-one and one- 
half seconds per car per day. 

The committee on lamps, composed of 
J. J. Hack, J. M. Schilling, A. J. Far- 
relly and Ward Barnum, had been in- 
structed to gather information and data 
regarding the present lamp practice in 
car lighting and the latest development 
of incandescent lamps for this service, and 
to prepare a report on the comparative 
merits of carbon, tantalum and tungsten 
lamps. It was found that in the past the 
car-lighting lamp business was not suffi- 
cient to warrant any particular manu- 
facturer to give the necessary attention 
for its development, especially inasmuch 
as there are now over twelve different 
voltages in use on the various roads, rang- 
ing from fifteen to 110 volts, and also a 
like variation in candlepowers., 

The report submitted a number of 
tables showing volts, candlepower, fila- 
ment, shape of bulb and useful life of a 
number of carbon, tantalum and tungsten 
lamps available for train lighting. | 

Tungsten lamps of low candlepowers 
cannot be made at present for the sixty- 
volt system, for the reason that the fila- 
ment would be too delicate to stand the 
vibration of the car. However, tests on 
these lamps have been very satisfactory, 
and indications are that they may be used 
similarly to the carbon lamps for train 
lighting. Sufficient data have been ob- 
tained to show that should any fault de- 
velop it can be entirely overcome. 

Tt was found impossible to place the 
tungsten support in the small G-12 bulb 
used in berth lighting, and to draw the 
neck small enough to be fitted with a 
candelabra lamps 
The snap tock 
of the berth receptacle is another feature 
that must be taken into account in con- 
sidering the possibility of using tungsten 
as a high-efficiency berth lamp, on account 
of jar. 


base. Furthermore, 


could not be made tipless. 


The committee of the lamp manufac- 
turers appointed to investigate thoroughly 
the requirements of train-lighting lamps 
at about the same time the association’s 
lamp committee was named, tendered the 
suggestion that it would be possible to 
change the voltage of the different sys- 
tems now in use so as to reduce them to 
one or two standards, say, a range from 
twenty-five to thirty-two volts normal for 
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the low-voltage standard and a range 
from fifty-five to sixty-two volts normal 
for a high-voltage standard. The next 
question arising would be the standard 
unit to be used in car lighting. Another 
matter is that of abolishing all special 
lamps excepting the berth lamp and per- 
haps two other types, these lamps to be 
used in all cases where special lamps are 
now used. 

The lamp committee’s report concluded 
with a number of curves furnished by the 
engineering department of the National 
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author advised the use of lighter colors 
for finishing the interiors of railroad cars. 

In response to the inquiries of a num- 
ber of the members, W. E. Ballentine of 
the Rock Island Railroad recounted the 
experience of his company with Cooper 
Hewitt mercury-vapor lamps for lighting 
mail cars. At a cost of $5.35 per car- 
month for maintenance, these lamps, he 
said, gave an illumination 570 per cent 
greater than that obtained with gas. The 
average life of a tube in this service is 
9,000 hours. The lighting svstem is car- 
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queters listened to a number of toasts, 
with Godfrey H. Atkin, of the Electric 
Storage Battery Company, presiding at 
the speakers’ table. Toasts were given as 
follows: 

“Our Association,” President A. J. Far- 
relly, Electrical Engineer, Chicago & 
Northwestern Railway; “Car Lighting 
from an Operating Standpoint,” George 
IJ. Groce, Superintendent of Telegraphs, 
Illinois Central Railroad; “Small Begin- 
nings,” R. Quayle, Superintendent Motive 
Power, Chicago & Northwestern Rail- 


BANQUET OF ASSOCIATION 


} 
J 


Electrie Lamp Association, showing com- 
parative performances of carbon, tantalum 
and tungsten lamps. One of these was 
especially interesting and showed the 
saving of one twenty-four-candlepower 
tungsten over carbon and tantalum of 
equivalent candlepowers for various costs 
of power per kilowatt-hour. 
Mr. H. C. Meloy’s paper on “Illumina- 
tion,” tendered as the report of the com- 
mittee of which he is chairman, contained 
the results of a number of tests of the 
illumination of car interiors with various 
kinds and arrangements of lights. The 


OF CAR-LIGHTING ENGINEERS, GRAND PACIFIC 


EVENING. NOYEMBER IS. 


ried out with fiftv-five volts, and on ac- 
count of the marginal property of the 
mereury-vapor tube, which prevents its 
operation unless a certain potential is im- 


` pressed across the terminals, there is no 


danger of running down the storage cells 
to exhaustion or sulphation. 

On Wednesday evening the annual ban- 
uet of the association was held in the 
great dining room of the Grand Pacific 
Hotel. Almost two hundred members, as- 
sociates and guests attended and enjoyed 
the excellent and well-appointed service. 
Following the gustatory courses the ban- 


HOTEL, CHICAGO, WEDNESDAY 


way; “Buyer and Seller,’ Colonel J. T. 
Dickinson, Bliss Electric Car Lighting 
Company. 

The formal programme was interrupted 
by G. W. Murray, of the Southern Pacific, 
who, on behalf òf the association, pre- 
sented President Farrelly and Sccretary 
Colegrove with handsome watch-fobs in 
recognition of their services to the organ- 
ization. 

On Thursday morning two papers re- 
mained for discussion by the convention 
and the executive session that had been 
planned was postponed until the after- 
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noon. The report of the committee on 


“Practicability of Electric Lighting of 
Steam-Railway Cars by Straight Storage 
Systems of Lighting,” was presented by 
W. E. Ballentine, chairman of the com- 
mittee of which C. J. Causland and R. C. 
Shaal were the other members. 

The efficiency of the straight-storage 
system, say the committee, is higher than 
that of any of the other systems. The 
energy is generated with large, efficient 
units and is transferred to the lamps in 
the most efficient manner. There is 
neither slippage of belts nor wasted en- 
ergy, as the greatest part of all the en- 

ergy produced is utilized for the purpose 
intended. The battery is not overcharged 
when not necessary. In this connection 
we must also consider the fact that the 
straight-storage equipment is considerably 
lighter than the other equipments and 
does not utilize as much energy on the 
road. In the head-end system the energy 
is taken direct from the locomotive boilers 
to the generator, and in the axle system 
the energy is transmitted from the boiler 
to the engine, to the train, and through 
the belt to the axle machine. 

The cost of maintenance depends largely 
on the simplicity and efficiency of the 
system. In the straight-storage system 
the power plant is stationary and at all 
{imcs under supervision, which, naturaily, 
will tend to make the maintenance low. 
The life of the power plant is much 
longer and the maintenance is much 
lower than in the other two systems whiere 
the power plant is applied to the train 
and carried back and forth, therefore be- 
ing subject to considerable strain on ac- 
count of the jarring. In the straight- 
storage system the battery is used to its 
best advantage and is subject to less abuse 
than with other systems. It will there- 
force give considerably longer life in this 
kind of service and: will run with less 
attention. The battery does not receive 
constant overcharging and overdischarg- 
ing, causing blowing out of the active ma- 
terial, sulphating, and buckling of plates. 
The battery is brought up on every charge 
to the normal point, and, as a rule, is 
not exhausted on discharge, which very 
frequently will happen in the other meth- 
The straight-storage method will 
work the battery in a regular routine, 
which naturally gives the most efficient re- 
sults, and will seldom go to extremes in 
charging and discharging. 

The principal advantage in operating a 
straight-storage system is the necessity of 
assigning cars to regular runs and of al- 


ods. 
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lowing a sufficient layover for the same 
between runs in order that the batteries 
may be properly charged. Ordinarily it 
takes from six to eight hours to charge 
the batteries, the time depending on the 
length of the previous run and also on the 
charging current available. The next ob- 
jection to straight storage would be the 
time-factor, that is, the battery will give 
only a certain number of car-lighting 
hours, which makes it impossible to use 
this system on long through runs. An- 
other serious objection is the impossibility 
of keeping a constant lamp voltage, which 
has tendency to greatly shorten the life 
of the lamps. 

The straight-storage system of lighting, 
the committee concludes, is only prac- 


ticable where the total car-lighting load, 


expressed in ampere-hours, does not ex- 
ceed at the most seventy-five per cent of 
the rated capacity of the battery. In 


other words, this means that a factor of 


safety of at least twenty-five per cent 
must be allowed to take care of any con- 
tingency which might arise from some un- 
known cause. 

A complete analysis of modern axle- 
driven generating systems was presented 
by Chester Terry, chairman of the com- 
mittee on “Axle-Lighting.” He described 
several well-known systems of axle light- 
ing, giving a brief description of the 
methods of regulation and the distinctive 
features of the various devices as follows: 

“The United States equipment has a 
shunt-wound generator with one and one- 
half kilowatts capacity at fifty or sixty 
volts. The generator regulation is ac- 
complished by varying the pressure on a 
pile of carbon discs in the field circuit 
by means of a solenoid which carries the 
generator current. 

“The Newbold device consists of a 
shunt-wound generator of 2.4 kilowatts 
capacity at thirty or sixty volts, and a 
regulator having a field rheostat which is 
operated by the pull of a solenoid core 
opposed by an adjustable weight, the ac- 
tion being for any increase in generator 
current to pull in more resistance in the 
field rheostat. The solenoid has two 
windings; one carrying the machine cur- 
rent and the other, which is wound in 
opposition to the first, carrying the lamp 
current, so that when the lamps are turned 
on, the generator output is increased in 
proportion to the lamp load. 

“The Bliss Type F equipment consists 
cf a shunt-wound generator of three kilo- 
watts capacity at thirty or sixty volts, and 
a regulator which has two permanent re- 
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sistances in multiple with each other, and 
in series with the field winding. Each 
one of these resistances is short-circuited 
by a carbon-pencil contact. The lower 
carbons are mounted on solenoid cores. 
The main winding of the solenoids car- 
ries the generator current and the second 
windings the lamp current. The solen- 
cids thus control the pressure on the car- 
bon-pencil contact and vary the degree of 
short-circuiting of the permanent resist- 
ances in the field circuit; the action being 
ilo maintain a constant generator current 
with an increase when the lamps are 
turned on. A permanent resistance being 
cut in series with the lamps when the 
generator starts to operate. 

“The regulation in the Bliss bucker is 
accomplished by inserting counter-electro- 
motive forces in the field circuit of the 
generator and in the lamp circuit. The 
bucker consists of a motor connected 
across the generator mains and mounted 
on the same shaft with the bucker proper. 
This is composed of an armature having 
two separate windings and two commu- 
tators, and is excited by a series field 
which carries the battery-charging cur- 
rent. The speed of the bucker is prac- 
tically constant under a load, so that the 
counter-electromotive force in the field cir- 
cuit and in the lamp circuit are very 
nearly proportional to the battery-chatg- 
ing current. It will thus be seen that the 
principle is to maintain a constant bàt- .- 
tery-charging current at all times in addi- 
tion to supplying the lamp load direct 
from the generator. The current regula- 
tion effected is fairly close, but varies 
considerably for different train speeds, 
owing to the fact that successive increases 
in battery-charging current are necessary 
{o cause corresponding increases in the 
counter-electromotive force in the field 
circuit. As the counter-electromotive 
force in the lamp circuit is proportional 
to the battery-charging current and is not 
dependent directly on the actual battery 
voltage, it is evident that variations of 
battery voltage during charge and from 
other causes previously mentioned will 
cause a considerable variation in lamp 
voltage. 

“The Consolidated Type D equipment 
consists of a three-kilowatt generator at 
thirty or sixty volts, and the regulation 
is accomplished by a rheostat in the field 
circuit which is automatically operated to 
maintain a constant current with an in- 
crease proportional to the lamp load. 
The current regulation accomplished is 
very close and is constant for all train 
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speeds. The lamp regulation is main- 
tained with a variation of one to one-and- 
one-half volts, by means of an automat- 
ically operated rheostat in the lamp cir- 
cuit. A high-resistance electromagnet is 
connected across the lamp circuit and op- 
erates by means of a small motor and suit- 
able mechanical devices to cut in or out 
resistance in the lamp circuit on a very 
small voltage variation. This means of 
regulation is positive and maintains the 
lamps at normal voltage regardless of any 
change of conditions in other parts of the 
system. The only deficiency in this reg- 
ulation is that its action is not instanta- 
neous. When a considerable number of 
lamps are turned on or off a few seconds 
are required for the rheostat to readjust 
itself. l Eo | 

“An improvement on this regulator has 
recently been brought out which acts on 
the principle of a recording ampere-hour 
meter, and records the charge and dis- 
charge of the battery on a paper roll, giv- 
ing a complete record of the performance 
Gf the apparatus as well as indicating the 
number of hours’ charge in the battery at 
any time. It charges the battery at its 
normal rate until about twenty-five per 
cent overcharged, and then automatically 
cuts out the generator or cuts it down to 
a very small current, as desired. As soon 
_ as the lamps are burned for half an hour 
the generator is again cut into service. 
When there is but an hour’s charge at the 
normal rate left in the battery, all lights 
except an emergency circuit are cut out, 
end when one and eight-tenths volts per 
cell is reached the lights are all cut out. 
The battery is thus charged at its normal 
rate and is protected from overcharge and 
overdischarge, which is certain to add 
materially to its life. No change of ad- 
justment of the generator current is nec- 
essary when a car is transferred from a 
nearly all-daylight run to an all-night 
run, as the different conditions resulting 
are taken care of automotically.” 

An executive session, attended only by 
active members, was held on Thursday 
afternoon for the election of officers and 
the transaction of other business. The 
former officers and committees were re- 
elected in nearly every case. The present 
list of the officers and the executive com- 
mittee stands as follows: 

President, A. J. Farrelly, Chicago & 
Northwestern Railway; vice-presidents, 
A. J. Collett, Union Pacific Railway, C. 
W. Bender, Pennsylvania Railroad; Sec- 
retary and Treasurer, G. B. Colegrove, 
Illinois Central Railroad. 
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Executive Committee—H. C. Meloy, 
Lake Shore & Michigan Southern Rail- 
way; A. C. Terry, “Soo Line; G. W. Mur- 
ray, Southern Pacific Railway; O. W. Ott, 
0. S. L.; D. J. Cartwright, Lehigh Val- 
ley Railroad; C. R. Gilman, Chicago, Mil- 
waukee & St. Paul Railroad. 

A smoker on Thursday evening prac- 
tically closed the convention, although a 
number of the members stayed over to 
visit Milwaukee on Friday, inspecting the 
factories of the Bliss Car Lighting Com- 
pany, the Cutler-Hammer Manufacturing 
Company and the Allis-Chalmers Com- 
pany, and the shops of the Chicago, Mil- 
waukee & St. Paul Railroad. 

The second annual convention of the 
Association of Car-Lighting Engineers 
will be held at Chicago, Ill., October 5 to 
8, 1909. 

Among the railroads represented at the 
convention were: 

Illinois Central, G. B. Colegrove, E. W. 
Jansen, J. C. McElru, G. M. Crownover, 
F. G. Colwell, J. M. Barrowdale, A. L. 
Chapin, G. H. Groce, M. J. Clark; Chi- 
cago & Northwestern, A. J. Farrelly, W. 
S. Berry; “Frisco” System, R. N. Mas- 
sey, C. A. Pinyerd; Southern Pacific, G. 
W. Murray; Lehigh Valley, D. J. Cart- 
wright; Big Four, J. E. Gunnesse; B. O. 
& S. W., C. H. Charlton; L. S. & M. S., 
J. P. Puette, M. E. Seymoùr, H. C. 
Meloy, E. A. Humphrey ; Missouri Pacific, 
R. W. Bowler; Pennsylvania, C. W. Ben- 
der, O. H. Davis, J. Cosland, C. Canstad ; 
L. & N., J. R. Smith, S. Y. Culley; Union 
Pacific, A. J. Collett; “Alton,” C. L. 
Abrams, J. F. Bigelow, C. W. Eisen- 
mann; “Santa Fe,” S. W. Everett, F. R. 


Frost; C., M. & St. P, C. R. Gilman, 
W. O. Davies, H. J. Frank, Ẹ. Hiscox; 


“Soo” Line, Chester Terry; New York 
Central, A. McGary; Burlington, Fred 
McGary, H. A. Gardner; Wabash, W. A. 
Hopkins; B. & O., J. D. Brown; Rock 
Island, W. E. Ballentine, G. H. Scott, 
F. E. Hutchinson; Northern Pacific, 
W. J. Bohan; Canadian Pacific, J. A. 
Shaw; ©. & E. I, J. H. Burcham; 
New Jersey, M. C. Kershaw; Pullman 
Company, N. E. Lemmore; and other 
Members, W. R. Hungerford, Chicago; 
Dr. C. W. Gould; C. M. Perkins, Chi- 
cago; A. H. Darker, London, England. 
The following manufacturers and sup- 
ply companies maintained exhibits in the 
hotel parlors or had representatives on 
hand during the convention : 
Westinghouse Machine Company, D. C. 
Arlington, S. B. Dusinberre, Edgar Lewis, 
L. L. Johnson; Storage Battery Lighting 
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Company, E. If. Clare, Fred W. Hulme; 
Consolidated Railway Electric Lighting 
and Equipment Company, P. Kennedy, 
L. J. Kennedy, Thomas L. Mount, R. C. 
Haley, B. E. Erickson, C. A. Lathan, A. 
O. Jackson; Central Electric Company, 
J. M. Lorenz, J. E. Ham, H. W. Young, 
F. R. Bryant, Allen S. Pearl; Willard 
Storage Battery Company, T. Willard, W. 
D. Callinan, W. C. Egert; General Stor- 
age Battery Company, John L. Jones, 
S. D. Dixon; Gould Storage Battery Com- 
pany, Dr. C. W. Gould, William A. Far- 
bayne, J. Eisenwest, George C. Milne, M. 
R. Shedd, George R. Berger; Electric 
Storage Battery Company, E. H. Atkin, 
F. T. Rinder, H. E. Huet, I. B. Entz, 
H. B. Marshall; Bliss Electric Car Light- 
ing Company, W. L. Bliss, J. T. Dickin- 
eon, N. T. Sherman, Louis A. Mann, 
Edwin Tover, Jr.; Holophane Company, 
V. R. Lansingh; A. & J. M. Anderson 
Manufacturing Company, William W. 


Hincher; Buckeye Electric Company, L. 


P. Sawyer; National Electric Lamp As- 
sociation, S. E. Doane, W. F. Bauer, E. 
D. Strickland, J: R. Crowe, H. S. Hall, 
R. B. Clark; General Electric Company, 
F. W. Wilcox, J. Scribner, Henry 
Schroeder, G. C. Osborn; Western Elec- 
tric Company, J. H. Delaney; Interna- 
tional Electric Meter Company, Julian S. 
Jackson, W. W. Cheney; Bryan-Marsh 
Company, J. S. Corby, James B. Dar- 
ragh; American Distributing Company, 
P. W. Hood; Columbia Incandescent 
Lamp Company, J. G. Boyd, C. D. Old- 
ham, A. C. Garrison ; Westinghouse Lamp 
Company, B. F. Fisher, Jr., J. M. Schil- ` 
ling; New York & Ohio Company, Wil- 
liam R. Collins; Sunbeam Incandescent 
Lamp Company, T. J. Rider, Jr. 


edge 
Wireless Telephone Litigation. 
The Radio-Telephone Company of 


New York, N. Y., which operates the De 
Forest system of wireless telephony, has 
filed a bill in the United States Circuit 
Court, at Trenton, N. J., asking for an 
injunction restraining the Collins Wire- 
less "Telephone Company, of Newark, 
N. J., from infringing on patent rights 
granted to John Stone Stone, of Cam- 
bridge, Mass., for wireless telephones 
known technically as “space telephones.” 
The Radio-Telephone Company also asks 
for an accounting. .The De Forest com- 
pany is operating -under the patents 
granted to John Stone Stone, and these 
patents, it is asserted, cover the entire 
field of wireless telephony. 
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Armour Institute Branch, American In- 
stitute of Electrical Engineers. 


A very interesting paper on the selec- 
tion of a railway motor equipment was 
presented before this branch at a recent 
meeting by G. I. Stadeker. His method 
of attacking the problem, although sim- 
ple, may be interesting to many not di- 
rectly concerned in this class of work. 

Having given certain requirements to 
meet, such as the weight of equipment, 
rate of acceleration, and schedule, a num- 
ber of kinds of motors in use on similar 
installations may he considered in a pre- 
liminary determination of the required 
motor equipment. The tractive effort is 
calculated for full load at several gear 
ratios for each one. If any of these values 
correspond to the tractive effort necessary 
to produce the required acceleration these 
motors may be further considered, and 
speed-time curves, current-time curves and 
distance-time curves plotted for several 
gear ratios for each one, and from these 
the energy required to make the typical 
1un, and the time of run with each gear 
ratio is determined. Watt-hours per run 
and time of run are then plotted against 
gear ratio. The proper gear ratio is that 
one which will make the run in the fastest 
time with the least power input. This 
should be determined for each motor un- 
der consideration and the energy required 
and time of run compared with similar 
determinations for other motors. The 
final choice of motor equipment is the re- 
sult of this comparison. Having deter- 
mined the gear ratio with any motor, be- 
fore proceeding in comparison with other 
motors, it must be ascertained that the 
heating will not be excessive. The con- 
tinuous rating or the service capacity 
curves furnished by some of the leading 
motor manufacturers make this possible. 

A new system of plotting speed-time 
curves was described. The formula used 
in determining the time it will take a 
train to change its speed from any speed 
N to any other speed S + 4 V= Y is 

M4 V 


01098 A 


in which 
M == mass in tons, 
-V = increment by which speed changes, 
A == average tractive ; effort 
change of speed, 
t - -time to change from S to S. 
Substituting a range of values of A, 
keeping 4 V constant, t is calculated, and 
the values so obtained plotted against A. 
Referring to the speed and tractive-effort 
characteristic of the motor under consid- 


during 
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cration, the average tractive effort exerted 
while the train increases its speed from S 
to 8’ can be obtained, and the time to 
complete this change obtained directly 
from the curve. ‘This method has the ad- 
vantage of simplicity of application, ac- 
curacy and elimination of error in calcu- 
lation. 


ese 
Ithaca Section, American Institute of 


Electrical Engineers. 


The first meeting of the Ithaca section 
of the American Institute of Electrical 
Engineers for the college year was held 
October 30. The programme comprised 
an original paper by J. G. Pertsch on the 
general subject of “Alternating-current 
Line Losses.” Mr. Pertsch gave a sum- 
mary of the investigations which have led 
up to Ralph D. Mershon’s latest work, 
with especial reference to the researches 
conducted locally by Professor Ryan. An 
abstract of Mr. Mershon’s Atlantic City 
convention paper was delivered by W. K. 
Page. This was illustrated by lantern 
slides made for the occasion. The speaker 
brought out the essential features of the 
paper and led up to a very interesting dis- 
cussion by the members present. 

This meeting was the first held in ae. 
cordance with the plan laid out by the 
local programme committee for the year. 
The plan is briefly as follows: 

Alternate meetings will be occupied 
with discussions of the New York and 
other Institute papers and with addresses 
by prominent local and out-of-town engi- 
neers. 
rection of Prof. F. Bedell, who is also 
chairman of the entire programme com- 
mittee, invites and entertains speakers 
from outside. The other subcommittee 
known as the discussion committee, un- 
der the direction of L. F. Blume, ar- 
ranges for the abstracts and discussions. 
In order that this committee may be 
familiar with the practical experience. of 
the local members, a canvass of the entire 
junior and senior classes, comprising 
nearly six hundred men, has been made. 
Each student has been asked to write 
down on a printed form every detail of 
his practical experience. Then in pre- 
paring for a given discussion the coinmit- 
tee goes over this record, picking out the 
names of men who have had experience 
along the line of the paper under discus- 
sion. This feature’ has already proved 
of the greatest value and was not verv 
difficult to effect. 

The discussion committee intends oc- 
casionally to try an original experiment 
by having different local members inper- 


One subcommittee, under the di- 
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sonate the engineers who have discussed 
the papers at the main Institute meet- 
ing. Each will endeavor to obtain the 
point of view of the speaker, and will be 
called upon by the name of the engineer 
whom he impersonates. Two objects will 
be gained by this procedure. First, the 
spirit of the New York discussion will be 
repeated, and second, the students will 
become familiar with the points of view 
of successful engineers. 

At the present time there are three 
members and twelve associates connected 
with the Ithaca section. The secretary 
has signed the enrollment blanks for 138 
students. Altogether the work starts out 
with good promise of success, largely in- 
ereased enrollment and excellent interest. 


ee 
Sidewalk Lighting of Underground 


Engine Rooms. 

The development of the show engine 
room, with its enameled brick walls, arti- 
ficial lighting and attractively arranged 
power units, has awakened a natural in- 
terest in the improvement of conditions 
which have hitherto been considered hope- 
less. Whitewash and daylight will work 
marvels in any place. In city plants in 
particular it is all too often considered 
that lighting without artificial means 15 
an impossibility. But as a rule such en- 
gine rooms are more or less accessible to | 
the transmission of daylight if proper ar- 
rangements are provided. The refracting 
prism has in many cases solved the diffi- 
culty by throwing the light far into hith- 
erto dark and dirty corners. So, also, has 
the sidewalk-vault light, with its numer- 
ous lenses. 

The effect of such methods is well 
shown by an illustration of an engine 
room situated heneath the sidewalk which 
recently appeared in Power and the Engi- 
acer. The room is not only lighted—it 
is fairly brilliant. The sidewalk con- 
struction, which was the work of the Aber- 
thaw Construction Company, of Boston, 
Mass., consists of a series of circular 
lenses embedded in Portland cement. In 
form the lens is flat on top, the under 
side being cupped to refract the light, and 
the circumference ribbed to insure & joint 
with the cement. Twisted reinforcing 
rods are min between the lenses to give 
stability to the entire structure. This de- 
sign provides the most essential features 
in such a sidewalk—namely, the oppor- 
{unity to prevent leakage. But years of 
trial have shown that good workmanship, 
born of experience, is just as essential as 
the design in securing a result that 18 
waterproof. 
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CHICAGO ELECTRICAL SHOW. 


FOURTHT ANNUAL EXHIBITION, AT THE 
COLISEUM, JANUARY 16 TO JANUARY 30. 
THE PROMISING OUTLOOK. 


The outlook for Chicago’s Fourth An- 
nual Electrical Show, which is announced 
to open in the Coliseum, Saturday after- 
noon, January 16, and run until Saturday 
night, January 30, is the most gratifying 
in the history of these great trade ex- 
positions in America. With the show still 
two months away, more than seventy-five 
per cent of the space is sold and the list 
of exhibitors includes many of the leading 
electrical concerns of the United States 
and Canada. Much of the remaining 
space is tentatively disposed of, and there 
is every reason to believe that everything 
available will be under contract before 
December 15. | 

Chicago’s electrical shows have already 
made their record. In the face of the 
so-called financial panic of a year ago 
the show was arranged and carried 
through to a point of success far beyond 
the anticipations of the directors, and the 
exhibitors as a whole declared the show 
to be greater in gencral results than any 
of the preceding expositions of the kind. 
This was also in the face of the fact that 
the directors had the courage to carry 
out a decorative scheme for the Coliseum, 
which cost in the vicinity of $25,000. The 
same idea of decorative arrangement will 
be employed this year. 

While this year’s show will be repre- 
sentative of every branch of the electrical 
field, efforts are being made to make the 
show still more comprehensive and repre- 
sentative as a whole, particularly along 
the lines of motor-driven working exhib- 
its. Telephone apparatus and devices 
will be a leading feature, the telephone 
interests having contracted for consider- 
able space. In the meantime it is hoped 
that everything new in the electrical 
world will be on view and that the show 
will not only be a trade booster but will 
be of educational value to the general pub- 
lic. Considering the fact that the Elce- 
trical Show represents a field which rolled 
up a volume of business in the United 
States amounting to $200,000,000 last 
year, the importance of the exposition 
may be estimated. Without an exception 
the exhibitors of a year ago, notwithstand- 
ing the business depression of that period, 
reported sales that more than paid for the 
time, money and material that they put 
in the show. 

Among the companies that have al- 
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ready contracted for space are the follow- 
ing: Crane Company, Commonwealth 
Edison Company, Wagner Electric Manu- 
facturing Company, Federal Electric 
Company, Cutler-Hammer Manufacturing 
Company, Pyro One-Light Sign Com- 
pany, ELECTRICAL REVIEW AND WESTERN 
ELECTRICIAN, McDowell-Stocker & Com- 
pany, Shelton Electric Company, Lind- 
strom-Smith Company, Western Insula- 
tion Company, Murphy Electricity Recti- 
fier Company, National Battery Company, 
Perfection Vacuum Cleaner Company, 
Chicago Fuse Wire and Manufacturing 
Company, Electric Appliance Company, 
the Excello Are Lamp Company, Kellogg 
Switchboard and Supply Company, the 


Stoltz Electrophone Company, Strom- 


berg-Carlson Telephone Manufacturing 

Company, Mathias Klein & Sons, Tele- 

phony Publishing Company, Manhattan 

Electrical Supply Company, Fort Wayne 

Electrice Works, Electrical World, Benja- 

min Electric Manufacturing Company, 

Electrical Record, Central Electric 

Company, International Correspondence 

Schools, Popular Mechanics, McRoy Clay 

Works, National Electric Lamp Associa- 

tion, Chicago Pneumatic ‘Tool Company, 

Flectrocraft Publishing Company, Rob- 

bins & Meyers, Appleton Electric Com- 

pany, United Pump and Power Com- 
pany, Popular Electricity, Chicago Tele- 
phone Company, Swedish-American Tele- 
phone Company, Westinghouse Compa- 
nies, Swedish Vibrator Company, West- 
ern Electric Company, Electrical Testing 

Laboratories, Electric City, General Elec- 

tric Company, North Shore Company, 

Pacific Electric Heating Company, Elec- 

tric Storage Battery Company. 

Homer E. Niesz, under whose manage- 
ment the last two shows have been great 
successes, looked after the preliminary 
work of this year’s show, but under the 
orders of his physicians he has been 
forced to temporarily abandon work. He 
returned from the New York show last 
month, was immediately taken ill and re- 
mained in bed three weeks. IIe is now re- 
cuperating at Hot Springs, Ark. In the 
meantime his work as the head of the 
show has been taken up by John C. 
Schayer, who is well and properly known 
in the electrical field. Mr. Schayer will 
direct the preparations for the coming 
show until the return of Mr. Niesz. 

Cpe 
Block Signals for Indiana Railroads. 
The first railroad convention to be held 

under the requirements of the Indiana 

law assembled in the State House at In- 
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dianapolis on November 10. A hundred 
or more delegates, representing the super- 
intendents, operating managers and em- 
ployes of steam railroads operating in 
Indiana, were present and took an active 
part in the proceedings. Union B. Hunt, 
chairman of the Indiana Railroad Com- 
mission, in calling the meeting to order, 
stated that the object of calling the rail- 
road men together was to make a thorough 
study of railroad accidents and their 
causes, and to adopt methods to diminish 
the number of such accidents. The com- 
mission would recommend to the incom- 
ing legislature that laws be passed pro- 
hibiting the construction of any more 
grade crossings, and that the expense of 
separating grade at highway crossings 
and track elevation may be divided equi- 
tably. There are 10,000 unprotected 
highway crossings in Indiana on which 
about 100 persons are killed annually. 

The commission called the railroad 
men’s attention to a section of the trans- 
portation law passed by the last legis- 
lature, which provides that after July 1, 
1909, the railroads in Indiana must be 
equipped with and have in operation an 
approved block system for the control of 
trains. The commission urged immedi- 
ate preparation for carrying out this work, 
but it was stated that an extension of 
time would be granted where it was shown 
that an honest endeavor was being made 
to comply with the law. The commis- 
sioners stated that the law does not apply 
to electric roads, but they would recom- 
mend that the incoming legislature so 
amend the law as to require similar action 
upon the part of the electric roads. 


E a) 
New Subway Plan for New York City. 


Joseph Caccavajo, an engineer, has sub- 
mitted to the Public Service Commission 
his plan for the building of new sub- 
ways in New York city. The matter 
was referred to the Committee of the 
Whole. 

The plan, in brief, is that the owners 
of property along the line of the proposed 
subway shall form a company, each prop- 
erty owner taking shares in the company 
to an extent commensurate with his land 
holdings. Tt is estimated that a compara- 
tively small sum would have to be sub- 
scribed for cach lot owned, and that there 
would be raised by this means a suff- 
cient amount to build and equip a sub- 
way system. It would be necessary to 
amend the law to permit the adoption of 
Mr. Caccavajo’s plan. 
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The Fore River Ship Building Company’s Yard. 


The shipyard of the Fore River Ship 
Building Company, at Quincy, near Bos- 
ton, Mass., although opened only a few 
years ago, has already become one of the 
nost important plants on the Atlantic 
Coast for the construction of large ships, 
and it would be difficult to find one 
equipped more completely and embodying 
more of everything that is latest and best 
in engineering practice. Less than eight 
years old, it has already contributed 
notable additions to the navv of the 
United States. 

Practically every part of a battleship, 
that most complicated mass of machinery, 
is constructed within the seventy-eight- 
acre enclosure. The Fore River shipyard 
is not the result of slow development. 
It has arisen almost full-fledged without 
the usual early stages of experiment and 


ship tools, steam hammers and hydraulic 
presses. 

The most conspicuous structure on the 
premises is the “ship house,” which is 
merely a huge steel framework for carry- 
ing the great cranes, commanding every 
spot of the area enclosed and having a 
clear lift of about 100 feet, sufficient to 
carry material to any part of large ves- 
sels lying on the stocks within. This 
skeleton building is 490 feet long by 325 
feet wide and is divided longitudinally 
into four bays, each equipped with a crane 
of nearly eighty-foot span. The spread- 
ing girders are not intended to support a 
reof; the form merely exemplifies an ecò- 
nomical disposition of material for carry- 
ing the cranes. 

Adjoining the ship house is the ship 
tool house, which is a large building con- 
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dinary custom machine shop, and in the 
side bays smaller tools of all sizes and 
for all purposes. In one end of the build- 
ing the great engines of battleships are 
set up and fitted, later to be taken down 
and installed in the hulls of the steamers 
which they are to drive. A portion of 
the store building is fitted up for the 
manufacture of electric equipment for the 
vessels under construction. The pattern 
shop contains a full equipment of the 
usual woodworking machinery, the upper 
floor of the building serving as the mold 
loft, where the. ships’ plates are plotted 
and outlined. | | 

A new blacksmith shop has been added 
to the plant. It contains some forty fires 
and a full equipment of hammers. The 
forge building is the third largest in the 
United States. Propeller shafts and 


VIEW FROM WATER FRONT 


trial. Only the steel and the gray iron 
castings are brought into the yard in a 
semi-finished state. Even the electric 
equipment of the warships is now being 
manufactured upon the ground; and the 
engines, both reciprocating and turbine, 
are built and finished in the shops. 

The plant is situated upon ground ly- 
ing along the Weymouth Fore River, 
really an arm of Boston harbor and only 
ten miles from the city. The ground has 
a frontage of one and three-quarter miles. 
There are fifteen large buildings and a 
number of smaller ones, furnishing a floor 
area of nearly twelve acres. Some idea 
of the magnitude of the works may be 
gained from the statement that the normal 
number of men at work is something over 
4,000, and that every conceivable labor- 
saving device is employed. There are 
about 275 electric motors for driving ma- 
chine tools, cranes, etc., besides pneumatic 


OF THE FORE RIVER 


taining practically every known arrange- 
ment for shearing, punching and forming 
plates and shapes into sections of a ship's 
frame or skin. The tools in this building 
are admirably arranged for convenience 


in handling plates of awkward sizes and — 


shapes. The floor surrounding each 
punch and shear is as free from obstruc- 
tions as possible, even all motors and 
wires being kept out of sight, and every 
large tool being surmounted by a swing- 
ing crane, so that the men have free ac- 
cess to the work in hand and are free to 
guide it in any direction. | 

The main machine shop is remarkable 
for the number of tools of gigantic pro- 
portions which it contains. There are 
huge lathes for turning the crankshafts of 
the largest battleships, immense boring 
mills with revolving platforms flush with 
the floor, great planers large enough to 
monopolize the entire floor space of an or- 
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parts of guns are forced under steam 
hammers. The annealing plant adjoins 
the forge. It contains oil-burning heating 
furnaces and vertical cylindrical annealing 
tanks for oil baths. There is a saw mill 
equipped with a large band saw for cut- 
ting the timber used in ships, also a brass 
foundry for casting brass valves and other 
bronze and brass parts. 

The power house is centrally located 
and is a building 162 feet long by 65 
feet wide. There are ten 6 by 16 feet 
return tubular boilers set in brick and 
operated at 125 pounds pressure. The 
boilers are fired by hand, and there are 
no high chimneys, the Sturtevant system 
of induced draft being employed. This 
draft apparatus is, with the exception of 
the main engines and air compressors, the 
only steam-driven machinery in the entire 
yard. For driving the machinery of the 
plant there is one 350-kilowatt generator 


November 28, 1908 


driven by a horizontal steam turbine; one 
300-kilowatt generator direct-connected to 
a compound condensing engine; and one 
200-kilowatt generator also driven by ap 


THE 


the power house is of very simple con- 
struction, only one kind of current being 
generated for all classes of service—direct 
current at 240 volts. Current is gener- 


YARD RAILWAY, MOLD LOFT AND BASIN, FORE RIVER SHOP BUILDING COM- 


PANY, QUINCY, MASS. 


engine. For operating pneumatic ham- 
mers, drills, calkers, ete., used in ship 
work, there are two compressors, one hav- 


ated for about 275 motors, varying in 
size from one-fourth to 100 horsepower, 
the major portion being supplied by the 
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ing a capacity of 5,000 cubic feet per 
minute and the other delivering 1,000 
cubic feet, both being operated by cross- 
compound engines. All the apparatus of 


Allis-Chalmers Company, and also for 
about 4,000 incandescent lamps and 350 
arc lamps. 

About seventy-five per cent of the mo- 
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tors are direct-coupled to the tools which 
they drive. Some of the remainder are 
belted, and in one or two cases counter- 
belted to obtain a high speed, this prac- 
tice being almost entirely confined to 
woodworking tools requiring a different 
method of power application. There are 
a number of special motor-driven tools 
designed to facilitate ship-building oper- 
ations. One of these is a counter-sinking 
machine, consisting of a motor geared to a 
drill stock which holds the tool, the whole 
being mounted on a hand barrow, so that 
the entire apparatus can be rolled over 
a plate placed in a horizontal position and 
the tool brought to its work by merely 
pressing down in the proper positions. 
While the aggregate load of all the mo- 
tors in the yard is not far from 3,800 
horsepower, the average load upon the 
generators is only about 2,400 amperes 
for both power and lighting, or about 800 
horsepower. The load varies according 
to the number of tools actually in opera- 
tion or in idleness, but the figures here 
given are a fair illustration of the econ- 
omy of the system of power distribution 
and subdivision employed in the yard. 

One of the most interesting features of 
the electric equipment of this shipyard 
is the system for speed variations. This 
is the Ward Leonard multiple-voltage sys- 
tem. The generator is operated on the 
two-wire plan, supplying the highest volt- 
age, 240 volts, and on this voltage are 
operated all the constant speed motors, 
the crane motors and the lighting sys. 
tem of the yard. For variations of speed 
this voltage is divided into three by means 
of a balancer set located in the engine 
room and consisting of three similar ma- 
chines mounted upon a common base. 
This enables pressures of sixty, eighty and 
110 volts to be carried between the vari- 
ous pairs of the four wires. By proper 
combinations a number of pressures may 
be obtained, and, with the aid of a small 
range of shunt field regulation, a large 
range of motor speeds, the highest of 
which is six and one-half times the low- 
est, may be secured. 

The current is distributed to the vari- 
ous buildings by means of about 1,000 
feet of subway and nearly a mile of pole 
line. The average center of distribution 
in each building is about 500 feet from 
the power-house switchboard, and each 
shop has its own set of mains coming up 
through the floor to a distributing board 
and the feeders are led in various direc- 
tions to the individual tools. The dis- 
tributing center of the ship tool shop is 
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placed in a gallery above the main floor, 
where the control apparatus of the vari- 
ous heavy tools is also located. One at- 
tendant standing in a position whence he 
can see the operations going on in any 
part of the shop controls all the ma- 
travel. There is an eight-horsepower 
parts, such as controllers and regulators, 
from the machines, where in this partic- 
ular shop they would be especially liable 
to injury, to a place of safety. In this 
shop all circuits are run under the floor 
and brought to the machines through steel 
conduits, and there are no exposed wires 
anywhere in the neighborhood of the ma- 
chines. In the subway the circuits are 
run in rubber-covered cables, manufac- 
tured by the Standard Underground Ca- 
ble Company. These are simply fastened 
to wooden strips, which give sufficient 
insulation with the low voltage used and 
the dry atmosphere of the subway, At 
the center of distribution in the buildings 
the line is brought up in enameled “elec- 
tro-duct” tubing, and there the main 
fuses and switches of the machines are 
placed. 

-To the casual visitor in the Fore River 
shipyard no one feature is more interest- 
ing than the great variety and number 
of electric traveling cranes used to facili- 
tate the handling of material. The great 
crane which reaches every portion of the 
plate yard adjoining the steel tool shop 
is the largest of its kind in the world. 
It has a span of 175 feet and travels over 
1,000 feet of track. The long driving 
axle is operated by a motor placed in the 
center of the span, and the lift has a 
capacity of about five tons. For placing 
equipment in ships already afloat there are 
six or more large cantilever cranes and 
one big folding jib gantry crane, which 
travels the entire length of the 1,000-foot 
fitting-out pier. This structure, which is 
conspicuous in all views of the yard, has 
no Jess than seven Allis-Chalmers elec- 
tric motors. There are three hoist mo- 
tors: One twenty-five-ton, another sev- 
enty-five ton, and one for the ten-ton falls 
at the end of the boom. The remaining 
motors are employed, one for crane travel, 


two for trolley travel and one for hoisting 


the boom. 

In the large machine shop there are 
three great cranes, two of twenty-five-ton 
and one of fifty-ton capacity and about 
eighty-foot span and 520-foot travel. In 
the ship house are four, having a run- 
way the entire length of the structure, 
that are capable of lifting a five-ton 
weight 100 feet vertically and depositing 


it at any point within the four sections. 
In the forge and annealing plants one 
seventy-five-ton and one twenty-five-ton 
cranes handle the immense ingots, crank- 
shafts and gun parts with ease. Every 
shop has some form of overhead lifting 
apparatus wherever there is an oppor- 
tunity to save time and muscular energy. 
In fact, the yard is the best possible field 
for the student interested in the evolution 
of the workingman from a mere source 
of energy to the active intelligence which 
directs and controls the energy developed 
by machines. It is difficult to find in the 
entire plant an example of “labor” in the 
old sense of the word, the mere play of 
human muscles. 

All the large machine tools in which a 
variation of speed would be desirable are 
operated by Allis-Chalmers motors on the 
four-wire multiple-voltage system. In the 
main machine shop there is one of thirty 


TYPE OF ALLIS-CHALMERS MOTOR USED 
BY FORE RIVER SHIP BUILDING 
COMPANY. 


horsepower mounted upon a 120-inch 
Niles-Bement-Pond lathe of 108-inch 
swing; one of twelve and one-half horse- 
power upon a seventy-two-inch lathe of 
the same make; four of eighteen horse- 
power operating sixty-inch Fitchburg 
lathes; two of twenty-four horsepower 
driving forty-eight-inch Fitchburg rough- 
ing lathes; and four of eight horsepower 
operating one fifty-inch, two forty-eight- 
inch and one thirty-six-inch lathe, all of 
Fitchburg make. In the same shop one 
fifty-horsepower motor drives a sixteen- 
foot Niles-Bement-Pond boring mill; one 
of twenty-four horsepower is on a 120- 
inch boring mill of the same make; one of 
fifteen horsepower on a seventy-two-inch 
Pond boring mill; one of twelve horse- 
power on a sixty-inch Niles boring mill; 
one of nine horsepower drives a fifty-inch 
Niles boring mill, and one of twenty-five 
horsepower operates a ten-foot boring mill. 
There are two of four horsepower each on 
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radial drills and two of forty-five horse- 
power on crank-turning lathes—an inter- 
esting machine on which the great cranks 
used in large ships are braced against dis- 
tortion by gravity and the cutting-tool 
travel. There is an eight-horsepower 
motor for a multiple spindle drill and 
another of the same capacity for driving 
an eighteen-inch Niles slotter. A second 
Niles slotter, twenty-five inches, is driven 
by an eighteen-horsepower motor and a 
similar motor drives a Niles milling ma- 
chine. A Newton cold saw is driven by 
an eight-horsepower motor. This shop 
contains a multiplicity of other tools and 
motors. Those here enumerated comprise 
only those operated on the four-wire mul- 
tiple-voltage system. 

In the ship tool shop the following 
machines and motors are operated on the 
rame system: One twenty-four horse- 
power driving an angle beveling machine; 
two of four horsepower, each on double- 
ended shapers; and one of one-and-one- 
half horsepower to operate a testing ma- 
chine for bending and breaking strains. 
In the storehouse is a four-horsepower 
motor for operating a Newton cold saw. 
In the electric machine shop two motors 
of four horsepower drive a sixteen-inch 
lathe and an American turret lathe, re- 


_ spectively. There is one of three horse- 


power to drive a thirty-inch drill press; 
one of one-half horsepower on another 
drill press, and a second motor of one- 
half horsepower for operating a coil-wind- 
ing machine designed on the premises. 
He 
Boston Elevated to Increase Capital 
Stock. 

At a special meeting of the Boston 
Elevated Railway Company it wag voted 
to authorize directors to issue $6,650,000 
capital stock at $110 per share to con- 
struct and equip the proposed Cambridge 
subway. 

Before passing this vote, however, stock- 
holders had previously authorized the 
rescinding of the vote of April 13, 1907, 
which authorized the issuance of $8,000,- 
000 capital stock at a price to be deter- 
mined by the railroad commissioners. 

The $6,650,000 new stock will bring the 
total stock authorized up to $19,950,000. 

The company has petitioned the rail- 
road commission for its approval of the 
proposed . increase. 

The issuance of $6,650,000 of new cap- 
ital stock will give Boston Elevated stock- 
holders the right to subscribe for one new 
share for each two shares now owned. 
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Resolutions on the Death of Charles E. 
Trump. 

At a special meeting of the Electrical 
"Trades Association of Philadelphia, Pa., 
resolutions were adopted on the sudden 
death of Charles E. Trump, ex-president 
of the association, which occurred when 
he reached home shortly after attending 
the annual meeting of the organization, 
which was held at the Manufacturers’ 
Club on the evening of November 5. The 
resolutions were accompanied by a letter 
from the retiring president, Charles M. 
Wilkins, addressed to C. Norman Trump, 
the deceased’s son. Mr. Wilkins’ letter 
was as follows: 


The sudden death of your beloved 
father is a great shock to his friends in 
the Electrical Trades Association, of 
which ke was a member and officer since 
the organization now more than thirteen 
years ago. The fact that he attended the 
annual meeting last evening, when he 
greeted his friends with cordiality, and 
his bright and cheerful spirit was so 
noticeable, makes it difficult for us to 
realize that he has been called away. 

The members of the executive commit- 
tee of the association have requested me, 
in their behalf, to convey to you and the 
members of his family their heartfelt sym- 
pathy in this hour of affliction. Your 
father was a man whom to know was to 
love, and his loss will be keenly felt by 
the members of the association and the 
electrical trade in general. As president 
for twelve years he endeared himself to 
his associates for the sterling qualities of 
his character; in all questions involving 
its welfure his judgment was sound, and 
if he erred at all it was in leaning toward 
the charitable side to the end that in- 
justice should be done to no man. 

A copy of a minute adopted by the 
executive committee, which will be suit- 
ably engrossed and sent later, is enclosed 
herewith, and it but feebly expresses the 
sense of loss and appreciation of regard 
for your father. 


The resolutions adopted by the associa- 
tion at its special meeting on November 
6 were as follows: 


The members of the executive commit- 
tee of the Electrical Trades Association 
of Philadelphia learn with great sorrow 
of the death of their former president 
and associate, Mr. Charles E. Trump. 

Mr. Trump served the Electrical Trades 
Association as a member of its executive 
committee and president for twelve years, 
retiring one year ago. At the annual 
meeting, held on the evening of November 
5, 1908, which Mr. Trump attended, he 
was again honored by election as a mem- 
ber of the executive committee. Mr. 
Trump’s sterling character gained for him 
the respect and esteem of all with whom 
ne came in contact, and as a mark of our 
love and regard we unanimously adopt 
the following RESOLUTIONS: 

RESOLVED, That we bow to the will 
of a Supreme Power, and while grateful 
for the useful life vouchsafed to our late 
associate we are yet full of sorrow in our 
bereavement; 

RESOLVED, That we hereby bear wit- 
ness to the noble manhood of Mr. Trump, 
whose conception of duty was of the 
highest, and his aim in life was to be 
just to all men; 

RESOLVED,. That we tender our sym- 
pathy to the family in this hour of afflic- 


tion, and that the past and present mem- 
bers of the committee attend the funeral 
in a body; and, further, 

RESOLVED, That a copy of these reso- 
lutions be suitably engrossed and sent to 
his family, and a minute of the same be 
entered upon the records of the associa- 


tion. oe 
Effect of the Purity of Water on Its 
Industrial Use. 


In connection with an investigation of 
the quality of surface and underground 
waters in different parts of the United 
States, R. B. Dole, of the United States 
Geological Survey, has made an estimate 
of the saving that may be accomplished 
in the production cost of steam by use of 
a plant for softening water. He says: 

“Analyses of Maumee River water, se- 
lected as a typical hard water, show that 
it contains incrusting solids amounting 
to 360 parts per million, 105 parts of 
which are suspended mud, ete., and the 
rest carbonate and sulphate of calcium, 
with some magnesium, a combination 
which inevitably forms a hard scale in 
boilers. If this water were used in a 
1,000-horsepower boiler, 100,000 gallons 
daily would be required. In six working 
days 1,800 pounds of scale would be de- 
posited in the boiler. In the following 
figures, the first set estimates the probable 
excess cost due to the use of bad water, 
while the second estimates the probable 
cost after purifying the water. The in- 
ference to be drawn from the difference 
in dollars and cents is obvious: 


Cost with use of hard water. 


Average coal consumption for 
1,000-horsepower boiler, 48 tons 
a day. 48 tons of coal at $1.50 
is $72. Estimated saving in 
fuel on this water due to use of 
treated water is 5 per cent. 
Five per cent of $72 is $3.60 
per day, or, for 300 working 


Gaye xs. rated area aban erences $1,080.00 
Cleaning boiler, at $8 per week.. 416.00 
Repairs for tubes, etc........... 200.00 
Boiler compounds.............66- 250.00 
Coal for raising steam after clean- 

ing, 104 tons at $1.50........... 156.00 


Seven and one-half per cent depre- 
ciation on boiler plant costing 
S15000 scevedsasgereuseatesnd es 1,125.00 
Total, cerier iena e E $3,227.00 
Cost with use of softened acater. 


Ten per cent interest and depre- 
ciation on softening plant cost- 


[tie E E E pele $ 350.00 
Boiler repairs.........essssesseso 50.00 
Chemicals at 1 per cent. per 1,00 

gallons ae deca EE E Ea -, 300.00 
Coal for raising steam after clean- 

ing, 16 tons at $1.50............ 24.00 
Five per cent depreciation on 

boiler plant costing $15,000..... 750.00 

Total -cane-aewaer ssc iw wae $1,474.00 


“The total saving in a single year is, 
therefore, $1,753, practically half the cost 
of installing a softening plant.” 
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Remote-Control by Electric Waves. 

An interesting apparatus recently con- 
structed by two engineers of Nuremberg, 
Germany, Messrs. Wirth and Beck, al- 
lows, through the medium of electric 
waves, any levers to be thrown forward 
or backward, upward or downward, steer- 
ing wheels or cocks to be turned in a 
right-hand or left-hand direction and 
electrical apparatus to be thrown in or 
out of circuit. In fact, it provides a 
means of controlling the most varied ma- 
chines from a distance without there be- 
ing any material connection between them 
and the operator. The idea of using 
Hertzian waves is, of course, not new, 
cays the London Times Engineering Sup- 
plement. 

At demonstrations recently made of 
this apparatus before the Nuremberg 
Society of Natural History and other 
societies the experimental table contained 
a plant for receiving electric waves simi- 
Jar to those used for wireless telegraphy, 
connected to the radio-telegraphic con- 
troller and the accessory apparatus actu- 
ated by the latter. 

In another room was installed a radio- 
telegraphic sending apparatus susceptible 
of being tuned up to the receiver, and 
actuated by electromagnetic waves from 
the apparatus installed on the experimen- 
tal table. No connecting wires were pro- 
vided between the sending and receiving 
apparatus. 

Whenever a lever connected with the 
sending apparatus was adjusted to vari- 
ous positions the apparatus correspond- 
ing to these was actuated. A number of 
electric lamps were thus lighted in any 
order desired, or in groups, and a small 
steam-engine was started, reversed or 
stopped, while electric bells and motors 
were actuated, powder mines exploded 
and a revolver fired rapidly. 

While torpedoes can be employed so far 
only over small distances, it is claimed 
that it will now be feasible to provide 
them with a far greater driving power, 
thus directing them toward their goal 
with safety and from many miles distance. 

Land and sea mines have frequently 
been exploded by clectricity transmitted 
hy extensive cables between the operator 
and each of the mines. The same opera- 
tion can now be effected through electric 
waves, that is, hy wireless means, provis- 
ion being made so that only the mine in 
question is exploded. This firing of mines 
through electric waves is likely to be 
adopted advantageously by 
branches of industrial activity, 


several 
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BOOK REVIEWS. 


The four books referred to below belong 
to the well-known series of compact hand- 
books on various branches of technology 
published by Dr. Max Janecke of Han- 
over, Germany. In each book the ele- 
mentary principles underlying the subject 
are first discussed with the aid of simple 
mathematics only. Practical applications 
of these principles are then considered. 
While the Continental practice is mostly 
dealt with, there is enough of universal 
interest in each of the volumes to make 


them of value to German readers any- 
where. 


“Die Elektrizität auf den Dampfschif- 
fen” (“Electricity on Steamships”). BE. 
Bohnenstengel. Third edition. 124 pages. 
4% by 7 inches. 117 illustrations. Price, 
in paper, 1.8 marks; in cloth, 2.2 marks. 

The aim of this book is to make the 
captain and other officers familiar with the 
operation of the electrical devices they 
have to deal with. After a short intro- 
duction on the theoretical foundations the 
author treats of dynamo-electric machin- 
ery, storage batteries, lamps, auxiliary ap- 
paratus, distribution systems, conductors, 
annunciators, telephones, signaling de- 
vices, wireless telegraphy and telephony. 

“Die Elektrizität als  Warmequelle” 
(“Electricity as a Source of Heat’). Dr. 
Friedrich Schoenbeck. 104 pages. 53 il- 
lustrations. Price, in paper, 1.6 marks; in 
cloth, 2 marks, 

In this book the subject of electric heat- 
ing is dealt with concisely from all points 
of view. The laws of electrically devel- 
eped heat and its units are clearly ex- 
plained and defined, as is also the calcula- 
tion of resistance conductors. The vari- 
ous methods of converting electrical energy 
to heat are described. Applications of 
electric heating are then considered for 
cooking and heating in the home and 
shop, heating of rooms, electric furnaces 
and their electrochemical products, lab- 
oratory apparatus, measuring instruments, 
electric welding and soldering, ignition, 
medical and other miscellaneous purposes. 

“Handbuch fur den Bau und die In- 
standhaltung der Oberleitungsanlagen Elek- 
trischer Bahnen” (“Handbook on the Con- 
struction and Maintenance of Overhead 
Line Equipment of Electric Railways”). 
Arthur Ertel. 336 pages. 294 illustrations. 
Price, in paper, 4.2 marks; in cloth, 5 
marks. 

This is a comprehensive compendium on 
trollev-line construction. The planning 
and calculation of the working conductor 
and feeder systems are explained and il- 
lustrated. Various types of overhead 
equipment are described and their con- 
struction considered in detail. Special at- 
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tention is given the layout of curves, cross- 
overs and crossings, the provision for joint 
use of poles for telegraph or telephone 
service, catenary construction for high- 
speed service, trolley construction in tun- 
nels and on bridges, signaling systems, 
sectionalizing, etc. The maintenance is 
considered under the sub-heads of period- 
ical inspection, breakdowns in service, re- 
pair wagon and tools, regulations. The 
book is a valuable one for railway engi- 
neers, superintendents and foremen. 

“Ruhende Umformer” (“Stationary 
Transformers’). Victor Bondi. 144 pages. 
104 illustrations. Price, in paper, 2 marks; 
in cloth, 2.2 marks. 

The fundamental problems relating to 
transformers form the subject of this 
book. An excellent idea of its scope may 
be obtained from the main topics consid- 
ered, which are the magnetic field, gener- 
ation of electromotive force, single-phase 
and polyphase currents, properties of al- 
ternating currents, characteristics of sin- 
gle-phase and of polyphase transformers, 
design and construction of transformers, 
connections, special transformers, instal- 
lation of transformers. 


“How to Build up Furnace Efficiency.” 
Joseph W. Hays. Chicago. Published by 
the author. 48 pages. 3% by 6% inches. 
Supplied by the ELECTRICAL REVIEW AND 
WESTERN ELECTRICIAN for 50 cents. 


In this handy little book the author 
treats of the most vital problems in boiler- 
room practice. Methods of firing and 
draft regulations are discussed in detail 
as well as all points bearing on coal econ- 
omy. A careful study of flue gases is 
made and the author strongly recom- 
mends a systematic analysis of the flue 
gases, preferably with a hand instrument 
and automatic sampling vessel. The style 
of the author is so clear that even an ordi- 
nary fireman will find much of profit in 
this book, if he is interested in its title. 
Qo 

Success of Inspection Work. 

The Fire Underwriters committee on 
fire protection engineering has made a 
report to companies on the recent meeting 
of the Western Association of Flectrical 
Inspectors, held in Chicago, October 20, 
21 and 22. Tt is reported that interest 
in the work of the association has in- 
creased, and members are continuing to 
exhibit a broader conception of the elec- 
{rical hazard and are seeking the best 
method of accomplishing its removal. 
The principal difficulty experienced has 
been where individual inspectors disagree 
with existing rules, and when feasible 
such differences of opinion are made the 
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subject of reports hy special committees 
which are subsequently discussed and the 
result submitted to the electrical commit- 
tee of the Underwriters’ National Elec- 
trical Association, in the form of pro- 
posed amendments to the National Elec- 
trical Code. The general tendency has 
been to raise the installation standard 
rather than lower it. More care is being 
exercised in discriminating against un- 
approved materials and devices; members 
are becoming more familiar with the fire 
dangers existing in defective electrical 
fittings through tests carried on during 
the meetings held in Chicago, these ex- 
periments proving the most effective 
means of impressing upon inspectors the 
need for careful scrutiny of this detail 
of the electrical equipment. That the 
association is meeting, to some extent, the 
every-day needs of the electrical inspector 
is evidenced by the large number of ap- 
plications for membership received from 
inspectors located in Pacific Coast terri- 
tory and Canada. The indications are 
that the work of the organization will be 
vigorously pressed during the coming 
year, 


ede 
Proposed Chicago Building at Alaska- 
Yukon-Pacific Exposition. 


An option for an advantageous site for 
a Chicago building at the Alaska-Yukon- 
Pacific Exposition, to be held at Seattle, 
Wash., in 1909, has been secured by the 
Chicago Association of Commerce and a 
special committee has begun the prelimi- 
nary work of ascertaining the representa- 
tion desired by merchants of the city. 

The building and its maintenance as 
planned will cost $60,000, although the 
structure can be enlarged if this scale is 
found inadequate. It will contain recep- 
tion rooms, offices and a big lecture room. 
Only about $25,000, it is believed, will 
be needed for the building, and the re- 
maining sum is to be devoted to a pub- 
licity campaign. 

The impossibility of representing even 
a small per cent of Chicago’s industries 
by an actual display of goods is admitted. 
Instead, the committee has outlined the 
plan of installing a lecture platform and 
an all-day series of moving pictures and 
stereopticon slides showing how Chicago 
goods are made, with a lecture demon- 
strating their qualities. 

Frederick Bode, president of Gage 
Brothers, is chairman of the committee 
which has the enterprise in charge. 

The exposition opens June 1, 1909, and 
closes October 16. 
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Tripod for Lighting Fixtures. 


By the invention of new devices and the 
improvement of old appliances the work 
of wiring a building for electric lights or 
power has been greatly facilitated and its 
character decidedly improved. A simple 
device of this kind has been invented by 
Edwin A. Emery, of Galva, Ill. It is a 
tripod for supporting electric-light fix- 
iures, and was patented a month ago. 
It is designed to lessen the labor of hang- 
ing such fixtures and to provide for their 
ready adjustment, so that they will hang 
plumb. 

The accompanying drawings illustrate 
the construction of this device. Fig. 1 is 
an elevation of an electrolier or chandelier 
secured to a ceiling by one of the new 
tripods, the canopy being withdrawn to 
reveal the tripod ; Fig. 2 is a detailed plan 
view of the tripod; and Fig. 3 is a central 
sectional view thereof. In these drawings, 
1 designates the stem of the electrolier 
and 2 the canopy for covering the tripod 3. 
The latter is made in two parts, one 
comprising a plate 3* having curved arms 
3> converging toward each other and the 
other consisting of a smaller plate 3° hav- 
ing curved diverging arms 3° spaced simi- 
larly to the arms of the first part. The 
arms 34 normally engage the inner faces 
of the arms 3b, and are secured thereto 
by screws. The passages 5 for these 
screws in the arms 3° are larger than the 
shanks of the screws for the purpose of 
adjustment. The plate 3° has a screw- 
threaded passage 6 through it to receive 
the stem of the electrolier. 

Practice has shown that when a fixture 
is secured to a plastered ceiling it will 
nearly always be out of plumb, owing to 
unevenness in the surface of the plaster. 
When the ordinary one-piece tripod is 
used the only way to remedy this is to 
loosen the screws holding the tripod to 
the ceiling and wedge it down with wash- 
ers or pieces of cardboard or other ma- 
terial. This requires time, and at best 
gives only a botch job when finished. 
When Mr. Emery’s tripod is used, as soon 
as the fixture is secured to the ceiling, the 
adjusting screws 4 may be loosened to per- 
mit the fixture to plumb itself or be 
plumbed, after which the screws may be 
tightened, making a good, firm job. 

If desired, the upper or main part of 
the tripod may be screwed to the ceiling 
or wall first, and the electrolier or bracket 
having the smaller part of the tripod 
screwed upon it, may have its arms in- 
serted between those of the main part and 
turned until the screws 4 can be put in 


and tightened. This also makes it con- 
venient if the fixture has to be taken down 
for repairs, as none of the screws that hold 
it to the ceiling have to be disturbed. 

It has been noticed with the old-style 
tripod that the wiremen fasten the fixture 
to it before installing it. When this is 
done the starting of the screws through 
the plaster will cause it to crumble and 
fall down within the canopy, which has 
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FIG. 1—ELEVATION OF ELECTROLIER. 


been dropped down on the stem, as illus- 
trated, for instance, in Fig. 1, to permit 
access to the screws. Then, when the 
canopy is slipped up into place, the plaster 
will lodge between the canopy and stem 
end scratch the casing of the latter, re- 
moving the lacquer and causing it soon 
to tarnish. By employing this tripod 


FIGS. 2 AND 3.—DETAIL PLAN AND CEN- 
TRAL SECTION OF TRIPOD. 


and screwing the upper or main part on 
first, this can be avoided. Of course, the 
old style of tripod can be put up first, 
but in screwing the stem of the fixture 
into it at least six turns are required, and 
the wires in the stem are hable to become 
short-circuited. 


ede 
Central Electric Railway Association. 
The regular bi-monthly meeting of the 
Central Electric Railway Association, em- 
bracing the interurban lines of Indiana 
and Ohio, was held at Lima, Ohio, No- 
vember 18. The meeting was marked hy 
excellent attendance and interest, and the 
subject taken up brought out a more gen- 
eral discussion than has characterized the 
meetings heretofore. F. T. Carpenter, 
president of the association, after con- 
gratulating the members upon the large 
attendance, introduced Mayor Becker of 
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Lima, who graciously welcomed the mem- 
bers of the association to the city. 

The first topic of the session was “The 
Possibilities of Electric Lines Hauling 
United States Mail in Competition with 
Steam Roads.” A number of members 
who ‘discussed the question testified that 
from experience in carrying mail upon 
their lines the proposition had not proved 
a financial success. It was asserted, how- 
ever, that the electric lines have not yet 
had sufficient experience in carrying the 
mail to decide just what the possibilities 
of such service might bring forth. 

The second subject, “The Claim De- 
partment,” was presented in an address 
by Frank Tallmadge, president of the 
Frank Tallmadge Company of Columbus, 
Ohio. The definition of what a claim de- 
partment should be constituted the basis 
of Mr. Tallmadge’s address. He urged 
that it be properly organized and syste- 
matically developed and operated. 

“Railroad Crossings” was the subject of 
a paper presented by W. C. Sparks, super- 
intendent of track and roadway for the 
Indiana Union Traction Company, An- 
derson, Ind. The increased weight of in- 
terurban cars has caused the engineering 
department no little trouble to maintain 
crossings under the constant hammering 
of heavy locomotives and cars, and engi- 
neers and manufacturers have been called 
upon to build a crossing that will stand 
up under a service of this sort. Mr. 
Sparks described the two types of rail- 
Toad crossings in use and told how they 
should be constructed and the best plan 
for keeping them in repair. 

The concluding subject of the pro- 
gramme was that of a general discus- 
sion of the “Effect of Financial Depres- 
sion on Earnings of Interurban Roads 
and Lessons to Be Learned from Experi- 
ences of the Last Twelve Months.” This 
discussion took the form of an experience 
meeting, and the reports varied largely 
with the local conditions met by each 
speaker. The extent of the depression 
during the past few months was not dis- 
couraging, and the future, as expressed 
by those participating in the discussion, 
is held to be quite optimistic. Great re- 
sults are in store for the development and 
increasing operation of electric railways 
in this country, it was said. 

After authorizing the new mileage book 
to be placed in commission over the elec- 
tric lines of Ohio and Indiana after 
January 1, the association set its next 
meeting for Indianapolis, January 28, and 
adjourned. S. 


832 


Vol. 53—No. 22 


Q 


EFFECT OF CONNECTING ELECTROLYTIC 
DETECTORS IN SERIES AND 
IN PARALLEL. 

This is a communication by M. Jegou 
to the French Academy of Science. In 
his experiments he made use of elec- 
trolytic detectors with interchangeable 
anode points, the sensitiveness of which 
was perfectly well known. The tests 
made showed clearly that the connection 
of two or more electrolytic detectors in 
series is always detrimental to their sen- 
citiveness, a group of detectors so con- 
nected being considerably less sensitive 
than the most delicate one of the group. 
Care was taken in these experiments to 
choose the current source, so that the crit- 
ical tension was always applied, which 
naturally varies considerably with the 
number of detectors joined in series. 

The investigation of the parallel group- 
ing of the detectors is of much greater in- 
terest, as it was shown that the most sen- 
sitive one determined the sensitivencss of 
the group. In this instance the critical 
lension remained the same. It would 
reem that the grouping of two or more 
electrolytic receivers in parallel might be 
employed with advantage in practice, as 
a much greater constancy in the sensilive- 
ness of the receiver may in this way be 
attained; for if the sensitiveness of one of 
the detectors should accidentally be lowered 
the general sensitiveness of the receiver 
will not be at all affected in view of the 
property mentioned, and in order that this 
condition may be permanent it is sufficient 
for only one of the group of detectors to be 
intact. Tt is assumed, of course, that 
care has been taken to use detectors of 
nearly equal sensitiveness in the group. 
Furthermore, the connection in parallel 
has the advantage that the electrolytic 
points are more seldom burned by power- 
ful waves, emitted by the station itself, 
for instance. The explanation of the 
phenomenon seems to be as follows: When 
the effects on the receiver are extremely 
fechle, only the most sensitive one of the 
group of detectors will operate, but when 
the effects are stronger, the others will 
operate at the same time. The energy is 
then divided among the various points of 
the receivers, and is sufficiently weakened 
to prevent the burning of the points in 


ç 


many 


instances.. Translated and ab- 


REVIEWS OF CURRENT ENGINEERING 
AND SCIENTIFIC LITERATURE 


stracted from La Lumiere Electrique 
(Paris), October 24. 
< 
THE CONFERENCE ON UNITS AND 
STANDARDS. 

Prof. 8. P. Thompson, in a critical 
résumé of the work of the International 
Conference on Electrical Units and 
Standards recently held in London, calls 
attention to the discrepancies that it was 
hoped this gathering would eliminate. 
Thus, while the Chicago Electrical Con- 
gress of 1893 had secured international 
agreement on the definitions of the ohm, 
ampere and volt, and these units had been 
generally adopted, some countries had 
also legally adopted concrete standards 
not absolutely consistent with the defined 
units. The real object of calling the con- 
ference was therefore to extricate several 
countries from the difficulties created 
(1) by the adoption of all three units, 
instead of two of them, as equally pri- 
mary; (b) by the confusion between units 
and standards, and (c) by the discovery 
of the error of one-tenth of one per cent 
in the voltage of the Clark cell. In trac- 
ing the history of the ohm it is interest- 
ing to note that from determinations of 
the specific resistance of mercury in terms 
of the absolute ohm made by Lord Ray- 
leigh and others with an accuracy of three 
cr four in 10,000, the length of a column 
having the prescribed cross-section, mass 
and resistance is nearer to 106.26, or 
106.27 centimetres, instead of 106.3 as 
adopted in 1893. Mercury columns can 
now be set up that will not differ from 
cach other by more than a few parts in 
100,000. The accuracy with which two 
resistances can be compared with one an- 
other is now far higher than even this, 
being within three or four parts in 
10,000,000. It was expected, therefore, 
that the International Conference would 
ascertain with accuracy what the length 
of the representative column really is, 
whether 106.26, or 106.27, or 106.3. Un- 
til this value should he ascertained by ex- 
periments of a refinement comparable to 
those made in the other lines of advance, 
any fixing of the final figure could but 
he arbitrary and not scientific. The adop- 
tion of the definition of the ohm as the 
unit of resistance “which has the value of 


1,000,000,000 in terms of the centimetre 
and second,” and then giving its length 
as 106.300 centimetres, is certainly not con- 
sistent, for if the figure 3 is in doubt, 
what is the use of adding the two zeros.— 
Abstracted from the Times Engineering 
Supplement (London), October 28. 
2 | 
A CONTRIBUTION TO THE KNOWLEDGE OF 


THE MERCURY-VAPOR ARC AS 
A RECTIFIER. 


In the rectifier bearing the name of 
Cooper Hewitt the rectified current flows 
through the arc in the direction from the 
mercury to the iron electrode; if the iron 
electrode is replaced by one of carbon, 
the rectified current retains the same di- 
rection. In experiments made by the 
author, Dr. Johann Sahulka, at the Elec- 
trotechnical Institute in Vienna, in 1894, 
with the mercury-vapor-light rectifier the 
alternating-current are was formed in 
free air between iron or carbon as one 
electrode and mercury as the other, and 
the current flowed in exactly the opposite 
direction from that which it takes in the 
Hewitt rectifier, namely, from iron or 
carbon to mercury. In the Hewitt recti- 
fier the arc is formed in an evacuated 
space. Doctor Sahulka states that this 
peculiar influence of air pressure on the 
behavior of the rectifier is nowhere men- 
tioned in technical literature, and for this 
reason he calls attention to it and to his 
work on the effect of the mercury-vapor 
are as a rectifier, which was published 
in the Zeitschrift fuer Elektrotechnik in 
189. Ie continues: “I formed the arc 
by dipping an iron or carbon electrode 
into mercury contained in a porcelain 
vessel and then lifting it a little. The 
ercape of the resulting mercury vapor 
was prevented by a protecting case with 
class walls. In consequence of the great 
leat an incandescent drop formed at the 
end of the iron electrode, which would 
frequently fall off and cause disturbances 
in the measurements; therefore I re- 
placed the iron red by a carbon electrode. 
In tests made between a carbon electrode 
eleven millimeters in diameter and mer- 
cury in free air, with an alternating cur- 
rent of 105 volts and forty-two periods, 
the rectified current amounted to about 
sixty per cent of the alternating current. 
The reason that in my experiments a rec- 
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tified current is obtained which flows in 
a direction opposite to that in the Cooper 
Hewitt rectifier I explain as follows: It 
is well known that an are can exist only 
when the vicinity of the cathode is suf- 
ficiently conducting; this requirement 
does not necd to be fulfilled for the 
anode. In my experiments an incan- 
descent drop forms at the end of the iron 
electrode, which, when the current sinks 
to zero, can give off its heat only with dif- 
ficulty, as it is surrounded by a gaseous 
medium on all sides. The drop there- 
fore remains at a very high temperature 
when the current value is zero and sends 
out conducting vapors, so that its vicin- 
ity always remains a good conductor. The 
mercury is heated to the boiling point 
when the current reaches its maximum 
value and sends out conducting vapors; 
but the heated spot cools very rapidly 
when the current sinks to zero, as it can 
easily give off its heat to the uncooled 
portion of the mercury and the vaporiza- 
tion ceases in consequence of the cooling. 
When the alternating current flows in the 
direction from the mercury to the iron 
electrode it can pass easily on account of 
the good conducting property of the 
vicinity of the latter. The mercury is 
then also vaporized and a heavy current 
is able to come into existence. But if the 
current is flowing in the opposite direc- 
tion it can pass only with difficulty, or 
eventually not at all, on account of the 
low conductivity of the cooled mercury 
electrode. In my expcriments, therefore, 
the rectified current has to flow in the 
direction from mercury to iron. The 
conditions remain the same, when the 
iron electrode is replaced by one of car- 
hon, as the point of the carbon becomes 
incandescent upon the formation of the 
are and cools very little on account of 
its poor conductivity. The Cooper Hew- 
itt rectifier consists of an evacuated ves- 
eel which is provided with a mercury and 
two iron electrodes. The latter are con- 
nected to the secondary terminals of a 
transformer, while the mercury electrode 
is joined to the center of the transformer 
winding through a resistance. In consc- 
quence of the good conductivity of the 
gaseous medium the are spreads through 
the entire vessel and the solid electrode 
is, therefore, heated very little, while the 
mercury is easily vaporized on account 
of the low pressure in the vessel, and its 
vicinity has a better conductivity than 
that of the solid electrode. Tf the recti- 
fying effect of the iron-mercury vapor are 
were examined in differently evacuated 


spaces the result would probably be that 
the reversal of the rectified current takes 
place when the conductivity of the me- 
dium has been so far reduced that the 
so-called thread-like are replaces that oc- 
cupying the entire vessel. But in this 
case the rectifier can operate only when 
an incandescent drop has formed at the 
iron electrode, the vapors from which 
make. its vicinity conducting.—Trans- 
lated and abstracted from Elektrotech- 
nische Zeitschrift (Berlin), October 22. 
< 
A DIRECT AND ALTERNATING-CURRENT 


GENERATING GROUP FOR AN 
ELECTRIC RAILWAY. 


A direct and alternating-current gener- 
aling group, which was exhibited at the 
recent Exposition in Marseilles, possesses 
some original and interesting features. 
The set comprises a hydraulic turbine 
coupled to a double-current generator, and 
is Intended to supply current for the Ville- 
franche and Bourg-Madame electric rail- 
way in the Eastern Pyrenees. The tur- 
hine is built to operate under a head of 
400 meters and furnish about 1,100 horsc- 
power at a normal speed of 575 revolu- 
tions per minute. Its shaft is horizontal 
and the buckets are of the Pelton type, 
aithough of a special construction. They 
have the shape of spoons and are all 
coupled together in a crown bolted to the 
center disk. Two rings shrunk hot 
around the buckets insure resistance 
against centrifugal force. The water en- 
ters the turbine in a vertical direction 
from below. The bronze nozzle is 
equipped with a hydraulically balanced 
regulating tongue, which is actuated by a 
speed governor of great precision oper- 
ated under oil pressure. The characteris- 
tie feature of this governor is that there 
is no permanent water pressure in the 
auxiliary motor, but only at the instant 
when regulation of the angular speed takes 
place, and its value is always proportion- 
ate to the resistance furnished by the tur- 
bine buckets. The regulation insured by 
this apparatus and a 5,000-kilogramme 
flywheel is so perfect that the speed varia- 
tion does not exceed four per cent from 
the normal under a change of load up to 
fifty per cent. The turbine is pro- 
vided with a pressure regulator, which 
opens a compensating orifice in a branch 
pipe. <All the inlet valves of the turbine 
and pressure regulator are located in the 
basement in order to avoid any discharge 
of water in the machine hall, and are 
operated by auxiliary hydraulic motors 
controlled) electrically from the switch- 
board. The direct and alternating-cur- 
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rent generator is coupled to the turbine by 
an elastic sleeve. It is designed to fur- 
nish direct current at 800 to 850 volts, or 
three-phase current at 600 volts and 
twenty-five periods a second. Though 
rated at 850 kilowatts, it is capable of 
withstanding momentary overloads of fifty 
to sixty per cent. The machine is of the 
stationary inductor type, drum wound, 
built up of sheets of high permeability 
and a low coefficient of hysteresis, reduc- 
ing the losses by heating. The sheets 
are insulated by paper to prevent the 
formation of Foucault currents. The 
armature winding consists of carefully 
insulated electrolytic copper bars shaped 
on a form so as to be interchange- 
able. The direct-current commutator is 
made of copper segments insulated by 


inieanite. The brushes are of carbon and. 


are sufficient in number to withstand the 
heavy overloads without undue heating. 
Auxiliary poles mounted in series with the 
armature insure a perfect and sparkless 
commutation with the brushes in a fixal 
position. A resistance connected in paral- 
lel with the winding of these auxiliary 
poles permits the regulation of the cur- 
rent flowing through it to the proper 
value. The polyphase current collector 
consists of six bronze rings, each con- 
nected to a fixed point of the armature; 
the brushes are of copper sheet. The cast- 
eteel inductor has eight main pole projec- 
tions of thin iron sheets and cight auxil- 
lary poles of cast steel. The poles carry 
a shunt and a series winding. The turns 
and size of the copper in the series wind- 
ing are so chosen that the tension of the 
machine rises from 800 to 850 volts be- 
tween no load and full load. The group 
forms part of the equipment of the above- 
mentioned railway power station, which 
contains four identical generating sets and 
also transformers giving a secondary 
pressure of 20,000 volts. A high-tension 
transmission line feeds five substations, in 
which step-down transformers and rotary 
converters are installed for furnishing di- 
rect current of 800 to 850 volts to the 
third rail. The use of double-current gen- 
erators at the central station has made it 
possible to dispense with one substation, 
since the generators can also feed the third 
rail direct. A constant pressure at the 
various feed points for the third rail is in- 
sured by a suitable relation between the 
compound excitation of the rotary con- 
verters and the self-induction of the trans- 
formers and transmission line.—Trans- 
lated and abstracted from L’Industrte 
Electrique (Paris), October 25. 
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INDUSTRIAL SECTION 


ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


MECHANICAL APPARATUS 


Indirect Illumination. 

At a recent meeting of the Chicago 
Section of the Illuminating Engineering 
Society. Augustus D. Curtis read a paper 
entitled “Indirect IHumination,” and de- 
scribed a system of diffused, reflected in- 
terior lighting which has been developed 
but a short time. This system makes 
commercially available a practical method 
of indirect illumination, and has been 
commented upon very favorably, not 
only by electrical engineers and. central- 


PARLOR FIFTEEN BY FIFTEEN FEET ILLUMINATED BY 
A ONE-UNIT FIXTURE CONTAINING SIXTY- 


WATT TUNGSTEN LAMP. 


station men, but by optical experts, who 
view with alarm any increase in intrinsic 
brilliancy and the present tendency 
toward over-illumination. 

This system of lighting affords a light 
of high candlepower at low cost, and a 
reflecting surface which gives its first re- 
flection of light toward the ceiling with- 
out material loss or absorption. Where 
gas is uscd, the neccssary candlepower and 
cconomy are found in using the higher- 
grade incandescent-mantle burners. Where 
electricity is used, the high-efficiency 
tungsten lamp makes it an ideal source 
of light for this indirect system of light- 
ing. 

The reflecting surface of the reflector 
surrounding the lamp or mantle offered 
no difficulties, as this has been marketed 
for several years under the somewhat 
misleading name of “X-ray.” Reflectors 
of this type consist of a single piece of 


blown glass coated on the outer side with 
pure silver, giving a reflecting surface of 
high efficiency. The silvering is protected 
on the outside by coats of elastic enamel. 

The correct shape of the inverted re- 
Hector for throwing the rays of light to 
the ceiling without shadows has been the 
result. of considerable calculation and ex- 
perimentation. The perfected design is 
of a bell-shape, and contains peculiar cir- 
cular and vertical corrugations. Being 


| 


TIP UPWARD. 


fire-glazed, the exposed glass surface is 
easily cleaned with a soft cloth. 

The bell-shaped corrugated, silvered re- 
flector is fitted in a spun-brass casing. 
On gas fixtures, this casing rests on the 
base of the mantle like a globe. With 


Used in Brass Spinning or Casing Shown in 
Above Illustrations of Lighting Units. 
SILVER-PLATED REFLECTOR. 


electric fixtures the casing can be either 
suspended by chains or supported from 
below. A great variety of ornamental 
designs can be worked out utilizing these 
units. Where gas or electric chandeliers 


ONE-UNIT CHAIN FIXTURB 
WITH TUNGSTEN LAMP, 


are already in use, this system of lighting 
can be readily adopted. Unless the chan- 
delier arms are very heavy, it can be ap- 
plied where the sockets are pendent, as 
the arms do not cast any shadows on the 
ceiling, because the light comes from so 
many directions that the effect of shad- 
cws is neutralized. These lighting units 


SHOWING HOW THE LIGHTING 
UNITS CAN BE USED IN 
MULTIPLES. 


should be used at or near the center of 
the room, though side lights can be, and 
have been, used, with satisfactory results. 

A number of installations utilizing this 
method of lighting have been in use for a 
some time among professional and busi- 
ness men in their residences and offices. 
Without exception they are enthusiastic 
in their praise of the system, and are so 
impressed with the eye comfort derived 
that they would not go back to the old 
system of direct lighting except under 
protest. These fixtures can be installed 
in single units or in multiples, either 
straight electric, straight gas, or combina- 
tions of electric and gas. A unit of one 
reflector and one 100-watt tungsten lamp 
or a good gas-mantle burner gives a fine 
illumination in a room up to fifteen feet 
square. The cost is reasonable, being, on 
an average, from one-half to one cent per 
hour. 


November 28, 1908 


Pole Seats. 

The Peirce Specialty Company, Elk- 
hart, Ind., has developed a number of 
styles of pole seats to meet all condi- 
tions. The braces and frames are made 
of one-inch by one-half-inch channel steel, 
and the seat is attached to the pole so that 
there is no shearing strain on the bolts. 


PEIRCE POLE SEAT. 


The braces have rugged shoulders on 
which the frame rests. Five men can 
safely stand on the cheapest seat made by 
the Peirce company. It is stated that 
five men have not only stood but have 
jumped up and down on this seat. The 
seats are galvanized and stand the Ameri- 
can Telephone and Telegraph Company’s 
test. Galvanized seats are recommended 


PEIRCE POLE SEAT, WITH LIVE LOAD 
OF OVER 850 POUNDS. 


as being cheaper in the long run, and 
these are shipped ordinarily unless painted 
seats are preferred. 

The accompanying illustrations show 
the method of attaching the seat. The 
seat illustrated herewith is thirty-six 
inches long, and the platform is made of 


one and one-cighth-inch creosoted cypress, 
attached to the frame with three counter- 
sunk, wax-sealed, galvanized bolts. ‘The 
other illustration shows the seat standing 
the test of a live weight of over 800 
pounds. 


ede 
The Extension Diffuser. 


The extension diffuser illustrated here- 
with has been designed to meet the de- 
mand for an incandescent fixture embody- 
ing the esthetic as well as the scientific 
principles required for high-grade light- 
ing. It was originally designed by the 
General Electric Company, Schenectady, 
N. Y., for use on railway cars, but is 
especially adapted and recommended for 
store lighting, and for installation on low 
ceilings. 

As will be noted in the accompanying 
illustration, the construction of the outfit 
is remarkably simple; the appearance neat 
and pleasing. The diffuser can be easily 
installed on any ceiling where a small flat 
space can be provided, or it can be sus- 


GENERAL ELECTRIC COMPANY'S EXTEN- 
SION DIFFUSER. 


pended from open-work construction. It 
is readily adapted for recessing, so that 
the outer edge is flush with the ceiling 
line. 

The diffuser is held in place by the 
suspension rods, from which the shade is 
hung, and the heavy dull finish makes it 
difficult to distinguish it from plaster, 
The shade is of white opalescent art glass, 
strongly bound together, and is specially 
constructed for rigidity. The glass used 
in the shade is selected and arranged so 
as to give maximum diffusion with the 
minimum absorption of light. 

At the present time the extension dif- 
fuser is made in two sizes only, the three 
and six-light; both, however, being 
adapted for use with tungsten, tantalum 
or Gem lamps. The larger shades are 
made in two different styles, known as the 
deep and the shallow types. The shallow 
shades are used with lamps of sizes up 


` way motors. 
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to and including forty-watt tungsten, 
forty-watt tantalum, and forty-watt Gem. 
The deep shades are necessary for use with 
lamps up to and including 100-watt 
tungsten, 80-watt tantalum, and 125-watt 
Gem. Clear-glass lamps only should be 
used, as the light is thoroughly diffused 
by the upper and lower shades. 

The distribution of light from the ex- 
tension diffuser is not symmetrical about 
the vertical axis, as in most lighting units. 
At angles approaching the horizontal the 
diffuser emits more light laterally than 
longitudinally. This is of special advan- 
tage in stores when the equipments are 
installed longitudinally over the center 
of the aisle. The maximum light being 
thrown out toward the counters and stock 
shelves, very little light is thrown directly 
in the eyes of the customers. The effi- 
ciency of the extension diffuser, when 
compared with other lighting units, is rel- 
atively high, especially in consideration 
of the excellent diffusion. 
ope 

New Orders for General Electric 

Company. 

The General Electric Company reports 
among recent orders for railway appa- 
ratus the following: 

The Seattle Electric Company, Seattle, 
Wash.—Fifty four-motor GE-80 (forty 
horsepower) car equipments, four 1,000- 
kilowatt motor-generator sets converting 
sixty-cycle 13,200-volt current into 600- 
volt direct current, provided with direct- 
connected exciters, and four 1,000-kilo- 
watt sixty-cycle 13,200-volt air-błast 
transformers with blowers, together with 
the switchboard apparatus. The Denver 
City Tramway Company, Denver, Colo.— 
Two 500-kilowatt twenty-five-cycle rotary 
converters and seven 185-kilowatt oil- 
cooled transformers. The Sioux City 
Traction Company, Sioux City, Iowa— 
Thirty GE-81 (thirty horsepower) rail- 
The Washington Water 
Power Company, Spokane, Wash.—Twen- 
ty four-motor GE-80 car equipments two 
four-motor GE-73 (seventy-five horse- 
power) car equipments, with Sprague- 
General Electric type M control. The 
Pittsburg Railways Company, Pittsburg, 
Pa.—One 400-kilowatt engine-driven gen- 
erator and three 200-kilowatt sixty-cycle 
rotary converters. The Western New 
York Construction Company, Buffalo, 
N. Y.—Eight four-motor GE-204 (sev- 
enty-five-horsepower commutating pole) 
car equipments, with Sprague-General 
Electric type M control. 
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Magnetic Blow-Out Fuse Box. 

When circuit-breakers were first in- 
stalled on street cars the motormen re- 
garded them with great favor, and the 
management has appreciated that they 
materially reduced the expense for fuses. 
But gradually the motormen began to 
find it so easy to throw in the handle of 
the circuit-breaker that it has become a 


MAGNETIC BLOW-OUT FUSE BOX. 


very frequent occurrence to overload the 
motor and trip the breaker. This is not 
only unnecessary, but is frequently a 
cause of fright to the passengers. The 
loud report and the flash frequently 
cause suit for damages to be brought 
against the company for real or fancied 
injuries. This careless handling of the 
controller does more than merely frighten 
the passengers, for the excessive flow of 
current causes heavy strains on the mo- 
tor windings, which may cause injury to 
the motor. It is thus scen that it has 
become too easy a matter for the motor- 
man to reset the protective device on his 
car. 

For such reasons large railway com- 
panies are equipping their cars with a 
simple type of fuse in addition to the 
ctandard circuit-breaker. This fuse has 
heen recently developed and placed on the 
market Ly the Westinghouse Electric and 
Manufacturing Company, and is of the 
magnetic blow-out form, which overcomes 
the objections to the use of the old fuse 
box. 

The general design of this fuse box 
is similar to that of a street-car circuit- 
breaker, in that it has an all-metal case 
with the live parts entirely enclosed. It 
ig intended to be placed under the car. 
The main current is carried by a short 
copper strip extending down from the ter- 
minals in the form of a loop. This loop 
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passes through an arc chute which is sup- 
ported inside of laminated punchings, 
thus providing an efficient magnetic blow- 
cut. The blow-out is produced by the rib- 
bon itself without any exterior coils what- 
ever, as a single turn of the ribbon 
through the iron circuit provides ample 
magnetism to blow out the arc formed 
when the ribbon melts. As shown in the 
illustration, the fuse box is exceedingly 
compact. 

The fuse box will carry 400 amperes 
continuously without overheating, while 
the fuses are rated at from 250 to 600 
amperes, and are so constructed that they 
will blow in thirty seconds on 100 per 
cent overload of this rating. New fuses 
may be readily inserted by turning the 
insulating handles on each side of the 
box without opening the case or using 
any tools whatever. For the purpose of 
repairs the sheet-iron front of the box 
may he readily removed. The are chute 
is a single piece and may be readily and 
cheaply replaced. 

This fuse box, while intended primarily 


for street cars, is net confined to them 


exclusively, but may be used on indus- 
trial motors wherever enclosed fuses 
would be unsuitable for any reason. 


ede 
Plating Rheostats for Line Control. 


The Ward Leonard Electric Company, 
Bronxville, N. Y., has designed a com- 
plete line of plating rheostats for line 
control. This is a unique and new de- 
sign for this apparatus and it offers great 
possibilities. It is designed for single- 
voltage and double-voltage control. The 
accompanying illustration shows a rheo- 
stat for line control of the double-vollage 


PLATING RHEOSTAT FOR DOUBLE-VOLT- 
AGE LINE CONTROL. 


type, to be used on a five and ten-volt 
circuit either on one leg of a three-wire 
circuit having five volts on each leg or 
upon the total ten volts. There is a main- 
line switch (fused when so desired), 
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which, closed in one dizection, gives any 
current from one to forty amperes on ten 
volts, and when closed in the opposite 
direction gives eighty amperes on five 
volts. This gives thirty-one steps of con- 
trol on either voltage. Each switch with 
its resistance is designed to be connected 
across the full five or ten volts, respect- 
ively. The various numbers of steps are 
obtained by using the switches singly or 
in parallel. As the resistances are de- 
signed for the maximum voltage that can 
be applied upon them, burn-outs are im- 
possible. These rheostats are designed for 
any capacities and voltages. 

ese 
Columbia Incandescent Lamp Display. 


The accompanying illustration shows a 
display of incandescent lamps made by 


COLUMBIA LAMP DISPLAY AT CONVEN- 
TION OF ASSOCIATION OF CAR- 
LIGHTING ENGINEERS. 


the Columbia Incandescent Lamp Com- 
pany of St. Louis, Mo., in Parlor K of the 
Grand Pacifie Hotel, Chicago, at the re- 
cent convention of the Association of Car- 
This company was 
represented at the convention by a large 
corps of salesmen, a list of whom is given 
in connection with the report of the clos- 


Lighting Engineers. 


ing sezsions of the convention, which ap- 
pears on other pages of this issue. 

age 
Want Seattle Subway Franchise. 


Etlinger & Company, of London, and 
Charles A. Debenditty, of Amsterdam; 
have applied for franchises to construct 
eight miles of subways in the business and 
residence district of Seattle, Wash. The 
plans provide for a system to cost $6,000,- 
000 and to be completed in less than three 
years. 
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A 60,000-Volt Direct-Current Transmis- 
sion System. 

The power transmission system which 
has been recently installed for the city of 
Lyons, France, is worthy of note not only 
from the considerable scope of the enter- 
prise, but also from the fact that it dif- 
fers from the usual methods employed for 
_ this class of work. The source of power 
is a hydraulic plant which is located on 
the Isère River, lying at a distance of 
110 miles from Lyons. Not only is the 
distance one of the longest which has yet 
been employed on the Continent for a 
power line, but the voltage is also one of 
the highest, this being nearly 60,000 
volts. Instead of using the three-phase 
system for the power line, this latter is 
operated on the direct-current system ac- 
cording to the method brought out by M. 
Thury and used in several cases by the 
Industrie Electrique firm of Geneva, no- 
tably in the St. Maurice-Lausanne power 
transmission plant. Owing to the prog- 
ress which has been made it is now possi- 
ble to use a higher voltage for this method 
than heretofore, but the present standard 
of 60,000 volts is not the limit, as it is 
proposed to double this amount when it 
comes to increasing the station, and this 
will be done by grounding the line. 

To obtain this high voltage with direct- 
current generators these are coupled in 
series. A unit of the station consists of 
a Piecard-Pictet turbine of 1,600 horse- 
power, to which are coupled four gener- 
ators upon the same shaft. These four 
machines in series give 14,400 volts and 
they are run at 300 revolutions per min- 
ute. As the plant now contains four tur- 
bine units of this kind, by coupling all the 
four units in series we obtain 57,600 volts, 
which is used directly on the power line. 
Each of the single generators is a six-pole 
machine of the Thury type and is rated at 
“70 kilowatts. It furnishes a current of 
3,600 volts and seventy-five amperes. On 
the exterior these machines resemble the 
usual form of railway generator, and 
there are two of them mounted on a com- 
mon foundation plate with two outer 
bearings. Electric couplings are used be- 
tween the two pairs of double generators 
and between the latter and the turbine. 

Where the 57,600-volt power line 
reaches the city there is a first substation 
located in the suburbs at Vaulx-en-Velin 
Which receives the direct current in a set 
of motors and delivers three-phase cur- 
rent. This plant has at present three 
high-voltage direct-current motors of 800 
horsepower each, and they are coupled to 


three-phase alternators. All the direct- 
current motors are connected in series, 
while on the three-phase side the alter- 
nators are connected in parallel. From 
this plant the three-phase current is sent 
by an underground line to a second sub- 
station, which is located in the central dis- 
trict of the city. It is designed to pro- 
duce direct current for the tramway lines, 
and to this end it has a number of three- 
phase motors, each coupled to a 600-volt 
direct-current generator. 
ede 
Public Utilities Commission Proposed in 
Illinois. 

In the forthcoming session of the Illi- 
nois legislature Sam. A. Ettelson, state 
senator from the third senatorial district, 
will introduce a bill creating a state com- 
mission of seven members, to have com- 
prehensive jurisdiction over all steam and 
electric railroads, street railways, electric 
and gas lighting and power companies, 
telephone and telegraph systems and other 
public-service corporations. The biv is 
based largely on the act that Governor 
Hughes of New York secured the passage 
of, through the legislature of that state, 
creating the two public-service commis- 
sions that have become so well known. ° 

Only one commission is proposed in Íl- 
linois. It is to supersede the present 
railroad and warehouse commission, but 


have greatly increased powers in every 
way. It is to supervise the issues of stocks 
and bonds by these companies, the regu- 
lation of rates and quality of service given 
the public, and prescribe methods of ac- 
counting and reforms of administration 
and operation. The plan would limit the 
power of regulation of public utilifies 
now vested in local civie authorities and 
is therefore approved by many of the 
public-service corporations that sce in it 
a method of eliminating many petty bur- 
dens now imposed on them by municipal 
councils and other local officials. 

On the other hand, Senator Ettelson’s 
proposal has started a lively agitation 
among the opponents of any curtailment 
of home rule, and they point out, as an 
illustration, the excellent results being 
secured in Chicago as the effect of the 
traction-settlement ordinances now being 
carried out under the direction of the 
board of supervising engineers. As the 
legislature does not meet till January the 
agitation of the subject will doubtless 
bring out many strong arguments for and 
against the measure. 
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Improved Facilities for Northwestern 
Elevated. 

The Northwestern Elevated Railroad 
has completed its terminal at North 
Water and North Clark streets, Chi- 
cago. It has been built over the tracks of 
the Chicago & Northwestern Railway from 
Wells to Clark streets and is used about 
two hours a day during the morning and 
evening rush to permit a number of trains 
to be run without entering the Union 
Toop. It thus not only relieves the con- 
gestion on the loop but provides terminal 
facilities for the road in case of accident 


to the Wells street bridge or inability to . 


use the loop. Each of the four elevated 
railways now has a stub terminal of its 
own near the loop district for auxiliary 
and emergency service. The new termi- 
nal has two tracks with a loading plat- 
form between them and two discharge 
platforms on the outer sides. It was put 
into service on November 17, practically 
{wo weeks before the schedule time of 
completion and within three months of 
the breaking of ground. The Brennan 
Electric Construction Company had the 
contract for the entire equipment. The 
Northwestern Elevated Railroad has just 
put into service a special funeral train, 
leaving the new terminal at 1 p. m. daily 
and running direct to Calvary Cemeiery. 
T 
Monorail Road for New York City. 


The first monorail road for the car- 
riage of passengers in the United States 
is to be built between Bartow station the 
New York, New Haven & Hartford Rail- 
road and Belden Point, City Island, and 
will take the place of an old horse-car 
line. The Public Service Commission has 


given permission for changing the motive . 


power, and Bion L. Burrows, president 
of the American Monorail Company, an- 
nounces that the construction work will 
begin soon. 


ope 
Electricity on Southern Pacific. 


Advices from California state that the 
Southern Pacific Company has made ap- 
plication to the authorities in California 
for permission to convert its present 
steam operated roads in Berkeley, Cal., 
and vicinity, for electric transportation. 

The Southern Pacific Company has ap- 
plied for a franchise for that purpose, 
and the application states that work will 
be commenced in four months, and com- 
pleted within two years at a total expendi- 
ture of not less than $2,000,000. 
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Standards of Technical Publicity. 


Under this title, Walter B. Snow, pub- 
licity engineer, of Boston, Mass., presents 
an interesting picture of American meth- 
ods in a recent article in the American 
Exporter, from which the following is 
quoted : 

“In America, above all other countries, 
publicity is recognized as the handmaid 
of business success. The fact is funda- 
mental that no sale was ever made in the 
wide world unless the buyer first learned 
that the seller had something to se. No 
less fundamental is the fact that no legiti- 
mate business was ever based upon the 
ignorance of its customers. 

“The high standard of technical pub- 
licity which today prevails in America 18 
the result of relatively rapid development ; 
a token, doubtless, of the insatiable energy 
of its people. It expresses a recognition 
of the fundamental principle of all ad- 
vertising—that in the broadest sense it 
should be considered as an investment and 
not as an item of expense. The adver- 
tiser should not ask, how much does it 
cost, but how much does it carn? 

“America’s leadership in publicity has 
been marked by the educational feature. 
This is especially true of advertising to 
and by manufacturers. The _country 
teems with trade journals devoted to the 
technicalities of particular trades, and to 
ihe details of manufacture and sale. Jn 
those particularly devoted to engineering, 
in the widest aeceptance of the term, are 
to be found the best examples of technical 
advertising. Here the manufacturer, or 
perchance the engineer, may speak his 
own language to men who understand its 
technicalities. -What is more, he may be 
assured that he will find readers. Rare, 
indeed, is the case where manufacturers 
or engineers worthy of the name are not 
subscribers to one or more journals in 
their particular field. Such subscribers, 
particularly among the manufacturers, 
are also advertisers in some of the trade 
or technical journals which reach the con- 
sumers of their products. As a conse- 
quence a considerable number of publica- 
tions in varied lines pass under the eyes 
of each manufacturer who advertises. 
From one class of publications he learns 
what other manufacturers produce that 
might be helpful to him in the conduct 
of his office and shop; from others he is 
able to judge of conditions in the various 
industries for which his products are des- 
tined. 

“All this is entirely independent of the 
vast volume of advertising in the so-called 


popular magazines, whose name is legion. 
Here, also, the educational element in 
construction and wording of the ‘ad’ is 
still pronounced. Though it be less tech- 
nical, the motif of the advertisement 18 
the same; the illustrations are explana- 
tory; they make clear the design or use 
of the given article; the description is 
simple and lucid, it tells the reason why. 

“Nowhere else are trade papers pre- 
pared and published with such care as in 
America. From the editorial standpoint 
the leading engineering papers are of ex- 
ceptionally high order. The presentation 
of excellent illustrations, both in the read- 
ing and advertising columns, is made pos- 
sible by the use of high-grade paper and 
careful printing. The half-tone process 
of reproduction may therefore be employed 
without fear that the effect of fine en- 
eravings will be lost in the printing. 
Some papers go so far as to request origi- 
nal half-tones for use in the advertising 
columns. 

“The leading papers maintain staffs of 
advertising writers at the service of their 
advertisers without charge. In every way 
they study to encourage the advertiser to 
exert his best efforts in the presentation 
of his products. The result is greater fre- 
quency of change of copy than occurs in 
any other class of, journals. So good 
from a technical standpoint is some of 
this advertising that readers have been led 
to collect and preserve it for its educa- 
tional value.” 

———-® @e-—___- 
Wireless Experiments with Balloons. 


Radio-telegraphie communication with 
halloons has successfully been maintained 
in several instances recently, notably by 
the Condor, which rose from Brussels and 
exchanged signals with a station erected 
on the tower of the Palais de Justice, of 
Brussels. The aeronauts also easily over- 
heard signals sent from the French mili- 
tary station on the Eiffel Tower. The 
possibility of such signals had long ago 
been established; danger was, however, 
feared from the sparks. The first person 
systematically to experiment in this line, 
says London Engineering, was Tergesell, 
who, while cruising on the ocean, sent 
up unmanned balloons from the ship. 
The balloons were fitted with small re- 
ceiving apparatus, tuned to different wave 
lengths on the different balloons, and the 
arrangement was such that the signal 
would open the valve of the respective 
balloon. Hergesell succeeded in bringing 
certain balloons down again at will at i 
distance of ten nautical miles. 
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Mexico to Double Duties on Lamps. 


The department of finance of the Mex- 
ican Government has submitted to the 
Congress a bill which revises and increases 
the import duties on a number of articles. 
The duty on incandescent electric lamps 
is increased from eleven cents per kilo- 
gramme, gross, to twenty-two cents per 
kilogramme, gross. Incandescent elec- 
tric-light globes are now being manufac- 
tured in Mexico, and it is understood that 
the object in doubling the duty is to pro- 
tect the new home industry. The bill 
provides that the duty on machinery and 
apparatus shall continue at $1.65 per 100 
kilos, gross, but the following clause, 
which will be appreciated by importers 
of machinery, has been inserted : 

“The ensemble of pieces constituting 
a plant of machinery, in whole or in part, 
may be imported in separate lots, subject 
to the rate fixed in this schedule, pro- 
vided that the department of finance s0 
decides in view of the circumstances in 
each case, and the requirements laid down 


by the same department be complied 
with.” 

——ego———_ 
Electric-Lighting Equipment for Auto- 
mobiles. 

Among electrical patents issued on No- 
vember 3 was one granted to Fred. R. 
Babcock, of Chicago, which covers a light- 
ing equipment for gasoline and steam 
automobiles. The device is essentially a 
miniature train-lighting system, much 
simplified in detail. 

From the standpoint of the motorist. 
the arrangement serves to turn @ small 
portion of the gasoline used in the engine 
into electricity, which may be used for 
lights, ignition and any electrical devices 
desired, and thus limits the supplies re- 
quired for the car to gasoline and lubri- 
cants. The advantages resulting from 
the elimination of acetylene and kerosene 
oil, combined with the well-known supe- 
riority of electric lights, indicate that this 
equipment will prove very popular among 
the automobile fraternity. 

T 


Philadelphia Lighting Contract. 


The Philadelphia Electrie Company 
was the only concern to submit proposals 
for the lighting of the city in 1909. Its 
figures range from twenty-five to twenty- 
eight cents a light per night, according to 
location, There are at present 12,000 
electric lights throughout the city. The 
cost of maintenance for 1909 will be 
$1,182,791. 
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Current Electrical News 


CONTINENTAL EUROPE. 


PARIS, NOVEMBER 14.—The new electric tramway line which 
has been installed in Switzerland to connect the localities of 
Schwyz and Seewen is noteworthy from the fact that it is oper- 
ated upon the three-phase system. The electrical outfit of the 
line is furnished by the Brown-Boveri firm. Should the line be 
completed according to the present plans it will run from the 
latter point as far as the town of Brunnen, which lies upon the 
Four-Cantons lake. Owing to the high gradients which the road 
possesses, the three-phase system is an advantage here. Current 
is supplied from a distant turbine plant at 8,000 volts, forty 
cycles, and a transformer station located near the traction line 
serves to reduce the voltage to 500, which is used upon the car 
motors. For the overhead line the road uses a double trolley 
wire and the car has two trolley poles mounted on the roof. 
The motor cars are of the tramway type, with the body mounted 
on a single truck with two axles. The cars each carry thirty- 
four persons and with the electric outfit weigh about ten tons. 
The track is of the standard narrow gauge, one metre. 

Some of the mining companies, instead of transporting peat, 
lignite or a poor quality of coal, are now erecting plants for 
burning this combustible upon the spot and distributing the 
power in the form of electric energy. A large plant is now in 
operation in the north of Italy on this principle at San Giovanni- 
Valdarno in the Tuscany province. It owns rich lignite deposits 
in this region, but as the lignite contains forty to fifty per cent 
of water it became difficult to operate the deposits, owing to 
the cost of transportation compared with the low heating quality 
of the material. The company decided to erect an electric plant 
and a power line in order to utilize the product upon the spot 
and to deliver current over a wide extent of country. The power 
plant is built near the mines and the combustible is brought by 
rail to the furnaces. It is first dried partially and is then burned 
under the boilers. The latter are of special construction so as 
to consume the half-dried material, and this was found preferable 
to a previous drying of the lignite, even though the boiler plant 
had to be built on a larger scale for the purpose. An automatic 
feed system is used for the furnaces. In the dynamo room are 
installed the engine and alternator sets, using Westinghouse 
three-phase alternators of 1,500 kilowatts. These machines are 
designed for 6,000 volts and fifty cycles, and they are excited by 
two 130-kilowatt generators. For raising the voltage there are 
used Oerlikon transformers of the single-phase type, which are 
connected in groups of three, in order to furnish the three-phase 
line current at 33,000 volts. The transformers and high-tension 
switching apparatus are mounted in a series of fireproof cells, 
which are closed by iron sliding doors. There are at present 
five high-tension lines starting from the station. One of these 
lines has about sixteen miles length and reaches Florence. A 
second line runs further on for a distance of thirty miles to 
Prato, and a third line runs to Siena at eighteen miles distance. 

In order to secure a supply of current for the city of Seville 
there has lately been erected a power plant which no doubt has 
the highest voltage yet used on this side of the water for three- 
phase current. An eighty-foot head of water is obtained from the 
Guadiaro stream in the Malaga province, with a supply of 4,000 
litres per second during eight months of the year. The station 
building will contain four principal units of 1,500 horsepower 
each; at present there are three of these units erected. These 
are three-phase, 5,000-volt alternators working at 410 revolutions 
per minute and forty cycles. A bank of transformers raises the 
voltage for the line to 52,000 volts. The power line for this high 
voltage is of the most modern construction and, like the rest 
of the plant, is installed by the Oerlikon firm of Zurich. It runs 
for seventy-five miles through the provinces of Malaga, Cadiz and 


Seville, and in the region of the Berrueco mountains it reaches 
an altitude of 2,400 feet above sea level. For the line there are 
used 1,550 iron-work poles with wood cross-arms. The poles are 
spaced 240 feet apart on the average, but a maximum distance 
of 380 feet is often reached. Some of the longer spans reach 
as high as 1,400 feet. On the poles there are at present two 
power lines of three wires each using a five-millimetre wire. 
Along the line there are three substations besides the Seville 
station. The latter contains the transformer outfit which is 
needed for the city supply at 3,500 volts. A. Dr C. 


GREAT BRITAIN. 


LONDON, NOVEMBER 12.—A very voluminous report has been 
issued by the committee on tramway brakes which was appointed 
about three years ago by the Tramways and Light Railways 
Association. This committee was the outcome of a series of 
serious tramway accidents, due to the failure of the brakes to act, 
and it has received some assistance from the Board of Trade. 
As testifying to the complete and thorough nature of the investi- 
gation which has been carried out it may be mentioned that 
particulars were obtained of over 5,000 cars, 3,625 being single 
truck and the remainder double truck. Sixty of the cars were 
fitted with regenerative control, all had the hand-wheel brake, 
nearly 3,000 were fitted with the rheostatic brake, about 1,300 
with magnetic track brake, 900 with electric short-circuit brake 
and 120 had a pneumatic track brake. Particulars are given of 
the very numerous varieties of brake which were investigated 
and tested by the committee and the causes of accidents are 
considered in detail. The conclusions of the committee are that 
all cars should be fitted with two brakes, one of which should 
be a power brake, although where the traffic is light and the 
maximum speed slow both may be manually operated. In all 
accidents, of course, the human element has been an important 
factor and it is recommended that on all tramway systems there 
should be a man responsible for the state of the brakes on every 
car and that a frequent and systematic examination of all brakes 
should be made. Probably the most useful portion of the report 
is the section containing particulars of a very large number of 
tests upon various brakes and sanding apparatus. 

Official statistics just published go to show that there are 
now 216% miles of railway in Great Britain worked solely by 
electricity and 162 miles partly worked electrically. The cor- 
responding figures for a year ago were 197% and 157% miles, 
respectively. The energy consumed during the past year amounted 
to 213,675,447 kilowatt-hours, compared’ with 159,581,401 for the 
previous year. It is also of interest to note that there are now 
eighty-six electric locomotives, 806 motor cars and 1,275 trailer 
cars in use upon these railways. 

The manufacturing firm of Bruce, Peebles & Co., which is 
the agent in this country for Ganz & Co. of Buda Pesth, and 
which was forced to go into voluntary liquidation last year, has 
now been reconstructed and a new company is to be formed 
with a capital of $1,250,000. Creditors and old shareholders are 
offered stock in the new undertaking upon certain terms which 
will involve a considerable loss. 

Some British and continental capitalists are reported to have 
joined hands for the purpose of erecting an electric power station 
in Fiume, Austria, of a capacity of 36,000 horsepower. 

It is confidently expected that a result will be arrived at 
during next week by the committee now considering the bulk 
electric supply scheme for London. G. 


EASTERN CANADA. 


OTTAWA, NOVEMBER 21.—From an engineering standpoint, the 
Ontario hydro-electric power-transmission line from Niagara Falls, 
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110,000 volts, is the most important of the power-transmission 
systems of over 40,000 volts in operation and under construction. 
Work on this system commenced on the 18th inst. 

The Montreal fire and light committee has recommended the 
City Council to offer the Montreal Light, Heat and Power Com- 
pany a ten-year contract at the following figures: For arc lamps, 
$75 per lamp per year; for sixty-five-candlepower incandescent 
lamps, $36, and $24 for thirty-two-candlepower lamps. The pro- 
posal also stipulates that the system of lighting now in use shall 
be replaced by the most modern ones. 

The electrification of the Grand Trunk Railway’s workshops 
at Point St. Charles is the latest development of the company’s 
economic policy. The effect of the introduction of electrical 
equipment in the shops at Stratford and Battle Creek has been 
to give the management direct practical proof of just what the 
advantages of electrifying the larger central shops would be. 
The power required for the purpose of operating the electric 
plant will be produced from the company’s own turbo-generators 
from coal that it will transport from the mines. 

During the coming week there will be several conferences in 
Montreal between the directors of the Mexican Light and Power 
Company and representatives of the London house of Sperling 
& Co. in regard to the leasing of the company to the Mexican 
Tramways Company. It is now the general belief that the par- 
ties favoring the leasing project with the latter company have 
sufficient proxies to control the actions of the directors, but in 
view of all the facts, as reported, it is doubtful if the lease, as 
outlined, will be carried out over the heads of the strong board 
of directors, who are opposed to the transaction as being unfair 
to the power company’s interests. Should the majority interests, 
however, undertake to force this lease on the power company 
the resignation of the directors of that company will likely follow. 

One of the best indications of the growing use of electricity 
is found in the record of the Shawinigan Water and Power Com- 
pany of Quebec. At present this company is delivering to the 
city of Montreal 20,000 electric horsepower. As the power was 
first delivered in 1903, this shows a yearly increase of about 
4,000 horsepower, an amount of energy which would, in many 
cases, Operate the entire industries of a city of considerable size. 
The Shawinigan Company, with its 350 miles of transmission 
lines reaching from Shawinigan Falls in various directions, is to- 
day one of the most complete electrical systems in the world. 
The power house of this plant is situated about eighty-five miles 
from Montreal and the company’s development is practically com- 
pleted for 100,000 horsepower. W. 


WESTERN CANADA. 


WINNIPEG, NOVEMBER 21.—The Manitoba Telephone Commis- 
sion is now making arrangements with the Saskatchewan govern- 
ment to connect the two government systems at a point a few 
miles east of Sinclair, Man. At the same time the Alberta gov- 
ernment is arranging to make connections with the Saskatchewan 
system at a point on the boundary between the two provinces. 
The Kootenay Telephone Company, a newly incorporated concern 
with a capital of $200,000, announces it will at once commence 
the construction of long-distance telephone . lines through the 
Crow's Nest Pass and connect with the Alberta system on the 
boundary line between Alberta and British Columbia. This will 
give the people of Winnipeg, Man., and Nelson, B. C., and the 
intervening towns telephonic communication. 

According to an announcement made by Hon. Robert Rogers, 
provincial minister of public works, the rates charged for tele- 
phones in Manitoba will be reduced at the beginning of the year. 
He is also authority for the statement that the profits for the 
first year of operation of the system under government owner- 
ship will amount to $200,000. 

Since May last the government of Alberta has added 600 
miles of long-distance lines to its provincial telephone system. 
There are now 1,400 miles of long-distance line under operation 
by the government and 165 exchanges, against thirty-five in 


May 
last. The department of telephone 


s is now planning a number of 
other lines to be built next year, connecting up the smaller towns 
and villages in the province. 
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At Cannington Manor, Saskatchewan, the farmers are organ- 
izing for the purpose of building a rural telephone system. Esti- 
mates provided by the provincial department of telephones show 
that a system can be installed at an average cost of $35 per 
mile, including one telephone per mile. Work will commence 
shortly. 

According to H. N. Ruttan, city engineer, the pumping at 
the city wells in Winnipeg can be done at a great saving by 
the use of electricity instead of steam. It is probable arrange- 
ments will be made with the Winnipeg Electric Company to fur- 
nish the necessary power until such a time as the civic plant 
at Lac du Bonnet is in operation. 

The Dominion Messenger and Signal Company is the name 
of a new organization in Winnipeg which is applying to the city 
for the right to receive alarms of all fires by a wire connected 
with the central fire hall. The company has already secured 
the privilege of using the conduits of the Manitoba Telephone 
Commission for its wires. The objects of the company have not 
yet been disclosed. R. 


IMPORTANT DEVELOPMENTS. 


ELECTRIFIED OPERATION OF SOUTHERN PACIFIC 
RAILROAD POSSIBLE—A rumor has been current for some 
time that the properties of the Great Western Power Company, 
which were supposed to be allied with the Western Pacific in- 
terests, had passed under Harriman control, and that the South- 
ern Pacific’s local lines in Alameda County were to be operated 
by Great Western power, using the plant now under construction 
at Fruitvale Avenue as an auxiliary. A dispatch from Reno, 
Nev., declares that the Fleishhackers have secured control of 
the Truckee River General Electric Company, and that Harri- 
man is behind the Fleishhackers in the deal. The presumption 
is that the Southern Pacific road from Sparks, Nev., is to be 
operated by electricity, as it has been hinted a number of times 
that this would eventually be done. A. 


STANISLAUS POWER COMPANY BEGINS OPERATION 
OF 100,000-VOLT LINE IN CALIFORNIA—Work is progressing 
rapidly on the new power plant of the Stanislaus Electric Power 
Company in Tuolumne County, California. The first unit, supply- 
ing power in the neighborhood of the plant, was started about 
a month ago. At present two units, with a capacity of about 
13,000 kilowatts, are in operation. The remaining units, which 
will bring the capacity to 20,000 kilowatts, are now in place, 
but the final work necessary before they can be started up will 
take about three weeks more. The transmission line, operating 
at 100,000 volts, is now in use. Under a temporary arrangement, 
the power is delivered to the lines of the Pacific Gas and 
Electric Company at Mission San Jose, which is at present the 
end of the Stanislaus company’s line. It will be several months 
before the line can be extended into San Francisco, and until 
that time all the power will be sold to the Pacific company. A8 
soon, however, as the line can be completed, the power will be 
marketed independently in San Francisco and vicinity. A. 

SUIT TO DETERMINE LIABILITY FOR INTERFERENCE 
OF POWER CIRCUITS WITH TELEPHONE LINES—The case 
of the Citizens Telephone Company against the Fort Wayne & 
Springfield Traction Company, filed in the Adams County Cir- 
cuit Court during the past weck, is one of great importance to 
the electric companies operating in Indiana. Several years ago 
the commissioners granted a franchise to the telephone com- 
pany for a right-of-way between Decatur and Fort Wayne. 
The company put up its poles and wires, which were used suc: 
cessfully for several years. The Fort Wayne & Springfield 
Traction Company later obtained a right-of-way from the com- 
missioners to run its electric line over the same route, and 
shortly after the traction line began to operate its high-tension 
transmission system, it was found that the alternations in the 
power circuit induced noise in the telephone lines, rendering 
them useless. The telephone company was compelled to move 
its lincs from two to eight miles from the traction line in order 
to avoid interference, and for the cost of this the telephone 
company asks judgment from the interurban company. S. 
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ELECTRIC LIGHTING. 


SLIDELL, LA.—The Slidell Light and Ice Company is to 
install an electric-light plant. 


LINDSAY, OKLA.—The city contemplates issuing bonds to 
construct an electric-light plant. l 

MOBRIDGE, S. D.—An electric-light franchise has been granted 
to E. E. Empey, H. B. Miles and others. 

AUSTIN, TEX.—The Board of Regents of the University of 
Texas contemplates the erection of a power plant. 


MAYFIELD, O.—The Mayfield Water & Light Company has 
increased its capital stock from $10,000 to $20,000. 

LITTLE ROCK, ARK.—The Little Rock Railway and Elec- 
tric Company will expend $75,000 in increasing the capacity of 
its plant. 

MUSCATINE, IOWA.—J. C. Sodini has leased the Electric 
Park and will convert it into a “White City” amusement park for 
next year. 

GARY, IND.—It is announced that the Westinghouse Elec- 
tric and Manufacturing Company, of Pittsburg, Pa., will establish 
a branch factory near Gary. S. 

SUPERIOR, WIS.—The Northwestern Lighting Company has 
been incorporated with a capital stock of $15,000 by E. M. Prindle, 
Theodore Hanson and Louis Hanitch. 


NAUVOO, ILL.—The Nauvoo Electric Light and Power 
Company has incorporated with a capital stock of $5,000. The 
company consists of local capitalists. 

SANTA CRUZ, CAL.—The City Council of Santa Cruz is 
working on a proposition to issue bonds for the reconstruction 
of the municipal electric-lighting system. 

ANN ARBOR, MICH.—Coach Yost, of the Michigan football 
team, has had Ferry Field strung with electric lights and an hour 
of practice is held every evening after dark. 


LA CROSSE, WIS.—The La Crosse Water Power Company an- 
nounces that it will be prepared to generate current for light and 
power at the plant at Hatfield by December 1. 


SONORA, CAL.—The Tuolumne River Power Company has 
been incorporated at Sonora, with a capital stock of $500,000, by 
C. D. and W. M. Shaw, C. F. and F. H. Cross. 


TWILLINGATE, N. F.—Frederick S. Palmer of Boston, 
Mass., has obtained a franchise for an electric light and power 
plant at Twillingate, which he will install this winter. 

EVANSVILLE, IND.—Plans are being made by the Evans- 
ville Gas and Electric Light Company for improvements costing 
nearly $400,000. A turbo-generator set will be installed. S. 

LAPORTE CITY, IOWA.—The electric light and water plant 
was damaged by fire to the extent of $3,000 last week. Fire of 
unknown origin was discovered at 10 o'clock in the morning. 


DOWNEY, CAL.—J. R. Gordon has obtained a franchise for 
furnishing electric light to the town of Downey. He will instal 
a distributing system, covering a territory eight miles square. 

LUDINGTON, MICH.—The Interurban Electric Light and 
Power Company of Ludington has filed articles of incorporation for 
a capital stock of $100,000 with the secretary of state at Lansing. 


HOQUIAM, WASH.—The Grays Harbor Light and Electric 
Company, of Hoquiam, will shortly install a large amount of new 
equipment, making material improvements in the lighting service. 


COLUMBUS, OHIO—The Middletown Light and Power Com- 
pany has been incorporated by B. L. Murphy, Charles W. Elliff, 
Asa McBride and William Sullivan, with a capital stock of 
$100,000. 


HUSUM, WASH.—An electric-light plant to cost about $15,000 
will be installed at Stevenson, in Skamania County, deriving power 
from Rock Creek. The plant is promised to be in running order 
by December 15. 

SPOKANE, WASH.—Jerome Drumheller has organized a 
company at Spokane with the purpose of developing 10,000 
horsepower with a 500-foot head of water, a short distance 
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above the mouth of the Moyie River. Work has already begun 
on the development|. The power will be disposed of for the 
development of mining and lumbering in northern Idaho. A. 

EBANO, MEXICO—The Mexican Petroleum Company will 
install a hydro-electric plant in its oil field at Ebano, in the 
state of San Luis Potosi. The company has an extensive in- 
dustry at that place. 

SCOTTSBURG, IND.—The City Council of Scottsburg has 
decided to install an electric-light and water works plant. As 
soon as plans are completed, bids for the installation of the 
plant will be received. S. 


GRAND RAPIDS, MICH.—The illumination of Monroe street 
by series tungsten lamps, a continuation of the lighting scheme 
of Canal street, was completed, and the current turned on elec- 
tion night, November 3. 


CHESTER, VT.—The local electric light company has con- 
tracted with the Claremont Electric Power Company for a sup- 
ply of power developed by harnessing the Black River by the 
dam at Cavendish Gorge. 


WESTPORT, CONN.—The Westport Light and Water Com- 
pany is laying plans for a line through Gwen’s Farms to Fair- 
field, and offers to lay out $10,000 on improvements if the Fair- 
field contract can be secured. 


LOS ANGELES, CAL.—The city of Los Angeles, which is en- 
gaged in the construction of an aqueduct, will let contracts next 
month for a 750-kilowatt generator with the necessary equipment 
and a number of transformers. 

DAVENPORT, IOWA.—Brady Street, between Second and 
Fifth streets, is to have a special illumination scheme, which is 
supported by a merchants’ association. Iron posts surmounted by 
incandescent lamps will be used. 


RED HILL, PA.—If a franchise can be obtained a power 
plant will be built in Greenville and lines run to Red Hill, fur. 
vishing electric light to both towns. East Greenville has had 
an acetylene gas plant for a year, 


GRANDLEDGE, MICH.—Municipal ownership has been found 
a failure in Grandledge. At a special election the village has 
voted to sell its electric-lighting plant to the Commonwealth 
Light and Power Company of Jackson. 


RIVER PARK, IND.—The town board of River Park has 
granted a fifty-year franchise to the Indiana & Michigan Elec- 
tric Company, to extend its wires, supply street lights and fur- 
nish the inhabitants with light and power. S. 


GREENVILLE, CAL.—Thbe Round Valley Power Company is 
installing a plant near Greenville, where a fall of 900 feet is 
available. It is proposed to generate 2,000 horsepower, which 
will be sold for irrigation pumping purposes. 


REDWOOD CITY, CAL.—The town of Redwood City is plan- 
ning to extend its electric-lighting service into several residence 
towns which have recently been built up in the vicinity, and bids 
will soon be called in for the necessary supplies. 


SALT LAKE CITY, UTAH.—The Wasatch Electric Service 
Company has filed articles. It has 20,000 shares at $1 each. The 
officers are: Tony Jacobson, president; Sam S. Porter, vice- 
president; Rob D. McCreery, secretary and treasurer. 


LIGONIER, IND.—Municipal ownership of the electric-light- 
ing system of Ligonier is not favored by the citizens. At a 
recent election the proposition to own and operate a municipal 
lighting system was voted down by a majority of 72. S. 


CHANDLERVILLE, ILL.—The town of Chandlerville has is- 
sued its first bonds since its incorporation, to pay for the new 
municipal lighting plant, recently purchased for $7,000. The in- 
stallation of the plant is to be completed by December 1. 


OROVILLE, CAL.—H. O. Logue has filed several applications 
for waterpowers in Plumas County and declares that he will 
build electric power plants. The locations call for 15,000 inches 
of water on Nelson Creek, a like amount on Onion Valley Creek 
and 30,000 inches on the Middle Fork of the Feather River at 
Bidwell Bar, making a total of 60,000 inches. The water from 
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Nelson and Onion Valley creeks is to be conveyed through Bald 
Rock Canyon, a wild and rocky canyon that has never been 
explored by white men. 


QUINCY, CAL.—H. O. Lague has been making numerous 
water locations in Plumas County, California, and it is now an- 
nounced that he and his associates will build an electric-power 
plant. Water to the amount of 60,000 inches has been secured. 


IOWA CITY, IOWA—The City Council is taking up the mat- 
ter of electric lights, and maps, proposals, specifications and all 
other papers, etc., in the matter will be considered carefully by 
the city solicitor and others, and the Council will be ready for 
action next month. 


OAKLAND, CAL.—A measure has been proposed to the 
supervisors of Alameda County for the creation of electric-light 
districts throughout the county similar to the sanitary districts 
now in existence, in order to relieve the county of the burden 
of providing lights upon petition. 


SAN FRANCISCO, CAL.—The San Francisco Gas and Elec- 
tric Company will within a few months house its general offices 
in a handsome new building. Contracts have just been let for 
the erection of a six-story and basement structure on Sutter 
street, between Powell and Stockton. 


CUERNAVACA, MEXICO.—A large electric-light and power 
plant is being built in Cuernavaca by E. Conas, the treasurer of 
the State. The capacity of the new plant will be 1,600 horsepower. 
It will be used for lighting the city and supplying the tramway 
system, which is also the property of Mr. Conas. 


WHITE SALMON FALLS, WASH.—Martin and J. T. Thomp- 
son are installing an electric-lighting plant at White Salmon 
Falls, to supply the town and the surrounding country. They are 
installing a 3,000-horsepower engine, and will have all the neces- 
sary equipment on the ground in a short time. 


VALE, ORE.—The Vale Light and Water Company of Vale, 
Ore., has been reorganized, R. C. Carter of Baise purchasing a 
controlling interest in the company. The new president is au- 
thority for the statement that the lighting plant will be over- 
hauled and new machinery installed. 


LOS ANGELES, CAL.—Work has just been started on a large 
electrical plant, which will furnish lighting for the Benson 
Lumber and Logging Company as well as power for the street 
railway lines of the South Park & East Side Railway. The 
plant is being erected by the San Diego Wood Products Com- 
pany, an offspring of the Benson Company. 


TACOMA, WASH.—An ordinance is being drawn up by the 
city attorney of Tacoma for a municipal power project, the prin- 
cipal feature of which is the erection of a $2,000,000 power plant, 
with a capacity of 20,000 horsepower, on the upper Nisqually 
River. The plan includes the construction of a reservoir. The 
initial expense, according to the present plan, is to be met by 
a $300,000 bond issue. A. 


DENVER, COLO.—A bond issue of $1,500,000 has been author- 
ized by the Southern Colorado Power Company for the extension 
of its electrical transmission lines to all the principal towns in 
southeastern and southern Colorado and northern New Mexico. 
Construction work will at once begin along the line of plans 
already perfected, The central plant of this company is located 
at Trinidad, Colo., from which light and power will be supplied 
to all towns within a radius of sixty miles. 


INDIANAPOLIS, IND.—J. W. Broady, of Indianapolis, is at 
ihe head of a company of manufacturers of central Indiana, 
who have selected a site for the construction of a power- 
gencrating plant in the coal fields near Sullivan, Ind. It is the 
purpose of these men to erect and equip a plant for the genera- 
tion of electric power to be transmitted to Indianapolis, Ander- 
son, Crawfordsville, Marion and New Castle. The completion 
of part of the plant is expected within the next six months. S. 


CLEAR LAKE, CAL.—Reprcsentatives of the Clear Lake 
Railway Company, which is working on a projected electric rail- 
way line from Napa Valley to the principal towns of Lake County, 
and the Yolo County Consolidated Water Company are now in San 
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Francisco, and a consolidation of the two concerns is contem- 
plated. Such a deal would enable the railway company, by 
erecting a low dam at the outlet of Clear Lake, to store ample 
water to operate a power plant for its line the year round. A. 


EL DURO, MEXICO—The Guanajuato Power and Electric 
Company, which established a large hydro-electric plant at El 
Duro, state of Michoacan, a few years ago, and built transmis- 
sion lines to the Guanajuato mining district and city of that 
name and to other industrial centers within a radius of 150 miles, 
is making important enlargements and improvements to its great 
plant and system. It will have its new high-tension transmis- 
sion line between Guanajuato and Penjamo finished by January 1. 
The improvements at the various sub-stations of the company will 
also be completed and ready for operation at that time. New 


oil switches for the new 60,000-volt line are also being installed. ` 


The section of the new reserve transmission line of the company 
between Guanajuato and Irapuato was recently finished. 
George W. Bryant, of Colorado Springs, Colo., is an owner. 


OBITUARY. 


MR. E. H. MIDDLETON, superintendent of the Chicago South 
Park electric-lighting system, was electrocuted November 22 in 
the power house at Fifty-eighth Street and Cottage Grove Avenue 
by coming in contact with a highly charged wire or pus-bar. 
Mr. Middleton was forty-five years of age, married, and lived 
at 5328 Jackson Park Avenue. 


MR. JAMES FERGUSON, formerly superintendent of the 
Brooklyn municipal electric-lighting plant and latterly super- 
intendent of the Safety Insulated Wire and Cable Company of 
Bayonne, N. J., died on November 15 at his home, 173 Hudson 
Boulevard, Bayonne, of kidney trouble. He was born in Nova 
Scotia forty-eight years ago and is survived by his widow, & son 
and two daughters. 


MR. OLIVER WELDON BARNES, a civil engineer, who had 
been identified with railroad construction work in various parts 
of the United States for the last sixty years, died of pneumonia 
on November 14 at his home in New York, N. Y., at the age of 
eighty-eight years. He was engaged in his profession up to a 
few days before his death. Mr. Barnes was connected with the 
Pennsylvania Railroad, and it was he who settled the final loca 
tion of the road from the Alleghany Mountains to Pittsburg, Pa. 
In 1885 he was a Croton Aqueduct commissioner, and in 1887 
was chief engineer of the New York & Long Island Railroad 
Company. He was a member of the American Society of Civil 
Engineers, the Union League Club, of New York; the New 
England Society, and the Engineers’ Club, of Philadelphia. He 
was born at Hartford, Conn., and at sixteen years of age went 
to Burlington, N. J., to take up his studies as civil engineer, 
which he completed in Europe. He returned to this country iD 
1847, and was appointed an engineer in the first corps which went 
out from Philadelphia to survey the western division of the 
Pennsylvania Railroad. He was in charge of the engineering for 
many railroads, including the Boston, Hartford & Erie. In 1871 
he became president of the New York City Central Underground 
Railroad Company, then authorized to build a line from City Hall 
to Harlem. In 1872 this company passed to the control of the 
New York & Montreal Railroad Company. Mr. Barnes is sur 
vived by a widow, two daughters and a son. He was puried at 
Fishkill, N. Y., where he had a summer home for forty years. 


DATES AHEAD. 


International Independent Telephone Association. Annual 
convention, Chicago, Il., December 1-3. 

American Society of Mechanical Engineers. Annual meeting, 
New York city, December 1-4. 

American Roentgen Ray Society. Annual meeting, New York 
city, December 28-30. 

Chicago Electrical Show. Coliseum, Chicago, IIL, January 
16-30, 1909. 

American Association for the Advancement of Science. AN 
nual meeting, Baltimore, Md., January, 1909. 

Northwestern Electrical Association. Annual meeting, Mil- 
waukee, Wis., January, 1909. 
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ELECTRIC RAILWAYS. 


MISSOULA, MONT.—W. A. Clark is considering the estab- 
lishment of an electric street-car line at Missoula. C. 

DEADWOOD, S. D.—The Black Hills Traction Company ex- 
pects to have its new electric-generating plant at Deadwood com- 
pleted by December 1. C. 


MARQUETTE, MICH.—The Ironwood and Hurley traction 


system, which extends from Jessieville through Ironwood and 
across the Montreal River to Hurley, is to be extended to Besse- 
mer, Mich. 

SEATTLE, WASH.—The Seattle-Everett Interurban electric 
railroad, operating between Seattle and Hall’s Lake, has been 
absorbed by the Stone &. Webster interests, and the road will 
be completed to Everett at once. A. 


FRANKFORT, ILL.—The grading for the electric line of the 
J. & S. Railway along the twelvemile stretch from Frankfort 


to Chicago Heights, will soon be completed. Material for the. 


line and track construction is under way. 

KALAMAZOO, MICH.—An electric railroad is to be built 
between Kalamazoo and Elkhart, Ind. This road was surveyed 
two years ago and much right of way purchased, but it then 
was dropped for a time. A syndicate has agreed to finance it. 

LAWRENCE, KAN.—At a special meeting of the City Council 
granted a franchise for local service for an electric line to a 
company headed by W. R. Stubbs, J. E. Stubbs, A. Henley and 
C. E. Sutton. The company promises to begin work within thirty 
days. 

EVANSVILLE, IND.—On account of the continued drouth 
it is now costing the Evansville & Southern Indiana Traction 
Company $800 per month for water to operate its system be- 
tween Evansville and Princeton. The water is hauled in tanks 
to the power house in Fort Branch. 


EVANSVILLE, IND.—The work of repairing the power house 
of the Evansville & Eastern Traction Company, at Evansville, 
has been completed. During the time the power house was 
out of commission the company operated its road by a loco- 
motive, maintaining a two-hour schedule. 5. 

WHEELING, W. VA.—Another trolley line has been projected 
to connect Wheeling with Pittsburg. The new line will follow 
the West Virginia shore and will be a much shorter route than 
any that has yet been proposed. The new road will carry pas- 
sengers over the existing lines from Wheeling to Chester, when 
the new line will start, with Pittsburg as the terminus. 


SACRAMENTO, CAL.—Since the death of Henry A. Butters, 
president of the Northern Electric Railway Company, parties 
interested have proposed a combination of the contemplated 
Hotaling electric line from a point on the bay opposite Sausalito 
northeasterly to Sacramento, and the Northern Electric, which 
now extends from Sacramento to Chico, and which soon will 
be put through to Redding. 


PEORIA, 1LL.—Two interurban sleeping cars have been op- 
erated for eighteen months by the Illinois Traction Company 
with such success that more cars have been ordered. The first 
sleepers were put on as experiments, and the chief objection 
to them proved to be the noise and vibration caused by the mo- 
tors and the air pump. These interfered with sleep. The new 
sleepers are made without these noisy accessories, and are run 
as trailers. 


SPOKANE, WASH.—A meeting of stockholders of the Wash- 
ington Water Power Company has been called for December 1, for 
the purpose of authorizing a twenty-per-cent increase of the cap- 
ital stock, which is now $5,016,300, and an issue of bonds to the 
extent of $15,000,000. It is planned to expend about $2,000,000 
a year for the next few years on improvements and extensions. 
The company now has a number of electric street-railway lines 
in Spokane, Wash., an interurban railway and an extensive 
transmission and distributing system, including stations at Spo- 
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kane, Post Falls and Ross Park. Another important power sta- 
tion is now under construction at Little Falls, on the Spokane 
River. A. 


FAYETTEVILLE, ARK.—Louis Moulton of Boston has ap- 
plied for a street-car franchise to connect with an electric rail- 
way projected from Siloam Springs to Huntsville, Ark. G. T. 
Propper of Minneapolis also has a plan to build a belt line 
connecting with a road to Joplin, Mo. The latter contemplates 
using an old right of way granted for a steam road from Fayette- 
ville east for a distance of six miles. 


TOLEDO, OHIO—Curtis M. Steudell and Valentine H. 
Sorghner, of Chicago, have purchased the Michigan branch of 
the Toledo, Ann Arbor & Detroit Railway at forced sale, for 
$60,000. It is generally understood that about $500,000 has al- 
ready been spent upon the unfinished project, and that it is 
worth far in excess of the sum paid by the new owners. It is 
bonded for about a million and a half dollars, and the bond- 
holders will be heavy losers. i H. 


ELECTRICAL SECURITIES. 


For the first time since election the market last week 
showed some abatement in speculative and investment activity, 
and public participation fell off, making for bearish conditions. 
Business, in general, continues to improve, and although there 
have been exaggerations of the expansion in some quarters, with 
consequent disappointment, the usual comment is quite satis- 
factory and optimistic. 

Dividends have been declared upon the following electrical 
securities: General Electric Company; regular quarterly dividend 
of $2 per share, payable January 15 to stock of record Decem- 
ber 3. Kansas Ciiy Railway and Light Company; regular quar- 
terly dividend of one and one-fourth per cent on the preferred 
stock, payable December 1. Norfolk Railway and Light Com- 
pany; semi-annual dividend of two per cent, payable December 5 
to stock of record November 21. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED NOVEMBER 21. 


New York: Closing. 
Allis-ChalmerS COMMON ......--eeeeeereees 14 
Allis-Chalmers preferred ..--eeseeeeeeeeee 4836 
Brooklyn Rapid Transit.......---eeee ees 5314 
Consolidated Gas ..essessesessosresereees 151 
General Electric ....-- cece cece ere e ee eerees 152 

= Interborough-Metropolitan common .....->- 13 
Interborough-Metropolitan preferred ....---- 33% 
Kings County ElectriC........sserserreeres 129 
Mackay Companics (Postal Telegraph and 

Cables) COMMON .....e cece eee etre reer 76 
Mackay Companies (Postal Telegraph and 

Cables) preferred ...... eee seer eee eens 
Manhattan Elevated ....... cece eee eee eens 142% 
Metropolitan Street RailWay......--.+-++: 3 
New York & New Jersey Telephone....... 119 
Western Union oo... cece cece ee eee eee nene 65 
Westinghouse Mfg. Company......---++-+: 92 

Boston: Closing. 
American Telephone and Telegraph....... 130% 
Edison Electric IHuminating.....-.......6- 250 
Massachusetts Electrice .. 6. eee eee eee ees 55 
New England Telephone...........+e+eee 12414 
Western Telephone and Telegraph pref.... 75 

Philadelphia: Closing. 
Electrice Company of America............- 10% 
Electric Storage Battery common.......... 4114 
Electric Storage Battery preferred........ 4114 
Philadelphia Blectrie ... 2... eee ee eee 115% 
Philadelphia Rapid Transit..............+. 2214 
. United Gas Improvement..... 6... cee ee ees 91 


The directors of the Philadelphia Rapid Transit Company 
have accepted the resignation of George H. Earle, Jr, as a 
director. 


Chicago: Closing. 
Chicago Telephone .......-. cece ee eee eens 1281. 
Commonwealth Edison ........ eee cece eee 108 
Metropolitan Elevated preferred........... 43 
National Carbon cCOMMON........6..+eeeee- 80 


National Carbon preferred... .... 06. eee eens 112 
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PERSONAL MENTION. 


MR. FRANK N. JEWETT has been appointed general sales 
manager of the Wagner Electric Manufacturing Company, with 
headquarters at the main office and factory in St. Louis, Mo. 
For the past three years he has been dis- 
trict manager of the Wagner company, 
with headquarters in the Marquette Build- 
ing, Chicago. Mr. Jewett was born in 
New York in 1870, and was graduated 
from Cornell University in 1893. After 
his graduation he was employed by B. W. 
Payne & Sons, of Elmira, N. Y., manu- 
facturing boilers and engines. He spent 
two years in the experimental] department 
of this company and one year in the sales 
department. He then became associated 
with the West Side Street Railway Com- 
pany, of Elmira, and constructed its power house. Later he 
was identified with the firm of Evans, Almirall & Company, of 
`. New York, contractors for central-station heating and power 
plants, and in 1900 opened this company’s western office in Chi- 
cago, retaining the position of western manager until 1906, when 
he accepted the position of district manager of the Wagner 
company. Through his connection with the central-station 
heating industry Mr. Jewett has a large acquaintance in the elec- 
trical fraternity and has made a deep impress upon all with 
whom he has come in contact throughout his entire career. 
His great knowledge of the requirements of the electrical in- 
dustry, and his wide acquaintanceship, render him particularly 
well fitted to direct the sales organization of this important com- 


pany. 
MR. R. H. HARPER has been appointed chief electrician for 
the Fort Wayne Knitting Mills,. Fort Wayne, Ind. 


MR. WILLIAM ROBBINS McGOVERN has been appointed 
chief engineer of the Wisconsin Telephone Company. 


MR. H. S. SALT has resigned as vice-president and general 
manager of the Dale Company, New York city, to take effect on 
January 1. 

MR. W. C. EGBERT has been placed in charge of the Chi- 
cago office of the Willard Storage Battery Company, of Cleve- 
land, Ohio. 

MR. J. D. EDMONDS, formerly with the Western Electric 
Company, at Chicago, has been appointed to a responsible posi- 
tion in the operating department of the Sterling Electric Com- 
pany, Lafayette, Ind. 

MR. GEORGE H. FOLDS, for many years an officer of the 
Twin City Rapid City Transit Company, of Minneapolis, has 
been appointed general sales manager for the H. W. Johns- 
Manville Company, of New York. C. 


MR. H. W. KENT, formerly superintendent of the British 
Columbia Telephone Company, has been appointed agent for the 
province of British Columbia for the Northern Electric Company. 
His headquarters are at Vancouver, B. C. R. 


MR. JOHN H. JENNINGS, who has been superintendent of 
the Keene Electric Railroad, at Keene, N. H, has tendered his 
resignation, intending to go to Columbus, Ohio, to take a man- 
ager’s position with the Ohio Railway Company. 


CONGRESSMAN HENRY A. BARNHART, of Rochester, 
Ind., recently elected from the Thirteenth Indiana District, has 
taken a prominent part in the Independent telephone movement 
in Indiana, and was for a time the president of the Rochester 
Telephone Company. : 


MR. J. C. GIBSON, who has been division contract agent 
for the Central Union Telephone Company, with headquarters 
at Columbus, bas taken charge of the Toledo exchange, suc- 
ceeding F. Lukenbell, who after taking a vacation will accept 
a position in another part of the Bell territory. H. 


MR. WILLIAM J. BAUGHMAN, superintendent of the Stan- 
ley-G.-I. Electric Manufacturing Company, Pittsfield, Mass., who 
has tendered his resignation to take effect December 1, has 
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the selling agency for the General Vehicle Company of Long 
Island City, N. Y., manufacturers of auto trucks. 


MR. HUGH J. McGOWAN, of Indianapolis, is included 
among those mentioned to succeed Senator Hemenway in the 
United States Senate. Mr. McGowan is president of the Indian- 
apolis Street Railway Company, and is also president and general 


_ Manager of the largest system of interurban lines in the state. 


DR. CHARLES SIEMANS recently passed through Ottawa, 
Ontario, on his way from Japan to England. He has been in 
Japan making an inspection of the railways of that country for 
the Japanese Government with a view to their electrification. 
Referring to the proposal to electrify the Canadian Pacific, Dr. 
Siemens declared that electricity is bound to supplant steam on 
the railways. He was particularly interested, in his journey 
across Canada, to notice the profusion of waterpower along 
the line of the railway. 

PROF. J. J. THOMSON has been honored by King Edward 
of England by conferring knighthood upon him for his extended 
investigations of the subject of electrons and corpuscles as well 
as other researches in experimental physics. Sir Joseph John 
Thomson, as he is to be known from now on, has held the 
chair of Cavendish professor of experimental physics at Cam- 
bridge University since 1884 and that of professor of physics at 
the Royal Institution since 1905. He is a fellow of the Royal 
Society and also has the titles D. Soc., LL. D. and Ph. D. He 
is president-elect of the British Association and will preside at 
its meeting next year at Winnipeg, Canada. 

MESSRS. O. P. FRITCHIE and W. P. PFAFF arrived in 
Chicago last week and resumed their journey the next afternoon 
in an electric automobile, in which they are making a run from 
Lincoln, Neb., to Washington, D. C., and New York city. They 
desired to make the run from Lincoln to New York in twenty- 
one days, a distance of more than 1,800 miles, Mr. Fritchie is 
the manufacturer of the Fritchie electric automobile. Leaving 
Lincoln on October 31, the Fritchie made an average of seventy 
miles a day, striking roads in Iowa that were so deep in mud 
that in one or two places gasoline cars were laid up waiting 
for the highways to dry. In one stretch eighty-nine miles was 
covered in a day. 


PROPOSALS. 


ARC LAMPS, WINNIPEG, MAN.—F. E. Cambridge, city elec- 
trician, Winnipeg, Man., has been instructed to advertise at once 
for tenders for fifty arc lamps for street-lighting purposes. R. 


FEDERAL BUILDINGS AT LAKE CHARLES, LA, ALTON, 
ILL., AND AMERICUS, GA.—The office of the Supervising Archi- 
tect, Washington, D. C., will receive sealed proposals until 
December 26 for the construction (including plumbing, gas piping, 
heating apparatus, electric conduits and wiring) of the Federal 
buildings at Lake Charles, La., Alton, Ill, and Americus, Ga., in 
accordance with specifications, which may be bad from the cus- 
todians of the respective sites, or at the office of the Supervising 
Architect. 


POSTOFFICES AT NILES AND SAULT STE. MARIE, 
MICH.—The office of the supervising architect, Washington, D. C., 
will receive sealed proposals until January 3 for the construction 
(including plumbing, gas piping, heating apparatus, electric con- 
duits and wiring) of the U. S. postoffice at Niles, Mich., and 
for the construction complete (except elevator) of the postoffice 
at Sault Ste. Marie, Mich., in accordance with the specifications, 
which may be had from the respective custodians of site or 
from the office of the supervising architect. 


ENGINEERING SOCIETIES. 


ELECTRO TECHNIC CLUB, FORT WAYNE, IND.—The 
Electro Technic Club, of Fort Wayne, Ind., has announced its 
programme for 1908-09. A number of prominent men will address 
the club members on a variety of interesting subjects. The 
first meeting, held on November 17, was addressed by Prof. 
C. E. Reed, of the Case School of Applied Science, Cleveland, 
Ohio, on “Electrical Measuring Instruments.” On January 5, 
E. A. Barnes, superintendent of the Fort Wayne Electric Works, 
will read a paper on “A Century of Steam.” 
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TELEPHONE AND TELEGRAPH. 


SYLVAN, WIS.—The Mill Creek Telephone Company has 
been incorporated with a capital stock of $3,000. 


BEACH, N. D.—The Golden Valley Telephone Company 
will soon begin installing a telephone system here. 


ELLENSBURG, WASH.—The Ellensburg Telephone Company 
. has been incorporated with a capital stock of $10,000. 


BOVEY, MINN.—The Mesaba Telephone Company has been 
granted a franchise for a local exchange at Coleraine and Bovey 
and will install at once. 


COTTONWOOD GROVE, NEB.—The Cottonwood Grove Mu- 
tual Telephone Company has been incorporated with a capital of 
$700 by John Henry and others. 


IOWA CITY, IOWA—The Johnson County Telephone Com- 
pany of this city has reorganized and contemplates the expendi- 
ture of about $35,000 in improvemerts. 


ATLANTA, IND.—The Aroma Farmers’ Telephone Company, 
of Atlanta, Hamilton County, has {incorporated to build a tele- 
phone exchange and system. Henry Carpenter, J. G. Swift and 
S. E. Billhymer are incorporators. 


B. F. Jacobson of Bella Coola, B. C., is making arrangements 
for the construction of a rural and local telephone system in and 
around Bella Coola. Construction work will commence as soon 
as the necessary supplies have been obtained. R. 


ROCKWELL CITY, IOWA—P. C. Hoeldoegel of this city, 
presiden! of the International Independent Telephone Association, 
has expressed his opinion that the independent telephone com- 
panies in the state of Iowa will spend more than $6,000,000 in 
improvements during the coming year. 


FERGUS FALLS, MINN.—The Council of Fergus Falls, 
Minn., has named a committee to consider the matter of instal- 
ling a municipal exchange. The Northwestern Telephone Ex- 
change Company had proposed to rebuild the local exchange and 
raise the rates, and this aroused the idea of a municipal move- 
ment. 


PERKINSVILLE, IND.—The Farmers’ Telephone Company, 
of Perkinsville, has been organized and will install a local ex- 
change, extending the lines to Frankton, New Lancaster, Elwood 
and Noblesville. Arrangement has been made with the Central 
Union Telephone Company for toll-line connection. Charles 
Harvey, of Elwood, is president of the new company, and F. E. 
Haworth is secretary. 


CINCINNATI, OHIO—The Cincinnati & Suburban Bell Tele- 
phone Company has decided to increase its outstanding capital 
through the issuance of $282,500 treasury stock. The new stock 
will be given to stockholders at par at the ratio of one share 
for every twenty-four held. The books close December 14 and 
the new stock will be allotted on January 4. The present market 
value of the stock is 175. 


EVANSVILLE, IND.—A convention of representatives of the 
Cumberland Telephone Company and associate companies was 
held in Evansville November 12. About 100 officials connected 
with the Cumberland system from southern Illinois, eastern 
Kentucky and southern Indiana cities were present. J. C. 
Symmes, superintendent of the Nashville-Evansville district, 
called the convention to order. During the afternoon session 
George B. Hall, superintendent of the Evansville-Louisville dis- 
trict presided. After a protracted discussion of a number of 
questions relating to special features of telephone management 
and operation the closing address was made by General Manager 
Leland Hume, who expressed keen appreciation and satisfaction 
Over the attendance and success of the meeting and predicted its 
results would better the service of the entire system. >- $. 


EDUCATIONAL. 


CLARKSON SCHOOL OF TECHNOLOGY—fThe trustees and 
faculty of Thomas S. Clarkson Memorial School of Technology, 
Potsdam, N. Y., announce the founder’s day exercises and twelfth 
anniversary, on Tuesday evening, December 1, in the assembly 


ELECTRICAL REVIEW AND WESTERN ELECTRICIAN 845 


hall, at 8 o'clock. The founder’s day address will be delivered 
by Samuel Wesley Stratton, director of the Bureau of Standards, 
Department of Commerce and Labor, Washington, D. C. 


INDUSTRIAL ITEMS. 


THE WESTERN ELECTRIC COMPANY, Chicago, will open 
headquarters in Minneapolis at 114-122 Third Street N. on De- 
cember 1. 


THE UNIVERSAL ELECTRIC STORAGE BATTERY COM- 
PANY, Chicago, announces that its factory and general offices 
have been merged and that the address of both hereafter will be 
65 North Peoria Street, Chicago. 


THE JENNEY ELECTRIC MANUFACTURING COMPANY, 
Indianapolis, Ind., has increased its capital stock from $450,000 
to $600,000, and has notified the Secretary of State that the place 
of business and plant will be removed from Indianapolis to 
Anderson. 


THE WESTERN MACHINE COMPANY, Indianapolis, Ind., 
has incorporated with a capital stock of $60,000 to establish a 
plant to manufacture engines, boilers, machinery, tools and 
electrical and mechanical appliances. George J. Schlotzauer and 
C. H. Scholl, directors. 


THE FORT WAYNE ELECTRIC WORKS, Fort Wayne, Ind., 
through James J. Wood, announces that since the election $150,- 
000 worth of.orders has been booked. The company is increasing 
its force and facilities gradually, and soon expects to be work- 
ing beyond its old schedule. 


THE METROPOLITAN ELECTRICAL SUPPLY COMPANY, 
Chicago, Ill., announces that it has on hand a good supply of 
electrical toys and novelties for the holiday season. Special 
catalogues devoted to these specialties will be sent to those in- 
terested in this line upon request. 


THE COLUMBIA INCANDESCENT LAMP COMPANY, St. 
Louis, Mo., issued a special bulletin under date of November 16, 
covering the line of special lamps for train-lighting purposes. 
This bulletin was prepared especially for the convention of the 
Association of Car-Lighting Engineers, held in Chicago last week. 


THE WAGNER ELECTRIC MANUFACTURING COMPANY, 
St. Louis, Mo., announces that the Wabash Railroad Company 
has awarded it a contract for supplying the Fort Wayne, Ind., 
locomotive repair shops throughout with Wagner polyphase mo- 
tors. Motors of from ten to forty horsepower capacity constitute 
this order, and they will be used for driving all kinds of machine 
tools. 


THE MASSACHUSETTS CHEMICAL COMPANY has re- 
cently established new quarters for its Boston office at 185 Sum- 
mer Street, opposite the South Station and across the street 
from its old location at 170 Summer Street. E. W. Furbush, 
general manager of the company, usually spends the mornings 
at the factory at Walpole and the afternoon at the Boston office. 
Louis O. Duclos, the general sales manager, will make his head- 
quarters at the new offices. 


THE CROCKER-WHEELER COMPANY, Ampere, N. J., an- 
nounces that another large manufacturing plant, the Estey Organ 
Company, Brattleboro, Vt., is to install electric drive throughout 
its works. The company has just placed with the Crocker- 
Wheeler Company an order for fifty-seven induction motors, 
ranging from one-half to seventy-five horsepower, together with 
seven transformers and a switchboard. Current will be pur- 
chased from the Connecticut River Power Company. 


THE SOUTHERN ILLINOIS ELECTRIC COMPANY, East 
St. Louis, Ill.. announces that it has taken over the business of 
the American vibrator. During the four years this vibrator has 
been manufactured about 6,000 have been sold. The American 
vibrator is constructed to produce rotary vibration and has a 
regulating screw which enables any one of six speeds to be ap- 
plied. Its efficacy is based upon the principle of producing 
perfect blood circulation to restore health, in the treatment of 
nervous diseases, rheumatism, lumbago and numerous other 
complaints. Since October 1 the Southern Illinois Electric Com- 
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pany reports that it has sold 260 machines and orders are com- 
ing in rapidly from all parts of the world. The company is 
sanguine of a decided increase in the next few months and these 
sales, in addition to its electric railway supply, lighting and con- 
tracling business, enable it to report prosperous conditions. 


THE MINNEAPOLIS STEEL AND MACHINERY COMPANY, 
Minneapolis, Minn., has secured the contract to install a new 
power plant for the Manhattan City and Interurban Railway 
Company, of Manhattan, Kan. The installation will include an 
eighteen by thirty-six inch heavy-duty Twin City Corliss engine, 
two sixty-six-inch by eighteen-foot horizontal return tubular 
boilers, one 200-kilowatt generator, together with switchboard, 
feed-water heater and purifier, boiler-feed pump, etc. 


THE BROWN HOISTING MACHINERY COMPANY, Cleve- 
land, Ohio, manufacturer of automatic hoisting and conveying 
appliances, has issued a new catalogue, which covers thoroughly 
its well-known products in this line. ‘“Brownhoist” grab buckets 
for handling coal, ore, limestone, etc., are pictured in use on 
many different types of machines. The “Brownhoist” single- 
rope buckets for application to existing machines having but a 
single-drum engine are also described and illustrated, and auto- 
matic dumping tubs, shovel buckets, etc., are shown. 


THE CENTRAL ELECTRIC COMPANY, Chicago, Ill, is 
distributing a new folder describing Type B knife switches 
which conform to the National Electrical Code standard. A com- 
plete list is given of the current capacities, combinations and 
prices. Another folder illustrates the use of the Matthews 
guy anchor, showing the method of placing the anchors in con- 


structing pole lines. An eight-page circular issued by the com- 
pany describes the construction, application and installation of 
the new General Electric multi-catch sockets. Several advan- 
tages are claimed for these sockets over the older forms, 


THE GENERAL ELECTRIC COMPANY, Schenectady, N. Y., 
has prepared a number of little folders and fliers telling about 
its low-voltage and miniature lamps. One of these that is par- 
ticularly seasonable describes decorative lighting outfits. The 
use of these outfits is certain to increase so long as lights are 
used in connection with Christmas greens, because of the ease 
with which these outfits can be installed, and, above all, the 
safety with which they can be used. General Electric outfits are 
made in sizes containing from eight to thirty-two lamps, and 
may be connected to any lamp socket by means of the standard 
attaching plug. Full description and prices are contained in 
folder No. 3710. 


THE WARD LEONARD ELECTRIC COMPANY, Bronxville, 
N. Y., has issued catalogue El, covering Ward Leonard circuit- 
breakers of single-pole types, in capacities up to and including 
150 amperes. Although these single-pole overload circuit-break- 
ers have but one handle they consist of two switches in series, 
so functionally related that the circuit cannot be held closed 
when an overload or short-circuit exists. Underload and no- 
voltage release circuit-breakers are shown for battery and motor 
protection. The catalogue announces that Ward Leonard cir- 
cuit-breakers received the gold medal prize at the Paris Exposi- 
tion, among circuit-breakers from all over the world, and that 
they received the highest award for exhibit at the Columbian 
Exhibition. 


RECORD OF ELECTRICAL PATENTS. 


Issued (United States Patent Office) November 17, 1908. 


903,826. MANUFACTURE OF METAL-FILAMENT LAMPS. 
William C. Arsem, Schenectady, N. Y., assignor to General 
Electric Company. Filed March 16, 1907. The method of 
protecting a filament from deterioration in the presence of 
an electric arc consists of locally applying a jet of reducing 
gas enveloped in a jet of inert gas. 


903,829. DYNAMO-ELECTRIC MACHINE. Bernard A. Behrend, 
Norwood, Ohio, assignor to Allis-Chalmers Company and 
the Bullock Electric Manufacturing Company. Filed January 
31, 1906. Relates to the construction of separators between 
the sections of a laminated armature core. 


BORE 
903,829. ARMATURE CORE SEPARATORS. 


908,842. EMERGENCY TRAIN-STOPPING DEVICE. Philip Con- 
niff and Franklin A. Pierce, Washington, D. C. Filed Janu- 
ary 31, 1908. A circuit closer includes relatively movable 
contacts and a weighted member carrying the movable con- 
tact. 


903,860. INCANDESCENT LAMP. John W. Howell, Newark, 
N. J., assignor to General Electric Company. Filed Novem- 
ber 17, 1906. This method of sealing a tungsten filament to 
a conductor consists in drawing an are from the end thereof 
to enclose the filament, the operation being cffeeted within 
a protective envelope of carbon dioxide and in the presence 
of illuminating gas. 


903,861. ARC LAMP. Charles C. Hughes, Philadelphia, Pa. Filed 
October 3, 1906. A thermo-expansive alloy member consists 
of 5744 per cent copper, 42 per cent nickel and one-half of 
one per cent lead. 


903,871. ELECTRIC TELEGRAPHY. Isidor Kitsee, Philadelphia, 
Pa., assignor of one-half to William J. Latta, Philadelphia, 
Pa. Filed July 8, 1905. A cable telegraph system is pro- 
vided with means for impressing alternate positive and nega- 
tive impulses of practically uniform duration upon the cable. 


903,875. SYSTEM OF ELECTRICAL INSULATION. Fred M. 
Locke, Victor, N. Y. Filed March 20, 1907. A modified 
suspension-type insulator consists of several petticoated in- 
sulators connected by supporting tics leading from the bot- 
tom section of each insulator to the top section of the one 
above it. 


903.881. COMMUTATOR NECK OR LEAD. Ashley P. Peck, 
Milwaukee, Wis., assignor to the Bullock Electric Manu- 
facturing Company. Filed November 9, 1905. The lead is 
composed of a number of strips of sheet metal fastened to- 
gether, each strip being corrugated lengthwise. 


903,892. FLUID-PRESSURE SYSTEM. William F. Schneider, 
Norwood, Ohio, assignor to Allis-Chalmers Company and 
the Bullock Electric Manufacturing Company. Filed April 29, 
1907. An electrically controlled air-compressor system. 


905,898. AUTOMATIC INDICATOR FOR TELEPHONES. Ricb- 
ard Sedgwick, Richmond, Ind. Filed July 29, 1907, An auto- 
matic telephone is provided with a series of figures to in- 
dicate the number which a person has called. 


903,905. AUTOMATIC RAILROAD GATE. Eugene C. Smith, 
New York, N. Y., assignor to Lawrence S. Folger, New York, 
N. Y. Filed May 28, 1996. A motor lowers the gate when 
the track circuit is closed by the approach of a train. 


903,923. METHOD OF AND APPARATUS FOR RELIEVING 
WIRE CIRCUITS OF ELECTROSTATIC REACTION CUR- 
RENTS. Nathaniel G. Warth, Columbus, Ohio. Filed Sep- 
tember 16, 1907. A number of composite electromagnetic 
coils connect the circuit in multiple with the ground at in- 
tervals equal to half the maximum length of such a circuit 
capable of good transmission without a coil applied to it. 


903,927. DRAWBRIDGE CIRCUIT CONTROLLER. Frederick A. 
Wendler, Elizabeth, N. J., assignor to the Hall Signal Com- 
pany. Filed May 17, 1907. An electric coupling comprises 
two separable members adapted to have sliding longitudinal 
engagement with each other. 
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903,939. ‘ANODE. Robert J. Wisnom, Virginia City, Nev. Filed 
May 7, 1907. Consists of a set of rods that can be con- 
nected by means of molten metal. 


903,945. ELECTROMAGNETIC CLUTCH. Heinrich Ast, Vienna, 
Austria-Hungary, assignor to Vulkan Maschinenfabriks-Actien 
Gesellschaft, Vienna, Austria-Hungary. Filed June 15, 1906. 
One member contains a coil depressed into an iron rim. 


903,951. PROCESS FOR THE ELECTROLYSIS OF LIQUIDS. 
Jean Billiter, Aschersleben, Germany. Filed August 3, 1908. 
The liquid is fed to the upper one of superposed electrode 
chambers that are separated by a diaphragm. 

903,966. LAG INDICATOR. William H. Freedman, Burlington, 
Vt. Filed June 13, 1903. Renewed May 9, 1908. A phase 
indicator has a circular magnetic core with a polyphase 
winding thereon in series with the circuit. 


903,875.—MODIFIED SUSPENSION- 
TYPE INSULATOR. 


903,972. PIGTAIL BRUSH. Lee C. Hawley, Cleveland, Ohio, as- 
signor to National Carbon Company, Cleveland, Ohio. Filed 
February 13, 1908. A brush has a transverse hole with a 
pigtail made of fine wire braided into tubular form, which 
is distended into intimate contact with its walls. 


903,987. CONTACT DEVICE. Frank B. Klopf, New York, N. Y., 
assignor to Universal Safety Car Controller Company. Filed 
December 13, 1906. Comprises a casing and a contact mem- 
ber pivotally mounted on a carrier and projecting through 
an opening in the casing. 


904,072.—NITROUS OXIDE PREPARATION. 


904,001. ELECTRIC SECONDARY CLOCK. Horace B. McCabe, 
Chicago, Ill., assignor of one-half to Joseph E. Cochran, Chi- 
cago, Ill. Filed November 12, 1906. There are means for 
transmitting the movement of the magnet armature to a 
shaft. 


904,011. OUTLET BOX. Erwin L. Pierce, Everett, Mass., as- 
signor to Charles S. Knowles, New Bedford, Mass. Filed 
August 31, 1907. The box has an opening in its wall, an 
outer stopper partly punched from the body of the box and 
an inner stopper partly punched from the outer stopper. 


904,018. ELECTRICAL SIGNALING SYSTEM. Joseph P. Sauer, 
Wheaton, Ill. Filed April 10, 1906. In combination with a 
section of track is a source of current, a controlling relay 
a an electrically actuated annunciator controlled by the 
relay. 


904,031. TRAPPINGS FOR HORSES. Chelsea L. Warner, Cin- 
cinnati, Ohio. Filed June 2, 1906. An incandescent lamp 
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is mounted on a strap. The wires lie between the top and 
bottom layers thereof. 


904,042. SWITCH-OPERATING MECHANISM. Robert Brown, 
Westminster, London, England. Filed July 25, 1906. In a 
sectional-conduit railway system each car carries a switch- 
actuating device projecting into the conduit. 


904,069. INSULATOR. Willard H. Kempton, Trimble, Ohio. 
Filed December 16, 1907. The strain insulator has a cylin- 
drical shell formed of longitudinal sections and vitrified in- 
sulating blocks extending through the ends of the shell. 


904,070. PROCESS FOR EFFECTING CHEMICAL ACTION IN 
GASES. Dimmitt R. Lovejoy, Niagara Falls, N. Y., assignor 
to Walter E. F. Bradley, trustee, New York, N. Y. Filed 
February 18, 1903. The process consists in subjecting the 
mixture of the gases to the influence of a radio-active body 
and to the action of an electric arc. 


904,071. APPARATUS FOR CHEMICALLY COMBINING GASES. 
Dimmitt R. Lovejoy, Niagara Falls, N. Y., assignor to Walter 
E. F. Bradley, trustee, New York, N. Y. Filed February 18, 
1903. A combining chamber has electrodes mounted within, 
means for controlling arcs, means for conducting gases into 
the infiuence of the arcs and means for either liquefying or 
solidifying the gases. 


904,072. PROCESS OF CHEMICALLY COMBINING GASES. 
Dimmitt R. Lovejoy, Niagara Falls, N. Y., assignor to Walter 
E. F. Bradley, trustee, New York, N. Y. Filed February 18, 
1903. A process of promoting the chemical combination of 
nitrogen and oxygen consists in subjecting the gases to an 
electric arc and simultaneously refrigerating the nitrous 
oxides formed. 


904,194 —-POLYPHASE FURNACE REGULATION. 


904,073. APPARATUS FOR EFFECTING CHEMICAL ACTION 
IN GASES. Dimmitt R. Lovejoy, Niagara Falls, N. Y., as- 
signor to Walter E. F. Bradley, trustee, New York, N. Y. 
Filed February 18, 1903. Renewed March 23, 1908. This is 
a modification of numbers 904,070 and 904,072. 


904,097. CONNECTOR. Mertie O. Spring, Schenectady, N. Y., 
assignor to General Electric Company. Filed November 12, 
1904. Two terminals are each provided with a clamping 
face at one end that can be screwed together, the rear ends 
being protected by an insulating casing. 

904,105. TELEPHONE-EXCHANGE SYSTEM AND APPARATUS. 
Dudley B. Wick, Jr., Cleveland, Ohio, assignor to the North 
Electric Company, Cleveland, Ohio. Filed September 8, 1904. 
In combination with the cord circuit is a control-relay having 
opposite windings governing supervisory signals partially. 


904,115. STORAGE BATTERY. Rufus N. Chamberlain, Depew, 
N. Y., assignor to Gould Storage Battery Company, Depew, 
N. Y. Filed February 6, 1906. Relates to the construction 
of the top of a battery jar or tank and a cover therefor. 


904,116. RAILWAY BLOCK-SIGNALING SYSTEM. Harry M. 
Coulter, Chicago, Ill., assignor of one-half to Alfred Strom- 
berg, Chicago, Ill. Filed April 8, 1907. Each block contains 
-a controlling relay in a normally closed track circuit. 


904,128. ELECTRIC CLOCK. Robert D. Hickok, Atlanta, Ga. 
Filed March 27, 1908. In combination with the pendulum 
rod is an armature frame. 


904,139. PROCESS OF MAKING FILAMENTS FOR LIGHTING 
AND HEATING. Georges Michaud and Eugene Delasson, 
Paris, France. Filed August 18, 1905. Consists in mixing 
together alumina and oxides of thorium, cerium and 
chromium, reducing this to the form of a fine powder, fusing 
the mixture in a fine stream, and finally forming the fused 
mas into a filament. 
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904,157. COMBINED TELEGRAPHIC TRANSMITTER AND 
TYPEWRITING MACHINE. Augustus G. Snyder, Ilion, N.Y., 
assignor to Wyckoff, Seamans & Benedict, Ilion, N. Y. Filed 
April 8, 1904. Includes a series of keys and printing means 
operated thereby and a series of reciprocatory circuit con- 
trollers for transmitting telegraphic signals. 


904,185. ARC LAMP. Edward O. Dworak, Chicago, Ill. Filed 
July 16, 1906. In a regulator for arc lamps there is a pair of 
supporting tubes with sleeves adapted to slide therein for 
supporting the carbon rods. 


904,194. REGULATION OF POLYPHASE FURNACES. Richard 
Fleming, Lynn, Mass., assignor to General Electric Company. 
Filed February 13, 1908. A substantially constant-voltage 
polyphase source has reactances connected at one end to elec- 
trodes and at the other end to a common neutral point and 
voltmeters connected in parallel with the reactances. 


904,196. ELECTRIC IGNITER FOR EXPLOSIVE ENGINES. 
George A. Goodson, Minneapolis, Minn. Filed February 8, 


1902. A magneto generator supplies current for the spark 
intermittently. 


904,203. FUEL HEATER FOR EXPLOSIVE ENGINES. Harry 
Hertzberg, New York, and Abbot A. Low, Horseshoe, N. Y.; 
said Hertzberg assignor to said Low. Filed October 10, 1907. 


There are means for supplying current to a heating member 
composed of resistance material. 


904,222. OSCILLATION-DETECTING MEANS FOR RECEIVING 
INTELLIGENCE COMMUNICATED BY ELECTRIC WAVES. 
Greenleaf W. Pickard, Amesbury, Mass. Filed March 11, 
1907. Two massive electrical conductors having high thermo- 
electric power are pressed in contact with each other. 


904,248. MEANS FOR REMOVING STATIC ELECTRICITY. 
William H. Chapman, Portland, Me. Filed February 18, 1907. 
A strip of non-conducting material has enclosed therein a 
conductor with portions extending to and terminating flush 


with the surface of the strip and presenting small points 
to the air. 


904,263. PROCESS OF OBTAINING METALS FROM THEIR 
ORES. Kar] Kaiser, Berlin, Germany. Filed June 22, 1906. 
Consists of heating raw materials in an electric furnace, then 
forcing air and finally a gaseous reducing agent into contact 
with the molten mass until the metals are reduced. 


904,280. MAGNETIC SEPARATOR. Marcus Ruthenburg, Lock- 
port, N. Y. Filed June 22, 1907. A vertica] rotary shaft 


carries a magnet comprising opposed annular polar pro- 
jections. 


904,320. SWITCHBOX. Edward J. Dustman, New York, N, Y. 
Filed April 27, 1907. A wall switchbox has two separable 


sections arranged so as to allow inclination of one relatively 
to the other. 


904,359. TROLLEY HARP. Joseph Pensis, Speers, Pa. Filed 


January 31, 1908. One prong of the harp is prolonged beyond 
the other and extends outwardly to form an arm supporting 
a trolley-retaining bar. 


904,367. RELAY FOR TELEGRAPHS. James Scotland, Hearts 
Content, Newfoundland. Filed July 10, 1907. The relay has 
a cylindrical armor for the electromagnet. 


904,369. INSULATING BUSHING. Louis Steinberger, New York, 
N. Y. Filed July 12, 1907. Comprises a number of cylinders, 
one being provided with a projecting portion which serves 
as a shed. 

904,370. DISK-STRAIN INSULATOR. Louis Steinberger, New 
York, N. Y. Filed January 20, 1908. A pair of suspension 
members are separated and partially enveloped by a mass of 


insulating material provided with flanges extending in op- 
posite directions. 


904,415. WATCHMAN’S TIME REGISTER. George W. Ellis, 
Germantown, Pa. Filed July 3, 1908. An armature in con- 
nection with a magnet engages an arm to operate a shutter. 


904,420. APPARATUS FOR COOLING ROOMS. Pauline Gray- 
son, New York, N. Y. Filed May 29, 1907. An electric mo- 
tor operates a circulating fan. 


904,425. MEANS FOR AUTOMATICALLY OPERATING GAS 
OR OTHER VALVES OR ELECTRIC SWITCHES AT PRE- 
DETERMINED TIMES. Arnold Hare, Auckland, New Zea- 


land. Filed July 10, 1907. A clock-controlled and spring- 
actuated time switch. 


904,441. COMBINED TELEPHONE-EXCHANGE AND ALARM 
SYSTEM. John M. Latimer, Philadelphia, Pa., assignor to 
Consolidated Fire Alarm Company. Filed April 21, 1900. 
There is a local alarm-transmitting apparatus for establishing 
grounded connections with the telephone circuit. 


904,458. JUNCTION BOX. John N. Scism, Syracuse, N. Y. 
Filed January 13, 1908. Comprises a shell having a closed 


bottom and an open top with a plate extending across the 
opening and removably secured to the shell. 
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904,462. INTERMITTENTLY DRIVEN MECHANISM ADAPTED 
FOR CONSTANT DRIVING. Horace H. Taylor, San Jose, 
Cal., assignor of one-half to Frank J. Mayhew, San Francisco, 
Cal. Filed July 13, 1907. An electrical circuit-controlling 
mechanism comprises a chamber and piston, a number of 


contacts and means actuated by the piston for connecting the 
contacts. 


904,463. CLUTCH. Horace H. Taylor, San Jose, Cal., assignor 
of one-half to Frank J. Mayhew, San Francisco, Cal. Filed 
July 13, 1907. Two electromagnets are arranged to oscillate 
a clutch-moving lever into and out of action. 


904,467. ELECTRIC-LIGHTING DEVICE. Clarence Wheeler, 
Rochester, N. Y., assignor to Metal Specialties Manufacturing 
Company, Chicago, Ill. Filed September 17, 1907. A hollow 
handpiece is provided with a metallic socket and a terminal. 


904,476. ATTACHMENT FOR INCANDESCENT-LAMP SOCK- 
ETS. Henry H. Ham, Shrewsbury, Mass., assignor of one- 
half to Edwin W. Ham, Worcester, Mass. Filed May 12, 
1906. Renewed March 19, 1908. A lamp socket is provided 
with a switch-operating chain and a movable arm keeping 
the chain out of contact with the lamp shade. 


904,482. INCANDESCENT LAMP. John W. Howell, Newark, N. 
J., assignor to General Electric Company. Original applica- 
tion filed November 17, 1906. Divided and this application 
filed October 23, 1907. This is a modification of No. 903,860. 

904,486. PROTECTIVE APPARATUS FOR SWITCHBOARDS 
AND THE LIKE. William Kaisling, Chicago, Ill., assignor 
to Frank B. Cook, Chicago, Ill. Filed October 5, 1903. A 
heat coil arrester for a telephone switchboard. 

904,491. TROLLEY HEAD AND HARP. Charles E. Marks, 
Virginia Beach, Va., assignor of one-fourth to Algar M. 
Wheeler, Norfolk, Va. Filed September 6, 1907. The harp 


has a pair of guiding wheels at each side of the upper por- 
tion of the trolley wheel. 


PATENTS THAT HAVE EXPIRED. 


Following is a list of electrical patents (issued by the United 
States Patent Office) that expired November 24, 1908: 


463,615. ELECTRIC CONTROLLER FOR ELEVATORS. W. 
Baxter, Jr., Baltimore, Md. 


463,689. ELECTRIC MOTOR MECHANISM. S. E. Mower, New 
Haven, Conn. 


463,671. ARMATURE CORE FOR DYNAMO-ELECTRIC MA- 
CHINE. E. Thomson, Lynn, Mass. 


463,693. ELECTRIC MOTOR AND GENERATOR. I. E. Storey, 
Boulder, Colo. 


463,704. ELECTRIC MOTOR AND DYNAMO. A. L. Parcelle, 
Boston, Mass. 


463,711. ELECTRIC METER. A. Rechenzaun, London, England. 


463,715. CONDUCTOR AND GUIDE FOR ELECTRIC-RAILWAY 
TROLLEYS. J. I. Conklin, Brooklyn, N. Y. 


463,720. ELECTRIC ARC LAMP. W. S. Hays, Troy, Ohio. 


463,761. SECTION INSULATOR AND LIGHTNING ARRESTER 


FOR ELECTRIC RAILROADS. E. Thomson, Swampscott, 
Mass. 


463,762. ELECTRIC ARC INTERRUPTER. E. Thomson, Swamp- 
scott, Mass. 


463,765. TROLLEY FOR ELECTRIC RAILWAYS. G. H. Alton, 
Lynn, Mass. 


463,766. SWITCH FOR ELECTRIC RAILWAYS. F. O. Black- 
well, Boston, Mass. 


463,770. ELECTRIC CUT-OUT. E. W. Rice, Jr., Lynn, Mass. 


463,793. SYSTEM OF ELECTRIC LIGHTING. E. J. Hodgson 
and J. W. Stearns, Jr., Denver, Colo. 


463,802. ELECTRICAL TRANSMISSION OF POWER. 
Leonard, New York, N. Y. 


463,808. ELECTRIC SUBWAY SWITCH. 
York, N. Y. 


463,852. SYNCHRONOUS TELEGRAPH. 
kers, N. Y. 


463,867. AUTOMATIC SAFETY CUT-OUT FOR ELECTRICAL 


CONDUCTORS. R. A. Morgan, Jr., Boston, and G. C. Bosson, 
Jr., Lawrence, Mass. 


463,879. SEPARATOR FOR THE PLATES OF SECONDARY 
BATTERIES. C. F. Waldron, Boston, Mass. 


463,955. ELECTRIC WIRE INSULATOR. H. F. Newell, Man- 
chester, Va. l 
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CABLE-RATE REFORM IN ENGLAND. 


Not in a long time have the people of Great Britain been 
so stirred as they now are over the agitation which is being 
led by Mr. J. Henniker Heaton’s call for a universal two-cent 
charge for international cable messages. This redoubtable mem- 
ber of Parliament has arrayed himself against the great com- 
mercial interests operating the international cables connecting 
Great Britain and America, and, with characteristic zeal and 
pertinacity, has brought to bear the heavy ordnance of his logic 
and some startling figures to back up his contentions as the 
champion of the non-users of the cable systems. 

Mr. Heaton claims that the cable systems are in the hands 
of monopolists; that the cables are arbitrarily left in idleness 
for a third of the time, so that exorbitant rates may be charged, 
and that the service as at present conducted is available largely 
to those business interests which must make use of it whatever 
the rate. In his analysis of the use of the cable he discovers 


that ninety-seven per cent of all the messages are from business 


houses, and that public participation in cable service is very 
small indeed. The capitalization placed upon existing sys- 
tems, he says, is out of all proportion to their worth, and he 
makes the additional statement that if all the cable systems 
at present in use were wiped out it would be possible to recon- 
struct the whole system between the British Isles and America 
for $30,000,000. 

It is a fact that the public will give hearty support to any- 
thing which appears to cheapen the price of. a service, the 
question as to whether the cheapened service can or will be used 
not entering very largely into the decision. It is not only the 
general public, however, which is interested with Mr. Heaton 
in piling up a great, wave of protest, for he has the support and 
influence of prominent men and women, and it may be noted 
also that a number of the influential papers of both countries 
are giving him more than ordinary encouragement. 

When the proposition was at first brought up, those in 
charge of the destinies of the cable companies were inclined to 
pooh-pooh the idea, regarding it as highly chimerical. This can 
hardly be considered a safe procedure, however, for the people 
have realized that public clamor sometimes brings direct results. 
If a universal penny-a-word cable rate were established, with 
its burden of deficit—which, under present conditions, appears 
inevitable—thrown upon the Government, the cable companies 
would appear to be serving the people at large with less gen- 
erosity than they are even now credited; for if the rate be 
exorbitant now, it is borne by those who use the service, while 
any burden of deficit carried by the Government would become 
a tax on the whole people. It does not appear reasonable either 
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that a reduction to a penny a word would result in nearly so 
large a proportionate increase of common use as the projectors 
of this scheme have suggested, and the probability is that with 
a lower rate there would be a still greater monopoly of cable 
service on the part of business interests. It is all very well to 
say that commerce is throttled, but it takes more than the con- 
trol executed by a few companies over sixteen cables to do much 
throttling. 

The probability exists, of course, that with proper incentive 
and imperative necessity, the operation of the cable systems can 
be cheapened, and that in consequence of an increased demand, 
more continuous use can be made of the cables already in serv- 
ice. The prospect of adequate return upon a large investment 
may also influence the laying down of new lines of communi- 
cation. Nothing is being done so well that it can not be 
improved upon. The only thing necessary is the expedient, and 
a decent and orderly procedure to secure its consummation. 
The cable industry has grown to vast proportions, and has re- 
quired large expenditures of money, and those who originally 
invested took long chances of there ever being an adequate 
return. If there has been a monopoly, and if the rates have 
been higher than a reasonable return would seem to require in 
this direction, it appears reasonable to assume that a large 
tribute should be paid for the facility which has been developed. 
It is, of course, unreasonable to expect that the present condi- 
tions can continue indefinitely, for some time there must be 


. an end to the exacting of unreasonable tariffs. If that point 


has now been reached, proper investigation will discover it, but 
the companies should, and, in all likelihood, will, resist any 
attempt by methods, confiscatory or otherwise, looking to a 
cheapening of service and an unprofitable end, whether the bur- 
den be borne by the Government or by the cable companies. 
The proposition of government ownership of the interna- 
tional cable systems seems stupendous when the capitalization 
of the companies is reviewed. Between Great Britain, Germany, 
France and America there are sixteen working cables operated 
by six companies. The Western Union system is made up of 
the American Telegraph and Cable Company, with two cables; 
the Anglo-American Cable Company, with four cables, and the 
Direct United States Cable Company, with one cable. The 
Commercial Cable Company operates or controls seven cable 
lines—four of its own, two of the German Cable Company, and 
one land line for feeding the Commercial system. The other 
large transatlantic system is that of the French Cable Company, 
operating two cables—making up the quota of sixteen. The 
Mackay Companies, operating the Commercial Cable Company, 
has an authorized capital of $100,000,000; the American Tele- 
graph and Cable Company, $14,000,000 outstanding ; the Anglo- 
American Telegraph Company, a capitalization of $35,000,000 ; 
and the Direct United States Cable Company, a capitalization 
of $11,256,000. Adding in the capitalization of the Central & 
South American Telegraph Company, $8,000,000; the Mexican 
Telegraph Company, $3,000,000, and that of fifteen smaller 
companies operating international cables, the stock of which is 
largely held in England, amounting to $10,265,000, we have a 
total capitalization of $187,592,000. It is hard to arrive at a 
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definite estimate of either the capitalization or value directly 
applicable to cable resources, because the capitalization of several 
of these companies is devoted also to land lines, real estate and 
other tangible assets. But the figures given are a close ap- 
proximation of the magnitude of the problem involved. 

The matter has not attracted the attention in this country 
that has been given to it abroad. When agitation such as this, 
however, gets away from reasonable restraint there is a possi- 
bility of unreason running rampant. The subject should be 
viewed in the broadest possible light, and intelligent publicity 
given to every phase, so that there may be no mistake made 
in arriving at a sensible conclusion. 


TIU NEW YORK STATE PUBLIC SERVICE COMMIS- 
SION REPORT. 


‘fhe second volume of the report of the Public Service Com- 
mission for the First District of the State of New York on 
the work carried out during the first six months of its existence 
---the period ending December 31, 1907—gives some interesting 
information concerning the public-utility corporations included 
in the district under the commission’s regulation. One of the 
points brought forward is that extension and improvement of 
iransit facilities brings increased travel, apart from the natural 
increase in population. This means that as lines are carried 
into remote communities, and tributaries to main arteries pene- 
trate into easy riding distances, the public automatically gets 
the riding habit. In Greater New York the statistics show that 
there was a daily average increase of 341,000 passengers in 
1907, the whole year showing an increase of 124,505,734, in- 
cluding regular fare and transfer rides. 

Four-fifths of the traffic conducted by the street railways of 
New York state is handled in the greater city. The number 
of passengers is almost equal to the entire number carried by 


the tramway systems of England and Wales. 


One of the curious points noted is that on over 103 miles 
of electrically-operated surface lines and forty-four miles of 
horse-car lines, the average speed is seven-and-one-half miles 
an hour. This would appear to be pretty slow traveling, but 
it should be remembered that a large part of the traffic is in 
localities where passengers are picked up and dropped at every 
street corner for possibly four-tenths of the distance traveled, 
and that the stoppages are included in the over-all speed. The 
forty-four miles of horse-car lines is divided into several cross- 
town lines serving the various ferry terminal points, where for 
the amount of traffic and the short distance of the run it is not 
considéred commercially practicable to install an expensive con- 
duit system, such as is called for by the restrictive regulations 
in force in New York city against overhead construction. 

Probably no city has suffered so much from transfer abuse 
as Greater New York, and this matter has been a bone of con- 
tention between the passengers and the railway companies for 
the last few years. When the proposition of universal transfers 
was first inaugurated there appeared to be a decided increase 
in the profitable traffic attracted to the lines. Very soon, how- 
ever, the public learned to make the greatest possible use of 
the transfer system, and it is estimated that the abuse of the 
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transfer system has made deep inroads into the revenues of the 
railway companies. A careful study of these conditions on the 
part of the railway operators has apparently revealed some 
illogical concessions in the establishment of promiscuous trans- 
fer points, and an effort is now being made to eliminate these 
as far as possible. The cutting off of such privileges on several 
lines in New York city has recently led to considerable antag- 
onism on the part of the riding public, and several hearings 
have been held before the Public Service Commission, with, in 
one case, a decision against the company and an order to re- 
establish the transfer privilege at the disputed point, and the 
consequent refusal on the part of the company to obey the 
mandate of the commission. This is an interesting situation, 
which will only be relieved by a painstaking process of law. 
The report states that there are fifty-one transfer passengers 


to each 100 fare passengers in New York city. Notwith- . 


standing the increase in transfers, however, the experts on the 
commission have figured that this has not been’ at the expense 
of the railroads. They estimate that this growth has not heen 
provided for in the establishment of higher car-mile figures, 
but has increased the passenger miles, which has resulted 
in the uncomfortable overcrowding of the cars in use. This 
has been deduced from the fact that while the receipts per 
passenger declined from 4.14 cents to 4.04 cents, the number 
of car-miles increased only 3.8 per cent; while the number 
of fare passengers increased 5.2 per cent, and the number of 
all passengers 7.9 per cent. The result is an apparent increase 
in the average passenger car earnings from 25.58 cents per car- 
mile in 190€ to 25.89 cents in 1907. 


TUNGSTEN LAMPS VERSUS ACETYLENE PLANTS. 

Acetylene-gas apparatus comes into direct competition with 
electric equipment where small lighting plants are wanted, due 
to the low first cost of the former. 

While acetylene-gas plants are more commonly confined to 
single buildings or private grounds, they are also designed for 
general public supply in an increasing number of small villages, 
where there is no other gas or electric service. An illustration 
of this latter fact may be noted in a certain state where fourteen 
acetylene-gas plants are now engaged in general public supply, 
though there was not a single public plant of this sort in the 
state seven years ago. Acetylene plants for either public or 
private use compete much more directly with electric apparatus 
than with ordinary gas equipments, because the capacities of 
these plants are so small that coal or water-gas appliances are 
not suited to the purpose. 

At the start, the use of tungsten lamps reduces the necessary 
capacity of boilers, engines, dynamos and wiring circuits by 
sixty per cent, if the comparison is made with 3.1-watt carbon- 
filament lamps, on a candlepower basis. In other words, an 
electric plant for 1,000 candlepower in incandescent lamps, 
corresponding to 500 lamps of sixteen candlepower, requires 
only forty per cent of the capacity in generating apparatus and 
conductors for tungsten as for carbon lamps. 

Even where only one lamp per lighting point is wanted, so 
that the full benefit of the higher efficiency of the tungsten 
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filament can not be obtained, the twenty-five-watt tungsten 
lamp enables the capacity of the generating plant and line to 
be reduced fifty per cent below the requirements for fifty-watt 
carbon lamps. 

Comparatively little competition exists between electric and 
acetylene-gas plants engaged in public supply, but the condi- 
tions of such competition may be noted. Probably the most 
common price for acetylene gas from public plants is $15 per 
one thousand cubic feet, though the price ranges from about 
$12 to $20, and it requires the best grades of open burners to 
yield eighteen candlepower on one-half cubic foot per hour, or 
forty candlepower on one cubic foot. At $15 per one thousand 
feet, the cost of acetylene gas is thus 1.5 cents per hour at the 
forty-candlepower burner, and 0.75 cent per hour at the eighteen- 
candle burner. 

Though a forty-candle tungsten lamp is not a standard size 
for interior use, it will do as well for comparison as any other, 
and would consume fifty watts. At ten cents per kilowatt-hour, 
ihe energy for this fifty-watt lamp costs 0.5 cent per hour, and 
the energy for a twenty-candle, twenty-five-watt tungsten lamp 
costs 0.25 cent per hour. 

For the hourly cost of the tungsten lamp alone, a list price 
of $1.50 and an average life of 1,000 hours may safely be taken, 
as the discounts will fully offset any probable shortage of this 
average life. 

This basis gives 0.15 cent as the cost of the tungsten lamp 
itself per hour of use, and this sum, added to the above figures 
for the energy consumed in each lamp, amounts to 0.65 cent 
for the forty-candlepower size, and 0.4 cent for the twenty- 
candlepower, per hour, as the total cost. 

With acetylene gas costing 1.5 cents per hour at the forty- 
candlepower burner, and 0.75 cent per hour at the eighteen- 
candlepower, or about twice the cost of equal illumination with 
tungsten lamps, the failure of acetylene plants to compete suc- 
cessfully with electric in public supply is very plain. 

As to isolated plants, the argument for acetylene apparatus 
is low cost of light compared with the price of electric service. 
Calcium carbide, from which acetylene gas is made, costs $70 
per short ton, or 3.5 cents per pound, in the cheapest form madę 
for use in acetylene-gas generators, and five cubic feet of the 
gas per pound of carbide is a very favorable yield. It follows 
that 0.2 cent per cubic foot is about the minimum cost of acety- 
lene gas, for carbide alone, and this makes no provision for 
interest on the first cost of the generating plant, or for labor, 
repairs and depreciation. 

The bare cost of carbide is thus 0.7 cent per hour for the 
forty-candiepower burner consuming one cubic foot, and 0.35 
cent per nour for the eighteen-candle-burner using one-half cubic 
foot. 

Compared with the above total costs of 0.65 cent and 0.4 
cent per hour for forty and twenty-candlepower tungsten lamps, 
respectively, when operated with current sold at the rate of ten 
cents per kilowatt-hour, and lamp renewals extra, the cost of 
the carbide alone is 0.05 cent more for the one-foot burner, and 
only 0.05 cent less for the one-half-foot burner, per hour of 


lighting. 
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INDEPENDENT TELEPHONE CON- 
VENTION. 


TWELFTIL ANNUAL GATHERING, AUDI- 
TORIUM, CHICAGO, DECEMBER 1, 2 
AND 3. 


The twelfth annual convention of the 
International Independent Telephone As- 
sociation was held at the Auditorium 
Hotel, Chicago, during the last week. A 
{otal attendance of several hundred rep- 
resentatives of independent companies of 
ihe United States and Canada was pre- 
dicted, and the roster of the registration 
committee early confirmed this estimate 
of the complete attendance, representing 
“4 000,000 telephones and 17,000,000 ex- 
clusive users.” 

The first convention session proper was 
called to order in the banquet hall of the 
Auditorium Hotel on Tuesday morning 
by P. C. Holdoegel, of Rockwell City, 
Iowa, the acting president. Following 
ihe invocation by the Reverend Frank G. 
Smith, of Chicago, the welcome of the 
city of Chicago was extended to the In- 
dependent telephone men by George M. 
Bagby, assistant corporation counsel of 
the city administration, acting for Mayor 
Fred A. Busse, who, though scheduled 
for an address, was unable to be present. 
The response was tendered by R. D. 
Critchfield, president of the Wisconsin 
Telephone Association. His address was 
quite impromptu, taking the place of 
Dwight E. Sapp, of Mt. Vernon, Ohio, 
who was unable to fill the place accorded 
him on the programme, but in convincing 
and unmistakable terms Mr. Critchfield 
urged upon the city of Chicago consid- 
eration of telephone connection with the 
large proportion of Independent telephone 
subscribers in the state and vicinity. The 
report of the secretary, Joseph B. Ware, 
cf Grand Rapids, Mich., was lengthy and 
detailed, and gave a comprehensive his- 
tory of the Independent movement during 
the past twelve months. 

The afternoon session was given over 
to a technical and practical conference, at 
which the papers read partook of an 
operating and traffic character contrasted 
with the business and financial aspects 
of the morning’s meeting. The technical 
meetings were in charge of Gansev R. 
Johnson, of Columbus, Ohio. 

The first paper presented was that. of 
Roy Owens, of Columbus, O.. on “The 
Telephone Engineer in His Relation to 
the Telephone Business.” 

“The three divisions of telephone engi- 
neering,” said Mr. Owens, “are, planning, 
constructing and maintaining. Tt is not 
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uncommon to hear engineers say that they 
wish to devote themselves to construction 
and not to maintenance. Some of these 
are apparently indifferent to the planning. 
In these respects they are not giving 
themselves credit for being complete en- 
gineers. The planning is the really vital 
part of a telephone engineer’s duty. One 
reason why more plants have not shown 
ihe result of poor design is that the de- 
mand for telephone service in years past 
has tended to outrun the capacity of the 
plants, so that even a poorly laid out 
cable system has found practically all of 
its cable pairs called for. As time goes 
by, however, and subscribers are more 
difficult to procure, the need of more care 
in the laying out of the plant will be- 
come manifest. 

“The cable distribution is the most 
costly part of an engineer’s work. A local 
telephone company may stand or fall with 
its degree of success in getting cable into 
those parts of its exchange district where 
cable will be in demand. The multiple- 
cable distribution methods somewhat 
widen the narrower limits within which 
cable distribution is flexible. The sub- 
way and pole lines must be so far com- 
plete that there is little demand for their 
flexibility. The switchboard terminals 
and the subscribers’ lines and instruments 
have a large degree of flexibility. 

“Care should be taken to have the most 
economical balance between the outside 
capacity and the switchboard capacity, 
which means that the former should be 
somewhat more than the latter.” 

J. H. Ainsworth, general manager 
Home Telephone Company, Dayton, Ohio, 
discussed “Some Economies in Handling 
Maintenance Men.” His company has 
introduced a feature of requiring the re- 
pair men to report upon a printed slip 
whether repairs made are of a permanent 
or temporary character, as it is not always 
possible for a single workman to effect 
repairs of a permanent nature. If the 
latter is the case, the repairman is in- 
structed to report so, but after the trouble 
is permanently remedied each man is held 
to strict account for recurring troubles in 
his district. 

“Maintenance Economics” was the title 
of a brief paper read by G. E. Bickley, of 
Waterloo, Towa. Any reasonable expendi- 
ture made to conserve the operation of 
the equipment, material or apparatus of 
a telephone system, is an economy, he 
said. Mr. Bickley also indicated a plan 
of postcard report of line inspections 
made in the course of other business, and 
advised, as well, the special. inspection 
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of the right-of-way, locating by chart 
possible prospective troubles. 

The paper of J. P. Boylan, of the Home 
Telephone Company, Detroit, Mich., on 
“Handling Trouble,” was read by B. H. 
Brooks, chief engineer of the same com- 
pany. Careful tests by operators were 
advised to anticipate the discovery of 
trouble by the subscriber, and the author 
described a card system of filing this class 
of records. In explaining the difficulty 
often experienced in attempting to ring 
out on a short-circuited line, the writer 
described a form of relay designed to be 
placed in the generator lead to the posi- 
tion. This relay has an inductive wind- 
ing shunted by pure resistance. The lat- 
ter path may be opened by the armature 
picking up when an undue current trav- 
erses the relay winding. Thus normally 
the combined paths represent low im- 
pedance until the heavy short-circuit cur- 
rent actuates the armature, leaving only 
the highly-inductive winding in circuit, 
and at the same time lighting a pilot 
lamp in view of the operator. 

The technical session was continued in 
the evening, but on account of the small 
attendance the papers presented were ab- 
stracted by the authors. 

Frank F. Fowle, consulting electrical 
engineer, read an interesting and classical 
paper on “The Economical Development 
of Tol) Territory.” 

“The purpose of this paper. as the title 
suggests, is a consideration of the prin- 
cipal factors in building up and develop- 
ing a toll plant on a dividend-paying 
basis. ‘There are naturally two divisions 
of the subject, namely, the projection 
of an entirely new plant in undeveloped 
territory, and the development of a plant 
alreadv in existence; but the latter divi- 
sion of the subject grows out of the first, 
and undeveloped territory will be assumed 
as the starting point. Were there no pre- 
vious experience in the toll business to 
furnish guidance in laving out a new 
plant in undeveloped territory, it would 
be necessary to proceed with the utmost 
caution; in fact, the whole development 
would necessarily be experimental and 
would involve a large financial risk. 

“Tt is found that the public demand for 
toll service occurs in such ways that cer- 
tain laws may be formulated which will 
express mathematically or graphically the 
volume of message traffic which will occur 
on the average under anv given or known 
cet of conditions. The design of a toll 
system divides itself naturally therefore 
into two parts, first the predetermination 
of the traffic. and second the layout of a 
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plant which will provide the necessary 
facilities in the most economical manner; 
under the system of rates charged or to 
be charged it becomes apparent at once 
what portions of the proposed plant will 
be profitable at the outset, or, if the rates 
are not settled in advance, an estimate 
may be made of the plant charges and 
the operating costs to handle the traffic, 
as predetermined, upon which may be 
based a system of rates which will insure 
dividends from the outset.” 

Mr. Fowle had.made a study of the 
traffic between different cities and towns, 
taking into account their population and 
the distance between them, under a fixed- 
rate schedule. It was found that the 
traffic volume in total messages per month 
in both directions between any pair of 
zones could be fairly represented by the 
formula: 


T = .00022 


e 
- 


where T = the total messages per month 
in both directions. 
P: = population of either zone. 
P: = population of the other zone. 
D = distance between the zone cen- 
ters, in miles. 

The formula as written may be re- 
garded] as possessing sufficient accuracy 
for a development study. The range of 
distances and population in the instances 
upon which the calculations for the con- 
stant were based, was very large; no ac- 
count was taken of the telephone develop- 
ment in the zones used for calculation, 
but it varied from something like one per 
cent up to eleven or twelve per cent, with 
an average of six to seven per cent. 

Other formule were indicated for the 
determination of toll rates, revenue per 
message, etc., and a quantity of valuable 
cost and physical data was given. Mr. 
Fowle exhibited a number of interesting 
long-distance telephone plant load curves 
showing the distribution of calls through- 
out the week, the effect of a night half- 
rate on the service for different days, the 
relation between speed of service and cir- 
cuit loads, ete. | 

Following his paper, Mr. Fowle was 
called upon to explain the action of load- 
ing-coils on a telephone line. In com- 
plying, he took occasion to discount the 
general fallacy that these coils introduce 
& condition of resonance into the circuit. 
On open construction the loading-coils are 
usually placed at the transposition points, 
about eight miles apart. On cables the 
distance varies from three-quarters of a 
mile to one-and-one-half miles. In some 
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cases their interposition has the effect of 
increasing the transmission four or five 
fold, but this ratio of improvement de- 
creases for the larger conductors. 

George K. Gann, Lincoln Neb., in a 
paper on “Handling Long Distance Traf- 
fic,” described the two recording methods 
mosi generally used and applicable to 
either large or small offices. These might 
be termed: (a) The direct ring-down 
method: (b) the order wire method. 

“The direct ring-down method requires 
trunks from the ‘A’ boards in the local 
offices, terminating at the recording board 
in signals and jacks. These should be 
multipled in each position or section in 
cffices where there are two or more. The 
method of operation is as follows: 

“1. The subscriber removes the receiver 
from the hook, lighting the signal on the 
‘A’ or local board. 

“2. The ‘A’ operator takes one of the 
cords of an idle pair, plugs into the an- 
swering jack of the subscriber’s line, and 
answers ‘number.’ 

3. The subscriber asks for ‘Long Dis- 
tance? 

“4, The ‘A’ operator takes the other 
cord of the pair, tests, and plugs into a 
rack of an idle trunk to the recording 
board and rings, thus lighting a signal 
cn the same trunk at the recording board. 

“5. The recording operator takes one 
of the cords of an idle pair, plugs into 
the jack of the trunk on which the signal 
has been received and answers, ‘Long 
Distance.’ She then secures and records 
the subscriber’s call on a ticket and has 
it sent or carried to the proper line op- 
erator. 

“The order wire recording method dif- 
fers from the first in that the trunks to 
the recording board appear only in the 
‘A’ and ‘B?’ boards of the principal local 
exchange. Other local exchanges must 
secure connection with the recording op- 
erator by cutting in on the regular order 
wire to the principal office ‘B’ board, and 
asking for ‘Long Distance.’ The ‘B’ op- 
erator makes a trunk assignment in the 
usual way, establishing connection with a 
trunk to the recording board.” 

The technical and business sessions were 
continued during Wednesday and Thurs- 
day. On Wednesday evening the annual 
association banquet was held. 

The Independent telephone convention 
was marked by an unusually fine array 
of manufacturers’ exhibits on several 
floors of the Auditorium Hotel. Most of 
these occupied suites on the banquet- 


room floor, convenient to the convention 


hall. The exhibits included manual and 
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automatic telephones and switchboards, 
wire, construction material, protective de- 
vices, batteries, conduit, tools and motor- 
cycles. 

The following exhibitors occupied hotel 
rooms or suites with complete expositions 
cf their products :—- 

American Electric Telephone Com- 
pany; Automatic Electric Company, Chi- 
cago; Century Telephone Construction 
Company, Buffalo, N. Y.; Chicago Tele- 
phone Supply Company, Elkhart, Ind.; 
Cracraft-Leich Electric Company, Genoa, 
Tl].; H. E. Cobb, Chicago; Frank B. 
Cook, Chicago; Corwin Telephone Man- 
ufacturing Company, Chicago; W. H. 
Couch, Boston, Mass.; Dean Electric 
Company, Elyria, Ohio; Duplex Metals 
Company, New York city; Electric Ap- 
pliance Company, Chicago; Excelsior 
Supply Company, Chicago; Fibre Con- 
duit Company, New York city; Fox & 
Borden Manufacturing Company, New 
York city; H. S. Green Battery Com- 
pany; Holtzer-Cabot Electric Company, 
Brookline, Mass.; Illinois Electric Com- 
pany, Chicago; Indiana Steel and Wire 
Company, Muncie, Ind.; Manhattan Elec- 
trical Supply Company, Chicago; Miller 
Anchor Company, Norfolk, Ohio; Mon- 
arch Telephone Manufacturing Company, 
Chicago; National Carbon Company, 
Cleveland, Ohio; North Electric Com- 
pany, Cleveland, Ohio; Ohio Brass Com- 
pany, Mansfield, Ohio; F. W. Pardee, 
Chicago; Pierce Specialty Company, Elk- 
hart, Ind.; Homer Roberts Telephone 
Company, Chicago: St. Louis Malleable 
Casting Company, St. Louis, Mo.; Ster- 
ling Electric Company, Lafayette, Ind.; 
Stromberg-Carlson Manufacturing Com- 
pany, Rochester, N. Y.; Swedish-Ameri- 
can Company, Chicago; Telephony, Chi- 
cago; Vote-Berger Company, La Crosse, 
Wis.; Warner Electric Company, Muncie, 
Ind.; Westinghouse Machine Company, 
Fast Pittsburg, Pa. 
edo 

Plan New Telegraph Company. 

The revived plan of Chicago Board of 
Trade operators to establish an independ- 
ent telegraph company and use independ- 
ent telephone wires between Chicago, St. 
Louis and Kansas City, which was begun 
a year ago, is now again projected in the 
name of the People’s Mutual Telegraph 
Company. 

The promoter of the enterprise is W. S. 
Jackson, ex-president of the Chicago 
Board of Trade. An ordinance is asked 
of the City Council permitting the string- 
ing of wires under the Metropolitan Ele- 
vated structure. 
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Electrification of Steam Railroad Ter- 
minals in Chicago. 

The Illinois Central Railroad is not 
the only one making an investigation of 
the feasibility of electrifying its Chicago 
terminals. Since the agitation for the 
electrification of this railroad began a 
large number of other railroads entering 
the city have been quietly making more 
or less exhaustive studies of the problems 
as related to their lines. 

The suburban residents along the Chi- 
cago, Rock Island & Pacific and the Chi- 
cago, Burlington & Quincy railroads are 
agitating electric service on these roads. 


_ The managements of these lines and of 


some others realize that it is a problem 


that will have to be faced in the near 


future. Since not only the patrons of 
the roads and their adjacent property 
owners, but the city authorities as well, 
have been determined to have the smoke 
nuisance produced by their locomotives 
abated, the success and economy of the 
electrification projects that have been car- 
ried out in the East have convinced the 
manegements that electrification has ad- 
vantages not only in satisfying the pub- 
lic clamor but in providing an efficient 
tractive power. 

Aside from the Illinois Central Road 
these investigations have as yet been car- 
ried out very quietly. The manager of 
one of the western roads, which owns 
large terminals in the city, stated re- 
cently: “There is not the slightest doubt 
that the city will eventually pass an or- 
dinance acquiring electrification of the 
railroad terminals. Such a measure could 
not with equity require electrification of 
freight terminals at this time, but would 
probably deal first with the passenger 
traffic. There are some roads which are 
in a fairly good position to electrify their 
passenger terminals when the proper time 
comes—the time when they know what the 
hest system is.” The purpose of some of 
these investigations is to find out which 
evstem, single-phase or third-rail, is best 
suited for their purpose. It is generally 
believed that the officials of at least one 
svstem entering Chicago were more in 
favor of electrifying its lines than the 
officials of the Illinois Central Railroad 
have been until recently. 

The city authorities in considering this 
subject have referred to the corporation 
couneel for an opinion on the power of 
the city to produce the changes desired. 
The opinion has just been prepared and 
states that the citv probably has no direct 
power to compel electrification of the 
steam railroads. However, it does have 


power to prohibit the use of steam as a 
motive power if it can be shown that its 
use is attendant with emission of smoke, 
soot, cinders or otherwise injuriously af- 
fects the public health, comfort or prop- 
erty so as to amount to a public nuisance. 

At a conference held on November 30 
between the city authorities and officials 
of the Illinois Central Railroad the prog- 
ress of the work on the latter road was 
reported. 
prepared of the trackage so as to enable 
the electrification project to be carried 
through with least interruption to traffic 
and with the best ultimate results. While 
the plans are being perfected and carried 
out the railroad has offered to equip its 
locomotives with oil or .coke as a fuel so 
as to make them less objectionable to the 
public. 

——_—_— @ oe 
New York Electrical Society. 

The two hundred and eightieth meeting 
of the New York Electrical Society, on 
invitation of the Electrical Testing Lab- 
oratories, was held at the laboratories, 
Eightieth Street and East End Avenue, 
Tuesday evening, November 24. Wilson 
S. Howell made a short address welcoming 
the society and explaining briefly the very 
wide range of work done by his company. 
While testing incandescent lamps is a very 
large part of their business, over 17,000,- 
000 having passed through the laborato- 
ries last year, their work is by no means 
confined to testing incandescent lamps. 
Every possible design of lamp from the 
kerosene lamp to the latest development 
in arc lights is brought to them for test 
and measurement. All kinds of metals 
and composition material are tested, as 
well as measuring instruments of all 
kinds, shades and reflectors, insulators and 
insulating material; in fact, all material 
that goes into the construction of electrical 
apparatus is tested not only for the engi- 
neer and the manufacturer, but also for the 
purchaser. The point of Mr. Howell’s 
remarks showing the wide range of their 
work was that the value of testing, both 
for the engineer and manufacturer, as 
well as the user of apparatus, is becom- 
ing more thoroughly appreciated. 

Dr. Clayton H. Sharp gave a most in- 
teresting address, discussing apparatus for 
measuring spherical candlepower, the inte- 
grating sphere, methods of measuring 
illumination values, etc. After this ad- 
dress the members inspected the labora- 
tories, where could be seen in operation 
every known form of testing apparatus. 
The members were also given a treat in 
the shape of an elaborate collation. 


Some fifty plats have been 
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A NORWEGIAN SINGLE-PHASE 
RAILWAY. 


BY A. WEBSTER. 


For some time past, a waterpower elec- 
tric generating station has been in opera- 
tion at Skjenald Fossen, near ‘I'hams- 
havn, in Norway, its object being to sup- 


THAMSHAVN SINGLE-PHASE RAILWAY— 
OVERHEAD CONSTRUCTION ON CURVE. 


ply Thamshavn and the villages en route 
to Lokken, where there are a considerable 
number of mines. The district is also 
one much visited by tourists, and electric 
power being available, it is not surprising 
that an electric railway between these two 
points should be thought of. Two gentle- 


THAMSHAVN SINGLE-PHASE RAILWAY— 
OVERHEAD CONSTRUCTION, SHOWING 
SECTION INSULATOR AND HIGH-TEN- 
SION SHORT-CIRCUITING SWITCH. 


men interested in the district accordingly 
went into the matter and finally decided 
to place an order with the British West- 
inghouse Electric and Manufacturing 


December 5, 1908 


Company for the construction of a single- 
phase line. The order was placed and the 
line put into operation within twelve 


months, in spite of the climatic conditions | 


prevalent during certain months of the 


plies three-phase current at 15,000 volts, 
fifty cycles, direct to the railway substa- 
tion at Thamshavn, where transformation 
takes place to single-phase current at 6,600 
volts, twenty-five cycles, for feeding to the 


THAMSHAVN SINGLE-PHASE RAILWAY—MOTOR-GENERATORS IN SUBSTATION. 


vear in this part of Norway. The line 
constitutes the first electric railway in 
Norway. 

Thamshavn is some twenty miles dis- 
tant from Trondjem, a well-known east- 
coast Norwegian watering place, and the 
railway is some sixteen miles in length to 


overhead trolley wire. An interior view 
of the substation is shown. 

Metre-gauge track has been laid, flat- 
bottomed steel rails being fastened to 
wooden sleepers laid on ballast. With the 
exception of double track and sidings at 
the stations, the line is single throughcut, 
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ets attached to wooden poles, the spans 
varying from 150 feet to sixty-eight feet, 
according to whether the track is straight 
or curved. The normal height of the trol- 
ley wire above the track is 5.5 metres. 

A feature of the rolling stock is the 
provision of a motor coach for first-class 
passengers the interior of which is divided 
into a vestibule and driver’s compartment 
at each end and two salon compartments 


with a lavatory between. This car is 


fitted with two forty-horsepower motors. 
The rolling stock also includes three 
twenty-ton locomotives, one of which is 
illustrated, for hauling the freight and 
passenger trains. Each of these locomo-. 
tives carries four forty-horsepower mo- 
tors, mounted on two trucks. Both on 
the locomotives and the salon coach the 
current is collected by a pantagraph bow 
and passes through an automatic circuit- 
breaker located inside the driver’s cab. 
There the high-tension wiring is reduced 
to only ten feet in the case of the locomo- 
tives. The four motors are arranged per- 
manently in two groups, two in series, 
cut-outs being provided, by means of 
which either pair may be isolated when 
desired. These locomotives are designed 
to exert a tractive effort of 6,500 pounds 
at ten miles per hour and a maximum 
tractive effort at starting of 8,000 pounds. 

The substation forms part of the work- 
shops at the Thamshavn terminus, and 
the plant installed consists of two 15,000 
to 6,600-volt, oil-insulated, three-phase 


THAMSHAVN SINGLE-PHASE RAILWAY—TWENTY-TON 
SINGLE-PHASE LOCOMOTIVE. 


its other terminus at Lokken. The whole 
district is rich in minerals and timber, and 
so it is that arrangements have been made 
for dealing with large quantities of mer- 
chandise. In this connection there is a 
regular service of steamers between 
Trondjem and Thamshavn. The power 
station already mentioned is about five 
miles to the west of Thamshavn, and sup- 


there being very few difficult gradiente or 


curves to contend with for the greater 


portion of the way. 

The overhead construction consista of 
hard-drawn, grooved copper wire of sixty- 
five square millimetres section, suspended 
from a steel cable. As will be seen from 
the photographs, the insulators supporting 
the steel cable are carried on steel brack- 


THAMSHAVN SINGLE-PHASE RAILWAY—TERMINUS AT 
THAMSHAVN ON ORKEDALS FJORD. 


transformers and two 250-kilowatt motor- 
generators, capable of carrying an over- 
load of 100 per cent for short periods. 
There is sufficient space, however, for an 
additional motor-generator to be installed. 
These units consist of a three-phase in- 
duction motor, fitted with slip-rings and 
liquid rheostat for starting, direct-coupled 
to a single-phase, revolving-field generator. 


856 ELECTRICAL REVIEW AND WESTERN ELECTRICIAN 


PUBLIC SERVICE COMMISSION, 
FIRST DISTRICT, STATE OF 
NEW YORK. 


SECOND VOLUME OF REPORT FOR SECOND 
HALF OF 1907. 

The second volume of the report of the 
Public Service Commission, First Dis- 
trict, State of New York, for the first six 
months of its existence, ended December 
31, 1907, has been issued. From figures 
compiled from statistics presented by the 
companies under its control the commis- 
sion states that the number of car rides 
per individual in New York in 1907 was 
317; in 1902 was 266, and in 1890, 234. 

The report shows that every extension 
and improvement of transit facilities 
brings increased travel quite apart from 
the natural increase in population. In 
the last seventeen years the passenger traf- 
fic has more than doubled. The total num- 
ber of passengers carried by all lines in 
the greater city in 1907 showed an increase 
of 124,505,734, an average daily increase 
of 341,000 passengers. This includes reg- 
ular fare and transfer passengers. The 
increase in the regular fare passengers was 
65,778,979, or about 180,000 per day. 

New York city, with one-half of the 
population of the state, accounts for four- 
fifths of the traffic conducted by the street 
railwavs of the state, which in turn is al- 
most equal to the number of passengers 
carried by the entire tramway system of 
England and Wales. | 

The number of rides per capita in New 
York city (317 in 1907) is larger than in 
any other American city, with the possi- 
ble exception of San Francisco, and 


` greatly exceeds that of any city in Europe. 


The street railroads of New York city 
embrace underground, elevated and sur- 
face systems operated by electricity and 
steam and horsepower. The underground 
system, known as the subway, which is 
owned by the city and operated by the 
Interborough Rapid Transit Company, 
embraced at the end of June, 190%, 
twenty-two miles of road in Manhattan 
and the Bronx. | 

The total Jength of roads operated by 
the railroads and street railroads under 
the jurisdiction of the commission aggre- 
gated 763 miles. As most of the line is 
double-tracked, and some of it Jaid with 
a third and fourth track, the total track- 
age is môre than double the length of the 
road. Including sidings and turnouts and 
reducing all tracks to single-track mile- 
age the total length of track was 1.612 
miles. 


In the borough of Brooklyn the total 


trackage of the Brooklyn Rapid Transit 
system is 564 miles, and that of other 
companies fifty-five miles. The borough 
of Queens, on all surface lines except the 
Brooklyn Rapid Transit system, has 147 
miles, while the borough of Richmond 
has seventy-three miles of steam roads and 
sixty-tivo- miles of electric roads. Omit- 
ting bridge trackage and combining the 
mileage of Manhattan and the Bronx, the 
length of road in these two boroughs 
amounts to 321 miles, as compared with 
282 miles in Brooklyn, ninety-six miles in 
Queens and sixty miles in Richmond. 

The new mileage put into operation in 
1907 (nearly seventeen miles of track) 
was only a small part of the mileage under 
construction. Excluding the work done 
upon the new McAdoo and Pennsylvania 
tunnels; the companies already in opera- 
tion expanded $4,700,000 upon construc- 
tion and reconstruction. | 

While“ the proprietary companies in 
1907 charged to their capital accounts 
more than $2,000,000 for cars, the num- 
ber of cars reported available for service 
was smafier than in the preceding year. 
The total number of cars available was 
10,009, but not all of these are in service 
at any time, as more than one-quarter are 
of the open type, and used only in sum- 
mer. The subway reports 794 cars; the 
elevated in Manhattan and the Bronx, 
1,503; the surface lines in Manhattan, 
3,280, and the surface lines in the Bronx, 
786. The total number of all cars avail- 
able in Brooklyn was 3,050; in Queens 
313, and in Richmond 283. The Manhat- 
tan surface lines had 349 less cars in 1907 
than in 1906. 

The fluctuations of travel are shown in 
a table giving the number of passengers 
carried each year on the Manhattan ele- 
vated roads since 1892. In that year, the 
total number of pasengers carried by the 
elevated was 213,692,745. In 1893, it in- 
creased to 221,407,197, but from that vear 
on there was a steady decline until in 1899 
the total was 174,324,575; an increase 
then set in and continued up to 1904, 
when the total was 286,634,195. Here 
another decline set in and the travel de- 
creased until 1906 when 257,796,754 pas- 
sengers were carried. In 1907 the fig- 
ures showed 282,924,273. 

The report says the decline from 1893 
to 1899 is explained by the extension of 
ihe surface lines and the improved service 
they rendered by reason of the substitu- 
tion of electric for animal traction. The 
second decline in 1904+ was due to the 
opening of the subway, which took a great 
many passengers from the elevated, but in 
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two years the elevated roads recovered vir- 
tually all the lost ground. 
Transfers are shown to have increased 


during the year 1907. While the number 


of regular fare passengers showed an in- 
crease of 5.2 per cent, the number of 
transfer passengers increased 18.9 per 
cent. The smallest percentage of trans- 
fer increase was in the Bronx (5.6 per 
cent) ‘and the greatest increase in Rich- 
mond, where the number of transfers 
nearly doubled. Of the total increase in 
transfer passengers, namely, 58,700,000, 
Brooklyn furnished seven-tenths, yet the 
use of transfers in Brooklyn is still less 
than that on the Manhattan surface roads. 
Of the latter there are fifty-one transfer 
passengers to each 100 fare passengers, 
while in Brooklyn the ratio is only thirty- 
five to 100, but in Brooklyn, the figures 
include both elevated and surface roads. 

Se 

Military .Telegraphers Dine. 

On the evening of November 27 the 
Old-Time Telegraphers’ Association and 
the Society of the United States Military 
Telegraph Corps tendered a banquet to 
Andrew Carnegie, to bid him Godspeed 
and celebrate his seventy-first birthday. 
The banquet was held at the Manhattan 
Hotel, New York city, and four of the 
original members of the United States 
military telegraphers who responded to 
the call by Mr. Carnegie on April 22, 
1861, for operators, were present. These 
were Col. William Bender Wilson, Rich- 
ard O’Brien, Jesse W. Crouse and David 
Tlomer Bates. There were twenty-six 
other veterans of the Civil War Military 
Telegraph Association present, together 
with a couple of hundred members of the 
Old-Time Telegraphers’ Association. Col. 
Robert C. Clowry, president of the West- 
ern Union Telegraph Company, presided, 
and addresses were made by Thomas A. 
Edison, W. C. Brown, William R. Plum, 
Richard O’Brien, Mr. Bates, Colonel Wil- 
con, William J. Dealy, Charles P. Bruch 
and Col. A. B. Chandler. 

In closing the speech-making, Mr. Car- 
negie delivered a characteristic address, 
and expressed his appreciation of the trib- 
ute paid him by his old comrades. 

After songs by Miss Leila L. Morse, 
granddaughter of Prof. Samuel F. B. 
Morse. inventor of the telegraph, all joined 


in this song to the tune of “Auld Lang 
Svne 2” 


God grant our honored guest the peace 
His life has fairly won. 

And crown him with Thy blessings, 
For the noble deeds he’s done. 

‘Tis not a nation, but the world, 
To him should grateful be. 

Oh. may he live yet many years, 
Sustained by “Seventy-three.” 


December 5, 1908 


Hydraulic Turbines .at Priest Rapids, 
Washington. 


The photograph reproduced herewith 
shows as it appeared during construction 
one of the vertical triplex Allis-Chalmers 
hydraulic turbines for open flume which 
has been installed at Priest Rapids, east 
of North Yakima, Wash., for the Hanford 
Irrigation and Power Company. This 
company is a Seattle corporation and has 
lately completed the work of. building and 
equipping a new power house on the Co- 
lumbia River at the rapids mentioned. 
This development has a present capacity 
of 2,000 horsepower, which will eventu- 
ally be increased many times over. The 
irrigation project in connection with it 
embraces 16,000 acres of land and has a 
capacity for watering another 16,000 acres 
with a small addition to the present equip- 
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fifteen to thirty-two feet, power 1,000 to 
2,200 brake-horsepower, speed 150 ‘revolu- 
tions per minute. At fifteen-foot head 
each turbine develops 1,000 horsepower, at 
full gate and with a speed of 150 revolu- 
tions per minute. The vertical alternators 
are rated at 900 kilowatts and wound for 
sixty-cycle, three-phase current at 2,300 
volts. The governor used is of the Allis- 
Chalmers oil-pressure type. 

An exciter turbine and direct-connected 
generator is installed, designed to operate 
under twenty-one-foot fall, with a dis- 
charge of fifty-two cubic feet per second, 
and rated at 100 horsepower. A motor- 
generator exciter set of small capacity has 
also been provided. The transmission line 
mentioned above carries the current from 
the main station fourteen miles at 22,000 
volts. This line is supported by eucalyp- 


VERTICAL TRIPLEX TURBINE FOR OPEN FLUME, EIGHTEEN TO THIRTY FOOT HEAD; 
CAPACITY, 1,000 TO 2,100 HORSEPOWER—HANFORD IRRIGATION 
AND POWER COMPANY, HANFORD, WASH. 


ment. The company has also completed a 
pumping station at Coyote Rapids on the 
Columbia River, fourteen miles below the 
Priest Rapids, and has already in service 
transmission lines for electric power from 
Priest Rapids to this station. 

The entire equipment for the new plant 
was contracted for at one time and from 
one builder. The latter’s engineers, in 
conference with H. K. Owen, consulting 
engineer, of Seattle, laid out the entire 
plant for a hydro-electric pumping station 
of the type best adapted to the local con- 
ditions. Vertical triplex hydraulic tur- 
bines are.set in open flume, each direct- 
connected to a vertical Allis-Chalmers al- 
ternator, each set being designed to meet 
the following normal conditions: Fall 


tus pins and the cross-arms used were 
boiled in oil. The wires are arranged in 
a triangle. The poles are thirty-five feet 
high. 

The pumping equipment consists of 
four single vertical-shaft suction pumps 
with thrust bearing. Two units have a 
capacity of fifty-two-and-one-half cubic 
feet each per second, against a total head 
of thirty-four feet. Their speed is 175 
revolutions per minute and the diameter 
of the suction and discharge nozzles is 
thirty inches. These pumps are direct- 
connected to 450-horsepower Allis-Chal- 
mers induction motors. The water is ad- 
mitted at the bottom of the pump and the 
discharge casing is of the snail-shell type. 
The complete casing rests on three feet 


857 


securely bolted to the foundation and held 
rigid. The remaining two pumps are of 
the same general type for high-lift service; 
each has a capacity of thirty-six cubic feet 
pér second, against a total head of eighty- 
one feet and operates at a speed of 514 


‘revolutions per minute. These pumps are 


direct connected to 550-horsepower induc- 
tion motors. The bilge pumps are of the 
vertical motor-driven centrifugal ty pe. 
They have bottom suction and open im- 
peller. Direct-current, 110-volt, fifty-one- 
horsepower compound motors are used to 
drive them at 850 revolutions per minute. 
These pumps have a capacity of 150 gal- 
lons per minute against a thirty-five-foot 
head. 


ede 
Proposed German Tax on Electricity 


and Gas. 

The Elektrotechnische Zeitschrift of 
November 12 is accompanied by a supple- 
ment, which contains a reprint in full of 
a bill just introduced in the German 
Reichstag and having for its purpose the 
establishment of a tax on electricity and 
gas. It is proposed to levy a tax of five 
per cent on the selling price of electric 
current, with a maximum of 0.4 pfennig 
per kilowatt-hour. Current generated for 
private use is to bear a tax of 0.4 pfennig 
per kilowatt-hour, with a reduction to five 
per cent of the cost of production, when 
it can be proven that the above rate is 
in excess of this percentage. Gas is to 
bear the same rate of taxation per cubic 
metre of gas sold as the kilowatt-hour of 
electricity. Electrical installations of not 
over one-and-one-half kilowatts capacity 
are to be exempt from taxation. If the 
product is imported from a foreign coun- 
try, the receiver is to pay the tax; if it 


-is exported, the exporter is to pay the tax. 


All electrical illuminants, as well as in- 
candescent bodies for gas, alcohol and oil 
lamps, are also to bear their burden of 
taxation. On the basis of statistics ap- 
pended to the bill it is estimated that the 
net revenue to the German Government 
from this source will be about fifty mi!lion 
marks annually. The statistics show the 
number of generating stations existing in 
Germany in 1907 to be 1,530, with a ca- 
pacity of 858,841 kilowatts and connec- 
tions of a value of 1,100,861 kilowatts. 
The average cost of generating a kilowatt- 
hour in 1906 was 12.91 pfennig, and the 
average receipts per kilowatt-hour were 
28.29 pfennig. The available water- 
power in Germany is stated to be 1,931,- 
000 horsepower, of which 490,100 horse- 
power, or about twenty-five per cent, is 
now being utilized. 


a —— 
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SMOKELESS COMBUSTION. 


BY CHARLES L. HUBBARD. 


So much has been said of late in regard 
to smoke abatement that a review of the 
subject may be of some interest and of 
practical value to those in charge of power 
plants which are located in or near large 
villages and cities. 

It is probably true that comparatively 
few firemen in charge of the average plant 
are familiar with the nature of the chem- 
ical actions which take place in the boiler 
furnace during the process of combustion. 
While such knowledge is not absolutely 
necessary in order to avoid the formation 
of smoke, an understanding of the ele- 
ments of any process is always the first 
step in successfully carrying on the same, 
whether it be the manufacture of some 


article, the running of a machine, or the 


burning of coal under a boiler. 

A careful investigation of the matter 
of smoke consumption as reported by va- 
rious experts lays particular stress upon 
firing and furnace construction, and these 
will be taken up briefly along the lines 
especially affecting the formation or pre- 
vention of smoke. 

First, let us consider the process of 
combustion without reference to where it 
takes place or to the nature of the fuel. 
Chemically speaking, combustion is the 
combination of oxygen with certain ele- 
ments which produce heat and light. The 
substance with which it combines is called 
the combustible, or when combustion 
takes place in an ordinary furnace it is 
called fuel. The chief elements of a fuel 
are carbon and hydrogen, and the prod- 
ucts of perfect combustion are water, 
which consists of two atoms of hydrogen 
and one of oxygen (H,O), and carbon 
dioxide or carbonic acid, as it is usually 
called, which is a gas made up of one 


atom of carbon and two of oxygen (CO, ). 


In the process of combustion, as it takes 
place in a furnace, the oxygen is taken 
from the air which enters through the 
draft doors, and this unites with the car- 
bon and hydrogen in the full, forming 
carbon dioxide and water. 

In order to secure perfect combustion, 
oxygen must be present in just the right 
proportion to unite with the elements of 
the fuel, as stated above. If there is not 
a sufficient air supply, carbon monoxide 
(CO) will be formed instead of CO,, and 
this greatly reduces the quantity of heat 
produced. For example, if a pound of 
carbon is converted into CO, it will gen- 
erate 4,400 heat units, but if double the 


amount of air is supplied, CO, will be 
formed and 14,600 heat units will be 
given off, provided the temperature is 
maintained at the proper point. On the 
other hand, if too much air is supplied, 
it lowers the temperature below the point 
necessary for complete combustion, and so 
the results may be no better than when 
the air supply is too small. 

When combustion is not complete, some 
of the hydrogen, together with the car- 
bon with which it is usually combined 
(called hydrocarbon), may be distilled 
from the coal and not burned, or the hy- 
drogen only in this volatile matter may 
be burned, leaving the carbon in the form 
of soot or smoke, to be carried off in the 
gases passing out of the furnace. Smoke 
is a sure evidence of improper combus- 
tion, but it does not follow that where 
there is no smoke combustion is perfect. 
The perfect combustion of coal in a fur- 
nace can only be effected by a sufficient 
supply of oxygen supplied under proper 
conditions. The most important of these 


are a high temperature and an intimate 


mixture of the air with the fuel. 

Coal is a compound substance and may 
be decomposed by heat into several dis- 
tinct constituents, but in combustion we 
deal principally with but two—carbon in 
the form of coke, and hydrogen, gener- 
ally known as gas. These two elements 
practically contain the full heating prop- 
erties of the coal. We say that when coal 
is thrown upon a fire it commences to 
burn, but before any burning takes place 
it is decomposed into its constituent ele- 
ments. The gas, having been distilled by 
the heat of the fire, burns first by its 
chemical union with the oxygen of the 
air, forming water. The gas having been 
disposed of, the coke burns in a similar 
manner, forming carbonic acid. 

In order to ignite a substance and keep 
it burning it must be heated to a certain 
kindling point and kept up to that tem- 
perature. While the gas is being ex- 
pelled from the coal the latter remains 
at a relatively low temperature; no parti- 
cle of solid coal can burn while gas is 
issuing from it. A lump of coal may, 
however, be giving out gas in one place 
while it has been expelled from another 
and the remaining coke has already ig- 
nited. Coke does not produce smoke in 
burning; this is only formed during the 
distillation of the gas. To support com- 
bustion it is necessary to maintain a tem- 
perature of at least 800 degrees Fahren- 
heit. At temperatures lower than this 
there can be no burning of the coal. It is 
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common in furnaces to have a tempera- 
ture of 3,000 degrees Fahrenheit and 
over, just above the bed of live coals on 
the grate. 

The amount of air required by a pound 
of soft coal to completely burn it is ap- 
proximately twelve pounds, or 150 cubic 
feet. The actual amount needed in prac- 
tice depends upon the force of the draft 
and upon how thoroughly the air and the 
gases are mixed. Former practice with 
ordinary chimneys allowed twenty-four 
pounds of air per pound of coal. With 


. improved draft and better grates this has 


been reduced to eighteen pounds, and 
where combustion tubes or steam jets are 
used above the fire fourteen pounds has 
sometimes been found sufficient. The 
disadvantage of using too much air is 
the cooling of the fire, which retards com- 
bustion and reduces the transmission of 
heat, and second, the reducing of the 
chimney draft by cooling the stack. 
Every extra pound of air has to be heated 
by the fire, and this heat passes up the 
chimney without being used. 

The quantity of air, however, should 
vary with the condition of the fire. Just 
after firing, when the gases are being dis- 
tilled rapidly from the coal, more air 
must be admitted ; after the coal becomes 
incandescent a comparatively small sup- 
ply is needed. 

The object to be attained in smokeless 
combustion is to prevent the formation 
of smoke rather than to provide means 
for burning it after it has been allowed 
io form. That smoke can be burned if 
carried into a very hot chamber and 
brought in contact with a sufficient quan- 
tity of highly heated air may be shown 
by the following simple experiment: 
First, place a short piece of candle inside 
of a tall narrow cylinder. The deficient 
air supply which the candle receives under 
these conditions will cause it to give off 
a column of black smoke. If this is led 
into the central draft tube of a Rochester 
kerosene lamp and passed up into the 
flame it will be completely burned. 

The action of combustion and the effect 
upon it of different conditions is well 
illustrated by a kerosene lamp, and al- 
though this example has often been made 
use of, it may well be repeated in the 
present case. If we take a lighted central 
draft lamp and adjust the wick to such a 
point that it gives a rather short and clear 
white flame without a trace of smoke, 
then gradually obstruct the opening at the 
hottom, the following result will be ob- 
served: First, the flame will grow longer 
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and its color change from white to yel- 


low, and then to red, and it will also be- 


gin to smoke. Finally, when the air sup- 
ply is nearly shut off the flame will rise 
almost to the top of the chimney, at the 
same time giving off a column of dense 
black smoke 'and soot. In this example 
the wick represents the automatic stoker, 
supplying fuel automatically; the perfo- 
rated gauze at the base of the burner is 
the grate which heats and regulates the 
air supply, while the chimney regulates 
the force of the draft. The smoky flame 
caused by turning up the wick is analo- 
gous to that caused by adding too much 
coal at one time to a furnace. If the sup- 
plies of air and fuel are properly adjusted 
to each other the flame will burn clearly 
and steadily without a trace of smoke. 
If on the other hand the wick remains the 
same and the chimney is raised from the 
base, smoke will again appear, because 
cool air rushing in above the gauze checks 
combustion by cooling the flame. If a 
cold metal rod or strap be passed down 
the chimney into the flame it will become 
coated with soot, due to the chilling effect 
upon the burning gases. In like manner, 
too close proximity of a crown sheet to 
the fire causes soot in a boiler furnace. 
We see from the above that perfect 
combustion may take place rapidly with 
a short flame and slower with a long 
flame; also that imperfect combustion 
takes place with a very long flame of a 
low temperature with the same amount of 
fuel, but with different results as regards 
the production of light and heat. The 
principles learned from these simple ex- 
periments with the flame of a lamp are 
of great importance in connection with 
the study of the action of boiler furnaces. 
Having become somewhat familiar with 
the process of combustion from its theo- 
retical side, let us now apply the various 
results noted to the actual burning of 
coal in the furnace of a steam boiler. 
Bituminous coal contains usually from 
fifty-two to eighty-four per cent of free 
carbon and from twelve to forty-eight per 
cent of hydrocarbons. When this is 
burned in a common furnace the coal is 
first heated and the hydrocarbon gases are 
driven off in such quantities that not 
enough heated air can reach them to give 
perfect combustion, and dense clouds of 
black smoke will escape through the 
chimney. A large amount of heat is thus 
lost until all of the hydrocarbons have 
been driven off, when the chimney will 
stop smoking and combustion become 
more perfect until a fresh charge of fuel 
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is dropped on the hot coke, when the 
samre performance will be repeated. This 
result is more evident as the volatile mat- 
ter in the coal increases, hence bituminous 
coal produces large volumes of smoke, 
while anthracite gives off but little. The 
waste caused by a smoking chimney is due 
to the escape of unburned gases rather 
than to the carbon which appears in the 
form of soot and smoke, the latter being 
usually less than one-half of one per cent 
of the coal burned on the grate. 

Let us suppose we have an ordinary 
flat grate of the old-fashioned type with- 
out stoker or smoke-preventing device of 
any kind. Let there be a clear, even fire, 
with plenty of air coming up through the 
grate to complete the combustion of the 
coke. The fireman opens each door in 
turn and covers the whole surface of the 
fire with a layer of fresh coal. Additional 
air is needed to supply oxygen for this 
sudden increase of fuel, but the stopping 
of the air passages by the fresh coal pre- 
vents even the usual amount from passing 
through the grate. At the time when air 
is most needed least is supplied, and dense 
smoke is the result. A similar occurrence 
takes place at the time of starting up a 
fresh fire after cleaning. 

Now let the fireman when he comes to 
replenish the fire put in one or two shov- 
elfuls, and that on one side, leaving the 
other side red and bright. Let him also 
open wide the damper and get a free 
draft, and if the fire shows signs of 
smoking, leave the furnace door open an 
inch until the smoke has burned off. The 
next time let him fire the other side in 
the same manner. Likewise when he 
cleans the fire let him do but one side 
of the grate at a time and build his new 
fire with one or two shovelfuls at a time, 
keeping it bright and clean. 

To be a good fireman, one should pos- 
sess a rudimentary knowledge of the prin- 
ciples of combustion, although such 
knowledge may be more of a practical 
than a theoretical nature. The fireman 
should be able to demonstrate his ability 
to put such knowledge to good use by 
firing skillfully, placing each shbdvelful of 
coal where it will give the best results; 
promptly filling every hole in the firebed 
through which cold air may find an en- 
trance; keeping the fuel bed level and the 
firebox temperature up to a desirable de- 
gree by skillful use of the furnace doors, 
ashpit doors and damper. He should 
avoid unnecessary slicing, but at the same 
time keep the fuel bed sufficiently open 
for the free and even passage of air. He 
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should also be able to tell the condition of 
the fire closely by watching the ashpit. 

On the other hand, with the best effort 
the fireman may be unable to produce sat- 
isfactory results as regards smoke because 
he is given too much to do; that is, in a 
large plant a man may be given too many 
furnaces to feed, and in a small one he 
may be given other duties that interfere 
with handling the fires in a proper man- 
ner. A case was reported some time ago 
where satisfactory conditions as to smoke 
production were brought about by reduc- 
ing the grate area cared for per man from 
seventy-five to forty-seven square feet each 
in the case of hand-fired furnaces. 

[To be continued.] 
eso 
Westinghouse Directors Elected. 

At the meeting of the Westinghouse 
Electric and Manufacturing Company 
held at East Pittsburg, November 30, 
the stockholders took final action prior to 
the termination of the receivership. | 

Resolutions were passed amending the - 
by-laws of the company so as to allow the 
election of sixteen directors and to pro- 
vide for the election of a proxy commit- 
tee. The following board of directors was 
elected: For the class whose term expires 
July, 1909, Richard Delafield, E. C. Con- 
verse, Anthony N. Brady and J. D. Cal- 
lery; terms expiring July, 1910, A. G. 


. Becker, George M. Verity, William Mc- 


Conway and Charles A. Moore; terms ex- 
piring July, 1911, Charles F. Brooker, 
James S. Kuhn, Edward F. Atkins and 
E. M. Herr; terms expiring July, 1912, 
George Westinghouse, Neal Rantoul, 
Joseph W. Marsh and Albert H. Wiggin. 
The election of a proxy committee re- 
sulted as follows: .James N. Jarvie, Jacob 
H. Schiff, Charles Francis Adams, Robert 
S. Smith and F. W. Roebling. 
ede 
‘Indiana Electric-Light Men Organize. 
A large number of managers, superin- 
tendents and owners of electric-light plants 
in Indiana held a meeting at the Denison 
Hotel, Indianapolis, November 26, and 
formed the Indiana Electric Light Asso- 
ciation. Thomas McReynolds, of Ko- 
komo, was elected president, and Frederick 
Leslie, of Muncie, secretary and treasurer. 
The purposes of the association are de- 
fined to be educational, making for the 
discussion of scientific, experimental and 
electrical subjects. The members of the 
association are sanguine that sufficient in- 
terest will be taken in the associaton to 
make it a success, and believe the meet- 
ings for the exchange of ideas and meth- 
ods of operation will prove helpful to 
electric lighting throughout the state. 
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QUESTIONS AND ANSWERS. 


AYRTON UNIVERSAL SHunt.—In the 
answer to the query of M. A. G., relative 
io the Ayrton Universal Shunt that was 
published in this column on November 
14, a typographical error was made in the 
first equation. It should have been given 
thus: 

~ IT, 8 


I, § T r— s8 

The first member of the equation was 
unfortunately inverted. The equation is 
based on the principle that the currents 
in the two branches of a divided circuit 
are inversely proportional to the respect- 
ive resistances. The subsequent equation, 
as previously correctly stated, is derived 
from this by the rules of proportion. 


Use or LeatHer Bertixe.—Kindly 
advise me as to which is the proper side 
of a leather belt to be placed against the 
pulley face.—R. E. B., Carthage, Mo. 

The two surfaces of a leather belt are 
called the flesh side and the grain or hair 


* side. The latter is harder but not as 


strong in tensile strength as the former. 
For both these reasons the grain side 
should be placed against the face of the 
pulleys. Being a harder surface it is bet- 
ter adapted for the wear of attrition. At 
the same time the flesh side being much 
stronger, is better adapted to withstand 
the greater tensile stress to which the out- 
side of the belt is subjected. 


Inpucrion Morors.—1. Can the stator 
of a three-phase induction motor be con- 
nected delta? 2. If some of the copper 
bars are grounded through faulty insula- 
tion, what effect will it have on the rotor? 
3. If current lags or electromotive force 
lags on a three-phase induction motor, 
will it cause fuses to blow? The motor 
generally runs from no load to twenty-five 
per cent overload, the fuses being heavy 
enough to carry forty per cent overload.— 
T. J. S., Dixon, Ill. 


1. The stator may be either delta or 
Y-connected. 2. In the rotor the differ- 
ence of potential developed between the 
conductor bars and the laminated core is 
very small, since the entire rotor, both 
copper and iron, acts as the secondary of 
a transformer. In the squirrel-cage type, 
moreover, the copper bars are entirely 
short-circuited by the end rings, so that 
the grounding of a few of them would pro- 
duce little, if any, effect. In a rotor kav- 
ing an auxiliary resistance the grounding 
of a few bars might short-circuit some or 
all of the resistance so as to lose the value 
of the latter in keeping down the starting 
current. 3. The current in an induction 
motor invariably lage, but this should not 
cause any fuses to blow in normal opera- 
tion unless the angle of lag is excessive on 


a very heavy overload. In this case the 
current would become exceptionally large 
and might cause the opening of the fuses. 
In the case cited, if the power-factor is not 
immoderate, there will be no occasion for 
the blowing of fuse. 


Wirtna RuLes.—1. The following for- 
mula has been used by the writer for a 
number of years in calculating the size of 
wire used in direct-current wiring: 

IxDxkK 


= a a aan as | 


y 
where A = area of wire in circular mils, 
1 = amperes on line, D = distance in 
feet, V = voltage, and K = 21.62, a con- 
stant for direct current. Recently an in- 
surance inspector told me specifically 
“that it was at fault when applied to No. 
14 or No. 12 B & S wire, claiming that 
in practice the actual drop was about three 
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what would this voltage be, if No. 14 wire 
were used ?—H. K., Harrisburg, Pa. 


1. The formula is correct and applies 
to any copper wire carrying direct cur- 
rent, provided’ K has the value given and 
V is the voltage drop in the line. It is . 
derived directly from the fundamental 
laws of resistance and is frequently given 
in different but substantially equivalent 
forms. Thus, in place of V in the de- 
nominator, PE is sometimes used, where 
E is the voltage at the receiving end and 
P the percentage of line drop; in this case 
K has a value 100 times that given. 

2. Rule 21d of the National Electrical 
Code limits incandescent lamp circuits to 
660 watts without specifying the type of 
incandescent lamps to be used. It is the 
general practice for inspectors to allow 
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times the theoretical result. Is this for- 
mula incorrect, or can you suggest a bet- 
ter one? 

2. A certain architect’s specifications 
call for “100 candlepower and 250 candle- 
power at each outlet—i. e., the size of 
wire and number of circuits to be large 
enough for the above candlepower lamps 
to be used.” What authority will govern 
the interpretation of these words? For 
instance, if tungsten lamps are used in 
place of carbon-filament lamps, there is 
a difference between one-and-one-fourth 
and threg-and-one-half watts per candle, 
with a corresponding difference in the 
number of circuits and size of wire. If 
the circuits were filled up to the capacity 
of 660 watts with tungsten lamps, would 
this be necessarily hazardous or against 
the National Code? 

3. Kindly calculate for me the voltage 
at the last lamp on a two-wire circuit 
100 feet long having twelve sixteen-can- 
dlepower, three-and-one-half-watt lamps 
connected to it, when the voltage at the 
tablet hoard is 115 volts,direct current and 
No. 12 B & S wire being used. Also 


such circuits to be loaded up to 660 watts 


with tungsten as well as other such lamps. 
The only hazard there is in this practice 
is the danger of substituting carbon-fila- 
ment lamps of nearly equal candlepower 
for the tungsten lamps; this would, of 
course, overload the circuit. This proced- 
ure would be very unlikely, however, since 
a person that has once used tungsten 
lamps would probably not go back to the 
use of carbon lamps. 

3. Assuming the lamps to be uniformly 
distributed at a distance of eight-and-one- 
third feet from one another, and consider- 
ing each lamp as taking one-half ampere, 
the voltage at the last lamp would be 
113.97 when No. 12 wire is used and 
113.36 volts when No. 14 wire is used. 


Dynamo Fretp DEesten.— Which is the 
more effective position for the field coils 
of a multipolar dynamo, assuming they 
are to have in either case the same num- 
ber of ampere-turns—placed on the poles, 
as appears to be the more general prac- 
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tice, or linking the yokes, as I have seen in 
the case of a few machines. The latter 
seems to me to be preferable, as I believe 
it makes possible a saving in the length 
of the turn, and, hence, the total field 
copper. The cross-section of the yoke is 
necessarily only one-half that of the poles; 
consequently, assuming the same number 
of ampere-turns per winding will produce 
equal flux values in either case (the total 
number of coils being the same in either 
arrangement), the length of the pole-turn 
must be V2 times the length of the 
yoke-turn. As the resulting difference in 
the respective windings would be V2 — 1, 
or nearly forty per cent, it appears that 
this yoke arrangement of coils would 
effect a substantial saving—V. R. L, 
Augusta, Me. 

Given coils of the same number of 
turns and traversed by equal currents, 
that is, of the same ampere turns, and 
placed on either the poles or the yokes 
of the machine as contemplated in the 
query, the yoke arrangement of the coils 
will set up only half the flux which would 
be produced by the pole arrangement. It 
must be remembered that flux “flows” 
as a result of magnetomotive force after 
a fashion analogous to the electrical phe- 
nomena of Ohm’s Law. With magnetic 
circuits of equal reluctance the greater 
the magnetomotive force the greater the 
flux. It will be noted that in each of the 


local magnetic circuits formed by the 


voke, pole pieces and armature, there are 
two sources of magnetomotive force 
(coils) per circuit in the case of the pole 
arrangement, while there is only one mag- 
netomotive coil in the yoke arrangement. 
Since in each circuit the coils are placed in 
series cumulatively, having the same mag- 
netic direction in each local path, the total 
magnetomotive force per circuit will be 
twice that of the yoke arrangement, and if 
the reluctances of the paths are equal the 
resulting flux will be correspondingly 
doubled. 

An electrical analogy forms a convinc- 
ing demonstration of this fact. In the 
electrical circuits shown the reader will 
detect an analogous relation to the mag- 
netic paths, the coils or seats of magneto- 
motive force being represented by ideal 
cells (having no internal resistance) as 
seats of electromotive force. Considering 
the local circuits to be of equal resistance, 
a little examination will show that the 
currents which flow in the radial paths are 
twice as great in the “pole” arrangement 
of cells as in the “yoke” arrangement. 
Carrying back the analogv of current to 
flux, it will appear that there would be 
no theoretical gain but a fifty per cent 
loss in the voke arrangement, while the 


Tepresents time as 
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mechanical disadvantages of putting the 
coil in this position are very great. As 
the inquirer says, the field yoke need be 
only half the area of the pole from mag- 
netic considerations if the same quality of 
iron is used, but this relation is seldom 
given for structural reasons, since to gain 
stiffness the yoke or frame, made of a 
cheaper material of lower permeability 
than the poles, is given a comparatively 
large cross-sectional area and perimeter. 
Moreover, the magnetic leakage with the 
tangential coil arrangement is nearly twice 
as great as that with the radial coil de- 
sign. For all these reasons the latter is 
almost exclusively used. 

RELATION OF CURRENT AND POTENTIAL. 
—In the article on “Alternating Currents 
ond Their Applications” the diagram, 
Fig. 16, on page 687, shows the current 
curve, which is dotted, as leading the im- 
pressed electromotive-force curve 1TS. 
Kindly inform me whether this can be 


correct for the supposed inductive circuit ? 
—A. J. S., Indian Head, Md. 


In the diagram referred to the axis OX 
measured from the 
point O as origin. The curve 1TS is fur- 
ther to the right than the corresponding 
half of the dotted current curve, and 
therefore leads the latter as it should. 
The electromotive force in this case leads 
the current by about twenty-seven degrees. 
eee 
To Honor Wright Brothers. 

In recognition of the achievements of 
the Wright brothers in their record aero- 
plane flights in France and this country, 
the Aero Club of America is now obtain- 
ing designs for two gold medals, which 
will be presented to Wilbur and Orville 
Wright at a banquet to be given in their 
honor early next year. President J. C. 
McCoy has appointed a committee to raise 
subscriptions from the 300 club members. 
The medals will cost about $1,000 apiece. 

DeWitt C. Morrell is chairman of the 
Medal Committee, and the other members 
are Prof. Alexander Graham Bell, Peter 
Cooper Hewitt, Gutzon Borglum, Major 
B. Hersey, Charles J. Glidden, Christo- 
pher J. Lake, Octave Chanute, James 
Means, Albert F. Zahm, Charles M. Manly 
and Alan R. Hawley. 

Invitations will be extended to all of 
the affiliated aero clubs in the country to 
cend representatives, and an effort will be 
made to obtain one or more foreign dele- 
gates for the dinner. 

Wilbur Wright has already received 
medals in honor of his notable flight from 
the Aero Clubs of France and Great Brit- 
ain. 
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Hydraulic and Electric Machinery. 

In his presidential address, given before 
the Yorkshire students of the Institution 
of Civil Engineers at Leeds, A. Meysey- 
Thompson referred to the controversy as 
to the relative advantages of hydraulic 
and electric machinery for docks, and said 
that probably all light and fast-working 
machinery, with the exception of capstans 
which are only worked intermittently, was 
better operated by electricity. For all 
underground machinery, excepting cap- 
stans which are constantly employed, and 
all heavy appliances of a quick-working 
character, hydraulic power was more eff- 
cient. Until quite recently the hydraulic 
accumulator was operated by a steam en- 
gine working high-pressure pumps, but 
electrically-driven pumps are being sub- 
stituted with advantage. On large docks 
the demands on the accumulator are con- 
stantly varying, and a few weeks ago he 
had timed an electrically-driven accumu- 
lator and ascertained that it started and 
stopped pumps of 130 horsepower thirteen 
times in ten minutes. As the service re- 
quired that the pumps should not run 
more than ten seconds before delivering 
water after starting the motor, there must 
be considerable stress on the machinery 
in absorbing the momentum of a falling 
accumulator, and so frequently changing 
its direction. Several systems of electrical 
control gear to start against full load have 
been introduced, and most of these employ 
a small subsidiary motor of about one-half 
horsepower, controlled by the position of 
the accumulator, and so geared to the 
starter as gradually to cut out the resist- 
ances in the rotor circuit at starting. The 
author described a method which avoids 
the use of the subsidiary motor and elec- 
trical connections to the accumulator and 
has the advantage of enabling the main 
motor, of whatever power, to start under 
practically no load. The accumulator op- 
erates a small pilot hydraulic valve which 
controls both the electrical starter of the 
motor and a by-pass on the pump. Aft 
starting the operation is first to accelerate 
the motor gradually under no load by cut- 
ting out the resistances until full speed is 
attained, and afterward to bring on full 
load slowly by closing the by-pass on the 
pump. When stopping the by-pass 1s first 
opened, the load on the motor reduced, 
and then the electrical starter breaks the 
circuit. By this system both the electrical 
starter and the by-pass work in con- 
conance, and in emergency the former can 
he cut out and the pump worked directly 
hy the accumulator.—Times Engineering 
Supplement (London), November 11. 


862 


ALTERNATING CURRENTS AND 
THEIR APPLICATIONS. 


BY EDSON R. WOLCOTT. 


CHAPTER J. (Part IX).—Capacity 
AND INDUCTANCE. 


ELECTROSTATIC INDUCTION. 


Heretofore the electric current has been 
considered to the exclusion of the static 
charge. However, the latter is of consid- 
erable importance in alternating currents, 
especially where long transmission lines 
are used. As is well known, static 
charges of electricity, produced by rub- 
bing glass with silk, or sealing wax with 
flannel, can be accumulated by means of 
electrical devices called condensers. A 
condenser consists essentially of two or 
more electrically conducting plates sep- 
arated by an insulator, as shown in Fig. 
29, where A and B represent two plates 
and X represents the insulator. If a 
positive charge, such as would be ob- 
tained by rubbing a glass rod with silk, 
be given to the conductor’ A, an equal 
quantity of negative electricity accumu- 
lates on B. This action is known as 
electrostatic induction as -distinguished 
from electromagnetic induction, previ- 
ously explained. It is the induction of 
electric charges and not currents. To be 
sure, these charges, being electricity at rest, 
become currents when suitably connected 
to conductors. For. example, if the two 
sides A and B of the condenser illustrated 
in Fig. 29 be connected, the two charges 
neutralize each other. 


THE CONDENSER. 

A condenser usually consists of many 
layers of conducting and insulating ma- 
terial alternately arranged. Every other 
conducting plate is connected to one ter- 
minal and the intervening conductors to 
the other terminal. 

The capacity of a condenser increases 
with increasing the area of the plates and 
with decreasing the distance between 
them. It also depends on the material of 
the insulator between the conductors; for 
example, being greater when glass is used 
than when onlv air intervenes, and still 
greater if mica is used to separate the 
plates. The unit of capacity is called 
the “farad,” but this is so large that its 
one-millionth part, or the “microfarad,” 
is the unit in common use. 

A conventionalized condenser composed 
of a number of plates is illustrated in Fig. 
30. This is made of many lavers of mica 
and tinfoil. 
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EXAMPLES OF CAPACITY. 
A telegraph, telephone or transmission 


- line is a type of condenser, as is, indeed, 


every arrangement containing conductors 
separated by insulators. In the case of 
a conducting wire suspended on poles, the 


FIG. 29.—SIMPLE CONDENSER. A. B—CON- 
DUCTING PLATES. X—INSULATOR 
OR DIELECTRIC, 


wire itself forms one conductor and the 
earth the other plate of the condenser, 
the air between acting as the insulating 
medium. In the case of ocean cables 
the wire within acts as one conductor, the 
water as the other, and the insulation of 
the cable forms the insulating medium 
between. The capacity present in long 
ocean cables was one of the serious diffi- 
culties of their early operation, and its 
effects are by no means entirely elimi- 
nated at the present time. 
CONDENSERS 
CIRCUITS. 

The electric charge produced by fric- 
tion, and electrostatic machines is of very 
high voltage, but is relatively small in 
amount. However, since the quantity of 
electricity accumulated by a condenser 
increases with the voltage, even with a 


. 30.—CONDENSER, ORDINARY TYPE 
(SECTION). 


condenser of small capacity, considerable 
quantity may be stored up when a very 
high voltage is used. When a condenser 
ig connected to an alternator each time 
the current changes direction the con- 
denser charges and discharges. Thus an 
alternating current will flow in a circuit 
containing an alternator and a con- 
denser, though with ordinary condensers 


the current is small. This is more clearly 
shown in Fig. 31. 


IN ALTERNATING-CURRENT-: 
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Suppose at one instant of time the pos- 
itive side of the generator is connected 
to A and the negative to D, a positive 
charge flows in AB in the direction of 
the arrow, producing the charges as 
shown in the condenser C. An equal pos- 
itive charge is repelled along DE in the 
direction of the arrow. When the cur- 
rent changes direction the same phenome- 
non takes place except in the opposite 
direction. The negative charge could 
also be used to explain the above, as it 
may be assumed that a current of elec- 
tricity consists of the flow of positive 
charge in one direction and a simultane- 
ous negative charge in the other. 

The effect of a condenser in an alter- 
nating-current circuit is such as to intro- 
duce another induced electromotive force, 
namely, that of the charge in the con- 
denser and the characteristics of this are 
such that it tends to annul the induced 
electromotive force previously described, 
due to the changing magnetic field. 


BALANCE OF INDUCTANCE BY CAPACITY. 
In other words, the increased opposi- 
tion to the flow of an electric current 


FIG. 31—CONDENSER IN ALTERNATING- 
CURRENT CIRCUIT. 

produced by the introduction of induc- 
tance in the circuit can be annulled by 
the introduction of suitable capacity in 
the same circuit. Suppose, for example, 
that a coil having a resistance of ten 
ohms and an inductance of 0.01042 
henry be introduced into an alternating- 
current circuit having a frequency, f, of 
127.5 cycles (these numbers are chosen 
so as to make the product 2xf = 800, 
which is convenient to handle). In 
order to obtain a current of ten am- 
peres in such a circuit an electromotive 
force of 130 volts will have to be ap- 
plied, as shown in Fig. 32, where AC 
equals 100 volts, the product of the cur- 
rent by the resistance, and BC = 2rfLI 
= 800 X .01402 X 10 = 83.3 volts, the 
drop in potential over the coil. AB 
equals the resultant, or 130 volts, and is 
the voltage necessary to obtain a current 
of ten amperes. It may be obtained 
graphically. Thus, if AC == 100 units 
and BC = 83.3 units, then AB = 130 
units, or AB? = AČ + BC. 

Suppose now that a capacity of 150 
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microfarads be introduced into the same 
circuit, as is shown in Fig. 33. Here G 
represents the alternating-current gener- 
ator, L the coil and C the condenser. 
With the frequency, capacity and induc- 
tance as stated above, the last two bal- 


B 


83.3 


A C 


FIG. 32—COMBINATION OF ELECTROMO- 
TIVE FORCES. 


ance each other exactly, and 100 volts 
applied at G gives just ten amperes. This 
is the same value that would be obtained 
if there were no inductance or capacity 
in the circuit. In other words, the po- 
tential drop over the condenser just bal- 
„ances that over the coil. Graphically 


C 
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FIG. 33.—CAPACITY, RESISTANCE AND IN- 
DUCTANCE IN ALTERNATING- 
CURRENT CIRCUIT. 


this is represented by Fig. 34, where BC 
represents the potential drop over the 
coil and CD represents that over the con- 
denser; the two differ 180 degrees in 
phase, or are exactly opposite in direction. 


5 


2nfÍLI = 83.3 


FIG. 34.—RELATION OF ELECTROMOTIVE 


FORCES FOR CONDITIONS OF 
RESONANCE. 


The opposition offered by a condenser 
to the flow of an alternating current is 
inversely proportional to the capacity, for 
the greater the capacity the less the op- 
position; while with a coil, the greater 
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the inductance, the greater the opposition. 
The capacity reactance of a circuit con- 
taining a condenser is therefore deter- 


1 

mined as T’ where C is calculated 
m 

in farads. Thus 150 microfarads = 

.00015 farad. 

1 1 
De ioe ae = 8.88 
fC 800 X .00015 .120 


and the potential drop 10 X 8.33 = 83.3. 
This can be expressed algebraically as fol- 
lows: 


: j 1 J 
z= Nes | seth — 


2rf£C 
where Z represents the impedance of a 
circuit containing both inductance and 
capacity. 
ALTERNATING-CURRENT ‘CURVES. 


It has been assumed thus far in this 
discussion that the alternating-current 
curves are of the sine form first shown, 
but. this is not always the case in actual 
practice. A very common wave form is 


FIG. 35. — OSCILLOGRAM OF VOLTAGE 
WAVE FROM ALTERNATOR HAVING 
ARMATURE CONDUCTORS AS- 
SEMBLED IN SLOTS. 


that illustrated in Fig. 35, which was 
observed with an oscillograph, an instru- 
ment especially designed for this pur- 
pose, which will be described later. ‘The 
fluctuations shown in this electromotive- 
force curve are due to the armature wind- 
ings being placed in slots. The effect of 
inductance on this curve is to smooth it 
out, as shown in Fig. 36. Inductance 
in an electrical circuit acts like inertia 
in masses and tends to prevent sudden 
changes. 
on the other hand, magnifies the irregu- 
larities in the voltage curve, for any 
change in the electromotive force pro- 
duces a rush of current into or out of the 
condenser. This is illustrated in Fig. 
3%, which represents the current produced 
by the voltage wave shown in Fig. 35 
when applied to a circuit containing a 
condenser. A condenser resembles in 
some ways an elastic medium, in that 
slight vibrations may cause large disturb- 
ances. This is particularly true when 
the vibrations are accurately timed. For 
example, the trotting of a horse across a 
bridge has been known to set the bridge 


Current through a condenser,. 


868 


to vibrating to such an extent as to cause 
serious damage. 

The application of the phenomenon of 
balancing capacity by inductance is now 
being worked out to remedy the defects of 
long-distance telephones, telegraph and 
submarine cables. The capacity of the 
last particularly is very great, and in- 


FIG. 
CURVE PRODUCED BY SAME VOLTAGE 
WAVE IN CIRCUIT CONTAINING 
INDUCTANCE, 


86. — OSCILLOGRAM OF CURRENT 


ductances, called “loading coils,” are be- 
ing introduced at certain distances to an- 
nul the condenser action. 


TUNING ELECTRICAL CIRCUITS. 


The proper adjustment of capacity and 
inductance for a given frequency finds 
many applications where currents of very 


FIG. 37. — OSCILLOGRAM OF CURRENT 
CURVE PRODUCED BY SAME VOLTAGE 
WAVE IN CIRCUIT CONTAINING 
CAPACITY. 


high frequency are used, such as in wire- 
less telegraphy and other forms of high- 
tension discharge. The proper regulation 
of the value of condensers and the induct- 
ances is often called tuning from its re- 
semblance to the tone adjustment of mu- 
sical instruments. The phenomena ob- 
served in electrical tuned circuits are of 
very great interest, hut rather too com- 
plicated to be considered here. 

ese 
= Northwestern Elevated. 

John B. Dennis, of Blair & Company, 
has completed a plan for readjusting the 
Northwestern Elevated finances, including 
the issue of first-mortgage bonds at four 
and one-half or five per cent to take up 
the entire four per cent issue and possibly 
the new issue of preferred stock. The 
floating debt will be liquidated and pro- 
vision made for development. 
ede 

The first installment of electrical ma- 
chinery for the Gatun handling plant for 
the Panama Canal has arrived on the 
Isthmus. It is expected that the plant 
will be in operation by July 1, 1909. 


d 
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Cincinnati to Have an Electrical 
Show. 

To show that it is wide-awake to the 
progress and rapid strides of the electrical 
industry; Cincinnati has planned an elec- 
trical show ‘for next spring. The city 
has marked advantages of an industrial 
and commercial character, owing to its 
nearness to the sources of supply of the 
principal raw materials, its good trans- 
portation facilites and central location. 
These. factors have created a demand for 
an exposition which will familiarize the 
general public with the practical applica- 
tions of electricity. With this object in 
view the Western-Southern Electrical 
Show has been announced for the two 
weeks, March 13 to 27, 1909. About 
thirty per cent of the space has already 
been subscribed for and the success of the 
show is assured. 

The representative character of this ex- 
position is indicated by the personnel and 
standing of its directorate, among whom 
are: John L. Shuff; A. F. Chamberlain 
and J. A. Brett, Westinghouse Electric 
and Manufacturing Company; F. D. Law- 
rence, F. D. Lawrence Electric Company; 
J. D. Lyon; A. J. Conroy; M. E. Moch; 
Samuel Glover, Post-Glover Electric Com- 
pany; J. E. Devere, Devere Electric Com- 
pany; L. J. Van Lahr, Provident Sav- 
ings Bank and Trust Company; L. J. 
Lowenberg, Reliance Engineering Com- 
pany, and General Michael Ryan. 
ede 
Alton Road Begins Motor-Car 'Experi- 

ments. 

Officials of the Chicago & Alton Rail- 
road have started on a demonstrating trip 
of the new Strang motor car. The ex- 
periments will continue for a period of 
three weeks. The. method of propulsion 
of the car is electricity generated by a 
gasoline engine. The system consists of 
a gas engine with direct-connected gen- 
erator, electric transmission and control 
between the generator and truck motors 
and a storage battery. By means of a 
starting rheostat the current is taken from 
the battery to the generator, which is con- 
verted temporarily into a motor for start- 
ing the engine. The fuel and ignition 
then being turned in, the engine and gen- 
erator increase in speed to a point where 
the generator, acting as such, produces an 
electric current. When the car is standing 
still the current will go into the storage 
battery and be kept in reserve until such 
time as the motors require more current 
than is produced by the generator. The 
engine occupies the forward end of the 
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car and the balance of interior space is 
devoted to a passenger compartment. The 
railroad is experimenting with the car 
both from the standpoint of economy and 
Improvement in service between stations 
on branch lines. 


ede 
The London Electric-Power Problem— 
Bulk-Supply Scheme Rejected. 
After a hearing lasting fifteen days a 
committee of the House of Commons has 
rejected the bill which proposed the erec- 
tion of a generating station having a ca~ 
pacity of 120,000 kilowatts to supply elec- 
trical energy in bulk to London and a 
large surrounding area. This decision is 
of much greater moment than may actu- 
ally appear on the surface, for it is the 
application of a policy which if prosecuted 
to the fullest extent means the stifling 
of private enterprises in London, at any 
rate while the present Government is in 
power. The rejection of this electric sup- 
ply scheme is undoubtedly a political de- 
cision, and one cannot help recalling the 
fact that for no less than thirty days a 
most influential committee of the House 
of Lords considered the same scheme in 
much greater detail than did the House 
of Commons and finally passed it in a 
somewhat modified form. The House of 
Lords committee included Lord Cromer, 
who was in charge of the administration 
of Egypt for so many years, and Lord 
Welby of financial fame, for many years 
chairman of the finance committee of the 
London County Council. But the House 
of Commons committee, presided over by 
a coroner, by the way, and consisting of 
members with no experience in large com- 
mercial undertakings or problems, has the 
final word in this particular instance, and 
so the scheme is dead. It is interesting 
to note the conflict of opinions between 
the political party which has undoubt- 
edly wrecked the scheme and the actual 
opponents before the committee. On the 
one hand it is argued that such a scheme 
is wanted, but that it should be in the 
hands of the London County Council, and 
on the other hand it was urged that the 
present supply is ample for all purposes 
and that no bulk scheme is required. 
This brings us back to the present po- 
sition. Broadly, London has been par- 
celled out, for electric supply purposes, to 
a number of local authorities and com- 
panies. The latter hold their powers in 
perpetuity, while the latter are purchas- 
able in 1931 by the local authorities of 
their respective districts. No local au- 
thority, however, may purchase anything 
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outside its area, and knowing this limita- 
tion the companies have in many cases 
carefully set to work and erected gener- 
ating stations outside the boundary, with 
the result that many a local authority is 
in the position of being able to purchase 
only the distributing mains. At the com- 
mencement of the present session of Par- 
liament the companies brought in a bill 
giving them powers to link up the various 
generating stations so as to be able to use 
them with greater economy. A wise legis- 
lature in 1882 had put upon the com- 
panies the provision that they should not 
“associate,” an absurd position of affairs 
which has remained in force ever since. 
As a quid pro quo for granting these pow- 
ers the Government expressed its inten- 
tion of inserting a clause in the bill sub- 
stituting the London County Council the 
purchasing authority in respect of all the 
companies instead of the individual local 
authorities, and this would to a large ex- 
tent get over most of the difficulties ap- 
plying to the local authorities purchasing. 
For instance, practically one undertaking 
would then be in existence on the one 
hand. When the matter came before the 
same committee which rejected the bulk 
scheme, it was quickly realized that diff- 
culties lay in the way. While on the 
one hand the London County Council had 
been constituted the purchasing authority 
for all the companies in 1931, it was sud- 
denly discovered that certain local au- 
thorities had special powers of purchase 
at dates preceding this, and as the com- 
mittee refused to take away these special 
powers the companies threatened to with- 
draw the bill. Having gone so far, how- 
ever, the committee refused to allow this 
to be done, and what Parliament is pleased 
to call a comprehensive scheme is one over 
which some local authorities have pur- 
chasing powers before 1931, as to a por- 
tion, and the London County Council pur- 
chasing powers over the remainder after 
1931. Furthermore, no provision is made 
for merging the undertakings of the local 
authorities into the larger undertaking 
when the County Council comes into pos- 
session, and unless some such arrange 
ments are made the year 1931 will witness 
the London County Council in several 
portions of London competing with a 
small local authority electricity undertak- 
ing, and both the County Council and the 
local Borough Council will be representing 
the same ratepayers! Confusion is cer- 
tainly becoming worse confounded the fur- 
ther the matter goes. A. W. 
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AN ENGLISH VIEW OF SOME TRAC- 
TION PROBLEMS.’ 


BY H. E. YERBURY. 


Ordinary street traction has during the 
past ten years become standardized and 
improvements which have been made in 
electrical and mechanical details are of a 
minor character. 

Series-parallel control with series mo- 
tors appears to have fulfilled all reason- 
able requirements, and although the all- 
around efficiency may be improved in 
many cases, yet as long as the motors 
run without vigorous sparking and the 
cars maintain schedule speed, and the 
temperature of motors and bearings is 
not abnormal, and the cost of mainte- 
nance is fairly low, the average tramway 
manager is satisfied.. 

In respect to the economical generation 
of electricity, we can hardly expect— 
with the present price of fuel—that 
costs will be materially reduced, for about 
fifty-two per cent of the total generating 
costs are now expended in coal. Engi- 
neers of combined lighting and power 
stations should consider themselves for- 
tunate in being able to obtain such a 
high price for current supplied to tram- 
way undertakings, for the average price 
charged in Great Britain is 2.82 cents 
per unit, whereas in tramway power sta- 
tions current can be generated and dis- 
tributed at about 0.78 cent per unit, and 
including interest on capital, sinking 
fund, rates, taxes, insurance, etc., at a 
total cost of about 1.32 cents per unit. 
We may therefore reasonably expect in 
the near future to see a reduction in price 
to large consumers, such as tramway de- 
partments. 

As what might be called commercial 
rather than technical knowledge often 
governs tramway administration and 
management, such considerations as the 
determination of the characteristic prop- 
erties of tramway motors for the work 
they are often called upon to perform, 
and the plotting of efficiency curves of 
motors in order to get the greatest com- 
mercial advantage in working cars, are 
often ignored, and if drivers could be 
educated to work controllers and brakes 
in an efficient manner and utilize the 
kinetic energy, the resultant saving 
would, in the author’s opinion, be at 
least equal to the results obtained by re- 


be 


‘Abstracts from an inaugural address by the 
chairman of the Leeds local section of the 
Institution of Electrical Enginecrs, delivered at 
As University of Leeds, England, on October 
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generative control, which, by the way, 
does not appear to have made the prog- 
ress that was expected at the time of its 
inception, for it is evident, after compar- 
ing the relative efficiencies and advan- 
tages of series and shunt motors for trac- 
tion work, that there is nothing to be 
gained by using shunt motors. 

It speaks well for the stability of series 
motors when one finds that notwithstand- 
ing the diameter of carwheels has been 
increased two to three inches, canopy 
tops have been fitted, making cars some 
two tons heavier, and motors are now 
often used for ordinary service braking ; 
yet the same motors which were designed 
for lighter work are well able to stand 
these onerous conditions. But we must 
expect that maintenance costs will in- 
crease, and in the author’s opinion it will 
doubtless be necessary in the near future 
to install ventilated motors, possibly of 
the interpole type, to effectively meet the 
requirements of modern practice. 

The trackless trolley system, which has 
for several years been in operation on 
the Continent with a fair measure of suc- 
cess, appears to offer advantages in the 
way of low capital and running costs, and 
the system generally compares very favor- 
ably with motor cars carrying their own 
power equipment. In the author’s opin- 
ion there is a useful and remunerative 
field for a trackless trolley system in 
many districts, as the same overhead 
equipment could be retained if the popu- 
lation or requirements of a particular dis- 
trict justified the laying down of rails 
with a frequent service of cars after, say, 
a few years’ running under above con- 
ditions. 

In the early days of railway electrifica- 
tion three-phase motors were used, pre- 
sumably for want of a better system, for 
it was then necessary to run two over- 
head wires for each track, yet this was 
proved to be more economical than laying 
heavy insulated steel rails on the per- 
manent way as required for locomotives 
working with continuous current. 

Now that single-phase motors are built 
that have the characteristics and large 
starting torque necessary for railway 
work, we may expect to see rapid progress 
in that direction. It has been demon- 
strated in many instances that, as a sin- 
gle-phase motor is nothing more than a 
direct-current motor with laminated fields 
so as to reduce the iron losses with alter- 
nating-current excitation, and fitted with 
a compensating winding for neutralizing 
armature action, these motors may be 
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used for either system, and in the au- 
thor’s opinion should prove very useful 
for tramway and railway work in 
this country, for when run on a direct- 
current system, say for town or suburban 
service, the motors would have an effi- 
ciency of about eighty-eight per cent, and 
for linking up towns or cities the same 
cars and motors may be used with, say, a 
twenty-five-cycle single-phase current and 
give an efficiency of about eighty-three 
per cent. In such cases the single-phase 
system is economical, as energy can be 
transmitted at high voltage, and the cap- 
ital and maintenance costs are low. 

A problem which is engaging the minds 
of designers at the present time is that of 
building satisfactory direct-current tur- 
bo-generators of, say, 1,000 to 1,500-kilo- 
watt capacity. With alternators no diffi- 
culties present themselves, for they can be 
readily designed suitable for the high 
speed required by turbine manufacturers, 
whereas for the comparatively low speed 
required up to the present for direct-cur- 
rent generators, steam consumption is in- 
variably higher, and is brought down to 
a point practically equal to the steam 
consumption of reciprocating engines of 
equal power. Important developments 
and improvements have been effected 
within the past few years, and we now 
find that compensating windings and in- 
terpoles have been adopted for neutraliz- 
ing reactance voltage and armature reac- 
tion, and radial commutators appear to 
have given good results, so that we may 
reasonably expect that brush and com- 
mutator troubles, with their high main- 
tenance costs, will be minimized, and that 
carbon brushes will be universally adopted 
in the future. I think we may also ex- 
pect to see great improvements in the 
general design and mechanical construc- 
tion of turbines. It is well known that 
clearances in the past have been so fine 
and so closely calculated for a predeter- 
mined temperature of steam that either 
serious trouble or loss in efficiency has 
taken place when the temperature of 
steam has been raised or lowered, and to 
overcome this trouble combination tur- 
bines of impulse and ordinary blading de- 
sign have been evolved. The true valne 
of the latent heat of steam is now being 
fully understood and appreciated, and we 
may reasonably expect that turbines will 
be so designed in future that their effi- 
ciency will not be impaired by eliminat- 
ing the very fine clearances which have 
been the primary cause of considerable 
trouble in the past. 
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PRACTICAL CONSIDERATIONS IN 
THE SELECTION OF TURBO- 
ALTERNATORS.’ 


BY M. KLOSS. 


. Whenever a new invention is brought 
out, its development is to a certain extent 
retarded by the fact that people base their 
judgment of the new thing on their ex- 
perience with old things, or, in other 
words, they measure it with the same 
scale they are accustomed to use without 
first considering whether this attitude is 
fair toward the new thing. It seems to 
me, therefore, the duty of all who take 
an active part in its development, to show 
that the supposed discrepancies are chiefly 
due to using the wrong scale, to provide 
the right scale instead, and to show the 
proper point of view from which the new 
thing ought to be looked at. 

These considerations have often oc- 
curred to me when designing turbo-alter- 
nators, especially when reading specifica- 
tions for such machines. Very often one 
finds conditions laid down in a specifica- 
tion which are simply copied from slow- 
speed alternators, where they are quite 
within the limits of commercial or phys- 
ical possibilities, whereas, in the case of 
turbo-alternators, they may be impossible 


of fulfillment, owing either to mechanical 


reasons or to commercial considerations, 
I, therefore, regard it advisable to in- 
vestigate some of these points from a de- 
signer’s point of view for the guidance of 
those who have to get out specifications 
for a turbo plant. This is the more im- 
portant at the present juncture, as the 
various makers have now gained a more 
or less costly experience in manufacturing 
this new class of machinery, while, on 
the other hand, the demand for larger 
high-speed units is constantly increasing. 
The three points with which I propose 
to deal in this paper are: Ventilation, 
voltage regulation, power-factor and its 
influence on the size of machine. 


VENTILATION. 


In old times (relatively to the electrical 
industry), nobody troubled themselves 
about the heat produced by a dynamo in 
the form of losses. However, when com- 
petition became keener and the theory of 
the design was better understood, the 
makers were driven to squeeze as much 


output out of their machines as they pos- | 


sibly could. The limit was then given 
by the heating of the machine. Now de- 
1 Abstract of a paper read before the Man- 


chester I.ocal Section of the (British) Institu- 
tion of Electrical Engineers. 
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signers are not satisfied even when they 
have found out how to predetermine the 
heating under given conditions, but they 
are carefully studying the laws of ventila- 
tion with a view to improving this 
through proper design, or even by pro- 
viding special means for insuring the 
most efficient method of cooling a ma- 
chine. 

It is well known that under otherwise 
equal conditions the output of an elec- 
trical apparatus increases approximately 
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FIG. 1—OVER-ALL DIMENSION OF LOW- 
SPEED MACHINE. 


in proportion to its volume, or as the cube 
of its linear, while the radiating surface 
only increases as the square of dimensions. 
Hence there must be a limit of size where 
the surface is no longer sufficient to radi- 
ate the heat produced in the apparatus. 
This is the reason, for instance, why 
transformers above a certain output can 
only be built with artificial ventilation. 
As regards machines with moving parts 
we are much better off, because they ‘pro- 
duce, through their own motion, a natural 
ventilation, which helps to keep the ma- 
chine cool. | 

The time is not far distant when we 
shall have to regard a scheme of ven- 
tilation for a turbo-alternator of large ca- 


Volume = 22-4m°> 
Surface = 45m? 
Losses = 250 Kw, 


FIG. 2.—OVER-ALL DIMENSION OF HIGH- 
SPEED MACHINE. 


pacity as a natural and essential part of 
the plant, just as one does the condensing 
plant for the steam portion. In order to 
make this quite clear, I give in Figs. 1 
and 2 the overall dimensions of a slow- 
speed alternator for 2,000 kilowatts and 
for a turbo-alternator for 6,000 kilowatts. 
The total losses in the low-speed machine 
are about 100 kilowatts. However, the 
losses in the higher-speed machine are 
ebout 250 kilowatts, or two and one-half 
times as great as in the other machine. 
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For every 100 kilowatt losses, therefore, 
there is only a volume of nine cubic me- 
ters available against thirty-one cubic 
meters in the large machine (that is, less 
than one-third), and the available surface 
is only eighteen square meters per 100 
kilowatts against 112 square meters in the 
first machine (that is, less . than one- 
sixth). I think these figures show clearly 
that it is quite necessary for the designer 
to provide special means for dissipating 
the heat which is generated in a relatively 
very small space. This is the more im- 
portant, as the high peripheral speed at 
which modern turbo-alternators run is 
liable to produce noise, and in order to 
reduce this as much as possible one is 
bound to enclose the whole machine. The 
result is that the conditions of cooling 
by simple radiation and conduction to the 
surrounding air are made still worse. 

The consequence of this is that makers 
must design the rotors so that, either by 
their own shape or by additional fans at 
their ends, they produce a strong draft 
through the machine. This seems to be 
now quite common practice, at all events 
with machines, say, up to about 3,000 
kilowatts. | 

If, however, sets of larger capacity are 
to be installed, the user has to face the 
fact that rather large quantities of heat 
will be produced in a comparatively small 
space, and it is quite a serious problem 
to consider beforehand what he is going 
to do with this energy. For instance, in 
a power station where it is intended to 
install six turbo sets of 6,000 kilowatts 
each, the amount of heat produced by 
these six sets running at the same time 
will be something like 1,500 kilowatts, 
without allowing for the heat radiated 
by the steam turbines. If this great 
amount of energy were allowed to go into 
ihe engine room without special provision 
for dispersing it, it would not be sur- 
prising to find the temperature in the en- 
gine room rising rather rapidly to a point 
which would make it impossible for men 
to stay in the room. 

The heat created in the room can escape 
only in two different ways: A portion 
will be conducted and radiated by the 
walls, the roof, and the floor; and an- 
other portion will disappear by the nat- 
ural renewal of the air through windows. 
and doors. If these two means are not 
sufficient, special arrangements must be 
made for ventilating the room. 

Now, if the amount of heat passing 
through the walls is calculated, it will be 
found that this is comparatively small. 
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For instance, I have assumed that a 
house of very ample size would be pro- 
vided for the 6,000-kilowatt alternator 
mentioned before, and I have calculated 
how much heat would be conducted and 
radiated by walls, roof and floor. Assum- 
ing an outside temperature of 25° C. 
(= 77° F.) and a room temperature of 
34° C. (= 93° F.) corresponding to con- 
ditions of a hot summer day in England, 
I find that this quantity of radiated heat 
only amounts to about 15 kilowatts, which 
is practically nothing compared with the 
total loss of 250 kilowatts. 

Now, when it is admitted that special 


ventilation must be provided for the . 


power house if large units are to be in- 
stalled, it seems to me to be somewhat 
unreasonable, first, to let this quantity of 
heat enter the engine room (making it 
very uncomfortable to stay there), and 
afterward to adopt means to drive it out 
again and replace it continuously by air 
taken from outside. I rather think the 
idea must offer itself to the user that the 
best and easiest way would be not to let 
the hot air issuing from the macuine 
enter the engine room at all, but to take 
it straight away from the machine to the 
outside through special ducts. A further 
consideration leads to the conclusion that 
it 1s also very advantageous for the cool- 
ing of the machine not to use the engine- 
room air as a cooling medium (as it 1s 
already warm to begin with), but to take 
the necessary cooling air direct from the 
cutside atmosphere. This arrangement 
also enables the cooling air to be cleaned 
by passing it through a filter, thus avoid- 
ing dirt and moisture from getting into 
the machine. | 

But it is not only for the sake of con- 
venience that, instead of ventilating the 
engine room, the machines should be ven- 
tilated directly. It is also very advisable 
to do this from the point of view of saving 
capital and running costs. This may 
best be explained by carrying out a com- 
parative calculation of the amount of air 
required for cooling by the two different 
methods. If we provide a special ventila- 
tion scheme for the machine itself, we can, 
of course, allow the air to rise to a higher 
temperature, because it does not pass into 
the engine room. Calculations show 
clearly that by providing a ventilation 
scheme as part of the machine plant in- 
stead of part of the building plant, a sav- 
ing in capital outlay and running cost 
might be effected. 


In conclusion, I should like to enumer- 


ate again the chief advantages of this 
system : 

1. The machine is cooled with fresh, 
clean air, free from dirt and moisture, and 
therefore has a lower temperature rise 
than if the ventilating air was taken from 
inside the power house. 

2. The machine is fully enclosed, and 
by this means the noise is reduced to a 
minimum. 

3. The appearance of the machine is 
greatly improved. 

4. The hot air issuing from the ma- 
chine does not enter the engine room, so 
that it is quite easy to keep this at a 
moderate temperature. 

5. The capital outlay for the necessary 
ventilating plant is smaller if the ma- 
chines themselves are ventilated than if 
the engine room is specially ventilated. 

6. In addition to this, it is quite pos- 
sible to utilize the energy contained in the 
hot air. It could be used either for heat- 
ing buildings, or heating feed water for 


' boilers, or by blowing it into the boiler 


fires, or for all kinds of other useful pur- 
poses, so that one may regain part of the 
energy which would otherwise be l^et en- 
tirely. 

I am quite aware that there are ut pres- 
ent different ideas as to whether or not 
such a ventilation scheme is to be recom- 
mended. But I am convinced that the 
final decision cannot be influenced by 
ideas, but only by facts. l 

The object of my statements is not so 
much to advocate one particular scheme 
of ventilation as the best. What I am 
aiming at is to impress upon people con- 
nected with the laying out of power sta- 
tions for large high-speed units the great 
importance of not neglecting the ventila- 
tion problem. Careful calculations should 
always be made in this respect. The 
amount of heat produced is to be calcu- 
lated, and then the architect of the build- 
ing has to state how much heat will, un- 
der certain given conditions of outside 
and inside temperature, be radiated by 
the walls and the roof, and how much can 
be got rid of by the natural ventilation 
through windows and doors. The calcu- 
lations will show that these two quantities 
represent only a very small percentage of 
the total amount of heat produced, and 
that therefore by far the greatest amount 
of that heat must be dealt with by special 
ventilating arrangements. 


VOLTAGE REGULATION. 


In order to build a machine which can 
give the greatest possible output at a min- 
imum cost of manufacturing, we must 
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get as much flux through the machine as 
possible, and provide the highest possible 
number of ampere-turns on the ar- 


‘mature or stator, because at a certain 


given speed the output is proportional 
to these two quantities. Now, the num- 
ber of ampere-turns determines the ar- 
mature reaction, and in order to bal- 
ance this under normal running condi- 
tions, and to keep the voltage regulation 
within reasonable limits, we have to pro- 
vide a sufficiently high number of ampere- 
turns on the field, or, in other well-known 
terms, wc must design the machine with 
a short-circuit current which is suffi- 
ciently high, compared with the normal 
current. With the ordinary slow-speed 
alternators, it has become quite a usual 
practice to design the machines such that 


‘with no-load excitation the short-circuit 


current is equal to about two and one- 
half to three times the normal current. 
This means that the number of excitation 
ampere-turns even for no load must be 
two and one-half to three times as great 
as the full-load ampere-turns on the arma- 
ture. The amount of copper therefore 
to be provided on the field must be cor- 
respondingly greater than the copper in 
the stator. 

In large multipolar alternators there is 
no difficulty in doing this, because there 
is plenty of space left between the poles 
for the field winding, on account of the 
very small angle formed by two adjacent 
poles. For our investigation we are only 
interested in the number of ampere-turns 
rer centimetre pole-pitch. In order to 
arrive at an idea of the comparative 
amount of ampere-turns per centimetre 
pole-pitch, we have only to compare the 
useful winding space available in, say, a 
six-pole and a sixty-pole alternator. The 
ratio of the two available areas is, of 
course, not equal to the ratio of possible 
ampere-turns per centimetre pole-pitch, 
because the current density may be differ- 
ent in the two machines. Still, with due 
allowance for this difference, we can get 
an approximate idea of the actual condi- 
tions by simply comparing the useful 
winding space. Figures show thaf in the 
case of the six-pole turbo there is only 
ebout one-quarter of that winding space 
available which can be made use of in the 
sixty-pole slow-speed alternator. 

It is therefore evident that we shall 
not find the slightest difficulty in the lat- 
{er case to provide for a large number 
of ampere-turns and still keep the field 
quite cool. Or, in other words, we can 


easily design a slow-sped alternator with © 
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a high short-circuit current, and conse- 
quently with a good voltage regulation, 
without being restricted by the heat limit 
of the field. The output of the gener- 
ator will be more limited by the magnetic 
densities than by the armature strength 
(number of ampere-bars per centimetre 
circumference). 

In the six-pole turbo it is dear that 
we must come up against the heat limit 
of the field, on account of the rather re- 
stricted winding space, and I think every 
designer of turbo-alternators will agree 
that the output of such a machine is 
never limited by the stator, but always by 
the rotor, whether this may be of the 
salient pole or of the cylindrical type. 

In designing a machine which should 
be salable as regards price, one is bound 
to go to the heat limit of the rotor. But 
even then, for the simple geometrical rea- 
sons given, it will not be possible to ob- 
tain the same number of ampere-bars per 
centimetre as in a multipolar machine. 
Consequently the armature strength must 
also be reduced, which means a reduction 
in the output per centimetre circumfer- 
ence, with a corresponding increase in 
price per unit of output. Now, in order 
to prevent this increase in unit price from 
becoming prohibitive, we are driven to 
design the machine with a comparatively 
lower short-circuit current, because then 
we need not reduce the armature ampere- 
turns per centimetre in the.same ratio as 
we are bound to do with the field am- 
pere-turns. This, of course, results in 
sacrificing something of the regulation of 
the machine, and it is this point which 
I want to make quite clear to those who 
have to draft specifications for turbo-al- 
ternators. One should always bear in 
mind that it is not possible to obtain the 
same regulation figures with a turbo 
as with an ordinary multipolar slow- 
speed machine. When I say “it is not 
possible,” I do not mean, of course, “phys- 
ically impossible,” but impossible from 
a “commercial” point of view, because the 
regulation of any given machine is only 
a question of rating, and therefore a low 
regulation can only be obtained by an 
increase of price per unit of output. 
However, it seems rather doubtful whether 
any station engineer or any corporation 
would be willing to pay a considerable 
excess of money in order to get a ma- 
chine with the same voltage regulation as 
can without difficulty be obtained with a 
multipolar alternator. 

Now, having outlined the reasons for 
the difference in the conditions of voltage 
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regulation in the two classes of machines, 
I will go more into details and show some 
curves, which will give an idea of the 
quantitative difference in the two ma- 
chines. 

Fig. 3 represents a typical open-circuit 
characteristic which I have used as a basis 
for all further investigations. For the 
sake of comparison, I have chosen the 
scale so that I call the normal voltage 
100 per cent, and also the corresponding 
no-load excitation 100 per cent. At this 


‘excitation the machine will have a cer- 


tain definite value of short-circuit cur- 
rent I,, while the normal current of the 
machine is I at a certain power-factor = 
cos ¢, and we will measure the current, 
not in amperes, but simply by the ratio 
of its value to the short-circuit current, 


that is to say, = This factor will there- 


k 
fore give the rating of the machine cor- 
responding to its kilovolt-ampere output, 
on which the size of it will depend. For 


FIG. 3.—TYPICAL OPEN-CIRCUIT CHARAC- 
TERISTIC. 


the station engineer, however, the kilowatt 
output of his machine is the more im- 
portant quantity, and in order to intro- 
duce this into the comparative investiga- 
tion we will call the watt component of 
the current I , which will, of course, be 
= Ii, eos ¢, and therefore the kilowatt 
output of the generator can be expressed 


by the ratio = 


k 

If we now want to find the full-load 
excitation, we have to allow an increase 
in excitation due to three different fac- 
tors: First, the increase in flux through 
the gap due to the armature leakage; sec- 
ondly, the necessary ampere-turns to 
counterbalance the armature reaction; 
and thirdly, the increased pole leakage. 
Thus, we obtain a full-load excitation, 
represented by point C in Fig. 3. If the 
load is taken off at constant excitation 
and constant speed, the open-circuit volt- 
age will then be given by point D, and 
therefore the distance CD represents the 
rise in voltage for inductive full load, 
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and this is the quantity which the de- 
signer has to keep within a certain limit, 
in accordance with the specification he 
has to work to. The value of CD, how- 
ever, does not solely depend on the dis- 
tance BC, and therefore on the three 
factors mentioned above; but it is to a 
large extent also determined by a fourth 
factor, namely, by the shape of the open- 
circuit curve. It is evident that with 
the same excitation AC, a machine with 
a flat characteristic will have a smaller 
voltage rise than a machine with a steep 
open-circuit curve. As the shape of this 
curve depends on the saturation of the 
magnetic circuit, we must find a way to 
signify the degree of saturation prevail- 
ing in a machine. The simplest way to 
do this is to introduce the slope of the 
curve at the point of normal voltage. For 
this purpose we will draw a tangent to 
the curve at the point B, which will cut 
the ordinate axis at a point E. It is 
clear that this point E will be higher the 
greater the saturation is. We will there- 


- fore call the factor S = Se the “satura- 


tion factor” of the machine. In the case 
of Fig. 6 we find S = 0.600. 

We now can gay that the voltage rise 
depends on the following four factors: 
1. Armature leak- 


age. Proportional to load 
2. Armature reac- current. 
tion. 
Partly influenced 
3. Increase of pole | by saturation fac- 
leakage. f a 


4. Saturation fac- 
tor. 


If a special machine is designed to meet 
a certain specification, then the designer 
can choose to a certain extent the value 
of factor No. 3, by so fixing the dimen- 
sions of the magnetic path that he obtains 
the most suitable initial pole leakage at 
no load to meet the conditions of specifica- 
tion. In most cases, however, the designer 
will, from a manufacturing point of view, 
avoid special designs, and will want to 
put forward standard machines. In such 
cases he is more or less tied down to 4 
certain initial pole leakage, and if he has 
to fulfill certain conditions of voltage 
regulation, he can only do this by choos- 
ing suitable values for the quantities given 
under Nos. 1, 2 and 4. 

This is the reason why I have restricted 
myself in the following to an investigation 
of the influence on voltage rise, of the 
rated load current, and the saturation 
factor. The two variable quantities for 
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this investigation will therefore be the 


| ee 7 
ratio — or —, and the factor S. The cal- 
k k 
culations have been carried out for various 


power-factors, namely, cos g = 1, 0.95, 
0.90, 0.80,0.70 and zero, and have in most 
cases been extended over a range of 


I, 0 to eae = 1, and a large number of 


Ix k 
curves have been plotted for the different 


conditions. 

These curves show clearly that it is ad- 
visable to work at relatively high satura- 
tion, especially in the case of machines 
which are to be designed for a relatively 
low short-circuit current, that is to say, 


for a high ratio of , Whereas in ma- 


k 
chines with a high short-circuit current 


the saturation factor has not so great an 
influence on the regulation. However, as 
the high increase of exciting current at 
high saturation is not desirable, one is 
obliged to work at lower saturations than 
one would do if only the voltage regula- 
tion had to be looked out for. We must 
therefore make a compromise, and from 
my experience I find that for a modern 
machine the saturation factor should be 
between 0.50 and 0.60. The values of rise 
corresponding to these two values of sat- 
uration factor have been plotted against 
the power-factor in Fig. 4. 

We find that for geometrical and phys- 
.cal reasons one is bound to work a turbo at 


; I » . : 
a higher value of -™ than is possible with 
k 
a multipolar. As fair average figures we 


I 
can assume — = 0.50 for a turbo, and 


k 

ae = 0.30 for a slow-speed machine. The 
k 
two pairs of curves given in Fig. 4 can 
therefore be taken as representing relative 
conditions in the two classes of machines. 

From what I have said before it is evi- 
dent that the price will be affected by the 
fpecified figure for voltage regulation. A 
machine with small regulation is bound 
to be more expensive than one with a 
larger regulation figure. In order to 
make a comparison, I have not worked 
out a new design for every different con- 
dition, but have simply modified the rat- 
ing of a standard size, so as to fulfill 
various conditions of regulation, the price 
remaining constant for that machine. 

Let us assume that a standard three- 
phase machine gives 1,000 kilowatts at 
cos ¢ == 0.80, 100 amperes normal cur- 
rent, I, = 80 amperes watt current (or 
current at unity power-factor), the no-load 


excitation will be 100 amperes, = 0.50, 
k 
that is to say, the short-circuit current 


will be J, = 160 amperes. The full-load 
excitation (in accordance with curves) 
will be 169 amperes, the saturation coeffi- 
cient of the open-circuit curve S = 0.60. 
The rise in voltage will then be 17 per 
cent for cos ¢ = 0.80, while the corre- 
sponding figure for unity power-factor 
will be 6.2 per cent. For the sake of 
argument we will assume that the price 
for this machine will be £1 per kilowatt. 

Now we will take the case of a specifi- 
cation which calls for rather a low voltage- 
regulation figure, as can be obtained with- 
out great difficulty on slow-speed alter- 
nators. We will take, for instance, 14 per 
cent for cos ¢ = 0.80, and 4.5 per cent 
for unity power-factor. As it would not 
be advisable to work the machine at a 
higher flux density in order to flatten the 
open-circuit curve, the only means left for 
obtaining the lower regulation figures 


30% 


FIG. 4.—RELATIVE CHARACTERISTICS OF 
HIGH AND LOW-SPEED MACHINES. 


would be to work it with a lower ratio of 


I . : f 

—, or, in other words, with a higher ratio 
k 

of short-circuit current to normal current. 


Now, again, it is not possible simply to 
increase the excitation ampere-turns by 
increasing the gap, as the rotor field wind- 
ing is already designed to the thermal 
limit. So, if no higher temperature rise 
is permissible, the desired result can only 
be obtained by a reduction in the rating 
of the machine. We will now find out 
how much that will be. 

From*curves we find that a ratio of 
Iw = 0.40 will give the figures specified. 
k 


The rated current would therefore have 
to be reduced in the ratio 00: == 0,80. 
0.50 


However, we can now make a correction, 
because for this lower output the exciting 
current will also be lower—namely, only 
153 amperes, while our machine is de- 
signed to stand 169 amperes excitation. 
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We can therefore increase the excitation 
ampere-turns in the ratio of — = 1.104 


either by increasing the air-gap or by 
working the machine at a slightly higher 
density. This, however, enables us to put 
up our rated current to such a value that 


it still fulfills the relation — 0.40. As 


k 
I, is proportional to the no-load excita- 


tion, it follows that we can increase Ig 
proportionally to the permissible increase 
in excitation. We therefore find that the 
rating of our machine is to be 0.80 X 
1.104 — 0.884 of the standard rating. 
The price per kilowatt would therefore 


now be 


T =i per kilowatt. 
0 


A small reduction is perhaps possible, 
hecause the stator copper can be reduced 
by 11.6 per cent, corresponding to the 
reduction of normal current output. So 
we can say the reduction in voltage rise 
from 6.2 per cent to 4.5 per cent at unity 
power-factor, and from 17 per cent to 14 
per cent at cos ¢ = 0.80 is to be paid for 
by an increase in cost of 13 per cent. 

It must, however, be kept in mind that 
this figure only holds good in case the 
modified output of the machine happens 
to coincide with the output called for in 
the specification. In reality specifications 
are accustomed to call for outputs in 
round figures, and the manufacturers also 
design their standard machines to give an 
output in round figures. If, therefore, a 
voltage regulation is specified which falls 
outside the figures of a properly designed 
standard line, it will, in most cases, be 
necessary to put in the next larger size 
of machine, so that the price per kilowatt 
will still be increased. 


POWER-FACTOR. 


I will now deal with the rated power- 
factor and its influence on the rating and 
the price of the machine. 

It seems to suggest itself to the buyer 
of an alternator that he will be on the 
safe side if he orders the machine for a 


lower power-factor than is actually pre- — 


vailing in his power station. As a matter 
of fact, this is very often done in practice. 
We will now see what he is to gain by 
this method. 

We take again, for the sake of com- 
parison, the same standard machine as 
before, with a price of £1 per kilowatt. 
Now, we will assume that, for the sake of 
getting a “bigger machine,” the power- 
factor be specified as 0.70, while the actual 
power-factor in the station be 0.80. For 


870 


1,000 kilowatts the current at cos = 0.70 
would then be I, = SÒ — 114.2, and 
0.70 


i, 1142 
I, 160 
cos ¢ = 0.70 shows that for this load an 
exciting current of 192 amperes would be 
required, while the permissible current for 
the standard machine is only 169 amperes. 
This would mean about 35 per cent more 
heat in the field, with a correspondingly 
higher rise, which, of course, is not per- 
missible. We have, therefore, to reduce 
the current output of our machine to such 
a value that at a power-factor of 0.70 the 
full-load excitation is equal to the normal 
figure of 169 amperes. From the same 
curve we find this armature current to be 
= 0.556 I, = 90.5 amperes; this gives 
a watt current I, = 0.70 X 90.5 = 63.4 
amperes against 80 amperes of the stand- 
ard machine. In other words, the output 


of the standard machine is reduced to 


63.4 


a X 100 = 79.2 per cent, or 792 kilo- 


watts, and therefore the unit price in- 
creased by 26.5 per cent. This, of course, 
refers to the output stated on the name- 
plate to specification. The fact, however, 
that the actual power-factor is 0.80 in- 
stead of 0.70, as specified, will enable the 
station engineer to take more output out 
of the machine than is stated on the name- 
plate. The latter gives him as normal 
stator current the figure 90.5 amperes. 
With this current at his actual power- 
factor of 0.80 he can get a watt current of 
0.80 X 90.5 = 72.5 amperes against 63.4 
amperes, at cos ¢ = 0.70. He will there- 
fore be very happy that, by specifying a 
lower power-factor, he gets an increase 
of output of 14.2 per cent “for nothing,” 
or that the price per kilowatt which he 
actually gets out of his machine is only 
87.5 per cent of the “nominal” price per 
kilowatt “rated” output. However, if he 
were aware of the fact, explained before, 
that the price per “rated” kilowatt of this 
machine is 26.5 per cent higher than it 
would be if designed for the correct power- 
factor, he would come to the conclusion 
that his unit price is actually 1.265 X 
0.875 == £1.107 per kilowatt, while it 
would have been £1.00 per kilowatt if the 
machine had been built to suit the actual 
requirements. 

In other words, he does not get 14.2 
per cent more output “for nothing,” but 
he pays 10.7 per cent more money “for 
nothing.” Or probably still more, because 
it will, in most cases, happen that on ac- 
count of the low power-factor the next 
larger standard will be put forward. 


= 0.715. The curve for 
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In order to make these facts still more 
evident, we can make the following com- 
parison: The standard machine would 
be designed for 100-ampere stator 
current and 169-ampere rotor current, 
both windings being so dimensioned as 
to give the permissible temperature rise. 
The machine, which is actually put for- 
ward “to meet the requirements of the 
specification,” will be designed for 90.5- 
ampere stator current, and 169-ampere 
rotor current—that is to say, with less 
stator copper, these two currents referring 
to cos ¢== 0.70. The machine, however, 
will be run under actual load conditions 
with its rated stator current of 90.5 am- 
peres (but with increased kilowatt out- 
put corresponding to cos ¢ = 0.80). 
From the curve for cos ¢ == 0.80 it is 
found that the necessary exciting current 

a ep es 0.566 will be 161 am- 

I, 160 

peres, or eight amperes less than the per- 
missible current of 169 amperes. From 
this it is evident that although the engi- 
neer takes 14.2 per cent more output out 
of the machine above its rated capacity, he 
does not get the full benefit out of the 
capacity of the rotor, and if he would 
try to do this he would exceed the thermal 
limit of the stator. 

It is therefore only to the interest of 
the customer to specify the actual condi- 
tions of power-factor under which the ma- 
chine is to work, and not to include a 
margin where it is only detrimental to 
himself to do so. 

SUMMARY. 

The following are the conclusions to be 
drawn from my investigations: 

1. Iflargeturbo units are to be installed 
the problem of ventilation is not to be 
neglected, as one has to deal with large 
quantities of energy produced in a rela- 
tively small space. The best scheme 
seems to be to provide ducts for getting 
fresh air from outside the building to 
cool the machine and for taking the hot 
air away without allowing it to enter the 
engine room. 

2. When specifying the voltage rise of 
a turbo-alternator due allowance should 
be made for the fact that the figures ob- 
tainable are not so low as those which can 
easily be obtained with multipolar ma- 
chines. As fair figures for turbo-alter- 
naters can be regarded— 

5 to 7 per cent for unity power-factor ; 
13 to 15.5 per cent for cos ¢ = 0.90; and 
15 to 18 per cent for cos ¢ = 0.80. 

3. When specifving the power-factor at 
which a turbo-alternator has to work, it 
is of no use to put in a lower figure than 
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is actually prevailing in the station, as 

nothing can be gained by this, and it 

would, if anything, decrease the possible 

output of the machine. 

eee 

Receivers Appointed for the Rockingham 
Power Company. 

Receivers were appointed on November 
23, by Judge J. C. Pritchard, of the 
United States Court, at Rockingham, 
N. C., for the Rockingham Power Com- 
pany. William H. Browne and W. A. 
Leland were named. 

The application for the appointment of 
receivers was made by the S. Morgan 
Smith Company, of York, Pa., manufac- 
turer of hydraulic apparatus and water- 
wheels, who had the contract to supply 
and install the waterwheels and adjunct 
parts for the plant. The petition was 
made by this company, both as contract 
creditor and as a large owner of the bonds 
and stock of the Rockingham Power Com- 
pany. The bill of complaint alleges that 
dissension among the members of the 
board of directors, and the action of the 
firm of Hugh McRae & Company, of Wil- 
mington, N. C., who had undertaken to 
seize certain property essential to the de- 
velopment of the plant, and of which the 
company is said to be the equitable owner, 
and out of which seizure conflicts have 
taken place, impaired the credit and mili- 
tated against the efforts of the majority 
of the holders of the bonds and of the 
board of directors and management in the 
procurement of additional funds required 
for the completion of the plant. 

Mr. Leland has been in charge of the 
construction work, and Mr. Browne has 
Leen genera] manager of the company. 

At the beginning of the year the bond- 
holders of the Rockingham Power Com- 
pany appointed from among their mem- 
bers a reorganization committee, which 
formulated a plan of procuring the addi- 
tional money needed for the completion of 
the plant. 

Under the order of the court, the re- 
ceivers are continuing the work of con- 
struction, carrying it on in the same man- 
ner as it had been proceeding prior to 
their appointment. 


ese 
New Independent Telephone Company’ 
The Valley Home Telephone Company, 
a corporation which is to take over prac- 
tically all the so-called independent tele- 
phone interests in northeastern Michizan, 
including the exchanges at Saginaw, Bay 
City and Flint, has been organized. T he 
authorized capital of the new company 1s 
2,500,000, divided into 25,000 shares. 
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Chicago Traction Consolidation Under 
Consideration. 

From time to time during the past vear 
tentative negotiations have been made 
looking to the consolidation of the four 
elevated railway companies in Chicago. 
These have never met with success, owing 
to inability to agree on the financial read- 
justments that would be required. Dur- 
ing the past week or so such negotiations 
have been resumed on what was said to be 
a larger and more promising scale. . It 
was proposed now to merge not only the 
elevated railways but the surface lines as 
well into a huge unified corporation con- 
trolling practically all the traction facili- 
ties of Chicago and its suburbs. There 
would seem to be greater difficulty in har- 
monizing so many interests in view of the 
previous partial attempts. However, the 
task has been asserted to be less formidable 
because of a number of features that are 
aiding the consolidation idea. These are 
a gencral sentiment in its favor on the 
part of the municipal authorities and the 
public as a whole. 

The present negotiations, unlike. many 
of the previous ones, are being pushed by 
Jocal financiers and capitalists that are 
directly concerned in the several proper- 
ties. A number of conferences have been 
held under the direction of John J. 
Mitchell, president of the Illinois Trust 
and Savings Bank, and Samuel Insull, 
president of the Commonwealth Edison 
Company. At one of the mectings these 
two gentlemen with Chauncey Keep, John 
A. Spoor, Henry A. Blair, W. U. Eisen- 
drath and Wallace Tfeckman were ap- 
pointed a committee to consider the sub- 
ject in all its aspects, These gentlemen 
represent the New York financiers as well 
as the Chicago interests, and practically 
assure the careful consideration of any 
consolidation project on the part of all 
financially concerned. If the merger is 
carried out to take in all the traction in- 
terests of the city, i. e., the four elevated 
and two surface companies, the total capi- 
tal in stocks and bonds that will be in- 
volved will be close to $200,000,000. 

Later accounts, however, seem to indi- 
cate that the present move will be con- 
fined to the Chicago City Railway Com- 
pany and the Chicago Railwavs Company, 
which control practically all the surface 
lines in the city and have a combined 
capitalization of about $100,000,000. 
These two companies are now operating 
under the similar traction ordinances 
passed by the City Council in February, 
1907, ‘and approved by popular vote in 
April of that year. Under the super- 
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vision of the Board of Supervising Engi- 
neers, Chicago Traction, they are rehabili- 
tating their systems on a plan contem- 
plating ultimate unified control. 

The Commonwealth Edison Company 
has been mentioned in the present nego- 
tiations as being one of the parties to the 
enlarged consolidation scheme. This state- 
ment is denied by the officials of the com- 
pany. Its interest in the plan is indirect 
and arises from the fact that it is under 
contract to supply all the electric power 
for the Chicago City Railway and the 
Chicago & Oak Park Elevated Railroad 
as well as a large percentage of the power 
required by the Chicago Railways Com- 
pany and the Metropolitan and North- 
western Elevated railways. 

E 
Harlem River Line to Be Electrified. 


Application has been made by the New - 


York, New Haven & Hartford Railroad 
Company and the Harlem River & Port 
Chester Railroad Company to the New 
York State Public Service Commission 
for permission to change the motive power 
of the latter road from steam to a high- 
potential alternating electric system simi- 
Jar to the system in use on the New 
Haven’s main line between New York city 
and Stamford. It is believed that the 
intention is to make the smaller line the 
main line eventually and to establish con- 
nections through it with the New York 
Connecting Railroad in Queens and with 
the proposed Lexington Avenue subway 
which President Mellen of the New Haven 
has said his company may offer to build. 

The petition sets forth that the New 
Haven is the lessee of the Harlem River 
& Port Chester Railroad, and that as it 
is now operating its main line by electric- 
ity, it desires to extend the same system 
to the operation of the leased lines. 

The company states that it intends to 
finance the project from the proceeds of 
an issue of $15,000,000 of bonds known 
as the New York, New Haven & Hart- 
ford-Harlem River & Port Chester first 
mortgage four-per-cent fifty-year gold 
bonds. This issue was secured by a first 
mortgage dated May 16, 1904, made to 
the United States Trust Company as 
trustee. The issue was consented to by 
the then Board of Railroad Commission- 
ers on September 6, 1904. 

Should the applicaton be granted and 
the improvement installed the New Haven 
will have an outlet for its passenger traf- 
fic over the Connecting Railroad, and 
thence through the Pennsylvania’s Mast 
River tunnels to Manhattan. If eventu- 
ally the company should build and oper- 
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ate the Lexington Avenue tunnel, as Mr. 
Mellen once stated he hoped would be the 
case, the local passenger traffic will doubt- 
less be diverted from the main linc at 
the Mott Haven yards and sent into Man- 
hattan through the new subway. 

eGo 
Successful Starting Up of the 6,000- 

Horsepower Motor at Gary, Ind. 

The  6,000-horsepower, three-phase, 
twenty-five-cycle induction motor installed 
in the rolling mill of the Indiana Steel 
Company at Gary, Ind., by the General 
Electric Company, was started for the 
first time on Sunday, November 29. This 
is the Jargest individual motor unit in the 
world, and was assembled and erected on 
its own foundation ready for actual service 
before any tests of the machine were pos- 
sible. 

Two 2,000-kilowatt Curtis turbines were 
put in operation to supply the current for 
the motor, but at first the question of ap- 
plying the 6,600 volts direct gave the en- 
gineers some concern. It was confidently 
determined, however, by the erecting en- 
gineers that the General Electric system 
of step-by-step control, using a master con- 
troller, would take care of the high volt- 
age. This master controller gradually in- 
serts resistance in a number of steps, 
starting at 1,350 volts, to full voltage. 

To the satisfaction of everyone present, 
the motor started in the right direction— 
counter clockwise—and attained full speed 
in forty-five seconds. The starting or 
magnetizing current at the first jump was 
indeterminable, and for the following 
thirty seconds stood at 540 amperes, grad- 
ually dropping down to eighty-five am- 
peres. Owing to outside conditions—the 
turbines feeding South Chicago at the 
same time—the voltage was about 5,600 
during the first part of the test. 

The operators in charge of the turbines 
reported a very satisfactory operation of 
these prime movers, and the meter read- 
ings were satisfactory at the meter board. 

One can imagine the size of this equip- 
ment when it is known that it requires 300 
gallons of lubricating oil in each of the 
bearings. 


T 
Telephone Injunction. 

United States Judge Tayler, at Cleve- 
land, Ohio, has issued an injunction re- 
straining the American Telephone and 
Telegraph Company and the Central 
Union Telephone Company, both of them 
allied with the Bell system, from alleged 
interference with the business of the in- 
dependent companies operating in Ohio, 
Indiana, Illinois and adjoining states. 
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REVIEWS OF CURRENT ENGINEERING 


AND SCIENTIFIC LITERATURE 


THE INFLUENCE OF ROENIGEN RAYS ON 
THE STARTING OF THE BRUSH DIS- 
CHARGE. 

A paper on this subject was read by 
E. Marx at the annual meeting of the 
Association of German Physicists and 
Physicians. In order to measure the ve- 
locity of the Roentgen-rays, the author 
made use of their property of facilitating 
the starting of the brush discharge when 
they strike the negative pole of a spark 
gap. As there existed no record of an 
experimental investigation of this pole- 
releasing effect of the Roentgen-rays, the 
author examined their influence on a 
spark gap in a direct-current circuit, con- 
sisting of a platinum electrode and an 
aluminum window. This arrangement 
was chosen for the reason that it had pre- 
viously served for determining the velocity 
of the rays. The aluminum window was 
grounded, and the platinum electrode, 
upon which the Roentgen-rays impinged, 
was alternately used as anode and cathode. 
It was demonstrated that in the first case 
the discharge was not only facilitated by 
forty per cent, but that—and this was 
so far unknown—in the second case the 
discharge took place with considerably 
greater difficulty than when no Roentgen- 
rays fell on the spark gap.—Translated 
and abstracted from Phystkalische Zett- 
schrift (Leipsic), November 1. 

< 
WIRELESS TELEPHONY. 


In the course of a description of wire- 
less telephone systems, with which no- 
table results have lately been achieved, 
it is stated that the Danish engineer, Val- 
demar Poulsen, has established perfect 
wireless telephone communication at a 
distance of 270 kilometres between two 
stations in Denmark. The primary en- 
ergy was 900 watts, the radiated energy 
300 watts; the masts were about sixty 
metres high and the wave-length was 
1,100 to 1,200 metres. Communication 
was also established between Linkby and 
a station near Berlin, a distance of 500 
kilometres. The German Gesellschaft für 
Drahtlose Telegraphie has developed the 
Telefunken system and has established 
satisfactory communication between 
Rheinsberg and Berlin, a distance of 
seventy-five kilometres. The masts used 


were twenty-six metres high, the primary 
energy 440 volts and five amperes. De 
Forest has reached distances of twenty- 
five miles by means of the arrangement 
devised by him.—Translated and ab- 
stracted from Elektraotechnischer Anzeiger 
(Berlin), October 29. 

e 
EFFECT OF ELECTRIC STREET RAILWAYS 

ON MAGNETIC OBSERVATORIES. 

The opening of an extension of the 
Potsdam electric street railway had to be 
delayed on account of objections raised 
by the Magnetic Observatory there until 
the cause of disturbances noted had been 
removed. The authorities had originally 
made the condition that the magnetic dis- 
turbances caused by the operation of the 
railway should not exceed 0.00001 centi- 
metre-gramme-second at the Observatory. 
The old railway fulfilled this requirement 
by adopting a method devised by its 
manager of feeding and insulating the 
rails, so completely, that the allowed 
limit of disturbance was approached only 
within fifty per cent. Similar conditions 
were made for the new extension from 
Potsdam to Nowawes, which approaches 
the observatory within 1.1 kilometre. The 
same method of feeding and insulating 
the rails was adopted, and during the 
final test the installation did not cause 
greater disturbances than were expected 
from calculations, amounting to 0.000003 
centimetre-gramme-second. But during 
a preliminary trial an erroneous connec- 
{ion was made and two separate rail nets 
were charged with current under a dif- 
ference of potential of sixteen volts, which 
gave rise to earth currents and distant 
magnetic effects of about tenfold strength. 
Against this disturbance resulting from 
the preliminary test the authorities raised 
objections.—Translated and abstracted 
from Elektrotechnische Zeitschrift (Ber- 
lin), November 5. 

< 
EXPLOSION GAS TURBINE OR COMBUSTION 
GAS TURBINE. 

The present installment is a continua- 
tion of an article previously noted in 
these columns, the explosion turbine being 
dealt with. Such a machine might be 
constructed by sending explosive mixtures 
of gas and air into a series of explosion 
chambers by means of a compressor in 


such a way that one chamber will explode 
after the other in regular succession, and 
leading the exploded gases into a turbine. 
An arrangement of this kind with ten 
explosion chambers has actually been con- 
structed, but the combination of so many 
different turbine elements intended to 
work in common is a source of great loss. 
Besides this, the apparently simple prob- 
lem of supplying the explosion chambers 
with gas by means of special compressors, 
which are in turn dependent on the tur- 
bine, is difficult to carry out in practice 
and causes unreliability of operation. 
Drawings are shown of an arrangement 
which appears to the author more prac- 
ticable. The compressor, explosion cham- 
ber and partly, also, the turbine, form one 
and the same part of the gas turbine and 
successively perform the various functions. 
Calculations of the theoretical efficiency 
of this arrangement are given in detail. 
The conclusion arrived at is that the 
thermo-dynamic prospects of the explosion 
gas turbine are not brilliant; however, an 
absolute thermal efficiency of fifteen to 
twenty per cent can be attained, and 
competition with the steam turbine will 
therefore be possible. A factor in favor 
of the gas turbine is its simplicity, due 
to the absence of the steam boiler. The 
explosion turbine seems to be the only 
possible solution of a gas turbine, and its 
success will depend in a large measure on 
its perfect construction, which can be de- 
veloped only by practical experience.—- 
Translated and abstracted from Die Tur- 


bine (Berlin), October 20 and Novem- 
ber 5. 


< 
THE STERILIZATION OF WATER BY OZONE. 


The Siemens & Halske Company has 
been manufacturing for some time three 
standard sizes of sterilizers—a. laboratory 
apparatus, an apparatus for small com- 
munities or factories, and a portable ap- 
paratus for army purposes. In each type 
the essential elements comprising the ster- 
ilizer are an ozonizer, an electrically-driven 
compressor with the necessary accessories, 
a high-tension transformer, a sterilizing 
column, and a measuring arrangement. 
The construction of the ozonizer differs 
in the various models, but in principle it 
consists of discharge tubes, each element 
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being composed of two concentric tubes, 
the outer one of glass being immersed in 
cooling water; the inner one is of alumi- 
num or glass, and in the latter case it is 
filled with water for conducting the cur- 
rent. The compressor draws the air 
through drying tubes, blows it through the 
ozonizer, where it is electrified, and then 
into the sterilizing tower. This is a sim- 
ple scrubber, a column of glass or sheet 
metal .filled with glass balls or pebbles, 
through which the water percolates from 
the top and is brought in contact with 
the purifying gas during its passage. The 
measuring arrangement consists of a glass 
vial with a mercury seal filled with a so- 
lution of iodide of potassium, a gas meter 
for measuring the ozonized air, and an 
aspirating vial, which, when once gradu- 
ated, may take the place of the gas meter. 
This vial is not necessary when the pres- 
sure is sufficient to drive the gas through 
the solution. The laboratory model can 
be attached to incandescent-lamp sockets. 
It is capable of treating 500 to 1,000 litres 
of dry atmospheric air an hour (ozone 
contents five to six grammes) and con- 
sumes one-fourth to one-half horsepower ; 
if oxygen is used, the ozone is doubled or 
tripled. The portable outfit intended for 
army use has been adopted by some gov- 
ernments, especially Russia. It is carried 
on two wagons, weighing about 900 kilo- 
grammes each, and is guaranteed to ster- 
ilze from two to three thousand litres of 
water an hour, utilizing, under ordinary 
conditions, not more than one-half or one- 
third of the ozone produced. The output 
of the ozonizers is illustrated by curves, 
which show that the production of ozone 
per horsepower-hour increases with the 
velocity of the flow of air through the 
ozonizer. However, the concentration of 
the ozone—that is, the number of 
grammes per cubic metre of air treated— 
diminishes under the same conditions. 
This is explained by the fact that, when 
the air circulation is slow, the ozonizing 
effect is immediately followed by decom- 
position. In practice, it is impossible to 
go below certain limits with the concentra- 
tion.—Translated and abstracted from 
L Electricien (Paris), November 7. 
< 
THERMO-WATTMETERS. 

For the purpose of measuring high-fre- 
quency currents, R. Van Cauwenberghe 
has devised an arrangement consisting of 
two Voege thermo-elements and a differ- 
ential galvanometer, thus constituting 
what he terms a thermo-wattmeter. The 
principal quality of the arrangement is 
that it possesses no appreciable self-induc- 


tion or capacity and offers no skin-effect, 
even with frequencies as high as 10,000 
periods per second. The thermo-element 
of Dr. Voege consists of a straight hot 
wire soldered in the middle to the place 
where the elements, copper and constan- 
tan, unite, the entire element being en- 
closed in a rarefied atmosphere. This 
thermo-element is much more sensitive 
than that with a spiral, but requires the 
use of a differential galvanometer in order 
to prevent the current intended for the 
galvanometer from being partially shunted 


CONNECTIONS FOR THERMO-WATT- 
METERS. 


by the hot wires connected in series. 


Galvanometers with permanent magnets 


and two-wire movable coils are recom- 
mended. The author expresses the fear, 
however, that long use may cause a modi- 
fication of the elements and be detrimental 
to the accuracy of the measurements. The 
circuit arrangement is shown in the ac- 
companying diagram.—Translated and 
abstracted from La Lumiere Electrique 
(Paris), October 31. 
< 

AN ELECTRICALLY-DRIVEN ROLLING MILL. 

The electrical equipment of Dorman, 
Long & Company’s wire mills, at Middles- 
brough, in the northeastern district of 
England, has recently been completed by 
the Electrical Company, Limited. The 
operation of the reversing rolling mill is 
on the Ilgner system, in connection with 
Ward Leonard control. The Ilgner set 
consists of a flywheel, motor-generator, the 
generator of the direct-current type, 
coupled in series with the mill motor. 
The generator field is controlled by an 
exciter, and the variation or reversal of 
the small exciting current provides for 
the entire control of the rolling-mill mo- 
tor. The stored-up energy in the flywheel 
is made to neutralize the otherwise heavy 
current demands at periods of peak load 
on the mill, this being achieved by com- 
pulsorily decreasing the speed of the Ilg- 
ner set during such periods by means 
of a liquid resistance automatically gov- 
erned by a regulating motor, which in- 
troduces resistance into the rotor circuit 
of the driving motor as required. The 
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torque exercised by the regulating motor 
varies with the main current. An in- 
crease of the latter to maximum value 
enables the regulating motor to lift the 
electrodes, and thus introduce the neces- 
sary resistance; while, on the other hand, 
a decrease in the main current to a pre- 
determined value, such as occurs when 
the mill runs empty at the end of a pass, 
decreases the motor torque, allowing the 
electrodes to fall, and ultimately short- 
circuit the rotor of the driving motor of 
the Ilgner set, which consequently speeds 
up, enabling the flywheel to store energy 
for the next peak load on the mill. The 
plant at the Dorman works operates a 
rolling mill containing two housings with 
sixteen-inch-diameter rolls, intended for 
rolling angles and small girders. The 
mill is coupled to a compound-wound, 
600-volt motor of 1,200 horsepower ca- 
pacity, with a maximum output of 3,600 
horsepower, and a varying speed of from 
zero to 110 and 160 revolutions per min- 
ute. The maximum torque of the motor 
is 232,000 foot-pounds. The Ilgner set 
consists of a 950-horsepower motor, op- 
erating on three-phase current at 2,750 
volts pressure, forty cycles, coupled direct 
to a 1,250-3,600-horsepower dynamo, giv- 
ing 600 volts, and attached by a coupling 
to two twenty-ton flywheels mounted on 
a separate shaft. If the maximum de- 
mand of the rolling-mill motor on certain 
work does not exceed 950 horsepower, it 
is possible to disconnect the flywheels. 
The Ilgner generator is provided with 
compensating coils on the Deri system for 
the purpose of reducing the armatutre re- 
action, securing sparkless commutation at 


all loads, with a fixed brush position. To 
start the Ilgner set, a special barring gear 


is provided, consisting of a fifteen-horse- 
power motor, with the necessary gear, this 
being cut off automatically when the set 
reaches a speed of three revolutions per 
minute. The flywheels, which are each 
fourteen feet in diameter, are equipped 


with powerful water-cooled brakes for 


quick stopping. The exciting set consists 
of one three-phase motor of eighty horse- 
power capacity, running at 2,750 volts, 
forty cycles, coupled direct to two con- 
tinuous-current dynamos, one of which 
serves to excite the fields of the Ilgner 
generator and the mill motor, and the 
other excites a special compound winding 
on the mill motor. This is with the ob- 
ject of strengthening the field, and thus 
decreasing the speed at sudden heavy over- 
loads.—A bstracted from the Electrical Re- 
view (London), November 18. 
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ILLUSTRATED DESCRIPTIONS OF NEW AND STAN DARD ELECTRICAL AND 


The Ridgway Side-Crank Engine. 

Well-informed engineers recognize that 
for some purposes the side-crank type of 
engine construction is most satisfactory, 
although to produce a machine of this 


type certain valuable features of the cen- © 


ter-crank engine must be sacrificed. Con- 
structed with a view toward the high 
quality which characterizes its well-known 
center-crank line, the Ridgway Dynamo 
and Engine Company, Ridgway, Pa., has 
brought out the Ridgway side-crank en- 
gine. Like the older line, this engine has 
been designed for simplicity, ‘Strength 
and quality. 

In the construction of these engines the 
best materials are used by skilled work- 
men, and all parts are made to standard 
gauge and are interchangeable wherever 
possible. After passing numerous inspec- 
tions the completed engine is erected on 
the testing floor, connected to a dynamo 
loaded with a water rheostat, and sub- 
jected to a test lasting from ten to twenty- 
four hours, under full and overload con- 
ditions. 

The engine bed is of heavy design 
throughout, with the metal so distributed 
as to bring the heaviest sections in line 
with the greatest. strains. Careful con- 
sideration for small details, as well as for 
pleasing outlines, has been observed. The 
main part of the bed is of a box section 
having bored guides of large diameter. 
The guides and end for the cylinder are 
bored and turned at one setting, insuring 
the perfect alignment of bed and cylinder. 

At the cylinder end of the bed is a re- 
movable partition which prevents oil from 
being thrown against the end of the cylin- 
der. Between the cylinder and the parti- 
tion is a well in which the drip from the 
stuffing-box is caught. The Witter iş re- 
moved by an efficient separatäz;: ‘and the 
oil flows back to the crank pit. ‘The 
crank disc is covered with an oil-tight 
guard of light sheet steel, hinged at the 
top so that it may be turned back over 
the bed, giving access to the connecting 
rod and crank-pin. 

The main bearing on all sizes is of thie 
quarter-box type. The shells are lined 
with babbitt metal peened in place and 


bored out in accurate jigs, and are, there- 


fore, interchangeable in engines of the 


MECHANICAL APPARATUS 


same size. Horizontal adjustment is se- 
cured by a wedge, and vertical adjust- 
ment by drawing down the cap. 

The connecting rod is forged from 
open-hearth steel and is designed with a 
minimum factor of safety of fifteen. The 
straps at both ends are slotted out of the 
solid forging. The wrist-pin box is of 
phosphor-bronze, while the crank-pin box 
is lined with babbitt peened and bored. 
Both ends are adjusted by the wedge and 
bolt method. 

The cross-head body is of cast-steel of a 
substantial design. The lower shoe is ad- 
justable, and, besides bolts, means have 
been provided for adjusting both top and 
bottom shoes by the use of shims, if de- 
sired. The wrist-pin is ‘provided with 


CROSS-HEAD AND PIN, RIDGWAY SIDE- 
CRANK ENGINE. 


keys so that it may be turned ninety de- 
grees as it wears. 

The cylinder and valve on this engine 
are of the same design which the manu- 
facturer has used for over fifteen years 
on the center-crank engines. The cylin- 
der is cast of a hard, close-grained iron, 
and the barrel is covered by heavy pol- 
ished cast-iron lagging. The valve is of 
the flat balanced type and moves between 
the seat and a heavy pressure plate. Cored 
ports in the pressure plate corresponding 
to those in the valve seat and connecting 
through side openings with the main 


ports, make this a double-ported valve.. 


This construction. gives an indicator card 
in which the steam line-holds up well and 
cut-off is very sharp. In case of water 
being carried: into the cylinder, the hold- 
ing spring allows both valve and pressure 
plate to lift from the seat, permitting the 
water to pass into the exhaust. Relief 
valves are, therefore, not necessary. 


The piston is a single hollow casting, 
strongly braced by ribs and made as light 
as is consistent with strength. The rod 
and piston are joined by a force-taper fit, 
supplemented by a jamb nut held by a 
set screw. 

The main shaft is a single forging of 
the best open-hearth steel. It is extra 
large in the bearings and proportionately 
increased in the governor wheel hub. The 
crank disc is made of a mixture of cast- 
iron and steel designated as semi-steel, the 
result being a tough, close-grained, hard 
iron. The crank-pin is cast solid with 
the disc. The shape of the disc forms the 
counterbalance, a feature not secured on 


side-crank engines by using a circular 


disc. The fitted crank is forged to place 
on the shaft under hydraulic pressure and 
is secured by a heavy key. 

~The Ridgway governor, formerly 
known as the “Begtrup,” was the pioneer 
inertia governor, and is described as fol- 
lows: A long bar, called the inertia bar, 
having weights at each end, is pivoted at 
the center on a roller bearing. The in- 
ertia bar is lined with hardened steel 
bushings and the space between the main 
pin is filled with hardened steel rollers. 
This insures a minimum of friction and 
a bearing subject to very little wear. This 
is the only bearing requiring lubrication, 
although it will go without attention for 
several weeks. To the hub of this bear- 
ing is clamped the eccentric, which being 
split, is removable without disturbing the 
governor or. the setting of the valve. A 
heavy coil spring is secured to the middle 
of one end of the bar. Opposite the spring 
is an oil dashpot,. having its connecting 
rod bolted to the inertia bar. A by-pass 
with. an adjustable opening allows the 
oil to circulate from one side of the pis- 
ton to the other. The governor is re- 
versible without the use of any extra 
parts. 

The action of the governor is as follows: 
Rotating from right to left, the weight 
in the spring end of the bar being the 
greater, centrifugal force tends to swing 
it outward and backward toward the 
lower stop. This tendency to move back- 
ward is balanced by the spring, whose ten- 
sion is such as to hold the inertia bar in 
equilibrium when the engine is at its de- 
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sired speed. When starting up the eccen- 
tric travels in its greatest path, giving the 
valve its widest opening and latest cut-off. 
As the speed increases, centrifugal force 
acting on the weighted end of the inertia 
bar moves it backward to the lower stop, 
reducing the travel of the valve and cut- 
ting off steam earlier. This backward 
movement of the bar is continued until 
the travel of the valve reduces cut-off to 
the amount necessary to keep the engine 
rotating at its proper speed to give an 
even balance between centrifugal force act- 


the engine are provided. 
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bearing is of the self-oiling, self-aligning 
type; the shells being lined with babbitt 
peened and bored. Vertical adjustment is 
accomplished by means of special devices 
used on the cross-head and applied to the 
four bolts at the base of the pedestal. 
Two standard methods of lubricating 
In the first, 
known as the “splash” system, the crank 
pit is filled with oil, which the disc 
throws in an almost steady stream over 
the cross-head and guides. Oil from the 
upper guide is wiped off by the top cross- 
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All oil from the bearings flows to the 
crank pit, from which it is piped to the 
filter, then passes to the pump chamber, 
where it is pumped to a large tank on 
top of the bed. From this tank the oil 
flows through nickeled piping to each 
bearing. Sight-feed valves are placed in 
each pipe near the tank so that the sup- 
ply may be shut off or regulated. As the 
engine is fully enclosed, no oil can be 
thrown on to the floor or into the gover- 
nor wheel. With either system the valve 
gear is supplied with grease cups. 


ASSEMBLED VIEW OF RIDGWAY SIDE-CRANK ENGINE. 


ing on the inertia bar and the opposing 
tension of the spring. If a load is now 
applied to the engine, there is a check to 
the speed of the governor wheel, while the 
inertia bar, by reason of its momentum, 
rotates forward sufficiently to increase 


valve travel and give late enough cut-off 


to carry the load. Should the load be 
thrown off, this wheel tends to increase 
its speed, causing the inertia bar to swing 
backward and reduce valve travel and cut- 
off until equilibrium is re-established. 

In harmony with the proportions of the 
bed and sub-base, the outboard bearing 
pedestal is built on liberal lines and made 
broad at the base to insure stiffness. The 


head shoe and flows through passages and 
pipes ‘to the cross-head pin. Pockets on 
the inside of the crank guard collect great 
quantities of oil which are led through 
ample passages to the main bearings and 
to the crank-pin. All bearings are, there- 
fore, practically flooded at all times. ‘This 
is the usual lubrication system furnished 
by the manufacturers. The other system 
uses a small but efficient filter placed in 
one side of a tank, which is mounted on 
the sub-base below the slide bracket. In 
the other side of the tank is a valveless 
pump driven by a cam on the valve-gear 
ram. This cam is designed to give a full 
stroke regardless of the travel of the ram. 


Ridgway side-crank engines are built in 
the simple, tandem and cross-compound 
types. In the compound types the low- 
pressure valve is of the balanced type, 
though slightly modified from the one pre- 
viously described. On tandem engines both 
valves are driven by the governor, the low- 
pressure directly and the high-pressure by 
means of a tail-rod on the low-pressure 
valve. On cross-compound engines the 
high-pressure valve is driven by the gov- 
ernor and the low-pressure by a fixed ec- 
centric on the main shaft. Simple and 
tandem compound engines are made from 
fifty to 800 horsepower, and cross-com- 
pound engines up to 1,500 horsepower. 
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The New Westinghouse Distributing 
Transformers. 

The Westinghouse Electric and Manu- 
facturing Company has just developed 
and placed on the market a new shell- 
type distributing transformer, known as 
the Type “S” which has ben worked out 
from theoretical consideration a well as 
from. the practical results of many tests. 
In these transformers the most economical 
disposition of all the material used has 
been made, and the result is a line of 
transformers of small dimensions, liberal 
overload, high efficiency, great reliability 
and good regulation. Use has been made 
of a new alloy of steel, and the design 
so proportioned that remarkably low mag- 
netizing or no-load currents are secured. 

Distributing transformers must at all 
times be ready to furnish electrical power 
up to their maximum overload capacity. 


VIEW OF TYPE S DISTRIBUTING TRANS- 
FORMER. l 


Interruptions of the service not only cause 
pecuniary losses to the power company 
but, worse still, are a source of friction 
between the consumer and the central-sta- 
tion manager. In cases where the central 
station is under contract to furnish con- 
tinuous service to its customers an inter- 
ruption of the service is a very serious 
matter. 

The reliability of a transformer de- 
pends largely upon the disposition, qual- 
ity and amount of insulating materials 
used in its construction. The insulation 
must not only separate the different turns 
əf the individual conductors, but must also 
act as a barrier between the high and low 
tension coils and between either circuit 
and the core. A failure to fulfill these 
duties will result in a partial or complete 
destruction of the transformer, interrup- 
tion of the service and very often danger 
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to life and property. The presence of a 
very small amount of moisture in the in- 
sulation of a transformer will greatly 
reduce its dielectric strength. This is 
one of the most frequent causes of break- 
downs, and often very disastrous results 
occur when only the slightest trace of 
moisture is present. To avoid troubles of 
this nature the insulation should be 
treated in such a manner as to make it 
impervious to moisture. 

In Westinghouse Type S transformers 
the insulation is non-hygroscopic, that is, 
it will not absorb moisture, and will not 
deteriorate under ordinary operating tem- 
peratures. It undergoes a rigid inspec- 
tion before being used in the transformer, 
and the assembled core and coils are fur- 
ther subjected to high breakdown volt- 
ages for the purpose of discovering any 
defects in the insulation. 

A vacuum impregnating process is used 
to remove the last traces of moisture and 
to form the winding and insulation into 
a solid, moisture-repelling unit. 

Insulation deteriorates under high tem- 
peratures, due to the carbonizing action 
which takes place in fibrous materials. A 
low operating temperature is therefore 
necessary for the satisfactory service of 
the transformer. By low operating tem- 
perature is meant not only low average 
temperature, such as would be indicated 
by a thermometer in the oil, but also a 
low maximum temperature, that is, at no 
point within the coils should the tempera- 
ture rise much beyond the average tem- 
perature of the transformer. A trans- 
former with hot spots is as much to be 
avoided as one having a high operating 
temperature. 

The construction of shell type trans- 
formers such as the Type S permits of 
large ventilating ducts between the coils. 
Through these ducts the oil circulates 
freely and is thus enabled to reach the 
innermost parts of the apparatus. This 
oil circulation effectually prevents hot 
spots and maintains a uniformly low tem- 
perature throughout the transformer. 

Good ventilation also enables a trans- 
former to carry large overloads without a 
dangerous rise in temperature. If a dis- 
tributing transformer has a large overload 
capacity, it may be installed to supply 
power considerably in excess of its normal 
rating, providing this power is only re- 
quired at intervals and for a limited time. 
This not only saves the increased cost of 
a large transformer, but also gives a 
higher average all-day efficiency, due to 
the lower fixed losses of the smaller unit. 


Vol. 53—No. 23 


The electrical performance of distribut- 
ing transformers should be carefully con- 
sidered. Those having high losses are un- 
suitable for central-station work, and this 
is especially true in cases where the cost 
of the production of the power is high. 
The efficiency of a transformer depends 
upon the iron or core loss and the copper 
loss. These losses represent energy deliv- 
ered to the transformer for which no re- 
turn is received. The iron loss is of par- 
ticular importance, since it is a continu- 
ous loss as long as the transformer is 
connected to the mains. This fact is well 
recognized and nearly all transformers 
show a reasonably low core loss when new. 
In many transformers, if the core loss is 
measured after having been in service 
about twelve months, it will be found 


TYPE S DISTRIBUTING TRANSFORMER, 
SHOWING COILS, TAPS AND CORE. 


that this loss has greatly increased, due 
to what is known as the “aging” of the 
iron. The magnetic circuit of the type S 
transformer is built of a special grade of 
alloy sheet steel, which has been selected 
only after an extensive series of tests 
proving it to have practically non-aging 
qualities. 

The regulation of a distributing trans- 
former is a matter of prime importance 
both to the consumer and to the operating 
engineer. It depends principally upon 
the copper loss, and the per cent regula- 
tion is generally very little more than the 
per cent copper loss. If a transformer of 
zero regulation could be constructed and 
connected to the line the potential on the 
low-tension circuit would not change in 
passing from full load to no load. Dis- 
tributing transformers should have as 
good regulation as possible. In type S 
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transformers the arrangement and size of 
the conductors provide for an especially 
good regulation. 

All these transformers under twenty 
kilowatts are mounted in smooth cast- 
iron cases which have a cooling surface 
sufficient to keep the transformers at nor- 
mal temperature.. The cases for trans- 
formers of larger sizes are made of cast- 
iron with corrugated sides, which greatly 
increase the area of the cooling surface. 
The leads are brought out through porce- 
lain bushings which are babbitted into the 
ease. The lead insulation is moisture- 
proof, and a sealing compound is poured 
around the leads where they issue from 
the case. 

The core is built up of laminated sheet- 
steel punchings, each layer of laminæ be- 
ing reversed with reference to the preced- 
ing layer. This gives a continuous mag- 
netic circuit of low reluctance. The full 
benefit of laminating the iron is thus 
obtained with a resulting low core 
loss. All iron used in the cores of 
these transformers is subjected to rigid 
tests and inspection at the factory. Sam- 
ples taken from the iron used are tested 
for loss and aging, and only those giving 
satisfactory results are accepted. The 
assembled transformer is also tested to 
make sure that no inferior iron has passed 
the previous tests. The assembled core 
consists of four magnetic circuits encir- 
cling the winding and protecting it from 
mechanical injury. 

Type S transformers have the high-ten- 
sion winding mounted concentrically be- 
tween two low-tension coils. All coils are 
form wound and individually insulated, 
the insulation consisting of those mate- 
rials which long experience has shown to 
be the best suited to this work. The low- 
tension coils of transformers above five 
kilowatts are wound from cotton-covered 
strap copper having a rectangular cross- 
section ; transformers of a smaller capacity 
have wire-wound low-tension coils. The 
high-tension coil is form wound of cot- 
ton-covered wire. The conductors are of 
circular cross-section in the smaller sizes 
but are of strap copper in the larger trans- 
formers. 

Between the high and low-tension coils 
are layers of paper and mica. After the 
core and coils are assembled they are 
baked in a vacuum tank which removes 
every trace of moisture. A hot liquid 
insulating compound under high pressure 
is then introduced into the tank. This 
compound is oilproof at all temperatures. 
Tt does not dissolve in the oil, fill the ven- 


block signals and train stops. 
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tilating ducts and cause the transformer 
to run hot. 

The high-tension winding has four 
leads brought to the studs in the terminal 
block. Adjustable brass connectors or 
links between the studs provide for series 
or multiple connections between two 
points of the high-tension winding. The 
position of the studs and the length of 
the links are so proportioned that wrong 
connections on the block are impossible. 
Barriers on the porcelain block separate 
the studs and prevent danger of arcing. 

The fuses furnished with these trans- 
formers are mounted in a weatherproof 
porcelain fusebox. The stationary con- 
tacts are deeply recessed in the porcelain 
and are well separated from each other. 
The contacts are so constructed that the 
plug is held securely in place by giving it 
a partial turn after inserting it. When 
the plug is in position the fuse is in sight 
and its condition can be noted ; this elim- 
inates all danger of pulling the fuse while 
intact and the transformer under load. 

Cohnectors are supplied with all West- 
inghouse Type S transformers for con- 
necting the low-tension leads to the feeder 
wires. These connectors for the larger 
sizes of transformers are of the inter- 
leaved type and form a mechanically 
strong joint of high current-carrying ca- 
pacity. By means of these a change can 
be made in the low-tension connections of 
a transformer, or one transformer re- 
moved and another of the same or a dif- 
ferent capacity substituted usually with- 
out unsoldering or soldering a joint. 

Type S transformers are made in six- 
teen sizes, from one-half to fifty kilo- 
watts, and are designed for normally 
supplying 110, 220, and, in the larger 
sizes, 440-volt service from primary cir- 
cuits of 1,100 and 2,200-volt and sixty-cy- 
cle frequency, although they are suitable, 
without change in the rating, for any 
frequency from fifty to 140 cycles. 
ege 

Union Switch and Signal Contract. 

The Union Switch and Signal Com- 
pany has received the contract for the 
protection by signaling and interlocking 
of the McAdoo tunnels. 

At the terminal stations of these tun- 
nels, at Church and Cortlandt streets, 
New York city, the signaling work will 
be the most important. The Switch and 
Signal company will install at this station 
at once four electro-pneumatic interlock- 
ing equipments, and also the intermediate 
The latter 
will be actuated by compressed air; the 
signals will be electrically operated. 
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RECENT IMPROVEMENTS IN LIFT- 
ING MAGNETS. 


BY ARTHUR C. EASTWOOD. 


The first commercial lifting magnet was 
placed in service in this country about 
thirteen years ago. This magnet was de- 
signed by S. T. Wellman for handling 
plates and slabs, and proved fairly sat- 
isfactory for such service. The design 
was later refined and improved upon by 
E. B. Clark, then electrical engineer for 
the ‘South Works of the Illinois Steel 
Company. 

The manufacture of lifting magnets of 
both the Wellman and Clark types wae 
taken up by the Electric Controller and 
Manufacturing Company (then the Elec- 
tric Controller and Supply Company) 
more than ten years ago. A special mag- 
net-testing machine was designed and in- 
stalled, and much valuable data bearing 
on the design of lifting magnets were se- 
cured. | 

Many magnets of the Clark type have 
heen manufactured and sold, and have 
given excellent results in the handling of 
smooth, homogeneous material, such as 
plates, blooms and slabs. These magnets, 
however, were useless for handling rough 
and detached material, such as pig iron, 
crop ends and scrap. A magnet which 
would readily lift a steel ingot weighing 
10,000 pounds would not lift a single pig 
of iron weighing 100 pounds. 

Many attempts were made to perfect a 
magnet for handling pig iron and scrap, 
since, obviously, the large amounts of 
such raw material handled by tedious 
hand methods at all steel and iron works 
and foundries offered a tremendous field 
for the saving of labor, providing a prac- 
tical lifting magnet could be developed 
for the purpose. 

Perhaps the first experiments in this 
direction which gave promise of commer- 
cial results were made at the West Seneca 
plant of the Lackawanna Steel Company, 
under the direction of E. D. Edmondson 
and L. R. Palmer, a lifting magnet being 
constructed which actually lifted pig iron, 
though in rather small quantity, taking 
into consideration the weight of the mag- 
net and its current consumption. 

The first commercially successful lift- 
ing magnet for handling pig iron, scrap 
and miscellaneous magnetic material was 
placed on the market by the Electric Con- 
troller and Manufacturing Company in 
March, 1905. This magnet was built in 
two sizes, commercially known as No. 1 
and No. 2 Type S magnets. Over 150 
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of these magnets have since been placed 
in service, and, at a conservative estimate, 
have saved to the iron and steel trade of 
this country at least half a million dollars 
in the cost of handling material within the 
past year. This type of magnet has also 
been introduced in Germany and England. 
In view of these facts, there can be no 
doubt that Type S magnets, as manufac- 
tured by the Electric Controller and Man- 
ufacturing Company, have become satis- 
factory and reliable tools—more depend- 
able, in fact, than the cranes which carry 
them. This company, however, has not 
heen content to rest upon the satisfactory 
results thus far obtained with its Type S 
magnets, but has been constantly at work 
on improvements, both in the direction 
of dependability and in increased effi- 
ciency in the handling of material. 
Unquestionably, a successful lifting 
magnet must withstand in service more 
severe abuse and rough handling than any 
other type of electrical apparatus. In op- 
eration it is suspended from the hook of 
a crane (frequently not equipped with a 
lowering brake), and may be dropped at 
high speed upon the material to be lifted, 
which may be comparable almost to drop- 
ping the magnet from a second-story win- 
dow. In service it will be swung against 


cars, charging boxes,. piles of pig iron, 
d 


ete., and must be capable of withstanding 
the blows and shocks which result. It 
must operate under all weather conditions, 
day or night, irrespective of rain or snow, 
and its insulation must withstand a volt- 
age much higher than line voltage, due 
to the inductive kick which occurs when 
the circuit of the magnet is opened. Its 
winding must not be injured by the large 
emount of heat which is necessarily gen- 
erated within it, and, preferably, algo, 
should not be damaged by external heat 
when the magnet is called upon to handle 
hot material. 

Fig. 1 is a typical cross-section of a 
Type SA magnet, and shows the arrange- 
ment of parts which by experience has 
been found to meet the severe and exact- 
ing requirements of service. 

In Fig. 1, A is the body or framework 
of the magnet, which is an annular cast- 
ing of special electrical steel heavily ribbed 
cn both its upper and outer surfaces. 
The ribs serve to add largely to the sur- 
face available for dissipating heat, and 
are so disposed as to stiffen the magnet 
case mechanically and at the same time 
to add to the cross-section of the mag- 
netic circuit. 

B is the core of the magnet, which is 
surrounded by the winding C. This 
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winding is composed of a series of coils, 
each wound with a conductor in the form 
of a copper ribbon or strap, the turns of 
which are insulated with asbestos ribbon. 
Neighboring coils are mechanically sep- 
arated and electrically insulated by non- 
combustible insulating discs D. The coils 
are wound upon a heavy brass form E, 
which resembles a spool with one head re- 
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the influence of a vacuum and then under 
air pressure and finally is again dried 
under a vacuum. This results in a wind- 
ing not only fireproof—not a particle of 
combustible material being used in ite 
make-up—but, what is of still greater 
importance, the winding is thoroughly 
waterproofed. The completed winding is 
then placed in the magnet case. 
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FIG. 1.—SECTIONAL VIEW OF ELECTRIC CONTROLLER AND MANUFACTURING COM- 
PANY’S TYPE SA LIFTING MAGNET. 


moved. This form serves to support the 
coils during the process of winding and 
insures coils of uniform and perfect shape, 
since there is no danger of springing or 
otherwise distorting the winding. After 
the last or uppermost coil is wound and 
the outer disc of insulation is in place, 
the entire winding is rigidly clamped to 


It will be noted that the form E is 
provided with an outer flange el, and an 
inner flange e2, in addition to the central 
upwardly-extending flange e3, which cen- 
trally supports the winding. The inner 
and outer flanges are carefully finished 
and engage with finished surfaces on the 
inner and outer pole faces of the magnet 


NO. 6 TYPE SA MAGNET LIFTING BUGGY WEIGHING 70,000 POUNDS BY LIND CONTACT 
WITH SPACING RIBS—CARNEGIE STEEL COMPANY, HOMESTEAD, PA. 


the form by means of radial straps F, 
which are bolted and locked in place, thus 
making the winding and the brass form 
which carries it a rigid unit. The com- 
pleted winding is then dried in a steam- 
heated chamber under a vacuum, and 
when the initial drying process is com- 
pleted the winding is impregnated with 
a plastic insulating compound, first, under 


case, thus completely sealing the lower 
face of the winding chamber, a water- 
tight joint being insured by clamping the 
flanges in place with screws e4, e4, spaced 
four inches apart, entirely around the 
flanges el and e2. Since the winding 38 
clamped to the form E by the radial 
clamps F, and the form E is clamped in 
the magnet case by screws placed four 
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inches apart entirely around its inner and 
outer edges, it will be readily seen that 
the winding is rigidly held against dis- 
placement. 

With the winding thus assembled in 
the magnet case, the lower face of the 
coil form E is covered by a heavy annular 
plate of non-magnetic manganese steel G, 
which in turn is held in place by pole 
shoes H and I, bolted, respectively, to the 
inner and outer poles of the magnet case. 
Both of the pole shoes are provided with 
shoulders which protect the clamping bolts 
from shearing strains. The heads of the 
outer clamping bolts J are located be- 
tween adjacent ribs on the outer surface 
of the magnet case, where they are pro- 
tected from abrasion. 

In the cross-sectional view it will be 
noted that the manganese steel plate G 
carries raised shoulders around its inner 
and outer peripheries, by means of which 
the plate is made to seat against the mag- 


NO. 6 TYPE SA MAGNET HANDLING TWO INGOT BUTTS, 
NOT WEIGHED—CARNEGIE STEEL COMPANY, 
HOMESTEAD, PA. 


net poles, and an air space or cushion is 
left under the winding at g. This re- 
sults in the shocks taken by the outer plate 
G being transmitted directly to the mag- 
net frame instead of being taken by the 
winding, as would necessarily be the case 
if only a single-bottom plate were used. 

The pole shoes are so disposed with 
respect to the outer plate G that none of 
the clamping surfaces can become battered 
over, and, therefore, the plate G may al- 
ways be readily renewed. 


It will be seen that the entire lower 


or wearing face of the magnet is renew- 
able, and that these renewals can be read- 
ily effected in the field, there being no 
necessity of in any way exposing or dis- 
_ turbing the winding or breaking the water- 
tight joint between the coil form E and 
the frame of the magnet. 

The arrangement of terminals also de- 
serves attention, since, no matter how 
good the design in other respects, if the 
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terminal construction be weak, trouble is 
certain to result from this cause. 

In Type SA magnets the terminal cav- 
ity is surrounded by raised walls K, K, 
cast integral with the magnet case and 
of such thickness as to be as strong as 
the magnet case itself. The terminal 
cavity is closed at the top with a heavy 
steel cover L, which seats against a gasket 
to form a water-tight joint, and is firmly 
bolted in place, the heads of the bolts 
being protected from abrasion by the walls 
of the terminal cavity. All of the ter- 
minal parts are thus enclosed in a water- 
proof box of steel. The terminals them- 
selves, as in the earlier Type S magnets, 
are of the plug type, which permits of 
quick attachment and detachment of the 
service wires. Numerous improvements, 
however, have been made in the details 
of construction. The female members M 
of the terminal are enclosed in an insu- 
lating tube, so that a ground or short- 


circuit cannot result, even if the service 
wires are left hanging from the crane 
with current on. The insulating tubes 
are each encased in a steel tube to prevent 
abrasion of the insulation, and these stecl 
tubes fit closely in babbitted openings N 
in the side of the terminal chamber. The 
male members P of the plug connectors 
are mounted upon a heavy plate R of fire- 
proof insulating material, which closes 
the entrance to the winding chamber and 
is seated upon a gasket to effect a water- 
light joint. The plugs proper are sep- 
arable from the terminals by removing 
the nuts which hold them in place. The 


plugs and also the plate R may therefore 


be removed without throwing any strain 
on the connections to the winding, the 
connections consisting of loops of very 
flexible copper ribbon, these loops being 
stowed away in the box-like ends of the 
terminal studs. This construction per- 
mits of great flexibility and at the same 
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time makes it impossible for the flexible 
leads which connect to the two ends of 
the magnet winding to come into acci- 
dental contact. These features of con- 
struction indicate how carefully the de- 
sign of Type SA magnets has been 
thought out and worked out from a me- 
chanical and electrical standpoint. 

In additon to these structural features 
the Electric Controller and Manufactur- 
ing Company has incorporated in the de- 
sign of Type SA magnets the results of 
long experience and careful study. 

By maximum efficiency is meant the 
ability to handle the largest amount of 
material in a given time with minimum 
{otal consumption of current. In this re- 
spect the results obtained with Type SA 
magnets far surpass any results which 
have been obtained in the past. As an 
instance, the No. 4 Type SA magnet, 
fory inches in diameter, lifts substan- 
tially as much as older forms of magnets 
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NO. 6 TYPE SA MAGNET HANDLING SHEET SCRAP, WEIGHT 
1,200 POUNDS—CARNEGIE STEEL COMPANY, 


HOMESTEAD, PA. 


of fifty inches in diameter with sub- 
stantially the same current consumption, 
but weighs 2,000 pounds less. Compar- 
ing the performance of the two magnets 
on a five-ton crane having a twenty-five- 
horsepower hoist motor, with equal lifts, 
the No. 4 SA magnet has the advantage 
of 2,000 pounds in total load to be lifted, 
or twenty per cent of the total hoisting 
capacity of the crane. This will mean a 
saving in current consumption of -twenty 
amperes on the part of the hoist motor, 
and by virtue of this lower current con- 
sumption and lighter load, the hoisting 
speed will be higher and the amount of 
material handled in a given time will be 
materially increased. 

Proportionate increases in efficiency are 
shown by the No. 5 and No. 6 Type SA 
magnets, the No. 6 magnet being without 
question the most powerful commercial 
lifting magnet which has ever been con- 
structed. 
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Advertising with Flame Arc amps. 


The first flame arc lamps used in this 
country were of foreign manufacture. It 
was, however, only a comparatively short 
time after their introduction that Ameri- 
can manufacturers awoke to the realiza- 
tion that the lamp was destined to play 
an important part in decorative lighting. 
The result was that at the present time 
there are several American-made lamps 
on the market, all of which are widely 
advertised. 

Although in foreign countries the flame 
arc lamps has been widely adopted for 
street illumination, its use in this country 
is confined principally to the illumination 
of store fronts and amusement places such 
as theatres, parks, etc. While its use in 
connection with mercantile establishments 
is principally to attract attention, it can 
at the same time be used to advantage for 
the illumination of the store windows, 
thus serving a double purpose. For this 
service the lamps are suspended from 
suitable supports just above the top of 
the window. 

To the brilliant light emitted by the 
flame arc lamp when in operation is due 
its advertising or attention-attracting 
quality. The entire globe seems filled 
with a luminous gas, and, although the 
light has the property of penetrating the 
thickest fogs or smoke, it is soft and not 
blinding to the eye like the enclosed arc. 
Carbons giving a yellow or orange col- 
ored light are generally used, but carbons 
may be obtained that will give a light of 
a red or white color. 

Fig. 1 shows the front of a department 
store in Schenectady, N. Y., lighted with 
four flame arc lamps of a type manufac- 
tured by the General Electric Company, 
Schenectady, N. Y. This illustration was 
reproduced from a photograph taken 
solely by the light of the lamps, and al- 
though it fails to show the true beauty 
of the illumination, gives an idea of how 
the store appears at night. This is only 
one of many similar installations in this 
city, and it is interesting to note that the 
merchants have clubbed together and 
made arrangements to have the entire 
business section lighted with G-I flame 
arc lamps. The lamps will be spaced at 
equal intervals along both sides of the 
street and at the same height from the 
sidewalk. 

In Fig. 2 is shown an exterior view 
of the lamp. In this type of lamp sev- 
eral good points of construction may be 
noted. All clock mechanism is eliminated, 
thus producing a lamp of simplicity and 
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one free from the troubles common to 
more complicated lamps. Instead of the 
carbons being placed one above the other. 
as in the ordinary arc lamps, they are 
placed at such an angle that they form 
a V, the arc forming at the lower end. 
All of the light is directed downward, and 


FIG. 1.—BUILDING ILLUMINATION 


G.-I. FLAME ARC LAMPS. 


WITH 


the absence of any obstruction below the 
arc prevents shadows being formed. The 
carbons are fed in such a manner that 
flickering is prevented and it is impossible 
for one of them to slide past the other 
and cause the lamp to go out. Every part 
of the mechanism is accessible when the 


FIG, 2.—G.-l. FLAME ARC LAMP. 


casing is lowered. As regards efficiency, 
the company states that this type of lamp 
takes less power per unit of illumination 
than any other illuminant in commercial 
use. 

In designing the lamp special attention 
has been paid to its external appearance. 
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The shell is made of copper or steel and 
finished in antique copper or bright japan. 
The globe is not held by the wire net- 
work, but is securely fastened by a flange 
and ring at the top, the net being re 
tained to prevent the glass from falling 
should the globe be broken. The entire 
length of the lamp is only thirty-one 
inches. 

These lamps operate satisfactorily either 
in series or in multiple on alternat- 
ing or direct-current circuit and will bura 


any approved make of flame carbons now 
on the market. 


ede 
Proposed Car-Lighting Combination. 


An effort is being made, it is stated, 
to consolidate the United States Light and 
Heating Company, which was formed to 
manufacture electric-lighting apparatus 
for passenger trains, with other concerns 
doing a similar business. The New York 
Stock Exchange house of Hooley, Lear- 
nard & Company is interested in the pro- 
posed consolidation, and is reported to be 
now engaged in obtaining options on a 
controlling interest in the United States 
Light and Heating Company. 

About two years ago this company 
passed under the control of interests iden- 
tified with the New York Air Brake Com- 
pany, Charles A. Starbuck, president of 
that company, becoming president of the 
United States Light and Heating Com- 
pany. About the time that Mr. Starbuck 
was elected president of the United States- 
Light and Heating Company, C. H. 
Chaffee, now assistant treasurer of the 
New York Air Brake Company, was made 
the lighting company’s general manager. 
At the same time Edwin Hawley was 
named as vice-president. Besides these, 
the list of officers and directors of the 
company included A. S. Adler, Charles G. 
Smith, Charles S. Furst, John J. Moore 
and W. S. Crandell. 

The system of lighting in which the 
United States Light and Heating Com- 
rany is interested is known as the Mos- 
kowitz system, which employs power gen- 
crated directly from the axle of passenger 
cars, 

In 1903, the year after the company’s 
organization, William J. Arkell was pres- 
ident of the company, and among the di- 
rectors were Chauncey M. Depew, Joseph 
Leiter and Leroy W. Baldwin. The capi- 
tal of the company from $3,000,000, the 
figure at which it stood in 1903, was in- 
creased to $6,000,000, divided into shares 
of the par value of $10. 
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Current Electrical News 


GREAT BRITAIN. 


LONDON, NOVEMBER 20.—It is interesting to note that in the 
midst of a prolonged controversy over the efficiencies of surface- 
contact systems in Great Britain, the Lorain system, which is 
of American origin, stands quite alone in having demonstrated 
its reliability above all others. The experiment in London with 
the “GB” surface-contact system has developed a further stage 
this week in that the London County Council, acting upon the 
advice of the president of the Institution of Electrical Engineers, 
has decided to spend $2,500 more in certain amendments to the 
car equipments. Although Mr. Mordey’s report is not to be 
made public, from what is known there is a strong suspicion 
that it criticizes the car equipments. It was this portion of the 
work, which was in the hands of the Council’s officers, about 
which the “GB” surface-contact company complained when it 
was decided last July temporarily to cease working the line in 
the Mile End Road. In this same connection, a lively discussion 
has been going on at Oxford, where the municipal corporation 
arranged, a few years ago, with another company to install the 
Dolter surface-contact system. This system is still in operation 
in Torquay and Hastings, having been supplanted by the over- 
head-trolley system at Mexborough in Yorkshire, but after having 
seen the operation at the first two places, the Oxford corpora- 
tion was not satisfied as to the suitability of the system and has 
refused to allow it to be installed. 

In connection with a proposal for new capital, the London 
Electrobus Company has issued a statement showing that during 
the fifteen months of its existence it has created a record in 
‘bus receipts, its average having been twenty-eight cents per 
bus-mile, compared with about twenty-four cents on the London 
tramways and sixteen cents on the petrol buses. The buses are 
now said to be earning a profit of $2,250 per month, which 
leaves a considerable margin for dividend after meeting estab- 
lishment and overhead charges, debenture interest and deprecia- 
tion. The new capital is to take the form of six per cent de- 
benture stock. 

Following the rejection by Parliament of the bulk electricity- 
supply scheme for London, the committee is now wrestling with 
the many conflicting interests arising out of the proposal by the 
Board of Trade that the London County Council shall be consti- 
tuted the purchasing authority in 1931, in the place of the vari- 
ous borough councils. Today feeling ran so high that the com- 
panies threatened to withdraw the bill and so upset all the 
plans of the Government, but after consultation with the govern- 
ment authorities, the committee chairman said that such a course 
of procedure would not be allowed. 

It is a popular saying that the best way to shelve a matter 
is to relegate it to a royal commission. The royal commission 
on London traffic reported several years ago, but so far no 
action has been taken to put into effect its recommendation that 
a special traffic board for London should be elected. This week, 
however, the prime minister has agreed to receive a deputation 
from the London County Council on the question. It is of in- 
terest to note that since the royal commission on London traffic 
eoncluded its sittings, twenty-six and one-half miles of new tube 
railways have been opened, eighty miles of new electric tram- 
ways have been constructed in the outer area and twenty-eight 
and one-half miles in the county of London; electric traction has 
been substituted for steam traction on sixty-eight miles of rail- 
way, and the northern and southern tramway systems have been 
linked; and all without a guiding authority to see that there is 
Re waste in the duplication of means of transit, etc. 

Systems of charging for electric supply are exercising the 
minds of engineers in this country to a considerable extent, espe- 


cially since it has become to be regarded as part of an electric- 
supply engineers’ training that he should have the commercial 
instinct developed to an even greater degree than his engineering 
capabilities. The reverse was the case until comparatively re- 
cently. So important is this matter regarded, that the Institution 
of Electrical Engineers, although it devoted a large portion of its 
time last session to the subject, is opening its new session next 
week with a paper on a similar subject. G. 


EASTERN CANADA. 


OTTAWA, NOVEMBER 28.—The town of Pembroke, Ont., has 
passed a by-law providing for the installation of electric pumps 
for the waterworks system of the town. 

The gross earnings of the Shawinigan Water and Power Com- 
pany for the ten months of the current fiscal year have increased 
about seventeen per cent, the total for that period being $563,679, 
as compared with $476,844 for the corresponding period of last 
year. 

The English interests which contemplate putting through the 
Mexican Power Company’s lease to the Mexico Tramway Com- 
pany over the heads of the directors of the former company, 
are overwhelmingly in control of the power company and have 
English proxies, it is said, for no less than 100,000 shares out 
of 160,000 shares. 

Announcement has been definitely made that a merger of 
electrical interests has been consummated in London, England, 
whereby Mr. Willlam MacKenzie secures control of the Toronto 
Electric Light Company, which will consolidate that company 
with the Electrical Development Company and the Toronto & 
Niagara Power Company. 

The Canadian Postmaster-General, Hon. Rudolph Lemieux, 
is in London, England, continuing his inquiries regarding a state- 
owned Atlantic cable. Mr. Lemieux does not admit or deny 
that he possesses cabinet authority to complete a bargain with 
the British and Australian Governments, but he says the idea 
of a state-owned cable is much approved on both sides of politics 
and among the press, and there is no question tHat it would 
also prove a financial success. The minister is also inquiring 
about government ownership of inland telegraph service in 
England. 

During the first part of December work will be commenced 
on the building of the proposed bridge across the Niagara River, 
of the Trans-Niagara Bridge Company. With the completion of 
this bridge, the International Railway, the Niagara, St. Catherines 
& Toronto Railway, and the Hamilton, Grimsby & Beamsville 
Railway companies will be consolidated and the broken links 
in the trolley system between Niagara Falls and Toronto com: 
pleted. The new bridge will be exclusively for electric-railway 
traffic. 

A couple of years ago tests were made of electric smeiting 
of iron at Sault Ste. Marie by the Dominion government. As 
soon as the results of these experiments appeared, a Swedish 
firm of ironmasters began constructing furnaces, and after two 
years seems to have achieved success. The furnace at Dum- 
narfvet was to be started on December 1. Dr. Haanel, the 
Canadian Government’s expert, had been invited to be present 
and recently left for Sweden to report upon the matter. It 
is learned that the new furnace is a great advance upon previous 
efforts. It will use 800 horsepower instead of 250 horsepower 
employed at the “Soo” tests. The cost of the product under 
the Swedish process will be only $12 a ton. With the electric 
process ore with the admixture of two-and-one-half per cent of 
sulphur can be handled. W. 
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WESTERN CANADA. 


WINNIPEG, NOVEMBER 28.—Although the civic electric street- 
car system in Edmonton, Alb., has been in operation for less 


than a month the people are already drawing up a petition for. 


cars to be run on Sundays. At the last session of the Alberta 
Legislature an act was passed prohibiting the operation of street- 
railway systems on the Sabbath, despite the fact there was not 
then a street-railway system in the whole province. An effort 
will be made to have this law repealed. 

Troubles are not coming singly at Port Arthur, Ont., as far 
as the civic electrical] interests are concerned. Last week the 
street-car controversy was brought to a climax when the system 
was seized by the sheriff and handed over to a joint commission 
for operation while the matter is being thrashed out in the 
courts. The feature for this week is the announcement that the 
Kaministiquia Power Company, a corporation from the sister 
city of Fort William, will compel Port Arthur to live up to the 
contract for the supplying by the company of electrical power, 
which contract has been canceled by the city on the grounds 
that the company was using the contract as a leverage with the 
Ontario Government to obtain power privileges at Dog Lake 
Falls, where the city is also seeking power privileges. 

The ratepayers of the municipality of Saskatchewan, Man., 
will shortly vote on the question of installing a municipal tele- 
phone system. The two adjoining municipalities have systems 
and it is practically certain that the Saskatchewan municipality 
will also build a system. Address Councilor John Hunter, Rapid 
City, Man. 

J. L. Nelson, of Winnipeg, has received the contract to sup- 
ply the Manitoba Telephone Commission with 25,000 .telephone 
poles, which will be delivered during the present winter. 


The British Columbia Electric Street Railroad Company will 


build twenty-four cars at its New Westminster shops, having 
large platforms that can be fitted up as pay-as-you-enter cars if 
the system proves successful locally. R. H. Sperling, Vancouver, 
B. C., is general superintendent of the company. 

Tenders are being called by the city of Winnipeg, Man., until 
December 28 for various work in connection with the civic power 
plant at Lac du Bonnet. Tenders are being asked for the gen- 
eral work at the power site; the erection of the transmission 
line from the power site to Winnipeg, a distance of approxi- 
mately 66.5 miles; the necessary steel towers, and electric trans- 
mission cables, Plans and specifications of these works, also 
forms of tender, may be obtained at the office of the Power En- 
gineer, Carnegie Library Building, Winnipeg, Man., and also at 
the office of Smith, Kerry & Chace, consulting engineers, Con- 
federation Life Building, Toronto. In discussing the proposed 
work C. B. Smith, the expert retained by Winnipeg, has an- 
nounced the plant will be in operation during 1910 if progress 
is made as proposed. 

At a recent meeting of the City Council of Fernie, B. C., it 
was decided to call for tenders for a 260-horsepower gas-producer 
plant providing satisfactory arrangements can be made with the 
Crow's Nest Pass Electric Light and Power Company. Tenders 
are now being called under these conditions until noon, Decem- 
ber 15, and are receivable by A. A. Sharley, acting city clerk, 
who can also show plans and specifications. 

Tenders will be received by Magnus Peterson, secretary of 
the civic board of control, until February 22, for the supply and 
erection of a turbine pump and motor for the city water works. 
Plans and specifications may be seen at the office of H. N. Rut- 
tan, city engineer, Winnipeg, Man. 

At Saskatoon a committee has been appointed consisting of 
R. Smith, M. Mansell and several others, to petition the govern- 
ment to construct telephone lines along the railways both east 
and west from that city. R. 

At Hedley, B. C., the Hedley Power and Development Com- 
pany has been organized to furnish electricity to a number of the 
mines in the neighborhood. L. H. Patton has been elected 
secretary of the concern and 2,000 inches on the Similkameen 
River has been applied for and a power site selected. Active 


construction will be commenced as soon as the water rights are 
granted. 
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The City Council of Victoria, B. C., is seeking rights from 
the Provincial Government to develop and distribute electric 
power, and if these rights are granted will enter into competition 
with the British Columbia Electric Company. 

The ratepayers of McLeod, Alb., will shortly vote on a by- 
law to raise $35,000 by the sale of debentures for enlarging the 
civic electric-light and power plant. To date this plant has 
met all demands, but owing to the rapid growth of the city en- 
largement is necessary. These debentures will be repayable 
during a period of forty years. Address E. F. Brown, secretary. 
treasurer. 


IMPORTANT DEVELOPMENTS. 


TWENTY-FIVE-YEAR CONTRACT FOR 25,000 HORSE- 
POWER CLOSED BY ST. PAUL RAILROAD—The Chicago, Mil- 
waukee & St. Paul Railway Company has closed a contract with 
the Great Falls Water Power Company, of Helena, Mont., for 
the supply of 25,000 horsepower for twenty-five years. Ci: 


CHICAGO AND MILWAUKEE ELECTRIC RAILROAD 
MORTGAGE TO BE FORECLOSED—On November 27 the at- 
torney representing the bondholders’ committee of the Chicago 
and Milwaukee Electric Railroad filed a bill in the United States 
Circuit Court at Chicago asking for the foreclosure of the mort- 
gage on the Illinois section of the road. A similar suit relating 
to .the Wisconsin corporation was filed a week previously. It is 
believed that the system will be bought up by the bondholders 
at the foreclosure sale and a reorganization effected that will 
terminate the financial entanglements of the properties. 


CHICAGO CITY RAILWAY COMPLETES ITS BOND ISSUE— 
The Chicago City Railway Company has sold $6,000,000 of its 
first mortgage five per cent bonds to the Illinois Trust and 
Savings Bank. With the previous issues of $12,000,000 this com- 
pletes the $18,000,000 of bonds authorized for rehabilitation pur- 
poses by the new traction settlement ordinance. The expenditures 
permitted from the proceeds of the bond issue are all carefully 
checked by the Board of Supervising Engineers. Considerably 
over half of the rehabilitation work assigned to the company 
has heen completed in less than half the specified time. 


SULTAN OF TURKEY REMOVES BAN ON TELEPHONES 
IN EMPIRE—The Turkish government is looking for someone 
who will undertake the installation of a complete telephone sys- 
tem throughout the empire, according to a communication sent 
to the Department of Commerce and Labor by Vice-Consul Gen- 
eral Heizeer, from Constantinople. Soon after the establishment 
of a constitutional government in the Ottoman empire, an order 
was issued abolishing the former regulations prohibiting the 
telephone. Now the Turkish government announces that it will 


receive bids on a complete telephone concession for the entire 
country during the month of December. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY 
SELLS $50,000,000 BONDS—The American Telephone and Tele- 
graph Company has sold $50,000,000 of its four per cent convert- 
ible gold bonds to a syndicate consisting of J. P. Morgan & Com- 
pany; Kuhn, Loeb & Company; Kidder, Peabody & Company, and 
Raring Bros. & Company, Limited, of London. These bonds are 
identical with the $100,000,000 issue sold to the same bankers ip 
1906. This sale completes the authorized issue of $150,000,000 of 
these bonds and fully finances the company for the years 1909 
and 1910, including provision for the $6,000,000 Western Tele- 
phone and Telegraph notes, due in May, 1909, and $25,000,000 
American Telephone and Telegraph notes, due in January, 1910. 


BEGIN SURVEYS FOR PHILADELPHIA-CAMDEN TUN. 
NELS UNDER DELAWARE RIVER~—Actual work on the tun- 
nels under the Delaware River to connect Camden, N. J., with 


Philadelphia has been begun, a corps of civil engineers having 


commenced the surveys on both shores. This was announced 


by W. A. Stern, of Stern & Silverman, the railroad contractors. 
who will have charge of the work, the cost of which is con- 
servatively estimated at $7,500,000, but which may aggregate 
nearly twice that amount before the task is completed. The 
method of construction will follow very closely that used by the 
Pennsylvania Railroad in building its tunnels under the North 
and East rivers in New York. They will be excavated by the 


a 
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“shield” method, which involves the forcing of an immense steel 
gection ahead’ of the big force of men that will be required in 
removing the earth. . 


BOSTON’S NEW MILE OF SUBWAY COSTING $10,000,000 
TO BE OPENED—Excellent progress is being made on the new 
subway under Washington Street, and the Boston Elevated Com- 
pany expected to be running cars in the tunnel before December 
1. The length of the new subway is 5,676 feet, and the construc- 
tion and equipment have cost over $10,000,000. The platforms 
are 350 feet long, and the addition to the road is expected to 
increase the carrying capacity 175 per cent. The new tunnel 
has been made absolutely fireproof. The lighting is by incan- 
descent lamps, arranged behind beams of the arched ceilings. 
To insure a perfect supply of fresh air in the tunnel there are 
four fan chambers, each fan being capable of exhausting 25,000 
cubic feet of air per minute. The foul air is drawn out in the 
tunnel between stations, through ducts constructed in the con- 
crete ceilings. The fresh air enters at the several] stations, the 
entrances of which are open save for an ornamental grille 
work. 


TELEPHONE AND TELEGRAPH. 
McCALLSBURG, IOWA—A new switchboard will be installed 


in the telephone building at McCallsburg. C. 
OAKWOOD, OKLA.—The Oakwood Telephone Company has 
been incorporated with a capital stock of $750. P. 
MERCEDES, TEX.—The Mercedes Telephone Company has 
been incorporated with a capital stock of $1,000. P. 
IOWA CITY, IOWA—The Johnson County Telephone Com- 
pany contemplates spending $35,000 on improvements.” P. 
BARTLETT, TEX.—The Bartlett & Donahoe Telephone Com- 
pany has been incorporated with a capital stock of $300. P. 


KINGSLEY, IOWA—tThe directors of the Kingsley Telephone 
Company have decided to install a new switchhoard in the ex- 
change at Kingsley. C. 


FRANKLIN, PA.—The Bell Telephone exchange at Franklin 
was destroyed by fire, entailing a loss of $35,000, part of which 
is covered by insurance. 


OLYMPIA, WASH.—The United Wireless Company. is ar- 
ranging equipment for a receiving station, using the dome of the 
state capitol as a mast. 


OLYMPIA, WASH.—The Uniontown Telephone Company, of 
Uniontown, has been incorporated with a capital stock of $5,000 
by Lambert Taufen, W. W. Miller and George A. Dressel. 


PORTLAND, ME.—AlIl the property rights, franchises, privi- 
leges and appurtenances of the Northeastern Telephone Com- 
pany will be sold at public auction, December 16, by Frank E. 
Ebersole, as special master, by a decree of foreclosure. 


OMAHA, NEB.—The Independent Telephone Company is 
contempfating putting in $1,000,000 worth of extensions and im- 
provements. It is the intention to develop exchanges simul- 
taneously al Benson, Florence, Dundee and South Omaha. 


FOND DU LAC, WIS.—Articles of incorporation have been 
taken out for the organization of the Eldorado & Friendship Tele- 
phone Company, the capital stock being $5,000. The incorpo- 
rators are: John Reilly, W. H. Keyes, W. C. Pay, L. G. Barnes 
and W. T. Reilly. 


VALLEJO, CAL.—The new switchboard recently installed by 
the Western Electric Company, of Chicago, in the exchange of 
the Pacific Telephone and Telegraph Company, at Vallejo, way 
successfully cut over recently, and the town has now one of the 
most modern exchanges in the country. 


ROCHESTER, N. Y.—Reorganization and merging of all 
seven Bell telephone companies operating in New York state is 
under way by the American Telegraph and Telephone Company, 
and on or about January 1 the merger will become a fact. A 
holding company will be the vehicle for carrying the control of 
the companies. The total capitalization of the seven companies 
is now $89.585,200. 
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PERSONAL MENTION. 


MR. JOHN T. MORRIS, of Columbus, Ohio, has been engaged 
by the Canal Dover Board of Public Service as designing engineer 
and superintendent of construction for the municipal electric 
light plant which will be erected in that city. 


MR. GRANT W. SPEAR, who for many years has been vice- 
president of the Dearborn Drug and Chemical Works at Chicago, 
has taken charge of the general eastern offices of the company 
at 299 Broadway, New York city, as vice-president and eastern 
manager. l 


MR. JOHN MUSTARD, of the Wagner Electric Manufacturing 
Company, has been appointed assistant manager of sales for the 
territory inclusive and east of Pittsburg, with headquarters in 
Philadelphia. Mr. Mustard has been With the company as dis- 
trict manager at Philadelphia for the past fifteen years. 


MR. MELDON H. MERRILL, . who, as salesman for the 
Westinghouse Electric and Manufacturing Company, has been ac- 
tive for some years past in promoting the introduction of electric 


“drive among the textile mills in New England, has recently re- 


signed his position with that company, taking up similar work in 
connection with the Boston office of the Allis‘Chalmers Company. 


MR. THOMAS GRAHAM GRIER, of Chicago, president 
of the Grier Company, manufacturers’ agent, and author of the 
book “On the Canal Zone,” recently favorably reviewed in this 
paper, delivered an illustrated lecture on “The Panama Canal and 
Life on the Canal Zone,” before an audience at the auditorium 
of the Hyde Park Young Men’s Christian Association, Chicago, 
Thanksgiving night. 


MR. GEORGE A. POWELL, of Winnipeg, who has been as- 
sociated with the Packard Electric Company, Limited, of St. 
Catharines, Ont., for the last fifteen years, has severed his con- 
nections with that company. He has started business for him- 
self in the electrical line as commission broker, with offices in 
the Union Bank Building, Winnipeg, Man. He wil] continue to 
represent, among other agencies, the Eugene F. Phillips Elec- 
trical Works, Limited, of Montreal, well-known makers of bare 
and insulated copper wires and cables. 


MR. J. R. GORDON has accepted the position of manager of 
power apparatus sales for the Western Electric Company for its 
southern territory. He will continue to make his home in At- 
lanta, Ga. He resigned a month ago from his position of man- 
ager in the Southern States for the Westinghouse Electric and 
Manufacturing Company. Mr. Gordon is known throughout the 
country as a pioneer in the electrical field, having been as- 
sociated with those who organized and operated the first of the 
Edison plants. For many years he has been a prominent mem- 
ber of the American Institute of Electrical Engineers and the 
American Society of Mechanical Engineers, 


MR. KARL LAURELL, a draftsman at the Lynn, Mass., 
works of the General Electric Company, has sailed for Sweden, 
where he wil] soon begin duties as general superintendent of the 
Stockholm Electric Supply Company. Mr. Laurell has been in 
this country for less than two years, and during that time has 
been connected with the General Electric Company, where he 
has been studying American systems in the production of elec- 
trical supplies. He is twenty-six years of age and was born in 
Upsala, Sweden. Laurell attended the Royal College in Stock- 
holm, where he took a thorough electrical course, and after fin- 
ishing came to this country for practical experience. 


MR. W. B. McVICKER, resigning as vice-president and east- 
ern manager of the Dearborn Drug and Chemical Works, with 
which he has been connected for many years, has incorporated 
the W. B. McVicker Company, with offices in the United States 
Realty Building, 115 Broadway, New York. A new and com- 
plete laboratory and factory is being built to have exceptional 
facilities for general analytical work and the manufacture of 
high-class products, and a specialty will be made of high-grade 
lubricants and scientific preparations for treating boiler feed- 
waters and hydraulic systems. The personnel of the company 
includes Charles M. Eddy, Albert E. Carpenter, Joseph F. Ham- 
mill, William J. Schatz, G. Frank Duemler and Frank J. Zink. 
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ELECTRIC LIGHTING. 


WOMBLE, ARK.—The Bear State Lumber Company will 
install an electric-light plant at Womble. P. 


ALVIN, TEX.—E. B. Hill has been granted a twenty-five- 


` year franchise for an electric-light plant. 


SEATTLE, WASH.—The Coast Lighting Company has been 


` incorporated with a capital stock of $25,000. 


HINCKLEY, MINN.—The dam of the Hinckley Electric Com- 
pany has gone out entailing a loss of $1,000. C. 


ROCHESTER, MINN.—Rochester contemplates issuing bonds 
for from $50,000 to $75,000 for a lighting plant. P. 


RUTHERFORD, N. J.—The Borough Council has passed a 
resolution to advertise for bids for street lighting. 


MERCEDES, TEX.—The Mercedes Electric Light Company 
has been incorporated with a capital stock of $2,000. 


MONTEREY, TENN.—Monterey is to have an electric-light 
plant and bids are now being taken for the contract. 


VAN BUREN, ARK.—W. R. Petty, of Pine Bluff, Ark., con- 


templates establishing an electric-ligħt plant in Van Buren. P. 


YORK, PA.—The Peach Bottom Electric Transmission Com- 
pany, of York, has been incorporated with a capital of $5,000. 


SABINAL, TEX.—The Sabinal Water and Ice Company has 

increased its capital stock and will build an electric-light plant. 
P: 

WEATHERFORD, OKLA.—Twenty-five thousand dollars in 


bonds has been voted for the construction of an electric-light 
plant. 


BROWNS VALLEY, MINN.—It is proposed to dam the Little 


Minnesota River near Browns Valley, securing power to operate 
an electric-light plant. C. 


FAIRVIEW, OKLA.—Fairview will install an electric-light 


plant which will cost $10,000. The plant may be finally owned 
by the city on an option. 


JOLIET, MONT.—Work is about to commence on an electric- 


light and gravity water system, which Norman S. Poole, engineer, 
has been promoting, at Joliet. C. 


ESCANABA, MICH.—A second power dam, capable of fur- 


rnishing 25,000 horsepower, will shortly be constructed across the 
Escanaba River near Groos, Mich. C. 


NEW CASTLE, IND.—The Maxwell-Briscoe Motor Company 
will erect and install a combined water and electric-light plant 
for its large factory at New Castle. 8. 


KANSAS CITY, MO.—The main power plant of Swift & Co.'s 


packing house was destroyed by fire shortly before midnight, 
November 27. The loss was $40,000. 


MONDOVI, WIS.—The: Mondovi Light and Power Company 


has been incorporated with a capital of $35,000 to own and man- 
age two milis and an electric-light plant. 


MOUNT AYR, IOWA—The Mount Ayr Light and Power 
Company, of which W. Jackson Bell is secretary and general man- 
ager, has been incorporated with a capital of $20,000. C. 


ST. CLOUD, MINN.—The Union Power Company expects to 
have its power station at the east end of the mill canal at St. 
Cloud completed and the water turned on December 15. C; 


LOUISVILLE, KY.—The Kern Electric Company has been 
incorporated in Daviess County with a capital of $6,000. W. J. 
Kern, E. L. Holbrook and C. G. Kern are the incorporators. 


DANVILLE, IND.—The Danville Light, Heat and Power Com. 
pany has increased its capital stock from $36,000 to $100,000. It 


ia proposed to improve and enlarge the plant and install new 
machinery. S. 


LAPORTE, IND.—The managers of the electric plant of the 
Laporte Public Utility Company, which was recently destroyed 


by fire, have given out that the plant will be rebuilt and new 
machinery installed at once. 


Otto Wettstein is secretary and 
manager. 
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REDWOOD FALLS, MINN.—R. F. Wherland is working on a 
scheme to develop the waterpower of Redwood Falls, Minn. A 


stock company with a capital of $100,000 is being organized for 
the purpose. C. 


JEFFERSON CITY, MO.—The American Light and Power 
Company, of Union, has been incorporated with a capital stock 


of $10,000, by W. W. McCurdy, C. P. Reinhard, L. W. McCurdy 
and others. 


TONOPAH, NEV.—The Rhyolite Electric Company has filed 
letters of incorporation, with W. D. Hatton, C. A. Stoible and 


M. J. Hill, all of Goldfield, as directors. The capital stock is 
placed at $100,000. 


BELLE FOURCHE, S. D.—The Belle Fourche Electric Light, 
Heat and Power Company will string a line from the Redwater 


plant of the Black Hills Traction Company to furnish electric 
light for the town. 


ALVIN, TEX.—At a meeting of the City Council a twenty-five 
year franchise was granted to E. B. Hill for establishing an elec- 


tric-light plant for the city. The conditions are that he complete 
it in twelve months. 


JOPLIN, MO.—Henry L. Doherty & Co. have purchased the 
Consolidated Light, Power and Ice Company, of Joplin, and the 
Galena Light and Power Company, of Galena, Kan., and will 
erect a central power station. P. 


WINNIPEG, MAN.—The City Council of Winnipeg will go 
ahead with the construction of the power plant on the rapids 


of the Winnipeg River. The contract will be let at once calling 
for an expenditure of $1,500,000. C. 


VILLA, GROVE, ILL.—The Villa Grove Electric Company has 
been incorporated with a capital stock of $15,000, for the purpose 
of operating electric-light and power plants. The incorporators 
are V. M. Elmore, C. W. Hagerman and C. B. Kennington. 

COLUMBUS, OHIO—Articles of agreement for the consoli- 
dation of the Warren Gas Light and the Hyde Electric Compa- 


- nies, both of Warren, have been filed. The new concern will be 


known as the Hyde Electric and Gas Company, and the capital 
stock is fixed at $350,000. : 


SEATTLE, WASH.—An increase from $500,000 to $800,000 
in electric-light bonds for the city of Seattle has been recom- 
mended by the City Council’s finance committee. It will be 


submitted to popular vote on December 29. The smaller amount 
had been previously voted. 


BOISE, IDAHO—Articles of incorporation of the Slate Creek 
Electric Light and Power Company have been filed. The com- 
pany is capitalized at $3,000,000, and will do a general electric- 
light and power business in Wallace, Idaho, building a plant to 
operate a big water right in the Slate Creek district. 


LINTON, IND.—The City Council of Linton is in the market 
for the purchase of $15,000 worth of new equipment for the 
electric-light plant. The proposition to improve the plant was 
opposed by many citizens who claim that after eight years of 
municipal electric-light service the plan has proved a failure. 8. 


GENEVA, N. Y.—The Geneva-Seneca Electric Company has 
begun the erection of a new power station. The company in- 
tends to expend approximately $150,000 in betterments, of which 
$75,000 will be utilized in the construction and equipment of a 


new power plant and the balance upon transmission improve- 
ments, 


LUDINGTON, MICH.—A. P. Carr and E. J. Quirk are promo. 
ters of a company to build an immense concrete and pile dam 
across the Pere Marquette River in Custer township, to use the 
waterpower for the production of electricity. A power house 


will be built and three hydraulic turbines, each capable of gener- 
ating 500 horsepower, installed. 


HAGERSTOWN, MD.—Clarence E. Easterday, Orville E. 
Shifier and H. L. Moser, composing the Antietam Electric Light 
and Power Company, are constructing a $13,000 electric plant. 
The company has contracted to furnish light to the municipality 


of Boonsboro and is now negotiating to Nght the towns of Sbarps- 
burg and Keedysville. 


sy 


~ 
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OGDEN, UTAH—The Chamber of Commerce of Ogden has 
gone on record as favoring a municipal electric-lighting plant, 
and urged the immediate action of the Council in utilizing water 
owned by the city for that purpose. A resolution was adopted 
requesting the Council] to exercise its rights and perform its duty 
in establishing electric-light rates in Ogden. 


FINDLAY, OH!IO—Meter rates have been dispensed with for 
all commercial lighting at Findlay. Prices have also been re- 
duced from ten to eight cents per kilowatt-hour. While the 
City Council is advertising for bids for lighting the city after the 
expiration of present contracts, it is thought that under the con- 
cessions named a new contract will be made with the present 
concern. H. 


LYNCHBURG, VA.—A modern electric plant for lighting the 
country residence, barn, and other buildings on the Nelson 
County estate of Thomas F. Ryan has been put into commission. 
“Oak Ridge” is one of the finest estates in Virginia, and is one 
of the few rural homes in the state to be lighted by electricity 
developed in a private plant. The power plant cost Mr. Ryan 
$25,000, it is reported. 


SANTA FE, N. M.—Incorporation papers have been filed by 
the E] Paso Power and Light Company, with headquarters at 
Alamogordo, Otero County. The capitalization is $5,000. The 
incorporators and directors are J. L. Lawson, A. F. Menger and 
H. J. Stacey of Alamogordo. The company is to use the power 
from the Penasco River to generate electricity to be carried to 
El] Paso. 


LIMA, OHIO—The latest development in the municipal light- 
ing-plant fight at Lima is the filing of an injunction suit by City 
Solicitor Rogers, who asks that the legislation under which the 
work is proceeding be declared illegal and the work be stopped 
until the matter can be determined by the courts. In the mean- 
time the board of public service is going on with the erection of 
the new plant. H. 


BUCYRUS, OHIO—On the first óf March the present city- 
lighting contract expires and an injunction has been granted 
against the city restraining it from issuing $80,000 bonds, re- 
cently authorized by vote of the people, for the purpose of erect- 
ing a municipal lighting plant. Eight bids were tendered and 
as they were about to be opened the injunction was made on 
the application of T. M. Droleabaugh, a taxpayer. H. 


AUGUSTA, GA.—The contract for the construction of a dam 
which will also serve as a bridge across the Savannah River at 
Price’s Island, twenty miles above Augusta, has been awarded. 
The work will be commenced in December and will require 
about one year to complete. The dam, which will cost about 
$3,500,000, will be thirty feet high and will furnish 15,000 horse- 
power, which will be transmitted to Augusta to a substation. 


SALISBURY, N. C.—It is reported that work will be resumed 
on the big $10,000,000 water and electric plant at Whitney, on the 
Yadkin River, thirty miles from Salisbury. Plans are being 
formulated for raising $2,000,000 for the completion of the plant, 
which will furnish electric power to a vast area in North Caro- 
lina. More than $5,000,000 has already been spent on the plant. 
Operations ceased on account of a receivership several months 
ago. | 

CHARLOTTE, N. C.—The Westinghouse Electric and Manu- 
facturing Company has secured the largest contract for trans- 
formers ever made with an electric manufacturing company. 
This contract, awarded by the Southern Power Company of Char- 
lotte, N. C., calls for transformers aggregating a capacity of 
93,000 kilowatts. The apparatus will be used on the transmission 
line between Charlotte, Greensboro and Greenville, covering an 
area of 240 miles. 


SAN FRANCISCO, CAL.—Another large hydroelectric power 
project is now in prospect for central California. It has been 
announced that the extensive water right properties on the 
American and Cosumnes rivers, owned by W. H. TJevis and re- 
eently offered to the city for a municipal water supply, are. to 
be developed for the production of electric power. C. N. Beal, 
who is associated with Mr. Tevis in the project, says engineers 
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are still at work on the matter. The properties have been re- 
leased from the contract with the Bay Cities Company, and will 
be developed for power. Mr. Beal also states that a market for 
the power has been secured in advance. 


ALBERTVILLE, ALA.—The Sand Mountain Electric Company, 
composed of Albertville business men, has been organized and 
active operations will begin toward the erection and installation 
of a plant to light the town of Albertville. E. O. McCord is 
president and general manager of the company, which owns the 
Short Creek Falls (four miles from town), valuable real estate 
in Albertville and has a twenty-five-year franchise and contract 
for lighting Albertville. 


BRIDGEWATER, MASS.—The Edison Electric Illuminating 
Company has purchased the plant of the Bridgewater Electric 
Company and will soon begin extensive improvements, planning 
to give the town of Bridgewater twenty-four-hour service. A 
transmission line will be built from East Bridgewater to Bridge- 
water. The Edison company plans to install arc and incan- 
descent lights along the streets and to increase the electric-power 
business in the town. 


WINDSOR, ONT.—At the approaching municipal elections in 
Windsor, ratepayers will probably be asked to vote on a by-law 
to authorize the expenditure of about $25,000 or $30,000 in order 
to provide a practically new lighting plant for the city. As an 
alternative proposition, it is likely that they will be given an op- 
portunity to express themselves on the project of purchasing 
Niagara power from the Hydroelectric Commission of the Ontario 
Government under the government scheme. 


ANACONDA, MONT.—The Great Falls Water Power and Town- 
site Company announces it is developing approximately 30,000 
horsepower now, and will probably add about 50,000 horsepower in 
other developments later on. The waterpowers at Great Falls 
were purchased, it is said, in the firm belief that the time is very 
near when the railroads operating over the mountains must avail 
themselves of the cheap power furnished by the waterpowers of 
the state in moving their trains over the mountain grades. 


WALLACE, IDAHO.—The Slate Creek Electric Light and 
Power Company, which is endeavoring to secure a charter from 
the city for a period of fifty years, has filed articles of incorpora- 
tion and is capitalized at $3,000,000. The company is to do a 
general electric-lignt and power business, the intention being to 
build a power house in the Slate Creek district, sixteen miles from 
Wallace. The incorporators are D. L, Hopkins, Thomas McGowan 
George W. Baldwin, Jesse Freeman and William Sites. The City 
Council is said to be favorably inclined toward the new company. 


SAGINAW, MICH.—The Eastern Michigan Power Company is 
seeking to supply Saginaw and Bay City and adjacent territory 
with electric current for light and power. This company is de- 
veloping the Au Sable River from Au Sable to Milo, a distance of 
about 100 miles. The total amount of power that can be de- 
veloped is declared to be approximately 50,000 horsepower, and 
this is to be obtained by the erection of ten or twelve dams, 
ranging in height from twenty-five to forty feet, located at dif- 
ferent points along the river, according to the fall and local con- 
ditions. The total outlay for the completion of the work will be 
severa] millions of dollars. If the franchises are granted the 
company expects to deliver current in these markets within a year 
to eighteen months. 


TACOMA, WASH.—A report of a civil engineer, H. A, Whit- 
ney, on his investigation of the power site offered by Henry Bucey 
on the west side of Hood canal, shows the inadvisability of utiliz- 
ing the water from the Dosewallips and Dickabuch rivers for 
power purposes by means of a dam placed at the foot of a canyon. 
“The minimum head which the dam will give, if placed where 
proposed, is 200 feet,” says the report. “The flow of the Dose- 
wallips River is 214 cubic feet per second, and of the Dickabuch 
114 feet per second. If the city could utilize the rivers to their 
capacity, it would require an available head of 320 feet in each 
stream to get sufficient pewer at this time of the year. It is 
not poasible at the present stage of the water to develop 10,000 
horsepower, as proposed by the city council. About 4,000 horse- 
power ts all that could be secured.” 
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ELECTRIC RAILWAYS. 


EAU CLAIRE, WIS.—There is a project on foot for connect- 


ing Eau Claire and Osseo by an electric railway twenty miles 
long. 


WEBSTER CITY, IOWA—An interurban road between Web- 
ster City and Clarion, Iowa, is projected. It is expected that 
the $300,000 necessary to construct the road can be raised with- 
out resorting to bonding the property. C. 


DES MOINES, IOWA—The company bonding the Des Moines 
& Sioux City Electric Railway Company insists that the road be 
an air line between Des Moines and Sioux City, and it be built 
to carry 100-ton electric freight locomotives. C. 


NASHVILLE, IND.—Joseph Irwin, of the Indianapolis, Colum- 
bus & Southern, is making plans to build an electric line from 
Columbus to Bloomington, via Nashville. Inquiries have been 
made in regard to franchises and right-of-way. S. 


BALTIMORE, MD.—Construction work is nearly completed 
on the new Baltimore, Halethorpe & Elkridge Electric Railway. 
The road, which is three and a half miles long, runs from the 


terminus of the Wilkens Avenue line of the United Railways to 
Halethorpe. s 


WARSAW, IND.—Representatives of the Murdock traction 
system have entered into an arrangement with officials of the 
Winona Interurban Railway and the Northern Indiana Railway, 
providing for running cars from Indianapolis to South Bend. The 


service will be put into effect as soon as the gap between War- 
saw and Peru is closed. S. 


CRAWFORDSVILLE, IND.—Citizens of Crawfordsville who 
are interested, announce that the Kokomo, Frankfort & Terre 
Haute Traction line will be built during the next year, and work 
will begin on the road at two or more places along the route. 
The company has placed the bonds on sale and there is every in- 
dication that these will find a ready sale. S. 


RALEIGH, N. C.—The Burgrahaw Interurban Company, or- 
ganized with a capital stock of $500,000, proposes building and 
operating an electric railway between Burlington, Graham, Haw 
River and other points near Burlington. The incorporators are: 
C. E. W. Tenney, of New York; F. S. Jones, of Nashville, Tenn., 
and E. S. W. Dameron, of Burlington. 


OTTUMWA, IOWA—The leading business men of Ottumwa 
and representatives from nearby towns, which are anxious to get 
interurban roads, attended a meeting of the Ottumwa Commercial 
Association when the matter was discussed with H. W. Garner, 
manager of the Oskaloosa Traction and Light Company and the 
Oskaloosa & Buxton Interurban Company. C. 


CAIRO, ILL.—The Cairo City Council has granted a fifty- 
year interurban franchise and a twenty-year street railway fran- 
chise to the McKinley syndicate. The syndicate has already 
bought the local electric street railway, electric-light plant and 
the Cairo City Gas Company. An interurban line will be built 


to connect Cairo with Mounds, Mound City and Villa Ridge, and 
will later go on to St. Louis. 


BELLINGHAM, WASH.—To supply power for the proposed 
Skagit Interurban Railway, the Stone & Webster interests will 
double the capacity of the Nooksack power plant. The improve- 
ment will cost $250,000, a sum equal to the cost of the plant, 
which was completed two years ago. When the survey for the 
interurban right-of-way was made, all streams in Skagit County 
were carefully examined, but suitable waterpower was not found. 


BELOIT, WIS.—Following the “tag-day’ movement the City 
Federation of Women’s Clubs of Beloit, Wis., ran the city street 
cars Saturday, November 21, and the fares collected were added 
to the fund from the tags to swell the total for the school chil- 
dren of Beloit. The Traction Company made the women the of- 
fer, which was promptly accepted, and everyoife who patronized 
the cars—and everyone did—paid fares to the women of the 
federation, while the regular conductor stood by, attending to 
stopping and starting the cars. The traction company receivea 


no returns from the day’s operation except the grateful apprecia- 
tion of the citizens. 
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LAFAYETTE, IND.—It is announced that the Fort Wayne & 
Wabash Valley Traction Company will, during the next year, 
extend its line from Lafayette to Danville, Ill., where it will 
make connection with the McKinley Traction System, reaching 
many towns and cities in Ilinois and including St. Louis, Mo. 
The new extension when built will touch West Point, Attica, 


Covington, Williamsport and other small towns in a territory 
thickly settled. S. 


BOSTON, MASS.—The Railroad Commission has approved 
the terms of consolidation of the Middlesex & Boston, the West- 
boro & Hopkinton and the Natick & Cochituate Street Railway 
Companies, as the Middlesex & Boston Street Railway Company. 
The commission also approved an increase in stock of the Mià- 
dlesex & Boston company to not exceeding $140,000 for carrying 


out the consolidation and in exchange share for share of the 
companies above named. 


JOLIET, ILL.—The Secretary of State has issued a Ncense 
to incorporate to the Chicago, Joliet & Western Interurban Rall- 
way Company. The principal office is Chicago and the capital 
stock is nominally $10,000. It is proposed to construct a railroad 
from the city of Chicago southwest through the counties of Cook, 
Dupage and Will to Joliet, and west to the counties of Kendall, 


Grundy and La Salle. The incorporators and first board of di- 
rectors are headed by G. Fox, of Chicago. 


STOCKTON, CAL.—A large meeting of land owners and 
business men from both Stanislaus and San Joaquin counties 
has been held at Escalon to further the immediate construction 
of an electric railway to run adjacent to the French Camp 
road to Escalon, thence to Modesto, with a main line to Oakdale. 
J. L. Craig, chairman of the meeting, delivered a convincing ad- 
dress covering the desirability, as well as the necessity to the 
future welfare of the district, of the construction of the railway. 


DENVER, COLO.—Articles of incorporation for the Crags 
and Canon Railway Company have been filed by George F. Keller, 
recently of Fort Wayne, Ind., representing capitalists of that city; 
L. B. Bradley, recently of Chicago; G. A. Brink, D. C. Nevin and 
N. S. Williams, of this city. The company is capitalized at $300, 
000 and is incorporated to build a standard-gauge railway from 
the town of Crags on the Moffat Road to Eldorado Springs, thence 
to Boulder. Mr. Bradley, who is an electrical engineer, has 


been in Colorado for the past year, devoting most of his time to 


surveys of the proposed railway. The final survey from Crags 


to Eldorado Springs, with a maximum grade of four per cent, has 
been established and the line from Eldorado Springs to Boulder 
will not exceed a maximum of one per cent. The plan of the 
incorporators is to build to Eldorado Springs, if possible, in time 
for the tourist travel of next season, and when the line is com- 
pleted to Boulder, it will connect all northern Colorado with the 
Moffat Road, making a cut-off that will save about sixty miles 


of travel by way of Denver to reach western points on the Den- 
ver & Northwestern Pacific. 


OBITUARY. 


MR. JAMES E. MURDOCK, head of what is known as the 
Murdock syndicate of interurban lines in northern Indiana, and 
one of the wealthiest men in the state, dropped dead in his home 
in Lafayette, Ind., November 27, at the age of seventy-one years. 
Mr. Murdock had been a prominent figure in the construction of 


‘the lines of the South Bend & Chicago and of the Fort Wayne & 


Wabash Valley Traction companies, and was president of the 
Merchants’ National Bank of Lafayette at the time of his death. 
besides retaining his earlier connections with the natural-gas 
industry in Ohio and Indiana. Mr. Murdock was born in Ireland 
in 1837, coming to Lafayette when a lad. He started the career 
which led to his great fortune, by working in a brick yard. Mr. 
Murdock wag not only enterprising in the building up of the 
great systems of which he was the nominal head, but was also 


known to be benevolent, never refusing, it is said, to contribute 
to a worthy cause. S. 
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ENGINEERING SOCIETIES. 


INDIANA ACADEMY OF SCIENCE—The Indiana Academy 
of Science held its annual session at Purdue University, Lafay- 
ette, Ind., beginning November 27. “Deforestation and Its Ef- 
fects” was the subject of the official address of Prof. Glen Cul- 
bertson of Hanover College, president of the body. Following a 
general inspection of the departments of Purdue University, the 
evening session was held in the lecture room of the electrical 
building, where a large audience heard an illustrated lecture and 
demonstration by Prof. H. T. Plumb, associate professor of 
electrical engineering at Purdue, on “High-Frequency Currents.” 

S. 


ITHACA SECTION, A. I. E. E.—The second regular meeting 
of the Ithaca Section, American Institute of Electrical Engineers 
was Keld November 19, with 130 members and visitors present. 
Prof. H. H. Norris gave an experimental demonstration of “At- 
mospheric Insulator Losses in Transmission Lines.” Various 
corona effects were shown, and by means of wattmeter measure- 
ments the corresponding power losses were determined. The 
sixty-thousand-volt transformer used in these experiments was 
the one designed and constructed by Prof. H. J. Ryan, and used 
in his famous experiments. This demonstration was appropriate 
in view of the recent discussion of Mr. Mershon’s Atlantic City 
paper before the local section. Where such experiments are 
practicable in the section meetings they go far to arouse interest 
in the Institute papers. 


FORT WAYNE SECTION, AMERICAN INSTITUTE OF 
ELECTRICAL ENGINEERS—The Fort Wayne Section of the 
American Institute of Electrical Engineers held a well-attended 
meeting on November 12, which was preceded by the usual in- 
formal dinner. The paper for the evening, ‘“Paralleling of Al 
ternators,"" presented by J. J. Kline, of the Fort Wayne Electric 
Works, was followed by a very active discussion, in which many 
interesting things were brought up. A. L. Hadley spoke at some 
length on the cross currents which occur in alternators direct- 
connected to slow-speed gas engines and the difficulty of ad- 
justing the prime movers so as to reduce the cross currents to a 
minimum. M. J. Kehoe described his experience with some 
steam turbines direct-connected to alternators, citing a case 
which had occurred in his plant on frequent -ccasions, when 
with two machines running in parallel without apparent cause 
the machines would suddenly drop their load and the voltage 
would fall to zero. There seemed to all intents and purposes 
to be no cause for this on the part of the alternators, but it 
had occurred on numerous occasions and the makers failed to 
furnish a suitable explanation of the difficulty. It was sug- 
gested that the cross currents and armature reaction might suc- 
ceed in demagnetizing the poles due to an excessive overload. 
Mr. Kehoe was asked to furnish further information on this 
point at the next meeting, although, as he explained, the trouble 
had been entirely obviated by the adoption of a Tirrill regulator. 
Owing to the lateness of the hour further discussion was post- 
poned until next meeting. At the next regular meeting E. A. 
Barnes, superintendent of the Fort Wayne Electric Works, will 
present a paper, “Choice of Power for Industrial Purposes.” 


ELECTRICAL SECURITIES. 


The general undertone of last week’s stock market was 
firm, although there was considerable irregularity. Some smart 
rallies were shown, as compared with a week ago, and while 
trading was less active than previously and largely professional, 
there was some gain in this direction. The increased buying, how- 
ever, did little to attract further public participation, and there 
has been quite a slump in commission business. It is understood 
that the larger interests are favoring higher prices. There has 
been no change in the bank situation, except that money rates 
have worked lower, especially for time funds, with liberal offer- 
ings. The indications are that if there is any turn, it will be 
for an easier market. 

Dividends have been declared upon the following electrical 
securities: Regular semi-annual dividend of $4 per share on the 
capital stock of the Electric Light and Power Company, of Abing- 
ton and Rockland, payable January 1 to stock of record December 
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21. Massachusetts Electric Companies’ trustees have voted to 
resume the dividends on the $20,557,400 preferred stock by a 
declaration of a dividend of one per cent. The last regular semi- 
annual dividend on the preferred was paid January 1, 1905. Puget 
Sound Electric Railway; semi-annual dividend of $3 on the pre- 
ferred stock, payable January 1 to stock of record December 15. 
Consolidated Gas Company, of New York; quarterly dividend of 
one per cent, payable December 15. Chicago Telephone Com- 
pany; quarterly dividend of two per cent, payable December 31 
to holders of record December 23. Mackay Companies; quarterly 
dividends of one cent on the common and preferred stocks, pay- 
able January 2 to holders of record December 12. Michigan State 
Telephone Company; quarterly dividends of one per cent on the 
common, payable December 1, and one-and-one-half per cent on 
the preferred stock, payable February 1. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED NOVEMBER 28. 
Nec York: Closing. 
Allis-Chalmergs common .................4- 145% 
Allis-Chalmersg preferred ...............5. 4814 
Brooklyn Rapid Transit................... 55% 
Consolidated Gas... wee ee 162% 
General Electric ....... 0... ee eee eee 158% 
Interborough-Metropolitan common ........ 14% 
Interborough-Metropolitan preferred ....... 35% 


Kings County Electric......... Ercan a erotic eat 128 
Mackay Companies (Postal Telegraph and 


Cables) common ..............e eee eeaee 7153% 
Mackay Companies (Postal Telegraph and 
Cables) preferred ..........-.20cccccees 71 
Manhattan Elevated .................00.. 1461 
Metropolitan Street Railway.............. 30 
New York & New Jersey Telephone....... 121 
Western: Union ~ cw 0 Si dwecis ae a ea oa ack 71% 
Westinghouse Manufacturing Company.... 91% 


Application has been made to the New York Stock Exchange 
by the Interborough Rapid Transit Company to list $25,000,000 
three-year convertible six per cent notes. 

The Consolidated Gas Company announces that more than 
$13,000,000 of the $20,000,000 outstanding six per cent convertible 
honds have been turned in and exchanged for stock. 

Current earnings of the Western Union Telegraph Company 
are reported by official sources as steadily improving, and the 
figures for the quarter ending December 30 are expected to con- 
siderably exceed the last two quarters and the normal earnings 
of the same period prior to the year 1907. The increase in gross 
revenue has been seconded by economies in operation and main- 
tenance and has produced a large increase in net. 

The New York & New Jersey Telephone Company will offer 
to stockholders $5,047,000 new stock in the ratio of one share 
of new for each five of old. The right to subscribe expires Janu- 
ary 16, 1909, on which date a payment of fifty per cent must be 
made. The other fifty per cent is divided into two equal pay- 
ments on April 6 and July 16, 1909. Right to subscribe accrues 
to stock of record December 1. 


Boston: Closing. 
American Telephone and Telegraph....... 130% 
Edison Electric Illuminating............... 250 
Massachusetts Electric ................... 60 
New England Telephone.................. 124% 


Western Telephone and Telegraph pref.... 75 


Philadelphia: Closing 
Electric Company of America............. 10% 
Electric Storage Battery common.......... 43 
Electric Storage Battery preferred........ 43 
Philadelphia Electric ..................0.. 11% 
Philadelphia Rapid Transit................ 227% 
United Gas Improvement.................. 93% 


November earnings of the Philadelphia Rapid Transit Com- 
pany, while not as good as those of October, which showed 
$85,000 increase in gross over last October, are very satisfactory. 
and will show a large increase over November, 1907. No action 
has been taken in regard to a new director to succeed George 
H. Earle. 


Chicago: Closing. 
Chicago Telephone ................... 00 ee 129 
Commonwealth Edison ................... 104% 
Metropolitan Elevated preferred........... 42 
National Carbon common.................. 80 
National Carbon preferred................. 112 


It is announced that Chicago Telephone bonds to the amount 
of $1,000,000 will be offered to the public. 
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INDUSTRIAL ITEMS. 


THE CAMPBELL-STAGG COMPANY, New York, calls atten- 
tion by a useful blotter to its “Star” bushings for conduit, which 
are obtainable at all supply houses. 


THE WARNER ARC LAMP COMPANY is erecting a factory 
at Wilton, Iowa, which when completed will provide employment 


for more than one hundred men. The plant will have a capacity 
of 125 finished lamps per day. 


WICKES BROTHERS, Saginaw, Mich, machinery manu- 
facturers and dealers, have issued their monthly stock list, dated 
November 15, listing boilers, engines, dynamos, motors and ma- 


chinery in stock at their sales warehouses at Saginaw, Pittsburg, 
New York and Jersey City. 


THE AUTOMATIC ELECTRIC COMPANY, Chicago, manu- 
facturer of automatic telephone apparatus, directed the attention 
of visitors to the Independent Telephone Convention, held at the 
Auditorium Hotel, Chicago, this week, to its exhibit in Rooms 


614 and 616, where some of its latest automatic products were 
shown. 


L’ARGUS DE LA PRESSE, Paris, whose offices were de- 
stroyed by fire January 15, announces that it has been com- 
pletely reorganized and that its documents, collections and spe- 
cial services have been re-established and improved. The new 


address of the publication is Faubourg Montmartre, 37 Rue 
Bergere, Paris. 


THE METROPOLITAN ELECTRICAL SUPPLY COMPANY, 
184 Lake Street, Chicago, is making a specialty of the “Wizard” 
massage vibrator. The vibrator weighs one and one-fourth 
pounds, and operates on both alternating and direct current. 
It is supplied with an aluminum case, maple handle, green silk 


conductor cord, scalp, face and body applicators and a small 
leatherette-covered case. 


p 


THE DURANT ELECTRIC SUPPLIES COMPANY, 60 Fifth 
Avenue, Chicago, will send prices and samples of Ironite duplex 
drop wire upon application. Ironite is declared to be fiexible and 
as easily handled as soft-drawn copper. It will not sag or 


stretch, and linemen can pull all the slack out of the line with- 
out fear of breaking the conductor. 


THE HOLOPHANE COMPANY, New York city, in the No- 
vember issue of Holophane Illumination gives considerable at- 
tention to the subject of good lighting in factories. A couple 
of interesting illustrations are shown of the use of the Holo- 
phane-D’Olier metal reflectors, throwing the light just where the 
workman needs it, and eliminating errors due to bad lighting. 


THE GENERAL ELECTRIC COMPANY'S incandescent lamp 
works at Fort Wayne, Ind., will increase its output fifty per 
cent, which will mean 130,000 lamps a week. Superintendent 
H. K. Jones recently returned from a meeting of superintendents 
held at Harrison, N. J., with instructions to increase the output 
of the Fort Wayne plant. This will require some additional 
facilities as well as an increased force of men. 


THE GRANT FLAMING LAMP COMPANY, 239 Railway Ex- 
change Building, Chicago, district agent for the Grant flaming-are 
lamp manufactured by the German-American Electric Company, 
New York city, has issued a descriptive folder and price list of 
lamps and carbons. The Grant lamp is manufactured in two 
standard types burning ten and seventeen hours, respectively, and 


its design is believed to present several advantages in operation 
and efficiency. 


THE WESTERN ELECTRIC COMPANY, New York and 
Chicago, tells in booklet form what it is doing to increase the 
central-station load. In the past year of depression the com- 
pany has prosecuted a sales campaign for electrical apparatus 
and supplies more vigorously than ever before and has met with 
a gratifying response. A large and important factor of this sales 
campaign has been advertising in the technica] press, trade 
papers and popular magazines, advocating electric motor drive 
and electric. illumination. The company’s business has already 
been largely stimulated, and in consequence of the greater use 
of apparatus and supplies, the business of the central station 
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has been correspondingly increased. The pages of the booklet 


are taken up with some illustrations of Western Electric ad- 
vertisements that have appeared. 


THE WESTINGHOUSE ELECTRIC AND MANUFACTUR- 
ING COMPANY, Pittsburg, Pa., is distributing the initial number 
of Motor Talks, a monthly house organ whose December issue is 
seasonably concerned “chiefly about Christmas.” The company 
has prepared a suitable box, covered with holly paper and tied 
with red ribbon, to contain the electric motors for driving sewing 


machines and mechanical washing outfits, which it recommends 
as useful and appreciated gifts. 


THE NERNST LAMP COMPANY, Pittsburg, Pa., announces 
that an order has been received for three-glower lamps to 
replace the six-glower Nernst lamps in the corridors of the Frick 
Building, Pittsburg. Nernst lamps have been used in this 
building for the last five years, and the new lamps will give the 
same amount of light as the old at a saving of twenty-five per 
cent in the current consumption. They have the added advan- 
tage of simplified renewal at a material reduction in cost. 


THE CENTRAL ELECTRIC COMPANY, Chicago, is dis- 
tributing a fifteen-page circular describing “O. K.” fuse-block 
covers and meter-connection blocks. Thirty-six diagrams illus- 
trate the methods of connecting and testing house meters with- 
out interruption to the service. The booklet is entitled “Theft 
of Current,” and it is believed that the use of these connection 
blocks will effect a very considerable decrease in unaccounted-for 


current at central stations. A copy of this booklet will be sent 
upon request. 


THE INTERNATIONAL ACHESON GRAPHITE COMPANY, 
Niagara Falls, N. Y., responding to a very general demand for 
Acheson graphite, grade 1340, combined with grease, for lubricat- 
ing purposes, is now supplying several combination lubricants 
of unusual merit. The purity and smoothness of this product 
have won for it the highest appreciation as a lubricant. All who 
have used it are believed to realize that it is free from the 


impurities of natural graphites, finding this electric furnace 
product of great benefit in general lubrication. 


JAMES BIGGS & COMPANY, 109 Liberty Street, New York 
city, announce that the Blackburn-Smith feed-water filter and 
grease extractor has been chosen for the new colliers—Mars, 
Hector and Vulcan—now being built for the United States Navy 
by the Maryland Steel Company. The filters are to be placed in 
the feed lines, securing the double filtration characteristic of the 
Rlackburn-Smith apparatus. These filters are also used for 
protecting the boilers of stationary plants from floating particles 
of oil, grease, mud, etc., in the feed water. The manufacturers 


are distributing an interesting booklet on the subject of feed- 
water filtration. 


THE DIEHL MANUFACTURING COMPANY, Elizabethport, 
N. J., devotes bulletin No. 56 to direct-current motors for driving 
sewing machines. The motor is so arranged that pressure on 
the treadle operates a lever which closes the switch and starts 
the motor. Further pressure engages the friction wheels of the 
transmitter and the degree of pressure regulates the friction be 
tween the wheels so that by varying the pressure on the treadle 
any desired speed may be obtained from a single stitch to the 
full speed of the machine. When the treadle is released a spring 


attached to the lever disengages the friction wheels, opens the 
switch and applies the brake. ü 


THE GENERAL INCANDESCENT LAMP COMPANY, Cleve 
land, Ohio, has moved its general office from the factory at 1811 
East Forty-fifth Street to Suite 202-208 Electric Building, Cleve 
land. Larger quarters were necessary, the company announces. 
in order to handle the greatly increased volume of business 
which it has secured since the introduction of the G. I. tungsten 
lamp. The General Incandescent Lamp Company is one of the 
oldest of its kind in the United States. It manufactures a full 
line of carbon, Gem and high-efficiency lamps, including miniature 
and low-voltage, both tantalum and tungsten lamps, for al 
voltages and conditions. It also has a special department where 


any special type of lamp can be promptly manufactured, and 
solicits this class of business. 


December 5, 1908 


THE PETTINGELL-ANDREWS COMPANY, Boston, Mass., 
dealers in electrical merchandise, is anticipating the holiday 
season in malling copies of a handsome little descriptive book. 
let on Empire miniature lamps. These specialties are particu- 
larly useful for decorative purposes at Christmas time or for 
hotels, public buildings or house decoration at any season of 
the year. The lamps catalogued include almost every con- 
celvable shape and style of globe and are made in a variety 
of colors and frostings. Some popular shapes include those 
designated as twist-flame, festoon, torpedo, candle, limousine and 
dome, besides a number of special lamps for surgical, instru- 
ment and other uses. 

THE BOSTON INCANDESCENT LAMP COMPANY, Danvers, 
Mass., announces that in its page advertisement which appeared 
in the issue of the ELECTRICAL REVIEW AND WESTERN ELEC- 
TRICIAN for November 21, an error was made in stating that the 
lamps mentioned were made in candlepowers from four to fifteen. 
The company is anxious to have this error corrected, because the 
majority of the lamps sold are of sixteen candlepower, and at the 
reduced price at which the lamps are marketed the assumption 
might be made that only four to fifteen candlepower lamps were 
advertised, not including sixteen-candlepower lamps. The copy 
furnished by the Boston Incandescent Lamp Company read “four 
to sixteen candlepower,” and the advertisement as it appeared 
was incorrect because of a typographical error. 


THE CROCKER-WHEELER COMPANY, Ampere, N. J., is 
equipping the large textile mill of the Windham Manufacturing 
Company with electric drive. A complete electric power plant, 
including motors, transformers and switchboards, has just been 
shipped to the mills at Willimantic, Conn. The equipment con- 
sists of nine 550-volt squirrel-cage induction motors aggregating 
about 500 horsepower, which will be used to drive the machinery 
in the mill. The generating equipment consists of two 500- 
kilovoit-ampere generators. Sixty-cycle, three-phase current will 
be generated at 600 volts and transformed to 110 volts for light- 
ing. The motors are all arranged for ceiling suspension. The 
transformers for the lighting system and the switchboard were 
also furnished by the Crocker-Wheeler Company. 


THE BUREAU OF ILLUMINATING ENGINEERING, 437 
Fifth Avenue, New York city, announces that it is prepared to 
carry out the work usually alloted to the illuminating engineer- 
ing of commercial departments of central stations where the 
amount or character of the work will not permit the company’s 
own engineers to undertake it, and the Bureau will also act as 
consulting engineer for companies maintaining these departments 
where advanced information is desirable. Unique contracts are 
being made in these connections, permitting a central-station 
company to submit a stipulated number of lighting problems 
over a stated period of time. In addition to engineering duties, 
the Bureau designs globes and reflectors, lighting fixtures, and 
outline, display and decorative lighting effects. Photometric and 
illuminometer tests are also made, and the Bureau oversees ac- 
ceptance and performance tests on all characters of artificial 
illuminants and accessories. Major E. L. Zalinski, U. S. A. (re- 
tired), is president of the Bureau, and Albert J. Marshall, chief 
engineer. 
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PUBLICATIONS. 


THE ELECTRICAL INDUSTRY OF PERU—Vol. II of the 
descriptive treatise on the electrical industry of Peru, by Emile 
Guarini, has been published. This covers the possibilities of elec- 
trical development in that country and the electrical service 
established at Lima and its environs. The price of the publica- 
tion, which is in Spanish, is three sols, and it may be had from 
the Electrical Section de la Escuela Nacional de Artes y Oficios, 
Lima, Peru. 


UNITED STATES PATENT OFFICE GAZETTE—Conm- 
mencing with Volume 138, January, 1909, the Official Gazette 
of the United States Patent Office will be published in monthly 
instead of bi-monthly volumes, The yearly subscription price, 
$5, will remain unchanged, but the price of single volumes, un- 
bound, will be fifty cents. Indexes, digests, and title pages for 
each volume will be furnished regular subscribers and purchasers 
of unbound volumes, The price of bound volumes will be $2.50. 


WIRE INSPECTION BUREAU HANDBOOK—The Wire In- . 


spection Bureau Handbook for November, 1908, issued by the 
Wire Inspection Bureau, 29 West Thirty-ninth Street, New York 
city, describes manufacturers’ tests for rubber-covered wire and 
flexible cord. A list of the companies employing the Wire In- 
spection Bureau to make, supervise and verify tests on wire and 
flexible’ cord is given, with a sample of the Bureau’s stamp, the 
presence of which indicates that the wire has successfully with- 
stood the test prescribed. 


NEW MANUFACTURING COMPANIES. 


MINNEAPOLIS, MINN.—The Minneapolis Electric Motor 
Company has been incorporated with a capital stock of $50,000, 
to manufacture and deal in electrical supplies, machinery and 
fixtures. Walter H. Vilett, John W. Helm and John M. Zeessman 
are the incorporators. 


ALBANY, N. Y.—A certificate of incorporation of the Bell 
Arc Light Company of Brooklyn has been filed with the secre- 
tary of state. The capital is $100,000, and the directors are 
Charles A. Campbell and Henry W. Van Alen of Brooklyn, and 
Monroe May of New York city. 


NEW YORK, N. Y.—The Tesla Electrotherapeutic Company, 
of New York, has been incorporated to manufacture and deal in 
electro-hygienic and electrotherapeutic apparatus. Its capital is 
$400,000 and the incorporators are: Archibald M. Langford, Mor- 


ton G. Bogue and Ward W. Pickard, all of New York. 


DATES AHEAD. 


American Roentgen Ray Society. Annual meeting, New York 
city, December 28-30. 
Chicago Electrical Show. Coliseum, Chicago, Ill., January 


16-30, 1909. 

American Association for the Advancement of Science. An- 
nual meeting, Baltimore, Md., January, 1909. 

Northwestern Electrical Association. Annual meeting, Mil- 


waukee, Wis., January, 1909. 


RECORD OF ELECTRICAL PATENTS. 


Issued (United States Patent Office) November 24, 1908. 


904,522, CABLE CONNECTOR. John D. Firmin, Norwood, Ohio, 
assignor to Allis-Chalmers Company and the Bullock Electric 
Manufacturing Company. Filed August 20, 1906. A coupler 
has two threaded counterpart terminal members with threaded 
interfitting projections and clamping sleeve screwed over the 
extensions. 

904,524. ELECERIC-LIGHTING DEVICE. Joshua T. Fisk, Roch- 
ester, N. Y., assignor to Metal Specialties Manufacturing 
Company, Chicago, Ill. Filed October 28, 1907. An electrical 
cigar lighter is provided with a receptacle and a convolute re- 
sistance wire mounted in the same. 


904,525 and 904,526. OVERHEAD ELECTRIC RAILWAY. Fran- 


cis M. Frederick, St. Louis, Mo., assignor to Francis T. Moor- 
mann, Charles H. Poth, Thomas B. Poth and Frank J. Voll- 
mer, St. Louis, Mo. Filed November 4, 1907. Comprises an 
elevated track rail, a motor-driven truck operating thereon, 
a car suspended from the truck and compressed-air means 
carried by the car for raising or lowering it. 


904,529. ELECTRIC FURNACE MUFFLE. John F. Hammond, 
Prince Bay, N. Y., and Ralph B. Savin, Philadelphia, Pa., as- 
signors to the S. S. White Dental Manufacturing Company, 
Phi'adelphia, Pa. Filed February 27, 1908. Corsists of a 
hollow electrically wired inner member, a hollow outer mem- 
ber and a plug fitting in the rear end of the latter. 
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904,532. ARC-LAMP ELECTRODE. Henry S. Hatfield and Frank 
M. Lewis, Brighton, England. Filed July 31, 1908. Composed 


of some eight parts of calcium fluoride, five parts of carbo- 
rundum, and carbon. 


904,540. PROCESS OF ELECTRIC WELDING. Laurence S. 
Lachman, New York, N. Y., assignor to Standard Pulley 
Manufacturing Company. Filed March 24, 1905. A process 
for uniting metal sheets by a number of autogenous spot 
welds at projections integral with the sheets. 


904,541. DEVICE TO PREVENT TROLLEY WHEELS FROM 
JUMPING. William O. Lane, Cleveland, Ohio. Filed March 
12, 1908. A pair of spaced guide arms is arranged to be 
connected to the pole and held in advance thereof. 


904,550. AUTOMATIC FIRE-ALARM, BURGLAR-ALARM AND 
TELEPHONE SYSTEM. George F. Milliken, Boston, and 
Frederick W. Cole, Newton, Mass., assignors to Gamewell 
Fire-Alarm Telegraph Company, New York, N. Y. Filed 
October 16, 1905. A normally closed circuit connects the 
central station with subscribers’ stations provided with 
telephone equipment and alarm-transmitting devices. 


904,583. TELEPHONE SYSTEM. Harry G. Webster, Chicago, 
Ill., assignor to Kellogg Switchboard and Supply Company, 
Chicago, Ill. Filed February 28, 1903. Relates to a super- 
visory relay associated with the cord circuit. 


904,592. ELECTRICAL CONDUCTOR SUPPORT. John S. Allen, 
Los Angeles, Cal. Filed March 22, 1906. A double petticoat 


insulator is suspended from a cross-arm and carries the con- 
ductor beneath it. 


904,603. CONNECTOR. Clarence T. Crocker, Norwood, Ohio, 
assignor to Allis-Chalmers Company and the Bullock Electric 
Manufacturing Company. Filed August 31, 1906. A coupler 
for cables comprises terminal members having interfitting 
extensions and a pair of sleeves for clamping them together. 


904,609. ELECTRIC INCANDESCENT LAMP. Frederic W. 
Erickson, New York, N. Y. Filed January 28, 1908. A light 
diffuser consists of a lamp having a plain globe, a casing 
about the same made of two interlocking parts, one a re- 
flector and the other of colored glass. — 


904,616. STARTING MECHANISM FOR INTERNAL-COMBUS- 
TION ENGINES. Henry C. L. Holden, Blackheath, and 
George K. B. Elphinstone, Lewisham, England. Filed October 
28, 1907. Means for insuring that the mechanism used for 
giving a few turns to the crankshaft can only be brought 
into action when the sparking circuit is broken. 


904,624 and 904,625. DEVICE FOR REVERSING THE DIREC- 
TION OF ROTATION OF INTERNAL-COMBUSTION EN- 
GINES. Leon Le Pontois, New Rochelle, N. Y. Filed August 
2, 1907. An electrical ignition governor has an ignition cir- 


cuit, one of whose electrodes is operated by an air-pump 
piston. 


904,632. VIBRATORY APPARATUS FOR EAR TREATMENT. 
Eugene Meyer, New York, N. Y. Filed February 2, 1908. A 
vibratory hammer lever is provided with an armature actu- 
ated by an electromagnet. 

904,640. ARC LAMP FOR STEREOPTICONS, ETC. Herbert F. 
Patton, Cleveland, Ohio. Filed May 13, 1907. Comprises 
means adapted to support two carbons at right angles. 

904,645. BATTERY GRID. Franklin W. Post and Archie M. 
Morley, Los Angeles, Cal. Filed August 21, 1906. A storage- 
battery grid has opposite sets of spaced ribs disposed in 
parallel planes. 

904,661. CIRCUIT-CLOSING RELAY. Jean F. Webb, Jr., Den- 
ver, Colo., assignor to the Electric Signagraph and Sema- 
phore Company, New York, N. Y. Filed May 12, 1908. Two 
supporting frames for the magnets and armature respectively 
are arranged to be connected to a local circuit. 

904,663. MANUFACTURE OF RAIL BONDS. Walter H. Wil- 
iams, Mansfield, Ohio. Filed November 14. 1906. A stranded 
terminal member is made by separating the strands to form 


an aperture, then inserting one end into this and compressing 
the whole into a solid mass. 


404.677. ELECTRIC-CURRENT BATHING TUB. Friedrich 
Braun, Dresden, Germany. Filed December 4, 1907. This 
tub has electrodes at its ends and an insulating partition 
across the tub and adapted to support the knees of the 
bather with the feet in one compartment and the body in 
another. 

904.684. METHOD OF ELIMINATING 
LATED CELLULOSE. Emile Crumiére, Paris, France. Filed 
February 19, 1908. Consists in passing a current through a 
solvent in which the cellulose is immersed so as to dissolve 
the copper and deposit it on a cathode. 

904.693. SYNCHRONOUS SPEED INDICATOR. Arthur E. Grif- 
fin, Winthrop, Mass., assignor to Sears B. Condit, Jr., Bos- 
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ton, Mass. Filed March 13, 1905. An induction motor has 
a make-and-break device mounted thereon and operated by 
its rotor, and an indicator energized by alternating current 
and by induced current from the make-and-break device. 


904,728. ELECTRIC-LAMP RECEPTACLE FOR ELECTRIC 
SIGNS. Frederick W. Ruby, Jackson, Mich. Filed March 
20, 1908. The front edge of the socket is supported fiush 


-with the sign surface by two sleeves threaded over the 
socket. 


904,741. ELECTRICALLY OPERATED SEMAPHORE MECHAN.- 
ISM. _ Jean F. Webb, Jr., Denver, Colo., assignor to the 
Electric Signagraph and Semaphore Company, New York, 


N. Y. Filed May 12, 1908. A motor drives a gear carried 
by the semaphore shaft. 


904,743. ELECTRICAL PRINTING APPARATUS. Milton T. 
Weston, Orange, N. J. Filed September 25, 1901. Contains 
a number of electromagnetically controlled trip devices. 


904,765. SYSTEM OF CONTROL FOR ELECTRIC MOTORS. 
Arthur C. Eastwood, Cleveland, Ohio. Filed May 9, 1908. 
There is a manually controlled resistance in series with the 
main motor circuit and a second resistance automatically 


a out when the current in the motor is below a certain 
value. 


904,768. TELEGRAPH SYSTEM. Stephen D. Field, Stockbridge, 
Mass. Filed December 1, 1906. An electromotive force coun- 
ter to that of the line current is impressed on the line at the 
instant when the circuit is open to form the signals. 


904,771. ELECTRIC WELDING MACHINE. Weston M. Fulton, 
Knoxville, Tenn., assignor to the Fulton Company, Knoxville, 
Tenn. Filed February 7, 1906. Consists of a number of 


ar pressed rotatable electrodes for welding lapped 
sedms. 


904,776. SYSTEM OF ELECTRIC DISTRIBUTION. Caryl D. 
Haskins, Schenectady, N. Y., assignor to General Electric 
Company. Filed September 26, 1904. The rotor of a motor 


meter controls an electromagnet for periodically opening and 
closing the line switch. 


904,780. SYSTEM OF CONTROL. George H. Hill, Schenectady, 
N. Y., assignor to General Electric Company. Filed March 
23, 1907. Comprises a controller for alternating-current opera- 
tion, a controller for direct-current operation and a master 
controller for governing both the controllers. 


904,782. ROTARY CONVERTER FOR ELECTRIC WELDING. 
Arthur M. Hoffman, Johnstown, Pa. Filed December 23, 1907. 
A device for converting direct into alternating current con- 
sists of a commutating and resistance-controlling rotor. 


904,783. INDICATING AND RECORDING INSTRUMENT. Will- 
iam F. Howe, Schenectady, N. Y., assignor to General Elec- 
tric Company. Filed September 17, 1907. A motor meter 
has current and potential coils, a disk armature for the coils, 
a damping magnet and a pivoted sheet-metal indicating 
armature mounted in the field of the coils and of the magnet. 


904,786. CIRCUIT CLOSER FOR FIRE-ALARM CIRCUITS. 
Wiliam W. Katterjohn, Henderson, Ky. Filed May 20, 1908. 
A spring connected to the circuit closer and adapted to close 
the same upon retraction is held in extended position by two 
series of oppositely placed eyes and cords. 


904,788 and 904,789. AUTOMATIC CARRIER SYSTEM. Sam H. 
Libby, East Orange, N. J., assignor to Sprague Electric Com- 
pany. Filed March 12, 1906. An electrically operated travel- 


ing carrier system is automatically controlled from the load- 
ing stations to the unloading stations. 


904.794. GENERATION, CONTROL AND TRANSMISSION OF 
ELECTRIC ENERGY, PARTICULARLY FOR USE ON AU- 
TOMOBILES AND LIKE VEHICLES. Albert H. Midgley, 
London, England. Filed February 26, 1908. The engine 


drives a dynamo having two armatures, one of which supplies 
current to the propelling motor. 


904,801. CURRENT-COLLECTING APPARATUS FOR DYNAMO- 
ELECTRIC MACHINES, Jakob E. Noeggerath, Schenectady. 
N. Y., assignor to General Electric Company. Filed October 
10, 1906. A laminated brush is pressed against the collector 
by a U-shaped spring on the brush holder. 


904,808. INSULATING MATERIAL. George H. Rupley, Schenec: 
tady, N. Y., assignor to General Electric Company. Filed 
August 7, 1907. 


Is made from a fabric impregnated with a 


soft, pliable, non-adhesive material and coated with linseed-oll 
varnish. 


904,810. DISTANCE CONTROL APPARATUS FOR TRANSLAT- 
ING DEVICES. Ernest Schattner, London, Engtand, assignor 
to General Electrice Company. Filed August 6, 1906. A 
multiple-rate meter connected to a supply circuit has means 
responsive to currents of different frequency and arranged 
to set the meter to register at corresponding rates. 
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904,821. SHADE HOLDER FOR INCANDESCENT ELECTRIC 
LAMPS. John Weber, Schenectady, N. Y., assignor to August 
Weber, Sr., Schenectady, N. Y. Filed July 21, 1905. Is 
provided with telescopically engaging members adapted to 
interlock automatically with a snap action. 


904,826. LAMP REDUCER. Charles Wirt, Philadelphia, Pa., as- 
signor to Charles Wirt and Company, Newark, N. J. Filed 
March 18, 1907. A turn-down Jamp socket has a rotary 
rheostat ring surrounding it. 


904,831. PROCESS OF MAKING HOMOGENEOUS BODIES 
FROM TANTALUM METAL OR OTHER REFRACTORY 
METALS. Werner von Bolton, Charlottenburg, Germany, 
assignor to Siemens & Halske Aktiengesellschaft, Berlin, 
Germany. Filed January 5, 1904. Consists in uniting the 


powdered metal into a coherent mass, then heating this to 


the melting point by means of an electric current. 


904,832. ELECTRICAL FUSE PLUG. Harold E. Bradley, Green- 
wood, R. I., assignor to Marion C. Happoldt, Providence, R. I. 
Filed January 3, 1908. A cap engages and can be locked 
to the casing that receives the fuse. 


904,834. ELECTRIC RAILWAY SIGNALING SYSTEM. Yorke 
Burgess, Washington, D. C. Filed December 7, 1907. Line 
conductors are formed in sections, each having portions in 
different planes. 


904,850. TELEPHONE SYSTEM. Francis W. Dunbar, Chicago, 
Ill., assignor to Kellogg Switchboard and Supply Company, 
Chicago, Ill. Filed May 9, 1904. Describes a polarized line- 
signaling device connected to the line at the central office. 


904,851. CONTROLLER FOR ELECTRIC DRILLS. William O. 
Duntley, Chicago, Ill., and Henry J. Kimman, Cleveland, Ohio, 
assignors to Chicago Pneumatic Tool Company, Chicago, III. 
Filed January 22, 1906. The drill is provided with grasping 
handles, a main switch arranged adjacent one of them, a 
reversing switch and a sleeve concentric with the handle 
for operating the latter switch. 


904,851.—CONTROLLER FOR 
ELECTRIC DRILL. 


904,871. ELECTROMAGNET. George W. Henry, New York, N. 
Y., assignor to Henderson P. Childress and John L. Lequin, 
New York, N. Y. Filed July 31, 1907. A magnet has an 
armature and a lever with a rocking fulcrum bearing and 
pivotal connection with the armature. 


904,877. TROLLEY FOR CARS. John Kaufman, Hazleton, Pa., 
` assignor to H. H. Shellenberger, Easton, Pa. Filed June 6, 
1908. Mounted on a trolley pole is a two-part head hinged 
together on a vertical axis and a contact wheel journaled 
on the outer end of each part. 


904,881 and 904,882. PROCESS OF ELECTRIC WELDING. Lau- 
rence S. Lachman, New York, N. Y. Filed May 8, 1907. 
Renewed April 23 and 27, 1908. The process of uniting two 
bodies of metals by a spot weld consists in providing at least 
one of the bodies with a perforation, placing them together 
and passing a current through them in the region surround- 
ing the perforation. 

904,887. VOLTAGE REGULATOR FOR DYNAMO-ELECTRIC 
MACHINES. George S. Neeley, St. Louis, Mo. Filed No- 
vember 30, 1906. An alternator has an exciter and means 
for regulating the field resistance of the latter. 

904,889. ALARM DEVICE FOR FIRE-ALARM BOXES. Joshua B. 
Nicholson and Artemus R. Warfield, Washington, D. C. Filed 
June 30, 1908. An electric bell adjacent the box is rung 
when the alarm circuit is closed. 
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904,890. BRAKE MECHANISM. Frederick H. Osborn, Garrison, 
N. Y. Filed February 4, 1908. An electrically controlled 
brake for a phonograph. 


904,892. STREAM-POWER ELECTRIC FLOAT. William J. Pat- 
tosien, San Rafael, Cal. Filed December 17, 1907. A dynamo, 
having both field magnets and armature rotatable, is operated 
by two undershot waterwheels, one for the field magnets 
and the other for the armature. 


904,894. DAMPER REGULATOR. William Roberts and Dellford 
H. Holloway, Waterford, N. Y., assignors to Charles W. Sco- 
ville, Cohoes, N. Y. Filed September 11, 1907. An electric- 
ally controlled damper-operating device. 


904,897. ROTARY SWITCH. Frank J. Russell, New York, N. Y. 
Filed May 13, 1907. An electric switch is provided with a 
base having stationary contacts and rotatable switch plug 
stamped into rectangular form. 


904,887.— VOLTAGE REGULATOR. 


904,898. FLOOR-POCKET RECEPTACLE AND PLUG. Frank J. 
Russell, New York, N. Y. Filed June 7, 1907. A floor box 
has an inclined shield board which divides the box into 
separate compartments, a receptacle member in one compart- 
ment and a plug member arranged for insertion through the 
other compartment. 

904,902. LINE INTERRUPTER FOR ELECTRIC RAILWAYS. 
Albert Thode, Hamburg, Germany. Filed July 8, 1908. An 
insulator has plates attached laterally to it that are adapted 
to raise a sliding bow from the latter when it passes under 
the line interrupter. 

904,908. TELEPHONE ANNUNCIATOR AND JACK. Henry 
Tideman, Menominee, Mich. Filed July 6, 1907. A switch. 
board drop and jack. 


904,898. —FLOOR RECEPTACLE. 


904,906. DRUM CONTROLLER. Henry J. Wiegand, Milwaukee, 
Wis., assignor to the Cutler-Hammer Manufacturing Company, 
Milwaukee, Wis. Filed March 14, 1907. Combined with a 
number of reversing switches and resistance switches is a 
single drum provided with cams for actuating the switches. 


904,917. CONDITION-CONTROLLING DEVICE. James I. Ayer, 
Cambridge, Mass., assignor to Simplex Electric Heating Com- 
pany, Boston, Mass. Filed October 29, 1906. A pair of 
contacts is pivotally mounted in a support and a circuit- 
closing element is movable so as to engage either contact. 


904,918. SIGNALING SYSTEM. Garrison Babcock, Rochester, 
N. Y., assignor to Merton E. Lewis, Rochester, N. Y. Filed 
May 31, 1906. An alarm system is equipped with substations 
consisting of a box, a break-wheel mechanism and telephone 
apparatus within the box. 

904,925. SYSTEM OF ELECTRICAL DISTRIBUTION. William 
L. Bliss, New York, N. Y. Filed August 4, 1904. An axle 
car-lighting system. 
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sat ATTACHMENT FOR SAFETY FUSES. William J. 
eat Rutherford, N. J., assignor of one-half to Harry A. 
: uecke, New York, N. Y. Filed October 4, 1907. A safety- 
jeans clip is provided with two pivotally connected curved 
904,936. TELEGRAPH REPEATER. Lewis B. Cecil, Santa Bar- 


bara, Cal. Filed February 25, 1908. Consists of a main-line 
and a branch-line relay. l 


904,945. WIRE BRACKET OR HOLDER AND INSULATOR. 
Isaac L. Edwards, Aurora, Ill. Filed March 5, 1908. A box 
made of separable sections united by a joint has an insulator 
within it formed of separable sections. 


904,952. COMBINATION TROLLEY AND TELEGRAPH POLE. 
James Hackett, Bellaire, Ohio. Filed August 14, 1908. The 
pole comprises stepped sections, a head carried by the upper 
one and having extensions for insulators and cable supports. 


904,969. LIGHTNING ROD. George R. Kress, Pittsburg, Pa. 
Filed February 6, 1908. There is in combination a top sec- 


tion, a continuous line rod and a separate Y-shaped joint, 
connected to the section and rod. 


904,971. AUTOMATIC RAILWAY ALARM. Niels Lang, Van- 
couver, British Columbia, Canada. Filed April 21, 1908. An 
electric circuit extends throughout the section of track to be 
protected, one end being connected to the rails and the other 
to a series of contact plates at intervals along the track. 


904,979. HOLDING DEVICE FOR NEWSPAPERS. John K. 
Morris, Newhall, Cal. Filed May 8, 1908. A pair of jaws 
works with a rod having a wedge-shaped head on the op- 
posite end and electrical means for ringing a bell when 
the rod is forced backward by a paper. 


905,089.—CEILING FAN. 


904,985. EMERGENCY VALVE. 
Filed July 1, 1908. 
erates the valve. 


904,991. PROCESS OF SMELTING METALLIC COMPOUNDS 
AND PRODUCING CARBIDES. Edgar F. Price, Niagara Falls, 
N. Y., assignor to Union Carbide Company, Niagara Falls, 
N. Y. Filed July 14, 1904. A process of making calcium 
carbide consists in preheating a calcium compound and carbon 
and then electrically heating the mixture. 


904.999. BRAKE-SHETTING MECHANISM. William A. Rideout, 
Sr., Oshkosh, Wis. Filed February 24, 1908. An electric 
circuit includes a magnet to release the valve lever. 


905,014. FLEXIBLE SUSPENSION FOR CONDUCTORS. Louis 
Steinberger, New York, N. Y. Filed September 23, 1907. A 
cross-arm carries a collar and an insulating sleeve supporting 
a number of suspension-type insulators. 


905,045. ELECTRIC HEATING DEVICE. James I. Ayer, Cam 
bridge, and Horace B. Gale, Natick, Mass., assignors to 
Simplex Electric Heating Company, Cambridge, Mass. Filed 
June 13, 1908. The heating element consists of a heat- 
absorbing body provided with a series of grooves and a 
ribbon-like current conductor secured in them. 


905,048. APPARATUS FOR THE EXTRACTION OF GOLD 
FROM CRUSHED ORES. Thomas E. Beaumont, London, 
England. Filed March 29, 1906. An amalgamator forming 
part of an electric circuit is placed in the base of a vessel 
in whose upper part is a series of annular electrode plates. 

906,066. OUTLET BOX FOR ELECTRIC WIRES. John Foun- 
tain, Jr., Elizabeth, N. J., assignor to Sears B. Condit, Jr., 
Boston, Mass. Filed August 3, 1908. An outlet box has a 


Oliver Penn, Pittsburg, Pa. 
A pair of electromagnetic devices op- 
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transverse apertured connector mounted in its wall so as to 
turn freely in all directions. 


905,089. CEILING FAN. Fred P. McBerty, Warren, Ohio, as- 
signor to the Peerless Electric Company, Warren, Ohio. Filed 
November 20, 1907. Relates to the mounting of an electric 
motor-driven fan. 


905,114. BLECTRIC TRACTION ELEVATOR. De Witt C. Sup- 
lee, Philadelphia, Pa., assignor to Suplee Elevator Company. 
Filed January 3, 1908. The arrangement of a motor-driven 
cable gear is described. 


905,115. ELECTRICAL INTERRUPTER. Henry M. Sutton, Wal- 
ter L. Steele and Edwin G. Steele, Dallas, Tex. Original ap 
plication filed September 24, 1904. Divided and this applica- 
tion filed December 2, 1907. Comprises a number of rotatable 
slotted disks, terminals at the opposite sides thereof and 
means intermediate each terminal and disk for varying the 
charging period of the disk. 


905,119. INCANDESCENT ILLUMINANT, Orlando M. Thowless, 
Newark, N. J., assignor to Herbert L. Thowless, Newark, 
N. J. Original application filed March 8, 1899. Divided and 
this application filed July 25, 1899. A glower for electric 
lamps, which is a non-conductor at normal temperatures, but 
which becomes conductive and incandescent under the action 
of the current when heated, consists of a mixture of zir- 
conium, thorium and aluminum oxides. 


905,126. PRINTING-TELEGRAPH RECEIVER. John Burry. 
Ridgefield Park, N. J.; Marie Burry executrix of said John 
Burry, deceased. Filed March 30, 1906. In combination with 
a lever and a type plate carried thereby, are a number of 
fulcrums for the lever and electrical means for oscillating 
the lever on any of the fulcrums. 


PATENTS THAT HAVE EXPIRED. 
Following is a list of electrical patents (issued by the United 
States Patent Office) that expired December 1, 1908: 


464,001. TELEGRAPH REPEATER. R. L. Atkinson, Delaware 
Township, N. J. 


464,005. TREATING FILAMENTS FOR INCANDESCENT ELEC- 
TRIC LAMPS. J. Bradley, Massillon, Ohio. 


464,025. POTENTIAL INDICATOR. C. E. Kammeyer, Eau Claire. 
Wis. 


464,027. FIELD MAGNET FOR DYNAMOS OR MOTORS. C. B. 
Kammeyer, Eau Claire, Wis. 


464,055. ELECTRIC HEATER. P. Wright, Denver, Colo. 
464,068. ELECTRIC MOTOR. M. H. Collon, Denver, Colo. 


464,090. ELECTRIC APPARATUS FOR USE ON RAILWAY 
TRAINS. R. A. Wilder, Cressona, Pa. 


464,125. METHOD OF TESTING INSULATED WIRES. R. Var 
ley, Jr., Englewood, N. J. 


464,132. ELECTRIC ARC LAMP. Wm. A. Nicholson, New York. 
N. Y. 


464,133. RELAY. R. Varley, Jr., Englewood, N. J. 


464,134. ELECTRIC CIRCUIT CLOSER. R. Varley, Jr., Engle- 
wood, N. J. : 


464,136. ELECTRIC REGULATOR. C. W. Holtzer and G. E. 
Cabot, Brookline, Mass. 


464,152. ELECTRIC TRANSMITTING TELEPHONE. R. Bicke- 
meyer, Yonkers, N. Y. 


464,156. ELECTRICAL GENERATOR. V. Hirbec, Paris, France. 
464,198. ELECTROMAGNET. O. E. Lundstedt, Brooklyn, N. Y. 


464,216. ARMATURE FOR DYNAMOS AND ELECTRIC MO- 
TORS. St. John V. Day, St. Louis, Mo. 


464,231. ELECTRIC MOTOR. J. R. Robinson, Salem, Mass. - 
464,244. ELECTRIC FIRE ENGINE. M. W. Dewey, Syracuse, 
N. Y. 


464,245. 
N. Y 


464,246. ELECTRICALLY PROPELLED VEHICLE. 
Dewey, Syracuse, N. Y. 


464.247. ELECTRIC HEATING APPARATUS. 
Syracuse, N. Y. 


464.248. ELECTRICALLY PROPELLED VEHICLE. 
Dewey, Syracuse, N. Y. 


464,299. ELECTRIC MOTOR. H. A. Florian, Detroit, Mich. 


464,347. MAGNETO-ELECTRIC IGNITER FOR COMBUSTIBLE- 
VAPOR ENGINES. L. G. Woolley, Grand Rapids, Mich. 


464,470. ELECTRIC ELEVATOR. W. Baxter, Jr., Baltimore, Md. 


464,475. JOINT FOR ELECTRIC CONDUCTORS. H. W. Fisher, 
Pittsburg, Pa. 


ELECTRIC HOSE CARRIAGE. M. W. Dewey, Syracuse, 
M. W. 
M. W. Dewey, 


M. W. 
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LOAD-FACTORS AND DIVERSITY-FACTORS. 


Although several definitions have been put forward to 
explain the meaning of “load-factor” and “diversity-factor,” 
the definitions introduced by Mr. Robert Hammond and also 
by Mr. Arthur Wright have been generally accepted. 

Load-factor is the ratio of the average load, represented 
by actual sales to consumers, to the maximum load supplied 
to the feeders at the station, expressed as a percentage; that is 
to say, it is the number of units sold during the year times 100, 
divided by 365 times twenty-four times the maximum load. 

It is thus evident that even if all the consumers had a 
steady twenty-four-hour load, the load-factor as thus defined 
could not be 100 per cent, for the average load represented by 
the number of units sold, divided by the proper denominator, 
includes the losses in distribution. This may be a considerable 
percentage, especially in the case of alternating-current trans- 
former systems. Ambiguity sometimes occurs, because some 
engineers take the maximum load as the total maximum load on 
the bus-bars, including the power used on the works. Others 
take only the maximum load supplied to the feeders, which is 
conceded to be the more correct way. If the power used at the 
works is included, the load-factor will often come out at a much 
lower figure. 

The diversity-factor is the ratio of the sum of the con- 
sumers’ demands to the maximum demand on the feeders at the 
station bus-bars. It is thus always greater than unity, although 
there can be a hypothetical case in which the consumers’ 11ax- 
imum demands might occur simultaneously, in which case the 
demand on the feeders would be greater, as it would include the 
distribution losses; so that, in this instance, the diversity-factor, 
in accordance with the accepted definition, would actually be 
somewhat below unity. | 

In calculating diversity-factor, the station auxiliaries and 
lighting may be regarded as a consumer if desired, in which 
case the ratio would be taken as the sum of the consumers’ 
maximum demands and the maximum demand by the station 
auxiliaries and lighting to the maximum power delivered from 
the bus-bars, including the power used on the works. 

This analysis of load-factors and diversity-factors formed 
the subject of Mr. W. W. Lackie’s address as chairman before 
the Glasgow local section of the Institution of Electrical Engi- 
neers, of Great Britain, last month. Mr. Lackie is engineer-in- 
chief of the Glasgow Electricity Department. Aside from his 
very interesting analysis of the definitions and usages of these 
two terms, Mr. Lackie made a suggestion which provides a very 


generous portion of food for thought. In Glasgow, as in other 
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large industrial centres, the power-station engineer finds the 
power load creeping up to, and often overtaking, the lighting 
load, as electricity becomes more generally used. The power 
load also is fairly steady, and the variation in total output fol- 
lows almost directly the growth of the system. On the other 
hand, the lighting load varies considerably with the season, and 
also varies from day to day, according to the amount of sunlight 
which the vagaries of the weather make available. In Glasgow 
the lighting customers are charged at a flat rate for a maximum 
demand, and power customers are charged on a similar system, 
but at a lower rate. If a set of customers do not use their 
maximum demand, they do not pay all their standing charges, 
and are therefore a loss to the undertaking, notwithstanding 
the fact that throughout they have to pay a higher rate under 
a maximum-demand system. A consumer paying the maximum 
charge per unit may be an unprofitable consumer, while an 
industrial consumer paying a lower price per unit throughout 
for a long-hour power supply will make a solid contribution to 
the profits of the supply undertaking. 

Mr. Lackie states that at present many companies and 
supply authorities in supplying energy for power purposes allow 
their consumers to use'five or ten per cent, and in some cases 
twenty per cent, of their consumption for lighting, the whole 
being charged at power rates. If this is right, he considers we 
may look forward to a time when the total demand for lighting 
will be, say, only ten per cent of the total output, the other 
ninety per cent being used for power and heating purposes; and 
electrical energy used for lighting purposes will then be thrown 
in at a price corresponding to our charge for power today. The 
effect of the metallic-filament lamp helps on this idea by reduc- 
ing the present demand and corresponding consumption of en- 
ergy for lighting purposes; whereas we feel certain that no such 
vital change in the efficiency of motors can take place so as to 
reduce, in a similar manner, the demand made by our power 
consumers. 


ELECTROBUS COSTS. 


What appears to be a reasonably authentic summarization 
of operating costs and earnings of electrobuses has been made 
public by one of the companics operating a system of public 
electric carriers in London, England. When the London system 
was inaugurated about eighteen months ago, we raised a ques- 
tion as to whether profitable operation would be possible at the 
rate of fare charged, taking into consideration the heavy de- 
preciation on all parts of the system and the high cost of cur- 
rent for electrical charging of the storage batteries. 

From the reports of the auditors of the company operating 
the electrobuses, it appears that, contrary to gencral expecta- 
tions, the service has become very popular, and that as the num- 
ber of carriages has been increased, the revenue per carriage-mile 
has also increased. While for the first three months the earn- 
ings were considerably less than the cost of operation plus the 
overhead and establishment expenses, the revenue for the fifteen 
months ending last October was sufficient to pay operating costs, 
ulterior expenses, and leave a emall profit. 
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TRANSPORTATION DEVELOPMENTS IN BOSTON. 
The opening of the new Washington Street tunnel in Bos- 
ton on: Monday, November 30, marks a definite step forward in 


. the working out of a comprehensive scheme of transportation 


for the larger community of which that city is the centre. Al- 
though the tunnel is but a little over a mile in length, it illus- 
trates the latest ideas in the field of engineering design and 
construction, and in its relation to the existing elevated system 
of the city, it assumes a position of fundamental importance. 
In the past, the most densely populated shopping district of 
Boston has been well served by surface cars, and later by the 
nearness of the Tremont Street subway, but today the inaugu- 
ration of travel in the new tunnel shortens the gap between the 
residential districts of the north and south and the retail centre 
and financial section to an extent only a citizen of the Hub can 
fully appreciate. The restoration of surface car traffic in the 
original subway will shortly be completed, and with the clear 
result that on its north and south axis Boston will be finely 
provided with facilities for real rapid transit. 

The completion of the Forest Hills elevated extension and 
the pushing of the elevated lines into the Malden and Everett 
section will still further strengthen the situation, and with the 
East Boston tunnel, will furnish service of a high character radi- 
ally into and out of Boston through an arc of about two hun- 
dred and seventy degrees. Already active plans are under way 
for the building of a subway to Harvard Square, Cambridge, 
with a rapid transit extension in the near future to East Cam- 
bridge, and a little farther in the future, the building of a sub- 
way under the South Embankment of the Charles River for the 
special service of the directly western suburban territory. Thus, 
there appears to be work enough ahead to keep both the Boston 
Elevated Railway Company and the Boston Transit Commis- 
sion busy for some years to come. Although facilities are often 
outrun by traffic in these days of urban expansion, each new 
route opened affords a considerable measure of relief, and the 
people of Boston are to be congratulated on this latest addition 
to their underground lines, which avoids the features which 
experience has shown undesirable in the earlier subway construc- 
tion and sets a standard toward which future workers may well 
look in their efforts to develop high speed underground travel 
according to the most advanced resources of engineering. 


THE TRAINING OF WORKMEN. 

It is not long since Mr. F. W. Taylor, in his classic paper 
before a meeting of the American Society of Mechanical Engi- 
neers, outlined a system of training and rewarding workmen 
which attracted the greatest attention from shop managers and 
educators in general. The optimism with which Mr. Taylor 
developed and presented his ideas had the hearty support of 
that master mind, Dr. Robert H. Thurston, but those in charge 
of large organizations of workmen were skeptical, and there 
have been few actual trials of the system outlined. It can be 
stated as a fact, however, that this svstem, in connection with 
the other work of Mr. Taylor, has so greately increased the out- 
put and reduced the cost of work in the large machine shop 
of the Bethlehem Steel Company that for the paet seven years 
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Mr. H. L. Gantt has given a large portion of his time to the 
development of its possibilities. In an address before the recent 
New York meeting of the American Society of Mechanical 
Engineers, Mr. Gantt made the statement that the results have 
far exceeded his expectations. 

Under the system outlined by Mr. Taylor, each man has 
his work assigned to him in the form of a task to be done by 
a prescribed method with definite appliances, and to be com- 
pleted within a certain time. The task is based on a detailed 
investigation by a trained expert of the best methods of doing 
the work. The task-setter or his assistant acts as an instructor 
to teach the workman to do the work in the manner and in the 
time specified. If the work is done within the time allowed 
by the expert, and is up to the standard for quality, the work- 
man receives extra compensation in addition to his day’s pay. 
If it is not done in the time set, or is not up to the standard 
of quality, the workman receives his day’s pay only. 

Mr. Gantt holds that people, as a rule, prefer to work at 
the speed and in the manner to which they have been accus- 
tomed, but are usually willing to work at any reasonable speed 
and in any reasonable manner if sufficient inducement is offered 
for so doing, and if they are so trained as to be able to earn 
the reward. The task and bonus method of training not only 
furnishes the workman with the required knowledge, due to 
the assistance from trained and expert instructors, but, by offer- 
ing an inducement to utilize the knowledge properly, the work- 
man is trained in the proper habits of work. 

Habits of work in a mechanic are comparable with habits 
of thought in an engineer. Our industrial schools should make 
proper habits of work the basis on which to build their train- 
ing in manual dexterity. 
engineers, but tries to furnish its graduates with an equipment 


The engineering school does not make 


that will enable them to utilize readily and rapidly their own 
experience and that of others. 

Under the task system, workmen are taught how, and 
trained to do, at the same time. 
closely associated. Many skilled workmen make their skill an 


Knowing and doing are thus 


excuse for slow work, and unless, when they are taught how to 
do, they are also taught to do efficiently, they never attain the 
success which should be theirs and thus continually fall short 
of the economic ideal which shop management might attain to. 
So it is evident from Mr. Gantt’s experience that there is 
an economical as well as a humanitarian advantage in striving 
to bring out and make the greatest use of the best characteristics 
of the workman. 
man, then a general foreman and a shop superintendent, be- 
cause for his ability he stands out above all others. 
progress upward, there have been developed in him the proper 
habits of thought and a passion for doing his work efficiently, 


The ordinary workman becomes a gang fore- 
If, in his 
the greatest possible gain has been made both for trade and for 


posterity. 
Mr. Gantt’s work and his paper describing it was the enthusi- 


One of the most satisfactory evidences of the value of 


astic commendation which was accorded him at the conclusion 
of his address by the foremost engineers of the day in attendance 
at the convention. 
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CANDLEPOWER—FLUX—ILLUMINATION. 


The standard candle adopted by the gas referees in London 
in the year 1860 as the unit of light will continue, with slight 
modifications, to be the standard of intensity. As a rating for 
modern light source candlepower of itself has little value, owing 
to the fact that lamps are rated at the angle of maximum in- 
tensity and the angle varies through ninety degrees even in 
lamps which can be used for similar purposes. For example: 
The maximum intensity of the majority of incandescent lamps 
is in the horizontal direction, while the maximum for the down- 
ward type of incandescent and the Nernst glower are directly 
underneath. In the larger units the enclosed are varies con- 
siderably below the horizontal, while the flaming type have 
characteristics similar to the downward filament and Nernst 
types. Instead of the maximum intensity the average intensity 
has been suggested as a rating. 

The unit of flux is the mean spherical candlepower multi- 
plied by four, or the “lumens generated.” Some authorities 
have given mean spherical candlepower as the unit of flux, but 
in the calculation of illumination the “lumens generated” is held 
to be the more convenient term. The mean spherical candle- 
power can be readily determined from the polar diagram, and 
photometers are now available by means of which this value may 
be obtained with a single reading. There is a variable of con- 
siderable importance which is not taken account of with this 
rating and that lies in the fact that the losses by reflection will 
be smaller in the case of lamps giving the larger percentage of 
the total flux below the horizontal. 

The unit of illumination is the foot-candle and not candle 
feet, as the value is sometimes erroneously stated. The efficiency 
is expressed in the “lumens effective” 
per foot-candle). 


(watts per square foot 
The last named will vary widely with various 
colors of ceilings and walls, but under the same conditions the 
ratio of efficiency as represented by the percentage of lumens 
which are effective as against lumens generated will be in favor 
of the unit giving the larger flux in the lower hemisphere. 


AN ELECTRIC YACHT CHARGING TENDER. 


One of the enterprising vachtsmen of the New York Yacht 
Club has had built for use as an auxiliary to his electric yacht 
an electric charging launch, which has been named the Kilowatt. 
This makes the electric launch independent of short charging 
stations, and, it is stated, gives the yacht a radius of action prac- 
tically unlimited. The auxiliary carries 400 gallons of gaso- 
line, enabling her to be operated at full power for 100 hours, 
during which time she can recharge the batteries aboard the 
electric yacht ten or twelve times, giving a sailing distance of 
somewhat over 2,000 miles. 

The pleasures of a yacht depending upon electric motive 
power are well known, and attention need hardly be directed 
again to the advantages of the elimination of smoke and cinders, 
the lessened possibility of explosion and conflagration, and the 
doing away with malodorous fumes and gases. The gasoline 
tender, it is believed, solves the question of the use of electricity 
in Jarge motor yachts. 
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Electric Yacht with Charging Tender. 

A gasolene and electric charging launch 
has recently been built by the Electric 
Launch Company which is to be used in 
southern waters as an auxiliary to the 
electric yacht Cascapedia, owned by Ben- 
jamin Douglass, Jr. The launch is named 
Kilowatt and is thirty-five feet long, nine 
feet beam and two feet draft. 

The boat’s power equipment consists of 
a forty-horsepower, six-cylinder gasolene 
engine, with mechanical reverse-gear con- 
nected to the propeller shaft, the engine 
driving a thirty-horsepower dynamo which 
is directly connected to the forward end 
of the engine. It is so arranged that 
electricity can be generated when the boat 
is under way or while lying at anchor. 
A slate switchboard located on the port 
side of the cabin, with the necessary in- 
struments and switches, distributes the 
power to the electric yacht for recharging 
the batteries. The plant has a capacity 
for recharging the yacht’s batteries in 
three or four hours. 

With the Kilowatt as an auxiliary the 
electric yacht Cascapedia is not dependent 
upon electricity ashore for recharging her 
batteries. On one charge the yacht has 
a capacity of 200 miles, but in connection 
with the auxiliary charging launch Kilo- 
watt her radius of action is unlimited. 
The auxiliary launch carries 400 gallons 
of gasolene, enabling her to be operated 
at full power for 100 hours, in which 
time she could recharge the electric yacht 
ten or twelve times and enable the Casca- 
pedia to cover 2,000 miles before the aux- 
iliary launch would have to replenish her 
fuel. This is the first electric auxiliary 
boat ever built, and it does much to solve 
the question of the use of electricity in 
large motor boats. The advantages of elec- 
tricitv for cruising boats are well known: 
Absence of noise, heat and vibration, ab- 
solute safety while afloat, no danger of 
fire or explosion, and ease of control. 
One man can handle the largest electric 
vacht. The boat has been shipped to West 
Palm Beach, Fla., where the owner will 
use her during the winter. 


e@e 
Independent Wireless Communication 


Made Possible. 

Bellini and Tosi, two Italian scientists, 
who, with the sanction of the French Gov- 
ernment, have been conducting experi- 
ments in wireless telegraphy for eighteen 
months on the coast of Normandy, an- 
nounce that they have solved the problem 
of independent wireless communication. 

This result, they say, has been secured 
by means of two rectangular aerials fixed 
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at right angles and so attached to the ap- 
paratus for reception and transmission a8 
to permit the passage of unequal currents. 
By a simple law of mechanics these two 
electromagnetic forces unite and produce 
an electromagnetic field, and the Hertzian 
waves are projected in a single vertical 
plane, which can be alternated instantly 
by means of the Bobine device. 

The inventors say that they have picked 
up messages at will from every English 
wireless station and from ships at sea, 
and that they have transmitted messages 
from Courville to Havre and other points 
without the waves being perceptible at 
the other stations lying just off the line 
of transmission. 

They claim that their system insures 
absolutely independent communication 
and opens up immense advantages in the 
use of wireless telegraphy. 
ede 
New York & Ontario Power Company. 


Plans and details of the New York & 
Ontario Power Company, of Waddington, 
St. Lawrence County, which proposes to 
furnish waterpower in Northern New 
York, have been explained to the Public 
Service Commission, Second District, at 
a hearing on November 30, on the com- 
pany’s application for permission to issue 
$1,800,000 in bonds and $654,741 in 
stock. The commission reserved decision. 

It was shown that the company has a pos- 
sibility of developing 30,000 horsepower, 
but proposes at the present time to develop 
17,200. The power is to come from a stream 
which flows into the St. Lawrence River, 
and as a consequence the company believes 
continuous power is assured without the 
necessity of a storage dam. 
edo 
Receivers for Auto Transit Company. 

The Auto Transit Company, Philadel- 
phia, being unable to meet its obligations, 
has been placed in the hands of receivers. 
The application for the receivership was 
made by the Electric Storage Company, 
which supplied power to the electric om- 
nibuses of the Transit Company and was 
its creditor to the extent of over $30,000. 
The city of Philadelphia is also a creditor 
for $2,500 for unpaid licenses and $4,000 
for repairs to streets used bv the com- 
pany’s vehicles. The service was begun in 
July, 1907, and although at first popular 
was not patronized extensively when the 
fare was raised from five to ten cents to 
make the receipts meet the expenditures. 
Should there be a disposition to pay the 
higher fare needed for the maintenance of 
the service it will be resumed and the com- 
pany reorganized. 
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Westinghouse Company Solvent. 


The receivers of the Westinghouse Elec- 
tric and Manufacturing Company and the 
Securities Investment Company were dis- 
charged in the United States Circuit 
Court on December 5, by Judge James S. 
Young. 

Petitions for the discharge of the re- 
ceivers were presented to the court by 
George Gordon, representing the various 
consenting interests. The companies were 
represented as being in sound financial 
condition. The debts of the Westing- 
house Electric and Manufacturing Com- 
pany have been arranged for, with the 
exception of unassenting creditors with 
claims to the amount of about $700,000, 
who will at once be paid in cash. The 
company has cash on hand amounting to 
about $15,000,000. The cash of the Se- 
curities Investment Company now ob 
hand is about $17,000,000, with unassent- 
ing creditors representing only about 
$15,000. 

Mr. Gordon asked that no account be 
filed by the receivers, stating that they 
had reported the condition of the plant 
from time to time to the company, and 
that the making of account would interfere 
greatly with the company at this time. 
The judge agreed to this motion. 
eoo- 

Alaska-Yukon-Pacific Exposition. 

During the summer of 1909 the Alaska- 
Yukon-Pacific Exposition, produced at an 
estimated cost of $10,000,000, will be held 
at Seattle, Wash., a commercial seaport 
of growing importance on the Puget 
Sound. The exposition will draw upon 
the territory named in its official title for 
the major part of its rich exhibits. 

The grounds, 250 acres in all, are & 
part of the campus of the University of 
Washington, and are beautifuly situated 
between fresh-water lakes in the midst of 
a forest of giant trees and in plain sight 
of several ranges of mountains, including 
snow-capped Mt. Rainier, at an altitude 
of 15,000 feet. 

Fifteen large buildings, of handsome 
architectural design, will comprise the 
exhibition palaces. Besides, the United 
States Government has expended $600,000 
for its own building and exhibits, and 
fifteen states will be represented by beauti- 
ful edifices. A number of foreign coun- 
tries will participate. The amusement 
section of the exposition will be known 
as the Pay Streak, a suggestive term from 
miners’ vernacular. Residents of Seattle 
give every assurance of perfect weather 
during the exposition, which will open 
June 1 and close October 16. 
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Lewis Institute Branch, American Insti- 
tute of Electrical Engineers. 


One of the most successful meetings 
ever held by Lewis Institute branch of 
the American Institute of Electrical Engi- 
neers, was that on the evening of Decem- 
ber 2, at which an audience of over 400 
assembled to hear an address on “Reha- 
bilitation of Chicago Street Railways,” by 
Ralph H. Rice, assistant engineer, Board 
of Supervising Engineers, Chicagc Trac- 
tion. 

Mr. Rice called attention to the pre- 
vailing tendency for the public control of 
all public utilities, which was well illus- 
trated in the new franchises of the Chi- 
cago traction companies, in which the 
Board of Supervising Engineers, thereby 
created, corresponds to a public-service 
commission. In tracing the history of the 
traction problem in Chicago for nearly ten 
years back, it was evident that the poor 
service formerly rendered was due to the 
uncertainty of franchise renewal caused 
by the agitation for municipal ownership, 
which resulted in making it impossible to 
get capital for improvements and reha- 
bilitation of equipment. It was interesting 
that in a voluminous report on this prob- 
lem made by Bion J. Arnold in November, 
1902, there were recommended most of the 
features subsequently incorporated in the 
franchise ordinances of February, 1907. 
It took nearly five years to secure their 
adoption, but in the one-and-one-half 
years since over half the work has been 
carried into effect. 

The main features of these ordinances 
were pointed out and shown to be far in 
advance of anything ever attempted in 
this line. The functions of the supervis- 
ing engincers in seeing that the provisions 
are carried out were explained, and the 
organization and duties of the engineering 
corps described. The work done by the 
different branches of this corps was illus- 
trated by considering in detail the typical 
methods made use of by the division on 
power distribution, with which the speaker 
is connected. Preparations of plans, se- 
curing of estimates, inspection of the work 
and progress reports thereon, checking 
of the companies’ accounts and issuance of 
the final certificate showing proper ex- 
penditures to capital account were ex- 
plained in proper sequence. The speaker 
then considered at length the engineering 
features relating to calculation of a feeder 
system and practical problems met in its 
installation. 

A brief summary of the work done and 
the amounts expended was given. The 
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Chicago City Railway Company has com- 
pleted seventy-five miles of rehabilitated 
and new single track; the Chicago Rail- 
ways Company sixty-six miles. The for- 
mer company has laid 2,800,000 duct-feet 
of conduit and installed 587,000 feet of 
cable in fifteen months; the latter com- 
pany has laid 1,260,000 duct-feet of con- 
duit since April 1. 
ture in the new equipment is the use of 
pay-as-you-enter cars, which were success- 
fully introduced for the first time in this 
country on the South Side lines a year 
ago and which are being rapidly put in 
service throughout the city. To the origi- 
nal valuation of the surface traction prop- 
erties, placed at $50,000,000 at the time 
of passage of the ordinances, there has 
been added $21,000,000, which represents 
approved expenditures for rehabilitation 
and new equipment, making the total cap- 
ital account at the present time $71,000,- 
000. 

At the conclusion of Mr. Rice’s address 
he met the members of the branch at close 
range in an upper hall of the Institute 
and answered many questions in regard to 
all aspects of the rehabilitation work and 
particularly in regard to details of ite 
technical features. | 
SoHo 

Creosote for Railway Ties. 

The Pennsylvania Railroad has deter- 
mined to treat with creosote ties for its 
main tracks that their life may be pro- 
longed. Some two years ago the com- 
pany undertook tree planting upon a large 
scale. Since that time it has set out some 
2,425,000 trees and has handled this year 
some 625,000. 

In order to provide still more com- 
pletely against the future a contract has 
just been placed for the construction of a 
tie-treating plant at Mt. Union, Pa., and, 
in addition, two large creosote storage 
tanks to be located at Greenwich Point, 
Philadelphia, Pa. The Mt. Union plant 
will be the first creosoting operation un- 
dertaken on a large scale by an eastern 
railroad. 

It is estimated that proper treatment 
will increase the life of cross-ties from 
two to three fold. Applied to all of the 
100,000,000 ties which American rail- 
roads use annually, it would greatly re- 
duce the drain on the rapidly-decreasing 
timber resources. The Pennsylvania Rail- 
road alone uses from 3,500,000 to 4,000,- 
000 ties each year. The average life of 
these red oak and chestnut ties under 
present conditions is from three to four 
years, while white oak lasts from seven to 
eight years. 


An interesting fea-- 
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Revision of Patent Office Rules. 


It has been decided to publish a re- 
vised edition of the Rules of Practice of 
the United States Patent Office because 
of the changes which have been made in 
such rules since the publication of the 
last edition. In view of this fact and in 
order, if possible, to simplify and improve 
the rules governing the practice before 
this bureau the Commissioner of Patents 
desires to obtain suggestions as to amend- 
ment of the present rules and would be 
glad to hear from those interested upon 
the subject. It is not proposed to make 
radical amendments to the present rules, 
but simply to embody such changes in or 
additions to the rules as will be beneficial 
both to the office and to applicants. All 
suggestions should be submitted prior to 
January 1, 1909, and addressed to Ed- 
ward B. Moore, Commissioner, United 
States Patent Office, Washington, D. C. 
TT 

$2,000,000 Trolley Line to Connect 

Urban Roads. 

A $2,000,000 trolley line will be built 
which is to connect the Chicago & Mil- 
waukee (the Frost road) with the Ravens- 
wood branch of the Northwestern Elevated 
at Kedzie Avenue, Chicago. The corpo- 
ration has been organized by D. H. Lou- 
derback, and the funds secured. Chicago 
capital, exclusively, is enlisted. The 
tracks are to run from Central Avenue, 
North Evanston, tapping the Frost line 
there, to Rockwell Street, Ravenswood, 
where connection is to be made with the 
overhead company, a distance of about ten 
miles. 

This territory is well populated. It em- 
braces several suburbs, including McAllis- 
ter, which is owned by Louderback and 
his associates. The new company will not 
come in competition with any urban trans- 
portation service. 


espe 
Chicago & Milwaukee Electric Railroad 
—New Receivership. 

An order assuring the reorganization 
of the Chicago & Milwaukee Electric Rail- 
road and marking one of the most im- 
portant steps toward the settlement of the 
financial difficulties of the interurban line 
was issued on December 2 by Judge 
Grosscup. The former receivers were re- 
appointed, but with enlarged duties. The 
immediate consequence of this action is 
expected to be the formulation of a plan 
of financial reorganization, the success of 
which is apparently assured beforehand 
by the harmonious action of the holders . 
representing $8,500,000 out of a total of 
$10,000,000 of bonded indebtedness. 
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The Power Plant and Transmission System of Castelnuovo- 


The Societa Mineraria ed Elettrica 
del Valdarno possesses in the province 
of Tuscany, near San Giovanni-Val- 
darno, rich lignite fields. The mining of 
this coal was not a great commercial suc- 
. cess, because it is of a low heating value 
and contains from forty to fifty per cent 
moisture. For these reasons it paid to 
ship only large lumps any distance, and 
it was not economical to install drying 
apparatus for that which remained un- 
shipped. 

Taking it all in all, the owners of the 
mine decided to install a steam power 
plant, in which the inferior coal is util- 
ized to generate electrical energy, which 


Valdarno, Italy. 


BY FRANK KOESTER. 


pounds, each boiler is capable of evapo- 
rating 13,200 pounds of water per hour 
at 190 pounds gauge pressure. 

The engine room is 220 feet long and 
69. feet wide. The present equipment 
consists of three horizontal four-cylinder, 
triple-expansion Franco Tosi engines, 
having one high, one intermediate and 
two low-pressure cylinders. Each has a 
capacity of 2,600 horsepower and is 
equipped with Lentz valve gearing. 

The direct-connected, three-phase gen- 
erators are of the British Westinghouse 
make and have a capacity of 1,800 kilo- 
volt-amperes, making 93.7 revolutions per 
minute and developing 6,000 volts at fifty 


CASTELNUOVO-VALDARNO PLANT—EXTERIOR VIEW, SHOWING GENERATOR 
ROOM AND SWITCH HOUSE. 


at 33,000 volts is transmitted over five 
lines to’ Florence, Prato, Figline, Siena 
and Valdarno. . 

The power plant is located directly be- 
side the mine and the boiler room is con- 
nected with the latter by a track. The 
mined coal is exposed to the atmosphere 
for some time, after which it is conveyed 
to the overhead bunkers and fed to the 
boilers of special design. The conveyors 
are of the bucket type, and besides han- 
dling coal are used to remove ashes. 

The boiler house is at right angles to 
the engine room. Tt is 180 feet long, 98.5 
feet in width, and about fifty-five feet 
high. There are at present installed ten 
Babcock & Wilcox water-tube boilers hav- 
ing 5,135 square feet of heating surface 
each. With a coal consumption of 8,100 


cycles. Exciting current is furnished from 
a common set of buses by two 130-kilo- 
watt, 125-volt, six-pole generators, one 
being driven by a vertical two-cylinder 
Delaunay-Belleville engine and the other 
by a 190-horsepower induction motor sup- 
plied with three-phase, 220-volt, fifty- 
cycle current. 

For long-distance transmission the 
6,000-volt generator potential is stepped 
up to 33,000 volts. The equipment of 
transformers and other high-tension ap- 
paratus is among the most interesting 
features and has been installed by the 
Maschinenfabrik Oerlikon of Switzerland. 

In the accompanying wiring diagram 
it will be noticed that the ultimate equip- 
ment will be seven main generator units, 
and that the present five main outgoing 


feeders are arranged symmetrically to the 
former. Current may be thrown on the 
6,000-volt bus-bars or on the transform- 
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CASTELNUOVO-VALDARNO PLANT—600- 
KILOVOLT-AMPERE, 6,000-33,000-VOLT, 
FORCED-DRAFT-COOLED TRANSFORM- 
ERS, 


ers direct. The current for the mines and 
auxiliary motors installed in the power 
plant is drawn from the generator bus. 
Auxiliary 6,000-volt buses feed the trans- 
formers supplying 220 volts to these vari- 
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CASTELNUOVO-VALDARNO PLANT—ELEC- 
TROMAGNETIC SWITCH AND AUXILIARY 
BUS FOR GROUND TESTING. 


ous motors. The exciter bus will be sup- 
plemented in the future by the storage 
battery indicated. 

The 33,000-volt bus is of the ring 8y8- 
tem, frequently found in continental prac- 
tice. One thing especially noticeable is 
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the number of sectionalizing switches em- 
ployed, there being no less than fifteen 
to accommodate five outgoing feeders. By 
this scheme each transmission line may be 
fed by a generator, and in case of neces- 
sity may draw from any other generator, 
or the whole may operate in parallel. 

In order to divide the whole bus and 
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main partition wall, separating the two 
Jower floors into high and low-tension 
divisions. 

The 6,000-volt generator switch com- 
partments are located on the main floor 
nearest the generators. Behind them and 
on the other side of the partition wall are 
the 6,000-33,000-volt transformer com- 
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CASTELNUOVO-VALDARNO PLANT—CROSS-SECTION OF SWITCH HOUSE. 


A—-Generator leads; B—Automatic overload oil-switch, 6,000 volts; C—Potential transformer; 
D—Series transformer; E—Selector switch; F—Generator rheostat; G—Transformers; H— 
Blowers; J—Automatic overload oil-switch, 33,000 volts; K—Series transformer, 33,000 volts; 
L—Hook switch; M—Busbars, 33,000 volts; N—Hook switch; O—Automatic overload feeder 
oil-switch; P—Series transformer, Q—Choke coils; R—Outgoing line; S—Ground-detector 


equipment; T—Horn gaps, 


operate it in two distinct parts each end 
is provided with series and potential 
transformers, a voltmeter, three ammeters 
and one recording polyphase wattmeter. 
The switch house possesses many novel 
features and is one of the most up to date 
in European practice. This house has, 
besides the basement, three main floors, 
which are divided longitudinally by a 


U—wWater rheostats: V—Instrument column; W—Switchboard. 


partments, and above these are the 33,000- 
volt oil switches and bus-bars. In front 
of the latter and above the 6,000-volt 
switch compartments is the controlling 
room for the generators and high-tension 
feeders. The upper floor is similarly 
divided. Above the control room are the 
protecting devices for the outgoing lines, 
while in the middle is the ground-detect- 
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ing equipment, and on the other side are 
automatic circuit-breakers, choke coils, 
etc., for the outgoing feeders. 

The generator leads are bare conductors 
carried on ribbed insulators and run to 
the switch compartments, which are made 
of reinforced concrete. Each contains a 
potential transformer for the voltmeter, 
two for the potential coils of the reverse 
current relay and polyphase wattmeter, 
and two remote-controlled oil-switches 
for throwing the generator on the bus or 
directly on the transformers. 

On the back of each switch compart- 
ment is an automatic oil circuit-breaker 
with a time limit and reverse-current re- 
lay, a series transformer for an ammeter, 
two for the relays and two for the poly- 
phase wattmeter. Referring to the cross- 
section of the switch house, the arrange- 
ment of the switch compartments is indi- 
cated by the letters B, C, D and E. Op- 
posite these compartments are the field 
rheostats located on a shelf indicated by 
F. They are actuated from instrument 
columns, Y. 

The generator instrument columns are 

arranged in groups of three, between 
which and in the middle of the gallery 
are located the columns for controlling 
the exciters. Upon each generator column 
are mounted one ammeter for the gener- 
ator and one for the exciter current, a 
double voltmeter, a polyphase wattmeter 
and two pilot lamps for the overload 
switch. There are also three levers, one 
for the overload and two for the selector 
switches. 
". Provision is made by means of a me- 
chanical interlock located between the 
generator and selector switches, so. that 
when the generator is to be thrown in for 
parallel operation one of the selector 
switches must be closed before the main 
switch, and on the other hand the main 
switch must be opened before the selector 
switches. 

The exciter current is controlled by 
two-point carbon switches, operated from 
the instrument columns by worm gearing. 
The rheostat for regulating the field of 
each main generator has two successive 
contact devices, for which two handwheels 
are provided on the instrument column. 
The excitation and main generator 
switches are so interlocked that the latter 
cannot be closed when the former is open; 
on the other hand, the field switch cannot 
be opened before the main switch. Syn- 
chronizing is facilitated by means of a 
double voltmeter and voltmeter selector 
switch, so that the voltage and phase of 
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an incoming machine can be compared 
with those in operation. 

Of the two exciter columns, one serves 
for a future storage battery and the other 
is provided for each machine with an am- 
meter, a voltmeter, a handwheel for the 
automatic overload switch and one for the 
exciter field rheostat. There are also sig- 
nal lamps and a starting device for the 
induction motor. 

The transformers are arranged contrary 
to the usual practice, in groups of three 
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compartment, or three transformers) sus- 
pended from a wall of the air chamber 
in the basement. A novel feature of these 
transformers is that the core is not sur- 
rounded by a casing, but instead the lower 
half only is surrounded by glass plates. 
There are seven compartments for the 
accommodation of twenty-one transform- 
ers, nine of which are at present installed. 
Another compartment contains four open, 
air-cooled 6,000-220-volt transformers, 
each of 250 kilovolt-ampere capacity. 
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pole time-limit relays, are actuated from 
the controlling board by means of levers, 
cables and bell cranks. Each transformer 
group has its own panel on the main con- 
trol board. Each panel contains a lever 
for the automatic oil-switch, three am- 
meters, two signal lamps for indicating 
the position of the switch, together with 
a two-pole overload time-limit relay and 
a two-pole overload reverse-current relay 
for the generator which belongs to the 
group. 
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CASTELNUOVO-VALDARNO PLANT—SWITCHBOARD AND CONTROLLING GALLERY. 


in a common compartment, in which they 
are separated from one another by con- 
erete slabs 6.5 feet high. The ends of the 
compartments open into a common corri- 
dor and are provided with corrugated- 
iron swinging doors. By means of casters 
on the transformers they can be moved 
onto a small truck in the side aisles and 
the whole conveyed to the repair room. 
All the transformers are of the Oer- 
likon single-phase, air-cooled, open-core- 
type, connected in delta. Each has a ca- 
pacity of 600 kilovolt-amperes. The air 
is supplied to the transformers by means 
of motor-driven blowers (one for each 


These serve for the operation of the ex- 
citer group and motor pumps for con- 
densing and boiler-feed purposes, as well 
as for lighting the station. Three of 
these transformers have their primaries 
connected in delta and the secondaries in 
star. The fourth is kept in reserve, and 
by means of hook switches it is readily 
cut in. 

Instead of being connected in the 
transformer compartment the high-ten- 
sion leads run to the floor above, where 
they are connected in delta, joining here 
the oil-switches and then the bus-bars. 
These oil-switches, provided with two- 


The feeder automatic oil-switches are 
provided with overload time relays and 
are electromagnetically operated from the 
main control board. Each can be isolated 
on either side by hook switches. The cur- 
rent passes three series transformers for 
the ammeters and relays, then through 8 
choke coil and finally through a hook 
switch out onto the line. Passing under 
the outlet for each feeder is a common 
ground bus, which by means of a hook 
switch is easily connected to each circuit. 
This arrangement was thought necessary 
because a number of the substations have 
synchronous motor-generator sets with 
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storage batteries, and as the sets may 
sometimes be inverted, being fed by the 
batteries, there is the possibility that the 
synchronous motor will feed back into the 
line. 

The outgoing circuits are well protected 
against lightning and other atmospheric 
discharges. To take care of direct light- 
ning strokes each phase is provided with 
a horn gap connected in series with four 
tile water rheostats. The lighter dis- 
charges are led off by the Oerlikon water- 
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line is thrown on the auxiliary bus the 
ohmmeters give a certain indication. An 
artificial line is then built up in the sta- 
tion using dry cells. After a few trials 
the required number of cells to give the 
same deflection on the. ohmmeter as did 
the line is obtained. As the resistance 
and other factors of the artificial line bear 
a certain ratio to the same conditions of 
the main line, by checking up the elements 
of the Siemens dry batteries and other 
factors and multiplying by the ratio the 


901 


safety have been taken. All non-current 
carrying exposed metal parts, such as 
brackets carrying insulators, etc., are 
grounded. 

There are at present installed five 
33,000-volt transmission lines. One line 
to Florence is 15.6 miles long; parallel te 
the same and continuing past Florence is 
a circuit 30.6 miles long to Prato. Just 
outside of Florence is a switching station 
whereby the two lines can be run in paral- 
lel as far as the latter city. One line runs 
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flow grounders, much used in Swiss and 
Italian high-tension practice. 

There is a very elaborate system for 
testing the lines for insulation and 
grounds. It consists of separate auxiliary 
bus-bars, high-tension oil switches, etc., 
so arranged that not only can the indi- 
vidual circuits be tested separately, but 
the phases of the circuits can be tested 
independently. An electric lock prevents 
more than one phase from being tested at 
atime. By means of this equipment the 
exact location of a ground on a line is 
readily determined. The method of pro- 
cedure is as follows: When a grounded 


precise location of the trouble is deter- 
mined. 

A separate panel on the main switch- 
board is set aside for the ground-testing 
instruments, consisting of three ohm- 
meters, three single-pole switches for cut- 
ting in a battery of seventy-eight Sie- 
mens dry cells and a handwheel to facili- 
tate making adjustments. 

Each panel for the outgoing lines con- 
tains three ammeters, a control switch 
with two pilot lamps for governing the oil- 
switches and two-pole time-limit relay, 
and a control switch with pilot lamps for 
ground tests. Thorough precautions for 


southward 16.75 miles to Siena. Another 
line goes to the iron works at San Gio- 
vanni, 3.6 miles distant. Parallel to this 
and branching off near the substation at 
San Giovanni runs a circuit six mile 
long to Figline. 

The transmission towers are of steel lat- 
tice construction; the lowest insulator is 
about forty-five feet from the ground. 
They are set in concrete blocks which are 
about six feet deep. The insulators are 
of the three-piece, triple-petticoat type 
with a porcelain base, the total being 
about ten inches high. The head is about 
nine inches in diameter. They are 
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mounted on wooden brackets with a spac- 
ing of thirty inches between the conduct- 
ors. 

In the substation at Florence are in- 
stalled four 300-kilovolt-ampere, single- 
phase transformers (one being kept in 
reserve) to step down from 31,000 to 
5,200 volts. The substation has been 
designed to accommodate twelve trans- 
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ing kept in reserve. There are also two 
fifty-kilovolt-ampere, three-phase trans- 
formers. The former step down from 
30,000 to 5,000 volts, the latter from 
5,000 to 300. 

At Siena the substation is designed to 
accommodate six 300-kilovolt-ampere sin- 
gle-phase transformers, three of which are 
at present installed. 
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likon make, and, with the exception of 
those installed in the last two stations, are 
of the forced-air-cooled type. 

Ho 
Third Rail for Pennsylvania Tunnel, 


The Pennsylvania Railroad Company 
has announced that it has adopted the 
direct-current system of electric traction, 
generally known as the “third rail,” for 
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WIRING DIAGRAM OF CASTELNUOVO-VALDARNO PLANT. 


i—Three-phase asynchronous motor; 2—D. C. generator for excitation; 4—Ammeter and voltmeter for exciter; 5—Starting device for three-phase 
motor; 6—Signal lamps; 7—Automatic overload switch, 8—Double-throw switch for storage battery; 9—Switch for exciter current; 10—Generator 
field rheostat; 11—Ammeter for exciter current; 12—Three-phase voltmeter switch; 13—Phase lamps; 14—Double voltmeter; 15—Ground; 16— 
Potential transformer; 17—Automatic overload switch (6,000 volts); 18—Reverse-current switch: 19—Signal lamps for above; 20—Serles trans- 
former; 21—Ammeter for generator current; 22—Double wattmeter; 23—Ground; 24—Maximum and reverse-current relay; 25—Current transformer; 
26—Oll-switch; 27—Oil-switch; 28—Hook switch; 29—Hook switch; 30—Automatic circuit-breakers (33,000 volts); 31—Blow-out coil for above: 
32—Signal lamps; 33—Serles transformer: 34—Ammeter;, 35—Overload time relay; 36—Hook switches; 37—Hook swiiches; 38—Bus ammeter; 39— 
Ground; 40—Current transformer; 41—Doube-recording wattmeter; 42—Potential transformer; 43—Potential transformer; 44—General voltmeter; 
45—Hook switch; 46—Automatic oil circuit-breaker remote controlled; 47—Tripping magnet; 48—Closing magnet; 49—Double-threw trip indicator 
switch; 50—Signal lamps; 51—Pilot switch; 62—Switch for annunciator; 53—Rheostat; 54—Fuses; 55—Fuses; 56—Current transformer; 57—Feeder 
ammeter; 58—Overload time relay; 59—Choke coils; 60—Multiple switch for ground detectors; 61—Closing magnet; 62—Preventive resistance, 
63—Fuses; 64—Signal lamps; 65—Pilot switch; 66—Water-flow grounders; 67--Water rheostat; 68—Horn lghtning-arrester; 69—Ground; 70—Hook 


switch; 71—Hook switch; 72?—Transformers for auxiliary motors; 73-77—Various auxiliary motors; 78—Ventilator motors; 79—Fuscs; 80—Storage 


battery; 8l1—Fuses; 82—High-tension fuses; 88—Choke coils; 84—Ohmmeter; 
Ground testing equipment; 89—Future transmission line connection. 


formers. There are also installed two 
three-phase, fifty-kilovolt-ampere trans- 
formers to step down from 5,200 to 260 
volts. 

The substation at Prato has been de- 
signed to accommodate six 300-kilovolt- 
ampere, single-phase transformers; four 
of these are at present installed, one be- 
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At the ironworks in San Giovanni there 
are six 300-kilovolt-ampere, 32,000-3,000- 
volt, single-phase, oil-insulated, water- 
cooled transformers. Provision is made 
for twice as many. At Figline there is 
but one oil-cooled, 125-kilovolt-ampere, 
31,000-3,000-volt transformer. 

All these transformers are of the Oer- 
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its New York and Long Island tunnel 
extension. This system of electric trac- 
tion is now in use on the lines of the Long 
Island Railroad, with which lines the tun- 
nel extension will be directly connected, 
and with which it is expected to facilitate 
suburban development in Long Island 
and New Jersey. 
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SMOKELESS COMBUSTION. 


BY CHARLES L. HUBBARD. 


(Concluded.) 

.From both an economical and a smoke- 
suppressing standpoint there are three 
generally recognized methods for hand 
stoking a boiler furnace to produce the 
best results. These are commonly known 
as “coke firing,” “alternate firing” and 
“spread firing,” and have been described 
in some detail by the writer in a previous 
article. 

Some bituminous coals have little or no 
coking quality, but will fall into a more 
or less loose powdery form. Such coal 
will stand but little moving about on the 
grate after it has once been charged into 
the furnace. Other coal when heated will 
swell up and fuse into a pasty mass, 
forming a crust on top of the firebed, but 
after the volatile matter has been distilled 
from the coal the coke can be easily 
broken up and moved to any desired po- 
sition on the grate. Sometimes two such 
coals can be mixed in such proportion as 
to give better results than either alone. 

Coke firing is best applied to furnaces 
in which the gases pass over a bridge- 
wall at the rear of the furnace, or where 
a brick arch is provided, extending cver 
the firebed for some distance toward the 
rear. In charging fresh coal into the fur- 
nace it is piled inside the door instead of 
being thrown directly upon the fire, and 
may occupy about one-third of the length 
of the grate, extending across the full 
width. The heat of the furnace will 
cause a slow distillation of the volatile 
matter from the coal, and these hydro- 
carbon gases passing over the incandes- 
cent bed of coke in the presence of an 
abundant supply of highly heated air will 
be completely consumed. When most of 
the volatile gases have been distilled from 
the coal the newly formed coke may be 
pushed back upon the grate, thus forming 
a new bed of practically smokeless fuel, 
and a supply of fresh coal may then be 
fired in the same manner as before. 

After the fireman once becomes famil- 
lar with this method of firing in a prop- 
erly constructed furnace he will be able 
to secure practically smokeless combus- 
tion with no greater difficulty than in the 
case of any rational system of firing. The 
economy of this method will vary in dif- 
ferent cases, but in nearly every instance 
will show a saving in fuel. The disad- 
vantages are the length of time it is 
necessary to keep the fire doors open for 
charging and cleaning, which allows a 
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large quantity of cold air to rush into the 
furnace, not: only checking combustion 
but also cooling the boiler parts and caus- 
ing severe strains. These objections are 


overcome in various ways as will be de-. 


scribed later. 

In alternate firing the coal is placed 
on one side of the furnace at a time, and 
the result is somewhat like that obtained 
in the coking system, the gases being 
burned over the bright side of the firebed 
as they are given off. After the freshly 
fired coal has been changed to coke and 
is burning brightly without smoke the 
other side of the grate may be fired. 

In spread firing fuel should be added 
at regular intervals, only one or two shov- 
elfuls at a time, and each put where it 
is most needed. If there are two doors 
to a furnace, only one should be fired at 
a time. In other words, fire lightly and 
frequently. If the work is light and the 
draft good, smoke may be almost entirely 
prevented in this way. If the work be- 
comes heavier, fire oftener but do not put 
on more than three shovelfuls at a time. 
If much smoke is noticed just after firing, 
leaving the furnace door ajar an inch or 
so for about a minute will prevent this. 

Having described some of the more im- 
portant points to be noted in hand firing, 
let us now consider some of the devices 
which can be applied to boilers already set 
without too radical changes. 

One of the simplest of these is the 
steam jet for use when fresh coal is first 
charged into the furnace. This may be 
tised with the ordinary flat grate and is 
of great assistance in preventing smoke 
and promoting combustion generally. The 
steam jet alone is of very little value, and 
should always be used in connection with 
some form of air supply over the fire, as 
the real benefit derived is not from the 
steam itself but from the artificial draft 
which it produces. Immediately after 
firing, more air is needed than can readily 
pass through the grate, and if this addi- 
{ional demand is not at once provided the 
fuel will smoke. If there are two or more 
steam jets over the furnace door, point- 
ing downward toward the rear of the 
grate, and suitable air inlets in front or 
at the side of the grate, the opening of 
the steam jet will induce a draft and sup- 
ply the needed air. The supply of steam 
and air should be gradually shut off as 
the fresh coal becomes coked. eIn some 
patented steam jets or blowers the ar- 
rangement is such that the air is drawn in 
through the blower itself by means of 
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suitable openings provided for this pur- 
pose. 

The value of any device of this kind 
depends upon the care which it receives. 
If of good design and properly used, it 
should prevent a large proportion of the 
smoke and at the same time increase the 
economy somewhat. But if the air-ways 
become clogged or the tips of the jets are 
allowed to burn off, or the fireman neg- 
lects to turn on steam, the device becomes 
useless. In order to overcome these ob- 
jections to some extent, automatic means 
are often provided, one of which consists 
of a dashpot which is pushed up by open- 
ing the fire door. This in turn opens the 
valve on the steam jets, opens a hinged 
flap in the furnace door to admit air over 
the fire, and closes a check draft in the 
uptake to increase the draft. As soon as 
the door is closed the dashpot piston be- 
gins to fall and reverses these operations. 
The time of the falling of the piston may 
be regulated according to the amount of 
air needed by the particular kind of coal 
used. There are several devices working 
upon the same principle, but differing 
more or less in detail. It is claimed by 
some that a steam jet is injurious to the 
grates and boiler plates; but if the steam 
and air are well distributed there should 
be no danger of local injury. The amount 
of steam used need not be large, as it is 
only required intermittently, that is, 
when fresh coal is fired. 

The furnaces mentioned thus far have 
been fired by hand and depend largely 
for their success upon the skill and faith- 
fulness of the fireman. Briefly, the di- 
rections given may be summed up as fol- 
lows: Keep the fires clean and bright and 
do not allow the grates to become clogged ; 
carry as thin a fire as is sufficient for 
the work to be done, but do not allow 
air-holes to form; put on coal in small 
quantities (unless the coking system is 
employed) and as often as may be neces- 
sary, spreading it thinly and evenly, so 
that it may burn brightly at once; in 
cleaning do not tear the fire to pieces and 
uncover large spaces of grate, but clean 
one side at a time and cover the grate 
with red-hot fuel before putting on fresh 
coal; keep all flues and heating surfaces 
clean, and when firing heavily leave the 
doors shghtly ajar for a couple of min- 
utes or so after firing. 

If, after improving the conditions by 
more skillful firing, it is desired to take 
a more radical step toward the elimina- 
tion of smoke, one of the reliable forms 
of automatic stoker should be installed, 
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which, with proper care and adjustment, 
should be able to furnish steam to the 
full capacity of the boiler without an 
objectionable amount of smoke. The 
reason for their superiority over hand 
firing depends principally upon their uni- 
form action and the avoidance of open- 
ing the fire doors for the introduction of 
fuel. The stoker feeds the coal to the 
fire regularly instead of intermittently, 
and the air supply can be easily gradu- 
ated to correspond. When a stoker pro- 
duces smoke regularly it is usually due 
to the fuel not feeding forward properly, 
and to its clogging and sticking to the 
bars. Either the stoker, the fuel or the 
fireman may be at fault for this condi- 
tion; the stoker by improper shape and 
setting of its grate, the fuel by melting 
and forming clinkers, and the fireman 
by not adjusting the stoker to the fuel 
used. : 

Mechanical stokers may be divided into 
three general classes, as follows: Those 
with rocking or shaking bars placed in 
an inclined position, traveling or chain 
grates, and under-feed stokers. 

The first type is unsuitable for burn- 
ing a coking coal, the only satisfactory 
fuel in this case being one which burns 
freely, forming a light ash and little 
clinker. Stokers with inclined grates 
have not always given the best satisfac- 
tion as smoke preventers on account of 
the fuel sticking to the top of the grate 
and leaving holes in the fire below. This 
makes it necessary to poke the fire from 
time to time, which is liable to result in 
rolling considerable masses of burning 
fuel to the bottom of the grate, and car- 
rying more or less unburned coal with it. 

Chain-grate stokers are particularly 
well adapted to large plants carrying a 
uniform load, and have the advantage of 
being self-cleaning and are very efficient 
in the prevention of smoke. They usu- 
ally consist of an endless chain having 
a width equal to that of the furnace, run- 
ning over sprocket wheels at the front 
and rear. The coal is fed onto the grate 
at the front and the ash is dumped over 
the rear end. 

Under-feed stokers rank next to chain- 
grates in the prevention of smoke, being 
practically smokeless except at the times 
of cleaning the fire or when the side doors 
are open. 

In addition to mechanical stokers, 
there are several furnaces of special de- 
sign which give very good results. One 
of the most successful in smoke preven- 
tion and economy is the so-called down- 


ELECTRICAL REVIEW AND WESTERN ELECTRICIAN 


draft furnace, which is built on the prin- 
ciple of a kerosene lamp. The coal in 
this furnace burns from the bottom, that 
is, the flame is led away from the fuel 
just as with a candle or lamp. 

The gases are thus distilled slowly and 
afforded an opportunity to come in con- 
tact and mingle with the proper amount 
of heated air. The upper grates sup- 
porting the fire must, of course, be water 
grates, otherwise they would be burned. 
Below the water grate is a common grate 
for catching and burning the coke which 
falls through the upper grate when the 
fire is sliced. In this furnace the excess 
of heated air which passes through the 
lower grate is necessary for complete 
combustion of the hydrocarbons which 
may pass through the water grate with 
a deficient amount of air. With this 
form of furnace an almost entirely smoke- 
less chimney and a considerable gain in 
economy can be obtained if handled with 
a reasonable amount ef intelligence. 

Another form of special furnace has 
a grate made up of two parts, the for- 
ward part being stationary and sloping 
moderately from the fire doors toward the 
dumping grate at the rear. A fire-brick 
arch is built across the center of the fur- 
nace over the rear grate. Fuel is fired 
upon the front or sloping grate and after 
the gases have been given off it is pushed 
back upon the dumping grate. Air is 
admitted through both grates from the 
ash-pit and also above the fire through 
a special opening in the front wall. ‘The 
arch serves to deflect the air and gases 
downward toward the incandescent coke 
upon the dumping grate, which insures 
complete and smokeless combustion if 
proper care is used in firing. 

Another form differs from the ordinary 
furnace in having two vertical walls, with 
a narrow opening between them, built 
back of the bridge wall near the end of 
the boiler. In addition to these, there 
is a fire-brick arch over the combustion 
chamber and a series of short walls or 
piers back of the bridge wall. Coal is 
fired alternately upon one-half of the 
grate at a time and the smoky gases from 
the freshly fired side and the excess of 
verv hot air passing through the bed of 
bright coal on the other side are brought 
together by passing through the narrow 
opening between the two vertical walls, 
and combustion is therefore made much 
more complete. 

One important matter in the design of 
a furnace for smokeless combustion is to 
obtain the proper area of grate surface 
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to burn the fuel used to the best advan- 
tage. First, the particular kind of coal 
to be used should be selected, and then 
the rate of combustion determined. This 
will vary for different coals. A writer in 
The Engineer gives the following, based 
upon a series of tests, as giving average 
results: 


Pounds Burned per 
Square Foot of 


Kind of Coal. Grate per Hour. 
Anthracite l Steam ...... 15 
Semi-anthracite | sizes ...... 16 
Semi-bituminous ............. 18 
Eastern bituminous .......... 20 
Western bituminous ......... 30 


It is an important matter to have the 
grate bars properly spaced to give room 
for the air to pass to the fuel bed and 
combustion chamber beyond it. If an 
excessive amount of ash occurs in the 
fuel used, shaking grates should be used 
(if hand fired), so as to easily keep the 
air openings clear, and thus facilitate the 
passage of air through the grates and fuel. 

In drawing up smoke ordinances it is 
necessary to state what degree of density 
constitutes an offense. It will be found 
in practice that a certain latitude must 
be allowed, as there are usually periods of 
two or three minutes in the case of hand-. 
fired boilers when smoke will be emitted 
from the chimney, and it is well in fram- 
ing such an ordinance to state that smoke 
above a certain degree of density will not 
be permitted for periods of over a given 
length of time. 

There are several ways of determining 
the density of smoke; the one most com- 
monly used at present is known as the 
Ringelmann Chart. This is composed 
of six rectangles, the first being perfectly 
white, while the sixth is entirely black, 
and the intermediate rectangles placed 
between these two extremes have a series 
of black lines ruled upon them at fixed 
distances apart, as indicated below: 


Black Spaces. White Spaces. 
re rer All White 

1 m. m. wide 9 m. m. wide 

2.3 m. m. wide 7 m. m. wide 


7 
3.7 m. m. wide 6.3 m. m. wide 
5.5 m. m. wide 4 
All Black. 


This chart is placed between the ob- 
server and the chimney, and at a distance 
of some fifty feet it will be seen that the 
ruled lines upon the rectangles are blended 
together to form a succession of tints, 80 
that the observer may compare the tint 
of the chart with the gray or black smoke 
as it issues from the chimney. 
ede 

In Australia a telegram is carried 3,000 
miles at the rate of two cents a word 
across the territories of six governments 
and states, 
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INDEPENDENT TELEPHONE CON- 
VENTION. 


THE CLOSING SESSIONS—THE EXHIBITS. 


The twelfth annual convention of the 
International Independent Telephone As- 
sociation, held in Chicago during the 
week of December 1, was brought to a 
successful close after a belated session on 
Thursday afternoon, when the final busi- 
ness and election of officers was finally 
transacted. The convention was marked 
by lively interest and general attendance 
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corporation counsel for the city of Chi- 
cago, welcomed the members of the con- 
vention, and his cordial words were given 
a pointed response in the reply of R. D. 
Critchfield, president of the Wisconsin 
Telephone Associaton, who urged upon 
the city administration the importance 
of telephone connection with the large 
majority of Independent subscribers in 
the vicinity of Chicago. 

Tuesday afternoon was devoted to tech- 
nical discussion relating to local line op- 
eration. Roy Owens, of Columbus, Ohio, 
presented a paper on “The Telephone 
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Gann, Lincoln, Neb., related in brief the 
contents of his paper, “Handling Long 
Distance Traffic.” Both afternoon and 
evening technical discussions were in 
charge of Gansey R. Johnson, of Colum- 
bus, Ohio. 

_The early part of the session of 
Wednesday morning was given over to the 
reading of the reports of various state 
and local Independent telephone associa- 
tions, affording a favorable account of the 
progress of the Independent movement 
throughout the country. The convention 
then listened to the paper on “The Sup- 
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on the part of the delegates, representing 
“four million telephones and seventeen 
million users,” and the manufacturers of 
Independent telephone apparatus were on 
hand with an instructive array of equip- 
ment and exhibts estimated at a total 
value of about $50,000. 

As reported in full in the ELECTRICAL 
REVIEW AND WESTERN ELECTRICIAN of 
last week, the three sessions of Tuesday 
were given over to preliminary business 
and the consideration of certain impor- 
tant technical matters. On behalf of 
Mayor Busse, George M. Bagby, assistant 
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Engincer in His Relation to the Tele- 
phone Business.” J. H. Ainsworth, of 
Dayton, Ohio, discussed “Some Econo- 
mies in Handling Maintenance Men.” 
G. E. Bickley, of Waterloo, Ia., read a 
brief paper on “Maintenance Economies.” 
J. P. Boylan’s paper on “Handling 
Trouble” was read by B. H. Brooks. 
At the evening session matters of in- 
terest to toll-line operators were taken up. 
Frank F. Fowle, consulting engineer, 
Chicago, delivered, in abstract, his ex- 
haustive paper on “The Economical De- 
velopment of Toll Territory.” George K. 


ply and Preservation of Poles,” by W. F. 
Sherfesse, an expert in the employ of the 
Forest Service. 

Mr. Sherfesse spoke of the relative ad- 
vantages of the preservatives used in the 
prevention of the decay of wood. These 
are corrosive sublimate, copper sulphate, 
zine chloride and creosote. The first two 
are being supplanted by the latter in the 
preservation of telephone-line material. 
Zinc chloride may be painted over, but 
has the disadvantage of being soluble and 
will bleach out of the wood. Creosote 
has a higher first cost and possesses the 
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added disadvantage of a rather limited 
supply. 


The preservative treatment of impreg- 


nation may be carried out in the presence 
of either artificial or natural pressure. 
The pressure treatment involves first sub- 
jecting the wood to a steam bath, then 
exposing it to a partial vacuum, to ex- 
haust the moisture and air from the pores 
and cellular interstices, and finally apply- 
ing oil under pressure. This treatment 
is giving way to the “open-tank” treat- 
ment of the butt, which requires less 
expensive apparatus and is simpler to 
effect. Air-dry wood is placed in an open 
bath of hot oil. The oil is then cooled, 
or run out and its place taken by cold 
oil, or the wood is removed and plunged 
into a receptacle containing cool oil. The 
preserving compound penetrates the sap- 
wood easily, but longer duration of the 
treatment is required for its effective en- 
trance into the heartwood. 

The benefits of the preservation treat- 
ment are manifested by the increased life 
given to the ordinary run of timber, and 
the possibility of use of a cheaper grade 
of wood otherwise entirely unsuitable. 
Thus, southern loblolly pine can be 
treated and made useful for telephone 
purposes, and fire and insect-killed tim- 
ber becomes as available as that thor- 
oughly seasoned. 

Business and financial matters of Inde- 
pendent telephone operation were dis- 
cussed during the session of Wednesday 
afternoon. “Damage Suits—Their Pre- 
vention and Defense” was the subject of 
a paper by William S. Hart, an attorney 
of Waukon, Ia. C. E. Wilson, of Phil- 
adelphia, Pa., read a paper on “Per- 
nicious Political Pull” and J. B. Hoge, 
Cleveland, Ohio, presented the matter of 
“Insurance—Liability and Fire.” 

The programme of the afternoon ses- 
sion was interrupted by the committee on 
finance, which issued a call for funds to 
carry on the campaign of education and 
legal enactment in the interest of the In- 
dependent telephone: movement. Fol- 
lowing the call, the convention scene was 
an enthusiastic one as the delegates rose 


in quick succession to pledge duplication ` 


of the subscriptions of state associations, 
companies and individuals for the year 
before, or to increase or propose new 
amounts. Under the active invitations 
of James S. Brailey, Jr., chairman of the 
finance committee, in an incredibly short 
time the total amount subscribed reached 
95,000, 

At the annual association banquet, held 
at the Auditorium Hotel in the evening, 
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the following toast list was given, with 
Dwight E. Sapp of Mt. Vernon, Ohio, 
presiding at the speakers’ table: 


“The Telephone President.” H. D. 
Critchfield, Milwaukee, Wis. 
“The Crowning Triumph.” W. S. 


Hart, Waukon, Ia. 

“Mergers and Alliances.” D. J. Cable, 
Lima, Ohio. 

“Competition versus Monopoly.” Judge 
C. W. Showalter, Parkersburg, W. Va. 

“The Telephone and the Law.” Clar- 
ence Browne, Toledo, Ohio. 

“Our Emblem.” Manford Savage, 
Champaign, Ill. 

On Thursday morning, following the 
reading of the reports of the remaining 
state and local associations, Secretary 
Ware read the paper on “A Sound Finan- 
cial Policy,” by E. B. Fisher, Grand Rap- 
ids, Mich. 

“Some Telephone Problems” was the 
title of a paper by Morgan Brooks, pro- 
fessor of electrical engineering at the 
University of Illinois, which received the 
interested attention of the convention. 

Success in the telephone field has been 
due to the engineer rather than the in- 
ventor, premised the writer. He then di- 
rected attention to the priority of use of 
the telephone induction coil over the 
transformer for the transmission of elec- 
tric currents to great distances. Pro- 
fessor Brooks reviewed briefly a number 
of problems of construction, the matter 
of “loading” long lines, and the increas- 
ing danger and annoyance from high- 
tension power lines near telephone cir- 
cuits. The advent of the single-phase 
alternating-current railway has brought in 
a large share of troubles which simple 
expedients of transposing or insulating 
the telephone line have been unable to 
remedy. A three-phase high-tension 
power transmission system carrying a 
balanced load creates only a slight dis- 
turbance, since the wires are compara- 
tively close and the sum of the currents 
in any two wires at any instant is equal 
to that in the third. However, the sin- 
gle-phase railway employing a single con- 
ductor of comparatively high voltage 
(3,300 to 6,600 volts) with a ground re- 
turn, introduces conditions of noise and 
even dangerous induced potentials which 
cannot be well avoided without removal 
of the telephone wires outside of the dis- 
turbing zone. 

The enginecring experiment station of 
the University of Illinois, said Professor 
Brooks, is now building an experimental 
line, paralleled by power wires, one mile 
in length, and arranged so that any re- 


- current. 


Vol. 538—No. 24 


quired conditions can be obtained. That 
actual danger exists to men working 
telephone line near a high-tension circuit, 
Professor Brooks cited a laboratory ex- 
periment in which an insulated wire five 
feet away from a 6,000-volt line showed 
an induced potential of 500 volts. While 
this represented only the slight static 
charge of the line, the capacity of the 
wire being, of course, very small, the 
professor believed that a long line under 
certain conditions might deliver a fatal 
The improving insulation of 
telephone lines of course tends to con- 
serve the charge, and with improved con- 
ditions in this direction the danger from 
induced shocks is increasing. A tele 
phone line within 200 or 300 feet of a 
single-phase trolley line will likely be 
rendered inoperative, and the effect of the 
alternations has been noticed at a distance 
of several miles. 

Following Professor Brooks’ discussion 
of high - tension alternating - current 
sources of annoyance and danger, Secre- 
tary Ware read a paper on “Western 
Electric versus Independent Telephone 
Apparatus.” 

At the afternoon session a number of 
committee reports were heard and before 
the convention was finally declared ad- 
journed the following officers were elected: 
President, E. H. Moulton, Minnesota; 
first vice-president, P. - C. Holdoegel, 
Iowa; second vice-president, E. B. Fisher, 
Michigan; treasurer, Manford Savage, 
Champaign, Ill.; secretary, A. C. Davis, 
West Virginia. 

Directors for one year: A. E. Boqua, 
Arkansas; J. W. Barnes, West Virginia; 
M. L. Colladay, Missouri; P. H. Gris- 
wold, New York, and A. E. Yaxlor, Ili- 
nois. For two years: F. D. Houck, 
Pennsylvania; Frank C. Hoge, Ken- 
tucky; W. H. Nelson, Kansas; Dr. J. E. 
Demers, Canada, and H. D. Critchfield, 
Wisconsin. For three years: Frank L. 
Beam, Ohio; Manford Savage, Ilinois; 
James H. Shoemaker, Iowa; Charles B. 
Norton, Indiana, and E. B. Fisher, Michi- 
gan. 

The next convention will be held in 
Chicago in December, 1909. 

A direct outcome of the Independent 
telephone convention in Chicago is the 
amiable consideration given by the city 
administration to the matter of long-dis- 
tance connection with the large propor- 
tion of Independent subscribers in the 
adjoined states. i 

A committee from the telephone asso- 
ciation held a conference with the council 
committee on gas, oil and electric light, 
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which resulted in the association being 
requested to submit a concrete proposition 
at an early date. 

A. C. Lindemuth of Chicago went into 
details regarding the proposed service 
before the council committee, and in re- 
ply from queries from Aldermen Pringle 
and Snow, gave data regarding the oper- 
ations of the Bell company. The com- 
mittee for the telephone association was 
told that a local service might not be con- 
sidered at this time, but that a long-dis- 
tance service, built along the lines pro- 
posed by Mr. Lindemuth, might be ac- 
cepted by the council. 


EXHIBITS AT THE TELEPHONE CONVEN- 
TION. ` 

The North Electric Company, Cleve- 
Jand, Ohio, presented one of the most in- 
teresting and novel of the exhibits in the 
shape of a section of the new Clement 
Automanual switchboard it has begun to 
install at Ashtabula, Ohio. The Auto- 
manual system, as the name implies, com- 
bines certain features of both the manual 
and automatic switchboards. As ex- 
plained in a circular given out by the 
North company, any standard common- 
battery subscriber’s instrument can be 
used in the new system, as the subscriber 
calls in the usual way, verbally, giving 
the number wanted to the operator, who 
sets it up on a keyboard similar in ap- 
pearance to that of an adding machine. 
From this point the operation of select- 
ing a trunk, connecting and ringing the 
called subscriber is all performed aato- 
matically. Immediately the operator hag 
set up one call she is ready for anothef, 
and the calls are automatically distrib- 
uted among the positions, the simple duty 
of the operators being to set up the num- 
bers. Clearing-out is automatically ef- 
fected by hanging up the reeeivers. Ed- 
ward E. Clement, the inventor of the 
Automanual system, was present and an- 
swered the questions of a great many in- 
terested inquirers. 

The Sandwich Pole-Changer Company, 
Sandwich, Ill., showed an operating ex- 
hibit of its product which is adapted to 
supply either alternating or pulsating 
current. The three contact springs are 
provided with heavy platinum contacts, 
and in other respects the Sandwich pole- 
changer is of extremely rigid and compact 
construction. 

Stanley & Patterson, New York, N. Y., 
showed a number of sections of the Pat- 
terson wireless dry-battery holder, with 
the special form of dry cell adapted to 
fit in this convenient holder. One of 


these types of cell is provided with both 
the standard binding posts and the screw- 
thread contacts. The Patterson holder is 
made with an automatic bridge which re- 
stores the continuity of the circuit if any 
cell is removed. 

The Everstick Anchor Company, St. 
Louis, Mo., showed a number of anchors 
made on its well-known mechanical prin- 
ciple, so arranged that after the anchor 
is inserted in an eight-inch hole it may 
be tamped to expand its plates out into 
the undisturbed earth. 

The Miniature Telephone Booth Com- 
pany, New York, N. Y., demonstrated 
two popular forms of its telephone con- 
tainer by the use of which one may se- 
cure the utmost privacy in the use of his 
instrument without actually entering a 
sound-proof box. 

Middleton Bros., Monadnock Block, 
Chicago, gave practical demonstrations 
and instruction in the use of testing 
instruments for locating telephone troub- 
les. The Universal test set was used in 
these demonstrations. 

The Dayton Telephone Lock-out Manu- 
facturing Company, Dayton, Ohio, exhib- 
ited the Kneisly-Billman lockout for use 
on party lines. The hook switches of any 
subscribers on the line, not called, are 
effectually locked down until released by 
the central operator with this system. 

The Duplex Metals Company, New 
York, N. Y., had an interesting exhibit 
of Monnot copper-clad steel wire, which 
is manufactured in a variety of forms 
and sizes for telephone and electrical use. 
The two metals are welded with a perfect 
autogenous joint, and the wire combines 
with the strength of the steel the supe- 
rior conducting and non-oxidizing prop- 
erties of the copper covering. 

The Baird Manufacturing Company, 
Chicago, showed its new Baird chrono- 
graph. Any number of toll tickets may 
be “started” in this machine and then 
“finished” in any order whatsoever, 
while the machine will print on each the 
actual duration of the call as well as the 
time and date. 

The Holtzer-Cabot Company, Brook- 
line, Boston, Mass., made a very complete 
demonstration of its new and leading 
products. One of these is its new four- 
frequency multicycle vibrating converter. 
Another is its composite multicycle mo- 
tor-generator set. For use with these 
there is a frequency meter which oper- 
ates on an escapement principle. A full 
line of pole-changers, switchboard and 
telephone parts made up the rest of the 
exhibit. 
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: The Excelsior Supply Company, Chi- 
cago, exhibited two handsome Excelsior 
autocycles, which are coming to be used 
to an increasing extent by telephone men 
in going quickly to the scene of line and 
other trouble. 

The Universal Specialty Company, 
Terre Haute, Ind., offered a few sugges- 
tions on the construction of telephone 
drop circuits by the use of its Universal] 
insulators adapted to carry two wires. 

The Stromberg-Carlson Telephone Man- 
ufacturing Company, Rochester, N. Y., 
held the interest of the operators of mag- 
neto exchanges with its self-restoring 
gravity drop and magneto switchboards. 

The Homer Roberts Telephone Com- 
pany, Chicago, Ill., had a number of op- 
erating lines of its local-battery party- 
line system, on which calling is accom- 
plished by lifting the receiver off the 
hook, as in a common-battery exchange. 
By an emergency arrangement the sub- 
scribers’ signaling means is always avail- 
able, whether his own or any other in- 
strument is in use, so that the line cannot 
be effectually tied up by any subscriber. 

The Illinois Electric Company, Chi- 
cago, made a feature of its exhibits of 
pole seats and circle tops. The latter is 
somewhat of an innovation in distribut- 
ing circles, as the entire ring, twenty- 
one inches in diameter, is of gaspipe cov- 
ered with circular loom. 

The Indiana Steel and Wire Company. 
Muncie, Ind., exhibited its extra double 
galvanized telephone and telegraph wire 

The Fibre Conduit Company, Orange- 
burg, N. Y., was represented by W. W. 
Smythe, Jr., western manager, and had 
on exhibit all sizes of the socket-joint 
type of Orangeburg fiber conduit as well 
as its thin-wall-type linaduct and distrib- 
uting-pole bends and reducers. Sections 
of four-duct subway showing these prod- 
ucts installed in concrete were also shown. 

The Automatic Electric Company, Chi- 
cago, took the occasion of the Independ- 
ent telephone convention to introduce its 
new dial-type of instrument as well as its 
small calling switch which can be ap 
plied to any common-battery set. The 
Automatic Company operated a complete 
exchange with a number of instrumente 
equipped with automatic ringing, doing 
away with the necessity for the calling 
subseriber’s pressing the button. 

The American Electric Telephone Com- 
pany, Chicago, showed a full complement 
of its line of switchboards, telephones 
and parts. 

The Century Telephone Construction 
Company, Buffalo, N. Y., manufacturer 
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of switchboards, telephones and parts, oc- 
cupied Room 628 with an exhibit. 

The Chicago Telephone Supply Com- 
pany, Elkhart, Ind., had rooms 420 to 
426 inclusive for its exhibition of tele- 
phone apparatus. 

The Cracraft-Leich Electric Company, 
Genoa, Ill., demonstrated the telephones 
and switchboards of its well-known make. 

H. E. Cobb, Chicago, occupied a room 
on the parlor floor of the Auditorium 
Hotel with rubber-covered and galvanized 
wire, general supplies and protective de- 
vices. 

Frank B. Cook, Chicago, showed some 
of the latest of his large line of telephone 
protective apparatus. 

The Corwin Telephone Manufacturing 
Company, Chicago, exhibited intercom- 
municating switchboards. 

W. H. Couch, Boston, Mass., showed 
a general line of telephone apparatus. 

The Dean Electric Company, Elyria, 
Ohio, made a feature of its harmonic 
ringers in addition to its general exhibit 
of switchboard and telephone parts. 

The Electric Appliance Company, Chi- 
cago, made an exposition of general tele- 
phone supplies. 

The Fox & Borden Manufacturing 
Company, New York, N. Y., showed a 
number of telephone specialties in Room 
647. 

The H. S. Green Battery Company 
showed batteries. 

Frederick Grier, president, and A. L. 
Hasse, sales manager, of the Harvard 
Electric Company, were in daily attend- 
ance at the convention. 

J. Wiley, of the Standard Underground 
Cable Company, was a prominent figure 
among the manufacturers’ representatives. 

The Manhattan Electrical Supply Com- 
pany, Chicago, exhibited small power de- 
vices. 

The Miller Anchor Company, Norfolk, 
Ohio, demonstrated its expansible anchors 
for guying. 

The Monarch Telephone Manufactur- 
ing Company, Chicago, exhibited tele- 
phone instruments and switchboards on 
the convention hall floor. 

The Ohio Brass Company, Mansfield, 
Ohio, had an exhibit of line material. 

The National Carbon Company, Cleve- 
land, Ohio, interested the local-battery 
telephone men with its exhibit of dry 
cells. 

F. W. Pardee, Chicago, showed batter- 
jek, wire, receiver shells and cable reels. 

The Pierce Specialty Company, Elk- 
hart, Ind., made an exhibit of telephone 
construction material. 
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The St. Louis Malleable Casting Com- 
pany, St. Louis, Mo., showed a number 
of telephone specialties. 


The Sterling Electric Company, Lafay- — 


ette, Ind., occupied the hotel writing room 
with a diversified array of the apparatus 
of its manufacture and exhibited as a 
rather novel departure a compressed-air 
and vacuum cleaning system. 

The Swedish-American Company, Chi- 
cago, showed a complete exhibit of tele- 
phones, switchboards and parts. 

The Vote-Berger Company, La Crosse, 
Wis., demonstrated the simplified com- 
mon-battery exchange circuits made pos- 
sible by the use of its well-known ballasted 
lamp. In series with an iron ballast the 
lamp is placed directly in the line circuit, 
and on account of the temperature co- 
efficient of the ballast the lamp will come 
to approximately the same brightness over 
a considerable range of impressed voltage. 

The Warner Electric Company, Muncie, 
Ind., exhibited a complete line of the well- 
known Warner pole-changers. 

The Westinghouse Machine Company, 
Pittsburg, Pa., exhibited storage cells of 
interest to common-battery men. l 

The Wireless Cable Tester Company, 
Cedar Rapids, Iowa, had a representative 
on hand with some faulty cable and by 
means of a tone-test and exploring coil 
located the “bug” promptly. 
ede 
The Influence of High-Tension Lines 

on Hailstorms. 

In a paper before the French Academy 
of Science, Mr. von Fagniez recently 
presented evidence of the effect of a 
three-phase, 45,000-volt line on a hail- 
storm. 

A hailstorm, introduced by a few 
ball-lightning strokes, followed the course 
for 8.5 miles. The high-tension line runs 
parallel to a chain of mountains some two 
miles away. Previous to the construc- 
tion of the transmission line, observa- 
tions established the fact that the moun- 
tain chain attracted hailstorms. This is 
explained, in that the numerous cross 
valleys diverted the route of the storms 
so that they followed the main chain. 

Contrary to former observations (the 
line has been in existence about a year), 
the hailstorm jumped over all cross val- 
levs and followed the course of the trans- 
mission line. l 

The members of the Academy of Sci- 
ence agreed that the storm was influenced 
bv the high-tension line, but were un- 
decided whether the line was the direct 
cause of the hailstorm. 
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Western Electric Annual Report. 

The annual report of the Western Elec- 
tric Company for the fiscal year ended 
November 30, 1908, will show gross sales 
for the year, running close to $36,000,000, 
as compared with gross sales of $52,724,- 
168 for the previous year. In 1907 the 
Western Electric Company earned $1,- 
217,000 applicable for dividends, paying 
$1,200,000, or eight per cent, on its capi- 
talization of $15,000,000. The economies 
effected by the company in operating ex- 
penses and the reduction of its floating 
debt and bills and accounts receivable, 
from the large amounts of former years, 
will, it is believed, enable the company to 
declare seven per cent dividends, if not 
the rate of the previous year. 

October is the best month so far this 
year, and orders were booked at the rate 
of $44,000,000 a year. November shows 
the greatest increase in new business, ac- 
cording to the Wall Street Journal. One 
in close touch with the company’s affairs 
says: 

“The electrical business has shown a 
decided improvement during the last few 
months. Contracts and new developments, 
held up on account of financial stress, are 
now being placed under way again, but 
we look for the greatest improvement to 
come after the first of the year. The 
electrical supply business is the most 
active branch at the present time. We 
are also meeting with considerable suc- 
cess in demonstrating a low-pressure tur- 
bine which will be placed on the market 
shortly. During the slack times we con- 
ducted a more aggressive educational and 
sales campaign than ever before. Our ad- 
vertisements appear in seventeen leading 
periodicals and numerous electrical and 
machinery trade papers, and we are get- 
ting excellent results both in inquiry and 
orders booked.” 

There is now little likelihood that the 
$15,000,000 five-per-cent bond issue, 
which was authorized some time ago, will 
come to light in the immediate future, a8 
the conditions which seemed to make the 
bond issue necessary no longer exist. The 
bills and accounts receivable item which, 
for the year ended November 30, 1906, 
reached the large total of $24,555,074, 
was reduced to $18,252,060 in the year 
ended November 30, 1907, and this year’s 
report will show as great a rate of de- 
crease over the preceding year. The float 
ing debt of $11,500,000 for 1907 is now 
in the neighborhood of $5,000,000, and as 
the last report showed quick assets of 
$21,025,669 and a surplus of $18,252,060, 
a bond issue is not imperative. 
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Train Dispatching by Telephone. 

The use of the telegraph as an instru- 
ment for the dispatching and operation 
of trains on American railroads will soon 
become obsolete as the result of a recom- 
mendation made by a committee at the 
recent Chicago meeting of the American 
Railway Association, which represents over 
240,000 miles of railroads. 

After an investigation extending over 
nearly a year by a committee appointed to 
consider the subject it has been found 
that the telephone is not only as safe as 
the telegraph for directing the movement 
of trains but is more efficient and économ- 
ical. Therefore the railroads are advised 
to substitute the newer system for the 
telegraph gradually. 

This has already been done on a large 
number of roads with marked success on 
steadily increasing sections of their lines. 
- Railroads running out of Chicago have 
already installed the telephone on over 
3,000 miles of line, and as a result of the 
decision of the association the installations 
will be rapidly extended. The two sys- 
tems have been used side by side in many 
cases, as the same wires can be used for 
both, but the investigation of the commit- 
tee has shown that the telephone is so far 
superior that there is little object in re- 
taining the telegraph except for commer- 
cial purposes. The main advantages, ac- 
cording to the committee, are in the sav- 
ing in time and in the fact that the tele- 
phone can be used by anyone. 

The investigation of the possibilities of 
the telephone and the decision to recom- 
mend it as a standard instrument are 
largely the direct result of the workings 
of the nine-hour law. This made it neces- 
sary for the roads to have three instead of 
two operators at many stations, and to 
employ 8,000 additional men, increasing 
their expenses by over $10,000,000 a year. 
As the Order of Railway Telegraphers has 
refused to allow its members to instruct 
student operators it was in many cases 
difficult to secure the new men, and the 
roads immediately turned to the telephone 
as a possible remedy for the situation. 
ede 

North Shore Electric Officers. 

The annual meeting of the North Shore 
Electric Company, operating in the sub- 
urban belt surrounding Chicago, was held 
November 30. Directors were re-elected 
as follows: Samuel Insull, Charles H. 
Randle, Charles F. Spaulding, Edward P. 
Russell, William A. Fox, Louis A. Fer- 
guson and Frank J. Baker. 

There was represented at this meeting 
28,604 out of a total of 29,896 shares. 
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Electric Head Lamps for Chicago Street 
Sweepers. 

To protect its night workers and sweep- 

ers against being run down by the many 

automobiles which dash rapidly through 


STREET CLEANER EQUIPPED WITH ELEC- 
TRIC LAMP. 


Chicago’s boulevards and parkways the 
South Park Commission has equipped its 
scavengers with electric head lamps, as 
shown in the accompanying photograph. 
The unusual spectacle of these brilliant 


PORTABLE ACCUMULATOR AND USUAL 
FORM OF FLASH LAMP. 


little lamps bobbing across the highways 
in the stretches between the park lights 
has attracted the curiosity of all who see 
them for the first time. The lamps are 
serving their purpose effectively and are 
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a source of very. evident pride to their 
humble wearcrs. 

A two-volt tungsten lamp arranged in 
a special socket for mounting on the hat 
of the wearer derives its current from a 
single pocket storage cell rated at six 
ampere-hours. This is sufficient to main- 
tain the little lamp from twelve to fifteen 
hours on a single charge, it is asserted. 
The storage battery uses lead plates and an 
electrolyte of so-called “solidified” sul- 
phuric acid, giving a compound of the 
consistency of table jelly. The cell is 
about an inch in thickness and measures 
two and three-quarters by six and one- 
half inches. It weighs one and one-half 
pounds. | 

The charging rate of the cell is one- 
half ampere, requiring twelve hours for a 
complete charge. The cell is conveniently 
charged from a 110-volt direct-current cir- 
cuit by inserting it in series with an 
ordinary sixteen-candlepower incandescent 
lamp. 

The outfits, with the exception of the 
special socket arranged to be fastened on 
top of the hat, are similar to those used by 
workmen in oil and gas works, paint: fac- 
tories, etc., and by watchmen, and were 
furnished by the Vesta Accumulator Com- 
pany, 1336 Michigan Avenue, Chicago. 


ede 
Long Trip in an Electric Automobile. 


Oliver P. Fritchie, president of the 
Fritchie Automobile and Battery Com- 
pany, of Denver, Colo., completed a trip 
of 1,800 miles, from Lincoln, Neb., to 
New York city, in an electric victoria of 
his own manufacture, on Saturday eve- 
ning, November 28. Mr. Fritchie arrived 
at the Hotel Knickerbocker, in Times 
Square, after having been on the road 
just twenty-eight days. 

The motor on the car has a maximum 
output of ten horsepower, and is geared 
up to nineteen miles an hour. On one 
charge it will travel about 100 miles, al- 
though on one day it is stated that this 
distance was exceeded by twenty-five 
miles, when Mr. Fritchie drove from To- 
ledo to Wooster on one charge. The 
shortest run was over the blue-clay roads 
of Iowa, which were sticky and slippery 
from bad weather, when only forty-five 
miles was covered. 

Although the trip establishes the fact 
that, under certain conditions, an electric 
car may be relied upon to travel 100 miles 
on one charge, it is the opinion of Mr. 
Fritchie that this record could not be 
made in an ordinary electric car unless 
it was handled by an expert electrician. 
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Proposed Modern Power Plant for India 
Coal Fields. 

Writing from Calcutta, United States 
Consul-General William H. Michael says 
that many of the India collieries will have 
to put in new machinery, some of them 
complete new equipment, and that to 
meet this need a company has been or- 
ganized in Calcutta called the Coalfields 
Power Syndicate, with a capital of $700,- 
000. 

The object is to provide cheap power 
for coal-mining purposes. The prospectus 
of the company says that ten per cent of 
the coal mined in India is consumed at 
the mines for power, which for 1907 
would be a consumption of 915,296 tons, 
worth $3 per ton. | 

It is to try and greatly reduce this un- 
necessary expenditure that the company 
has come into existence. It is proposed 
to sell electrical current at one anna (two 
cents) per unit, and besides power the 
company will handle up-to-date colliery 
equipment, kept in stock, in order to meet 
any emergency. It is believed that the 
gross revenue will be $113,666 for sale 
of power and $31,150 from rentals of col- 
liery equipments. In reference to the 
need of such a syndicate, the prospectus 
says: 

At the present time many collieries have 
to face an early replacement of much of 
their plant, and it is partly owing to this 
that the present demands on the syndicate 
for power are so large. It is only since 
the construction of the railways that the 
coal fields have been seriously worked, 
and although the progress for many years 
was slow, the development has been ex- 
tremely rapid of late, as the following 
table of coal raised in Bengal will show: 


Output Number 
Persons in of Com- 


Year. Employed. Tons. panies. Capital. 

1904 ....... 14,896 7,058,980 28 $6,964,366 
1905 assess 33,496 7,234,103 33 7,916,152 
1906 sses 36,194 8,677,820 37 8,448,517 
LOOT aeisc'ses 39,365 9,993,348 77 15,358,000 


The above table shows that the number 
of companies and their capital employed 
in coal mining increased very slowly until 
1907; since then the expansion has been 
very rapid, but, as will be noticed from’ 
the column of output, there has not yet 
been time for the new companies to de- 
velop their mines, and a large part of the 
increased capital is therefore not yet pro- 
ductive. A natural result of this expan- 
sion is the shortage of labor from which 
the coal fields are now suffering, and which 
is considerably restricting the operations 
of fully developed mines. In fact, as 
shown in the table, the number of miners 
available has not kept pace with the out- 
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put, and shows little elasticity in spite of 
a greatly increased demand. The slow 
development of the recently-opened mines 
is also largely due to deficient labor. 
edo 
Seasoning and Treating Telephone . Pole 
Cross-Arms. | 
There are used every year in the United 
States about 14,000,000 cross-arms for 
telephone and telegraph poles. Of these, 
perhaps one-fourth are now treated with 


preservatives to increase their durability, 


and there are at least five plants, at New 
York city, Norfolk, Va., New Orleans and 
Slidell, La., and West Pascagoula, Miss., 
at which cross-arms are treated. Because 
of their small size as compared with the 
strength required and the weakening 


effect of the holes for insulator pins, and ` 


their constant exposure to all kinds of 
weather, cross-arms should receive a thor- 
ough treatment. A good treatment with 
creosote will at least treble their dura- 
bility. 

A large portion of the supply of cross- 
arms comes from the South; they are 
sawed from the loblolly or old field pine, 
of which there is a large quantity through- 
out this region. This tree grows rapidly, 
but contains much sapwood which is 
difficult to season. It has been said that 
“loblolly pine sapwood will rot before 
it will season in the warm, damp climate 
of the South.” While this is probably 
overdrawn, it is necessary so to pile the 
cross-arms that the air may circulate 
freely about them, and to protect them 
from rain and snow by a roof of loose 
boards. 

Sapwood absorbs preservatives so much 
more readily than heartwood that when 
both cross-arms in which sapwood abounds 
and those in which heartwood predomi- 
nates are treated in the same run the 
former absorb an excessive amount before 
the latter have received what they require. 
This is not only a needless expense but 
a detriment, inasmuch as the excess of 
creosote in the sapwood later oozes out 
and drips on those who walk beneath. To 
solve this difficulty, the cross-arms should 
be sorted in three classes, as sapwood, in- 
termediate and heartwood, and treated in 
different runs. 

Cross-arms are treated in large, hori- 
zontal cylinders varying from ninety to 
180 feet in length and from six to seven 
feet in diameter. Into these the arms are 
run on skeleton trucks, and the doors are 
then bolted air-tight. Creosote is next 
run until the remaining space in the cylin- 
der is filled. Pressure is sometimes then 
applied by pumps to force the preservative 
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into the wood. In some instances before 
the preservative treatment, the cross-arms 
are treated to a bath of living steam, fol- 
lowed by the drawing of a vacuum, to 
remove moisture and secure rapid pene- 
tration of the wood by the preservative.— 
From Circular 151 on “Creosoting Lob- 
lolly Pine Cross-arms,” issued by the 
United States Forest Service, Washington, 
D. C. 


ade 
Electro-Acoustic Method of Measuring 
` Distances at Sea. 


Debrix has invented an ingenious 
method of measuring the distance of a 
vessel which cannot be seen, because of 
darkness, fog, or intervening objects. 
The method is based on the difference 
between the velocities of sound and 
Hertzian waves. 

At the receiving station, which we may 
suppose to be a lighthouse or semaphore 


station on the coast, a train of clockwork 


causes a pointer to move over a divided 
dial at the rate of one division per sec- 
ond. The clockwork is started by & 
Hertzian wave, which is sent out by the 
ship simultaneously with a sound wave, 
produced by a gun, siren, or whistle. As 
the propagation of Hertzian waves is 
practically instantaneous, the pointer may 
be regarded as starting at the instant at 
which the sound wave leaves the ship. 
The observer on shore watches the pointer 
and notes its position at the moment the 
sound reaches his ears. The distance of 
the ship is then obtained by multiplying 
the number of divisions traversed by the 
pointer by the velocity of sound (about 
1,100 feet per second). 

The position of the ship can be deter- 
mined with greater precision, says the 
Scientific American, if the Hertzian and 
auditory signals are received by two shore 
stations, which can communicate with 
each other by telegraph or telephone. 
The distance of the ship from each sta- 
tion having been found, the ship’s position 
on the chart will be at the intersection 
of two circular arcs drawn about the sta- 
tions, as centers, with radii equal to the 
two distances. The result might then be 
telegraphed to the ship. 

A still better plan would be for each of 
the chain of coast stations to emit, at 
regular intervals, simultaneous Hertzian 
and auditory signals (the stations being 
distinguished by peculiarities in the sig- 
nals, as lighthouses are now differenti- 
ated). Then any ship provided with the 
simple receiving apparatus described 
above could determine its position at any 
time and make its way safely to port. 
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Ampere Tablet Unveiled. 


A bronze and tile memorial tablet in 
honor of the French scientist, Andre- 
Marie Ampere, has been set up in the 
Lackawanna railroad station at Ampere, 
N. J., by Dr. Schuyler Skaats Wheeler. 

The ceremonies were opened by the ac- 
ceptance by Vice-President Caldwell, of 
the Lackawanna Railroad, of the tablet, 
which His Excellency, the French Am- 
bassador, was requested to unveil. 

Dr. Wheeler said that the assemblage 
had gathered in order to honor the name 
of Andre Marie Ampere, one of the great 
founders of electrical science, who was 
born at Lyons in 1775, and died at Mar- 
seilles in 1836. His name has been given 
to the ‘unit of electrical current, and in 
every civilized country in the world the 
word “ampere” is used as much as 
“pound,” “second,” or “inch.” The pres- 


DR. SCHUYLER SKAATS WHEELER, DONOR 
OF THE AMPERE TABLET. 


ent site of the unveiling was named Am- 
pere twelve years ago, but until the Lacka- 
wanna Railroad completed the new station 
there was no appropriate pineg for such a 
tablet. 

His Excellency said that nothing was 
more touching for a man from France, 
and especially for the representative of 
France, when traveling in America, ihan 
to notice so many places bearing French 
names, recalling ancient French history. 
There are so many towns and cities re- 
calling the names of Joliet, Marquette 
and La Salle, and all those early pioneers 
who settled in the valley of the Mississippi 
and the north of this great country, and 
also the famous series of names, Lafay- 
ette, Rochambeau and La Luzerne, which 
are written on the map and also in the 
hearts of the people. It must not be be- 
lieved that America is allowed to honor 
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French names without French reciproca- 
tion. In France American names con- 
front one at every step. In Paris will be 
found a boulevard named after Franklin, 
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THE AMPERE TABLET, UNVEILED BY HIS 
EXCELLENCY, THE FRENCH AMBASSA- 
DOR, AT AMPERE, N. J., DECEMBER 3. 


a street named after Washington, and one 
named after Lincoln. These names tell of 
an ancient blessed and solid friendship. 
His Excellency is a native of the same 
town—Lyons—as Ampere. This is one 
of the oldest cities in France and one of 
the most peculiar. It is a Roman town, 
and for a long time was one of the fore- 
most in France, being the first to receive 
Christianity, and during the Renaissance 
was at the head of the towns receiving the 
new learning. Ampere belonged to one of 
the austere French families. His father 
was a justice of the peace, and during the 
revolution followed the dictates of his 
conscience, and suffered for it. A few 


911 


will remember that it was through no 


squandering of mine; no lack of care. The 
only expense into which I went with some 
extravagance was for the purchase of 
mathematical and geometrical. books for 


our little son. There is nothing that I 


do not expect of him.” That little son 
was the great man who was thus being 
honored. Ampere’s name will survive in 
books, but, owing to Dr. Wheeler, it will 
also survive in another way; it will sur- 
vive on the map of the United States, and 
the name of Ampere will last forever. 
His Excellency closed by saying: “As a 
Frenchman and compatriot I wish pros- 
perity and happiness to Ampere.” 
ede 
Production of Platinum in the United 
States. | 

The decline in price of ingot platinum 
on the New York market from $38 per 
troy ounce on January 1, 1907, to $25 


ne 
brow. c ler cE Cae eines 


Dre, E e~d ieo ge 


wee, Wa. 
a > “aart qu (ie 


a 


AN AMPERE AUTOGRAPH LETTER. 


per ounce on December 31 of the same 
year, was accompanied by a notable de- 
crease. in production of fine platinum— 
from 1,439 ounces, valued at $45,189 in 
1906, to 357 ounces, valued at $10,589, 
in 1907. Of the total output in the later 
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OF THE CROCKER-WHEELER COMPANY'S WORKS AT 


AMPERE, N. J. 


hours before his death he wrote in a firm, 
steady hand his farewell to his wife. He 
said: “I have in my heart as a consola- 
tion the knowledge that I did my duty 
without fail. -I leave you poor, but you 


year 300 ounces came from Butte, Del 


Norte, Humboldt, Placer, Plumas, Trin- 
ity and Sacramento counties, in Califor- 
nia, and fifty-seven ounces from Coos, 
Curry and Josephine counties, in Oregon. 
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THE NEW YORK MEETING OF THE 
` AMERICAN SOCIETY OF ME- 
CHANICAL ENGINEERS. 


ANNUAL MEETING, DECEMBER 1-5. PA- 
PERS AND DISCUSSION. 


The subjects attracting the greatest at- 
tention at the annual meeting of the 
American Society of Mechanical Engi- 
neers, held December 1-4, in the Engi- 
neering Societies Building, New York, 
were the conservation of national re- 
sources, machine-shop practice, aeronau- 
tics and the training of workmen. But 
one paper was presented on this latter 
subject. The ensuing discussion, how- 
ever, was most enthusiastic and of a most 
illuminating character. 

The convention was opened on Tuesday 
evening, with President M. L. Holman’s 
address on the conservation of our na- 
tional resources. Mr. Holman was present 
at the recent conference called by Presi- 
dent Roosevelt, as the representative of one 
of the four great engineering societies. In 
his address he reviewed briefly the work 
of this conference and the scope of the 
movement. He touched on the impor- 
tance of the health and life of the pcople 
as a national resource, and the work that 
is being done along this line. The con- 
serving of the timber supply is another 
subject of considerable importance. The 
work of the irrigation engineer enters nere 
as making arid lands available for timher- 
ing, and the timbering of land conversely 
reacts favorably on the fertility of the 
country. Closely allied to irrigation 
problems are those of waterpower, al- 
though this latter cannot be properly 
called a problem of conservation. It is 
merely one of development; the water is 
there, and its use or non-use for power 
development does not decrease or increase 
the available supply. The only real in- 
terest in this subject from the conserva- 
tion standpoint is the preserving to the 
public good the water rights of available 
power possibilities. The address went 
deeply into the subject of mineral re- 
sources, chief among which are fuel and 
iron ore. Improved methods of mining 
are necessary, both to avoid waste of the 
material mined and to decrease the awful 
loss of human life, which is far worse in 
America than in foreign countries. An 
interesting point brought out in connec- 
tion with the conservation of iron ore was 
that eventually only enough ore would 
have to be mined to replace the losses of 
wear and tear. There are thousands of 
tons of iron in scrap piles which are not 
utilized because it does not pay to re 
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work it. As the available supply of ore 
diminishes the scrap dealer will be 4 
much more important factor than he 
now is. 

Following the presidential address, Dr. 
John A. Brashear was presented to the 
seciety for honorary membership, which 
was conferred on him by President Hol- 
man. Dr. Brashear then delivered a 
most brilliant lecture on stellar photog- 
raphy, in which he traced the formation 
of planets, etc., illustrating his talk with 
some remarkable photographs of nebule 
and other celestial objects. He also out- 
lined the method of calculating sidcrial 
distances and other computations in the 
field of astronomy. 

The Wednesday morning session was 
partially given up to a paper on the rela- 
tion of the engineer to the people, by 
Morris L. Cooke, who thought that many 
present-day conditions, among them the 
broadening of human knowledge, and the 
generally recognized necessity for co- 
operation, will force the engineering pro- 
fession and the individual engineer to 
take a more direct interest in affaira af- 
fecting the public. If engineering is to 
take full possession of the field which the 
public is willing it should occupy, more 
effort must be made to enlighten the pub- 
lic as to the objects and achievements of 
engineering, more effort must be put forth 
along lines of purely public interest, and 
every opportunity given the public to co- 
operate with the engineer. The discus- 
sion on this paper emphasized the neces- 
sitv of acquainting the public more fully 
with its vital relationship to the engineer- 
ing profession, and the necessity of hav- 
ing legislation which involves questions of 
engineering guided by the national engi- 
Neering societies. It was shown how 
proper co-operation between the public 
and other professions, such as medicine 
and architecture, had served to bring 
about an increasing appreciation of their 
value to the public. 

The principal feature of this session 
was a comprehensive paper by Major 
George O. Squier, of the Signal Corps of 
the United States Army, which dealt 
with the present status of miltarv aero- 
nautics. This paper outlined quite com- 
pletely the types of successful military 
halloons in the United States and foreign 
countries, detailing the construction of 
the dirigible French types, of Count Zep- 
pelin, and of the United States and Eng- 
land. It also took up the problems of 
design of these types, and then discussed 
aeroplanes in much the same fashion. 


The work of Herring, Farman, the 
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Wright brothers and others was explained, 
and the action of airshps was compared 
to that of vessels navigating the water. 
The application of airships to warfare 
was considered, and it was shown, and the 
menner in which they would work for 
peace and delimit frontiers was brought 
out. 

In connection with this subject, Licut. 
Frank P. Lahm, also of the Signal Corps, 
gave a stereopticon lecture on Wednes- 
day evening, which was also illustrated 
with moving pictures, showing in flight 
the Zepplin dirigible balloon, and the 
Wright brothers’ aeroplane. 

The Wednesday afternoon session 
comprised two papers on fuel-oil burning, 
by C. R. Weymouth, of San Francisco, 
Cal., and two others on the total heat of 
saturated steam and on a method of ob- 
taining ratios of specific heat af vapors. 
In Mr. Weymouth’s first paper are pre- 
sented results of tests at the 15,000-kilo- 
watt power plant of the Pacific Light and 
Power Company, Redondo, Cal., having 
steam-engine prime movers, crude oil be- 
ing used as fuel. The fuel economy is 
stated for tests on a 5,000-kilowatt plant 
unit at various uniform loads, approri- 
mating 2,000, 3,000, 4,000 and 5,000 
kilowatts; on a variable railway load; and 
also for the entire station on a similar 
variable railway load. The operating and 
test conditions are fully described. 

The results given indicate a remarkable 
plant economy under all conditions, but 
the particularly striking feature is the 
almost uniform fuel economy for the 
plant unit for all fractional loads from 
about one-half load up to the maximum 
load tested. The author believes that 
the results warrant a careful investigation 
as to the possibilities in the line of su- 
perior plant fuel economy, using the more 
modern types of steam engines as prime 
movers. 

The second paper described the un- 
necessary losses in firing fuel oil and an 
automatic system for eliminating them 
as installed in the Redondo plant. 

An oil-pump governor actuated by vari- 
ations in the boiler steam pressure 80 
varies the oil pressure in a common oil 
main, and accordingly the simultaneous 
rate of firing in all burners, as to main- 
tain practically uniform steam pressure 
at the boilers. This variation of pressure 
in the oil main is the secondary means for 
controlling the supply of steam to the 
burners for purposes of atomization, and 
also for controlling the amount of damper 
opening, and thus the air supply for 
combustion. Due to this automatic and 
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synchronous adjustment of all the func- 


tions of the boiler and furnace, there re-: 


sults on plants subject to fluctuating load 
an increased boiler economy, which is due 
to the more uniform rate of firing, the 
saving in steam used for atomizing the 
oil and the reduction to a minimum of 
the air supply for combustion. 

In the discussion which followed these 
papers, the speakers almost uniformly 
took exception to the implied statement 
that reciprocating engines were largely 
responsible for the good showing made, 
and to the statement that as a steam 
turbine would only show high economy 
in connection with a good vacuum, the 
vacuum should be charged back against 
the turbine. This was considered to be 
most unfair to the turbine. The speak- 
ers all contended that turbines, operating 
under similar conditions, would show 


just as high if not higher economy than- 


the engines. 

A. R. Dodge’s paper on the specific 
heat of vapors considered a method of 
obtaining ratios of specific heats which 
does not involve the use of available 
steam tables conceded to be too inaccurate 
for such investigations, nor a condition 
in which the steam is presumed to be 
without moisture or superheat. This 
method: is based upon the expansion of 
initially superheated fluid in a throttling 
calorimeter, and tables are included show- 
ing data for steam. 


Harvey N. Davis’ paper on the heat 


of saturated steam stated that Regnault’s 
formula for the total heat of saturated 
steam, H = 1091.7 + 0.305 (t — 32) 
British thermal units, is considerably in 
error. This conclusion is confirmed by 
computing H above 212 degrees, in terms 


of H», from the throttling experiments — 


of Grindley, Griessmann and Peake, and 
the direct specific-heat determination: of 
Knoblauch and Jakob. The result is: 

— Ha + 0.3745 (t — 212) — 
0.000550 (t — 212). The best value 
of Hm seems to be 1150.3 British 
thermal units. The range of the new 
formula is from 212 degrees to about 
400 degrees. The greatest error in Reg- 
nault’s formula in this range is six Brit- 
ish thermal units at 275 degrees, but if 
extrapolated to higher temperatures the 
error in it increases very rapidly. Below 
212 degrees the observations of Dieterici, 
Smith, Griffiths, Henning and Joly show 
a thoroughly satisfactory agreement 
among themselves, and prove that Reg- 
nault’s formula runs high, the error 
reaching eighteen British thermal units 
at thirty-two degrees. There are corre- 
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sponding errors on the specific volume 
values ordinarily used. 

Most of the speakers discussing these 
two papers did so by means of compli- 
cated formule on the blackboard, which 
it was impossible for the audience to fol- 
low. 

The papers presented on Thursday 
morning were almost wholly devoted to 
machine-shop practice. A. L. De Leeuw 
read one on efficiency tests of milling 
machines, which points out the desirabil- 
ity of indicating the power of a machine 
tool by the amount of metal which it is 
capable of removing. It shows the re- 
sults of tests made for finding the net 
horsepower required to remove a given 
amount of metal under given conditions. 
Other tests were made to determine the 
efficiency of the feed and driving mech- 
anism. In this connection an electrical 
method was used, comprising two ma- 
chines, rigidly connected at their spindles, 
one being driven by a motor, and the 
other driving a generator. The power 
input was determined, from the electrical 
readings, the efficiency curve of the motor 
being known, and the output of the gen- 
erator was also measured. From the 
difference in power of the two electrical 
machines the efficiency of the milling ma- 
chines was easily determined. The dis- 
cussion on this paper, and on the one 


‘which followed, describing a new high- 


specd milling cutter, dealt mostly with 
questions of the proper shape of metal 
cutting tools, and incidentally touched on 
the revolution in machine-shop practice 
brought about by the motor drive. 

A paper on interchangeable involute 
gear-tooth systems, by Ralph E. Flanders, 
gave diagrams showing the effect of vary- 
ing the pressure angle and addendum on 
the various practical qualities of gearing, 
such as interference, number of teeth in 
continuous action, side pressure on bear- 
ings, strength, efficiency, durability, 
smoothness of action, permanency of 
form, etc. After comparing typical ex- 
amples of interchangeable gear systems 
in these particulars, the author concludes 
ihat a new standard for heavy, slow-speed 
gearing is advisable. 

The paper provoked a rather aimless 
discussion which showed mainly that 
there were yet many things to be learned 
about gearing. The discussion was so 
protracted that it had to be continued 
at an afternoon session, at which Norman 
Litchfield’s paper on spur gearing in heavy 
railway-motor equipments was read and 
which dealt with the breakage of gearing 
in heavy electric-railway service, as typi- 
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fied by the equipments of the Interbor- 
ough Rapid Transit Company, New York, 
which operates the elevated and subway 
lines. A resumé is given of the methods 
employed to overcome the breakage, and 
the strains in the teeth as calculated by 
the Lewis formula are shown. Attention 
is called to the fact that this formula is 
not entirely applicable on account of the 
difficulty in maintaining alignment of 
gear and pinion. 

The paper attracting the most attention 
at the regular Thursday afternoon session 
was Henry L. Gantt’s on training work- 
men in habits of industry. In this paper 
Mr. Gantt says that until within a few 
years the mechanic was necessarily the 
source and conserver of industrial knowl- 
edge, and on him rested, therefore, the 
responsibility for training workmen. 
With the advent of the scientifically-edu- 
cated engineer capable of substituting a 
scientific solution of problems for the em- 
pirical solution of the mechanic, the -re- 
sponsibility of training workers naturally 
shifts to his shoulders. If he accepts this 
responsibility, and bases the training on 
the results of scientific investigation, the 
efficiency of the workman can be so 
greatly increased that the manufacturer 
can afford to give those that take advan- 
tage of this training compensation in ex- 
cess of that usually paid for similar work. 

Many speakers warmly praised Mr. 
Gantt, who was associated for many years 
with F. W. Taylor while the latter was 
developing his system of shop manage- 
ment. It was brought out that men 
trained under Mr. Gantt’s principles 
made better workmen, better managers, 
received higher pay and were more con- 
tented than the average man. The speak- 
ers especially commended the helpful and 
humanitarian tone of Mr. Gantt’s paper, 
in which it was shown that the operation 
of the principles therein enunciated was 
to the benefit of employer and workman 
alike. The testimony of all who had 
used the systems developed by Mr. Gantt 
and Mr. Taylor was to the effect that the 
results were far beyond their most san- 
guine hopes. 

A liquid tachometer was described at 
this session by Amasa Trowbridge, of 
great accuracy and simple construction. 

A paper of considerable interest was 
that of C. J. Mellin on articulated com- 
pound locomotives, which was discussed 
by S. M. Vauclain by means of lantern 
slides which traced the development of 
the Mallet locomotive. 

Another paper of considerable interest, 
also accompanied by lantern slides, was 
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that of S. Ashton Hand, on industrial 
photography. Mr. Hand outlined the 
steps necessary to attain success in pho- 
tographing machinery, and gave a resumé 
of the methods used by him to correct 
errors of focusing, exposure, developing 
and printing. The paper was most in- 
teresting and was well received. 

At the meeting of the Gas Power Sec- 
tion, held Thursday afternoon, L. H. 
Nash gave some reminiscences of gas-en- 
gine design, which formed a brief outline 
of certain features that have been tested 
from time to time, many of which have 
taken their places in the development of 
the gas-engine art, some being abandoned 
after trial for commercial use. The in- 
tention of the article is to stimulate 
thought along the lines referred to. 
Among other things, is a brief mention 
of a method of operation for marine pur- 
poses, many of the chief features of which 
are in more or less active service today, 
although there are others which seem to 
possess value enough to warrant their be- 
ing brought to the attention of the engi- 
neering profession. 

Another paper presented at this session 
was entitled “Possibilities of the Gasoline 
Turbine.” This was by Prof. Frank C. 
Wagner. In order to reduce the tem- 
perature of the gases at the turbine wheel, 
either an excess of air or water injection 
may be used. The relative efficiencies of 
the two methods was shown to depend 
upon the amount of compression used, and 
the efficiencies of the turbine and the air 
compressor. The work required to com- 
press the air may be materially reduced 
by using two-stage or three-stage com- 
pressors with intercoolers. It appears 
that with high compression the gasoline 
turbine may be expected to give effi- 
ciencies comparing favorably with the re- 
ciprocating gasoline engine. 

The papers read at the Friday morning 
session attracted but little attention, due 
mainly to the many excursions arranged 
for this time, which cut into the attend- 
ance on the professional session. The 
papers were on the slipping points of 
rolled boiler-tube joints, on the storage 
and transmission of carbonic acid and on 
an averaging instrument for polar dia- 
grams. There was almost no discussion, 
and the meeting adjourned at an carly 
hour. During the meeting it was an- 
nounced that Jesse M. Smith, of New 
York, had been elected president, and that 
191 new members had been elected. Pre- 
liminary steps for the formation of a 
section on the machine shop were also 
taken. 
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The entertainments and excursions pro- 
vided for the meeting were on an elaborate 
scale. In addition to the two illustrated 
lectures noted above, and the regular re- 
ception, there were excursions to various 
power stations around New York, to the 
Pennsylvania tunnels and terminals, to 
the Queensboro bridge, to the high-pres- 
sure fire-service stations, and to many 
manufacturing plants. 
SoHo 
Hudson River and Pennsylvania Tele- 

phone Companies Absorbed by the 

Bell. 

Stockholders of the Hudson River Tele- 
phone Company and the New York & 
Pennsylvania Telephone and Telegraph 
Company have been advised by Francis G. 
Wood, secretary of the companies, that 
their stock holdings will be exchanged for 
stock in the Bell Telephone Company of 
Pennsylvania. The exchange will be 
made on the basis of one share of Bell 
Telephone Company of Pennsylvania 
stock for two shares of New York & Penn- 
sylvania Telephone Company stock. In 
the case of the other company, the offer 
is on the basis of one share of Bell Tele- 
phone Company of Pennsylvania for one- 
and-one-half shares of Hudson River Tele- 
phone Company. 

The outstanding capital stock of the 
Hudson River Telephone Company is $3,- 
909,900, of which $2,033,100 is owned by 
the American Telephone and Telegraph 
Company. The latter company also owns 
half of the $1,000,000 capital stock of 
the New York & Pennsylvania Telephone 
and Telegraph Company. 

The Bell Telephone Company of Penn- 
sylvania operates throughout a large part 
of Pennsylvania, New Jersey, and Mary- 
land, and in a portion of Delaware and 
the District of Columbia. It embraces 
such cities as Philadelphia, Harrisburg, 
Allentown, Wilkesbarre, Lebanon, Wil- 
liamsport, Camden, Wilmington, and 
other points, and further south it includes 
Baltimore and Washington. 

The gross earnings of the Bell Tele- 
phone Company of Pennsylvania, in 1907, 
were $7,670,439; net earnings were $2,- 
410,953. This was an increase of $925,- 
931 in gross over 1906, and $456,835 in 
net earnings. 

The Bell Telephone Company of Penn- 
sylvania has paid a dividend of six per 
cent for a number of years. The Hudson 
River Telephone Company has paid no 
dividends since the latter part of 1907, 
when it paid four per cent. The New 


. York & Pennsylvania Company has paid 


no dividends since 1900. 
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Steam Railroads Must Exchange Car- 
load Freight with Indiana Electric 
Lines. 

The Indiana Railroad Commission has 
rendered a decision making it incumbent 
upon a steam road to enter into an inter- 
change of carload traffic with an inter- 
urban road, regardless of whether two or 
more steam roads have entered into an 
agreement not to exchange their car traf- 
fic. The decision followed litigation be- 
tween the Winona Interurban Railway 
Company and the Big Four Railroad, 
wherein the former sought to compel the 
latter to deliver any cars to the interurban 
railway at Warsaw. The Commission 
holds that interchange of traffic such as 
is involved in this case, and where there 
is a physical connection between the steam 
and interurban line, would enlarge the 
opportunities of the shipping public, and 

would also bring steam and interurban 

roads into rightful competition. 

The contention of the officials of the 
steam line that the interchange of traffic 
in carload lots with interurban roads 
would bring their equipment under the 
control of the interurbans and their roll- 
ing stock into use for interurban business, 
the Commission holds is not well taken 
since the Commission can and will prevent 
any such abuse of equipment by the inter- 
urban companies. The decision is re- 
garded of great importance, and it re- 
mains to be seen if the steam road will 
make any further resistance to the order 
of the Commission. S. 
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Pennsylvania Trolley and Light Merger. 
The United Gas and Electric Light 

Company and the Irondale Electric Light 

eCompany, of Bloomsburg; the Standard 

Gas Company, of Danville; the Berwick 

Electric Light Company, of Berwick, and 

the Columbia & Montour and the Dan- 

ville & Bloomsburg Electric Railway 
companies, all in Pennsylvania, have been 
merged into one corporation. 

The electric power houses in some of 
the towns mentioned will eventually be 
dispensed with, it being the purpose to 
secure some of the power necessary for 
operating the trolley roads from Harwood, 
near Hazleton, where a mammoth plant, 
which uses the culm from nearby banks 
for fuel, has been erected. 

The personnel of the new company is 
not announced. The deal was consum- 
mated by E. R. Sponsler, of Harrisburg, 
and A. W. Duy, of Bloomsburg, who have 
been working on it for several months. 

It is understood that a number of im- 
provements will be made. 
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FINANCIAL REPORTS OF ELEC- 
TRICAL COMPANIES. 


ONEIDA RAILWAY COMPANY. 

The report of the Oneida Railway 
Company for year ending June 30 shows 
as follows: Gross operating revenue, 
$288,972; operating expenses, $184,448 ; 
net operating revenue, $104,524; taxes 
accrued, $5,830; operating income, $98,- 
694; other income, $1,279; gross corpo- 
rate income, $99,974; fixed charges, 
$3,910; net corporate income, $96,064; 
cash on hand, $23,657; profit and loss, 
surplus, $91,095. 


MASSACHUSETTS ELECTRIC. 


The Massachusetts Electric Companies 
has issued its ninth annual report, cover- 
ing the year ended September 30, 1908. 
The consolidated income account shows 
as follows: Gross, $7,809,010; expenses, 
$5,001,517; net, $2,807,492; charges, 
$1,784,437; balance, $1,028,054; divi- 
dends, $880,773; surplus, $142,281, as 
against $174,462 for the previous year. 
The profit and loss statement of the par- 
ent company compares as follows: Divi- 
dends on stock owned, $880,841; miscel- 
laneous interest on notes, $107,961; total 
income, $988,802; total expenses, $19,- 
395; net income, $969,407; interest on 
notes, $157,500; surplus, $811,907; total 
surplus, $2,378,791, which compares with 
$1,566,884 for the preceding year. 

The number of passengers carried by 
the Boston & Northern and Old Colony 
street railways, constituent companies of 
the Massachusetts Electric Companies, 
during the fiscal year ended September 
30, 1908, was 149,649,383, against 148,- 
554,127 in the 1907 fiscal year, an in- 
crease of 1,095,256, or three-fourths of 
one per cent. The 1907 increase over 
1906 was 5,990,991, or 4.2 per cent. 

The annual meeting of the Massachu- 
setts Electric Companies will be held at 
Tremont Temple, Boston, December 16, 
at noon. Shareholders will be asked to 
authorize the trustees to sell the six per 
cent preferred stock of the subsidiary 
companies, which the railroad commis- 
sioners recently authorized. 


NORFOLK & PORTSMOUTH TRACTION. 


The report of the Norfolk & Ports- 
mouth Traction Company for the month 
of October and ten months ended October 
31 shows as follows: October—gross, 
$156,795; expenses, $88,316; October— 
net, $68,479, as against $98,561 for Octo- 
ber, 1907. Ten months’ gross, $1,552,- 
029 ; expenses, $923,587; ten months’ net, 
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$628,442, as compared with $875,190 for 
1907. 


SYRACUSE RAPID TBANSIT. 


The Syracuse Rapid Transit Railway 
report, as filed at Albany, for the year 
ended June 30, 1908, is as follows: Gross, 
$1,292,886; expenses, $822,197; net, 
$470,689; other income, $19,405; total 
income, $490,094; charges, $334,606; 
surplus, $155,488; dividends, $70,188; 
year’s surplus, $85,300, which compares 
with $127,808 for the preceding year. 
Cash on hand, June 30, $85,300; profit 
and loss surplus, $439,931. 


UNITED TRACTION OF ALBANY. 


The United Traction Company’s re- 
port, as filed at Albany, for the quarter 
ended September’ 30, 1908, is as follows: 
Gross, $520,679 ; expenses, $302,187; net, 
$218,492; other income, $40,014; total 
income, $258,506; charges, $98,877; sur- 
plus, $159,629, as against $174,854 for 
the preceding year. 


HUDSON VALLEY RAILWAY COMPANY. 


The Hudson Valley Railway Com- 
pany’s report, as filed at Albany, for the 
quarter ended September 30, 1908, shows 
as follows: Gross, $196,474; expenses, 
$135,558 ; net, $60,916 ; charges, $56,661 ; 
surplus, $4,255, a decrease of $34,418, as 
compared with the corresponding quarter 
of 1907. 


NORTH SHORE ELECTRIC. 


For the fiscal year ended September 30, 
1908, the North Shore Electric Company, 
which supplies electrical energy in the 
suburbs about Chicago, reports gross earn- 
ings of $815,551; expenses (including 
taxes and rentals), $533,619; net earn- 
ings, $281,932; interest on bonds, $159,- 
283 ; special depreciation reserve, $64,100 ; 
dividends, $42,702; balance, $15,847 ; total 
surplus, $119,970. The plants, real es- 
tate, franchises, etc., were valued at $7,- 
110,924 and the total assets at $8,096,- 
745. The outstanding capital stock was 
$3,780,000; bonds amounted to $3,715,- 
000. The profits for the year were equal 
to substantially three-and-one-half per 
cent on the capital stock. 


LONDON UNDERGROUND. . 


The Underground Electric Railways of 
London report earnings for each division 
of the system for the week and twenty 
weeks ended November 14 as follows: 
Baker Street and Waterloo, £3,145; Pic- 
cadilly, £5,445; Hampstead, £3,530; Dis- 
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trict, £10,106; Tramways, £5,192; total, 
£27,418, an increase of £2,354 over the 
same week of 1907. Total twenty weeks 
to date, £560,511, compared with £484,- 
362 for the preceding year, an increase of 
£76,449. 


DETROIT UNITED. 


The report of the Detroit United Rail- 
way Company (all properties) for the 
month of October and ten months ended 
October 31 is as follows: October gross, 
$613,127; expenses and taxes, $412,650; 
October net, $200,477; other income, $6,- 
363; total income, $206,840; charges, 
$133,379 ; October surplus, $73,461, which 
compares with $66,122 for October, 1907. 
Ten months’ gross, $5,937,982; expenses 
and taxes, $3,807,903; ten months’ net, 
$2,130,079; other income, $51,420; total 
income, $2,181,499; charges, $1,352,239 ; 
ten months’ surplus, $829,259, as against 
$954,363 for the corresponding months of 
1907. 


ROCHESTER & EASTERN RAPID. 


Rochester & Eastern Rapid Railway’s 
report, as filed at* Albany, for the year 
ended June 30, 1908, is as follows: Gross, 
$279,816; expenses, $221,520; net, $58,- 
296; other income, $207; total income, 
$58,503; charges, $106,214; deficit, $47,- 
711, which compares with a deficit of $30,- 
095 for 1907. 


MONTREAL STREET RAILWAY. 

The report of the Montreal Street 
Railway Company for the month of Oc- 
tober is as follows: October gross, $328,- 
608; expenses, $168,124;. October net, 
$160,484; charges, rentals, etc., $27,480; 
October surplus, $133,003, as compared 
with $119,455 for the corresponding 
month of 1907. 


TOLEDO RAILWAYS AND LIGHT. 


The report of the Toledo Railways and 
Light Company for the month of October 
and ten months ended October 31 is as 
follows: October—Gross earnings, $218,- 
074; operating expenses, $119,982; net 
carnings, $98,092; other income, $187; | 
total income, $98,279; charges and taxes, 
$71,953; surplus, $26,326, as against 
$30,138 for October, 1907. January 1 
to October 31—Gross earnings, $2,082,- 
897; operating expenses, $1,139,806; net 
earnings, $943,091; other income, $3,260 ; 
total income, $946,351 ; charges and taxes, 
$707,696 ; surplus, $238,655, a decrease of 
$11,786 from the surplus for the corre- 
sponding period of 1907. 
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ALTERNATING CURRENTS AND 
THEIR APPLICATIONS. 


BY EDSON R. WOLCOTT. 


CHAPTER II. (Parr 1).—GENERATORS. 


TYPES OF ALTERNATING-CURRENT 
GENERATORS. 

In order to generate an electric cur- 
rent there must be relative motion be- 
tween a conductor and a magnetic field. 
So far as the production of the current 
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FIG. 38.—RING-WOUND ARMATURE. 


is concerned, it is immaterial whether it 
is the conductor or the magnetic field that 
is in motion. 

In an alternating-current generator in 
which the conductor rotates and the mag- 
netic field is stationary we have what is 
known as the rotating-armature type of 
alternator. It is similar to the direct- 
current generator in arrangement of anal- 
ogous parts. 

When the magnetic poles are rotated 
past a stationary armature in which the 
electromotive force is induced, the ma- 
chine is called a rotating-field alternator. 

In the inductor type of alternator both 
armature and field parts remain station- 
ary, while the rotation of a magnetically- 
conducting element past the parts effects 
an alternating shunting of the field flux 
through the armature coils, securing the 
relative motion defined as necessary to 
electromagnetic induction. 


THE ELECTROMOTIVE FORCE OF AN 
ALTERNATOR. 


The electromotive force generated by 
an alternator as read by a voltmeter at the 
terminals is as follows: 


i drf ON 
Terminal voltage =- -—- 
V2 10° 


where N represents the number of turns 
of wire in series enclosing the magnetic 
flux, $ the number of lines of force from 
each pole passing through the winding in 
which the electromotive fgrce is gener- 
ated, and f the cycles per second, which 
equals the number of revolutions per sec- 
ond multiplied by one-half the number 
of poles. The voltage is thus propor- 
tional to the strength of the magnetic 
field, the number of conductors in the 
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armature, the number of poles and the 
speed. 
ROTATING-ARMATURE GENERATOR. 

The rotating-armature generator 18 a 
type that has played a very important 
part in the development of alternating 
currents, although it is now being dis- 
placed by machines in which. the field 
coils rotate. 

The armatures of this class of ma- 
chines have been wound in various ways. 
At first the armatures were in the shape 


N 


FIG 39—DRUM-WOUND ARMATURE. 


of discs. Later they took the form of 
iron rings wound with insulated con- 
ductors, as shown in Fig. 38. The type 
generally in use in this country, however, 
is the so-called drum armature, illus- 
trated in Fig. 39. It is similar in ap- 
pearance to that used in a direct-current 
generator, although the simple alternator 
has no commutator, being provided with 


FIG. 41.—METHOD OF CONNECTING ARMA- 
TURE COILS OF AN EIGHT-POLE 
ALTERNATOR. 
only collecting rings. In some machines, 
however, there is a commutator for recti- 
fying part of the current for exciting the 


fields. The armature windings are em- 
bedded in slots in the laminated iron 
core. The more iron around the con- 


ductors and the less air-gap between them 
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and the magnetic poles, the greater will 
be the magnetic flux. The iron is lam- 
inated transversely to the axis to decrease 
the eddy-current losses. 

A six-pole gencrator of this type is 
illustrated in Fig. 40. The six pole 
windings are arranged symmetrically 
within the iron frame. The armature 
windings are in six corresponding coils, all 
connected in series; the terminals are 
connected to the collecting rings in the 
center, as shown. The magnetic lines of 


FIG. 40.—SIX-POLE, SINGLE-PHASE ALTER- 
NATOR. 


force pass from an N pole across the short 
air-gap into the iron core within the sur- 
rounding coil of insulated conductor, and 
then divide, part of the flux passing in 
one direction through the iron and up 
through the coil opposite one of the ad- 
jacent S poles, and part to the S pole on 
the other side. 
METHOD OF CONNECTING COILS. 

The method of connecting the coils is 
shown more clearly in Fig. 41. Consider 
the loops as filled with iron, the coil be- 
ing wound within the slots opposite the 
pole pieces. Adjacent coils are wound 
in opposite directions, as the adjacent 
poles are of opposite polarity. They are 
all connected in series, as shown, and the 
terminals are connected to the collecting 
rings in the center. The current is taken 
from these by means of brushes (not 
shown). 

EXCITING CURRENT. 

A direct current in the field coils is 
necessary to produce the magnetic flux. 
This is usually obtained by means of 8 
small direct-current generator. The al- 
ternator is then said to be separately ex- 
cited. 

MAGNETIC SATURATION. 

When an alternator is driven at con- 
stant speed and no load, no current being 
drawn from its armature, its electromo- 
tive force increases, approximately as the 
current through the field coils increases, 


December 12, 1908 


up to a certain point, as shown in Fig. 
42. At the maximum the iron is said 
to be saturated with magnetism, since any 
further increase of the field current is 


VOLTE AT BRUSNES 


AMPERES IN FIELO COILS 


FIG. 42.—MAGNETIC SATURATION 


ALTERNATOR FIELD. 


OF 


without effect on the electromotive force 
generated. 

When iron is magnetized it may be 
considered that some of its component 
particles swing into line just like’ so 
many compass needles near a magnet. 


Y 


(ERMINAL VOLTAGE 


AMPERES From ARMATURE 


FIG. 43.-DROP OF ALTERNATOR ELECTRO- 
MOTIVE FORCE WITH INCREASE 
OF LOAD. 


The more the iron is magnetized the 
greater the number of particles are to 
be thought of as lined up in the same 
direction, until finally, when they are all 
in line, the magnetic “saturation point” 
is reached. | 


FIG. 44.—SERIES-WOUND ALTERNATOR. 


RELATION BETWEEN TERMINAL VOLTAGE 
AND LOAD. 

As the load on an alternator changes, 

the field excitation remaining constant, 

the electromotive force drops, as shown 
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in Fig. 43. The voltage at the terminal 
of the generator is plotted along the axis 
OY, and the current drawn from the 
armature is plotted along the axis OX. 
As the load increases, the voltage de- 
creases. Increasing the current through 
the field coils will again increase the 
electromotive force generated. This can 
be done by hand regulation of a rheostat 
placed either in the external circuit of 
the direct-current exciter or in the field 
circuit of the exciter in case the latter 
is a shunt-wound machine. 


SERIES-WOUND ALTERNATOR. 


When all of the current is rectified and 
passed through the field coils, the gener- 


FIG. 45.—SHUNT-WOUND ALTERNATOR. 


ator is series wound and is much like the 
series-wound direct-current machine. The 
method of connection is illustrated in Fig. 
44. The armature windings are repre- 
sented by the inner coils; one of the ter- 


FIG. 46..—COMPOSITE EXCITATION OF 
ALTERNATOR. 


minals is connected to one of the collect- 
ing rings R and the other to the commu- 
tator C, which is again connected to the 
other collecting ring. The current is thus 
unidirectional only while passing through 
the field coils. 


SHUNT-WOUND ALTERNATOR. 


In the shunt-wound type the commu- 
tator difficulties are not so great, for only 
a part of the current passes through the 
field coils, as shown in Fig. 45. The 
armature is connected directly to the col- 
lecting rings, and the field coils are con- 
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nected in parallel through the commu- 
tator. 
SEPARATELY-EXCITED ALTERNATOR. 

A very common method of excitation is 
by means of a direct current from a stor- 
age battery or a small direct-current gen- 
erator belted or direct-connected to the 
alternator, or to the prime mover. The 
current through the fields is usually con- 
trolled by hand regulation by means of a 
rheostat in the alternator field circuit or 
in the shunt winding of the exciter. 
This is known as a separate excitation. 


COMPOSITE EXCITATION. 


In some cases there are two separate 
windings in the field coils, one for self- 
excitation, the other for separate excita- 
tion, as shown in Fig. 46. The regu- 
lation of the alternator is then partly au- 
tomatic, but subject at the same time to 
hand regulation, thus making a very prac- 


tical combination. 


[To be continued.] 
ede 


Electrician’s Helper—United States 
Civil Service. 

The United States Civil Service Com- 
mission announces an examination on 
January 13, at the usual places, to secure 
eligibles to fill a vacancy in the position 
of electrician’s helper, $50 a month, in the 
office of the Secretary, Department of Ag- 
riculture, and other vacancies requiring 
similar qualifications. 

With reference to the above specific 
vacancy the Department states that the 
length of time that it will be able to re- 
tain the services of an electrician’s helper 
depends on the amount of work that 
comes into the shop and also the funds 
available for the employment of a helper, 
both of which are impossible to determine 
in advance. 

The examination will consist of subjects 
weighted as indicated : 

Letter-writing, over 125 words, 10; 
practical questions, elementary in char- 
acter, relating to the wiring of buildings 
and installation and care of minor elec- 
trical apparatus, 45; experience as elec- 
trician’s helper, 45. 

Applicants whose applications show 
that they have had less than one year’s 
experience as electrician’s helper will not 
be admitted to the examination. Age 
limit, eighteen years or over on the date 
of the examination. 

Applicants should at once apply either 
to the United States Civil Service Com- 
mission, Washington, D. C., or to the sec- 
retary of the board of examiners at any 
of the usual places, for application Form 
1093. 
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Developments in Electrification of 
Railway Terminals. 


At a regular meeting of the Western 
Society of Engineers, held on the even- 
ing of December 2, H. H. Evans, secre- 
tary of the Chicago council committee on 
local transportation, presented an inter- 
esting paper on “Developments in Elec- 
trification of Railway Terminals.” It 
was based principally upon the investiga- 
tion of the subject made by Mr. Evans 
and other city officials of Chicago rela- 
tive to the electrification of the Chicago 
terminals, particularly that of the Illinois 
Central Railroad, and which resulted in 
a voluminous report that was recently 
completed and which was abstracted in 
the WesTERN Exectricran of October 31. 

Mr. Evans said that electrification of 
terminals may be brought about for three 
distinct reasons: 1, to obviate the nui- 
sance to the public in general and to the 
passengers in particular; 2, to effect a 
saving in operation, or 3, to increase the 
capacity of the system. Each of these 
factors may be involved to a degree, al- 
though usually one of them predominates. 

The density of traffic is a vital factor in 
determining the feasibility of any elec- 
 trification project. A number of these 
projects have been carried out in cities 
that have tunnel entrances to the termi- 
nals. In such a situation electrification 
is practically imperative on account of the 
danger to life from smoke and sulphur- 
ous fumes in the tunnels. 
caused by smoke, cinders and other objec- 
tionable features of steam locomotives 
both to property adjacent to the lines and 
to the discomfort of passengers are be- 
coming elements that are bringing about 
electrification in an increasing number of 
instances. 

The advantages of electrification to any 
railroad, particularly at its terminals, are 
manifold. Less cleaning and therefore 
less wear will be required of the passen- 
ger coaches. Decidedly longer life will 
be allowed to viaducts, bridges and other 
steelwork over or adjacent the tracks. 
This will be due to the elimination of sul- 
phurous corrosion, which has weakened 
and greatly shortened the life of such 
structures; a viaduct in Boston that was 
recently examined was a forcible illus- 
tration of this fact. Less wear and tear 
will result on the rolling stock because 
of the uniform tractive power of the elec- 
tric motor. 

A higher working speed and therefore 
considerably more mileage is possible with 
electrical equipment because of the much 
higher acceleration produced. There will 


The damages 
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be much less dead movement and dead 
switching, as the electric locomotive does 
not have to go to the roundhouse after 
each run. The New York Central has 
cut down its dead mileage at the New 
York terminal more than one-half. There 
will result a much greater economy in 
coal consumption, about one-half of that 
of steam being found sufficient. This 
factor is of much greater importance 
where the cost of coal is fairly high. This 
saving in coal has led to the electrifica- 
tion of at least one or possibly two roads 
near San Francisco. 

The electric locomotive is always ready 
for operation. Its cost of repairs is de- 
cidedly less. This has been found to 
run about three cents per mile against 
eight to eleven cents with the steam loco- 
motive. This item is still less on elec- 
trically-equipped coaches, particularly 
where the multiple-unit system is used. 
With the latter system the entire cost of 
repairs of steam locomotives in suburban 
service can be saved. No dead weight 
has to be hauled as in the case of the loco- 
motive tender loaded with coal and water. 
Greater loads are possible on an electrified 
system, since these are limited only by the 
strength of the drawbar. Delays due to 
bad weather are very much diminished 
when the electric locomotive is employed. 
Its efficiency, if anything, is increased in 
cold weather, whereas that of the steam 
engine is much reduced. 

The higher speed attainable with elec- 
trified service results in a much higher 
car-mileage capacity. The reasons for 
electrifying suburban service have gener- 
ally been rather for getting more revenue 
from it than for saving money in its oper- 
ation. The higher speed attracts a 
greatly increased traffic. With stations 
as near together as they usually are in 
suburban service the increased accelera- 
tion permits of this higher speed. Opera- 
tion on the multiple-unit system allows 
much more frequent service, which is an- 
other factor in building up the traffic. 

One hour is the maximum limit that 
people going to and from work care to 
spend in traveling, even to the remotest 
suburbs. Increased and faster service on 
the street cars has increased the distance 
to which people are being daily carried 
and has resulted in building up the sub- 
urban districts. As the city builds up, 
however, the zone of the congested traffic 
steadily widens and this element limits 
the speed of street-car service. To reach 
the desirable suburbs, therefore, the most 
satisfactory means of transportation are 
by elevated or subway lines, both of which 
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are very costly to build, or by means of 
the steam railroads that pass through the 
suburbs. Electrification of their lines 
seems the very best and cheapest way of 
building up the suburban districts. 

While most electrification projects have 
at first been confined to suburban traffic 
only, the complete equipment of the road, 
so as to provide for the through passenger 
and freight service as well, results in a 
very much better load factor on the gener- 
ating station, since freight is generally 
moved at other than the rush hours. 

Real estate required for the large ter- 
minals in our great cities is steadily be- 
coming more expensive. In order to pro- 
vide for the gradually increased traffic 
enlarged capacity is necessary, and the 
cheapest way to obtain it is by electrifi- 
cation, as the present facilities can then 
be made to accommodate an increased 
number of trains. To even out the load 
factor a light freight and express traffic 
may readily be developed to accommodate 
the large merchants of the city. This 
may be arranged to deliver parcels to sub- 
urban districts frequently and quickly. 

Where the cost of real estate is as high 
as for instance in New York city, the plan 
of building an office or warehouse struc- 
ture over the tracks may be resorted to 
where these are electrically equipped. It 
has been proposed to build eighteen or 
twenty-story warehouses over such an clec- 
tric terminal. The New York Central 
makes use of a double-deck terminal, sep- 
arate levels being provided for the through 
passenger and suburban trains. This is 
possible only with electrified service. 

At the conclusion of Mr. Evans’ ad- 
dress he cited and described at consider- 
able length a great many of the electrifi- 
cation projects that have been so far car- 
ried out. He described the New York 
Central, the New Haven, the Long Island 
and the Pennsylvania projects in and 
near New York city, the Baltimore and 
Ohio tunnel, the North Shore and South- 
ern Pacific lines near San Francisco, the 
electrified roads around London and 
Paris, electrified Italian roads, and also 
the recently-planned project for Mel- 
bourne, Australia, where 298 miles of 
track will be electrified ultimately. He 
concluded with a brief reference to the 
situation on the Illinois Central Railroad 
in Chicago. 

The discussion of the paper was opened 
by P. Junkersfeld, who spoke of a number 
of ways in which the fixed charges of an 
electrification project can be reduced and 
how the load factor on the station can be 
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improved. One suggestion in this connec- 
tion was that the time of leaving for sev- 
eral competing trains be made different 
instead of having them leave practically 
at the same hour. The importance of 
more frequent and better service on sub- 
urban lines that is permissible with elec- 
trification is very great in increasing the 
revenue of these roads. 

E. N. Lake said the elements of elec- 
trification are very simple. The only ele- 
ment of a steam road as now equipped 
that is affected by electrification is the 
steam locomotive, which represents an 
investment of but five per cent of the 
total railroad property. He cited Mr. 
Wilgus’ figures on depreciation and fixed 
charges as being forcible arguments in 
favor of electrified service. He believes 
that it is a good thing that there has been 
the competition between the single-phase 
overhead and the direct-current third-rail 
systems on practically similar lines, as it 
has compelled the manufacturers to per- 
fect their equipment to the highest possi- 
ble standard and therefore to make it as 
reliable as can be expected. 

James Lyman stated that while electric 
operation has been regarded hitherto by 
many as experimental, it is no doubt true 
that it has passed through these stages, 
as is shown by the large number of lines 
already successfully in operation. ‘The 
standardization of electrical equipment is 
being achieved to a high degree, as is 
shown on the various elevated railroads 
in New York, Chicago, Boston, etc., and 
on the New York Central and other heavy 
railroad projects. 

It is planned to continue this discus- 
sion at the meeting on December 11. 


| T 
An Electrical Method of Fusing Silica. 


The fusing of silica and quartz has 
been attended with considerable difficulty 
on account of the high temperature re- 
quired. A German firm has recently de- 
veloped an electrical method of fusing 
silica and molding it into any desired 
shape. A form of electric furnace is used 
in which the silica is placed in a carbon 
tube forming one electrode. This is in- 
serted in a larger tube forming the other 
electrode and the space between filled with 
powdered carbon. Current is passed be- 
tween the carbon tubes and readily causes 
the fusing of the silica in a perfectly 
controllable manner. By using an inner 
core or plug the silica when thoroughly 
molten can be molded into various shapes. 
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The Rejuvenation of a Decadent 
Mining District. 

The “bonanza” days of the mining in- 
dustry are now largely of the past, for 
men are no longer content to work only 
the highest “pay dirt” and throw the re- 
mainder on the dumps. Now by means 
of labor-saving machinery and the appli- 
cation of power the mining industry has 
been reduced to a conservative business 
proposition which has for its object 
merely a fair return on the investment 
actually made. 

In order to obtain the best efficiency 
at least cost it is absolutely essential that 
cheap power shall be available, whether in 
coal, oil or waterpower. Without power, 
working the property is expensive and 
out of all proportion to the returns. 
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cans with the capital and the courage to 
build a hydro-electric plant 120 miles 
away, from which power could be trans- 
mitted to the mines. 

The hydraulic turbine installed was a 
5,000-horsepower Allis-Chalmers single 
horizontal-type unit in a cast-iron spiral 
casing with quarter-turn discharge. The 
waterpower development consists of a di- 
verting dam, a canal five miles long, and 
two pipe lines, each 3,300 feet long, lead- 
ing to the waterwheel. There is a cross 
connection at the power house so that the 
turbine can be operated from either pipe. 

The head under which the turbine op- 
erates is 320 feet and the speed is 514 
revolutions per minute. The plant was 
built by the Guanajuato Power and Elec- 
tric Company, Sonora, Mexico, with Fran- 


ALLIS-CHALMERS 56,000-HORSEPOWER HYDRAULIC TURBINE AT THE GUANAJUATO 
POWER AND ELECTRIC COMPANY'S PLANT, SONORA, MEXICO. 


The Guanajuato district of Mexico is 
an example of what cheap power has done 
for an otherwise valuable district. What 
is now one of the most important mining 
centers in the republic was once hardly 
a promising proposition. A few years 
ago the camp was practically dead, most 
of the large properties having drifted into 
the hands of a few of the wealthy but 
inert Mexicans. Two English companies 
had for years been endeavoring to let go 
after having made a protracted failure 
of the attempt to operate in the district, 
while a few Americans were struggling to 
save enough bullion out of the low-grade 
ore to pay the heavy cost of fuel. 

Then something happened which trans- 
formed the camp into what it is today. 
It was the advent of a party of Ameri- 


cis O. Blackwell, of New York city, as 
consulting engineer. The accompanying 
photo shows the Allis-Chalmers turbine ~ 
during construction. 
ese 
Mexican Light and Power. 

The English interests in the Mexican 
Light and Power Company announce they 
will put through the lease of the company 
to the Mexico Tramways Company, not- 
withstanding the fact that the board of 
directors of the power company has con- 
demned the lease. The English interests 
now have control of the power stock. ‘The 
board of directors, which will be forced to 
resign, includes some of the leading in- 
terests in the Bank of Montreal. The 
English interests are headed by Sperling 
& Company, of London. 
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SPUR GEARING ON HEAVY RAIL- 
WAY-MOTOR EQUIPMENTS.’ 


BY NORMAN LITCHFIELD. 


In the operation of ordinary street- 
railway motors the gearing is not a serious 
factor, on account of the low horsepower 
required, and it is not until the equip- 
ment becomes similar in proportions to 
that of a steam railroad with congested 
traffic that its importance begins to be 
felt. With the installation of electric- 


train service on the Manhattan Elevated: 


Railway in 1901, however, the gearing 
question forced itself on the attention of 
the engineers through the large number 
of failures immediately occurring. On 
the New York Subway equipments the 
breakages were still more numerous, for 
these trains are more powerful than any 
heretofore used, an eight-car subway ex- 
press train having motors aggregating 
2,000 horsepower, equivalent to a locomo- 
tive of about the same power as the new 
electric locomotives of the New York Cen- 
tral Lines, but differing from the latter 
in that all the power is transmitted by 
gears, while the Central’s locomotives are 
gearless. 

It is evident that the greatest work done 
by the gearing on any locomotive is dur- 
ing the period of acceleration, and that 
for a given mileage the total amount of 
work done. will depend upon the rate of 
acceleration, weight accelerated per gear, 
and total number of such accelerations 
or starts. During the evening rush hours 
in the New York Subway, the total load 
per gear is about thirty-five tons, and this 
weight has to be accelerated at the rate 
of 1.25 miles per hour per second every 
third of a mile, that being about the av- 
erage distance between stations. 

How serious a matter the breakage of 
one gear in the rush hour becomes will 
at once be realized when we state that at 
one of the many stub-end terminals of the 
system thirty-seven trains in and out per 
hour are handled during the period of 
maximum traffic. For the purpose of 
comparison the train movement at the 
Grand Central Station of the New York 
Central Railroad may be cited, the maxi- 
mum number of trains there being thirty- 
five per hour, and this is, we believe, con- 
sidered rather extraordinary congestion. 
One such breakage in the evening rush 
hour therefore means an inevitable delav 
io service of half an hour or more and 
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tAbstract of a paper presented at the an- 
nual meeting of the American Society of Me- 
chanical Ibngineers, at New York, December 3. 
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the disruption of the train schedule for 
the rest of the day, thus entailing great 
discomfort to the traveling public. 

Both the elevated and subway trains of 
New York are operated by the Interbor- 
ough Rapid Transit Company, and there 
is no doubt that the conditions under 
which these trains operate are unique, 
further evidence being furnished by the 
failure of various apparatus other than 
gears which had proved entirely successful 
cn other roads. We believe, therefore, 
that the data obtained by this company 
may be taken as measures of the limitation 
of power transmission by gearing in rail- 
way service. 

As is probably familiar to all, the elec- 
trical operation of the Manhattan Ele- 
vated was commenced some three years 
previous to the-opening of the New York 
Subway, and our earlier experience was 
therefore with the equipment for the 
former. The initial gearing installation 
on the 125-horsepower motors consisted 
of wrought-steel pinions and solid cast- 
steel gears of three-diametral pitch, this 
pitch being adopted on account of the 
economical current consumption thereby 
obtained. The pinions at once began to 
fail at the rate of about fifteen per month. 
The failures continuing, it was decided 
to withdraw all of the gearing then in 
service and replace it with two-and-one- 
half pitch, on account of the greater 
tooth section thereby obtained, although, 
as before stated, this meant some loss in 
economy of current consumption. ‘This 
change practically ended the failure of the 
pinions, but not entirely of the cast gears, 
and it was decided that greater reliability 
could be obtained by adopting a composite 
tvpe of gear consisting of a cast-steel cen- 
ter on which a wrought-steel rim was 
shrunk. This combination of a wrought- 
steel pinion and wrought rim gear of two- 
and-one-half pitch has proved generally 
satisfactory for the elevated service, and 
the improvement to be looked for is there- 
fore in the line of greater wearing life. 

‘On the subway division the motors are 
of 200 horsepower each and the original 
gearing equipment consisted of solid cast- 
steel gears with wrought-steel pinions, 
diametral pitch two-and-one-half, and 
teeth of the Brown & Sharpe standard 
fourteen-and-one-half-degree involute. As 
on the Manhattan division, so on the sub- 
way, it soon became evident that the de- 
sign was not proper, but in contrast to the 
elevated road it was the gears which first 
caused the trouble. The cast-steel gears, 
therefore, were all scrapped and replaced 
by the wrought-rim type. 
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This improvement practically ended the 
gear breakage, but unfortunately the pin- 
ions began to go, the breakages averaging 
over one a day, and, furthermore, we find 
it unsafe to run a pinion the teeth of 
which measure less than three-sixteenths 
inch at the top. We are, therefore, com- 
pelled to scrap material which should be 
available for wear. 

To what, then, shall we look as a rem- 
edy? Three suggestions have been ad- 
vanced by the gear manufacturers: 

a. Diametral pitch less than two-and- 
one-half. 

b. Steel with elastic limit of 90,000 
pounds per square inch and over, as com- 
pared with our present 45,000. 

c. Twenty-degree stub teeth. 

The first suggestion we are unable to 
accept on account of some local condi- 
tions, but the combination of the other 
two seems to have possibilities of success. 
and we are now replacing all our gearing 
with specially treated carbon steel with 
stub teeth. Let us now consider the loads 
the teeth have to carry and determine why 
it is that we have to resort to the use 
of special designs and material in order 
to make our gearing stand up. 

Fig. 1 illustrates an express run in the 
subway, giving the power consumption per 
{rain of eight cars, five of which are 
motor cars, each carrying two motors, thus 
making ten gears per train. On the same 
diagram curves are platted showing the 
fiber stress in a standard fourteen-and- 
one-half-degree involute and a special 
twenty-degree involute tooth, both worn to 
our present limit of three-sixteenths inch 
at top of tooth. The force acting at the 
pitch line of the tooth has been figured 
from the power-consumption curve and 
the motor. 

Referring to the diagram, it will be 
noted that the worst condition occurs just 
at the commencement of the motor curve, 
this being the point at which the gearing 
is transmitting the maximum torque at 
the greatest speed obtained during the 
period of acceleration, the maximum 
torque occurring, of course, only during 
this period. Under the conditions shown 
the fiber stress at this point is 13,370 
pounds per square inch in the standard 
fourteen-and - one - half - degree involute 
tooth, and at this instant the train is run- 
ning at 17.3 miles per hour, with a cor- 
responding gear speed of 1,168 feet per 
minute. On account of this speed, there- 
fore, we require a material which will per- 
mit the use of a safe working stress at no 
speed, equal to 39,400 pounds per square 
inch. The elastic limit of the material 
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we have had heretofore runs about 45,000 
pounds per square inch, and we therefore 
have a factor of safety of only 1.1, which 
is obviously low. 

In these calculations we have considered 
the elastic limit of the material rather 
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gear in service. The points gave away 
successively, until at last the loose piece 
was caught and ripped out, and we find 
this typical of all the failures. The break 
ordinarily starts at the inner face of the 
pinion, due to the natural tendency of the 


Time 


INTER- 


BOROUGH RAPID TRANSIT COMPANY, NEW YORK CITY— 
CALCULATED BY LEWIS METHOD. 


than the ultimate strength, on account of 
the dynamic character of the load, each 
pinion tooth receiving nearly 1,800 blows 
per mile. The greater the ratio, therefore, 
between the fiber stress and the elastic 
hmit of the material (the other physical 
properties remaining of proper value), the 
greater the life, and some relief should 
therefore be obtained by the adoption of 
the special twenty-degree stub tooth 
which reduces the fiber stress nearly 
thirty per cent and increases the minimum 
factor of safety from 1.1 to nearly 1.6. 

A much greater relief, however, may 
be looked for by the use of steel with a 
high elastic limit, say, 90,000 pounds per 
Square inch, which, used in conjunction 
with a design of stub tooth, increases our 
minimum factor of safety to 3.2 as rom- 
pared with our present 1.1. 

It will be noted that the foregoing cal- 
culations are all dependent upon the use 
of the Lewis formula, the fundamental 
assumption of which is that the teeth 
bear across the whole face. Considera- 
tion, however, must be given to the fact 
that in practice it is not possible always 
to maintain perfect alignment between 
gear and pinion on account of the neces- 
sarily rough design of the motor and its 
assembly on the truck. The effect of this 
disalignment is shown in Fig. 2, which is 
a photograph of a pinion which broke in 
service. In this the lower half of the 
teeth have been battered over by the loose 
piece jamming between the gear and vin- 
lon. It is the upper half of the teeth 
which cracked, however, showing that 
these cracks were not caused by the jam- 
ming of the loose piece, but by the grad- 
ual hammering of the pinion against the 


armature to cock that way, but in some 
cases it starts at the outside, probably 
caused by running a new pinion with a 
gear which had previously worn taper. 
Furthermore, the breakages cannot be 
attributed to so-called crystallization or 


FIG. 2.—THREE-QUARTER VIEW OF 


PINION, SHOWING CRACKED 
TEETH. 


“gradual fracture,” for in many instances 
the teeth are practically new having 
broken after inconsiderable mileage. 'The 
necessity of having a high ratio between 
the theoretical working stress and the 
elastic limit thus becomes evident and 
justifies us in the adoption of the special 
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FIG. 3.—SUGGESTED FORM OF TOOTH. 


means we have described to overcome the 
abnormal failures. 

The lack of alignment of gear and pin- 
ion above mentioned is probably one of 
the chief causes which necessitated the use 
of these special means, and we have there- 
fore endeavored to find some other method 
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of overcoming the difficulty. This led to 
the suggestion that as we are actually 
cbtaining only a short bearing on the 
tooth, it would be better to assure this 
bearing being at the center of the face 
rather than at the end, which might be ac- 
complished by the use of a tooth someting 
as shown in Fig. 3, in which the central 
portion is left the standard outline and 
the balance tapered off both ways toward 
the ends. No investigation has been made 
as to the practicability of cutting such a 
tooth or of its desirability, and it is sug- 
gested for consideration merely as one 
possible way of compensating for the lack 
of alignment occurring in railway-motot 
gearing. 


ede 
Electric Tramways in Germany. 

United States Consul-General Richard 
Guenther writes as follows about the elec- 
tric tramways of Frankfort: 

The Frankfort electric-tramway lines 
at the close of the fiscal year (1907) had 
a length of thirty-eight English miles and 
carried during that year 74,250,000 pas- 
sengers. There are 612 cars for the pas- 
senger service, and the total number of 
employes is 2,124. As most of these are 
married, the Frankfort tramway service 
furnishes means of living for about 10,000 
people. On an average the electric cars 
run over 30,000 English miles per day. 
During the great International Turner 
festival last July the number of miles 
run on some days exceeded 60,000. 
Though the fares are lower than in Amer- 
ican cities (ordinary fare is ten pfennigs, 
not quite two and one-half cents), yet 
the net profit derived from the service 
turned into the municipal treasury was 
1,315,000 marks ($312,970). The profit 
realized during the year by the city from 
its electric lighting and testing plant ag- 
gregated $400,200. 

The stride tramway travel has taken in 
Frankfort in the last decade can be dis- 
cerned when comparing the above statistics 
with those of 1897, when the city bought 
out the then-existing horse-car lines which 
belonged to a Belgian joint-stock com- 
pany. Then the total length of line was 
nineteen and one-fourth miles, number of 
cars 197, which carried during that year 
26,500,000 passengers and covered a run- 
ning distance of 8,375,000 English miles. 
Oo 

A new high-speed trolley line is to be 
built from Boston to Beverly at a cost of 
$11,000,000, to be known as the Boston 
& Eastern Railway. A 7,200-foot tunnel 
is to be built under the harbor at Boston 
costing $2,750,000. 
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THE COST OF OPERATING ELECTROBUSES. 

The London Electrobus Company, Lim- 
ited, has recently issued a subscription 
circular asking the shareholders of the 
company to contribute $250,000 to a new 
issue of stock. A letter accompanying 
the prospectus gives some interesting fig- 
ures dealing with the cost of operation. 
The company started service with six 
buses, in July, 1907, and in the first three 
months 179,909 passengers were carried. 
In the three months from July 15 to Oc- 
tober 15, 1908, 925,959 passengers were 
carried. Over a period of fifteen months, 
from July, 1907, to October, 1908, the 
average number of passengers per bus has 
been nearly eleven, and the earnings about 
twenty-eight cents per bus-mile. In con- 
nection with the maintenance of storage 
batteries, it is stated that, with the ex- 
ception of a few experimental batteries, the 
entire battery maintenance has been done 
under contract at four cents per bus-mile; 
that these contracts are still in force, and 
that offers have been made to maintain 
100 electrobuses at the same rate for three 
years. The statement issued by the com- 
pany’s auditors makes it appear that the 
earnings during the first twelve mouths 
exceeded operating expenses by $3,714.54. 
This fell short of the establishment and 
overhead expenses. For the three months, 
July, 1908, to October, 1908, the earnings 
exceeded the operating expenses by $7,- 
632.18, which is about sufficient to pay 
the establishment and overhead expenses. 
These expenses, it is stated, would not be 
materially increased if the number of 
buses were doubled, and the experience 
of the company indicates that as the num- 
ber of carriages has been increased, the 
takings per bus-mile have also increased. 
From the auditors’ statement it is found 
that for the year ended July 15 the num- 
ber of passengers was 1,596,831. The 
total receipts were $43,638.18. The av- 
erage receipts per bus-mile were 27.6 
cents, and the total operating expenses 
were $39,923.64. For the three months 
ended October 15 the total income was 
$25,034.20, and the income per bus-mile 
28.76 cents. These figures do not include 
provision for establishment, supervision 
or head-office charges, nor repairs to 
buildings. The total of these, excluding 


depreciation, for the same three months, 
was $7,582.89.—Abstracted from the Elec- 
trictan (London), November 20. 
< 
THE MANUFACTURE OF METALLIC LAMP 
FILAMENTS. 

In the present installment of this serial, 

which has been previously referred to in 


FIG. 1—PROCESS OF MAKING METALLIC 
TS. 


these columns (ELECTRICAL Review, No- 
vember 21), Engineer B. Duschnitz de- 
scribes the arrangement employed by 
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FIG. 2.—ELECTRIC FURNACE FOR THE 
MANUFACTURE OF METALLIC 
FILAMENTS. 


Gebriider Ruhstrat, of Goettingen, for 
manufacturing metallic filaments. ‘The 
object of the arrangement is to lead the 
filament, consisting of wolfram oxide, for 
instance, through a furnace heated to 


about 2,000 to 2,700 degrees, and put it 
through the complete fusing process 
therein, and when it has passed through 
the furnace and is still aglow and flexible, 
to wind it on a spool provided for this 
purpose or cut it into definite lengths. 
By the aid of suitable means the filament 
can also be wound directly on frames to 
be inserted in lamps. The arrangement 
is diagrammatically illustrated in Fig. 1. 
P is a filament press, W an electric fur- 
nace, G an enclosure, through which 
hydrogen is made to flow and which con- 
tains the furnace and winding device, 
and L and L’ are conductors leading the 
current to the electric furnace. The 
method of manufacturing the filaments is 
as follows: The press P is filled with wol- 
fram oxide paste and a thin filament F 
is pressed from it, led through the hot 
furnace W and wound on the spool R or 
a frame, or else cut into definite lengths. 
The case G protects the entire arrange 
ment from the air and is filled with an 
indifferent gas, as hydrogen, which is in- 
jected at H and withdrawn at A. If 
very thin filaments are to be pressed, the 
auxiliary cylinder E is filled with a suit- 
able binding material, which is pressed 
through tube D into the space T, where 
it covers the filament issuing from press 
P, in order to give it greater strength be- 
fore it is fused. The furnace is of special 
construction. The heating body k (Fig. 
2) is a carbon tube cut lengthwise into a 
spiral of a pitch of about ten millimetres. 
The space r is filled with heat-resisting 
material consisting of 100 parts of coke, 
eighty parts of sand and twenty-six parts 
of table salt. This mass is enclosed in a 
protecting covering m. The space f 
is filled with a mixture of magnesia and 
carbon, and a second covering m sur- 
rounds the entire furnace: m and m con- 
sist of asbestos. Metal plates a a are pro- 
vided for attaching the electric conductors. 
According to Ruhstrat’s statements the 
filament is moved through the furnace 
at the rate of two millimetres a second. 
The arrangement would thus be capable 
of manufacturing a filament 7.2 metres 
long in an hour, sufficient for about 
twelve lamps of 100 volts and twenty-five 
candlepower.—Translated and abstracted 
from Elektrotechnischer Anzeiger (Ber 
lin), November 8. 
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THE ELECTRICAL INDUSTRY IN ENGLAND 
AND ABROAD. 

For the topic for his presidential ad- 
dress before the Institution of Electrical 
Engineers of Great Britain, on November 
19, W. M. Mordey made a comparison 
between the condition of the electrical in- 
dustry in England, as indicated by sta- 
tistics of returns relating to electricity 
supply, with the electrical industry in 
other countries, particularly in Germany. 
He took exception to the repeated state- 
ments that England was in a backward 
condition as compared with other coun- 
tries in respect to practical application 
to the industrial and social requirements 
of the nation. As a basis for comparison, 
Mr. Mordey said that it was necessary 
only, so far as the service of the public 
is concerned, to find the extent to which 
the systems of supply of electrical energy 
in different countries provide for the re- 
quirements of the public; in other words, 
to find the average consumption in units 
per inhabitant, and the average price per 
unit actually paid. Tables giving this in- 
formation for a large number of towns 
in England and abroad, particularly in 
Germany, based upon what are essentially 
authoritative data, were examined, and 
this information supplemented with par- 
ticular references furnished in response 
to his own applications. Mr. Mordey 
concludes that in the large towns in Ger- 
many electrical energy costs twice as much 
per unit, and the consumption per inhab- 
itant is half as much as in the large Eng- 
lish towns. In the medium-sized towns, 
the price in Germany is thirty-three per 
cent higher than in England, and the con- 
sumption is about the same as in the 
medium-sized English towns. In the 
small towns in Germany the price is forty 
per cent higher,and the consumption about 
the same as in England. The public 
generating stations contain two-and-one- 
quarter times as much power per inhab- 
itant of the whole country as those of 
Germany. In electric-tramway work Eng- 
Jand does not compare unfavorably. Only 
where the advantage of cheap and ample 
waterpower in a few places has enabled 
an extensive supply to be given at low 
` prices, notably in Lyons, Geneva and 
Grenoble, does any advantage exist. But 
in this direction also a British town, Bol- 
ton, with an average of 2.36 cents per 
unit, has the cheapest supply. Mr. Mor- 
dey considers that there is nothing in 
British electrical work to justify in any 
way the charges that have been made 
against it. The alleged backwardness 
does not exist. The country is ahead, and 
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well ahead. There are hindrances, legis- 
lative and otherwise, to going still further 
ahead, but there is no more justification 
for the statements about scientific and 
technical education being behind other 
countries than for the statements about 
the backwardness of British electrical en- 
gineering. Technical education should be 
judged, not by the wealth of the equip- 
ment of laboratories, but by the engineer- 
ing results achieved in the country.—Ab- 


stracted from Electrical Engineering 
(London), November 26. 
< 


ALTERNATING-CURRENT TELEPHONY. 

_ Attention is called by the author, Au- 
gust Maior, to the importance of alter- 
nating currents in telephony over lines of 
any length. While engaged in experi- 
ments on the application of alternating 
currents to multiple telephony, he ob- 
served that, in general, the speaking cur- 
rents superimposed on the alternating 
currents are of a more complicated form 
and are not an exact reproduction of 
speech. The rattling and long-drawn 
sounds assume more nearly their natural 
character the closer resonance is ap- 
proached. The frequency of the currents 
employed ie of great influence on the 
clearness of speech, and a perfectly 
clear reproduction of the sounds is at- 
tained only when a frequency is used 
which no longer audibly affects the dia- 
phragm of the telephone receiver. The 
intensity of the sounds is also greater 
with the higher frequencies. But if, 
eventually, a microphone which is in 
series with another self-inductionless re- 
sistance, is connected in parallel with the 
self-induction coil .of the resonating alter- 
nating-current circuit, very great variations 
in the strength and period of the alter- 
nating current may be produced by slight 
changes in the suitably-chosen parallel 
resistance without self-induction. In this 
manner the problem of the telephone relay 
can be most easily and most naturally 
solved. If the alternating current is in 
resonance, the speaking currents super- 
imposed on it are virtually also in reso- 
nance, and in this way the injurious in- 
fluence of self-induction and capacity of 
lines of any length can be easily removed, 
the damping constant being diminished as 
much as possible without impairing the 
strength of the transmitted sounds, which 
may even be increased, as before indicated. 
This is not always possible by the inser- 
tion of Pupin coils in the line, as is well 
known.—Translated and abstracted from 
Elektrotechnische Zeitschrift (Berlin), 
November 19. 
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ALUMINUM AS A CONDUCTOR IN THE 
ELECTRICAL INDUSTRY. 

In Great Britain the employment of 
aluminum as a conductor has not had 
much vogue, though in the United States 
it has been used to a great extent for some 
time. The Niagara, Lockport & Ontario 
Power Company uses an aluminum trans- 
mission. line from Niagara to Syracuse, 
a distance of 162 miles; while the Stand- 
ard Electric Company, of California, has 
an aluminum transmission line 200 miles 
long. That aluminum has not been used 
to a greater extent in Great Britain is 
not altogether a matter for surprise. In 
the first place, there is the well-known 
British inertia to be overcome, while, 
owing to the meagre adoption of overhead 
work for public supply, it has hardly re- 
ceived proper consideration. The ques- 
tion whether it can be economically used 
for cables is an interesting one, com- 
prising many interesting factors. During 
the past two years the price of copper has 
fluctuated between $560 and $270 per ton. 
Though to some extent disturbed by this 
variation, consequent on d demand which 
the manufacturers were not able to meet, 
aluminum is now available in any quan- 
tity, and its price has been reduced, until 
today it is quoted at the same price per 
ton as copper. As, however, for equal 
conductivity, only half the weight of 
aluminum is required as of copper, a net 
saving of fifty per cent on the cost of the 
raw material is effected by employing the 
former metal. In the installation at 
Snoqualmie Falls, where 12,000 horse- 
power is transmitted by aluminum con- 
ductors, some thirty-two miles to Seattle, 
and forty-four miles to Tacoma, in the 
state of Washington, the spans between 
the poles vary from 120 to 150 feet. 
From Electra to San Francisco, in Cal- 
ifornia, the poles are about 130 feet apart, 
and the distance over which power is 
transmitted is 154 miles. The maximum 
span reached by aluminum conductors is 
2,192 feet, across the Niagara River.— 
Abstracted from the Electrician (Lon- 
don), November 27. 
edo 

Dr. Steinmetz to Lecture in Chicago. 

At the special invitation of the Chicago 
Section, American Institute of Electrical 
Engineers, Dr. Charles P. Steinmetz will 
deliver a lecture on “Light and Illumina- 
tion” at 8 p. m. on December 17, in Ful- 
lerton Hall, Art Institute. All members 
of the Chicago section, as well as the local 
branches at Armour Institute of Tech- 
nology and Lewis Institute, are urged to 
attend and bring their friends with them. 
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A Linemen’s Protective Shield. 


In these days when every effort is being 
made to safeguard life and limb, the in- 
troduction of a shield which will minimize 
the dangers to linemen working on live 
high-tension circuits attracts considerable 
attention, and is worthy of specific illus- 
tration and description. 

The shield which is being manufactured 
by the Linemen Protector Company, 201 
Whitney Building, Detroit, Mich., is one 
of the most useful devices which has been 
developed in recent times. The accom- 
panying illustrations show the protective 
shield and the method of using it on 
high-tension circuits. The shield is made 
of pure Para rubber, no reclaimed rubber 
being used. The pure rubber is carefully 
washed and processed so as to eliminate 
any possibility of impurity either in the 
form of sand or metal, as before the com- 
pleted shield leaves the factory it must 


VIEWS SHOWING THE LINEMEN’S PROTECTIVE SHIELD IN 


withstand very high pressures in the mold- 
ing process, and a puncture test of 30,000 
volts, alternating current, under water. 
The main portion of the shield is made 
of three-eighths-inch rubber, tapering down 
at those extremities which are least re- 


INDUSTRIAL SECTION 


ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


MECHANICAL APPARATUS 


quired for insulating value to three-six- 
teenths of an inch. In order to give the 
shield sufficient rigidity and to make it 
tend to hold its original shape and fit 
closely over the insulators and wires, 
heavy strips of raw canvas are criss- 
crossed, and this method of laying up the 
canvas strips also avoids the possibility 
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of puncture from a tool or from the line- 
man’s spur. 

In using the shield it is hoisted from 
the ground, weighing complete only seven- 
and-one-half pounds to eight pounds, and 
is gripped by means of soft-rubber han- 
dles attached to the lowermost outside 
point of the bifurcated apron. This keeps 
the wireman’s hands from possible con- 
tact with either the insulators, tie wires 
or live circuit. 

In order that the shield may be held 
firmly to the wire a split hard-rubber ring 
having a helically-inclined half-inch gap, 
so that it may slip easily over the wire, is 
fitted over the small ends of the shield, 
resting snugly against the larger portion 


USE ON 


of the shield. While this slips on and off 
easily by a smooth, even movement, any 
tendency to jerk it off causes it to grip 
the shield very tightly. This is a great 
advantage, because at times the lineman 
will stand on one shield which may be 


placed over a cross-arm and wire lower 
than the point at which he is working. 
Should he slip and the heel of his boot 
come in contact with the split ring it will 
immediately check the slipping, and will 
form a brace for his foot. 

The shield is recommended by the man- 
ufacturer for use on all live circuits not 
exceeding 7,500 volts. It is in use, how- 
ever, on circuits as high as 10,000 volts. 
In wet weather it is not desirable perhaps 
to use the shield on circuits carrying volt- 
ages higher than 4,600, as in this case 
the static leakage over a wet shield might 
give the lineman sufficient shock to throw 
him off his balance and into contact with 
an unprotected live wire, or possibly 
cause him to fall to the street. It is 
stated that it is a fact that the shields 
have been used on 4,600-volt, three-phase 
circuits under all weather conditions, and 
that with their use it has not been neces- 
sary to cut out circuits in order to make 
taps or effect other repairs. l 

While the device minimizes the possi- 


HIGH-TENSION LIVE WIRES. 


bility of unintentional contact with other 
wires on the same pole, there is the chance 
that the lineman may rely too much upon 
the protective quality of the shield and 
subject himself unnecessarily to danger 
from live wires. Where the shields have 
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been adopted, however—and they have 
been by a number of large companies in 
several sections of the country—it has 
been found that the linemen have ac- 
cepted them in the same spirit as they 
have accepted climbing spurs and heavy 
belts, and other protective devices. It ap- 
pears that the older and more experienced 
the lineman is, the more readily does he 
adopt the protective device; and its utili- 
zation appears also to be an indication 
and a warning on the part of the company 
that the circuit to be protected is dan- 
gerous, and that the lineman, in addition 
to utilizing the safeguard provided, must 
also exercise that care which is necessary 
to eliminate the possibility of danger to 
himself. 

The accompanying illustrations, show- 
ing the shield in use, were made from 
photographs taken during work on live 
circuits carrying 4,600 volts, three-phase. 
An affidavit is in the possession of the 
manufacturer, stating that current was on 
all three wires shown covered by the 
shield, and that it was not shut off during 
the time the pictures were taken or while 
the work was being’ done. 
ede 
Intercommunicating Telephone Systems. 

In the December issue of the Everbest 
Magazine, published by the Ewing-Moerkle 
Company, St. Louis, Mo., A. R. Forse, 
Manager of the telephone department, 
gives some interesting information con- 
cerning intercommunicating telephone sys- 
tems. 

The installation of a good intercom- 
municating telephone system is somewhat 
more expensive in first cost than a private 
branch exchange would be, but the first 
cost is practically the only cost in the in- 
tercommunicating system, with the excep- 
tion that about every six months there 
should be a new set of batteries installed, 
so that the service may be first class in 
every particular. Junction boxes should 
always be used wherever a cable is to be 
spliced. Where it is necessary to cross 
from one building to another, or through 
sections of the same building that are 
damp, weatherproof wire should be used ; 
but where the lines run through ordinarily 
dry places, annunciator cable having a 
weatherproof tape and a braid overall may 
be used. Cable in which each wire has a 
distinctive color covering is preferable, 
and saves time in testing. Most of the 
systems now use four battery wires—two 
for the ringing batteries, and two for the 
talking batteries—and one wire for each 
station installed. Thus, a system having 
ten telephones would have a cable con- 


taining fourteen wires. The battery wires 
are usually several sizes larger than the 
others. For systems in which not more 
than 300 or 400 feet of cable is used, bat- 
tery wires of No. 18, and line wires of 
No. 22 are generally used, with slightly 
heavier wires for longer distances, using 
four batteries on the talking wires and six 
on the ringing wires. 

ede 

An Electric Motor-Driven Adding 

Machine. 

Everyone has experienced the feeling of 
disgust caused by the expenditure of 
time and energy in the actual performance 
of long arithmetical computations neces- 
sary to obtain a desired result. Being 
compelled to devote close attention to a 
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is increased. The higher faculties of the 
human mind can never be replaced by a 
mechanical contrivance, but in large part 
the purely calculating power may. Oliver 
Wendell Holmes remarks that “the cal- 
culating power alone should seem to be 
the least human of qualities, and to have 
the smallest amount of reason in it, since 
a machine can be made to do the work of 
three or four calculators, and better than 
any one of them.” 

The ordinary form of adding machine 
will do adding, subtracting, multiplying 
and dividing from four to six times as 
fast as an expert. It is not possible to 
make errors in the actual performance of 
the computations, and during operation it 
does not require the close attention which 
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MOTOR-DRIVEN ADDING MACHINE. 


series of operations, which in themselves 
are extremely simple and require com- 
paratively little intelligence is, to say the 
least, irksome. Then as the latter feeling 
increases, the liability to error becomes 
greater, until there is a definite limit to 
the amount of such work which may be 
done‘by a single computer. 

The pertinence of the cxpression, me- 
chanical computation, is evident when it 
is considered that this can actually be 


performed by mechanical computers, or 


“adding machines”; it has been stated 
that the number and complexity of the 
arithmetical operations which can be 
thus performed are only limited by the 
mechanical difficulties in the construction 
of the machine, which increase very rap- 
idly as the number of possible operations 


the human computer must necessarily 
give his work. By its use, in connection 
with the card systems and other short 
cuts devised for especial use with the ma- 
chine, the efficiency can be much in- 
creased. The only mechanical work nec- 
essary is the pressing of the keys and the 
operation of the handle projecting to the 
right of the case, and the latter has been 
eliminated in the improved forms by the 
application of the electric motor. 

The illustration shows perhaps the most 
popular adding machine, the Burroughs, 
equipped with a Westinghouse motor. 
With this improvement the number is 
written without any mechanical labor by 
simply pressing a key on the keyboard of 
the machine, which throws in a clutch 
and connects the shaft of the motor with 
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that of the handle. When it is considered 
that the manipulation of the handle is the 
only thing in the operation which is tire- 
some and that this causes a material in- 
terruption of the work, it will be seen 
that the application of the electric motor 
is a very material advantage. In fact, ex- 
periment has shown that the operation is 
forty per cent faster, with less liability 
to error caused by setting the incorrect 
number and less labor on the part of the 
operator when the machine is thus driven. 

The motors used with this adding ma- 
chine have capacities of one-tenth or one- 
eighth horsepower, the former being used 
with a machine of seven figures and the 
latter with one of nine figures. They run 
at a speed of about 1,200 revolutions per 
minute, and are furnished for either di- 
rect or alternating current. The cost of 
the operating energy is insignificant, vary- 
ing from one to two cents an hour, ac- 
cording to the local rates for electric 
energy. No special wiring is necessary, 
the motor can be connected to an ordinary 
lighting circuit as readily as an incan- 
descent-light bulb. The motor will run 
continuously without attention, an occa- 
sional oiling once in several months being 
only necessary. 


ty 

Western Electric Company Completes 
Paris Switchboard. 

The replacement of the destroyed Paris 

telephone switchboard, as described and 

illustrated in the issue of November 21, 


was completed according to specifications 


November 30 and the $600 daily penalty 
clause ‘in the contract, for every day over 
sixty days required in building this 
switchboard, was thus rendered inoper- 
ative. 

The Chicago plant of the Western Elec- 
tric Company started work on the big 
switchboard October 3, shipped it to New 
York on October 23, and it arrived in 
Paris on the steamship La Provence No- 
vember 6. 

This is the second record made within 
a year by the Western Electric Company 
for rapid telephone-exchange replace- 
ment; the other being that of the Ant- 
werp exchange—the oldest in Europe— 
for which a 5,000-line equipment was 
manufactured and installed in thirty days. 
The Paris contract covered a 10,000-line 
equipment and, while apparently involv- 
ing but twice the labor of the other, in 
reality meant several times more. ‘The 
fast time made stands as another tri- 
umph for American skill and enterprise. 
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PREVENTING THEFT OF CURRENT. 


BY H. W. YOUNG. 


Theft of current with the many and 
varied methods by which it is practiced, 
presents a most interesting, as well as 
harassing, problem to _ central-station 


FIG. 1.—SERVICE PROTECTED. 


companies, many of whom have perhaps 
not given the subject the consideration or 
attention which its seriousness demands. 

The larger electric-lighting companies 
are giving this subject careful thought, 
and large sums of money have been re- 
covered in some cases, but only by an 


FIG. 2.—TESTING OR INSPECTING SERVICE. 


elaborate and expensive spy and detective 
campaign. That such a system, entailing 
as it does large expenditures, is justified 
by the results which have been obtained, 
many of the companies will testify. 

The central-station man, familiar with 
the fact that the majority of those who 
will steal current are of the class whose 
credit involves a deposit before the instal- 
lation of the service, will appreciate that 
the list is not, however, entirely confined 
to this class. A man will hesitate before 
he will deliberately remove the insulation 
and make a permanently illegal tap on a 
service wire, but few will hesitate to con- 
nect a flexible cord to an exposed branch 
block or service switch, when it is neces- 
sary to have temporary illumination in 
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some obscure corner, and which will prob- 
ably prove to be so handy as to remain 
permanent. Also, but few will hesitate 
to connect a discontinued service to the 
branch block when for any reason they 
wish light, and it is not otherwise in- 
stantly available. 

A surprisingly large number of con- 
nections of this character have been dis- 
covered in apartment houses, where me- 
ters are removed during the summer 
months, and the electric-lighting company 
is not able to connect the service as rap- 
idly as desired. 

The average central-station man, with 
a broad and abiding faith in human na- 
ture, will ponder over unaccounted-for 
current losses, and wonder how much the 
human equation is a factor in the phe- 
nomena of current transmission, particu- 
larly so as it has been discovered that the 
curve of current losses flattens materially 
in feeders, the service wires of which are 
carried in conduit directly into the meter, 
with entrance box and meter connections 
protected by seals that successfully serve 
their intended purpose. 

The problem is not how to apprehend 
people who are stealing current and bring 
them into court, but to remove tempta- 
tion, increase metered output, and elimi- 
nate legal complications that add very 
greatly to a station’s cost of production 
and frequently engender a hostile feeling 
in a community which really does not 
understand the facts of the case. . 

Appreciating the need of coping with 
this phase of central-station trouble, the 
Central Electric Company, Chicago, and 
the Pettingell-Andrews Company, Boston, 
have marketed a number of devices de- 
signed to cure this evil, one of the best 
known being the “O. K.” connection 
block illustrated in Figs. 1 and 2. 

Where it is desirable and practicable 
to carry the service wires in conduit this 
connection block offers a means of termi- 
nating the conduit at the meter and tak- 
ing the wires into and out of the meter 
without leaving any exposed leads or con- 
nections. The enclosing box is so made 
that line and load wires may be brought 
in on either side as desired. It fits 
snugly against the meter, protecting one 
or more of its supporting screws, 80 that 
it is impossible to disturb the meter con- 
nection or remove the meter from the 
wall without breaking the seals of the 
connection block cover. l 

In the view showing the connection 
block with the cover removed, the serew 
plugs designated by various letters are 
not necessarily fuse plugs, but switch- 
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connecting means, which enable the in- 


spector to make any desired test on the- 


meter without cutting a wire, opening a 
taped joint, or interrupting the customer’s 
service. By screwing the connection 
plugs into receptacles B, D, the meter is 
by-passed and the customer’s lights kept 
burning. Removing the plugs ACEF 
entirely disconnects the meter from both 
load and line and permits its removal or 
replacement without the necessity of a 
soldered joint or any tool other than a 
ecrewdriver. 

Any desired commercial or house test 
can be made by means of this connection 
block, and its use in laboratory work 
greatly facilitates meter testing, ete., be- 
cause of the facility with which any de- 
sired connection or combination of con- 
nections may be made. This particularly 
applies to the testing of one or more 
meters in connection with a standard 
where it is desirable to remove a meter 
from its connection without disturbing 


the others. 
| oo 


A New Electric Furnace for Annealing 


and Tempering. 

To secure the best results in the proc- 
ess of annealing and hardening, it is 
necessary to have a constant temperature 
in the furnace. The coal and gas fur- 
naces of today do not entirely fulfill this 
requirement on account of the large fur- 
nace area exposed to the air for radiation. 


SECTIONAL VIEW OF ELECTRICAL 
FURNACE FOR ANNEALING AND 
TEMPERING. 


Again, to obtain the best results, it is 
often necessary to adjust the temperature 
of the furnace, and this cannot be done 
with precision with the gas furnace. 
‘Realizing these facts, it is natural that 
tool producers and manufacturers in gen- 
eral should look forward to the day when 
a hardening furnace would be designed 
that might assure them better results in 
a shorter time than is possible with pres- 
ent methods. 
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In the new type of electric furnace now 
being manufactured by the General Elec- 
tric Company, Schenectady, N. Y., for 
operation on alternating-current circuits, 
metallic salts are reduced to a liquid state 
by means of an electric current. It can 


be readily seen that as soon as these salts. 


reach a liquid condition, the temperature 
can be easily regulated by varying the 
amount of current passing through the 
bath. By this method of regulation any 
temperature from 250 to 1,350 degrees 
Centigrade may be obtained. The tem- 
perature will remain uniform throughout 
the bath except at the surface, where it 
is slightly lower, due to radiation. This 
applies, however, only to a depth of 0.6 
to 0.75 inch. | 

Herewith is shown an electric-furnace 
outfit as it is installed in the die depart- 
ment of the Schenectady works of the 
General Electric Company. The outfit, 
as can be seen, consists of the furnace, 
with its hood suspended from above; the 
regulating transformer with regulating 
switch; the switchboard with the neces- 
‘sary ammeter and voltmeter; the incom- 
ing line with fuses. The’ regulating 
switch is provided with a sufficient num- 
ber of contact points to give, as stated 


ELECTRIC FURNACE FOR ANNEALING 
AND TEMPERING. 


before, ‘almost any desired temperature 
between the limits of 250 to 1,350 degrees 
Centigrade. 

The furnace, a sectional view of which 
is also shown, consists of a  fire-clay 
crucible, surrounded by an insulating 
material, usually of asbestos, which rests 
in a fire-clay box; all being supported by 
an enclosing case of iron. Two suitable 
electrodes, connected to the low-tension 
side of the transformer, are placed on 
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each side of the crucible, and are in direct 
contact with the bath at all times. 

To start up the furnace an arc is 
started across the broken flux by means 
of an auxiliary electrode, and in a very 
short time the solid mass is in a molten 
condition. After the bath has reached its 
proper temperature, that portion of the 
material to be hardened is placed entirely 
in the liquid bath, and is allowed to re- 
main there until it attains the same color 
as the bath, when it is removed and tem- 
pered in water or oil, as the case may be. 

The bath for hardening or annealing 
completely fills the crucible, and in the 
Schenectady factory consists of equal por- 
tions of barium chloride and potassium 
chloride. The ultimate temperature de- 
pends on the relative proportions of the 
two chlorides, the higher the percentage 
of barium chloride, the higher the tem- 
perature may be carried. 

In addition to hardening, the furnace 
may be used for softening tempered steel, 
the bath being maintained at a tempera- 
ture of about 250 degrees Centigrade for 
this work. 

In summing up the advantages of this 

type of electric furnace, the following may 
be mentioned: There is no chance for 
| oxidation, for the material while 
being heated does not come in con- 
tact with the air. All parts of the 
tool are subjected to the same de- 
gree of heat at all times, thus pre- 
vnting any possibility of strains or 
overheating. Its high efficiency and 
low cost of operation place it far 
„above the gas furnace. There is 
practically no danger from fire, as 
the outer walls of the furnace are 
never hot; in fact, when the bath 
has a temperature of 1,300 degrees 
Centigrade, the hand can be placed 
on the outside of the furnace with- 
out being burned. It is so simple 
and requires so little care and atten- 
tion that it can be operated. by an 
ordinary workman. The metallic 
salts have no effect on the compo- 
sition of the steel, and the operator 
never comes in contact with dangerous 
fumes, as in the cyanide bath. 

In the manufacture of machine tools, 
automobiles, razors, knives, firearms, 
jewelry, fine instruments, etc., this elec- 
tric furnace bids fair to replace almost 
every other type of furnace that is called 
upon to meet the requirements of accurate 
tempering, according to the manufactur- 
ers, who have made thorough and prac- 
tical tests of this apparatus. 
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Keystone Horizontal Edgewise Switch- 
board Instruments. 


The Keystone Electrical Instrument 
Company, Ninth Street and Montgomery 
Avenue, Philadelphia, Pa., has placed on 
the market a new line of horizontal edge- 
wise switchboard instruments. These are 
made in voltmeters, ammeters and watt- 
meters, for both direct and alternating- 
current circuits, and have been designed 
with particular reference to lighting and 
power switchboards where space is lim- 
ited. They are secured to the board by 
the current-carrying lugs, so that only two 
holes need be drilled for voltmeters and 
ammeters, and four holes for wattmeters. 

The instruments are neat and pleasing 
in appearance, and are mounted in plain 
cases. All cases are finished in dull black, 
this finish wearing indefinitely and re- 
quiring no attention beyond an occasional 
wiping with a soft cloth to remove dust. 
The scale openings are large, admitting 
ample light for reading at a distance. The 


KEYSTONE HORIZONTAL EDGEWISE 
DIRECT-CURRENT VOLTMETER. 


form and location of the pointer are such 
that readings can be taken at a considera- 
ble angle without introducing appreciable 
parallax errors. 

Voltmeters and ammeters for direct 
current are built on the Deprez-D’Arson- 
val system; voltmeters and wattmeters 
for direct and alternating current, on the 
electrodynamometer system; and volt- 
meters and ammeters for alternating cur- 
rent on the electromagnetic system. Watt- 
meters for alternating current are made 
for either single or polyphase circuits. 


Oo 
“ Bulldog ” Portable Lamp Guard. 


For work requiring the use of an elec- 
tric lamp in places where the globe is 
likely to be injured by the light falling 
or being struck by hard, heavy objects, 
some protective cage or guard is a neces- 
sity. In the design of such a guard it is 
essential for the comfort of the workmen 
that the guard metal be insulated from 
contact with any live parts in the socket. 

Illustrated herewith is the “Bulldog” 
portable lamp guard, which is rigidly 
made, of Bessemer steel, copper-plated. 
The socket is provided with a key, and the 
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handle gives perfect insulation. The 


bushing is large enough to take any size 
cord, and the guard will contain either a 
sixteen or thirty-two candlepower lamp. 


“BULLDOG” PORTABLE LAMP GUARD. 


The guard is strong enough for the heavi- 
est usage around engine rooms, machine 
shops, roundhouses, etc. 

The Bulldog portable lamp guard is 
manufactured by the Crescent Company, 
103 West Adams Street, Chicago, Ill. 
ege 

Small Motor-Driven Emery Wheels, 

Buffers and Drills. 

The illustration shows a handy motor- 
driven flexible-shaft outfit furnished the 
United States Government by the Coates 
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speeds for emery wheels of different di- 
ameters, multipliers of the proper ratios 
are used. The two which can be used to 
best advantage are those having ratios of 
eight-and-one-half to one and six- 
and-one-half to one, respectively ; 
the former for use with three- 
eights, one-half and one-inch 
wheels, and the latter for two and 
three inch wheels. Larger sizes 
are used on a clamp spindle, 
which runs at the speed of the 
shaft, 1,800 to 2,500 revolutions per min- 
ute. 

By removing the breastplate on the 
drill and attaching a combination old- 
man, drilling up to one-half inch can 
readily be done. Larger drills up to one- 
and-one-fourth inches are used in con- 
nection with a worm-feed drill press and 
old-man attachment. 

The outfit is so arranged that a heavy 
or light shaft can be used, according to 
the requirements of the work. The 


SMALL MOTOR-DRIVEN EMERY WHEELS, BUFFERS AND DRILLS. 


Clipper Manufacturing Company, of 
Worcester, Mass. The equipment con- 
sists of a breast drill, drill press, emery 
wheels and polishers, and is provided with 
such necessary attachments as a multi- 
plier, clamp, spindle, old-man, etc. The 
motor is a one-horsepower Westinghouse 
type CCL alternating-current motor 
mounted on a portable truck, and fitted 
with speed-changing head and flexible 
shaft. The portability makes the appli- 
ance convenient for any large work, and 
the flexible shaft permits the operator to 
work with ease upon parts otherwise ac- 
cessible with difficulty. 

In order to obtain the proper cutting 


smaller shaft is fitted with a taper end 
sleeve for taking small tools, and the 
larger shaft has a clutch sleeve and grab- 
dog clutches, so that one tool can be used 
after another without making any change 
in the shaft. 
oHe 
Edison Phonograph Manufacture. 
Announcement has been made at the 
works of the National Phonograph Com- 
pany in West Orange, N. J. that the 
manufacture of Edison phonographs 18 12 
future to be restricted by the company 
entirely to West Orange, and that the 0- 
dustry will be withdrawn from the Lon- 
don, Paris and Berlin factories. 
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Current Electrical News 


CONTINENTAL EUROPE. 


l (Special Correspondence.) 

PARIS, NOVEMBER 28.—A very successful interurban electric 
road has been installed between Schaffhausen and Schleitheim, 
It uses a type of motor car operating at 750 volts, direct-current, 
and having a capacity of 200 horsepower, the train being gen- 
erally made up of a motor car and one or more trailers. The 
electrical outfit for the line has been supplied by the Oerlikon 
Company. Passing through a number of localities, such as 
Beringen and Lohningen, the present line has a total length of 
eleven miles. It receives current from the municipal electric 
plant of Schaffhausen, whose transformers supply three-phase 
current at 10,000 volts. The Siblingen substation, where the 
three-phase pole-line terminates, contains the rotary groups for 
supplying direct current for the trolley wire. There are installed 
in the plant two rotary groups of 200 horsepower each, driven by 
Oerlikon three-phase motors working upon 380 volts, the secondary 
potential of the station step-down transformers. Connected with 
the three-phase motor is a multipole generator of the electric- 
railway type, which supplies 800 volts, direct current, for the 
car motors. A storage battery consisting of 390 cells and having 
a capacity of 200 ampere-hours is mounted in parallel with the 
generator bars. The motor cars measure fifteen metres between 
buffers and are mounted on double trucks. Each of the trucks 
contains two fifty-horsepower motors, making four motors per car. 

Among the most recent construction work in the Swiss region 
may be mentioned the new Bernina electric tramway. The start- 
ing point of the line is at Tirano and the route lies along the 
Poschiavo valley, passing thence by the lake of the same name 
and Bianco Lake, reaching the mountain region of the Bernina 
Pass, about which it winds for a considerable distance, offering 
a fine view of the glaciers of this region. The line then descends 
to its terminal point at Pontresina. Current for the present line 
is furnished from the Brusio hydraulic plant, which is fed by the 
waters of Poschiavo Lake. In the canton of Berne there is a 
project on foot for the erection of a large hydraulic plant, which 
is intended to work in parallel with the existing station of 
Hagneck. For this purpose a dam will be built upon the Doubs 
stream, near the locality of Souby, at a point where the river 
is twenty-five metres wide. From the dam there will be run a 
tunnel flume to the site of the turbine plant at Ocourt. In this 
way there will be furnished a head of water of forty metres, 
and the proposed plant will utilize 5,000 horsepower. Of greater 
size is a proposed plant which is to utilize the power of the 
Linth River. The rights for such a plant have been already 
asked from the cantonal government, and, according to the 
present project, it is to furnish 15,000 horsepower. A tunnel 


through the Bernardin is one of the most recent projects and 


will be used to make a railroad connection in this part of the 
Alps. The enterprise is an extensive one and the project is 
drawn up by the Buss firm of Switzerland. It is probable that 
the railroad which runs through the tunnel will be operated 
electrically. 

Messrs. Bellini and Tosi are continuing their experiments 
in the way of wireless telegraphy by means of directed waves, 
using for this purpose the main station located at Dieppe and 
two similar posts at Havre and Barfleur, on the Channel coast 
of France. By their new method they are quite successful in 
directing the waves to Barfleur, for instance, without having the 
fame waves affect the station of Havre, which lies nearly in the 
Same line. In this connection I may mention that the work of 
installing the new wireless station at the Eiffel Tower is making 
good progress, and it will not be many months before messages 
Will be sent from the plant. A. DE C. 


GREAT BRITAIN. 


(Spectal Correspondence.) 

LONDON, NOVEMBER 27.—The confusion which had developed 
in the case of the London electricity supply question has been 
somewhat disentangled by the result of the proceedings before 
the Parliamentary Committee, which has now completed its 
labors, and a certain amount of order has been evolved out of 
this chaotic condition by the substitution of the London County 
Council as the one purchasing authority in the year 1831 instead 
of the different local authorities at different dates. 

The interesting experiment now being carried out at Poplar 
by the local medical officer of health, who makes an electro- 
lytic disinfectant for distribution among the inhabitants, has 
been reported upon by the bacteriologist to the Local Govern- 
ment Board. This report, which has been asked for in conse- 
quence of certain criticisms upon the system, is entirely in its 
favor, and states that one ounce of the electrolytic fluid to 
about one gallon of water will kill cholera and typhoid germs in 
two-and-one-half minutes, 

Mr. W. M. Mordey, as the president of the Institution of 
Electrical Engineers, in a recent address dealt with the alleged 


‘backwardness of Great Britain in the electrical industry com- 


pared with the rest of the world, and gave figures to show that 
compared with Germany the consumption of electrical energy 
is greater here. The present industrial depression he attributed 
purely to home reasons, and mainly to the fact that users of 
electrical machinery purchase too much from abroad. 

The Great Western Railway Company, which was the first to 
adopt a system of audible signaling on its locomotives, with a 
view to abolishing the semaphore system, is now to install ‘this 
system upon a section of its main line. The system signals are 
in character essentially electrical and were described in these 
columns some months ago. : 

Efforts at running electric cabs and electric omnibuses are 
apparently destined to meet with more or less unsatisfactory 
results in London. The Electromobile Company, which promised 
at one time to establish a very lucrative business in the West 
End in hiring out electrically driven cars of various descriptions, 
has suffered a loss of about $7,500 on the past year’s trading. 
The Electrobus Company is also meeting some difficulty in rais- 
ing its new capital through the public, while a prospectus for 
placing electric taxicabs on the streets of London did not meet 
such response as to warrant the directors going to allotment. 

An action is being taken in the British courts by the Johan- 
nesburg Corporation against the contractors for the famous gas- 
engine plant there for damages to the extent of $2,000,000, which 
sum, however, includes the balance of the cost of the plant, 
which is claimed back. The defense is that the failure of the 
plant to come up to specification was the unsatisfactory coal used 
in it. G. 


EASTERN CANADA. 


(Special Correspondence.) 

OTTAWA, DECEMBER 5.—The Brazilian Electro-Steel and 
Smelting Company of Toronto has been incorporated with a 
capital stock of $10,000,000. The provisional directors are those 
who usually appear in connection with the announcement of 
the incorporation of Mackenzie & Mann projects. 

As regards the introduction of electric lighting by Canadian 
railways, both the Canadian Pacific and Grand Trunk railway 
companies are now carrying out duration trials on some of their 
cars. These cars have already covered a total mileage of over 
1,000.000 miles without one report against them, and it is ex- 
pected that similar installations will be gradually made until all 
the railway cars in the Dominion are thus equipped. 

The sum of $1,500,000 from Chicago was deposited in a bank 
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at Hamilton, Ont., this week to be used by the Independent Tele- : 


phone Company. This company is already established at Toronto 
with a charter covering rights to operate out of that city, and 
within two weeks construction work will be commenced between 
Montreal and Toronto. The company is already formed, and 
interested Chicago people are now in Toronto, one of the party 
being a member of the Chicago firm of Marshall Field & Com- 
pany. With this project is associated Eugene M. Beals of New 
York, who has sole rights for the “Telepost” system of telegraph- 
ing. : W. 
WESTERN CANADA. 


(Special Correspondence.) 

WINNIPEG, DECEMBER 5.—The electric light and power com- 
missioners of Edmonton, Alb., have discovered that more power is 

urgently needed by the city. The matter will be taken up by 
the City Council and arrangements made for the enlargement 
of the municipal plant. Commissioner McNaughton may be ad- 
dressed in regard to this matter. 

Several important by-laws will be voted on by the ratepayers 
at the coming municipal elections at Fort William, Ont. The 
sum of $18,000 is required for extensions and improvements to 
the municipal telephone system; $10,000 for the extensions to the 
electric lighting system; $5,000 for the installation of a fire-alarm 
system, and $170,000 for extensions, double-tracking, etc., of the 
street-railway system recently acquired from Port Arthur. Ad- 
dress Mayor Murphy, Fort William, Ont. 

By a large majority the ratepayers of McLeod, Alb., have 
voted in favor of spending $55,000 for improvements and exten- 
sions to the municipal electric-lighting system. Address E. F. 
Brown. . 

Despite the fact Edmonton, Alb., has a new telephone system, 

there is already a shortage in the supply of instruments, the de- 
mand for connections having greatly exceeded the provision made 
for subscribers. The Council will at once arrange for the pur- 
chase of additional equipment. Address Superintendent Cum- 
mings. ; 
At Calgary, Alb., a company being formed has applied for a 
charter to build an electric railway system from that city to 
Millarville, a distance of twenty-nine miles. So far the names 
yof the incorporators have not been made known. E. L. Richard- 
son, Calgary, can give particulars. 

-The stringing of the wires to the Silver King mine. near 
Nelson, B. C., by the West Kootenay Power Company, has been 
completed. The intention of the owners of this mine is to use 
electricity entirely in the future. 

Superintendent McCauley of Port Arthur, Ont., who formerly 
had charge of the municipal street-railway system, has been 
appointed superintendent of the municipal electric-light, power 
and telephone systems in Port Arthur. 

The Kootenay Telephone Company, with head office at Cran- 
brook, B. C., has announced its intention of building a lor- 
distance line from Corbin to McGillvray, B. C., in connection with 
the development promised by the Corbin Coal Company of 
Spokane, Wash. The company is also arranging for the construc- 
tion of a number of lines in Canada in that part of the country 
due north of Spokane as well as a long-distance line through 
the Crow’s Nest Pass country to connect with the government 
system in the province of Alberta. R. 


OBITUARY. 

MR. FRANK MILLER, manager for the Southern Bell Tele- 
phone Company, died at Nashville, Tenn., November 29. His 
home was at Le Sourdsville, O. H. 

MRS. MARY J. NATE, who died December 2, at the age of 
seventy-two years, was the mother of J. J. Nate, the well-known 
representative of the Stromberg-Carlson Telephone Manufacturing 
Company. 

A. V. SCHROEDER, general manager of the Winona Railway 
and Light Company, Winona, Minn., died of typhoid fever at 
Winona the latter part of November. Mr. Schroeder was formerly 
electrical engincer for the Illinois Traction Company, and prior 
to that was electrical superintendent of the Springfield (Ill.) Light, 
Heat and Power Company. He was a prominent figure in the 


organization of the Minnesota Electrical Association. 
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TELEPHONE AND TELEGRAPH. 
(Special Correspondence.) 

BRYAN, TEX.—The Bryan Telephone Company has increased 
its capital stock to $14,000. 

YANKTON, S. D.—The Yankton Telephone Company will 
erect a new central office building. * IG; 

ESSEX, IA.—The Farmers’ Telephone Company has been or- 
ganized with a capital stock of $15,000. 


PARK, KAN.—The Park Telephone Company has been in- 
corporated with a capital stock of $10,000. 


BALSAM LAKE, WIS.—The McKinley Telephone Company 
has been incorporated. C. J. Porter is secretary. 


BELFIELD, N. D.—Ed. O’Connor and others have incorpo- — 


rated an independent telephone company at Belfield. 


UNIONTOWN, WASH.—The Uniontown Telephone Company 
has been incorporated with a capital stock of $5,000. 


BARTLEY, NEB.—The Bartley Mutual Telephone Company 
has been incorporated with a capital stock of $12,000. 


LEBANON, WIS.—The Lebanon Telephone Company has 
been incorporated with a capital stock of $10,000. 


CHISHOLM, MINN.—The Mesaba Telephone Company is 


about to move its exchange office at Chisholm into larger quar- 
ters. A larger board will be installed. C. 


WILLMAR, MINN.—The Tri-State Telephone and Telegraph 
Company has secured larger quarters at Willmar and will install 
day and night operation of the toll service. C. 


MARSHALLTOWN, IOWA—The Farmers and Merchants’ 
Telephone Company of Marshalltown, Iowa, has been incorporated 
with a capital stock of $250,000. The officers are: B. F. Cum 
mings, president; E. H. Martin, vice-president; P. C. Holdoegel, 
secretary; J. P. Cooper, treasurer. C. 


LADORA, IOWA—The Farmers’ Mutual Telephone Company 
of Ladora, Iowa, was incorporated with the following officers: 
W. L. Morse, president; Fred Guehrn, vice-president; M. W. 
Kelting, secretary; H. C. Gates, treasurer; E. H. Matteson, J. W. 
Bean and Geo. W. Rumple, directors. C. 


CULBERTSON, MONT.—The Dakota Western Telephone 
Company of Culbertson has been incorporated by H. C. McCartney 
and T. F. Marshall of Oaks, N. D., and J. J. De Laney of Streeter, 


N. D. The company is capitalized for $200,000. The line will 
extend from Palermo, N. D., to Havre, Mont. C. 


LA PORTE, IND.—The South Bend Home Telephone Com- 
pany is asking the La Porte City Council for a franchise to permit 
it to install ten toll stations in La Porte. This action is due to 
the fact, as alleged, that the La Porte Telephone Company has 
refused to make arrangements with the South Bend Home Tele- 
phone Company for an exchange of service. S. 


RICHMOND, IND.—The working agreement between the 
Central Union and the Richmond Home telephone companies, 
by which the long-distance service of the former was provided 
to patrons, has been discontinued. This action was taken on the 
Ohio court’s order enjoining the Central Union from alleged 
interference with independent companies in Ohio and Indiana. 
As a result the Central Union can no longer give long distance 
service to the patrons of the Home company unless they go 
to the Central Union Company’s office. : S. 


MINNEAPOLIS, MINN.—The attorney-general of Minnesota 
has given notice to the effect that the Northwestern Telephone 
Company cannot continue to sell reduced-rate telephone coupons 
without violating the laws of Minnesota. The company asked 
the attorney-general if the selling of coupons good for ten to 
twenty-five dollars’ worth of talk at a reduction of ten to twenty- 
five per cent from the usual rate were lawful. Following the 
decisions of the United States Supreme Court and Interstate 
Commerce decisions, G. W. Peterson, who wrote the opinion, says 
that the sale of the coupons at a discount favors the man witb 
$10 to invest in long-distance talk all at once and discriminates 
against others. 
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PERSONAL MENTION. 

MR. G. W. ARMSTRONG, Chicago manager of the Excello 
Arc Lamp Company, is making an extended trip through the 
South, and writes from New Orleans that he is finding business 
in fine condition. The southern people are in prosperous shape, 
crops are good, and “Excello lamps are seen everywhere.” 

MR. BERNARD E. SUNNY, president of the Chicago Tele- 
phone Company and vice-president of the American Telephone 
and Telegraph Company, has been elected president of the 
Cleveland Memorial Association, the object of which is to erect 
a suitable monument to the memory of the late Grover Cleveland. 


MR. JOHN C. DOLPH has retired from the Standard Varnish 
Works, New York city, and will engage in the same line in an 
independent connection. Mr. Dolph has spent the last twelve 
years in a study of insulating varnish processes, and has been 
very successful in establishing and building up the insulator 
department of the Standard Varnish Works. 


“HURRY-UP” YOST, Michigan University’s famous football 
coach, has been selected general manager of the Great Falls 
River and Power Company, chartered to develop the power of 
Great Falls and to build an electric short line from Chattanooga 
to Nashville. The Michigan leader is to take the place of the 
late C. H. Fisk, who died in McMinnville recently. 


MR. R. C. CAMPBELL, district manager for the Philadelphia 
office of the Adams-Bagnall Electric Company, of Cleveland, Ohio, 
has recently returned from an inspection tour abroad and has 
opened new offices in the Land Title Building, Philadelphia. 
where any communications or inquiries concerning tungsten in- 
candescent lamps, open or enclosed arcs, for operation under all 
conditions and on all circuits, or any problems involving the field 
ef illuminating engineering, will receive his prompt attention. 


EDUCATIONAL. 


POLYTECHNIC INSTITUTE OF BROOKLYN—The- Poly- 
technic Institute of Brooklyn, according to the annual report of 
its president, Fred W. Atkinson, has a total enrollment of 179 
students, of whom fifty-six are in the department of electrical 
engineering. Professor Samuel Sheldon reports on the marked 
improvement attained in the electrical course and adds that new 
exercises are being arranged which will require more extended 
work on the part of the students. 


UNIVERSITY OF ILLINOIS INSPECTION TRIP—The Uni- 
versity of Illinois departments of electrical and railway electrical 
enginecring visited Chicago November 21 for an inspection trip 
through a number of electrical manufacturing and power-generat- 
ing plants of the city. The electrical engineering students made 
an extended visit to Croton Dam, Mich., visiting the hydroelectric 
generating station of the Grand Rapids-Muskegon Power Com- 
pany’s 110,000-volt transmission line into Grand Rapids. 


NEW PUBLICATIONS. 


LIST OF ELECTRICAL FITTINGS—The October list of elec- 
trical fittings that have been examined and approved by the Un- 
derwriters’ National Electric Association for use under the rules 
and requirements of the National Board of Fire Underwriters for 
the installation of electric wiring and apparatus has been issued. 
This list is revised semi-annually. 


THE WESTINGHOUSE DIARY FOR 1909—The 1909 edition 
of the Westinghouse Diary is ready for distribution. This is the 
fifth edition of the diary, and although this reference book has 
keen of great vaiue to engineers in previous years, the present 
edition is an improvement over anything that has been published 
before. The information in connection with high-pressure steam 
turbines, condensers, low-pressure steam turbines, mechanical 
stokers, mercury-vapor lamps, meter testing, storage batteries, 
single-phase railway systems, tungsten lamps, turbo pumps and 
blowers, and Westinghouse Nernst lamps, is particularly complete 
and of great value. 

PROPOSALS. 
POST OFFICE BUILDINGS AT PARIS, ILL., AND JOHNSON 


CITY, TENN.—The office of the Supervising Architect, Washing- 
ton, D. C., will receive sealed proposals until January 6 for the 


ELECTRICAL REVIEW AND WESTERN ELECTRICIAN 931 


construction (including plumbing, gas piping, heating apparatus, 
electric conduits and wiring) of the United States Post Offices 
at -Paris, Ill., and Johnson City, Tenn.,in accordance with specifica- 
tions which may be obtained from the custodians of the sites, 
or at the office of the Supervising Architect. 


ELECTRICAL SECURITIES. 


Last weck’s developments in the stock markets showed con- 
fused and erratic trading and irregular price movements. Arti- 
ficial manipulation was in evidence, and this included activity 
in low-priced issues. The financial community, however, holds 
to the belief that the larger interests are still committed to 
higher prices. The approach of the end of the year and the usual 
January reinvestment demand should bolster up public confidence, 
and it is expected that these events will make for better market 
conditions. There has been no noteworthy change in the slow 
improvement in industry in general. Comparisons now being 
made with last year’s period of depression may be misleading, 


and for some time it is evident that reports of gross earnings 


should be analyzed very carefully. 

Dividends have been declared upon the following electrical 
securities: Twin City Rapid Transit Company; regular quarterly 
dividend of one-and-three-fourths per cent on the preferred stock, 
payable January 2 to stock of record December 15. Butte Elec- 
iric and Power Company; regular quarterly dividend of one-and- 
one-half per cent on the common stock, payable January 2 to 
stock of record December 20. Interborough Rapid Transit Com- 
pany; regular quarterly dividend of two-and-one-fourth per cent 
on the capital stock of the company, payable January 2 to stock 
of record December 19. Chicago City Railway Company; regular 
quarterly dividend of one-and-one-half per cent, payable De- 
cember 30 to stock of record December 8. United Traction and 
Electric Company; regular quarterly dividend of one-and-one- 
fourth per cent, payable January 2. Seattle Electric Company; a 
dividend of $2.75 a share on the common stock, payable January 
15 to stock of record at the close of business January 1. In- 
dianapolis Street Railway Company; a dividend of three per cent, 
payable January 1 to stock of record December 23. St. Joseph 
Railway, Light and Power Company; a quarterly dividend of one- 
and-one-fourth per cent on the preferred stock, payable January 1 
to stock of record December 15. United Traction and Electric 
Company of New Jersey; quarterly dividend of one-and-one-fourth 
per cent, payable January 2. Wilkesbarre Gas and Electric Com- 
pany; quarterly dividend of one per cent, payable January 2 to 
stock of record December 17. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED DECEMBER 5. 


New York: Closing. 
Allis-Chalmerg common.............e.eeee0: 15% 
Allis-Chalmers preferred.............c0000- 48% 
Brooklyn Rapid Transit.................... 5514 
American Telephone and Telegraph Company 123% 
General Electric ............ ccc cee e se ceces 157 
Interborough-Metropolitan common ........ 14% 
Interborough-Metropolitan preferred ....... 35% 
Kings County Electric...............00000- 127 
Mackay Companies (Postal Telegraph and 

Cable) Common............ccc cece eee eeee 75 
Mackay Companies (Postal Telegraph and 

Cable)  preferred................. ccc cues 70 
Manhattan Elevated ............. ccc cee eeee 149 
Metropolitan Street Railway................ 25 
New York and New Jersey Telephone..... 114 
Western Union . ek nies heendenr sacs eeeas 6914 
Westinghouse Manufacturing Company..... 8914 

Boston: Closing. 
Edison Electric Tlluminating............... 250 
Massachusetts Electric ...............0008- 58% 
New England Telephone.................6. 124% 
Western Telephone and Telegraph pref.... 75 

Philadelphia: Closing. 
Electric Company of America.............. 1014 
Electric Storage Battery common.......... 42% 
Electric Storage Battery preferred......... 424 
Philadelphia Electric .....cssssssesssssssse 11% 
Philadelphia Rapid Transit................. 22 
United Gas Improvement...............-05- 9214 

Chicago: Closing. 
Chicago Telephone ...........0. cece wees 129 
Commonwealth Edison ............eeeeeee- 106% 
Metropolitan Elevated preferred............ 48 
National Carbon common.................- 85 
National Carbon preferred................. 112 
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ELECTRIC LIGHTING. 
(Special Correspondence.) 
PRESCOTT, WIS.—The Prescott Light and Power Company 
has been incorporated with a capital stock of $30,000. 


HARRISON, N. J.—The Strang Electric Company has been 
incorporated in New Jersey with a capital stock of $25,000. 


STEVENSVILLE, MONT.—G. W. Messer and Mr. Feather- 
stone have applied for an electric-lighting franchise for Stevens- 
ville. C. 


MURRAY, IOWA—A vote will be taken on December 15 at 
Murray on the question of granting a franchise to Mr. Murray for 
an electric-light plant. C. 


GRIDLEY, CAL.—The City Clerk of Gridley is advertising 
for bids for furnishing and constructing an electric-lighting plant 
and distributing system for the city. A. 


POSEYVILLE, IND.—The directors of the Poseyville Light 
and Power Company have decided to extend its transmission line 
to Cynthiana, a distance of fourteen miles. S. 


SLATEDALE, PA.—The Slatedale Electric Light, Heat and 
Power Company is to be incorporated with a capital stock of 
$10,000. Wilson Rex is president of the company. 


OLNEY, ILL.—The power plant of the Olney Electric Light 
and Power Company was completely destroyed by fire with a 
loss of $30,000, of which $17,000 was covered by insurance. 


EVANSVILLE, IND.—Plans have been ordered by the Evans- 
ville Gas and Electric Light Company for the improvement and 


enlargement of its plant and the installation of some new equip- 
ment. S. 


TWIN BRIDGES, MONT.—It is reported that Twin Bridges 
will be supplied with electric light from the power line which 


the Madison River Power Company will build from Renova to 
Sheridan. C. 


SPRINGFIELD, ILL.—The Consumers’ Electric Company, of 
Springfield, has been incorporated, with a capital stock of $1,000, 


to furnish light, heat and power. James A. Hull heads the 
company. 


SANTA BARBARA, CAL.—The Water Commissioners of 
Santa Barbara have awarded to the Reynolds Electrical Company 
a contract for cable work and the installation of transformers 
amounting to $2,550. A. 


NORCROSS, GA.—Norcross has voted for bonds, thirty to 
one, for electric lighis. The Mayor and Council ordered the elec- 
tion for the purpose of voting upon the question of issuing bonds 
to the amount of $5,000. 


. WILMINGTON, DEL.—The Columbia Power, Light and Rall- 
ways Company has been incorporated with a capital of $1,200,000 
by W. H. Sprousler, Bloomfield, Pa.; M. P. Reed, Philadelphia, 
and C. L. Ward, Wilmington. 


TIPTON, IND.—The Indiana Gas and Electric Light Company 
has applied for a franchise for a central plant, to be located at 
Tipton, agreeing to furnish both gas and electricity at a greatly 
reduced rate from that now charged. S. 


RACINE, WIS.—Joseph Horlick, Jr., has undertaken the de- 
velopment of waterpower at the Rapids Dam, near Racine. He 
ie under contract to furnish electricity for nearby plants and 
towns, and work is to be commenced immediately. 


BOSTON, MASS.—The Gas Commission has approved of an 
issue of $15,000 additional stock by the Marion Gas Company, 
ta be offered to stockholders at $100 per share, the proceeds to 
be used in the construction of an electric light and power plant. 


CALISTOGA, CAL.—The plant, franchise and other property 
of the Calistoga Electric Light and Power Company at Calistoga 
has been sold under execution by the sheriff for the extremely 
small amount of $2,000. The buyer was William Spiers of Lake- 
port, Cal. A. 

SARINAL, TEX.—The electric light and power company is 
now at work erecting poles and wires on the streets, and it is 
expected that the plant will be in operation within a few days. 
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The company has been granted a franchise by the town for 
twenty years. i 


SAN JOSE, CAL.—R. W. Hersey of San Jose, promoter of 
the National Park Electric Company, and a party of engineers 
are now in Tuolumne County inspecting the site of the proposed 
plant. Mr. Hersey announces that work on the plant will be be- 
gun next spring. A. 


LINTON, IND.—The City Council at its last meeting took 
steps to improve and increase the capacity of the electric-light 
plant. Those opposed to municipal ownership insist upon the 
sale of the plant, but the Council has decided otherwise and will 
improve the plant. S. 


SAN FRANCISCO, CAL.—It is given out that a new electric 
power company to be known as the United States Electric Light 
and Power Company and to have an authorized capital stock of 
$40,000,000 will file articles of incorporation in San Francisco 
within a few days. A. 


ESCANABA, MICH.—The Escanaba Power Company has been 
launched by O. L. Huie, formerly manager of the local traction 
company at Marinette, Wis., to construct a second power dam, 


capable of developing 2,500 horsepower, across the Escanaba 
River at Gross, Mich. 


EUGENE, ORE.—The City Council of Eugene has decided on 
the construction of a power plant on the McKenzie River, about 
fifteen miles from the city. The power developed will be used 
chiefly for the operation of pumps for the recently-acquired water 
plant of the municipality. A. 


ALBANY, N. Y.—The Central Station Operating Company, 
with a capital of $25,000, has been incorporated, to furnish gas 
and electric light in all the cities and villages in the state. The 
directors are William H. Sheehan, Edward F. McAviney and 
Frank L. Smith, of New York city. 


ANDERSON, IND.—The Sefton Manufacturing Company of 
Anderson has decided to enlarge its local plant which, when 
completed, will cover nearly seven acres. The plant will be 
equipped with electric power throughout. Ex-Governor W. T. 
Durbin is vice-president and manager. 8. 


LOS ANGELES, CAL.—The San Joaquin Light and Power 
Company of Los Angeles, which has a plant under way on the 
Middle Tule River in Tulare County, is reported to have secured 
the site for its proposed dam on the Tule River by the purchase 
of the entire property on which the site was located. A. 


AGNEWS, CAL.—The Board of Managers of the Agnews 
State Hospital at Agnews, Cal., is advertising for bids for the 
furnishing and erection of a power plant and conduit system to 
include boilers, engine, generators, switchboard, conduit pipe, 
wire and wiring. Bids will be received until December 16. A. 


CAMAS, WASH.—Two applications for franchises for electric 
lighting have been presented to the Camas City Council. A 
steam plant is proposed by Kelley Loe, who applied for a fifty- 
year franchise, while G. S. Smith of Washougal contemplates 


building a system to supply both towns with power from the 
Washougal River. 


CHICAGO, ILL.—It has been definitely announced that the 
Commonwealth Edison Company has acquired the property and 
franchises of the Cosmopolitan Electric Company. The latter 
was recently granted a building permit for a power house costing 
$280,000, to replace its present plant at Canal and Grove streets 
and the south branch of the Chicago River. 

PORTLAND, ORE.—F. S. Morris, of Morris Bros., Portland, 
has begun preliminary work for the construction of a power 
plant on the Clackamas River, near Portland. It is given out 
that the plant will have a capacity of 15,000 horsepower and will 
cost in the neighborhood of $500,000. The work includes the 
building of a dam 400 fect long and forty feet high. A. 


SEATTLE, WASH.—The Pacific Coast Light and Power 
Company of Seattle, Wash., has begun condemnation proceedings 
for the purpose of securing water rights on White River which 
are supposed to be the property of the Muckleshoot Indians. 
The company plans to convey water from White River to a point 
on Stuck River, where the power house will be located. A. 
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TACOMA, WASH.—The City Council of Tacoma has called 
an election for December 16 to vote on the question of the con- 
struction of a municipal electric power and lighting plant of 
20,000 horsepower on the Upper Nisqually River at a cost of 
about $2,000,000. On the same date the issue of bonds to the 
amount of $300,000 for the preliminary expenses for rights, etc., 
will be voted on. A. 


EASTON, PA.—The Easton Gas and Electric Company has a 
project on foot that is bound to result in benefit to the city and 
community. By the erection of a sign the name and location of 
Easton is to be burned into the minds of travelers on the various 
railroads passing through the city. The people of the city are 
asked to do their share, and a slogan is to be selected and sug- 
gested by the people. 


BELLINGHAM, WASH.—Howard E. Grant, manager at Bell- 
Ingham, Wash., for Stone & Webster of Boston, announces that 
it has been decided to double the capacity of the power -plant on 
the Nooksaak River, controlled by Stone & Webster, the cost of 
the improyement to be about $250,000. When tha changes are 
completed the power plant, will be made the distributing point 
for the company’s interurban railway lines. AS 


PORTLAND, ORE.—President Josselyn, of the Portland Rail- 
way, Light and Power Company, has approved of the order for 
underground conduits for the company’s system in the business 
section of the city. Work will commence at once. When com- 
pleted it will cost in the neighborhood of $1,250,000. Orders have 
also been given for the installation of new machinery at the 
Alder and Seventh streets substation at a cost of $150,000. A. 


JOLIET, ILL.—The Illinois Steel Company has entered into 
a contract with the Sanitary District of Chicago to use 1,200 
horsepower of electrical energy from the latter’s hydroelectric 
plant at Lockport, Il. A special transmission line about three 
miles long will be built from this plant to the steel works. This 
will be fed directly from the generator buses at 6,600 volts and 
will be distinct from the 45,000-volt transmission line to Chicago. 

LA CROSSE, WIS.—Governor Johnson of Minnesota and Gov- 
ernor Davidson of Wisconsin have been invited to attend the 
ceremonies marking the formal opening of the works of the La 
Crosse Water Power Company about December 15. The dam is 
50 feet high, 50 feet wide at the base and 495 feet long, damming 
the Black River into a reservoir lake in its rear. This lake is 
five-and-one-half miles long and in some places two-and-one-half 
miles wide. When the water is over the dam there is a storage 
reserve of 479,160,000 cubic feet. 


LEXINGTON, N. C.—The Fries Power Company has closed 
a contract with the Southern Power Company, the great water- 
power concern below Charlotte, on the Catawba, whereby this 
company will enter Winston and furnish 1,500 horsepower of 
electricity. The transmission lines will be built through Lex- 
ington, High Point and Greensboro, these towns, including 
Thomasville, having the opportunity of securing electric power, 
also. The Southern Power Company has already built lines and 
is furnishing power to Charlotte, Mooresville, Statesville, New- 
ton and various other communities. : 


MERRILL, WIS.—Current has been turned on from the re- 
cently completed hydroelectric power plant at Grandfather Falls, 
The dam is 700 feet long and 70 feet in height. At the right 
end is the power house, which is 44 feet square and 23 feet 
high. In this is installed one 1,400-kilowatt generator with its 
exciter. Other flumes have been constructed to receive addi- 
tional units to the amount of 3,700 kilowatts when necessary. 
The power is transmitted twelve miles to the city over high- 
tension transmission wires, and is used at the mills of the 
Grandfather Falls, and for lighting purposes at Grandfather. 


NORTH YAKIMA, WASH.—Another big electric-power proj- 
ect, where 4,000 to 5,000 horsepower can be developed from the 
Naches River flow, is planned for the vicinity of North Yakima. 
Local capitalists have already procured a site for a new power 
house and the right-of-way for the canal to it, assuring a drop of 
sixty feet to the power wheel. The power estimated is at the 
lowest stage of the river. There are now four big power projects 
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under construction near North Yakima, that of the Northwest 
Light and Power Company, the Yakima Valley Transportation 
Company’s canal through the Moxee to Union Gap, and the East 
Selah project in the Yakima River Canyon, besides the new 
one. 


OAKLAND, CAL.—The Great Western Power Company of 
San Francisco has completed the installation of the first unit of 
its power plant on the Feather River as well as the cementing 
of the three-and-one-half-mile tunnel which will convey water to 
the power house. December 10 was set as the date for starting 
the plant. The initial production will be 20,000 horsepower of 
electric energy. It is expected that the company’s transmission 
line to Oakland on San Francisco Bay will be completed about 
that time. The company has filed deeds for a right-of-way 
through the lands of the People’s Water Company in Alameda 
County, Cal., and will erect its line over the property at 
once. A. 


COLORADO SPRINGS, COLO.—The controlling interest in 
the Empire Water and Power Company was recently sold to 
George Bullock, of New York, president of the Colorado Springs 
Electric Company. Mr. Bullock announced that development 
to the extent of $500,000 will be prosecuted within the next 
twelve months. The company owns valuable water rights on 
the north slope of Pike’s Peak and has plans already made for 
the building of three large reservoirs with necessary pipe lines 
and an electric power plant in Manitou that will develop 3,000 
horsepower, which will be used in supplying power to the large 
mills and other manufacturing concerns in the Pike’s Peak 
region. 


SALT LAKE CITY, UTAH—The application for water power 
for the largest electric producing plant in Utah has been filed 
with the state engineer by the Grand Canyon Power Company, 
Incorporated. The company asks for 2,000 feet of water per 
second from the Green River, which will be used in running a 
plant capable of producing 38,000 horsepower. The fees paid for 
the water rights are $2,000. The plan of the company is to 
place an immense dam in the Green River 200 feet below its 
junction with the Coal Creek in Emery County. This will back 
the water up in Green River for twenty miles. Near the junction 
of Coal Creek with Green River a diverting channel will be con- 
structed. It will be twenty-four feet wide, ten feet deep and 
9,000 feet long. 


BELLOWS FALLS, VT.—The Cavendish Gorge hydroelectric 
generating plant of the Claremont Electric Company is now 
practically in commission and supplying electricity for a variety 
of purposes. The dam is of concrete, fifty-four feet high and 
107 feet wide along the crest or rollway. The thickness below 
the water line is thirty-eight feet. There are two gates and a 
forty-eight-inch waste-water pipe. The gate leading into the fore- 
bay is nineteen feet below water surface. From the forebay an 
eight-foot tunnel extends through 200 feet of rock, connecting 
with a steel penstock six feet in diameter and 1,100 feet long, 
that conveys the water to the turbines in the power house. In 
the brick and concrete power house are three Pelton wheels, 
direct-connected to an equal number of Fort Wayne generators 
of 500 kilowatts capacity. 


SAN FRANCISCO, CAL.—Several large appropriations of 
water for electric power purposes in California have been made 
during the last few days. Most of these are in the northern 
part of California. Among these are: The appropriation of 300,- 
000 inches from the Sacramento River at Tron Canyon by Paul 
Stoll; the appropriation of 8,000 inches from Deer Creek, near 
Chico, by William Elliott; 11,000 inches from Battle Creek by 
H. A. Tedford and W. W. Wheeler. In central California, J. W. 
McLaughlin and C. K. Kirby have appropriated 300,000 inches of 
water from the San Joaquin River to be diverted in Fresno 
County. The Mountain Development Company of Tacoma, Wash., 
has appropriated 2,000 cubic feet of water from the south bank 
of White River, near Tacoma, to be stored and used for electric 
power purposes. The latter company has just been incorporated 
with a capital stock of $200,000 by B. P. Simonds, Robert M. 
Davis and A. J. Firmin. A. 
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ELECTRIC RAILWAYS. 
(Special Correspondence.) 
MISSOULA, MONT.—W. A. Clark and others have been 


granted a fifty-year franchise for an electric. line. P. 
GRAND FORKS, N. D-—The Grand Forks Street Railway 
Company is to be incorporated with a capital of $150,000. P. 


GRUNDY CENTER, IOWA—A right-of-way has been granted 
at Grundy Center to the proposed electric road from Waterloo 
to Perry. C. 


SIOUX CITY, IOWA—The Sioux City and Spirit Lake Inter- 
urban has petitioned for franchises in Spirit Lake, Hartley and 
Le Mars, Iowa. C. 


BUXTON, IOWA—An interurban railway is projected by 
Byllesby & Company of Chicago, from Ottumwa to Buxton, pass- 
ing through Eddyville. . C. 


JACKSON, MINN.—It is proposed to build an electric line 
from Jackson to Spirit Lake, Iowa, to connect the Sioux City 
and Spirit Lake road with the Dan Patch Air Line. C. 


ELGIN, ILL.—The De Kalb Midland Railway Company has 
been formed to construct and operate an electric railway from 
De Kalb to Sandwich, Ill. The capital stock is $150,000 and the 


incorporators are John W. McQueen, Herbert J. Burdick and 
John F. Pearce. 


L'ANSE, MICH.—The new hydroelectric power plant at 
L’Anse has been started successfully. This generating station 
is one of the few waterpower plants in the northern peninsula 
of Michigan and was constructed after a new steam plant had 
already been built and discarded. 


BERNE, IND.—The stockholders of the Bluffton, Berne & 
Celina Company, recently organized to construct a traction line 
between the cities above named, will file articles of incorporation 
during the coming week. Bids will be received in a short time 
for the construction of the road. S. 


SAN FRANCISCO, CAL.—The delay in the return of Presi- 
dent Patrick Calhoun of the United Railroads of San Francisco to 
California has led to a number of rumors of a possible sale of 
the company to E. H. Harriman or to interests allied with Mr. 
Harriman. All knowledge of such a move is denied by the com- 
pany’s representatives here. A. 


GARY, IND.—The construction of a street railway connecting 
the cities of Whiting, Indiana Harbor and Gary is the object of 
the franchise now being asked of the City Council of East 
Chicago. The capitalist behind the project is Louis N. Erb, 
of Chicago, who with other Chicago capitalists recently pro- 
cured a franchise to enter the city of Whiting. S. 


CHICAGO, ILL.—Receivers J. B. Forgan and John M. Roach 
of the Consolidated Traction Company were given leave of court 
on December 2 to borrow $200,000 for use in rehabilitation work 
on the Cicero & Proviso branch of the Consolidated lines. The 
receivers were authorized to pledge the receipts of the road until 
1910 as security for the money to be borrowed. 


INDIANAPOLIS, IND—J. W. Wood of Evansville, senior 
member of the Indiana Railroad Commission, who has been 
elected chairman of the Commission, just returned from a meet- 
ing of railroad commissioners held in Chicago and reports that 
the commissioners from Illinois, Michigan and Minnesota decided 
to adopt the Indiana plan of separating grade crossings of rail- 
roads. S. 


SOUTH BEND, IND.—The Chicago, Lake Shore & South 
Bend, the traction line between South Bend and Chicago, which 
is now in operation between South Bend and South Chicago, 
has been officially changed in name to the South Shore Line. 
The company has ten cars in operation between South Bend and 
Hammond, eleven to Michigan City and twenty-nine to Hammond 
and Gary. S. 


SOUTH BEND, IND.—Under the authority of the board of 
public works, the South Bend police stopped the Chicago, South 
Bend & Northern Indiana Traction Company from stretching an 
overhead feed-wire in the business district of the city. The wire 
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was being stretched on the trolley poles in violation of an or- 
dinance providing that all wires in the business district must be 
placed underground. The board has also instructed the city at- 
torney to bring proceedings against any person or corporation 
violating any provision of the ordinance governing wires in the 
underground district. S. 


DETROIT, MICH.—The franchise of the new Windsor Tunnel 
& Lake Erie Electric Railway Company is now before the City 
Council of Detroit. The company has agreed to issue working- 
men’s tickets at eight for a quarter during four hours of the day, 
with five-cent fares at all other times. The promoters of the 
road wiil apply immediately to the Government for a charter of 
incorporation. 


GOSHEN, IND.—Harry L. Weber, consulting engineer in the 
employ of the Ohio & Indiana Traction Company, and an expert 
in interurban railway engineering, with a company of assistants, 
arrived to survey a line between Goshen and Kendallville. Mr. 
Weber comes in the interest of Boston capitalists, who are pro- 
posing to construct the line which is supposed to be fhe begin- 
ning of an interurban line from Chicago to New York. S. 


INDIANAPOLIS, IND.—A contract for the construction of a 


$4,700,000 interurban traction line to connect the cities of Des 
Moines and Sioux City, Iowa, has been awarded to the American 
Engineering Company of Indianapolis. The line will be about 
196 miles long and will be a part of the triangular system that 
is being constructed to connect Des Moines, Sioux City, Omaha 
and Council Bluffs. Chas. N. Wilson, president of the construc- 
tion company, says that the line will ultimately be a connecting 
link between Ohio, Indiana and the West. S. 


TERRE HAUTE, IND.—The United States Express Company 
has opened offices in Terre Haute to operate over the four 
branches of the Terre Haute, Indianapolis & Eastern Traction 
Company, to Paris, Ill., Sullivan, Clinton and Indianapolis and 
eastward. The traction company has been doing a semi-express 
business in connection with its freight business, but did not 
collect or deliver packages as will now be done by the United 
States company. It is understood that the deal covers all the 
lines of what is known as the McGowan syndicate. S. 


SAN FRANCISCO, CAL.—Charles N. Black, vice-president and 
general manager of the United Railroads of San Francisco, an- 
nounces that eight carloads of power machinery are now due in 
the city. This will be installed at once and will go far to repair 
the company’s system and put it in shape to resume a full service 
on its lines. A recent accident to a 6,000-horsepower frequency- 
changer did considerable damage to the system, rendering It 
unable to handle some of the power which it had been taking 
from the City Electric Company. Some of the machinery rented 
from the Pacific Gas and Improvement Company has also been 


out of order, but it is expected that this will soon be rem- 
edied. A. 


SAN FRANCISCO, CAL.—Vice-President and General Man- 
ager E. E. Calvin, of the Southern Pacific Company, denies 
specifically the report that the company has secured control 
of the Great Western Power Company or of any other power 
company. He says: “The Southern Pacific Company has bought 
no power company and owns no sites of its own in the Sierras. 
We are not planning to operate our suburban trains by hydro- 
electric plants, but are going ahead with our steam power plant 
in Oakland. We have cheap oil of our own for use in developing 
power and do not anticipate that any of the power companies 
with hydroelectric plants will be able to supply us with power 
cheaper than we will be able to generate it in our Oakland plant. 
lf any company offers to do so we shall accept the offer and hold 
our Oakland plant as a reserve plant. A considerable part of 
the machinery for our Oakland plant is already on the way and 
more is being manufactured. The trolley wire and feed wire is 
already on hand. The suburban railway lines in Alameda, Berke- 
ley and Oakland will be converted into trolley lines at once 
in the order named. The line south from San Francisco will 
be a third-rail line. The matter of using electricity for the opera- 
tion of our transcontinental lines over the Sierra Nevada Moun- 
tains is for the distant future.” A. 
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INDUSTRIAL ITEMS. 


THE SOUTHERN ELECTRICAL AND INDUSTRIAL EX- 
POSITION has been incorporated at Louisville, Ky. The officers 
are: F. W. Keisker, president; J. V. Beckmann and F. C. Nune- 
macher, vice-presidents, and A. T. Macdonald, secretary. 


THE METROPOLITAN ELECTRICAL SUPPLY COMPANY, 
184 Lake Street, Chicago, Ill, has ready for distribution some 
interesting information in booklet and pamphlet form concerning 
Christmas-tree outfits. This literature will be sent to those in- 
terested upon request. 


THE BRILL CAR WORKS, Philadélphia, Pa., suffered dam- 
age by conflagration on Sunday, November 29, variously estimated 
from $100,000 to $250,000, pending the company’s official estimate 
of the loss. It is believed that the damage will not interfere 
seriously with any of the company’s contracts. 


THE CHICAGO MICA COMPANY, Valparaiso, Ind., announces 
that Judge Anderson, in the United States Circuit Court, District 
of Indiana, on December 4, at Indianapolis, refused the plea 
of the Mica Insulator Company for a temporary injunction to 
enjoin the Chicago Mica Company from manufacturing mica 
insulating plates. 


THE STEEL ROLL MACHINE COMPANY, 254 East Madison 
Street, Chicago, manufacturer of laundry equipment, calls atten- 
tion to the waste involved in’ throwing away soiled printers’ clean- 
ing rags, which, it advises, should be washed in a power washing 
machine of its manufacture. The rags are washed and rinsed 
thoroughly without attention. 


THE H. T. PAISTE COMPANY, Philadelphia, Pa., devotes 
the November issue of its monthly house organ Paistery to 
describing and illustrating its National Electrical Code standard 
pipe taplets adapted for a variety of uses. The pipe taplet is 
attached to the conduit by pipe threads, located inside the sleeve. 
A set-screw method of adjustment enables the work to be lined 
up perfectly. 


THE WESTERN ELECTRIC COMPANY, Chicago,°in a little 
booklet entitled “Pointers on Power” describes in an attractive 
way a number of the applications of its line of alternating-cur- 
rent induction motors. The variety of uses illustrated includes 
the employment of these motors in driving centrifugal pumps, 
sheet-metal machinery, turn-table tractors, conveyers, dough mix- 
ers, wood-working machinery and exhaust fans. l 


THE GENERAL ELECTRIC COMPANY, Schenectady, N. Y., 
in bulletin No. 4627, describes its curve-drawing instruments for 
alternating and direct-current circuits. These instruments, 
though in commercial use for several years, have been recently 
improved by the General Electric Company, and the illustrations 
and descriptions contained in the bulletin are of interest. The 
bulletin contains, also, connections, dimensions and other data. 


THE GREGORY ELECTRIC COMPANY, Chicago, dealer in 
electrical apparatus and machinery, has issued a new bargain 
sheet showing its complete stock. The company is offering ex- 
ceptional bargains in alternating-current motors, which will doubt- 
less prove attractive to a great many possible buyers. The com- 
pany is well equipped for the buying and selling of second-hand 
machinery and is one of the largest dealers in this line. It will 
be glad to send its latest bargain sheet to interested parties. 


THE ELECTRIC MOTOR AND EQUIPMENT COMPANY, 
Newark, N. J., announces that it has succeeded to the business 
of the American Chemical Company, formerly conducted by 
H. C. Swann at 79 Cortlandt Street, New York city. The lat- 
ter company manufactured the well-known ‘“Faultless” lamp 
coloring and ‘Faultless” weatherproof lamp coloring. These 
colorings, which have been in the market for eight years, are 
furnished in eighteen colors and shades, or any desired blend 
to order. 


THE CENTRAL ELECTRIC COMPANY, Chicago, Ill., is dis- 
tributing a new line of circulars especially devoted to articles 
intended for holiday gifts, such as electric-heating devices, 
Christmas-tree outfits, electric curling-irons, etc. A new folder 
describes the “Never Break” electric lamp guards and approved 
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electrical fittings. This circular consists of forty pages of de- 
scriptive matter, supplemented by interesting information taken 
from the reports of the Electrical Bureau and National Board of 
Fire Underwriters. Copies will be sent upon request. 


THE GAS CANNON COMPANY, South Bethlehem, Pa., is 
distributing an interesting circular calling attention to the flint- 
lock model of the gas cannon. This cannon works on the prin- 
ciple of the ordinary gas engine. Gas is allowed to flow into the 
gun and mix with the air. The mixture is ignited, producing an 
absolutely harmless explosion. The cork or wooden projectile is 
not dangerous, and a heavy metal projectile cannot be thrown by 
the gun at all. There is no other element of danger, because the 
tongue of flame from the gun will not set fire even to tissue 
paper or burn the skin. 


THE HOYT ELECTRICAL INSTRUMENT WORKS, Pena- 
cook, N. H., announces that it has opened an office at 161 Sum- 
mer Street, Boston, Mass., to take care of its New England trade. 
The demand for Hoyt instruments from New England centers 
has shown such a steady and consistent increase since they were 
first offered a year ago that it was felt the interests of the com- 
pany’s patrons could best be served in this way. The office will 
be in charge of H. F. Kellogg, a pioneer in the electrical field, 
and well known in automobile circles. A complete stock of in- 
struments will be carried at al] times. 


THE CARLYLE-JOHNSON MACHINE COMPANY, Hartford, 
Conn., has a new catalogue descriptive of the Johnson fric- 
tion clutch. This clutch has but few parts and is very compact. 
A body fastened to the shaft carries a split ring in which are 
inserted a pair of levers. A curve-shaped wedge, which is made 
part of a shipper sleeve, forces the levers apart, expanding the 
ring, bringing its outer surface into frictional contact with the 
inner surface of the friction cup, the hub of which is made to 
suit requirements. The leverage is so compounded that it 
requires but little pressure to operate the clutch. 


THE HARVARD ELECTRIC COMPANY, 66 West Van Buren 
Street, Chicago, and 136 Liberty Street, New York, manufacturer 
of steel brackets, conduit boxes, sectional switch boxes, fuse 
wire, electrical specialties, etc., announces that since recovering 
from the August fire which nearly destroyed the Harvard plant, 
the factory has been working overtime, the total of the October 
orders being greater than those of any two months during the 
1908 season. Allen L. Haase, sales manager of the company, 
recently returned from a trip through the South and reports 
exceptionally bright prospects in all the cities he visited. 


THE MINNEAPOLIS ELECTRIC AND CONSTRUCTION 
COMPANY of Minneapolis, Minn., which, for a number of years, 
has placed on the market a wire-measuring machine which reels 
wire into a coil and shows the number of feet, is meeting with 
excellent success. This reel, the manufacturer states, is now 
used in almost every state in the Union. The company recently 
received an order from the United States Government for an 
electric wire meter to be used for measuring signal wire in the 
Navy Yard, Seattle, Wash. The same device is also used by 
the United States Government in Manila. The Otis Elevator 
Company, Minneapolis, made a test on one of the company’s 
large size meters, measuring seven-eighths-inch steel cable, which 
proved very satisfactory. 


C. H. CHALMERS, vice-president of the Electric Machinery 
Company, Minneapolis, reports a satisfactory business and states 
that the outlook for the coming year is encouraging. The com- 
pany has recently booked a number of new orders, among them 
being one from the Acme Cement Plaster Company, Acme, Texas, 
secured through the Wesco Supply Company of St. Louis, for 
one 180-kilowatt revolving-field alternator. The Electric Machinery 
Company is also installing two 300-kilowatt machines for the 
Peerless Electric Company, Warren, O., making four machines 
in all. Two seventy-five-kilowatt engine-type generators, one 
thirty-kilowatt motor-driven and one twenty-kilowatt balancing 
sets are being shipped to the Southern Pacific Railway at San 


Francisco. This order was secured through the company’s Pacific . 


agents, the Standard Electrical Works. 
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THE PETTINGELL-ANDREWS COMPANY, Boston, for De- 
cember presents the first issue of its new house organ, entitled 
“Juice.” Between striking covers are well-printed pages de- 
scribing and illustrating “O. K.” connection blocks, “Opalux” 
reflectors, “P-M” remote-control switches, “New Wrinkle” sockets, 
and other specialties. The leading article, relative to devices 
designed to prevent the theft of current from unauthorized taps 
outside the meter, is accompanied by thirty views and diagrams 
of connection blocks, showing the variety of connections that 
can” be made with these blocks for purposes of applying test 
instruments, without interrupting the continuity of the con- 
sumer’s service. “Juice” wil be regularly mailed to central 
Stations, street railways, electrical engineers, architects, con- 
tractors, dealers and isolated manufacturing plants using elec- 
tricity. 

THE WHEELER CONDENSER AND ENGINEERING COM- 
PANY, Carteret, N. J., has just published “The Wheeler-Edwards 
Air Pump,” an elaborate thirty-two-page treatise which explains 
the peculiar action of the Wheeler-Edwards pump in handling 
both air and water. It is shown how, the absence of foot and 
bucket valves, and an exceedingly small clearance, results in the 
attainment of a high vacuum, otherwise to be had only by means 
of separate dry vacuum pumps, hot well pumps and air coolers. 
Various types of Wheeler-Edwards pumps are shown, as well as 
a number of large steam-turbine installations in which these 
pumps are used. The latter half of the book is made up of the 
discussions of the principles of air pumps, tables of mixed 
vapors, a complete and original table of saturated water vapor 
from 60 to 180 degrees F., ete. The final section gives practical 
instructions for the handling of pumps of this character. This 


booklet should be valuable to anyone interested in vacuum ma- 
chinery. 
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NEW MANUFACTURING COMPANIES, 


DULUTH, MINN.—The Duluth Electrical Company of Duluth, 
with a capital stock of $25,000, has been incorporated by J. W. 
Day, M. J. Day and H. J. Rich. C. 


BROOKLYN, N. Y.—The Bell Arc Light Company, of Brook- 
lyn, has been organized with a capital of $100,000. The directors 
are: Charles A. Campbell, Henry W. Van Allen and Monroe May, 
all of New York. 


SCHENECTADY, N. Y.—The Tirrill Manufacturing Company 
has been incorporated with a capital stock of $100,000, to manu- 
facture electrical appliances and machinery. The members of 
the company are Allen A. Tirrill, Everett E. Lucas, Franklin W. 
McClellan, Schenectady. 


NEW YORK, N. Y.—The Jaeger Tungsten Company of Man- 
hattan has been incorporated to manufacture Tungsten lamps, 
electrical and illuminating appliances, etc., with a capital of 
$30,000. The incorporators are W. C. Liliehold, Brooklyn; C. 8. 
Pinkney, H. J. Robinson and J. Wilzing, New York city. 


ENGINEERING SOCIETIES. 


ARMOUR INSTITUTE BRANCH, A. I. E. E.—At the meeting 
of the Armour Institute Branch, American Institute of Electrical 
Engineers, held in Chapin Hall on December 3, an interesting paper 
on “Alternating-Current Single-Phase Commutator Motors” was 
presented by Tracy W. Simpson. All the commercial forms of 
these motors were analyzed and their characteristics pointed 
out. On January 7, 1909, Arthur P. Strong will present a paper 
on “Economic Considerations in the Design of Multi-Office Trunk 
Telephone Systems;” this paper was originally announced for 
December 17, but was postponed to the first meeting in 1909 on 


account of conflict with Dr. Steinmetz’s lecture to be given on 
that date. 


Directory of Electrical and Allied Engineering and Scientific 
| Societies. 


(Published in the Second Issue of Each Month.) 


AMERICAN ASSOCIATION OF ELECTRIC MOTOR MANUFAC- 
TURERS. Secretary, W. H. Tapley, Walker Electric Com- 
pany, Twenty-third and Noble streets, Philadelphia, Pa. Next 
meeting, January, 1909. 


AMERICAN ASSOCIATION FOR THE ADVANCEMENT OF 
SCIENCE. Secretary, L. O. Howard, Cosmos Club, Washing- 
ton, D. C. Annual meeting, Baltimore, Md., December 28- 
January 2. 

AMERICAN ELECTROCHEMICAL SOCIETY. 
W. Richards, Bethlehem, Pa. 

AMERICAN ELECTROTHERAPEUTIC ASSOCIATION, Secre- 
tary, Dr. Albert C. Geyser, 352 Willis Avenue, New York, N. Y. 

AMERICAN FOUNDRYMEN’S ASSOCIATION. Secretary, Dr. 
Richard Moldenke, Watchung, N. J. 

AMERICAN INSTITUTE OF ELECTRICAL ENGINEERS. Secre- 
tary, Ralph W. Pope, Engineering Societies Building, 29 West 
Thirty-ninth Street, New York, N. Y. 

AMERICAN INSTITUTE OF MINING ENGINEERS. Secretary, 
Rossiter W. Raymond. 29 West Thirty-ninth Street, New York, 
N. Y. 

AMERICAN MATHEMATICAL SOCIETY. Secretary, F. N. Cole, 
50 West 116th Street, New York, N. Y. 

AMERICAN RAILWAY MASTER MECHANICS’ ASSOCIATION. 
Secretary, J. W. Taylor, Old Colony Building, Chicago, Ill. 
AMERICAN ROENTGEN-RAY SOCIETY. Secretary, Dr. G. C. 
Johnson, 514 Bijou Building, Pittsburg, Pa. Annual meeting, 

New York, N. Y., December 28-30. 

AMERICAN SOCIETY FOR TESTING MATERIALS. Secretary, 
Prof. Edgar Marburg, University of Pennsylvania, Philadel- 
phia, Pa. Pere 
RICAN SOCIETY OF CIVIL ENGINEERS. Secretary, arles 

a a Hunt, 220 West Forty-seventh Street, New York, N.Y. 

7 [ N ‘ Secre- 
‘RICAN SOCIETY OF MECHANICAL ENGINEERS. 
eee Calvin W. Rice, 29 West Thirty-ninth Street, New York, 
N. Y. 
i ‘TS. Secre- 
anRICAN SOCIETY OF MUNICIPAL IMPROVEMEN ‘S. 
anp a P. Folwell, 289 West Thirty-ninth Street, New York, 


N. Y. 


Secretary, Dr. J. 


AMERICAN STREET AND INTERURBAN RAILWAY ASSOCIA- 
TION. Secretary, B. V. Swenson, Engineering Societies Build- 
ing, 29 West Thirty-ninth Street, New York, N. Y. 

AMERICAN STREET AND INTERURBAN RAILWAY ACCOUNT: 
ANTS’ ASSOCIATION. Secretary, H. E. Weeks, secretary 
and treasurer Tri-City Railway Company, Davenport, Iowa. 

AMERICAN STREET AND INTERURBAN RAILWAY CLAIM 
AGENTS’ ASSOCIATION. Secretary, B. B. Davis, claim agent 
Columbus Railway and Light Company, Columbus, Ohio. 

AMERICAN STREET AND INTERURBAN RAILWAY ENGI 
NEERING ASSOCIATION. Secretary, J. W. Corning, electri- 
cal engineer Boston Elevated Railway Company, Boston, Mass. 

AMERICAN STREET AND INTERURBAN RAILWAY TRANS- 
PORTATION AND TRAFFIC ASSOCIATION. 

AMERICAN STREET AND INTERURBAN RAILWAY MANU- 
FACTURERS’ ASSOCIATION. Secretary, George B. Keegan, 
2321 Park Row Building, New York, N. Y. 

ARKANSAS ASSOCIATION OF PUBLIC UTILITY OPERATORS. 
Secretary, J. E. Cowles, superintendent of lighting Hot 
Springs Light and Railway Company, Hot Springs, Ark. 

ARKANSAS INDEPENDENT TELEPHONE ASSOCIATION. Sec 
retary, Charles F. Speed, Texarkana, Ark. 

ASSOCIATION OF CAR-LIGHTING ENGINEERS. Secretary, G. B. 
Colegrove, Illinois Central Railroad, Chicago, II. 


ASSOCIATION OF EDISON ILLUMINATING COMPANIES. Sec- 
retary, D. L. Huntington, second vice-president and manager 
Washington Water Power Company, Spokane, Wash. 

ASSOCIATION OF ELECTRIC LIGHTING ENGINEERS OF NEW 
ENGLAND. Secretary, Welles E. Holmes, 308 Wasbington 
Street, Newton, Mass. 

ASSOCIATION OF RAILWAY TELEGRAPH SUPERINTEND- 
ENTS. Secretary, P. W. Drew, Wisconsin Central Railway, 
Milwaukee, Wis. 

CALIFORNIA ELECTRIC RAILWAY ASSOCIATION. nae 
L. E. W. Pioda, Oak and Broderick Streets, San Francisco, . 


CALIFORNIA INDEPENDENT TELEPHONE ASSOCIATION. 


Secretary, P. T. Whittier, Spencer, Cal. 


December 12, 1908 


CANADIAN ELECTRICAL ASSOCIATION. Secretary, T. S. 
Young, Toronto, Canada. 


CANADIAN STREET RAILWAY ASSOCIATION. Secretary, Ac- 
ton Burrows, 33 Melinda Street, Toronto, Ontario. 

CENTRAL ELECTRIC RAILWAY ASSOCIATION. Secretary, 
A. L. Neereamer, Traction Terminal Building, Indianapolis, 
Ind. 


COLORADO ELECTRIC LIGHT, POWER AND RAILWAY ASSO- 
CIATION. Secretary, J. C. Lawler, Colorado Springs, Colo. 

CONNECTICUT STATE STREET RAILWAY ASSOCIATION. 
Secretary, F. W. Poole, Bridgeport, Conn. 

ELECTRIC CLUB OF CLEVELAND. Secretary, George L. Crosby, 
1200 Schofield Building, Cleveland, Ohio. 

ELECTRICAL CONTRACTORS’ ASSOCIATION OF NEW YORK 
STATE. Secretary, George William Russell, Jr., 500 Fifth 
Avenue, New York, N. Y. 

ELECTRICAL CONTRACTORS’ ASSOCIATION OF STATE OF 
MISSOURI. Secretary, Charles J. Sutter, 1220 Pine Street, 
St. Louis, Mo. 

ELECTRICAL TRADES ASSOCIATION OF CHICAGO. Secre- 
tary, Frederick P. Vose, Marquette Building, Chicago, Ill. 
ELECTRICAL TRADES ASSOCIATION OF PHILADELPHIA. 
Secretary, E. A. Symmes, 810 Drexel Building, Philadelphia, 
Pa. Meetings, second and fourth Thursdays of each month. 

ELECTRICAL TRADES ASSOCIATION OF CANADA, LIMITED. 
Secretary, William R. Stanley, Royal Insurance Building, Mon- 
treal, Canada. 

ELECTRICAL TRADES ASSOCIATION OF THE PACIFIC 
COAST. Secretary, Albert’ H. Elliott, Claus Spreckels Build- 
ing, San Francisco, Cal. Monthly meetings, San Francisco, 
Cal., first Thursday of each month. 

ELECTRICAL TRADES SOCIETY OF NEW YORK (Member 
National Electrical Trades Association). Secretary, Franz 
Neilson, 80 Wall Street, New York, N. Y. Board of directors 
meets second Friday of each month. 

EMPIRE STATE GAS AND ELECTRIC ASSOCIATION. Secre- 
tary, Charles H. B. Chapin, 154 Nassau Street, New York, 
N. Y 

ENGINEERS’ CLUB OF PHILADELPHIA. Secretary H. G. Per- 
ring, 1317 Spruce Street, Philadelphia, Pa. 

ENGINE BUILDERS’ ASSOCIATION OF THE UNITED STATES. 
Secretary, J. I. Lyte, 39 Cortlandt Street, New York, N. Y. 

ILLINOIS INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, C. A. Camp, Henry, IM. 

ILLINOIS STATE ELECTRICAL ASSOCIATION. Secretary, H. B. 
Chubbuck, La Salle, Ill. 

ILLUMINATING ENGINEERING SOCIETY. Secretary, Van Rens- 
selaer Lansingh, Engineering Societies Building, 33 West 
Thirty-ninth Street, New York, N. Y. 

INDEPENDENT TELEPHONE ASSOCIATION OF TEXAS AND 
LOUISIANA. Secretary, C. A. Shock, Sherman, Tex. 

INDIANA INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, Allen J. Paylow, Rockport, Ind. 

INTERNATIONAL ASSOCIATION OF MUNICIPAL ELECTRI- 
CIANS. Secretary, Frank P. Foster, Corning, N. Y. 

INTERNATIONAL INDEPENDENT TELEPHONE ASSOCIA- 
TION. Secretary, J. B. Ward, Grand Rapids, Mich. Secre- 
tary’s office, Monadnock Building, Chicago, Ill. 


IOWA ELECTRICAL ASSOCIATION. Secretary, W. N. Keiser, 
Des Moines, Iowa. 

IOWA INDEPENDENT TELEPHONE ASSOCIATION. Secretary, 
C. C. Deering, Boone, Iowa. 

IOWA STREET AND INTERURBAN: RAILWAY ASSOCIATION. 
Seerctary, L. D. Mathes, Dubuque, Iowa. 

KANSAS GAS, WATER, ELECTRIC LIGHT AND STREET RAIL- 
WAY ASSOCIATION. Secretary, James D. Nicholson, New- 
ton, Kan. 

KENTUCKY INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, W. G. Turpine, Henderson, Ky. 

MAINE INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, M. E. Crow, Houlton, Me. 

MAINE STREET RAILWAY ASSOCIATION. Secretary, E. A. 
Newman, 471 Congress Street, Portland, Me. 

MASSACHUSETTS STREET RAILWAY ASSOCIATION. Secre- 
tary, Charles S. Clark, 70 Kilby Street, Boston, Mass. Meets 
second Wednesday of each month, except July and August. 

MASTER CAR BUILDERS’ ASSOCIATION. Secretary, J. W. 
Taylor, 390 Old Colony Building, Chicago, IN. 

MICHIGAN ELECTRIC ASSOCIATION. Secretary, A. C. Mar- 
Shall, Port Huron, Mich. 
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MICHIGAN INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, A. A. Burch, Battle Creek, Mich. 


MILWAUKEE SOCIETY OF ENGINEERS. Secretary, W. Fay 
Martin, 456 Broadway, Milwaukee, Wis. d 

MISSOURI ELECTRIC LIGHT, GAS AND STREET RAILWAY 
ASSOCIATION. Secretary, Claude L. Clary, Sikeston Electric 
Light and Power Company, Sikeston, Mo. 

MISSOURI INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, George W. Schweer, Windsor, Mo. 


NATIONAL ARM, PIN AND BRACKET ASSOCIATION. Secre- 
tary, J. B. Magers, Madison, Ind. 

NATIONAL ELECTRICAL CONTRACTORS’ ASSOCIATION OF 
THE UNITED STATES. Secretary, W. H. Morton, 41 Martin 
Building, Utica, N. Y. 

NATIONAL ELECTRICAL TRADES ASSOCIATION. Secretary, 
Frederic P. Vose, 1343 Marquette Building, Chicago, Ill. 
NATIONAL ELECTRIC LIGHT ASSOCIATION. Secretary, John 
F. Gilchrist, Commonwealth Edison Company, Chicago, Ill. 


NEBRASKA ELECTRICAL ASSOCIATION. Secretary, William 
Bradford, Lincoln, Neb. 


NEBRASKA INDEPENDENT TELEPHONE ASSOCIATION. Sec- 
retary, R. E. Mattison, Lincoln, Neb. 


NEW ENGLAND ELECTRICAL TRADES ASSOCIATION. Secre- 
tary, Alton F. Tupper, 60 State Street, Boston, Mass. 


NEW ENGLAND STREET RAILWAY CLUB. Secretary, John J. 
Lane, 12 Pearl Street, Boston, Mass. Meetings held on fourth 
Thursday of each month. 

NEW YORK ELECTRICAL SOCIETY. Secretary, G. H. Guy, 
Engineering Societies Building, 29 West Thirty-ninth Street, 
New York, N. Y. 

NEW YORK STATE INDEPENDENT TELEPHONE ASSOCIA- 
TION. Secretary, R. Max Eaton, Niagara Falls, N. Y. 


NORTHWEST ELECTRIC LIGHT AND POWER ASSOCIATION. 
Temporary secretary, J. D. Crary, Aberdeen, Wash. 

NORTHWESTERN ELECTRICAL ASSOCIATION. Secretary, 
R. M. Kimball, Kenosha, Wis. Annual meeting, Milwaukee, 
Wis., January, 1909. 

OHIO ELECTRIC LIGHT ASSOCIATION. Secretary, D. L. Gas: 
kill, Greenville, Ohio. 

OHIO INDEPENDENT TELEPHONE ASSOCIATION. Secretary, 
O. O. Welsheimer, Columbus, Ohio. 

OHIO SOCIETY OF MECHANICAL, ELECTRICAL AND STEAM 
ENGINEERS. Secretary, F. W. Ballard, Cleveland, Obio. 


OHIO STREET RAILWAY ASSOCIATION. Secretary, Charles 
Currie, Akron, Ohio. 

OKLAHOMA ELECTRIC LIGHT, RAILWAY AND GAS ASSO- 
CIATION. Secretary, Galen Crow, Guthrie, Okla. 


OLD TIME TELEGRAPHERS’ AND HISTORICAL ASSOCIA- 
TION. Secretary, Frank J. Scherrer, New York, N. Y. 


ORDER OF THE REJUVENATED SONS OF JOVE. Mercury, 
C. B. Roulet, Dallas, Tex. 


PACIFIC COAST ELECTRIC TRANSMISSION ASSOCIATION. 
Secretary, Samuel G. Reed, Portland, Ore. 


PENNSYLVANIA ELECTRIC ASSOCIATION. Secretary, E. S. 
Smith, Towanda, Pa. 

PENNSYLVANIA STATE INDEPENDENT TELEPHONE ASSO- 
CIATION. Secretary, H. E. Bradley, 135 South Second Street, 
Philadelphia, Pa. 

PENNSYLVANIA STATE STREET RAILWAY ASSOCIATION. 
Secretary, Charles H. Smith, Lebanon, Pa. 

PIKE'S PEAK POLYTECHNIC SOCIETY. Secretary, E. A. Saw- 
yer, Colorado Springs, Colo. Meetings, second Saturday of 
each month. 

RAILWAY SIGNAL ASSOCIATION. Secretary, C. C. Rosenberg, 
Bethlehem, Pa. Next annual meeting, Louisville, Ky., Octo- 
ber 12-14, 1909. 

SOCIETY FOR THE PROMOTION OF ENGINEERING EDUCA- 
TION. Secretary, Arthur L. Williston, Pratt Institute, Brook- 
lyn, N. Y. 

SOUTH DAKOTA INDEPENDENT TELEPHONE ASSOCIATION. 
Secretary-treasurer, E. R. Buck, Hudson, S. D. 


SOUTHWESTERN ELECTRICAL AND GAS ASSOCIATION. 
Secretary, J. A. Myler, Jr., 608 Juanita Building, Dallas, Tex. 


STREET RAILWAY ASSOCIATION OF THE STATE OF NEW 
YORK. Secretary, J. H. Pardee, J. G. White & Co., New 
York, N. Y. 

TEXAS INDEPENDENT TELEPHONE ASSOCIATION. Secre- 
tary, Charles F. Speed, Texarkana, Ark. 
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UNDERWRITERS’ NATIONAL ELECTRIC ASSOCIATION. Sec- 
retary Electrical Committee, G. M. Goddard, 55 Kilby Street, 
Boston, Mass. 

VERMONT AND NEW HAMPSHIRE INDEPENDENT TELE- 
PHONE ASSOCIATION. Secretary-treasurer, G. W. Buzzell, 
St. Johnsbury, Vt. 


VERMONT ELECTRICAL ASSOCIATION. Secretary, C. C. Wells, 
Middlebury Electric Light Company, Middlebury, Vt. 


VIRGINIA STATE INDEPENDENT TELEPHONE ASSOCIATION. 
Secretary, B. L. Fisher, Rocky Mount, Va. 


WESTERN ASSOCIATION OF ELECTRICAL INSPECTORS. Sec- 
retary, W. S. Boyd, 382 Ohio Street, Chicago, Ill. 


WESTERN SOCIETY OF ENGINEERS (Electrical Section). Sec- 
retary, J. H. Warder, 1737 Monadnock Block, Chicago, Il. 


WISCONSIN ELECTRIC AND INTERURBAN RAILWAY ASSO- 
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CIATION. Secretary, Clement C. Smith, president Columbia 
Construction Company, Milwaukee, Wis. 


WISCONSIN INDEPENDENT TELEPHONE ASSOCIATION, Sec- 
retary, J. C. Crowley, Jr., Superior, Wis. 


ALABAMA LIGHTING AND TRACTION ASSOCIATION. Tem- 
porary secretary, F. K. Jackson, Mobile, Ala. 


DATES AHEAD. 


American Roentgen-Ray Society. Annual meeting, New York 
city, December 28-30. 


Chicago Electrical Show. 


Coliseum, Chicago, 11l., January 
16-30, 1909. 


American Association for the Advancement of Science. An- 
nual meeting, Baltimore, Md., January, 1909. 
Northwestern Electrical: Association. Annual meeting, Mil- 


waukee, Wis., January, 1909. 


RECORD OF ELECTRICAL PATENTS. 


Issued (United States Patent Office) December 1, 1908. 


905,130. MACHINE FOR CRIMPING ELECTRIC RESISTANCE- 
WIRES. James I. Ayer, Cambridge, Mass., assignor to Sim- 
plex Electric Heating Company, Boston, Mass. Filed De- 


cember 6, 1906. Two loop forming devices are arranged to 
lay the loops alternately in opposite directions. 
905,131. 


TLE-LOOMS. Daniel Bacon, New York, N. Y. Filed Feb- 
ruary 8, 1907. An electrically-operated clutch governs the 
movements of the driving shaft of the loom. 

905,136. ALTERNATING-CURRENT MAGNET. Thomas E. Bar- 
num, Milwaukee, Wis., assignor to Cutler-Hammer Manufactur- 
ing Company, Milwaukee, Wis. Filed April 15, 1905. There 
is an iron shroud surrounding the coil with an air-gap so 
proportioned that the self-induction of the coil will permit the 
passage of sufficient current to attract the armature. but 
when this is attracted only sufficient current can pass to 
maintain the armature in position. 

905,141. INSULATOR. Lawrence L. Bogue, East Orwell, Ohio. 
Filed May 28, 1907. An elongated cylindrical body has con- 
tinuous U-shaped grooves intersecting at its rounded ends. 

905,159. ELECTRIC HEATER. Austin C. Dunham, Hartford, 
Conn. Filed April 16, 1907. An electric radiator comprises 
a corrugated receptacle with a central casing dividing it 


into communicating chambers with an electric-heating coil 
in the bottom portion. 


905,176. DEVICE FOR SUSPENDING BATTERY-CRADLES. Emil 


Gruenfeldt, Cleveland, Ohio, assignor to The Baker Motor | 


Vehicle Company, Cleveland, Ohio. Filed January 23, 1908. 
A series of independent hangers for suspending the storage 
battery in an electric vehicle. 

905,229. ELECTRIC CALL-BELL. Christian Reinker and William 
Reinker, Lakewood, Ohio. Filed April 27, 1908. A separate 
magnetically-controlled device is adapted to limit the vibratory 
movement of the hammer to a buzzing sound. 

905,230. ELECTRICAL CONDUCTOR FOR DYNAMOS. Walter 
J. Richards, Milwaukee, Wis., assignor to National Electric 
Company, Milwaukee, Wis. Filed August 15, 1904. A pigtail 
carbon brush. 

905,266. SIGNAL APPARATUS. Leonidas G. Woolley, 
Ohio, assignor to John C. Riley, Lima, Ohio. Filed August 
31, 1906. A magneto-electric signaling system includes a 


main-line testing mechanism having a magneto with an over- 
balancing weight. 


905,308. AUTOMATIC RAILROAD SIGNAL. William H. Harris, 
Stark, Mont. Filed December 16, 1907. Electrically-operated 
block-signal system, 


905,312. HEADLIGHT. Theron L. Hiles, Chicago, Ill. Filed July 


23, 1908. An electric lamp is located in a parabolic reflector 
composed of glass silvered on its outer surface. 


905.326. ELECTRICAL TEMPERATURE READER AND RE- 
CORDER. George E. Kirk, Toledo, Ohio, assignor to William 
A. Baker, Toledo, Ohio. Filed June 26, 1907. Contains an 
indicating instrument and a _temperature-measuring instru- 
ment capable of producing variation in a resistance. 

905,327. ELECTRIC SIGNALING SYSTEM. Edward E. Klein- 
' schmidt, New York, N. Y. Filed August 7, 1907. An alter- 
nating-current system for a direct-current railway has a 
transformer in each block. 


Lima, 


ELECTROMAGNETIC STOP MECHANISM FOR SHUT- 


905,347. CABLE TERMINAL. James E. McMeen, Galesburg, Ill. 
Filed May 21, 1906. A sealed sleeve contains a set of in- 
sulated terminals; a second set of terminal posts is supported 
by the fianges of the sleeve, and a cover is clamped upon 
the flanges, forming a housing.for both sets of terminals. 


905,349. SEAL FOR ELECTRIC WIRES. Orrie W. Neal, Burton 
W. Shaw and Harry J. Howarth, Portland, Me. Filed August 
15, 1908. A seal for the ends of insulated wires consists of 
a two-part casing adapted to inclose the bare ends. 


905,351. TROLLEY RETRIEVER. Clarence Norland, Los An- 
geles, Cal. Filed March 7. 1907. A casing contains a reel 
and a slack-adjusting spring connected therewith. 


905,361. METHOD OF PRODUCING AND UTILIZING OZONE. 
Henry N. Potter, New Rochelle, N. Y., assignor to Cooper- 
Hewitt Electric Company, New York. N. Y. Filed January 
6, 1904. The method consists in passing current between the 
electrodes inside a container previous to ozonizing radiation. 


905,364. FLOOR BOX AND RECEPTACLE. Nelson H. Raymond, 
Trumansburg, N. Y., assignor to Alice C. Patterson, New 


York, N. Y. Filed July 7, 1908. A socket is mounted on & 
saddle in the receptacle. 


905,347.—-CABLE TERMINAL. 


905,370. DELIVERY APPARATUS FOR DELIVERING MAIL, 
PARCELS, OR THE LIKE. Shelton H. Roby, Dublin, Ga. 
Filed January 9, 1908. A suspended carrier system has means 
for energizing the track wires and connections for leading 
the current to and from the motor of the carrier. 


905,378. FIRE AND TEMPERATURE ALARM OR INDICATOR. 
George L. Smith, Aberdeen, Scotland. Filed May 22, 1908. 
A pneumatically controlled electric fire and trouble alarm. 


905,402. METHOD OF REMOVING CARBON FROM METALLIC 
FILAMENTS. Werner von Bolton, Charlottenburg, Germany, 
assignor to Siemens & Halske, A. G., Berlin, Germany. Filed 
June 2, 1908. The method consists in highly electrically 
heating the film containing the carbon in an atmosphere of 
acetic acid vapors. 


905,414. METALLIC INSULATOR PIN. Charles G. Ette, St. 
Louis, Mo., assignor to Ette Investment Company, St. Louis, 
Mo. Filed December 24, 1907. Consists of two sections that 
are provided on their longitudinal edges with interlocking 
teeth. 


905,458. GLOBE CLEANER FOR ARC LAMPS. Robert H. Read, 
Schenectady, N. Y., assignor to General Electric Compa 
Filed October 25, 1906. In combination with the inner g!0 
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are electromagnetic’ means for rotating it and one or more 
stationary wipers inside the globe. 


905,459. FLAT-IRON STOVE. Edwin W. Rice, Jr., Schenectady, 
N. Y., assignor to General Electric Company. Filed May 11, 
1908. A flat-iron stand comprises an upwarding projecting 

` support for an iron and contact terminals adjacent thereto. 


905,468. ELECTRIC SIGN. John P. Shearer, Nyack, N. Y. Filed 
April 16, 1908. A casing has panels mounted in it and a bar 
carrying the lamp support. ' 


905,478. INCANDESCENT LAMP. Alfred Swan, New York, N. 
Y., assignor to General Electric Company. Filed June 7, 1905. 


A portion of the leading-in wire is curled up in a cavity 
in the web. 


905,483. ELECTRIC-LIGHT-BULB SHIELD. Benjamin R. Will-, 


iams, Englisk, Ark. Filed March 18, 1908. Each of a pair 
of shields adapted to enclose the bulb is provided with a 
neck fitting the neck of the socket, and a binding-band en- 
circles the necks of the shields. 
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905,509.—THREE-PHASE DISTRIBUTION SYSTEM. 


905,495. ELECTRORESPONSIVE DEVICE. Edward A. Buck- 
man, Chicago, Ill., assignor of one-half to Harry L., Felio, 
Chicago, Ill. Filed July 1, 1907. An electromagnet comprises 
a spirally-advancing laminated core, laminated pole pieces 
and a coil wound on the core. 


905,497. TELEGRAPH TYPEWRITER. George A. Cardwell, New 
York, N. Y., assignor to American Telegraph Typewriter 
Company, New York, N. Y. Filed March 18, 1907. Consists 
of a number of main and secondary circuits and selectable 
magnets responsive to a characteristic kind of impulse. 


905,503. NON-EXFLOSIVE FUSE. Frank B. Cook, Chicago, IH. 
Filed May 3, 1906. An enclosed fuse is filled and sealed so 
as to exclude all air therefrom. 


905,508. CONTROL OF SEPARATELY EXCITED GENERATORS 
PROVIDED WITH AUXILIARY POLES. Lionel Fleischmann 
and Georg Stern, Berlin, Germany, assignors to General Elec- 
tric Company. Filed March 11, 1908. The generator has an 
auxiliary series field and means for “killing” this when the 
main field circuit is broken. 


905,509. SYSTEM OF DISTRIBUTION. Lionel Fleischmann, 
Berlin, Germany, -assignor to General Electric Company. 
Filed April 10, 1908. A three-phase system has three single- 
phase transformers Y-connected and a three-phase Y-con- 
nected reactance, with its neutral point connected to the 
neutral point of the single-phase transformers. 


905,512. DYNAMO-ELECTRIC MACHINE. Charles M. Green, 


Lynn, Mass., assignor to General Electric Company. Filed 
August 12, 1903. The armature has a shield formed of a 
strip of woven fabric cut on the bias and means for gathering 
the edges of the strip to cause it to closely embrace the 
armature. 


905,513. SIGNAL SYSTEM. John L. Hall, Schenectady, N. Y., 
assignor to General Electric Company. Filed January 30, 
1908. A number of receiving devices are provided with 
magnet windings. | 


905,514 and 905,515. ARC LAMP. Cromwell A. B. Halvorson, Jr., 
Lynn, Mass., assignor to General Electric Company. Filed 
October 31, 1906, and April 6, 1907, There are means for 
operating the negative electrode to cause it to strike the 
positive one. The second patent describes the clutch 
mechanism. 


905,520. FEED MECHANISM. Bengt M. W. Hanson and Fred- 
erick W. Post, Hartford, Conn., assignors to Pratt & Whitney 
Company, Hartford. Conn. Filed April 12, 1907. An electric 
circuit has a member provided with means for limiting the 
action of the feed mechanism. 


$05,537. RECEIVER ARRANGEMENT FOR WIRELESS TELEG- 
RAPHY. Gerhard Jahr, Berlin, Germany. Filed June 12, 
1907. Comprises a coil, a receiver, adjustable terminals 
therefor, a lever connected with one of the terminals and 
adapted to contact the other terminal under the action of 
electric waves. 
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905,554. INSULATED CONDUCTOR. Joseph I. Mitchell, Sche- 
nectady, N. Y., assignor to General Electric Company. Filed 
September 14, 1903. The conductor for use in making edge- 
wise-wound coils consists of a flat strip and a flat strip of 
insulating material adjacent to one side. 


905,557. ARC-LIGHT ELECTRODE. Berthold Monasch, Berlin, 
Germany, assignor to General Electric Company. Filed May 
16, 1906. Composed of one or more metallic compounds 
mixed with several per cent of silicon carbide. 


905,572. METHOD OF STRIKING VOLTAIC ARCS. Albert J. 
Petersson, Alby, Sweden. Filed November 3, 1905. The 
method consists in leading gases through a furnace chamber, 
Striking arcs between the electrodes and moving the arcs 
by means of magnetic action to electrodes of other circuits 
of higher intensity. 


905,588. ELECTRIC CONTROLLER. Ralph R. Root, Cleveland, 
Ohio. Filed February 8, 1906. A resistance controller there 
are provided a pair of carbon pencils and solenoids for 
moving one pencil so as to increase the distance between 
them and thereby produce resistance. 


905,589. SYSTEM FOR CONTROLLING MOTORS. David E. 
Ross, Brookston, Ind. Filed May 18, 1907. A pneumatically- 
operated controller for traction motors. 


905,594. DEVICE FOR LOCATING A MOLTEN DISTRIBUTING 
FUSE. Ferdinand Schultz, Miinster, Germany. Filed Febru- 
ary 15, 1907. The fuse on melting opens an electric con- 
nection between the feeder and pilot wires, and indicates 
its location by a voltmeter at the central station. 


905,597. ELECTRIC FLUID HEATER. James S. Smyser, Har- 
wich, Mass., assignor to General Electric Company. Filed 
April 4, 1908. Comprises a fluid receptacle and a pair of 
electrodes therein, each composed of parallel-spaced plates 
connected at one end. 


905,599. NEGATIVE-POLE ACCUMULATOR ELECTRODE. Ed- 
ward Sokal, Chicago, Ill. Filed August 22, 1907. Consists 
of a perforated envelope completely filled with active ma- 
terial containing a small percentage of lead dust. 


905,619. TELEPHONE-EXCHANGE APPARATUS. Ernest E. 
Yaxley, Chicago, Ill., assignor to Monarch Telephone Manu- 
facturing Company, Chicago, Ill. Filed September 26, 1905. 
A combined magneto drop and spring jack. 


905,621. ALTERNATING-CURRENT HIGH-FREQUENCY GEN- 
ERATOR. Ernest F. W. Alexanderson, Schenectady, N. Y., 
assignor to General Electric Company. Filed February 6, 
1905. An inductor-type alternator has two rotating discs 
tapering toward their center and carrying projections on the 
inner sides of the peripheries. 


905,625. EXPLOSION ENGINE. Elmer Apperson, Kokomo, Ind. 
Filed July 3, 1906. A pair of spark plugs extends into the 
cylinder, one being connected to a magneto and the other to 
a battery. 
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905,619.—TELEPHONE DROP AND JACK. 


905,628. TELEGRAPHIC REPEATING APPARATUS. William 
E. Athearn, New York, N. Y., assignor to American Telephone 
and Telegraph Company. Filed April 29, 1908. The circuit 
has at each of two stations a current-reversing transmitter 
and a polarized relay. 


905,666. ELECTRODE. Albert G. Davis, Schenectady, N. Y., as- 
signor to General Electric Company. Filed July 29, 1904. In 
an apparatus for electrical treatment of gases there are elec- 
trodes containing magnetite and means for establishing an 
arc between them. 


905,675. BRUSH HOLDER. Hermann F. T. Erben, Schenectady, 
N. Y., assignor to General Electric Company, Filed October 
17, 1903. A pivoted frame to which the brush is rigidly 
secured is provided with a spring having an adjustable spiral 
portion and reversely curved portion. 


905,697. MOTOR-CONTROL SYSTEM FOR ELECTRIC VE- 
HICLES. Max R. Hanna, Schenectady, N. Y., assignor to 
General Electric Company. Filed March 16. 1908. There are 
a number of electrically-controlled switches for connecting 
and regulating two pairs of motors and a master controller 
governing the controlling switches. 
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905,703. INCANDESCENT ELECTRIC LAMP. Herman J. Jaeger, 
New York, N. Y. Filed November 4, 1907. Construction of 
a multiple metallic-filament lamp is described. 


905,713. SELF-REGULATING ELECTRICALLY-PROPELLED VE- 
HICLE WITH LIMITED VARIATIONS IN INTENSITY. 
Louis Krieger, Paris, France. Filed January 10, 1906. A 
generator arranged to deliver constant watts has an exciter. 


905,734. AUTOMATIC SELF-STARTER. Charles H. Miller, Mil- 
waukee, Wis., assignor to the Cutler-Hammer Manufacturing 
Company, Milwaukee, Wis. Filed April 10, 1905. An electro- 
magnetically operated starter for electric motors. 


905,746. OPERATING DIRECT-CURRENT GENERATORS IN 
MULTIPLE. Frank W. Peek, Jr., Schenectady, N. Y., as- 
signor to General Electric Company. Filed April 8, 1908. 
There is a voltage regulator for each generator containing a 
main-control magnet having a differential winding. 

905,752. POWER-GENERATING SYSTEM. Edmond Rosenberg 
and Edgar W. Mix, Paris, France, assignors to General Elec- 
tric Company. Filed April 23, 1907. There are in combina- 
tion an electric generator, a turbine driving the same, a fiy- 
Wheel located in a chamber and a condenser which creates 
a vacuum in the chamber to decrease rotation losses of the 
flywheel. 

905,761. SEALING-CAP 
Joseph G. Swallow, 
Frank W. Smith, 


FOR ELECTRICAL APPARATUS. 
Brooklyn, N. Y., assignor of one-half to 
New York, N. Y. Filed March 6, 1908. A 
ie perforated cap is provided with an opening for the 


905,773. GROUNDING 


CLAMP ` 
Wheeler H. Vibber, FOR ELECTRIC WIRES. 


New London, Conn., assignor of one-half 
to the Gillette-Vibber Company, New OnE. Conn. Filed 
a aa ie pba cor teenie strap is bent to a circular 

§ two projections which are perforat 
reception of the binding-screw. PON nen ae, ee 

ae TELEPHONE RECEIVER. Nathaniel Baldwin, Heber, 
mags assignor of one-half to William Witt, Heber, Utah. 
a ed January 29, 1908. A magneto telephone has a perma- 
Mo magnet, an armature and means for causing both poles 
of the magnet to act on each side of the armature. 
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905,713.—SELF-REGULATING GENERATOR. 


905,782. ELECTROMAGNETIC SWITCH. 
Milwaukee, Wis., assignor to Cutler- 
Company, Milwaukee, Wis. Original application filed April 


15, 1905. Divided and this application filed July 5, 1906. 
This is a modification of No. 905,136. 


905,784. MOUNTING FOR TROLLEY HEADS. Joseph J. Ben- 
nett, Pittsfield, Mass., assignor of one-half to Loando B. Estes, 
North Adams, Mass. Filed August 6, 1906. There is an arm 


integral with the base piece and adapted to be mounted in 
the upper end of the trolley pole. 


905,785. ELECTROLYTIC SOLUTION FOR ZINC PLATING. 
Celestino Bianco, New York, N. Y. Filed July 16, 1907. Con- 
tains sulphates of zinc and iron and acetate of sodium. 


905,790. MOTOR CONTROLLER. Albert H. Buckelew, Newark, 
N. J. Filed February 21, 1905. The pilot motor actuates the 
controller step by step and a pair of directional switches 
controls the pilot motor without stopping the main motor 
in going from one position to another. 


905,792. SNAP SWITCH. Frank S. Capello, Schenectady, N. Y., 
assignor to General Electric Company. Filed October 8, 1907. 
In combination with the spindle are catch-plates having a slot 
and an actuator engaging the slot and adapted to slide trans- 
versely of the spindle. 


905,797. ALTERNATING-CURRENT CLUTCH. Albert G. Davis, 
Schenectady. N. Y., assignor to General Electric Company. 
Filed March 27, 1908. A magnetic clutch has two movable 
members, one with a laminated core and 4 winding thereon 


Thomas E. Barnum, 
Hammer Manufacturing 
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905,819. AUTOMATIC CARRIER SYSTEM. 
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and the other with a short-circuited conductor in inductive 
relation to the winding. 


905,800. ARC LAMP. John T. H. Dempster, Schenectady, N. Y. 
assignor to General Electric Company. Filed February 29, 
1904. Renewed April 7, 1906. Comprises a non-consuming 
electrode, a consuming electrode co-operating therewith and 
means for heating the former to thereby heat the latter elec- 
trode. 


905,805. DYNAMO-ELECTRIC MACHINE. Samuel S. Forster, 
Schenectady, N. Y., assignor to General Electric Company. 
Filed July 20, 1905. The teeth of a laminated armature core 
are provided with U-shaped stiffening members. 

905,812. ELECTRICAL CONNECTOR. Preston E. Gilling, Cam- 
den, N. J., assignor to Novelty Electric Company, Philadel- 
phia, Pa. Filed March 20, 1906. Comprises a piece of tubing 
with a section flattened and bent into a loop to form a clamp 
having a terminal with a socket. 


905,814. DYNAMO-ELECTRIC MACHINE. Charles M. Green, 
Lynn, Mass., assignor to General Electric Company. Original 
application filed August 12, 1908. Divided and this application 
filed November 8, 1904. The pole shoe is formed of iron 
laminated perpendicularly to the plane of revolution of the 
armature. g 


905,815. APPARATUS FOR THE MAGNETIC SEPARATION OF 
ORE. Gustaf Gröndal, Djursholm, Sweden. Filed June 25, 
1907. A set of magnets is arranged above the overfiow be- 
tween the vessels. 


to 
905,816. CLOCK. Augustus L. Hahl, Chicago, 111., assignor 
Hah] Automatic Clock Company, Chicago, Ill. Filed a 
tember 26, 1903. An electromagnet is energized at bed 
termined intervals thereby actuating the rack bar and win 
ing the spring. i 
905,817. DYNAMO-ELECTRIC MACHINE. Fred B. Howell, 
Schenectady, N. Y., assignor to General Electric VEES 
Filed April 17, 1908. A pole piece comprises lamiiat onn rs : 
fastening bolts therefor extending all the way throug 
pole piece. 
Carl W. Larson, 
y. 
Schenectady, N. Y., assignor to General Electric Compan 
Filed January 2, 1906. An automatically-controlled and elec 
trically-driven cable moves the car. | 
905,824. ELECTRIC EXHIBITOR. Bert H. Winters, Annapolis, 
Md. Filed December 17, 1907. A casing with » sight T £ 
contains a drum revolved by an electromagnet and an 
tric-lighting arrangement. ` ' 
PATENTS THAT HAVE EXPIRED, 
Following is a list of electrical patents (issued by the United 
States Patent Office) that expired December 8, 1908: 


464,490. ELECTRIC RAILWAY SIGNAL. C. E. Buzzell, Leaf 
River, Ill. 


464,505. CONDUIT CONDUCTOR FOR ELECTRIC RAILWAYS. 
W. H. Knight, New York, N. Y. 


464,510. AUTOMATIC FIRE-ALARM TELEGRAPH. M. Martin, 
Malden, Mass. 


464,513. ELECTRIC FARE-RECORDING SYSTEM. B. S. Moly- 
neaux, Minneapolis, Minn. 


464,540. TIME-REGISTERING DEVICE FOR ELECTRICAL CUR- 
RENTS. W. D. Wilder and W. Cobb, Jr., Brockton, Mass. 


464,547. ARMATURE WINDING FOR DYNAMO-ELECTRIC MA- 
CHINES. C. R. Arnold, Philadelpbia, Pa. 


464,557. ELECTRIC RAILWAY SYSTEM. L. O. Dion, Natick, 
Mass, 


464,643. PROTECTOR FOR TELEPHONES. 
Aberdeen, S. D. 


464,665. SECONDARY BATTERY. I. L. Roberts, Brooklyn, N. Y. 


464,666. ELECTROMAGNETIC MOTOR. N. Tesla, New York, 
N. Y. 


464,667. ELECTRICAL CONDENSER. N. Tesla, New York, N.Y. 


464,676. ELECTRODE FOR SECONDARY BATTERIES. W. Mor- 
rison, Des Moines, Iowa. 


464,677. ELECTRICAL TRANSFORMER. 
Petersburg, Russia. 


464,682. ELECTRIC ARC LAMP. A. G. Waterhouse, Hartford, 
Conn. 


464,683. ELECTRIC METER. A. G. Waterhouse, Hartford, Conn. 


464,780. TROLLEY FOR ELECTRIC RAILWAYS. J. W. Schlos- 
ser, Washington, D. C. 


464,822. SYSTEM OF DISTRIBUTING ELECTRICITY. 
Edison, Menlo Park, N. J. 


464,897. TELEGRAPH KEY. L. F. Robare, Au Sable Forks, N. Y. 


J. L. W. Zietlow, 


A. Poleschko, St. 
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CHICAGO, SATURDAY, DECEMBER 19, 1908. 


ISSUED WEEKLY 


UNREASONABLE FRANCHISE ENXACTIONS. 


Very often the city fathers, in drawing up an ordinance for 
the regulation of the relations of the municipality and a corpo- 
ration exercising a quasi-public function, are eager to impose 
exactions which will make it imperative for the company de- 
siring a franchise to treat all people applying for service exactly 
alike. This has led to considerable loss on the part of the 
telephone companies, and the reason for it is not hard to see 
if any close analysis is made of the possibility of irresponsible 
persons demanding and securing service for which they are 
unable to pay. 

The electric-lighting company usually brings its feeders to 
a point either outside or just inside of a residence or factory 
building, and the gas company is responsible only so far as 
its street mains and house connections are concerned. ‘i'‘he 
telephone company, on the other hand, takes care of its own 
street distribution and carries its wiring scheme through the 
building to its own instrument, which it leaves ready for service 
upon the premises of the subscriber. 

In discussing the subject of credit co-operation among manu- 
facturers, and the necessity for a close analysis of the credit 
of those asking for service from a quasi-public corporation, a 
prominent telephone man, speaking before an electrical gather- 
ing recently, stated that under its ordinance, his company was 
expected to give service to everybody who demanded it. At one 
time during the present year there were something like 3,800 
requests for nickel-telephone service. A credit department was 
established, and these 3,800 requests were dumped into this de- 
partment, and in a short time 2,500 of them were returned as 
being unable to pass muster for apparent ability to pay their 
bills. The installation of wiring and the telephone instrument 
for these subscribers would have occasioned a very great in- 
vestment upon the part of the telephone company, so it was 
decided to address a brief letter to these apparently irresponsible 
ones, With the request that they post a deposit of $9 with the 
telephone company as a guarantee of good faith, with the under- 
standing that if the bills were properly met for a period of one 
vear, they would have returned to them the sum of $10, which 
would, of course, include their original payment and interest 
thereupon. Out of 2,500 possible subscribers thus addressed 
only 400 either put up the deposit of $9 or secured a guarantee 
from parties such as the telephone company could deem reliable. 
As a further indication of the irresponsibility of large num- 
bers of people who will exact a service, even though unable to 
pay for it, out of another 2,500 subscribers who actually did 
receive service, 300 fell down the first month, 400 the second 
month and something hike 600 the third month. 
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CENTRAL-STATION LOCATION OUTSIDE CITIES. 


Within the past two or three years the location of central 
stations outside the immediate centres of distribution which they 
serve has become sufficiently frequent to justify comment. 
While local conditions are obviously responsible for this de- 
parture from former practice in cases that have been given 
thorough engineering study, the tendency is none the less 
marked. Usually the problem has been solved in connection 
with the re-location of a plant at a time when the growth of the 
old station demands a large addition in capacity, with provision 
for a number of years’ expansion. The progress lately made in 
the field of high-voltage transmission justifies taking a wider 
view of the power supply question for any given community 
than was possible in the old days when the ideal of the plant 
designer was to locate his machinery as close to the centre of 
distribution as real estate restrictions and water supply would 
permit. 

There are more advantages in locating a plant at some dis- 
tance from an urban centre than are always appreciated, in view 
of the general tendency of central stations in the majority of 
communities to adopt 2,300 volts as the standard of service. 
The increasing cost of real estate, the rapid growth of the power 
business and the expansion of lighting loads, the tendency of 
city taxation to mount upward, the development of adjacent ter- 
ritory and property, the difficulty and great cost of purchasing 
land for extension, smoke restrictions, crusades against noise, 
restrictions against coaling at the most convenient hours, and 
the pressure of commerce against the station walls, all point the 
way toward a location of the plant ultimately on a site less 
cramped, following the course of many industrial establishments 
in their re-location in the suburban sections of large munici- 
palities, with new equipment and better opportunities for devel- 
opment along the best lines. 

The location of a station on a piece of land in a small town 
adjacent to the city mainly supplied enables the company to 
design the plant according to its own ideas, without interfer- 
ence from over-zealous municipal regulations. At moderate 
cost, usually, sufficient land can be obtained to provide for many 
years’ growth along whatever lines engineering development 
dictates, and the operation of the new station can be vastly 
facilitated by the low cost of space on the new property. It is 
a great mistake for a company building a new station on a 
suburban or rural site, to crowd the apparatus as though opera- 
tion were to be carried on in a congested city district, and yet 
one of the latest examples of a transplanted station illustrates a 
case of this kind. In the instance in mind, the old steam plant 
in the centre of the city became inadequate in both capacity and 
economy of power production, and a new station with the latest 
turbine equipment was built by the company in an adjoining 
town, to supply all power through the original plant location 
as a distributing substation. Unfortunately the new station is 
co crowded that passage through the building is devious and 
difficult, the handling of machinery parts is less flexible than 
is desirable, and the operation of the station is clearly hindered 


by the cramping of equipment. The location of the plant on 
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land so cheap that the expansion of the next twenty-five 
years, if not of the next half-century, is provided for by the 
area purchased, ought to have predicated a station of ample 
design, even at some relatively small increase in first cost of 
building, piping and wiring runs. 

The more remote site similarly affords larger and less costly 
coal-storage facilities. If the plant is located beside a railroad 
track or on a navigable stream, the cost of coal per ton may be 
considerably reduced through lessened expense in handling, 
avoidance of teaming, ease of installing telpher systems or elec- 
tric traveling grab-bucket equipments of moderate cost which 
might be precluded entirely in the more constricted site of the 
old station. The cost of water for boiler feed may be con- 
siderably reduced also, by a location outside the city. In not a 
few cases the housing of the station employees may be solved 
in a much better way than is possible in the city proper, al- 
though the provision of hours of labor that will allow a cer- 
tain amount of relaxation is a very important factor in retaining 
the services of desirable men when a plant is moved to some 
out-of-the-way suburban point. 

The only objection of serious character against these loca- 
tions of the newer central stations is the question of service 


reliability and cost of transmission. The integrity of the trans- 


mission to the substations or distributing centres must be abso- 
lutely established. At the moderate voltages usually required 
in these central-station services, with distances rarely exceeding 
a dozen miles or so, there is little excuse for the failure to main- 
tain continuous service. A 13,200-volt transmission offers no 
difficulty to an experienced engineer in these days, and where 
2,300 or 6,600 volts are adequate, interruptions should be few 
and far between. When the service of a good-sized city depends 
upon a plant located outside the centre of population, it may 
pay to install at least two lines in the interest of service con- 
tinuity. The cost of transmission, including fixed charges, needs 
to be carefully figured in planning the location of a station in a 
suburban territory, together with the probable development of 
loads in the vicinity of the plant. Where the cost of power pro 
duction is high at the old plant on account of obsolete or de- 
preciated equipment, unfavorable operating conditions, or ex- 
cessive taxes, a line of moderate length is not likely to interpose 
a transmission cost unfavorable to the location of the new plant 
outside. An important point to make certain of before begin- 
ning construction is the rate of taxation or possible exemptions 
to be secured the company through its location in a given suburb. 
The small town can afford to make it an object to the lighting 
company to locate in it, generally speaking, for even a moderate 
rate of taxation on a plant of, say, 5,000 kilowatt rating, means 
a revenue of large proportions from the point of view of town 
administration. If concessions of this kind can be secured, the 
lighting company will generally be able to repay them by bring- 
ing increased business of various kinds to the town, giving it 
new life industrially through cheap power, increasing in and 
out freight and express business, helping the postal receipts and 
bringing business to certain retail merchants through the visits 
of officials to the community in connection with the plant af- 
fairs, and by improving the standards of street illumination. 
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THE GAS APPLIANCE EXPOSITION. 


One of the recent events of considerable interest to manu- 
facturers of electrical appliances and to central-station men 
was the Gas Appliance Exposition, held under the auspices of 
the National Commercial Gas Association, and the American 
Gas Institute, in Chicago. The exhibit was remarkably com- 
plete, and attracted a great deal of attention. The gas men 
received and deserved a considerable meed of praise for the ex- 
tent to which this industrial indication of the magnitude of 
the gas industry was handled, and, as one of the prominent 
gas men put it: “The gas men are wondering why they didn’t 
do this thing long ago, now that they have found out that they 
really could do it.” 

One thing was noticeable, and this must bring a good deal 
of satisfaction to the designer of electrical fixtures and the cen- 
tral-station man: The chandeliers which attracted the greatest 
amount of attention, and which, per se, were most usable and 
likable, both from an esthetic and utilitarian standpoint, were 
fashioned absolutely in imitation of electric fixtures and ap- 
pliances. One fixture, however, an excuse for the design of 
which it is hard to find, was a gas arc using inverted gas 
mantles and an alabaster round globe; in carrying out the 
imitation of the arc lamp even the casing which the manu- 
facturers of electric arcs must use in order to protect and con- 
ceal the works of the lamp has been conscientiously copied. 

Electrical ignition systems seem not to be very popular, for 
not one was noticed at this very extensive exposition of gas ap- 
pliances. Pilot-lighting systems operated by compressed air 
and by electromagnetic control, and also pyro-electric spon- 
taneous igniters, were in evidence. At the present time a 
combination pneumatic-pilot-lighting system appears to be the 
most dependable, as was pointed out in one of the papers deal- 
ing with the improvements in gas-ignition devices read at the 
recent convention of the Illuminating Engineering Society. 

Another feature which attracted much notice from the elec- 
trical men in attendance at the exposition was the fact that in 
almost every case where motive power was required, small elec- 
tric motors were used, where it would appear there was an 
excellent chance for the exploitation of small gas engines, if 
any were available. 


THE ELECTRICAL INDUSTRY IN GREAT BRITAIN. 


Some five years ago a council of ponderous intellects passed 
a resolution declaring, in so many words, that although the 
engineers of Great Britain had contributed largely to the wealth 
and standing of the nation and the world, technical education 
and recognition of technical worth appeared to be backward. 
This was all occasioned through the passage by the British 
Parliamentary committees of certain stultifying restrictions 
and regulations which, it was feared, would make impossible 
the development of new inventions and their application to elec- 
trical undertakings in Great Britain. 

Certainly, the unwise, though well-meant, restrictions im- 
posed by governmental policy in Great Britain would appear 


to retard many applications; as, witness the borrowed develop- 
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ments which have recently been applied to the solution of both 
lighting and traction problems. 

Mr. W. M. Mordey, in his presidential address before the 
Institution of Electrical Engineers, of Great Britain, quite 
recently, took this topic as the subject for some characteristic 
remarks. After careful compilation and considerable research, 
based upon the assumption that the value of any utility should 
be measured by the amount by which each unit of the popula- 
tion is served by such utility, Mr. Mordey finds that in no 
direction is the electrical engineering profession backward in 
England ; in fact, it is ahead, and well ahead. . He does not wish 
it to appear, however, that there are not restrictions and hin- 
drances to the British engineer employing many valuable inven- 
tions which should reasonably and logically be developed in 
Great Britain. But the fact remains, says this doughty cham- 
pion, that the aspersions which have been cast upon British 
engineering progress, and which have originated, unfortunately, 
in England itself, have no real foundation. 


WATER RESOURCES INVESTIGATION. 


The annual report of the director of the United States 
Geological Survey emphasizes the wisdom of determining the 
extent and character of the water resources of the country. 
Prominent engineers have long advocated the extension of gov- 
ernment investigations of water resources, and it is a well-known 
fact that the work in the United States is not commensurate 
with that done in many European countries. If the United 
States were to provide for the prosecution of water resources 
investigations on a scale of thoroughness equal to that of Switzer- 
land, for example, it would appropriate $11,000,000 annually, 


a sum 110 times greater than the present annual appropriation l 


for similar work in this country. 

Aside from the development of power, which would be a 
contemporary advantage, together with irrigation, increased 
facility for inland-waterway navigation, and the canalization 
of streams not now available for water transportation, the sav- 
ing of waste caused by floods would be considerable. It is 
estimated that the annual damage caused by floods in the United 
States must be at least $100,000,000, and it is stated that in 
many parts of the country the proper expenditure of an amount 
equal to one year’s flood loss would prevent further floods. 
In other parts of the country the cost would probably equal 
the losses of two or more years, but in every locality preven- 
tion could be accomplished by an expenditure equivalent to 
the losses from the floods of a few years. 

Whatever means may be finally adopted to prevent the 
devastation by floods and to conserve the power resources and 
the possibilities of waterway transportation, the data must be 
gathered largely by government surveyors. It is quite neces- 
sary, then, that the Geological Survey, or whatever department 
of the Government may undertake this work, be aided by such 
appropriations as will enable the speedy and thorough compila- 


tion of the data now so ardently desired by constructing and 
contracting engineers, 
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The Mexican Light and Power Company. 

A controversy has arisen over the Mex- 
ican Light and Power Company, certain 
directors of the Bank of Montreal being 
arrayed on one side, and Dr. F. 8. Pear- 
son, of New York, with certain Montreal 
and London associates, on the other. 

The company was formed under the 
corporation laws of the Dominion of Can- 
ada, in 1902, by Dr. Pearson, to develop 
waterpowers on the Necaxa River, ninety 
miles from the city of Mexico. The bonds 
outstanding amount to $12,000,000, and 
there is $13,000,000 stock. A very suc- 
cessful power demand has been built up, 
and current has been satisfactorily trans- 
mitted to a number of mining camps and 
to the City of Mexico, where the company 
controls the electric-lighting facilities. 

Some time ago Dr. Pearson succeeded 
in securing control of the Mexican Tram- 
ways Company, and later sought to arrive 
at equitable terms for the acquisition by 
the tramways company of the Mexican 
Light and Power Company. Some of the 
directors of the company, headed by Pres- 
ident E. S. Clousten, managing director 
of the Bank of Montreal, opposed Dr. 
Pearson’s proposals. 

A special meeting will be held in Mon- 
treal on December 30 to consider a lease 
of the Mexican Light and Power Com. 
pany to the Mexican Tramways Company, 
Dr. Pearson and his associates represent- 
ing more than the twenty-five per cent of 
the stock which is necessary to issue a call 
for a special meeting. 

The tramway company secks a lease of 
the Mexican Light and Power Company 
on the basis of the payment of fixed 
charges, seven per cent on the preferred 
stock, and four per cent on the common 
stock. The directors of the light and 
power company sav that the earnings of 
that company are now at the rate of seven 
per cent on the common stock, and that 
the carnings of the tramways company 
are at the rate of less than two-and-one- 
half per cent on that company’s $6,000,- 
000 of stock. 


ede 
Formal Opening of Patapsco River Plant 


On November 28 the Patapsco River 
plant of the Patapsco Electrie and Man- 
ufacturing Company, Baltimore, Md., was 
opened with formal ceremonies. The Pa- 
tapseo River plant, it will be recalled, was 
constructed about a vear ago, and in the 
technical journals at that time was given 
particular attention, as the development 
is unique in combining in one structure 
both power house and dam, the turbo- 


generators being located within the con- 
crete abutment. 

The plant has now been running for 
some time, but owing to numerous 
changes which were found necessary, espe- 
clallv the rebuilding of the power tunnel 
to make it air and water tight against 
floods, continuous operation did not begin 
until three months ago. The formal pub- 
lic opening was held after all was assured 
to be in complete working order. Five 
hundred visitors were present November 
28 upon the invitation of the power com- 
pany and witnessed the starting up of the 
plant by the voung daughter of Victor G. 
Bloede, president of the company. Fol- 
lowing the ceremonies, a luncheon, cooked 
by electricity derived from the water- 
power, was served to the guests. 

The completed plant cost $175,000. 
The dam and power house creates a head 
of twenty-six feet, and contains two 300- 
kilowatt alternators, generating at the 
transmission potential of 11,000 volts for 
distribution to Ilchester, Ellicott City, 
Catonsville and Southwest Baltimore. 
ao 
Electrical Engineers Entertained by the 

National Commercial Gas Association. 

In connection with the Gas Appliance 
Exposition, which was conducted, under 
the auspices of the National Commercial 
Gas Association and the American Gas 
Institute, from December 7 to December 
12, at the First Regiment Armory, Chi- 
cago, Ill., a spirit of the greatest cordiality 
was effected by reason of the co-operation 
of the Chicago Section of the Tuminating 
Engineering Society and the officers and 
members of the National Commercial Gas 
Association. 

On the evening of Thursday, December 
10, the Chicago Section of the Iluminat- 
ing Engineering Society was entertained 
at a banquet at the Auditorium Hotel, ten- 
dered by the National association, and 
later in the evening the Section was the 
guest of the Gas Appliance Exposition, 
being welcomed by A. Cressy Morrison, 
who made a brief address commendatorv 
of the activity of electrical engineers in 
bringing to the fore the advantages of bet- 
ter illumination. 

Mr. Morrison brought to the attention 
of the illuminating engineers some inter- 
esting figures concerning the extent of the 
gas industry. The investment in the 
United States today amounts to $1,600,- 
000,000. Gas is supplied to 38,500,000 
consumers, and of this number there is 
one gas meter to every seven people. The 
output for the vear at the present time is 
about 200,000,000,000 cubic feet. 
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Indiana Public Utilities Bill. 

At the second annual convention of the 
Indiana Manufacturers’ and Shippers’ 
Association, held at Indianapolis, Ind., 
on December 10 and 11, the principal 
business was the consideration of a public 
utilities bill to be introduced in the next 
session of the Legislature. A number of 
public-utilities men were present. 

The bill advocated by the association is 
sweeping in its provisions, and seeks to 
include waterworks, telephone and tele- 
graph, electric light and power, and 
transportation companies of every descrip- 
tion, and is patterned largely after the 
Wisconsin law. Exception was taken to 
the advisability of framing such a bill for 
Indiana, and it was contended that trans- 
portation utilities have already been 
brought well under state control. A legis- 
lative committee was appointed to prepare 
a bill providing for a public-utilities com- 
mission, and present it to the Legislature 
for passage. The following men were 
chosen: C. C. Perry, Indianapolis Light 
and Heat Company; L. C. Boyd, Indi- 
anapolis Water Company; C. H. Graf, In- 
dianapolis Gas Company ; T. P. Sylvan, 
Central Union Telephone Company; 
Charles H. Norton, Indianapolis Tele- 
phone Company; J. R. Zartman, secre- 
tary of the Indiana Manufacturers’ and 
Shippers’ Association; C. M. Kimbrough, 
Muncie, a bridge manufacturer; M. D. 
Wilson, Madison, cotton-mill owner; and 


C. C. Foster, lumber dealer. S. S. 
ae 
Wireless Conference Bill in the French 
Chamber. 


A bill for putting in force the decisions 
of the Berlin Wireless Telegraphy Con- 
ference of November, 1906, as embodied 
in an international convention, has been 
laid before the French Chamber. The 
conference has fixed wave-lengths, one of 
300 metres, the other of 600 metres, for 
the transmission of public messages by 
the wireless current. All stations must 
he able to produce and to receive one, at 
all events, of these two wave-lengths. All 
public correspondence must. be restricted 
to one of these wave-lengths. A coast sta- 
tion, however, can use other wave-lengths 
for long-distance communications, or for 
messages other than those transmitted by 
the public, provided that these wave- 
lengths are not under 600 metres and 
are not more than 1,600 metres. Stations 
on board ship must use the 300-metre 
wave-length. They are permitted, how- 
ever, to use other wave-lengths as well, 
provided that these are under 600 metres. 
—Nature (London), December 4. 
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The Lighting 


About the illumination, the lighting 
system and the size of the electrical equip- 
ment of a modern steamship, the average 
engineer knows very little. The giant 
steamship Minnesota which has been op- 
erated for some years between Seattle, 
Wash., and Oriental ports by the Great 
Northern Steamship Company, presents a 
very imteresting problem in interior light- 
ing adapted to the peculiar and special 
needs of a steamship. On shipboard every 
part of the equipment, particularly the 
generating units and the switchboards, is 
crowded into as small a space as possible, 
and at times this space is totally inade- 
quate for the proper handling of the ap- 
peratus. This crowding is necessary, for 
a ship is a compact unit and every inch of 
Space counts; hence the engineer is not 


allowed spacious quarters for the machines 


which form the electrical system. 
The Minnesota is a combined passenger 
and freight-carrving vessel, 630 feet in 


length, 73.6 feet in beam and fifty-six 


feet deep from the keel to the saloon deck 


By Louis P. Zimmerman. 


named from the bottom up: orlop, lower, 
‘tween, main and upper which is the 


STEERING WHEEL, PILOT HOUSE. 


weather deck. In the ship house are the 
promenade, bridge and boat decks with the 


MOTOR-DRIVEN STEERING GEAR. 


amidships, There are five complete decks 
in the ship proper and three more in the 
ship house, giving a total depth of eighty- 
eight fect from the upper navigating 
bridge to the keel. These decks are 


navigating bridge above all. There are 
accommodations for 318 cabin passengers, 
1,500 troop or steerage passengers and a 
crew of 230 men. 

The total deadweight capacity is 23,000 
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and Power Arrangements and Other 


Uses of Electricity in a Modern Steamship. 


tons of 2,240 pounds in addition to the 
weight of the stores and supplies, while 
a cubical capacity of 28,000 tons of forty 
cubic feet each is availabłe for the storage 
of light cargo. The ship has complete 


double bottoms, each capable of floating 


the ship in event of damage and between 
which sufficient water ballast can be car- 
ried to obtain the desired stability in case 
of light loading. A longitudinal steel 
bulkhead extends the entire length from 
keel to main deck dividing the ship into 
two separate water-tight sections, and 
twelve transverse thwartship bulkheads 
give twenty-six water-tight compartments. 

The 15,000-horsepower power plant 
driving the two twenty-foot twin screws 


and the 450-kilowatt lighting plant on 


board, would require a good-sized build- 
ing and foundations of great depth and 
solidity on land, but here they are 
crowded together in the lower part of the 


_hull supported on beams and almost re- 


garded as a necessary incumbrance. 

The boilers, sixteen in number, are of 
the Niclausse water-tube type, with a total 
heating surface of 39,264 square feet. 
The furnaces are coal-burning and have a 
storage bunker capacity of 4,000 tons with 
a reserve of 2,000 additional tons. The 
engines are in two complete units on the 
two sides of the vertical bulkhead. Each 
unit consists of three vertical, inverted, 
direct-connected, triple-expansion, Mid- 
vale Steel Companv’s marine engines with 
cylinder diameters of twenty-nine, fifty- 


_ one and eighty-nine inches and a common 


stroke of fiftv-seven inches, designed to 
develop 4,800 horsepower per cylinder, 
running at seventy-eight revolutions per 
minute, with a steam pressure of 230 
pounds. All the cylinders are jacketed 
with steel galvanized lagging and pro- 
vided with a continuous circulation of live 
steam. 

Two three-blade, true screw propellers 
with a pitch of twenty-two feet nine 
inches are driven separately through two 
shafts each 232 feet long. This immense 
power of the engines and propeller is 
transmitted to the frame of the ship 
through a cast-iron thrust shaft and 
bearing, eighteen-and-one-eighth inches in 
diameter and fourteen-feet-four-inches 
long, with nine collars two-and-one-half 
inches wide and twenty-seven-and-five- 
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eighths inches in diamete:, running in an 
oil bath. l 

Next is the electrical plant and its 
many applications on board ship. Some- 
thing over 450 kilowatts are developed 
for light and power in the little plant lo- 
cated in the forward part of the engine 
room on a platform at the level of the 
orlop deck extending across the width of 
the ship, three units being on each side 
of the bulkhead. Six single-acting, in- 
verted, vertical, compound automatic 


each set of three units, are located on the 
two sides of the dividing bulkhead and 
are provided with. the necessary instru- 
ments, simply and compactly arranged. 
Power is distributed from these main 
boards on eleven lighting and seven power 
circuits to various smaller boards in other 
parts of the ship. The three-wire system 
is used throughout for power and light. 
The total installed motor capacity is 
1,566 horsepower. 2 | 

A brief mention of the warious uses of 
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gencies and the steam for regular work, 
both sources of power being directly con- 
nected .to the steering quadrant. | 
The refrigerating plant consists of two 
brine refrigerating machines, two air 
coolers, an ice-making machine, and water 
cooler for filtering drinking water. Two 
seventy-five-horsepower motors are direct- 
connected to the two thirty-ton marine 
ammonia compressors. | 
Electrically-operated winches are in- 
stalled throughout. There are in all 


ai 


WESTINGHOUSE GENERATOR, FOR POWER AND LIGHTING SERVICE. 


Westinghouse engines direct-connected to 
six six-pole, direct-current, 110-volt gen- 
erators, running at 300 revolutions per 
minute, generate the electricity needed. 
Each unit is closely surrounded by a pro- 
tective iron railing and all connections 
are carefully insulated to avoid possible 
contact. The floor around the pedestals 
of the machines is of gridiron grates and 
steam pipes pass around and over the 
units leaving barely room for a man to 
pass through. Two switchboards, one for 


power in the ship is almost necessary to 
get an idea of the extent of its use. 

The ventilation consists of a fresh-air- 
supply and exhaust system. Fresh air 
taken in over the heating coils is deliv- 


ered to the staterooms and saloons, sev- 


enty-two Westinghouse motor-driven ex- 
haust fans being used in the entire ven- 
tilating system. 

P ni . 

The steering gear is in duplicate, steam 
and electrically driven; the electrically- 
driven being used for landings and emer- 


thirty-eight cargo winches geared di- 
rectly to General Electric series-wound, 
armored motors fitted with railway-type 
controllers, as follows: Twenty-six twenty- 
five-horsepower, capacity of 3,000 pounds; 
eight 40-horsepower of 5,000 pounds; one 
7,000 pounds; two 10,000 pounds and one 
14,000 pounds. 

Interior communication in the Minne- 
sota is the same as in a first-class hotel, 
being complete with telephone system, 
call-bells, fire-alarms, electric whistle con- 
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trol, electric cooking, and - deia op- 
erated dumb waiters. 

Passenger accommodations on board are 
entirely dependent for heating on electric 
heaters, there being apparently nothing 
else to satisfactorily take their place. 
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nating mi ET the interior. In 
the staterooms, saloons, library, smoking 
room and passenger quarters, special orna- 
‘mental fixtures are installed, and the de- 
sign and finish of these fixtures harmon- 
ize with the interior furnishings. — 
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ness are demonstrated in picking up 
buoys in channels, signaling between ships 
at sea and in making landings in the 
dark. 

All parts of the Minnesota are open to, 
the public and the quarters occupied by 


CABIN HALLWAY, PROMENADE DECK. 


Electric heaters are an unprecedented de- 
parture from ordinary heating practice, 
but are superior on shipboard to steam 
radiators because they occupy less room, 
are more easily regulated and not liable to 
tip over. One electric heater is found in 
each stateroom. 

Modern vessels demand the use of elec- 
tricity for lighting. The incandescent 


DESK IN LADIES’ MUSIC ROOM—PORTABLE LAMP AND 
PENDENT INCANDESCENTS. 


lamp is no small factor in bringing out 
the harmonious effects of the interior fur- 
nishing of the Minnesota. Luxurious fin- 
ishings and superb furnishings would ap- 
pear like dismal caverns were it not for 
the art of the electrical engineer in illumi- 


CENTRAL TELEPHONE STATION. 


In the steerage, engine rooms, firerooms, 
cargo holds, on the decks and all other 
places where there is any moisture or ex- 
posure to weather, fixtures with a steam 
tight globe and heavy protection guard 
are installed. 

The Minnesota is equipped with a 
twenty-four-inch General Electric search- 
light on the pilot house which projects 


a beam of light of sufficient density to 
render plainly visible on a dark, clear 
night a light-colored object ten feet by 
twenty feet at a distance of about 5,000 
yards. A searchlight is a necessity on 
board ship, and its importance and useful- 


MAIN STAIRCASE, BRIDGE DECK. 


the officers are luxuriantly finished. The 
pilot house is finished in wainscoting of 
dark stained cherry with an upper panel- 
ing of quartered oak. The chart room 
and captain’s sitting room are done in 
cherry and oak with dark upholstery. 
The public are interested mainly in the 
passenger accommodations, and these will 
now be described in detail. The main 


STATEROOM, PROMENADE DECK—NOTE TELBPHONE, 
MIRROR AND BERTH LIGHTS. 


dining saloon in the forward end of the 
mainhouse on the upper deck extends the 
full width of the house. The walls are 
finished in dark, rich mahogany side pan- 
eling with rectangular windows in the 
front and side of the saloon, fitted with 
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mahogany sliding shutters and stained 
glass panes topped with Adams-Westlake 
ventilators. The ceiling design is stucco 
work of cream and gold; the ceiling and 
beam cappings are staff paneling ; the elec- 
tric fixtures and exhaust vents are in al- 
ternate panels. The furniture is all ma- 
hogany, finished in old gold and draperies. 
There is a seating capacity for 190. The 
whole scheme of lighting the dining sa- 
loon is to give it a rich, pleasant appear- 
ance to set off the white dishes and tables, 
the silverware and the various viands. 
This plan is followed out in the dark, rich 
mahogany background and furniture, and 
the dark carpet on the floor. The tables 
are illuminated by lamps covered with 
frosted globes which give a diffused light 
on the tables, the ceiling and the faces 
of the diners, producing an abundance of 
light, but entirely eliminating any glare 
or direct exposure to bare lamps. The 
forty lamps in the ceiling arranged in 
alternate rows, give a rich, full coloring 
to the entire room. 

From the saloon a grand double stair- 
case of mahogany with a curved baluster 
leads to the social hall and the staterooms 
on the promenade deck. This hall is built 
around the double staircase leading to the 
dining saloon and up to the upper deck. 
Special twisted posts and a pleasing curve 


make the banister fit in well with the 


symmetry of the room. Directly above 
the staircase is a stained-glass skylight 
surrounded by white scroll work and rec- 
tangular capped beams between which are 
six ceiling lamps covered with large 
frosted globes set deep into an ornamental 
rosette, illuminating the hall evenly anà 
satisfactorily, but not nearly as intensely 
as the dining saloon. 

Above the saloon and off from this hall 
on the starhoard side of the promenade 
deck, is the ladies’ parlor and music room, 
which is the most comfortable and invit- 
ing part of the whole ship. The furni- 
ture, the writing tables and the grand 
piano give the room a desirable homelike 
appearance. The color scheme is sky-blue 
and silver, the walls are paneled with 
bird’s-eye maple and the ceiling is of 
tinted staff finished throughout in light 
gold furnishings. A light olive-green up- 
holstery, light draperies and stained-glass 
windows all suggest cheer and comfort. 
All tables have drop lamps with heavy 
ornamental shades throwing the light di- 
rectly on the table for reading or writing. 
In the ceiling some eight-candlepower bare 
lamps, set in long slender rosettes, give a 
gentle white light to the room as a whole, 
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but are not sufficient in number or power 
to cause annoyance or distress to the eyes. 
There are no pronounced shades or colors, 
all being a uniform, cozy, harmonious sil- 
ver and white. 

In the adjoining library is an entirely 
different style, all the paneling being of 
dark oak, and all the, tables and furniture 
of dark upholstered leather. The color 
scheme is buff and gold artistically 
worked out in stucco conveying a sense of 
grandeur, quiet and impressivenees. A 
two-fold lighting scheme is carried out. 
The room as a whole is lighted with a 
few ceiling lamps covered with frosted 
globes, set well down with a long rosette 
arranged in the centers of octagonal de- 
signs between the transverse ceiling 
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rior, which reflects on the reddish colored 

furniture, and gives that brilliant, festive 

effect common to smoking apartments. 
The long halls leading through the ship 


are fairly well and sufficiently lighted with 


lamps enclosed in frosted-glase globes set 
in the ceilings, spaced about twenty-five 
feet apart. The lower halls are uniformly 
dark, the upper part white, and all are 
provided with a convenient handrail. 
The staterooms are finished in white 
enamel, with mahogany and oak fittings. 
All are outside rooms, provided with a 
window, sliding blinds, stained glass and 
a hinged ventilator open at the top. Each 
room is electrically lighted with two bare 
lamps. Electric reading lamps, placed 


above each berth, under the control 
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beams. Bare lamps, set two and two, on 
either side of the central columns, just 
above the tables, provide light for read- 
ing. While sufficient, the illumination is 
hardly the best for a library, being too 
high and too much diffused. 
The smoking room, on the after-end of 
the bridge deck, has panelings of Flemish 
oak, natural finish, and rosewood wain- 
scoting, harmonizing with the rosewood 
furniture, upholstered in red leather. In 
the center of the ceiling, which is worked 
out in stucco and light oak, paneled and 
capped, is a large raised skylight of col- 
ored glass. Directly above the glass is a 
fan to draw off the smoke. All the lamps 
are bare, placed in the ceiling, and of 
sufficient number to well light the inte- 


of the occupant, are so arranged that 
it will not disturb the other berth. All 
the second and third class rooms are well 
lighted by artificial light, but some. of 
course, are inside rooms, and daylight is 
impossible to get. 

On deck, and below in the engine rooms, 
the boiler rooms and the holds, bare in- 
candescents are arranged for special work 
wherever needed. 

As a whole, the lighting is better 
planned and carried out with more care 
than in a majority of offices and resi- 
dences. The 1,300 lamps distributed over 
cight decks of the immense ship give, 
roughly, one lamp per 150 square feet, 
and sufficient and satisfactory illumination 
in all parts. 
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NEW YORK SECTION, ILLUMINAT- 
ING ENGINEERING SOCIETY. 


DR. STEINMETZ ON “LIGHT AND ILLUMI- 
NATION.” 


The meeting of the New York Section 
of the Illuminating Engineering Society, 
held in the Engineering Societies Building 
on December 11, was very well attended, 
as might have been expected, owing to 
the fact that the speaker of the evening 
was Dr. C. P. Steinmetz. 

When the section chairman, W. W. 
Freeman, called the meeting to order 
some seventy-five members were present 
and, from the attention. given the speaker, 
it may be said that they not only enjoved, 
but also profited by the lecture. Dr. 
Steinmetz selected a very broad topic, 
“Illumination and Illuminating Engi- 
neering,” and treated it in like manner. 
He stated that the physiological aspects 
of the subject were much more important 
than the physical ones, owing principally 


to the effect upon the eye of both direct 


and reflected light and the lack of it in 
many ways. 

Calculations.—As far as calculations 
were concerned, the importance of using 
the lumen as the unit of efficiency, as well 
as flux, was brought out, as, owing to the 
varying characteristics of our sources and 
also because the tube lamps, such as the 
Moore and Cooper Hewitt, have no candle- 
power values which are of any importance. 
Besides, the lumen has a definite relation 
to the intensity on the illuminated plane, 
or, in other words, the flux density. 

Although we may determine accurately, 
by means of illuminometers, the intensity 
in foot-candles or flux density, this phys- 
ical quantity will not be of great value 
unless we have fulfilled the physiological 
requirements. i 

That there are many factors in illumi- 
nation problems which bear directly upon 
the use of our eyes, was very forcibly 
presented by the speaker. For instance, 
high intrinsic brilliancy will lower the 
visual sensibility, even though the lamps 
are not directly in the field of vision; 
either too high or too low flux density 
causes considerable strain. Complete uni- 
formity is also undesirable, as the eye will 
have no opportunity to rest. On the other 
hand, the change from high to low in- 
tensity must be within comparatively 
small limits, for although the eye can 
withstand great changes in this respect, 
they must not be rapid ones. We can 
see fairly well at night under a full moon, 


when the flux density will be but a frac- 


tion of one foot-candle, and also under. 


full sunlight at noon, when the flux den- 
sity will be several thousand times that 
amount, but we cannot go from a dim 
room into clear sunlight without decided 
eye strains. 


Color.—As far as color was concerned, 


Dr. Steinmetz did not refer to the effect 
of ultra-violet rays, but it is obvious that 
this troublesome feature will be eliminated 
when we use shades which cut down the 
intrinsic brilliancy. 

When light sources of various colors are 
desired, this can be accomplished by means 
of colored shades, and in this connection 
he called attention to the fact that color 
differences vary rapidly under various in- 
tensities. 


Shadows.—Probably the most interest- 
ing feature of the lecture was the impor- 
tance, clearly shown, of the use of shad- 
ows, and it would seem as if the crux of 
the matter was in the success with which 
this feature was carried out. In very few 
cases no shadows are desirable, a drafting 
board being one of them; but in the ma- 
jority of cases we need shadows without 
sharp edges, and this can be accomplished 
by means of a combination of diffused and 
direct lighting. 

In domestic lighting, the diffusion can 
usually be obtained by means of reflection 
from walls and ceilings. The fact ihat 
we require at least some of the light 
within the line of vision, can be readily 
demonstrated by a visit to an auditorium 
where only indirect lighting is employed. 
Dr. Steinmetz summarized the defects in 
our present systems as follows: 

1. Improper combinations of high and 
low flux density. 

2. Sources of high intrinsic brilliancy 
in the field of vision. 

3. Improper combinations of direct and 
indirect lighting. 

4. Not enough shadows. 

5. Shadows with very sharp edges. 

He seemed to think that many of the 
difficulties could be overcome if we studied 
the effects of daylight in the various rooms 
of a house. 

Street Lighting. —Dr. Steinmetz stated 
that uniform intensity was the chief desid- 
eratum, but on account of economy it 
would necessarily have to be of low in- 
tensity. In order to obtain these results 
the light source, if placed within twenty 
feet of the ground, should give its maxi- 
mum intensity about ten degrees below 
the horizontal and to be as near white as 
possible in color, owing to the poor refrac- 
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tion from roads and buildings. The ob- 
jection to this method was that shadows 
from an object are very long and there- 
fore objectionable, as the appearance of 
the object is distorted. Another objection 
is that a source such as he described 
would be of too high intrinsic brilliancy, 
and if diffusing globes were used the light 
near the horizontal would be considerably 
reduced. Therefore the solution of the 
matter was to place the lamps forty or 
fifty feet high and use enough of them to 
obtain uniform illumination. 

In answer to a question he stated that 
the system in Detroit had not been suc- 
cessful, as it was altogether too preten- 
tious and not enough lamps had been 
used. 

In answer to the many criticisms which 
have been made of the lighting in this 
country as compared with Europe, he 
stated that the conditions here are en- 
tirely different, and cited as an example 
the fact that the city of Schenectady with 
only 70,000 population covers the same 
area as the city in Germany where he was 
born, which has a population of 450,900. 

Dr. Steinmetz called attention to the 
fact that, although we could not afford 
to light our streets by placing the units 
very high as suggested, we could afford 
to do it in exposition work, and he 
hoped that general illumination would be 
provided in this manner at one of the ex- 
positions to be held in the future. 

At the January meeting two papers on 
street lighting will be presented, one by 
W. C. Allen, electrical engineer for the 
District of Columbia, and one by S. S. 
Rhodes, of the New York Edison Com- 


pany. 


ede 


Enlarged Power for Interstate Com- 
merce Commission. 


An entering wedge to enlarging the 
jurisdiction of the Interstate Commerce 
Commission is contained in a bill intro- 
duced in the Senate by Senator Burkett 
of Nebraska. It places the telephone 
companies, electric-light companies, and 
the gas companies in the District of Co- 
lumbia under control of the Commission. 

As telephone companies do an inter- 
state business, should the bill become law, 
such telephone companies may also be 
placed under jurisdiction of the Commis- 
sion. 


ede 


Rome has appropriated about $4,000,- 
000 for an electric plant, the generating 
apparatus for which will be placed twenty- 
two-and-one-half miles distant. 
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The New York, New Haven & Hartford Railroad Electrification. 


.Two-Hundred-and-Thirty-second Meeting of the American Institute of Electrical Engineers, New York, December 11. 


T'he two - hundred - and - thirty-second 
meeting of the American Institute of 
Electrical Engineers was held in the Engi- 
neering Societies Building, New York 
city, on Friday evening, December 11. 
Secretary Ralph W. Pope announced that 
eighty-eight associates had been elected to 
membership and that John Knowlton 
Robinson, of New York and South Amer- 
ica, had been transferred to full mem- 
bership. 

President Louis A. Ferguson called the 
meeting to order and introduced W. S. 
Murray, electrical engineer of the New 
York, New Haven & Hartford Railroad, 
who presented the paper of the evening, 
an abstract of which follows: 


THE LOG OF THE NEW HAVEN ELECTRIFI- 
CATION. 


BY W. S. MURRAY. 


Unlike steam traction, where the num- 
ber of links in the delay chain is but one, 
electric traction has its delay chain com- 
posed of three links; namely, the power 
house, line, and locomotive. A failure in 
any one of these links may produce train 
delay or delays. 

In the conception of the form of power 
house, line, and locomotive to be used in 
the New Haven system, ignorance and 
lack of experience led those pertinently 
interested in its success to believe that 
while the chain of power generation, and 
its transmission and utilization for trac- 
tion, was of a new character, that its 
links, however, were made up of princi- 
ples long recognized and reliable. They 
were right in this conclusion, except that 
it did not include certain phenomena 
which could not have been anticipated, 
due to the combination of these old prin- 
ciples in the form of this new chain. 


THE SERIOUS FAULTS. 


Power House.—The electric power sup- 
ply for the New Haven road is derived 
from four 11,000-volt steam turbine gen- 
erators, three of which have an electric 
capacity of 3,750 kilovolt-amperes single- 

hase; the fourth unit consisting of a 
6,000 kilovolt-ampere, three-phase gen- 
erator, Which can also supply single-phase 
current to the system. 

Although the generators as originally 
designed were made exceptionally strong, 
and particular attention paid to their in- 
sulation, due to the necessity of grounding 
one phase, it was found that the utiliza- 
tion of so much single-phase current from 
a three-phase star-wound generator pro- 
duced a stray magnetic field completely 
out of the path of normal lamination. 


As a result it was impossible to develop 
for continued operation more than sixty- 
six per cent of the normal rating of the 
generators. Overloads of any character 
produced abnormally rapid heating, mak- 
ing such operation dangerous, although 
the generators were guaranteed to carry 
50 per cent overload for two hours, and 
100 per cent overload for two minutes in 
order to meet the sudden drafts of cur- 
rents required for a schedule such as exists 
on the New Haven road. The generators 
are today operating in the power house, 
fulfilling the guarantees mentioned pre- 
viously. 

Line Insulation.—Of the effect of steam 
locomotive discharges upon insulators, 
there was no initiative by which to be 
guided, and it became necessary to decide 
upon the factors of insulation that would 
be required. It was quickly noted that 
the greatest number of insulator failures 
occurred wherever the insulation was sub- 
ject to the direct blast of the steam loco- 
motive. To correct the difficulty, there- 
fore, it was found necessary to double up 
on anchor insulators. The intermediate 
messenger insulators proved adequate and 
-it was not found necessary to increase the 
impregnated stick insulation between trol- 
ley wires at curves, but wood stick insula- 
tors had to be added in series with the 
molded material insulator between the 
pull-off wire and pull-off post. The origi- 
nal insulators on the anchor-bridge 
switches were made of molded material 
and for them was substituted porcelain. 
It was not necessary to change the feeder 
insulators on the catenary bridge struts. 
While very little trouble has been experi- 
enced with the form of insulation used for 
supporting the feeders under highway 
bridges, it is anticipated that trouble will 
follow if this is not changed. The pres- 
ent form consists of the corrugated spool- 
type insulator, for which there will be sub- 
stituted a regular porcelain double-petti- 
coat insulator. 

Today, instead of line failures being 
the rule, they have become the exception. 

Circuit-breakers—The momentary en- 
ergy involved in a short-circuit produced 
upon a line fed by high power, high- 
speed turbines is very great. Under the 
sub-title “Power House” it was stated that 
the generators were operating under their 
guaranteed capacities. Internal heating, 
due to stray magnetic field, was the cause 
of the generators failing to meet their 
designed capacity. This heating was com- 
pletely cured by the simple addition of a 
short-circuited winding surrounding the 
rotating member of the generator, similar 
to that used in the well-known squirrel- 
cage type of induction-motor rotors. It is 
interesting to note here, however, that 
while the heating is entirely eliminated by 
this short-circuited winding, its effect on 


the occasion of a short-circuit is to allow 
more current to flow. 

The failure of circuit-breakers, either 
in the power house or on the line, natu- 
rally produced train delays of large or 
small magnitude. It was difficult to be- 
lieve that these large circuit-breakers were 
incapable of taking care of the short-cir- 
cuits, and some time was wasted in think- 
ing this way. Therefore, we reluctantly 
but surely arrived at the conclusion that 
the conditions would have to be changed. 

The remedy was simple. Instead of 
feeding the main line with a direct trans- 
mission straight from the power house 
bus-bars to the trolleys directly opposite 
the power house, the current was fed into 
the line over feeders connected to it at 
Port Chester and Stamford. For the 
feeder resistance, above described, there 
has since been substituted impedance coils 
installed in the leads of the generators. 

Trolley Wire.—An examination of the 
hard-drawn copper trolley wire through- 
out its length proved that even after only 
a few months’ operation upon it, its cross- 
section had been so materially reduced as 
to point to its short life with a contin- 
uance of operation upon it. Especially 
was this true in the vicinity of the many 
low highway bridges where the trolley wire 
approaches the bridge on a two per cent 
gradient. This fault and dilemma were 
indeed serious. The cause of the difficulty 
was perfectly apparent; namely, the hard 
spots in the line which existed at the 
hanger points. 

Many suggestions were offered. None 
of them, however, offered the speedy in- 
stallation that was paramount. Mr. Mc- 
Henry, vice-president of the New York, 
New Haven & Hartford Railroad Com- 
pany, made the suggestion that an aux- 
iliary wire be suspended from the present 
copper wire by clips at its midpoint be- 
tween the hangers, and followed up the 
suggestion that this auxiliary wire be 
made of steel, of the same cross-section 48 
the 0000 grooved hard-drawn copper 
above it. It took two weeks for the manu- 
facturer to draw two miles of this wire. 
It was installed immediately upon its re- 
ceipt on the main line between Port Ches- 
ter and Harrison. On the night of its 
completed erection a special seven-car 
train with two locomotives was opera 
upon it for several hours. Previously to 
the installation of the steel wire there had 
been installed a section of hard alloyed 
wire suspended in a manner similar to 
that of the steel. It is undeniably true 
that hard alloyed wire would, from 8 
purely operative point of view, be the bet- 
ter of the two, and yet the commercial 
aspect, which would naturally include its 
cost, had to be considered, particularly 1n 
reference to so large an immediate order 
as one involving 100 miles of single-phase 
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electric trackage. Again it is important to 
note that the steel, besides having the ad- 
vantage of being a cheaper, harder, and 
stiffer wire, also possesses a lower coeffi- 
cient of expansion and higher elastic 
limit, especially valuable characteristics 
for the service desired. The auxiliary 
wire construction on the main line, as de- 
scribed, prevails throughout the whole sys- 
tem, except at the approaches of and un- 
der a few very low highway bridges, where 
the contact system consists of two wires 
strung in the same horizontal plane. 

The New Haven trains have been op- 
erating now on the auxiliary wire for sev- 
eral months, and absolutely no kinking 
has been noted at the hanger points, with 
the attendant result of a smooth and al- 
most sparkless overhead contact. 

Locomotives.—There were originally 
purchased thirty-five locomotives, which 
was considered an adequate number to 
take care of the New Haven passenger 
service. These locomotives, considered 
per se, were rated on a half-unit basis. 
That is to say, the half unit was designed 
to handle about seventy-five per cent of 
our trains, the remaining twenty-five per 
cent to be handled by two units. Only a 
short experience in commerical operation 
revealed two important facts. The first 
one of a very encouraging nature, the sec- 
ond, decidedly otherwise. The first was 
the proof that the two main parts of the 
locomotive, namely, the transformer and 
motors, had sufficient capacitv to more 
than handle the manufacturer’s guaran- 
tees. The second was the discovery that 
many of the auxiliary electrical and me- 
chanical parts of the locomotive equip- 
ment were not of equivalent capacity. It 
was simultaneously apparent that more 
locomotives would be required to provide 
for an increase of train service and the 
reduction of time schedule, and an order 
was promptly placed for six additional 
ones; before accepting their design, how- 
ever, a careful survey was made of all the 
component parts of the locomotives at 
hand, in order to determine the changes 
necessary to be incorporated in the six 
new engines. To accomplish this it was 
found necessary to make a number of elec- 
trical and mechanical changes. 

The most important electrical changes 
made were in the switch-groups and brush- 
holders of the motors. The former lacked 
carrving capacity and the latter sufficient 
Insulation. To these shortcomings were 
due the greatest number of our first train 
delays. The most important mechanical 
changes necessary were the reinforcement 
of the truck bolsters and installation of 
pony wheels, respectively, for locomotive 
with and without pony wheels. 

With the exception of the installation of 
pony trucks, the six new electric locomo- 
tives arrived within five months of the 
date of their order. To be noted here is 
the marked value of the spring type of 
armature and field suspension begun with 
the New Haven locomotive motors, thus 
making flexible the entire motor suspen- 
sion. 


It seems to be the time and place, here, 
to draw attention to a point in design 
concerning the New Haven locomotives 
that has been so persistently misrepre- 
sented by those who seem to have been 
ignorant of the facts. The specifications 
upon which the locomotive units were 
purchased, as stated hereafter, were that 
each unit would handle a normal trailing 
load of 200 tons. The writer, by careful 
measurement of the weights of all the 
trains (trailing loads) in the New Haven 
service, found that they averaged 212 
tons. It seemed good engineering that if 
seventy-five per cent of the service could 
be handled by locomotives rated upon a 
basis of 200 tons trailing load, that that 
would be the correct locomotive unit size; 
using two units for the remaining twenty- 
five per cent of the trains. Today, three 
years after this decision, we find that 
seventy-three per cent of our trains can 
be handled with single units, twenty- 
seven per cent requiring two units. The 
percentage is slightly different from the 
original, as the service is slightly heavier. 


THE MINOR FAULTS. 


Generator Burn-outs.—Previously to the 
rearrangement of the feeders or the in- 
stallation of the choke-coils in the power 
station, the short-circuits that were ex- 
perienced on the line naturally had a dele- 
terious effect on the generators. The pro- 
digious rush of current naturally pro- 
duced severe strains in the armature wind- 
ings, strains whose mechanical intensity 
was made manifest by the movements of 
the coils. Therefore, during this period 
of violent short-circuits, frequently the 
generator coils were grounded and burned 
out. Since the rearrangement of feeders 
or the installation of choke-coils, the vio- 
lent short-circuits have disappeared and 
with them the damaging effects on the 
generators. 

Hard Spots in Line.-—The original 
main-line section-break consisted of a 
rectangular impregnated wood frame sus- 
pended under the anchor bridges. The 
trolley wires were carried on opposite sides 
of this rectangle lapping, of course, a suffi- 
cient distance in the center so as to per- 
mit a short period of simultaneous contact 
of the shoe with both trolleys, thus pre- 
serving continuity of current to the loco- 
motive in passing from one section to an- 
other. It was found that these rectangu- 
lar section breaks were prone to get out of 
shape, introducing a very rough spot in 
the line, its effect being, on the passage of 
the shoe, to draw long arcs which fre- 
quently extended themselves to ground. 
Our new section break, containing all the 
flexibility obtained bv the auxiltary wire, 
has been constructed by simply staggering 
the messenger insulators of each trolley 
sixteen inches, thus permitting the anchor- 
bridge trolley wires of the same track to 
pass at this distance. Each trolley wire 
is dead-ended to a wood impregnated stick 
Insulator, supported by the messenger of 
its opposite section. By this arrangement 
practically al] inertia is taken out of the 
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section break and a sparkless passage be- 
tween sections is obtained. 

Signal Wtres—The catenary bridge 
struts carrying the cross-arms for the by- 
pass or feeder wires, likewise carry the 
cross-arms upon which are installed the 
signal wires. The voltage placed on these 
signal wires is entirely distinct from the 
propulsion voltage, it being 2,200 volts 
and sixty cycles. The proximity of the 
wires of these two systems has been the 
cause of short-circuits between them, re- 
sulting in double failures. It would seem 
that as the signal system should be so 
completely separated from the propulsion 
svstem, it should be installed on an en- 
lirely separate pole line. If, however, 
right-of-way conditions make it absolutely 
necessary that the supporting structures of 
the catenary system should support also 
the signal wires, then the two circuits 
should be made as distinctive as possible, 
ihe propulsion system having its wires on 
the cross-arms on the railroad side of the 
struts, the signal wires being installed on 
the opposite. 

Locomotive Current Collectors.—An 
efficient pantagraph shoe has proved it- 
self a verv difficult problem. The present 
cost is about 0.06 of a cent a locomotive- 
mile. We have made various experiments 
with aluminum, phono, copper, and steel 
rigid and spring-supported pantagraph 
shoes. While this feature does not pre- 
sent a serious aspect, it is none the less 
a most interesting study. Shoe life is 
also seriously affected by the amount of 
soot deposited hy the locomotives upon 
the overhead wire. While we have ob- 
tained mileages varying between 600 and 
1,500 miles per shoe with various types 
used, other roads of lesser speed and not 
subject to the effect of locomotive stack 
discharges, have obtained as high as 25,- 
000 shoe-miles. | 


THE LOG OF OPERATION. 


Electric Passenger Service.—So great 
was the demand for electric service that 
in July, 1907, long before we were ready, 
as the records of our operation have 
proved, the first commercial service was 
begun between New Rochelle and the 
Grand Central Station. With all speed 
possible the electrification was pushed 
castward and local service was es- 
tablished from Port Chester in August, 
1907. Local service from Stamford fol- 
lowed in October, and finally, on July 1, 
1908, all through and local passenger 
trains were under electric schedule be- 
tween Stamford and the Grand Central 
Station. 

Individual and Collective Train-minute 
Delays in Electric Zone, Due to Failures 
in Power House, Line, and Locomotive.— 
The segregation of these failures based 
upon train-minute delays offers a quick 
and interesting comparison. It is to be 
noted that the last two months indicate a 
great improvement over the two preceding 
ones, From the chart have been taken the 
train-minute delays that have amounted 
to over 300 minutes per diem, which are 
treated separately -in the following para- 
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graph. It is interesting in reviewing the 
“cause of delay” to note that ninety per 
cent of the causes are of an inconsequent 
nature, and might be reasonably expected 
when considered in the light of an in- 
itiative service. 

Serious Failures in System Causing 
Over 300-minute Delays.—A description 
of the cause of one applies to all of them, 
except those of July 16 and October 19. 
In every instance, excepting the two dates 
mentioned, the tie-up was due to simul- 
taneous failure of several circuit-breakers, 
due to a short-circuit, thus temporarily 
disorganizing the distributing system, pre- 
venting the electrification of trolley wires. 

On July 16, the White Mountain Ex- 
press left the rails just east of Greenwich 
station, tying up both east-bound tracks, 
and causing excessive train-minute delays. 
Except for the electric rail bonds which 
suffered destruction, no other electrical ap- 
paratus was disturbed. One of the elec- 
tric locomotives attached to this train was 
immediately returned to service, the other 
following it the next day after light re- 
pairs were made to its pilot and third-rail 
shoe mechanism. 

On October 19, although the impedance 
coils in the generator station were in ac- 
tion, a ground occurring on the bus-bars 
of the anchor bridge directly outside of 
the power station, in combination with a 
defective circuit-breaker, produced a short- 
circuit which destroyed the operating 
mechanism of the breaker in question. 
This unfortunately occurred at a time 
when temporary connections had been 
made between the power house and line; 
on this account a serious delay was ex- 
one in restoring the voltage to the 
ine. 

It is interesting to note that since the 
complete inauguration of electric service, 
the serious failures in the system have 
heen reduced from five to one. 

The Capacity of the Electric Locoino- 
tive-—The capacity of the electric !oco- 
motives was based upon their ability to 
handle a trailing load of 200 tons in local 
service with stops averaging those that 
exist. between stations between New York 
and New Haven. As a matter of fact, the 
station stops between Stamford and New 
York average very much greater than be- 
tween New Haven and New York, and as 
very quick turns are made at both termini, 
the service may be said to be more severe 
under these conditions than under the 
guaranteed conditions of purchase. 

Comparative Steam and Electric Engine 
Mileaqe.—In obtaining an average for all 
electric locomotives of 212 miles, it is to 
be remembered that this was made for all 
classes of service, express, express-local, 
and local, and further that the mileages 
were made over three short terminal runs; 
namely, Stamford, Port Chester, and New 
Rochelle to New York, the distances be- 
ing approximately thirty-four, twenty-six, 
and seventeen miles, respectively. Several 
engines made eight runs, two of them 
nine, and one ten. Tt is difficult to get an 
exact comparison for steam locomotive 


mileages. All of the electric engines are 
confined to one division, while the steam 
locomotives do interdivision service. How- 
ever, using the records of the 1906 steam 
service for Labor Day and considering 
steam locomotives doing mileage in and 
out of the present electric zone, out of 117 
locomotives the following record is to be 
noted: Ten made over 300 miles; twenty 
made between 200 and 300 miles; twenty- 
one made between 150 and 200 miles; 
thirty-four made between 100 and 150 
miles; thirty-two made under 100 miles. 

Thus with division limits double that 
of the present electric division, and with 
the additional advantage of interdivision 
runs, the electric mileage for this concrete 
case averaged thirty-four per cent better 
than the steam mileage. 


THE ELECTRIFICATION IN ITS RELATION TO 
MATTERS OTHER THAN TRACTION. 


Telegraph and Telephone.—Single- 
phase electrification affects telegraph and 
telephone systems whose wires lie parallel 
with and in close proximity to the rail- 
road. The corrective for this disturbance 
has proved to be simple and not costly. 


Briefly described, it consists of compensat-., 


ing transformers whose secondaries are a 
part of the telegraph and telephone wires 
and whose primaries receive their voltage 
from pilot wires strung on the same cross- 
arms as those bearing the telegraph and 
telephone wires, and thus having im- 
pressed upon them the same voltage, by 
electromagnetic induction, as the tele- 
graph and telephone wires. The trans- 
former secondary voltage is approximately 
equal and opposite to the induced voltage 
on the telegraph and telephone wires and 
thus constantly compensates for it 
throughout all ranges of induction due 
to the single-phase wires. 

Public Safety—As no fatality to the 
traveling public has happened by reason 
of the high-voltage wires since the svstem 
has been in operation, this would indicate 
the safety involved in its construction. 
The catenary form of construction as ap- 
plied to the suspension of the trolley wire 
virtually eliminates all danger of these 
wires falling. .On the other hand, the 
feeder or by-pass wires are not suspended 
by messengers, and although the 300-foot 
spans used in this construction are not un- 
common, it has been considered a wiser 
policy to reinforce all such spans which 
are above passenger platform stations. It 
may be of interest to state also that the 
scheme of reinforcement is not to cradle 
or place supplementary wires in connec- 
tion with this span, but simply use a steel 
wire with a large factor of safetv rein- 
forced by copper for conductivity conduc- 
tor and supported from the struts by in- 
sulators. The resistance to ground of this 
construction will be far in excess of the 
ordinary insulator used in the open con- 
struction with the steel wire connected to 
if in such a manner as to make impossible 
the burning of this wire in two in the case 
of the insulator breaking down. 

Foreign Wires.— All electrifications are 
subject to foreign wire crossings. As in 
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the case of suspension of high-voltage 
Wires over passenger platforms, instead of 
using supplementary catenaries or cradles, 
the safer (and incidentally the cheaper) 
method of crossing is to use at the cross- 
ing heavier (and possibly guyed) poles, 
better insulation, and larger wires than are 
commercially necessary in the other parts 
of the foreign transmission line. High 
factors of safety with economy are ob- 
tained following this policy. 


COMMENTARY. 


Lightning Protection—An ideal ar- 
rangement of catenary construction in re- 
lation to lightning protection would be to 
have the overhead messenger system 
grounded, and from it suspended by in- 
sulators a secondary catenary system, to 
which in turn would be attached the con- 
tact wires. Even in the New Haven case, 
where the overhead messenger system ie 
not grounded, lightning has given but 
slight trouble. This is probably due to 
the very great number of grounded steel 
trusses and struts projecting above the 
electrified wires. 

Grounds.—Structures supporting high- 
voltage insulators should be grounded. 
Particularly is this true of structures for- 
eign to the railroad company, such as 
highway bridges. This arrangement 1n- 
sures a prompt response of the circuit- 
breaker apparatus, and carries out the 
good practice universally applicable, that 
the material supporting the insulator be 
grounded. This principle has application 
in wood-car construction. Positive 
grounds between Pintsch gas pipes and 
both car trucks should be made to avoid 
any arcs being drawn under the car body. 

Many of our catenary bridges, of both 
the intermediate and anchor type, serve 
to support signals. Signal men have been 
entirely free from coming in contact with 
the high-tension wires, by the simple pro- 
vision of grounded close-mesh screens 1M- 
terposed between the signal platforms and 
the high-voltage wires. The value of two 
grounds can be rated considerably higher 
than twice that of one. . 

Tell-tales.—Tell-tales in connection 
with an overhead system offer a peculiarly 
difficult problem. It is quite apparent 
that the pantagraph eurrent-collecting de- 
vice would get into either electrical or 
mechanical difficulties with the present 
form of tell-tales. We have experimented 
at some length in trying to produce an 
electrical horn that would be automatically 
sounded by an approaching train. There 
is nothing particularly difficult in getting 
the automatic action or in producing & 
noise. The superiority of the tell-tale 
over the horn, however, is that no matter 
how much noise the freight train is mak- 
ing, the tell-tale always notifies, while m 
the case of the horn should the freight 
train be making more noise than it, the 
notification is lost. A horn if used for 
this service should be a large one. 

Train Lighting and Heating.—On ac- 
count of the necessity of wiring for elec- 
tric heating and lighting some 2,500 
coaches, it seems reasonable to retain the 
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present method and apparatus of heating 
and lighting the trains in the electric 
zone. To accomplish this it was only 
necessary to supply each electric loco- 
motive with a small steam boiler used 
solely for train heating. The Pintsch gas 
system has been retained intact. Later, 
when the service is sufficiently extensive, 
all trains will be heated and lighted by 
electricity. All multiple-unit cars are to 
be heated and lighted by electricity. 
Fatalities.—As has been pointed out, we 
have had several fatal accidents, due to 
men coming in contact with electrified 
wires. We are none the less concerned 
that in every instance they were men em- 
ployed by the company. In each instance 
the accident was due to carelessness or 
violation of instructions, and most of the 
accidents occurred during the period of 
construction. The operating period has 
provided a less number of these unfortu- 
nate events, and the records today now 
seem to indicate that the future will be 
_free from this most regrettable feature. — 
Cross-catenary Versus Bridge-bents.— 
The excellent results of a year’s experience 
with cross-catenary construction in our 
Port Chester yard, where as many as ten 
tracks are spanned, is tempting encourage- 
ment for its application to main-line work. 
Single Versus Double-catenary Con- 
structton.—Lack of operating data led the 


dngineers of the New Haven road to take. 


no chances with the overhead construction, 
and the double catenary was considered 
the safest. 

Single-phase Operatton.—The New Ha- 
ven system provides that the volt manufac- 
tured in and leaving the doors of the 
power house, is the same physical volt that 
knocks at the doors of the locomotives. 
Thus the line is the single link that unites 
the power house and the locomotives. Al] 
such adjuncts as step-down transformers, 
synchronous converters, storage-batteries, 
and low-voltage distributing systems with 
their necessary attendant complement of 
help is dispensed with. The Cos Cob 
power house has the usual number of men 
for a station of its output, and the loco- 
motives are operated by the electric loco- 
motive engineer with the customary assist- 
ant present for emergency. This crew 
holds good for single or double-unit 
trains. An emergency repair train is the 
guardian of the line, attending to all mat- 
ters pertaining to its repair and main- 
tenance. Including the night and day 
crews of the emergency train the number 
of men employed to maintain the distribu- 
tion system is nineteen. This covers about 
100 miles of single track, including yards. 

Conclusion.—In connection with the 
New Haven electrification I wish to speak 
of the privilege of association with E. H. 
McHenry and Calvert Townley. Upon 
Mr. Townley devolved the responsibility 
of decision as to the form of electrifica- 
tion selected. Neither the object nor the 
scope of this paper can include a descrip- 
tion of the analytical course of procedure 
preparatory to the conclusion that the 
New Haven road would adopt the single- 


phase form of electrification. Suffice it 
to say that Mr. Townley’s conviction to 
accept this responsibility was sufficiently 
strong to lay the foundation of this work. 
To E. H. McHenry, whose serious illness 
had prevented his filling the office of vice- 
president in charge of matter’ pertaining 
to engineering, fell upon accession to that 
office the responsibility of ratification or 
disagreement: with the policy as set forth 
by Mr. Townley. That ratification is bet- 
ter written in the details of the electric 
zone itself, as in each department of 
power house, line, and locomotive may be 
seen the betterments due to his suggestion. 
To him is due the credit of the practical 
issue of this electrification. 

This paper would, indeed, be incom- 
plete did I not refer to the splendid cour- 
age and indomitable pluck of our con- 
tractors, who through a fire of criticism 
and business depression perseveringly 
stuck to their belief in the principles they 
were advocating. They can now have the 


‘satisfaction of viewing something begun 


and something finished; for while there 
may be many improvements to accrue to 
the alternating-current, single-phase sys- 
tem, the trunk-line principles have by 
them been laid and demonstrated. 

After the reading of the paper Mr. 
Murray emphasized his belief in the sin- 
gle-phase, alternating-current system, and 
stated that it was with a good deal of 
pleasure that he saw among those present 
a number of noted engineers, who would 
undoubtedly contribute to the informa- 
tion available on this subject. 

Mr. Ferguson said that the Institute 
owed to Mr. Murray an appreciation of 
the work he had done in thus frankly com- 


ing forward and stating the actual experi- 


ence which he had had in the construction 
and operation of this untried and impor- 
tant undertaking. He called upon Calvert 
Townley, vice-president of the New York, 
New Haven & Hartford Railroad, who 
stated that he was strongly impressed by 
the radical way in which Mr. Murray had 
treated the subject. The nature and mag- 
nitude of the project under discussion 
emphasized the radical departure in Mr. 
Murravy’s methods. It was seldom that a 
man felt so sure that the beauties of the 
work which he had been doing would be 
so apparent that he could afford to call 
attention to only those points wherein he 
had failed initially, notwithstanding the 
fact that the ultimate working out had 
been eminently successful. Mr. Townley 
believed that now, five months after the 
complete substitution of electricity for 
steam, and while some of the improve- 
ments still have to be completed, the sys- 
iem has been demonstrated to be success- 
ful and well adapted to the service for 
which it was designed. It is an interest- 
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ing fact that at the present time the elec- 
tric service is less subject to delays and 
interruptions than was the steam service 
which it has replaced. The one radical 
thing that was done wrongly in the New 
Haven electrification, and which was re- 
ally at the bottom of the major part of 
the difficulties that have been encoun- 
tered, is that the electrification was not 
begun soon enough. Had more time been 
allowed for attention to minor details of 
equipment, and could work that had to be 
done under great pressure have taken its 
normal ‘course, many of the troubles 
which can be traced to these facts would 
never have existed, and many of the 
defects which have caused delays to serv- 


ice would have been detected and remedied | 


during the trying-out period instead of 
in practical service. 

Mr. Townley took emphatic exception 
to Mr. Murray’s expression that the com- 
pany was not proud of the record made. 
Mr. Murray might say this in a spirit of 
great modesty, but Mr. Townley did not 
believe that any such statement was neces- 
sary. .The company had reason to be, and 
was, proud of everything that had been 
done. 

Mr. Townley endorsed what Mr. Mur- 
ray had said in his paper concerning the 
Westinghouse Electric and Manufactur- 
ing Company, which was the contractor. 
This company’s tireless, resourceful, 
prompt and cheerful co-operation with the 
engineers throughout the entire progress 
of the installation had contributed the 
essential features of its successful devel- 
opment, and the company was rightfully 
entitled to a full and frank acknowledg- 
ment. The keystone of the system was the 
locomotive. Without the single-phase, al- 
ternating-current motor the whole plan 
would become impossible. 

In the locomotive a large part of the 
changes made were mechanical—not only 
mechanical changes to mechanical features, 
but also mechanical changes to electrical 
features. With the principal elements of 
the locomotive design, namely, the large 
gearless, twenty-five-cycle motors, there 
had been no trouble; their performance 
as to torque, commutation and capacity 
having been most gratifying. A feature 
of the locomotive design which Mr. Mur- 
ray had passed over rather briefly was 
the flexible drive, whereby the armature 
of the gearless motor is wholly supported 
on and exerts its driving power through 
a set of spiral eccentric springs. Track- 
men have frequently been appalled because 
electric locomotives are so much harder on 
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track than steam locomotives of even 
greater weight, and it has now come to be 
a generally accepted conclusion that this 


-ig due to increased impact, because the 


armature dead weight is supported with- 
out cushion rigidly on the axle. The 
impact due to this additional dead weight 
is astounding. In the New Haven loco- 
motives the method of mounting the arma- 
tures, obtaining the cushioned effect, exert- 
ing the full driving power of the motors, 
and compensating for the so-called vary- 
ing torque thereof has been successfully 
accomplished. The results in improved 
track maintenance cannot fail to be of far- 
reaching consequence. 

W. J. Wilgus raised the question as to 
what extent the engineer was morally 
justified in seeking renown by a brilliant 
dash into untried ways at the expense of 
travelers who pay their fare with the ex- 
pectation of reaching their destination 
as nearly on time as the most practicable 
state of the art of transportation will per- 
mit. It seemed to him that experimental 
application of electrical apparatus to un- 
tried conditions belongs to unimportant 
localities, where the results of failure 
would not be burdensome, and that only 
the most reliable, well-tried methods 
should be used where the results of failure 
might be embarrassing. 

B. G. Lamme said that he had been 
more or less intimately connected with the 
problems in the New Haven electrification. 
There were two parts of the system to 
which he had given a great deal of per- 
sonal attention. These were the design 
of the alternating-current generators in 
the power house and the design of the 
main motors on the locomotive. The 
popular opinion, even among engineers, 
when the decision as to the use of single- 
phase, alternating current was first an- 
nounced was that the greatest trouble 
would be found in developing the large 
gearless single-phase motors, and that the 
designing of the generators would be com- 
paratively easy. The record made by the 
gearless motors, particularly for commu- 
tator wear, and the demonstration of the 
absolute value and longevity of the pre- 
ventive leads were remarkable. At the 
present rate of wear on the commutators 
of the locomotives now in service it would 
appear that there was at least fifteen to 
twenty years’ life in each one of them, 
and there had been relatively little spark- 
ing, even when developing two or two-and- 
one-half times full-load torque. 

In the designing of the generators it 
was discovered that although the reaction 


which caused the difficulty was known, it 
had not been tried out to an extent which 
developed its most harmful effects. 

Mr. Lamme described the phenomena 
which occasioned the pulsating armature 
reaction, and said that when the first rotor 
was built the structure was laminated as 
completely as mechanical conditions would 
permit. Upon testing the first machine 
it was found that there was local heating 
with heavy load sufficient to create hot 
spots which practically broke down the 
insulation. After trying several remedies 
it was decided to attempt to eliminate all 
pulsating reactions from the armature by 
putting a short-circuit winding on the 
rotor of such value that a large current 
could flow in it with but little loss. In 
order to maintain this condition indefi- 
nitely without overheating, it was neces- 
sary only to put enough copper on the 
armature so that the C'R losses under the 
short-circuit condition were within the 
temperature capacity of the windings. A 
complete cage winding was placed on one 
of the rotors of the New Haven gener- 
ators. This rotor had not been designed 
originally for this purpose and it was 
therefore difficult to adopt the most suit- 
able proportions in this winding. The op- 
eration in practice, however, showed that 
the remedy was a practicable one. With 
the new rotors designed for the applica- 
tion of heavy cage windings all trouble 
disappeared. The fourth machine in- 
stalled, which has a 4,260-kilovolt-ampere, 
single-phase rating, has a solid steel core, 
in the surface of which the copper-cage 
winding is embedded. As the service was 
increased and the whole electric service 
established, it became evident that there 
was a serious condition existing in the 
system which was indicated by extremely 
violent shocks to everything in case of a 
short-circuit. It had been calculated that 
the machines would give possibly six or 
seven times full-load current on the first 
rush in the case of a dead short-circuit, 
this dying down to possibly two or three 
times normal full-load current. Oscillo- 
graph tests indicated, however, that under 
certain conditions each machine could give 
at the moment of short-circuit almost 
5,000 amperes on one phase, the normal 
full-load current being 340. With three 
machines in parallel this would therefore 
mean that approximately 15,000 amperes 
could be delivered momentarily. The 
oscillograph tests also showed that this 
short-circuit current would be maintained 
at almost its maximum value for a very 
considerable period, due to the cage wind- 
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ing on the rotors of the generators. Ap- 
parently this current at the first rush is 
not appreciably greater than on the ma- 
chine before the dampers were added, but 
without the dampers the field was more 
quickly killed, so that apparently the 
breakers did not open until the current 
had fallen somewhat. With the heavy 
cage winding on the field structure, how- 
ever, secondary currents were set up in 
this winding, tending to maintain the field 
strength, and thus the current rush was 
maintained at almost full value for possi- 
bly twenty to thirty alternations. 

The experience with the windings of 
the generators indicated that they were 
being subjected to enormous forces in the 
end windings. As the machines could give 
about fifteen times full-load current mo- 
mentarily on short-circuit, the force acting 
on these end windings would be 225 times 
normal, and in this case these forces were 
so great that it became a serious problem 
to devise a type of bracing on the end 
windings sufficiently rigid to withstand 
such a force. In the endeavor to support 
these windings against movement, probably 
the most complete system of bracing ever 
applied to alternating-current generators 
was developed and used on these ma- 
chines; yet in spite of this there was evi- 
dence of movement at times. 

It was decided to limit this short-cir- 
cuit current to the value originally in- 
tended, namely, about six times full load. 
This was done by an unsaturated choke 
coil or impedance coil on the trolley side 
of each machine, which coil takes up 4 
comparatively small voltage under normal 
operation, but in case of a short-circuit 
the electromotive force generated in it is 
sufficient to limit the current rush to less 
than half the value it would attain without 
this coil. With the installation of the 
choke coils the shocks on the machine 
were greatly reduced, so much so that fur- 
ther trouble from this source is not feared. 
An interesting point in connection with 
the use of the cage windings is that the 
apparent regulation of the system has 
been improved. 

L. B. Stillwell said that the engineering 
world was fortunate in the fact that the 
New York Central Railroad and the New 
Haven Company had not adopted the 
same electric system. Such an oppor- 
tunity to compare the possibilities and 
limitations of the direct-current system 
and the single-phase, alternating-current 
svstem is unprecedented, and, except 1 
America, would be impossible. Unques 
tionably, each and every problem of elec- 
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trification should be studied primarily 
with reference to local conditions, and 
such conditions might lead properly to the 
adoption of a system other than that which 
would be chosen to solve the more general 
problem of electrifying not only a ter- 
minal and limited suburban zone, but a 
railroad division or trunk line. The clear 
conviction and admirable courage of 
Frank J. Sprague in installing the mul- 
tiple-unit system of train operation on 
the South Side road in Chicago was a 
most important advance in the art of rail- 
roading. The applicability of this system 
to trains requiring tractive efforts exceed- 
ing 50,000 pounds was demonstrated first 
in the New York Subway. The equip- 
ment of the New York Central had con- 
tributed to the demonstrated utilities of 
third-rail construction. The New Haven 
installation, substituting, as it does, 11,000 
volts for 600 volts, and eliminating sub- 
stations, opens the door to possibilities 
of electrification of railways over zones 
far beyond the reach of 600 volts, direct 
current. 

A. H. Armstrong said that Mr. Murray 
was certainly entitled to the greatest 
praise for the frank presentation of the 
development period of the New Haven 
electrical installation. It was instructive 
to know how nearly the early claims which 
were advanced for the alternating-current 
systems have been fulfilled in the com- 
pleted installation. The overcoming of 
difficulty after difficulty met with in oper- 
ation is proof of the progress made in 
perfecting the complete electrical and me- 
chanical equipment. In other words, the 


entire system, from the motors to the 


transmission, had been entirely changed 
from the original specifications, and this 
was what had been pointed out when the 
system was first announced. It was his 
experience that it costs fully twenty-five 
per cent more to construct an alternating- 
current, single-phase locomotive than one 
of equal weight equipped with direct-cur- 
rent motors. 

He finds it hard to justify Mr. Mur- 
ray’s present enthusiasm for the syslem, 
which appears to him to be in many ways 
unsuited to the New Haven conditions. 

Mr. Armstrong presented some figures 
which, he stated, showed that with ap- 
proximately the same total weight a sin- 
gle New York Central locomotive unit 
has a capacity equal to two New Haven 
units, although the motors of the latter 
are cooled by forced ventilation, while in 
the New York Central motors natural ven- 
tilation is employed. Comparing the haul- 
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ing capacity of the New Haven locomo- 
tive in handling a trailing load of 200 
tons, he showed that the single New York 
Central locomotive was handling trains 
running from slightly over 400 tons to 
almost 700 tons. He said that each of 
these trains would have required at least 
two of the New Haven locomotives. 

' Mr. Armstrong said that he believed 
absolutely in the future of the alternat- 
ing-current locomotive, but that it was his 
conviction that it was not adapted to the 
road upon which it was now being used. 

N. W. Storer said that the publication 
of this paper should do much to silence 
the criticism which has been heaped upon 
the New York, New Haven & Hartford 
Railroad, and he paid a tribute to E. H. 
McHenry, who had borne the brunt of the 
storm without faltering in his determina- 
tion to make the system a success. He 
took exception to some published reports 
which, he said, were written evidently 
without true knowledge of the capabilities 
of the single-phase motor. These motors 
have armatures, compensating winding 
and field all in series. They therefore 
have torque characteristics similar to those 
of a direct-current motor, in that, with a 
given current, the torque is the same for 
all speeds; that if the New Haven locomo- 
tive motors are taking 1,200 amperes each, 
that the tractive effort is 10,000 pounds, 
no matter whether the train is standing 


still or running at a speed of fifty-five 


miles per hour. The power-factor of the 
single-phase motor limits it only as it lim- 
its the maximum current that can be taken 
by it. Curves which he had plotted 
showed that the tractive effort at the one- 
hour rating for the New York Central 
motor is slightly more than double that of 
the New Haven. However, owing to the 
forced ventilation on the New Haven loco- 
motive, its continuous capacity both in 
speed and tractive effort is higher than 
on the New York Central. This indicates 
that the New Haven locomotives will han- 
dle about the same weight of trains in 
express service as the New York Central, 
where the service is sufficiently continuous 
for the latter to get warmed up, even if 
the rate of acceleration is not so high. 
H. P. Davis said that the problems 
encountered on the New Haven road are 
not simple nor within the scope of ordi- 
nary or established practice: Many con- 
ditions have arisen which it was impossi- 
ble to foresee and guard against. Con- 
structional difficulties, so long as they are 
not fundamental, do not affect the delay 
chain, except to the degree of time suff- 
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cient to investigate the troubles and to 
provide means to correct and eliminate 
them. | | 

The paper was also discussed by E. B. 
Katte, Philip Torchio, Prof. C. L. de 
Muralt, William McClellan and Doctor 
Steinmetz. 

Doctor Steinmetz said that his conclu- 
sion, from the evidence and data now avail- 
able, waa that those railway problems 
which cannot be handled by direct current 
must be solved by the alternating-current 
motor, and, as we know now, can be 
solved by the alternating-current, single- 
phase motor. But where direct current 
as well as alternating current can be used, 
the higher weight efficiency—that is, the 
greater draw-bar pull per pound of motor 
weight—afforded by the direct-current 
motor necessarily makes this motor prefer- 
able from the electrical engineer’s point of 
view. It is interesting, then, to note that 
in those railway problems whieh can be 
handled by alternating-current motors as 
well as by direct-current motors, the de- 
cision swhether one or the other type of 
motor shall be used has shifted from the 
electrical engineer to the railway engineer 
or the railway manager, and is determined 
by the economical question whether higher 
weight efficiency—that is, higher draw-bar 
pull per pound of motor weight—and at 
least at present a somewhat lower reliabil- 
ity of service are sufficient compensation 
and should be sacrificed for the possibil- 
ity at some time of being able to extend 
the same system of operation over those 


_parts of the road which cannot be oper- 


ated by direct current, and over such other 
roads where direct current cannot be used ; 
or whether the higher weight efficiency of 
the direct-current motor and present 
greater reliability of service compensate 
for the possibility that at some future 
time we may have to replace the locomo- 
tive equipment or change locomotives at 
the end of the direct-current zone and the 
beginning of the alternating-current zone. 
After some desultory discussion the 
meeting was adjourned. 
eee 
“Northwestern Electrical Association. 


The annual meeting of the Northwest- 
ern Electrical Association will be held at 
the Hotel Pfister, Milwaukee, Wis., Jan- 
uary 20 and 21, 1909. An address will 
be made by Prof. B. H. Meyer, chairman 
of the Railroad Commission of Wiscon- 
sin, and discussion will be had on the rul- 
ings of the Commission, on tungsten 
lamps and other timely subjects. 
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QUESTIONS AND ANSWERS. 


E oF BELLS ON 220-voLT CIRCUIT.— 
I z a number of bells that I wish to 
connect to a 220-volt direct-current cir- 
cuit. They are now connected to dry 
cells, that I want to discard. What kind 
of apparatus must I have? I want some- 
thing simple that I can make myself. 
Can ordinary dry batteries be recharged 
on direct current?—J. A. B., Chicago. 


Substitute the 220-volt circuit with a 
220-volt incandescent lamp in series for 
the dry batteries as the source of current. 
The lamp reduces the voltage at the bell 
to approximately what it is designed for. 
To prevent arcing at the bell contacts, a 
high-resistance shunt should be con- 
nected across them; a small coil of Ger- 
man silver wire, wound non-inductively, 
will suffice. Dry batteries cannot be re- 
charged with any practical success. as the 
chemical action occurring therein is re- 
versible with only- a very low efficiency. 
When such a cell is exhausted it is much 
cheaper to throw it away and buy a new 
one than to expend any effort to re- 
charge it. 


RaTING OF OPEN AND ENCLOSED Mo- 
tors.—A number of shunt motors that I 
have noticed are rated at so many horse- 
power and so many amperes “closed” and 
so many horsepower and amperes “open.” 
What is the meaning of these terms as re- 
gards such motors?—M. A. L., Peoria, Il. 

When a motor. is operated with the 
ordinary open frame there is much better 
ventilation of its windings than when the 
motor is more or less housed in or en- 
closed. In the latter case a smaller cur- 
rent will produce the same temperature 
rise of the conductors than a considerably 
larger current produces in an open motor. 
For this reason some manufacturers have 


a lower nominal rating for their “en- ` 


closed” motors than they have for the 
same motors in an “open” framework. 


Arromatic Track SwrrcH.—Kindlv 
explain the operation of the automatic 
ctreet-car switches used on the South Side, 
as, for instance, the one at 18th Street 
and Wabash Avenue.—H. D., Chicago. 


About sixty feet back of the track 
switch there is installed on the trolley 
wire an inverted trough with separate 
side contacts adapted to be engaged by 
the rims of the trolley wheel. The trol- 
Jey wire is carried over this trough and 
is connected with one of the contacts 
through the coil of a relay mounted ver- 
tically on the trolley pole at the curb 
line. The contacts on the opposite side 
of the trough connect to the armature of 
the relav through a high resistance and 
fuse (not shown in the accompanying 


diagram). To the contacts engaged by 
the relay armature are connected the ter- 
minals of the two half windings of a 
solenoid, the core of which acts on the 
tongue of the track switch through a lever, 
the whole being mounted in a sealed box 
embedded between the rails. 

When the motorman, in approaching 
the switch, allows the car to coast with 
his controller “off,” the trolley wheel con- 
nects the opposite contacts in the trough, 
establishing a circuit through the relay, 
the high resistance, the armature of the 
relay, the lower contact and half the 
solenoid winding to ground. This cur- 
rent is not strong enough to actuate the 
relay, and therefore its armature remains 
on the lower contact, sending the current 
through the left half of the solenoid, and 
moving the switch to one side. When 
the motorman approaches the switch with 
the controller “on” the first or second 
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AUTOMATIC TRACK SWITCH. 


point, the current through the relay is 
much stronger than before, since it finds 
a path of low resistance through the mo- 
tors; the armature is therefore drawn up, 
and this sends current through the right 
half of the solenoid and throws over the 
switch. A strong spring in the track box 
aids in throwing the switch and holds it 
in locked position. This type of auto- 
matic switch is called the Chatham elec- 
tric track switch. 


SMALL GASOLENE- DRIVEN LIGHTING 
TLant.—(1) In reading the article on 
“Lighting Country Homes by Private 
Electric Plants.” that appeared in the 
WESTERN ELECTRICIAN of October 24, it 
was not clear to me whether the lights 
ean be run directly from the dynamo while 
charging the battery. (2) If a person 
had a 110-volt dynamo, could he not use 
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that by cutting in proper resistance while 
charging the battery? (3) Is it good 
policy to put the dynamo on a concrete 
foundation without putting a layer of 
wood between the machine and the foun- 
dation? (4) With the size of engine 
mentioned in the article (two horse- 
power) would it be necessary to have 
heavy fly-wheels on the engine to give 
steady speed or would a small marine en- 
gine do?—B. E. M., Seattle, Wash. 

(1) The diagram of connections, shown 
in Fig. 5 of the article referred to, does 
not provide for running the lights from 
the dynamo when charging the battery 
except by closing switch s while s is 
down. During the battery charge the dy- 
namo voltage is thirty to forty volts; this 
is pretty strong to put on twenty-five-volt 
lamps. The plant has been designed to 
be of as simple design as possible, there- 
fore auxiliary apparatus to permit the 


object desired has not been contemplated. — 


However, a rheostat of low resistance and 
large current capacity could be inserted 
in the lighting circuit above s to cut 
the voltage down to twenty-five volts; it 
would have to be adjusted from time to 
time as the generator voltage was raised 
and the number of lights changed. (2) 
The use of a rheostat with a 110-volt dy- 
namo to supply twenty-five-volt lights or 
a thirty to forty-volt battery is not ad- 
visable, as there would be too great an 
energy loss in the rheostat; in fact, two 
gr three times as much energy being con- 
verted to heat as would be usefully em- 
ployed. The rheostat, too, would have 
to be quite large and expensive in first 
cost. (3) A dynamo can be put down 


directly on the foundation if it is well 


bolted down to make it free from the en- 
gine vibrations. If the dynamo and en- 
gine are on the same foundation, a layer 
of wood would tend to deaden the vibra- 
tions. (4) Fairly heavy fly-wheels should 
be provided to give uniform speed. For 
this service specially-designed engines are 
now on the market. 


CONSTRUCTION OF CONDENSERS.—Cer- 
tain condensers used in wireless telegraphy 
have, I have noticed, a dead or discon- 
nected conducting plate inserted midway 
between the active conducting plates. 
What effect does this arrangement have 
on the capacity of the condenser ?—F. D. 
M., Uvalde, Texas. 

The capacity of a condenser varies in- 
versely as the square of the distance sep- 
arating the plates. Thus if the dielectric 
and area of the plates remain the same 
and we are to halve the distance between 
them, the capacity of the condenser will 
be fourfold its original value. Agam, 
two similar condensers connected in series 
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have a combined capacity half that of 
either. It is evident that in the case of 
two “active” plates between which is a 
free or disconnected conducting plate, we 
have two condensers in series, either one 
of which would have four times the ca- 
pacity of that between the two outside 
“active” plates, since its plates are at only 
half the distance. Thus the net increase 
in the capacity of the condenser has been 
to double its effective capacity, without 


decreasing the actual dielectric distance 


between the connected plates, which de- 
termines the breakdown point of the con- 


denser. 
ede 


BOOK REVIEW. 


“Heating and Ventilation,” by Charles 
L. Hubbard. Chicago. The American 
School of Correspondence. 7x10 inches. 
221 pages. Cloth. Supplied by the Elec- 
trica] Review and Western Electrician for 
$1.50. 


This volume was designed and written 
for purposes of self-instruction and home 
study. For this reason the language, and 
the explanations of the various apparatus 
and processes followed in heating systems 
are simpler than is usually the case in 
text-books. The book is divided into 
three parts, entitled, respectively, “Sys- 
tems of Warming;” “Indirect Steam 
Heating,” and “Vacuum Systems.” 

The first part describes the various 
systems in use, including the common 
hot-air furnace and direct steam-heating 
systems. This part is rather elementary 
in character and presents numerous illus- 
trations of forms of apparatus, methods 
of piping and details of construction. 
The calculations necessary for the proper 
design of a heating system, both as to 
heating surfaces and the radiating sur- 
faces of rooms or buildings, are i aa 
in a clear and simple manner. 


Part IJ, dealing with indirect steam 


heating, hot-water heating and exhaust- 
steam heating, covers much the same 
ground in relation to these systems as does 
Part I, in regard to the systems there dis- 
cussed. The same may be said of Part 
IIT, dealing with vacuum heating. Tem- 
perature regulation is described in this 
section, and a short note is appended on 
the care and management of apparatus. 
The book contains much information of 
value to the student, although he is re 
quired to take much for granted. In- 
formation is not given as to the derivation 
of the rules or Jaws laid down in the work, 
and the student will have to go to other 
sources to find them. However, tiese 
rules and laws, together with the tables 
accompanying them, are conservative in 
their values and well on the side of good 
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Thirteenth Annual Meeting and Banquet, 
| December 11. 

The thirteenth annual] meeting and din- 
ner of the Electrical Trades Association 
of Chicago was held in the banquet hall 
of the Chicago Athletic Association on 
Thursday evening, December 11. An ex- 
cellent menu was discussed, Thomas I. 
Stacey, treasurer of the Electric Appli- 
ance Company, acting as toastmaster. 
Addresses were made by B. E. Sunny, 
president of the Chicago Telephone Com- 
pany; Albert H. Elliott, secretary of the 
Pacific Coast Electrical Trades Associa- 
tion; James J. Barbour, of the Chicago 
Bar; A. O. Kuehmstedt and F. M. Pierce. 
William A. Browne, president of the asso- 
ciation, introduced the toastmaster. Dur- 
ing the progress of the banquet a number 
of old songs were sung, led by the master 
chorister, Harry R. Parsons. 

A very pleasant feature of the dinner 
was the rendition by A. O. Kuehmstedt, 
in a fine tenor voice, of an original song 
to the tune of “Tllinois,” interpolating a 
sketch on “Mr. Vose.” Toastmaster 
Stacey read a poem which he had com- 
posed himself as a tribute to James Wolff, 
National Representative of the association, 
but who was unfortunately absent. Those 
present insisted upon hearing Mr. Stacey’s 
effort, which was received with the great- 
est enthusiasm : 


Whose “‘glad hand” is always out 
With welcome warm, and hearty shout? 
Sunny Jim, Sunny Jim, 


Who has the car that always motes 
As many friends around he totes? 
Sunny Jim, Sunny Jim. 


Who has the tickets to the show 
Where willing buyers gladly go? 
Sunny Jim, Sunny Jim. 


Who is it shows the boys the town 
When strictly business brings them down? 
Sunny Jim, Sunny Jim, 


Who is it travels ‘‘down the line,” 
But comes back smiling fresh and fine? 
Sunny Jim, Sunny Jim, 


Who has the Hines that always sell, 
And their good points, who knows so well? 
Sunny Jim, Sunny Jim, 


Who is it takes the orders in 
When others say that trade is thin? 
Sunny Jim, Sunny Jim. 


Who is it smiles and winks his glim 
When rivals try the axe on him? 
Sunny Jim, Sunny Jim. 


Who is it brings about a truce 
When all the rest would raise the deuce? 
Sunny Jim, Sunny Jim. 


Who is it smooths the troubled way 

When others say there's “hell to pay?” 
Sunny Jim, Sunny Jim. 

My song is sung—My muse is dim, 

Step lively. boys, the treat’s on him. 
Sunny Jim, Sunny Jim. 


The report of Secretary-Treasurer Fred- 
eric P. Vose showed that the present mem- 
bership is 201, as compared with 188 a 
vear ago. There were handled during the 
vear 4,315 listings, as compared with 
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3,106 last year, making a total of 19,680 
since the organization of the association 
in 1896. Last year there were 3,318 set- 
tlements effected. The Executive Com- 
mittee had declined to act on only thirty- 
four complaints because of disputed ac- 
counts. 

The election of officers resulted as fol- 
lows: President, William A. Browne, 
M. B. Austin Company; vice-president, 
F. M. Pierce, Manhattan Electrical Sup- 
ply Company; Executive Committee ‘(to 
serve until 1911), H. R. Parsons and 
F. M. Horton; national representative, 
James Wolff. 

Se 
Wilmington Electric Company Awards 
Prize of House-Wiring. 

The Wilmington (Del.) City Electric 
Company recently held an exhibition at 
its salesrooms and offices, 603 Market 


‘Street, and during the exhibition each of 


the callers at the salesrooms was requested 
to register. At the conclusion of the reg- 
istration the names were all placed on 
small cards, put into a box and well 
shaken. J. Berndt, who is in charge of 
the specialty department, for the com- 
pany, stepped to the door and called in 
a small boy from the street, and the lad 
drew three of the checks, the third to be 
the one bearing the reward, which was 
tendered to G. Brown, 510 East Ninth 
Street. 

As a result, Mr. Brown will have the 
privilege of having his house wired to the- 
extent of $25 worth of material and work. 
Had his home been already wired he 
would have had the privilege of selecting 
the best table, or standing lamp in stock 
in the store. The award was conducted 
in the front window of the establishment, 
and the spectators witnessed the action 
with interest. 
eo 
Electrotherapeut'c and Radiology Con- 

vention. 

A convention devoted to the medical 
and scientific professions will be held from 
Tuly 6 to July 9, next year, at the Uni- 
versity of London, England, to discuss 
the most recent developments in electro- 
therapeutics and radiology. Exhibits of 
apparatus and appliances will be made, 
and the object of the conference and ex- 
hibition will be to attract the attention of 
the medical profession generally to the 
developments of these branches of science. 
The organizing secretary is Ernest Scho- 
field, 11 Chandos Street, Cavendish 
Square, London, W. C., England. 
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HISTORY OF AXLE LIGHTING. 


BY W. L. BLISS. 


Axle lighting is as. old as any form of 
electric lighting ever suggested ‘for or ex- 
perimented with upon railroad cars. It 
is older than the head-end steam system, 
and dates back to within less than half 
a dozen years of the commercial births of 
the incandescent lamp and the storage bat- 
tery, while the first practical and com- 
mercial dynamo is not more than a dozen 
years older than the first proposition to 
light a railroad car with an- axle-light 
system. It is the intention of the writer, 
not so much to compile a thoroughly ac- 
curate chronological record of this art, nor 
to discuss in detail the various schemes 
that have been brought forth from time 
to time, but to deal more particularly with 
the development of methods and princi- 
ples, leaving the minor details to be dis- 
covered and discussed by those who are 
interested in the subject. es 

The patent history of axle lighting is 
quite voluminous, several hundred patents 
having been issued to various American 
inventors alone for their improvements 
in axle-lighting apparatus, while numer- 
ous foreigners have protected their inven- 
tions in the United States. The earliest 
English patent that the writer has been 
able to obtain upon this subject is No. 
5316 of 1881, issued to Richard Lay- 
bourne, in which the broad principle of a 
generator driven from a car axle and used 
in connection with incandescent lamps and 
a storage battery, was applied to the light- 
ing of a railroad car. As he names the 
four essential elements of any axle-light- 
ing system, this patent certainly must be 
regarded as fundamental. 

As far as the writer has been able to 
discover through the records of the Patent 
Office, the oldest man in the axle-light 


business who is still actively engaged in 


this work, is Morris Moskowitz. The next 
oldest, in point of years devoted to this 
art, is Patrick Kennedy, while the writer 
believes that he himself is entitled to third 
place. 

The writer believes that the first incor- 
porated company to exploit axle lighting 
in the United States was the National 
Electrice Car Lighting Company, of which 
Morris Moskowitz was the electrical engi- 
neer. This company is no longer in ex- 
istence, but has been absorbed by the Con- 
solidated Railway Electric Lighting and 
Equipment Company, which is still very 

‘Abstract of a paper read before the Assocla- 


tion of Car Lighting Engineers at the conven- 
thon in Chicago on November 16. 


_the system. 


much in existence and which has absorbed 
and taken over a number of companies 
identified with axle lighting. Mr. Ken- 
nedy began his active career with the 
American Railway Electric Light Com- 
pany, which likewise has been absorbed 
by the Consolidated Railway Electric 
Lighting and Equipment Company. ‘The 
writer began his stormy career, not with 
any company, but between two companies, 
the American Railway Electric Light 
Company and the Lewis Electric Com- 
pany. Both had their births in the fac- 
tory of the Riker Electric Motor Com- 
pany, of Brooklyn, N. Y., where the 
writer was employed in the humble ca- 
pacity of chief enginer, head draftsman, 
office boy, guest entertainer and general 
utility man. These were the early days 
of axle lighting. Many were the schemes 
propounded and many were the disappoint- 
ments encountered. But with these small 


- beginnings, the writer believes that today 


we are on the verge of a great era of axle 
lighting, and that many of those who were 
pioneers in this early work and assisted 
in its development will yet witness the 
triumph of this wonderful art. It has 
been fascinating to all those who have 
engaged in it, and while enormous sums 
of money have been spent in its develop- 
ment without corresponding returns, the 
writer believes that the day is not far dis- 
tant when those who have created and 
developed this industry will reap the bene- 
fit of their exertions. 

As mentioned in the patent history 
above, the essential elements of an axle- 
lighting system are a revolving axle, a 
generator driven thereby, a set of storage 
batteries and some incandescent lamps. 
This sounds very simple and easy of ap- 
plication, but twenty-eight years have 
elapsed since this proposition was first 


propounded. In all that time, axle-light - 


apparatus has not become as standard as 
automobiles, although it is probably more 
standardized than flying machines. It 
was early seen and appreciated that more 
apparatus would be needed than the four 
elementary pieces already mentioned. 
Beginning with the axle, there has prob- 
ably been quite as much ingenuity and 
both useful and useless effort expended 
upon methods of driving the generator as 
there have been upon any other parts of 
The earliest practical method 
of driving the generator was by means of 
a belt, the generator being mounted di- 
rectly upon the body of the car. This 
method was applicable and feasible in 
England, where cars with rigid trucks were 
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almost exclusively the rule, and even today 
this method continues to be the favorite 
in England on rigid truck cars and has 
even been extended to swinging or bogie- 
truck cars in England, the United States 
and a great many other countries. The 
body-mounted belted generator was cer- 
tainly the pioneer, and it has not been en- 
tirely supplanted at this date. All sorts 
of methods have been devised for main- 
taining the tension of the belt. Idlers of 
all kinds, double, single and multiple, 
have been suggested and experimented 
with. All kinds of supports and mount- 
ings for the generators have been devel- 
oped. They have been pivoted on the top,. 
pivoted on the bottom, placed on rollers 
and supported on slides, while means for 
producing resilient tension have con- 
sisted of spring, gravity, compressed air, 
magnetic, vacuum, hydraulic, centrifugal 
and various other kinds of devices, We 
also find that it has been the intention of 
some inventors to allow their belts to slip, 
others to keep them from slipping, while 
most inventors have generally succeeded 
in developing a method of maintaining the 
tension on their belts that has acted ex- 
actly the opposite from what they in- 
tended. In most cases where it was in- 
tended that the belt should slip, it has 
generally stuck fast and driven with great 
vigor. In cases where it was intended 
that the belt should stick, it has slipped 
most provokingly. 

It will be impossible to relate the vari- 
ous troubles that have developed in simply 
the means for maintaining belt tension. 
To obviate the difficulties in maintaining 
proper belt tension, schemes have been de- 
veloped whereby the tension could be ad- 
justed by an attendant in the car. Auto- 
matic devices for varying the tension of 
the belt to compensate for wear in bear- 
ings, stretch in the belt, etc., have been 
designed which have contained as much 
machinery in the shape of motors, worms, 
gears, limit switches and the like, as 
would be found in a complete and modern 
axle-light equipment. 

When we consider, however, the ques- 
tion of driving the axle generator in con- 
nection with the problem of taking care 
of its polarity, the task of the historian 
becomes Herculean. To describe the 
double-belt systems, using open and 
crossed belts, the shifters for changing 
from one belt to the other, the ratchet 
schemes for allowing one belt to drive in 
one direction and the other in the other 
direction; to describe the countless meth- 
ods of maintaining constant speed by 
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means of belt combinations with cone pul- 
leys of the Evans type, flyball governors, 
revolving oil tanks, sliding collars, drums, 
worms, back gears and sundry similar 
schemes, would occupy too much time and 
be altogether uninteresting. | 
There have been one or two fairly good 
propositions brought forward for main- 
taining motion of the generator after the 
train comes to a stop. The best of these 
schemes, it seems to the writer, was that 
employing an air compressor driven from 
the axle, which stored air in a tank and 
in turn operated an air-driven engine con- 
nected to the generator. The efficiency. 
of such a system could not be high, but 
it at least has the virtue of being a means 
of storing energy without employing a 
storage battery. While schemes of this 
kind evoke perhaps a smile, they are really 
no farther from being adopted by prac- 
tical railroad men than many of the other 
apparently more feasible schemes that 
have been advanced from time to time. 
The early methods of gear drive were 
all designed to overcome the difficulty that 
arose from the fact that the distance be- 
tween the center of the axle and the center 
of the generator continually varies unless 
the generator frame be journaled upon the 
car axle in the manner adopted in all mod- 
ern street-railway motors. The only parts 
cf a railroad truck that maintain any kind 
of a fixed relation with the axle are the 
journal boxes and equalizer bars, and even 
these do not maintain a strictly constant 
relation. The equalizer bars were early 
employed to secure the bearings for a gear 
which might in turn engage with a gear 
upon the axle, and from the gear mounted 
upon the equalizers, a connection was car- 
ried to the generator, either inside of the 
car or upon the track. The writer’s earliest 
experience with an axle generator was with 
one of this type wherein the generator was 
located inside of the car above the truck 
and a telescopic shaft with two universal 
joints transmitted the motion from the 
gear mounted upon the equalizer bars to 
the generator inside of the car. Compli- 
cated as this construction may seem, it 
is exactly, in all respects, the standard 
form of transmission found in the best 
automobiles today, and there isn’t any real 
reason why a system of transmission such 
as is employed on automobiles should not 
be used for operating an axle generator. 
Developments have not taken that trend, 
and it is doubtful whether anything fur- 
ther will be developed in this line. 
Several other types of direct gearing 
have been developed and experimented 
upon. Probably the best known of these 
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methods were the false-sleeve system of 
Biddle and Kennedy, and the hollow-shaft 
system of the writer. Both of tnese 
systems aimed to accomplish the same 
purpose. In the former device the false 
sleeve was mounted upon the axle, and 
upon this sleeve the proper journals were 
turned and the proper gear seat finished 
for making a veritable street-railway 
mounting, the idea being to take the 
rough axle as it was found and leave it 
in the same condition, no tooling or ma- 
chining of the rough axle being permissi- 
ble. It is the writer’s belief that, if the rail- 
roads had met the problem of axle light- 
ing in a more liberal manner and had had 
special axles prepared, as in street-railway 
practice, axle lighting would have been 
developed, so far as the generator is con- 
cerned, a great deal earlier, although it 
must be said that generators mounted in- 
side of the truck have the great disad- 
vantage of inaccessibility, and steam rail- 
roads are not prone to furnish inspection 
pits for facilitating the care and inspec- 
tion of axle-light apparatus. 

The direct-gear system, devised by the 
writer, differed from that of Biddle and 
Kennedy in that none of the weight of the 
machine was carried upon the axle. The 
hollow shaft surrounded the axle, but did 
not touch it. Motion was communicated 
by a flexible though positive connection 
from the axle to the hollow shaft, and 
upon the hollow shaft was mounted a gear 
which drove the generator pinion. The 
bearings for the hollow shaft had to be 
considerably larger than in the case of the 
Biddle and Kennedy arrangement, but the 
machine had the advantage that it rode 
upon the truck frame and was free from 
the direct shock communicated by the axle 
in the Biddle and Kennedy device. Both 
these arrangements were developed on ‘a 
commercial scale and went into actual 
service; it is the writer’s belief that a few 


of them can be found in commission today. 
{To be concluded.] 


ede 
New York State Public Service Commis- 
sion Notes. 

The report of the gas-meter tests by 
the New York Public Service Commission 
for November shows that during that time 
30,126 meters were tested, of which nine 
per cent of the meters complained of were 
correct, fifty-seven per cent fast and 
thirty-four per cent slow. Of the total 
fast meters, thirty-six per cent were two 
per cent or more fast; and of the slow 
meters, ten per cent were more than two 
per cent slow, leaving fifty-four per cent 
within two per cent of normal. 
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The report shows that forty-seven elec- 
tric meters were tested, of which 76.5 per 
cent were within four per cent of normal, 
8.5 per cent were four per cent or more 
slow, and fifteen per cent were four per 
cent or more fast. 

The Public Service Commission has de- 
cided to requisition the Board of Estimate 
and Apportionment for $987,500 to de- 
fray the expenses of the Commission for 
the calendar year 1909. This compares 
with $1,095,000 for the present year. 

The Public Service Commission, Sec- 
ond District, has issued an order to all 
railroad companies, requiring them to file 
with the Commission, on January 1, a 
statement as to the methods employed by 
corporations respecting the transmission, 
filing, arrangement, and the checking at 
stations of schedules showing rates, fares 
and regulations applying to the trans- 
portation of passengers and property. 


ede 
Comparison of the Working Costs of 


Small Arc Lamps and High-Candle- 

Power Osram Lamps, 

A recent number of the Elektrotech- 
nische Zeitschrift contains an article by 
H. Remané, dealing with this subject. Th 
appears that the Auer Company is turn- 
ing out osram lamps of 200, 300 and 
400 candlepower, suitable for burning on 
circuits whose voltage lies between 110 
and 130 and between 200 and 270 volts. 
These lamps have a life of about 800 
hours, the candlepower diminishing five 
or six per cent in that time. The ratio 
of the mean hemispherical illumination 
to. the mean horizontal illumination is 
about 0.82, and the efficiency is about 
1.33 watts per candlepower. These lamps, 
when used for interior lighting, are fitted 
with a reflector, and when employed out- 
side, with both a reflector and clear-glass 
globe, the figures for efficiency then be- 
come 0.98 and 1.05 watts per candle- 
power, respectively. The results obtained 
of the cost of energy with different types 
of lamp and by different observers, taking 
the cost of current to be four-and-one- 
half pence per unit, are given in the tables 
below: 


Table [.—Consumption in Watts per Candlepower 
for Direct-Current Enclosed Are Lamps. 


Amperes. Remané. A. E. G. S. S. W.» 
3 2.1 1.01 1.05 
4 1.7 0.95 0.9 
5 1.5 0.84 0.86 
6 1.4 PE 0.93 


Table II..—Upkeep Cost in Pence per Hour per 
1,000 Candlepower. 


Osram Lamps. Are Lamps. 
Amperes Remané., Remané, A. E.G. 
2 4.65 aa de be 
3 4.65 9.6 4.7 
4 4.65 7.7 4,4 
ie 7.7 3.8 
6 6.2 a 


*Siemens-Schuckert Werke. 
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Electricity Versus Steam for Trunk- 
- Line Operation. 

In the New York Times of November 
29, William J. Wilgus, under whose direc- 
tion the electrification of the terminal 
zone of the New York Central & Hudson 
River Railroad Company was inaugurated 
and carried well to completion, has writ- 
ten interestingly on the probability of the 
general electrification of main lines. Mr. 
Wilgus says: 

“While many of those who are engaged 
in the practical application of electricity 
to the art of transportation naturally hes- 
itate to prophesy on what the future may 
bring forth, they may at least venture the 
expression of a desire for that which they 
would like to see accomplished in the field 
of invention. 

“The successful substitution of electric- 
itv for steam in terminals in large cities 
has stimulated the curiosity of the public 
as te the rapidity with which the change 
will spread, until that well-tried friend of 
eighty years’ standing, the steam locomo- 
tive, will be relegated to the museum. 
Statements have been made that ten years 
will see this revolution accomplished, but 
it is perhaps needless to say that they are 
groundless. 

“The early electrificaton of steam rail- 
- roads in great centers of population is in- 
evitable, because the demand of the public 
for the removal of the disagreeable fea- 
tures incident to the use of the steam loco- 
motive is reinforced by the benefits that 
will accrue to the railroads in increased 
earning capacity and the possibilities of 
economies that will at least tend to offset 
the interest charges on the cost of the 
change. Away from the large cities the 
prospects for the eclipse of the steam loco- 
motive are very remote, pending the per- 
fection by the inventor of devices that 
will substantially reduce the cost of in- 
stallation and thereby minimize the bur- 
den of additional fixed charges. For in- 
stance, with the direct-current third-rail 
system the cost of distribution of electric 
power is large owing to the need of expen- 
sive substations for the conversion of high- 
pressure alternating current, so well suited 
for economical transmission to the low 
voltage direct current for working pur- 
poses in the third rail and motors. At- 
tempts to escape this expense by the use 
of the overhead alternating-current sys- 
tem have not been entirely successful 
where adopted on trunk lines, as the sav- 
ing in substations has heen offset by the 
greater weight and cost of electric loco- 
motives, and by unreliability of operation. 

“This question of comparative cost and 


.ances. 
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reliability is the real point at issue in the 
warfare that has been hotly waged for the 
past five years over the relative merits of 
these two systems. Until this dispute 1s 
definitely settled no great progress can 
be expected in the general application of 
electricity on steam railways. 

“Apart from the substantial reduction 
in the costs of installation of electricity on 
steam railroads that will follow a satisfac- 
tory solution of the problems of the rival 
system there are a number of other oppor- 


tunities for advance in the art. ` For in- 


stance, the development of  waterpow ers 


and the utilization of cheap fuel at the 


mines, combined with an extended per- 
missible radius of transmission, will all 
tend to lower the costs of current to pros- 
pective users at remote points. ' Then, too, 


improvements are constantly being, made 
in power station design by minimizing the 


losses accompanying the conversion of fuel 
into energy. The simplifying of signal 
systems so as to reduce the cost on elec- 
trified steam railways is also an important 
item. The necessary safeguards for pro- 
tecting the movement of heavy trains at 
short intervals on electrified trunk lines 
are now very expensive and one of the 
principal handicaps to the widening use 
of electricity. 

“The high first cost and the expense of 
maintenance of batteries now preclude 
their more extensive use for insuring reli- 
abilitv of train service and lessened cost 
of operation. Their improvement will not 
only overcome that obstacle, but will also 
make more practicable the use of electric 
locomotives that will be non-dependent 
on third rails and overhead conductors, 
particularly in yards and terminals. 

“It is hoped that in the early future the 
question of the preferential electric sy stem 
for adoption on steam railways will be con- 
clusively settled, and that improvements 
in the generation, transmission and conver- 
sion of current, and in signals and rolling 
stock, with due regard for safety and re- 
liability, will largely reduce the cost and 
increase the efficiency of electrical appli- 
When that time comes the steam 
locomotive may well look to its laurels.” 

Mr. Wilgus is chairman of the Board 
of Advisory Engineers of the Detroit 
River tunnel of the Michigan Central 
Rai'road, and is prominently identified 
with a number of other large industrial 
organizations. He is the head of the 
Amsterdam Corporation, which is seeking 
powers to build and operate an extensive 
system of electrically-operated freight tun- 
nels, serving the water-front and ware- 
house districts in New York citv. 
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Armour Institute Branch, American In- 
stitute of Electrical Engineers. 


On December 3 the Armour Institute of 
Technology Branch of the American In- 
stitute of Electrical Engineers held a well- 
attended meeting, the topic of the evening 
being the presentation and discussion of a 
paper by Tracy W. Simpson on “The Al- 
ternating-Current, Single-Phase, Commu- 
tator Motor.” 

` A large number of commutator motors 
of various forms, as developed both in this 
country and in Europe, were described 
in considerable detail and a brief explana- 
tion made .of the principle of design 
of each type. Each type of motor was 
studied from the standpoints of commuta- 
tion of load component of current, com- 
mutation of short-circuit component of 
current, rotor reaction, power-factor, 
torque per volt-ampere, and ability to op- 
erate on direct current. 
= The various methods of improving op- 
eration along these lines, as exemplified 
in the various types of motors, were con- 
sidered in some detail. In addition to ex- 
plaining many of the complex phenomena 
of operation, the new method of improv- 
ing power-factor, consisting of an auxil- 
iary winding on the exciting field con- 
nected as a shunt across the mains, was 
illustrated by means of vector diagrams. 
This method is due to Osnos, of the Fel- 
ten and Guilleaume-Lahmeyer Werke. At- 
tention was called to the superior operat- 
ing characteristics of the series repulsion 
motor as well as to the general improve- 
ment attainable by motors having both 
stator and rotor power. It was stated that 
this motor compared unfavorably with the 
compensated series type employing resist- 
ance leads for long continued overloading 
at starting, such as would be occasioned 
by the wheels of a locomotive being locked 
from too heavy trailing load. 

A very interesting set of diagrams, Te- 
produced herewith, was shown of the cir- 
cuits of most of the motors described. All 
the diagrams apply to two-pole motors 
with uniform gap reluctance. The energy 
axis is shown vertical, the exciting axis 
horizontal. In the brief synopsis of the 
various diagrams given below the follow- 
ing abbreviations are used: “Compen- 
sated’—in which the pulsating rotor Te- 
action along the energy axis is completely 
damped; “neutralized”—in whieh the 
electromotive force due to the alter- 

nating field in the short-circuited coil 
undergoing commutation is balanced ; 
“rotor power’—that introduced into the 
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rotor by conduction; “stator power”’— 
that introduced into the rotor by induc- 
tion from the transformer winding on the 
stator; “rotor field”—exciting field from 
the rotor, the flux from which is not com- 
pensated on the exciting axis; “stator 
field” —exciting field from the stator coils, 
fed either by conduction or induction; 
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nating-current counterparts and derived 
forms. 

Fig. 1.—Stator field, compensated by 
changing reluctance from uniform value, 
i. e., projecting poles not neutralized. 

Fig. 2.—Stator field, compensated, or 
neutralized and compensated, by counter 
field on energy axis. 


CIRCUIT DIAGRAMS ILLUSTRATING MOTOR CHARACTERISTICS. 


“series motor’—having the field in series 
with the energy current of the rotor; “re- 
pulsion motor’—having stator power and 
hence two fluxes of ninety degrees space 
and time phase and of comparable magni- 
tudes. 

The first four diagrams relate to di- 
rect-current series motors, since an under- 
standing of the action of these types is 
useful as an aid to analyzing their alter- 


Fig. 3.—Rotor field, compensated, or 
neutralized and compensated. 

Fig. 4.—Rotor field, operates due to 
partial compensation along energy axis. 

The following six diagrams illustrate 
common types of alternating-current series 
motors; the names given are those of the 
inventor or manufacturer: 

Fig. 1.—Stator field, compensated by 
high reluctance along energy axis; Finzi. 
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Fig. 2.—Stator field, conductively com- 
pensated ; Lamme (Westinghouse Electric 
and Manufacturing Company). 

Fig. 5.—Stator field, inductively com- 
pensated ; Eickemeyer. 

Fig. 6.—Stator field, conductively com- 
pensated and neutralized; Oerlikon Ma- 
schinenfabrik. 

Fig. 7.— Stator field, conauctively com- 
pensated and neutralized; Siemens- 
Schuckert Werke. 

Fig. 8.—Stator field, conductively com- 
pensated, resistance shunt to field; McAl- 
lister. ° 3, 

The following seven diagrams illustrate 
various types of alternating-current repul- 
sion motors: 

Fig. 9.—Stator field, stator power, con- 
ductively compensated ; Atkinson. 

Fig. 10.—Stator field, rotor power, in- 
ductively compensated, not a true repul- 
sion motor. 

Fig. 11.—Rotor field, stator power, con- 
ductively compensated; Latour (Felten 
and Guilleaume-Lahmeyer Werke). 

Fig. 12.—Same as Fig. 11, for high 
voltage. 

Fig. 13.—Rotor field, stator power, con- 
ductively compensated; Winter-Eichberg 
(Allgemeine Elektrizitiits Gesellschaft). 

Fig. 14.—Same as Fig. 13, for high 
voltage. 

Fig. 15.—Rotor field, stator power, con- 
ductively compensated on energy axis, 
original repulsion type; Thomson. 

The last three diagrams show motors 
having both stator and rotor power. 

Fig. 16.—Stator power by over-com- 
pensation, excess current thus occasioned 
is short-circuited; rotor power by series 
method (Fig. 2); Alexanderson type at 
starting; General Electric Company 
(1907). 

Fig. 17.—Stator power by action simi- 
lar to Fig. 9 if field of latter be in rotor 
circuit, this is only action with moving 
contact at A; rotor power by series 
method similar to Fig. 5, this is only ac- 
tion if moving contact is at B; Alexan- 
derson type at running points; General 
Electric Company (1907). 

Fig. 18.—Combination of Figs. 9 and 
10, depending on position of contact, 
stator power only with contact at A; ro- 
tor power only with contact at B; both 
actions repulsion method; Felten and 
(uilleaume-Lahmeyer Werke. 

There were also described several motors 
having constant speed characteristics, such 
as the Wagner, Schiiler and Fynn types. 
These are not illustrated in the diagrams, 
however. 
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ALTERNATING CURRENTS AND 
THEIR APPLICATIONS. 


BY EDSON R. WOLCOTT. 


CHAPTER II. (Part II.)—RoTatTine 
MaGnetic FIELDS. 


ADVANTAGES OF ROTATING-FIELD ALTER- 
NATORS. 

From the point of view of simplicity of 

construction and economy of operation, 


FIG. 48.—ALTERNATOR WITH DIRECT- 
CONNECTED EXCITER. 

there are advantages in rotating the mag- 
netic poles rather than the armatures of 
alternators. Better mechanical construc- 
tion, as well as more perfect insulation of 
the armature windings, is attained in this 
way, and no collecting rings for the gen- 
erated current are necessary. 

This type of alternating-current gen- 
erator has almost entirely displaced the 
revolving-armature type, except in the 
case of some small alternators. The large 
machines, of which an example is shown 


FIG. 49.—REVOLVING FIELD STRUCTURE. 


in Fig. 47, are invariably of this type. 
The alternator illustrated is a 6,600-volt 
generator, to be connected directly to the 
prime mover. It has a capacity of 4,000 
kilowatts. 
DETAILS OF A ROTATING-FIELD 
ALTERNATOR. 
In Fig. 48 is shown a 105-kilowatt re- 


volving-field alternator, having a direct- 
connected exciter, and arranged for direct- 
connection to an engine. The revolving- 
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generates a direct current to supply the 


field coils. 
Fig. 53 shows the method of winding 


FIG. 47.—4,000-KILOWATT, 6,600-VOLT REVOLVING-FIELD ALTERNATOR. 


field structure is shown in Fig. 49, while 
a more detailed view of the field coil and 


laminated pole-piece is disclosed in Fig. 
50. 


C 


FIG. 50.—LAMINATED POLE-PIECE AND 
EDGE-WOUND FIELD COIL. 


The alternator frame, illustrated in 
Fig. 51, shows the armature windings on 
the inner side. In the rear are the coils 
and frame of the magnetic field of the 


FIG. 51.—ALTERNATOR FRAME AND 
EXCITER FIELD. 


exciter, the armature of which is illus- 
trated in Fig. 52. This is mounted on 
the shaft close to the revolving field and 


the separate armature coils, which are 
shown aseembled in place in Fig. 51. 
A detailed view of the arrangement of 


FIG. 62.—EXCITER ARMATURE. 


the armature coils of a 500-kilowatt alter- 
nator of the revolving-field type is shown 
in Fig. 54. | 
EXCITATION. 
Most generators of this type are sep- 
arately excited. In some cases the exciter 


FIG. 53.—ARMATURE COILS. 


armature is mounted on the same shaft 
with the field coils, as already shown in 
Fig. 48. With large generators, the ex- 
citers are usually belted either to the al- 
ternator or directly to the prime mover, 


— 
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or may be driven by a separate engine or 
motor. The electromotive force of the 
exciter is usually about 125 volts. 

COMPOSITE EXCITATION OF REVOLVING- 
| FIELD ALTERNATOR. 

In sizes below 100 kilowatts capacity 
it is customary to build machines with 
composite field windings, as illustrated in 
Fig. 55. G represents the alternator and 
D the direct-current exciter. Y is the 
shunt-wound field coil of the exciter and 
X the series coil. The shunt winding 
contains the rheostat, r, while another 


FIG. 54.—STATOR FRAME, SHOWING 
ARMATURE COILS IN POSITION. 


rheostat, R, is connected in series with 
the exciter circuit. The circuit terminates 
in the collecting rings, L, which conduct 
the current to the revolving field coils. 
The two rheostats allow a wide range of 
variation of the exciting current. Ad- 
ditionally the commutator, C, feeds the 
field coils from the transformer, T, whose 
primary, P, is in series with the line, 
while the secondary, S, is connected to 
the commutator, C, which rectifies the 
current delivered to the field coils. 
VENTILATION. 

The hysteresis losses in the iron cores of 
the armature and fields appear as heat, 
as do also the I’R losses in the conducting 


coils and the eddy current losses. It is, 


therefore, very essential that proper pre- 
cautions be taken for cooling both the 
armature and the field. An excellent 
method of accomplishing this is illustrated 
in Fig. 56. The air passes up through 
the ventilating ducts of the field cases 
and then through those of the armature 
as shown by the arrows. 


VOLTAGE CONTROL. 
Voltage control of large alternators is 
usually attained by hand regulation, and 
an attendant is stationed at the switch- 


board for this purpose. For medium-sized 
machines, however, automatic regulation 
is being introduced to some extent as, for 
example, by the Tirrill regulator, which 
is essentially an automatic field rheostat. 


FIG. 55.—COMPOSITELY-EXCITED 
ALTERNATOR. 


It operates by periodically short-circuiting 
a fixed resistance, instead of varying the 
amount of resistance in the circuit. The 
effect is practically the same as cutting 


‘out some of the resistance in circuit. 


With a normal resistance of ten ohms 
which is short-circuited for one-half the 
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FIG. 56.—CROSS-SECTION THROUGH FIELD 
AND ARMATURE, SHOWING VEN- 
TILATING DUCTS. 


time the result is evidently the same as if 
there was a resistance of only five ohms 
in the circuit. 
—_——egeoe 
New York Independent Telephone. 
Justice McLean, in the New York Su- 
preme Court, Friday, December 11, re- 
served decision on the application of the 
New York Independent Telephone Com- 
pany, for a writ of mandamus to compel 
the Commissioner of Water, Gas and Elec- 
tricity of New York city to permit it to 
run an electric wire through the pipe of 
the Empire City Subway Company, along 
the south side of Wall Street, from Wil- 
liam to Hanover Streets. The corpora- 
tion counsel opposed the application, and 
said that, while the application was only 
for a writ for that one space, it was, in 
reality, an attempt to get the use of all 
the city streets and subways. 
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Non-Magnetic Yacht for Ocean Surveys. 

The Carnegie Institute, Washington, 
D. C., has awarded a contract to the Tebo 
Yacht and Basin Company, of Brooklyn, 
N. Y., for what will be in many respects 
a unique vessel. The Department of Ter- 
restrial Magnetism of the Institute has 
authorized Wallace Downey, the builder 
of the vacht Meteor, for the German em- 
peror, to construct a yacht to be used in 
making surveys. It is understood that, 
with one possible exception, there will not 
be a scrap of steel or iron in the craft, 
although it will, of course, be provided 
with an engine, machinery, and all other 
equipment of a modern vessel. 

The yacht is to be called the Carnegie, 
and will be used in making ocean surveys. 
It is planned to eliminate errors which 
have crept into ocean surveys, due to mag- 
netic variations, caused by the influence 
of steel on board ships. The vessel will 
be 155 feet long, thirty-three feet beam, 
twelve feet draft, and will be barkentine 
rigged and cost approximately $125,000. 
It will be primarily a sailing vessel, with 
an auxiliary gas engine. The propelling 
engines, machinery and other parts of 
metal on the craft will be of manganese 
bronze and gun metal. The contract calls 
for the delivery of the vessel to the Car- 
negie Institute by July 1, 1909, and it is. 
announced that its first voyage will be to 
the North, visiting Hudson Bay and 
Greenland. 


ede 
Electric Traction at Odessa. 


The Elektrotechniker announces that: 
the municipality of Odessa has decided 
to construct a system of tramways, and 
has granted a concession to a Belgian. 
company which holds similar rights over 
the present horse lines. The system in 
question, says the London Electrician, will 
have a mileage of ninety-five, half of 
which will be single-track. The gauge- 
will be one metre, and Phenix rails, 
weighing ninety pounds per yard, will be- 
used in the town and Vignoles rails, 
weighing seventy-six pounds per yard, in 
ihe suburbs. The trolley system will be- 
adopted throughout. The generating sta- 
tion will contain four generator groups,. 
each having a capacity of 1,000 kilowatts. 
Alternating current will be distributed at 
the generator pressure of 6,000 volts to 
six substations, where it will be trans- 
formed to continuous current at 550 volts. 
The rolling stock will be made up of 250- 


motor cars, as well as trailers. It is esti- 
mated that the total expenditure will ex-. 


ceed £1,250,000. 
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Co-operative Credit Protection. 


An address on “Co-operative Credit 
Protection” was delivered before the Chi- 
cago Credit Men’s Association by Frederic 
P. Vose, secretary of the Electrical Trades 
Association of Chicago, last month. Mr. 
Vose said in part: 

Co-operation in business is an economic 
ideal; in social science it is applied to vol- 
untary unions of persons; in matters of 
joint protection, purchase, distribution, 
consumption and the like on an equitable 
basis for their mutual benefit. It is the 
concert of many for the compassing of 
advantages impossible to be reached by 
one. It is fraternal. 

We have all learned that commerce does 
not necessarily mean relentless competi- 
tion and eternal strife; rather it is inter- 
course and exchange not only of wares and 
merchandise but of thoughts, ideas and 
practical information, and we have in this 
co-operative association work a combina- 
tion or mutualization which makes for 
business morality, stability and prosperity. 
It is thoroughly opposed to petty trade 
jealousies, levels the selfish barriers be- 
tween competitors and promotes the spirit 
of conciliation and unity of interest be- 
tween those engaged in the same line, and 
from its inception has taught that co- 
operation and not ċompetition makes for 
the more abundant and satisfactory life in 
and out of trade. 

“Co-operative credit protection” has be- 
come the motto of organizations formed in 
the electrical trade as well as those among 
manufacturing and jobbing plumbers, 
heavy and light hardware dealers, jewel- 
ers, woolen manufacturers, paint manu- 
facturers, stationers, brewers, butchers, 
bakers and candlestick makers, and a thou- 
stand and one more. 

Confining ourselves now to the consid- 
eration of how these organizations work, 
it is sufficient to say that in the main those 
engaged in a given line of trade become 
members of a corporation, organized not 
for pecuniary profit but in order to secure 
a more cordial feeling between members 
for the protection of their mutual interests 
and for the collection and distribution of 
valuable trade information and to protect 
them against making unsatisfactory ered- 
its. All members are supplied with cer- 
tain uniform blanks or forms and when a 
customer of a given member does not re- 
spond to the usual demands for settlement 
of a past-due account, that member, in lieu 
of sending the claim at once to an attorney 
for collection, forwards to the delinquent 
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Form No. 1, which calls upon him to pay 
the amount of the claim within three, five 
or ten days from date, and states that if 
it is not done the matter will be handed 
to the Co-operative Credit Association for 
attention, but ending with a statement 
that prompt remittance will render this 
action unnecessary. 

If, after the lapse of the time specified, 
no satisfactory results have been obtained, 
since the circular letter No. 1 was mailed, 
the member sends to the association office 
Form No. 2, advising the secretary of the 
name and address of the tardy customer 
and the amount owing, whereupon the 


secretary sends Form No. 3, which is the | 


last form, or communication, which the 
delinquent receives, in which the customer 
is advised that his name has been reported 
to the association as delinquent in his pay- 
ments to a given member named, and also 
the amount of the indebtedness. He is 
urged to settle the amount within ten 
days. This form letter ends substantially 
as follows: “Should there be any question 
whatsoever as to the justice of the claim, 
or as to its being past due, the secretary 
will be glad if the customer will at once 
send a full statement of the facts so that 
the matter may be carefully investigated, 
as it is not the intention to do an injustice 
to anyone.” Right here, you perceive, that 
the alleged delinquent is thus granted his 
day in court. If he is honest and business- 
like he will at once respond by making 
payment in whole or in part, or offer a 
satisfactory reason for deferring some- 
what. All answers are carefully consid- 
ered by the association and no honest 
debtor has cause to complain, as his rights 
are safeguarded equally with those of the 
members themselves. But if this form 
does not effect a satisfactory settlement of 
the account within the stated ten days, 
then, upon written request from the mem- 
ber, and with his permission, the indebt- 
edness is reported to all of the members 
of the organization in a confidential com- 
munication, which simply gives the name 
of the delinquent customer, his address 
and the amount of the indebtedness. This 
information along with about a hundred 
other names is sent out by the organiza- 
tion twice each week. The form states 
that the information is strictly confiden- 
tial and for the exclusive use of the mem- 
her who is directly interested in receiving 
same for his credit protection and that it 
is not intended to impute dishonesty or 
financial irresponsibility to the customers 
named therein. 

As soon as the account is settled the 
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name is immediately withdrawn and the 
members are at liberty to sell the party 
on such terms and extend such credit as 
they may deem warranted. 

Shortly after the first of each month, 
printed booklets containing about 5,000 
names that have been reported to the 
association for unsettled indebtedness are 
distributed among the members and all 
the information that goes forth on the 
supplemental forms throughout the pre- 
vious month appears in the book. Those 
names reported delinquent are added to 
the book and the names of those who have 
settled their accounts are taken out, so 
that the monthly in reality presents the 
names of customers who have failed to 
liquidate admitted indebtedness to the 
members of the association. 

The Chicago association is one of the 
five organizations in the electrical trade 
carrying on identically the same work, so 
that the entire United States and Canada 
are practically covered by the service, and 
about 450 of the leading manufacturers 
and jobbers throughout the country are 
thus co-operating in the exchange of credit 
facts. 

From the statistics at hand the Chicago 
association has collected for its members 
during the twelve years that it has been 
operating, over $2,000,000 of delinquent 
accounts. The amount settled during the 
past year exceeds $286,000. The average 
amount, therefore, collected for the 200 
members of the association during the 
past fiscal year was $1,430. If these ac- 
counts had been turned over to an attor- 
ney and collected on the usual ten per 
cent basis the commission would have fig- 
ured $143; as against this the members 
have simply paid annual dues to the extent 
of $30, so this is a net saving to each of 
them of $113. 

The ratio of accounts collected through 
the association to those reported this year 
has been seventy-five per cent; last year it 
was seventy-four per cent, and the year 
before seventy-seven per cent; the year be- 
fore that seventy-six per cent. This does 
not take into consideration the number of 
accounts that are settled by the use of 
Form No. 1 simply, of which the associa- 
tion has no record, as this form is sent 
direct by the member to the customer, but 
from reports recently received at this 
office it would appear that Form No. ! 
alone effects settlements anywhere from 
sixty-five times to ninety times out of a 
hundred, and this, too, without any aid 
from any collection agency or commissions 
or fees paid to attorneys. 
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FINANCIAL REPORTS OF ELEC- 
TRICAL COMPANIES. 


SYRACUSE RAPID TRANSIT. 

The Syracuse Rapid Transit Railway 
Company’s report, as filed at Albany, for 
the quarter ended September 30, 1908, 
shows as follows: Gross, $335,648; ex- 
penses, $228,023; net, $107,625; taxes, 
$15,356 ; operating income, $92,269 ; other 
income, $1,095; gross income, $93,364; 
charges, $90,282; net income, $3,082, a 
decrease of $34,039, as compared with the 
corresponding quarter of 1907. Cash on 
hand September 30, 1908, $41,354; profit 
and loss surplus, $478,013 


CHICAGO & MILWAUKEE ELECTRIC. 


The receivers of the Chicago & Mil- 
waukee Electric Railroad report for the 
month of October and from January 28 to 
October 31, 1908, as follows: October— 
Gross, $49,325; expenses, $41,803; net, 
$7,522. January 28 to October 31— 
Gross, $468,451; expenses, $330,507 ; net, 
$137,944. 
` Net earnings for October were the 
smallest of any the current fiscal year, 
while August, with net of $35,572, was 
the best. ’ 


SCHENECTADY RAILWAY. 

Schenectady Railway Company’s report, 
as filed at Albany, for the year ended June 
30, 1908, is as follows: Gross, $979,682 ; 
expenses, $723,305; net, $256,377; other 
income, $12,678; total income, $269,055 ; 
charges, $125,889; surplus, $143,166, 
which compares with $196,820 for the pre- 
ceding year. 


CHICAGO TELEPHONE. 

The Chicago Telephone Company’s 
earnings for the ten months ended Octo- 
ber 31, 1908, are as follows: January 1 
to October 31—Gross earnings, $7,211,- 
039; operating expenses, $3,276,878; net, 
$3,934,161; maintenance and reconstruc- 
tion, $2,027,533 ; balance, $1,906,628 ; div- 


idends and reserves, $1,817,205; surplus, 


$39,423, as compared with $159,487 for 
the same period of 1907; average number 
of stations, 215,562. 

President Sunny says: “November 
marked the turn, however, as is shown by 
the following: There were installed 4,708 
new telephones, or an increase of 488; 
there were removed 2,397 telephones, or a 
decrease of 719, making a net gain of 
2,311. 

“Because of the general business de- 
pression, traffic during the year up to No- 
vember 1 was somewhat less than in 1907, 
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notwithstanding a large increase in the 
number of stations. Since November 1 
there has been a marked and satisfactory 
increase in the number of telephone con- 
nections, a sure indication of a return to 
normal conditions. 

“Telephones installed in the eleven 
months to December 1 were 59,817, an in- 
crease of 2,400; telephones removed were 
33,650, an increase of 6,144; a net gain 
of 26,167, a decrease of 3,744.” 
ede 

Skyscrapers Discussed at Stevens 
Institute. 

On the afternoon of December 3 the 
students of Stevens Institute of Technol- 
ogy, Hoboken, N. J., were afforded the 
pleasure of hearing a lecture on the con- 
struction of “Skyscrapers,” given under 
the auspices of the Engineering Society. 

The speaker was Charles G. Armstrong, 
the architect of the Singer Building in 
New York city, and his treatment of the 
subject was limited more particularly to 
a consideration of that structure. Start- 
ing with a definition for “skyscraper” and 
the necessity for its erection, Mr. Arm- 
strong immediately digressed to the sub- 
ject of elevators, clearly pointing out the 
fact that the modern skyscraper was al- 
most totally dependent for its usefulness 
upon the modern elevator. | 

By means of lantern slides the speaker 
drew a comparison as to size between 
various noted edifices of the world, and 
after a brief sketch of the general propor- 
tions of the Singer Building began. an 
exposition of how it grew. Especially in- 
teresting was the description of that haz- 
ardous work necessary in all skyscraper 
construction on Manhattan Island—the 
sinking of caissons to bed-rock in order to 
obtain proper foundations. Special atten- 
tion was paid to the manner of anchoring 
the massive tower. In this connection 
Mr. Armstrong stated that the feet of the 
tower columns were secured to the founda- 
tions in the sub-cellar by stout steel tie 
rods running down forty feet in the con- 
crete, and that the enormous lifting force 
of 250,000 pounds per square inch would 
be necessary to budge a column. Some 
interesting photographs taken during con- 
struction made apparent the danger of the 
housesmith’s occupation. 

Turning to a consideration of the struc- 
ture as a completed unit, the speaker de- 
scribed its various conveniences and lux- 
uries: Costly bronze grille work, expensive 
marble, elaborate office furnishings in the 
way of plumbing, ventilation, automatic 
heat control, vacuum cleaning apparatus, 


965 
bell and telephone service, etc. A ‘mat- 
ter of special interest presented, typical 
of twentieth-century progress, is the elab- 
orate clock system, one master clock in the 
main hall having control over hundreds 
of clocks elsewhere in the building. 

After a short description of the various 
safety devices and signal apparatus, shop 
facilities for repair work, ete., Mr. Arm- 
strong took up the consideration of power. 
He stated that the Singer Building uses 
as much power as a moderately sized city 
—approximately 2,000 horsepower. Boil- 
ers, engines and electrical apparatus are 
of the highest type, securing economy, 
convenience, and safety adequate to wide 
possibilities of accident and extremes of 
load. Mr. Armstrong also described the 
external lighting system of the tower, used 
for advertising purposes. 

In closing his lecture Mr. Armstrong 
made an appeal to technical men to take 
up as a vocation the operation of great 
power plants and buildings, with the view 
of improving upon the wasteful methods 
of running them today. He then presented 
to the Institute a handsome litho-engraved 
picture of the Singer Building, eight feet 
high. 


ede 
Independent Telephone Men Make a Bid 
for Long-Distance Service. 


An offer has been made to the Chicago 
City Council Committee on Gas, Oil and 
Electric Light, by C. H. Moulton, of In- 
dianapolis, president of the International 
Independent Telephone Association, and 
H. D. Critchfield, of Milwaukee, general 
counsel of the association, and president 
of the Wisconsin Independent Telephone 
Association, to take over the telephone 
franchises and properties of the Illinois 
Tunnel Company. As a companion offer, 
the Independent companies announced 
that they would enter into contract with 
the tunnel company to connect with its 
telephone lines inside the city, providing 
it would agree to establish, within two 
years, a system of 20,000 telephones in 
Chicago and extend the system so as to 
get its share of the Chicago local business. 

The Council committee has taken no 
action on either of these proposals, but in 
this connection an amendment to the ordi- 
nance which would give the tunnel com- 
pany two years more to meet the require- 
ments of its ordinance was discussed. 
This amendment would allow the two 
years’ extension on condition that the tun- 
nel company contract with the operators 
of long-distance lines other than the Bell 
system for an entrance into Chicago. 
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MERGENTHALER LINOTYPE ELEC- 
TRIC-MOTOR DRIVE. 


BY S. H. SHARPSTEIN. 


Several years ago Perry Walton, who 
was then purchasing agent for the New 
York Journal, found that the monthly 
ills for driving a small number of 
Mergenthaler linotype machines in the 
Morgen Journal office by electric motors 
were increasing out of proportion to the 
amount of work done. 

As the Journal was buying electricity 
from the New York Edison Company, 
Mr. Walton requested that it make an 
investigation. It reported that the me- 
ter was in proper condition. Later the 
‘manufacturers of the motors were asked 
+o try to locate the cause for the increased 
current consumption, and they sent a man 
-who seemingly rectified the trouble. 

After a little investigation, Mr. Walton 
found that the motors, which were lo- 
cated in, and geared to, the linotypes, had 
bearings close to the driving pinions that 
were supposed to be lubricated by oil 
feeding from small cups. It was then, 
as now, customary to lubricate motors by 
means of ring bearings that would op- 
erate at least a week without attention, 
but special bearings on the motors men- 
tioned above required almost constant at- 
tention, or they would run dry and pro- 
duce excessive friction. 

The classes of motors that have been 
installed in many cases to operate Mer- 
genthaler machines are inferior and have 
almost driven the managers of newspa- 
pers back to the use of shafting drive. 

One of the best authorities on print- 
shop practice, a man of long experience 
‘with motor drive, advised one of the New 
York dailies to adopt group drive in 
preference to individual motors. Group 
drive was installed with one exception. 
A Mergenthaler machine that was located 
on another floor was driven with a late 
type of electric-motor drive, and the 
armature of the equipment burned out 
during the first month that it was in op- 
eration. 

Individual motor drive has some good 
features which group or shafting drive has 
not. One argument in favor of group 
drive is that the power of the larger mo- 
tor installed to drive the four or more 
linotypes has sufficient capacity to main- 
tain the speed when the type-casting de- 
vice, at times, requires excessive power. 
This extra demand for power can be met 
when the individual motor is used by 
placing a flywheel F on the motor shaft, 
as shown in the illustration. With 


group drive, even though the motor be 
large, the belt running from the shafting 
to the Mergenthaler may slip, but with 
a good individual motor rig, under nor- 
mal conditions it cannot. 

Referring to the illustration, assume 
that A is a driven pulley on a linotype, 
M a motor installed to drive it by means 
of a belt. If the pulleys A and B are wide 
enough to take a good pliable single 
leather belt of sufficient width to drive 
the linotype under all normal conditions, 
B having a flywheel rim F that will pro- 
duce a momentum to pull the linotype 
at any time when it requires power above 
the capacity of the motor, and an idler 
pulley I be provided to operate on the 
slack side S of the belt with a spring to 
compel it to follow up the belt when it 
happens to stretch, no surer drive can be 
had when the apparatus is properly de- 
signed and constructed. 


LINOTYPE MOTOR DRIVE. 


With group drive, the shafting is usu- 
ally placed on the floor near the machine, 
necessitating a short belt between the 
pulley on the linotype and the pulley on 
the shafting. Almost any belt will 
change in length with the changes in the 
weather, making it next to impossible to 
get the best belt-driving conditions where 
it is so short, without a good idler pulley. 

If the idler pulley is of the right diam- 
eter to keep its revolutions per minute 
low, its bearing will not require lubrica- 
tion when properly made and installed. 
A slight spring pull that will follow up 
the belt is of more importance than ex- 
cessive idler-pulley tension with no spring. 
A motor of the right design and speed 
will allow of starting with a switch lo- 
cated in a convenient place, without the 
use of a starting box. = 

Where the men operating the linotypes 
get their pay by the piecework system, 
they often want the machine to run above 
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normal speed. All individual motors in- 
stalled to drive such machines should be 
capable of having sufficient speed varia- 
tion by inserting resistance in the field 
winding to give an increase of about fif- 
teen per cent above the normal speed of 
the motor. It is poor practice to try to 
get this speed variation by placing resist- 
ance in circuit with the armature, which 
is sometimes done. If there is not some 
way of easily changing the speed of an 
equipment, when a motor is used, it is 
rather difficult to get the proper revolu- 
tions, as no two motors of the same ca- 
pacity and manufacture are apt io have 
like speeds on the same voltage, and 
again, the pulleys may be arranged for 
a certain line voltage which will vary a 
small percentage. 

Good practice demands that a motor, 
which is to be used to drive Mergenthaler 
linotype machines, either by being belted 
or geared direct, or by means of group 
drive and shafting, should be capable of 
having its field strength varied sufficiently 
to allow a speed variation of about fif- 
teen per cent without excessive sparking 
at the brushes and that it should be sup- 
plied with a small field rheostat to be 
placed, in case of individual drive, where 
it is easily accessible to the operator, and 
with group drive near the motor. In the 
latter case a combination starting box and 
field regulator would be best. 

The Mergenthaler linotype machine is 
a well-made and expensive piece of appa- 
ratus, but for some reason there has 


. seemingly been undue pressure to keep 


down the price of electric motors used for 
individual drive. The result is in many 
cases a large amount of money invested 
from which the proper returns are not 
obtained, because cheap electric drive keeps 
down the production. To be in line with 
the Mergenthaler and the importance of 
the work, the electric drive should be the 
best that motor manufacturers can tum 
out. 

When it is desired to place these ma- 
chines in scattered positions and not in 
straight lines, side by side, the use of 
indiviflual motors is almost imperative. 
After the use of direct drive is decided 
upon, the question comes up of support- 
ing the motors from the linotype frame 
or placing them on a small base on the 
floor. Tf the motors are supported from 
the driven machine, the equipment can 
the more easily be moved from one place 
to another, it is easier to clean about the 
machines, and the motors are not so liable 
to get dusty. On the other hand, if the 
motors are placed on neat pedestals, they 
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are easy to inspect and repair and are 
not so liable to be in the way when oiling 
or repairing the linotype. In the above 
cases it was assumed that belt drive would 
be used. The belt is often objected to 
on the point of appearance, but it is a 
very flexible transmitter for such purposes 
and allows the motor to be made up of 
standard parts, which is of the utmost 
importance to the printer. When the 
electrician in charge of the motors wishes 
to make changes or repairs to them, he 
can do so without interfering with the 
linotype if belt transmission is used. It 
is a good machinist’s job to get a motor in 
position so as to make gears mesh prop- 
erly when once removed. 

The speeds of motors for individual 
drive should be sufficiently low to allow 
being belted direct to the linotype. In- 
termediate shafts with their extra belts 
are not good practice and should never 
be adopted unless for special reasons. 
Sometimes direct current cannot be ob- 
tained where direct drive is desired. En- 
gineering difficulties might arise in case 
it was desired to use alternating current, 
making it advisable to have a secondary 
shaft on the motor. Especially when 
individual motors are used, they should 
be enclosed to keep type metal from get- 
ting into them. It is desirable to have 
the’ binding posts protected by an iron 
case, provided with a cover to allow con- 
necting up and testing, and a hole tapped 
into one side to take a pipe into which 
the wires are to be pulled. 

When group drive is used it is essen- 
tial to get the linotypes divided up, so 
that they can be operated to advantage. 
If, during a portion of -the day, only four 
men are employed at the machines, there 
should be a one-horsepower motor belted 
to a shaft to drive the four machines. 

It is not economical to have a five- 
horsepower motor driving a shaft to which 
twenty linotypes are belted, of which only 
four are in use. An installation of six- 
teen machines of this kind is arranged 
in four groups of four machines each, 
the motors being placed next to the wall 
at the ends of the shafting. With this 
arrangement the equipments look well, 
the motors are out of the way, the motor 
starters are placed conveniently on the 
wall, and the whole electrical equipment 
is where it is not liable to be tampered 
with or damaged by careless or mis- 
chievous persons. 

A one-horsepower motor is sufficiently 
large for four machines, if they are placed 
the regular distance apart and the shaft- 
ing is properly installed with sufficient 
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hangers. A motor that will do one 
horsepower of work at the pulley for ten 
hours without more than the usual rise 
in temperature, can be made to drive 
more than four machines, but it is wise 
to have the usual load of the motor be- 
low the normal rating, allowing a surplus 
for times when a bearing may be dry or 
a belt tight enough to cause excessive 
friction. 

Ordinary shafting practice will not 
answer for linotype purposes. It usually 
requires about one-fourth horsepower to 
drive one of these machines, until the 
casting apparatus seems to stick, when 
much more power is required. The main 
shaft of the linotype, on which is placed 
the driven pulley, has a very low speed. 
The result is a low belt travel, demanding 
a heavy belt for transmitting only one- 
fourth horsepower. If a contractor in- 
stalls a line of shafting to transmit power 
to drive four of these machines at one- 
fourth horsepower each, when the lino- 
type machinist puts on his belts the shaft- 
ing is almost pulled from the floor and 
trouble begins at once. Unless a very 
heavy shaft is used, in proportion to the 
work to be done, the floor hangers should 
be first-class, with ring-oiling devices. 

When the linotypes stand side by side, 
with ordinary distances between them, the 
belt pull, which is upward, lifts the line 
shaft up against the top of the box in 
the hanger. If the ordinary oiling de- 
vices for hangers are used, the shafting, 
being out of reach of them, gets no lubri- 
cation, and soon commences to cut out the 
bearing. The ring oiler running around 
on the shaft as it turns, carries the oil 
from the reservoir in the box to the top 
of the shafting, and with a properly made 
hearing lubricates the shaft regardless of 
whether it touches top or bottom of the 
bearing. Good practice demands a 
hanger close to the motor pulley and also 
near each pulley used for linotype drive. 

Many electricians who wire electric 
motors do not seem to understand how 
to place an idler pulley to keep the slack 
out of a short belt. At times the idler 
pulley is put on the pulling side of the 
helt and set up hard enough to make the 
belt operate the load, and then the equip- 
ment is condemned as worthless. 

If the motor-driving pulley is small 
compared to the driven pulley, the belt 
should be slack enough to let the idler 
pulley, which should be on the motor, 
force the belt to wrap about one-half of 
the driving pulley, then, if the belt is 
pliable, there is not much spring tension 


967 


necessary to keep the troublesome slack 
out of the belt. 

Possibly the best argument in favor of 
group or shafting drive is the lower cost 
of maintenance and higher motor effi- 
ciency of one large motor as compared 
to a number of small ones. 

If the individual motors are made of 
standard parts of first-class motors, the 
maintenance and efficiency will be of 
small importance compared to the flexi- 
bility and reliability of individual drive. 
All motors will require renewal of brushes 
and repairs after a time. If a five-horse- 
power motor should stop, for want of oil 
or a brush, and put twenty linotypes out 
of commission, when there was a rush for 
composition, the expense of the shut- 
down might cover the small cost of main- 
tenance on twenty good individual motors 
for many years. 
ede 

Western Union Dividend. 

The directors of the Western Union 
Telegraph Company have restored one- 
quarter of one per cent to the dividend 
rate, which was reduced last summer, by 
declaring a quarterly dividend of three- 
quarters of one per cent, payable January 
15 to stockholders of record of December 
19. This places the stock on a three per 
cent annual basis, compared with the old 
rate of five per cent, which prevailed pre- 
vious to last July 15. 

The report for the quarter ended De- 
cember 31, with figures partly estimated, 
shows net revenues of $2,000,000, an in- 
crease of $1,196,057 over the same quarter 
in 1907. The surplus, after the payment 
of dividends and bonds interest, was 
$820,115, which, compared with last year’s 
deficit for the same quarter, shows an in- 
crease of $1,666,235. By combining, the 
last two quarters of the year show net 
earnings of $3,864,955, an increase for the 
six months of $3,372,505. 

Commenting on the increase of the divi- 
dend for the current quarter, President 
Clowry said: . 

“Notwithstanding the setback caused by 
last year’s strike and the long depression 
which followed, we feel encouraged with 
reference to our business. We paid one- 
half of one per cent dividend for the 
quarters ended June 30 and September 
30, or at the rate of two per cent per an- 
num. For the present quarter ending 
December 31 our estimated net earnings 
over and above all fixed charges are one- 
and-one-half per cent, or at the rate of 
six per cent per annum, and it was deemed 
best to increase the dividend three per 
cent per annum.” 
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Electrification of Railroad Terminals 
Discussed by Steam-Railroad Men. 
On the evening of December 11, the 

Electrical Section of the Western Society 
of Engineers held a meeting in Chicago 
for the further discussion of the paper 
that was read before the main body of the 
society on December 2, by H. H. Evans, 
entitled “Developments in Electrification 
of Railway Terminals.” An abstract of 
this paper appeared in these columns last 
week. 

The discussion was opened by Chairman 
D. W. Roper, who traced the history of 
urban transportation and compared the 
transit means of some thirty years ago 
with conditions of today. Throughout the 
days of horse and cable cars, there was 
a long gap between the length of haul of 
street cars and of steam suburban roads. 
The introduction of electric cars caused a 
decided lengthening of haul and reduced 
the suburban traffic of the steam roads. 
The elevated railroads have increased this 
tendency and brought still greater speed 
and further inroads on steam suburban 
service. These factors have brought elec- 
trification of this service to the front. 
Electrical operation permits higher speed 
than steam. Still higher speeds will be 
required in future to accommodate the 
suburban resident who wishes to spend 
not more than thirty or forty minutes in 
going to and from his home. 

W. B. Storey, Jr., chief engineer of the 
Santa Fe Railroad, contended that the 
statement, that electrification of the Illi- 
nois Central or other roads is inevitable, 
is not justified. He does not believe that 
electrification of terminals in Chicago is 
feasible or necessarv. The smoke nuisance 
is the only possible excuse for such an 
undertaking. This is not caused, however, 
by railroad smoke, but by the smoke prob- 
lem of the city as a whole. Railroad 
smoke is only a very small part of the 
total produced. He does not believe that 
electrification in general doubles the ca- 
pacity; it may be that the new terminal 
of the New York Central may have twice 
the capacity of the old one on account of 
extraordinary conditions, special new fea- 
tures and rearrangements aside from elec- 
trification, having largely helped to in- 
crease this capacity. Mr. Storey contends 
that the nuisance due to steam operation 
is insignificant, especially in Chicago. 
The extra cleaning of passenger coaches 1s 
a trifling feature in his opinion. Deterio- 
ration of steel work in viaducts is not 
marked, if these are properly protected. 
Iie admits an increase of capacity, due 
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to some dead mileage being eliminated. 
The railroads wish to have detailed figures 
given showing the advantages of electrifi- 
cation. The electrification of at least one 
of the California railroads that were cited 
was for the object of selling current, as the 
company bought the road only to use up 
some of the surplus electrical energy from 
its large plant; he thinks it was a great 
mistake. Mr. Evans’ statement as to 
maintenance of electric locomotives being 
not over three cents per mile, he does not 
believe to be justified, as the experience 
with electric locomotives is too short, nor 
does he believe that electrical equipment 
is at all standardized as yet. Advocates 
of electrification should separate their 
statements about multiple-unit and elec- 
tric-locomotive operation and give figures 
for each. He admits that the electrical 
operation of new heavy suburban lines is 
warranted, but not the general electrifica- 
tion of terminals. The building of ware- 
houses over tracks is feasible with steam 
roads also, and, in fact, has been done. 
He contends that the scheme as to fast 
and frequent freight service is entirely 
impracticable, as railroads cannot do what 
they wish in the operation of freight traf- 
fic, but must meet the wishes and condi- 
tions imposed by the shipping public. ‘The 
electrification of the terminals of the New 
York Central and Pennsylvania railroads 
in New York city is justified, as it in- 
creases their capacity and is necessary in 
tunnel work. Such conditions are not 
present in Chicago. It has plenty of 
room to expand. When economic condi- 
tions require it and when definite figures 
of possible savings are presented, the rail- 
roads will be glad to adopt electricity. 
Where electrification has been adopted in 
the projects that Mr. Evans cited, it was 
due to tunnels or special conditions or to 
governmental experiments, but not due to 
private corporations voluntarily putting 
millions into such projects. As to the 
Illinois Central, he does not believe that 
the $4,000,000 estimated will be at all 
sufficient, nor even twice that amount. 
W. E. Symons, president of the Pioneer 
Cast Steel Truck Company, asserted that 
dust in railroad travel is not caused by 
steam locomotives, since less than three 
per cent is due to cinders and soot, most 
of it being due to air currents caused by 
the suction of trains. In Chicago over 
eighty-three per cent of the smoke of the 
city is caused by other than locomotive 
chimneys. Damage to property due to 
railroad nuisances is nil; on the contrary, 
railroads have enhanced values tremen- 
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dously. Steam transit is by no means 


unattractive; the steam locomotive is as 


fine a piece of mechanism as there is. 
No reduction of expenses due to wear and 
tear of rolling stock may be expected from 
electrification, as this is due principally to 
switching, and would not be minimized 
appreciably ; it is even now always kept 
down to a minimum. The standardiza- 
tion of steam-locomotive equipments has 
not been carried out to a high degree in 
general, as great variation exists in {ype 
of engine and sizes of cylinders and other 
parts, and since it is almost impossible 
with diversified management and the con- 
flicting ideas of various division heads as 
to type of motive power. To show the 
possibilities in this line, he cited the rela- 
tively high development of locomotive 
standardization on the Harriman lines, 
with 18,000 miles of railway, where the 
types have been reduced to five. With 
the electric locomotive in its present ex- 
perimental stages, no standardization has 
been attained, in Mr. Symons’ opinion. 
From the figures on maintenance charges 
of steam locomotives of three of the 
largest roads running out of Chicago 
which he had available, the speaker gave 
4.6 cents as an average charge per mile 
instead of eight to eleven cents, as given 
by Mr. Evans. He also read extensively 
from the report of the superintendent of 
the Baltimore Division of the Baltimore 
& Ohio Railroad, showing that the main- 
tenance cost of electric locomotives used 
in the Baltimore tunnel is from three to 
four times that of steam locomotives. Re- 
duction of track repairs, he thinks, is not 
important, as eighty per cent of these re- 
pairs are caused by the elements, and not 
by service. In regard to the electrifica- 
tion projects around San Francisco, he 
spoke of the great traffic handled by the 
Southern Pacific Railroad during “Fleet 
Week” last May, while the electric “Key 
Route” made a dismal failure. 

W. L. Abbott said that the steam engi- 
neers should wake up from their con- 
servatism to a conception of newer engi- 
neering methods. No mention has ever 
been made by them about the scrapping 
of steam locomotives on the elevated 
roads. In Chicago and within 100 miles 
of it there is more electric than steam 
railroading. Mr. Abbott told a story 
about Cornelius Vanderbilt as showing 
how the railroads are becoming cognizant 
of the competition of electric interurbans. 
Considering that sixteen electric terminal 
projects have been carried out, he con- 
tended that the conservatism of the local 
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railroad officials in refraining from the 
adoption of electrical methods does not re- 
flect credit on this great city. 


, W. M. Camp, editor of the Railway and 
Engineering Review, thought that the 


public agitation of the subject is driving 
many, including the author of the paper 
under discussion, to hasty conclusions 
without proper consideration of actual 
conditions. Some of these conclusions, in 
fact, he regarded as far-fetched. For tun- 
nel operation, especially at terminals, elec- 
trification is necessary, regardless of cost 
and possible saving. However, electrifica- 
tion of all terminals does not follow. The 
railroad smoke nuisance, he thinks, is a 


bugaboo. He spoke of the dense clouds of ' 


smoke over the Chicago Stock Yards and 
the Illinois Steel Works at South Chicago 
—no one ever speaks of these. There- 
fore the agitation about Illinois Central 
smoke was prejudicial. Experience has 
shown that we must always expect public 
clamor about various inconveniences of a 
large city.” Let those who do not like 


‘the discomforts of a large city, go back 
‘ta the country. The electric locomotive 


is still largely experimental. Conditions 
in Baltimore and New York are not typi- 
cal, but special. The operation of the 
New York terminals has not been per- 
fectly smooth. Many changes have been 
found necessary as the work progressed. 
He cited the bad wreck of a double-headed 
electric train on the New York Central 
terminal as being due, probably to faulty 
design of the locomotives. The Pennsyl- 
vania Railroad has experimented with 
various types, and adopted, he believes, a 
type quite different from the New York 
Central electric locomotive. He elabo- 
rated on the changes made in the New 
Haven locomotives, particularly the addi- 
tion of idler wheels on the trucks. Aside 
from changes in wheel-base design, he 
cited from Mr. Murray’s American Insti- 
tute of Electrical Engineers’ paper (re- 
ferred to in another column) a long list 
of changes that had been made in both 


‘the mechanical and electrical features. 


All this shows conclusively that the elec- 
tric locomotives are not standard, but ex- 
perimental. So is the line equipment, as 
shown by the New Haven auxiliary trol- 
ley. The whole project, he regards, as 
still experimental. The railroads do not 
know yet which is better, the overhead 
single-phase or the third-rail system. If 
electrification of passenger terminals is 
to be brought about, why not that of the 
freight service, as it causes as much smoke 
and cinders as the others. For carrying 


this out an enormous expenditure would 
be requisite. The statement of mainte- 
nance of electric locomotives at three cents 
per mile is not according to facts. The 
repairs to armatures will probably be very 
great in heavy service. Track mainte- 
nance, particularly at curves, he thinks, 
will also probably be greater, due to con- 
centration of weight low down on the 
trucks. 

H. H. Evans closed the discussion by 
giving a great many data on maintenance 
costs per locomotive mile that verified his 
estimate of it as being below three cents 
per mile. He also gave authorities veri- 
fying his statement as to track mainte- 
nance. He called attention to the fact 


that the "Baltimore & Ohio electric loco-. 


motives were the first electric locomotives 
used for heavy railroad service, and, in 
fact, that the service in the Baltimore 
tunnel was very severe. The entire in- 
stallation there is twelve or thirteen years 
old and was in many ways below the 
standard of good practice of today. There 
is no doubt that railroads develop prop- 
erty values up to a certain point, when 
the attendant nuisances become excessive. 


ede 
Ithaca Section, A. I. E. E. 

At the meeting of the Ithaca Section, 
American Institute of Electrical Engi- 
neers, December 11, Prof. H. Wade Hib- 
bard, head of the railway mechanical de- 
partment of Sibley College, presented a 
paper on “The Handling of Men.” This 
topic is one of unusual interest, but it is 
also one that receives comparatively little 
attention in technical schools. 

Professor Hibbard outlined the features 
of executive work, and pointed out the 
essential elements of successful co-opera- 
tion between employers and employes. 
He advocated courses of instruction in 
handling of men for undergraduates in 
technical schools, and instanced the Char- 
lottenburg Technical High School of Ber- 
Jin as an example. Professor Hibbard has 
had large experience and many oppor- 
tunities for observation, and the results 
of all this were condensed into a trenchant 
and stimulating paper. The presentation 
of the paper was followed by a lively dis- 
cussion. 

In view of the fact that the local branch 
of the American Society of Mechanical 
Engineers was formed on December 10, 
a resolution was passed by the Ithaca 
section of the Institute, extending to the 
members of the new organization “the best 
wishes and assurances of hearty co-opera- 
tion in their work and plans.” 


_—— 
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Pittsburg Section, American Institute of 
Electrical Engineers. 

The regular December meeting of the 
Pittsburg Section of the American Insti- 
tute of Electrical Engineers was held De- 
cember 8 in the Carnegie Institute lecture 
hall, with W. Edgar Reed, chairman, pre- 
siding. The attendance was 110. The 


_ subject for the evening was “Some Experi- 


ences in the Use of Gas Engines for Elec- 
tric Power Generation,” an original paper 
by J. R. Bibbins. 

In the discussion the following partici- 
pated: Prof. W. Trinks, of the Carnegie 
Technical Schools; W. E. Moore, of the 
West Penn Railways Company; William 
Hoopes, of the Aluminum Company of 
America; C. D. Smith, of the United 
States Geological Survey; E. B. Tuttle 
and R. A. L. Snyder, of the Central Dis- 
trict and Printing Telegraph Company ; 
J. G. Schroeder, of the Union Switch and 
Signal Company; W. F. Flint and E. B. 
McClelland, of the Westinghouse Machine 
Company, and P. M. Lincoln, W. L. 
Waters and D. W. Burke, of the Westing- 
house Electric and Manufacturing Com- 
pany. 

The subject of electric furnaces will be 
discussed at the next meeting, to be neld 
on January 12, at which time an original 
paper will be presented by William 
Hoopes. 


ede : 
Franklin, the Telephone Man’s Ideal. 


In pointing out the value of promptly 
obtaining and turning over funds, as well 
as the saving of expenditure, in the op- 
eration of a telephone system, Roy Owens, 
engineer of the Citizens’ Telephone Com- 
pany, Columbus, Ohio, in a paper before 
the International Independent Telephone 
Association at Chicago, said: 

“Tt ig as true now as in the days of the 
first man who braved the lightning’s cur- 
rent on an insulated line, that ‘A quick 
sixpence is better than a slow shilling.’ 

“In such a meeting as this I ought not 
to pass an allusion to Benjamin Franklin 
without expressing a wish that our engi- 
neers might emulate his scientific care, 
our managers his thrift, our cashiers and 
contract agents his diplomacy, our spokes- 
men his strength of expression, our finan- 
ciers his capacity for persuading funds 
out of the most unwilling of lenders, and 
all of us his zeal for knowledge.” 

Tater in the telephone convention a 
member discussing the application of in- 
surance to telephone properties, brought 
out the fact that the first insurance com- 
pany in this country was organized by 
Benjamin Franklin, of Philadelphia. 
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SIMPLE AND PRACTICAL METHOD OF 
ASCERTAINING THE CHARACTER 
OF A CURRENT. 

In many instances it is of importance 
to know the character of the current feed- 
ing an installation, and in order to ascer- 
tain this it is sufficient to approach a mag- 
net to an incandescent lamp fed by the 
current to be analyzed. If the current 
is direct the filament will bend each time 
the magnet is approached; if it is alter- 
nating, the filament will begin to vibrate 
in synchronism with the current and will 
appear to the eye as a filament of varying 
thickness. The phenomenon is very dis- 
tinct and may be made to manifest itself 
by means of a small magnet that can be 
carried in the pocket.—Translated and 
abstracted from L’Industre Electrique 
(Paris), November 25. 

< 
PROFESSOR MAJORANA’S EXPERIMENTS IN 
WIRELESS TELEPHONY. 

The members of the Italian Electro- 
technical Association were recently invited 
by Professor Majorana to witness his ex- 
periments in wireless telephony. Pro- 
fessor Majorana has constructed a gener- 
ator furnishing continuous electrical waves 
of ten to twenty thousand periods a sec- 
ond. At the transmitting station he em- 
ploys an arc in a hydrogen atmosphere 
with a magnetic blowout, the invention of 
Poulsen, in a Duddell circuit, and a hy- 
draulic microphone invented by himself. 
A current of about 500 volts and ten to 
twelve amperes is used in the primary 
circuit. The operation of the hydraulic 
microphone, which is connected in the 
antenne, between the secondary coil and 
the ground, is based on the difference in 
capillary contraction which the liquid col- 
umn, consisting of a fine jet of acidulated 
water, undergoes under the influence of 
the voice. The liquid jet, which is thus 
continuously modified, presses on two 
metallic contacts and varies the resistance 
interposed between them. An ordinary 
microphone could not be used, as the high- 
tension currents would burn the carbon 
As a wave detector the professor 
uses a thermopile of non-metallic (sul- 
phurous) elements, as he found electro- 
Wwtie and other wave detectors used in 
wireless telegraphy unsuitable for the 
purpose. Experimental stations have been 


grains. 


established at the General Post and Tele- 
graph Office in Rome and at Monte Mario, 
and a third station at Porto d’Anzio, a 
distance of fifty-four kilometres. The ex- 
periments were entirely successful, in spite 
of a heavy rain and frequent lightning dis- 
charges.—A bstracted and translated from 
L Elettricista (Rome), November 1. 
< 


THE KINLOCHLEVEN WORKS OF THE 
BRITISH ALUMINUM COMPANY. 

The British Aluminum Company has 
completed its 39,000-horsepower alumi- 
num works at Kinlochleven, in the west 
of Scotland. The company was founded 
in 1895 to mine bauxite and purify it to 
aluminum at Larne, in Ireland. The 
electrodes were prepared at Greenock, 
Scotland; the reduction was carried on 
at Foyers, and the metal was worked up 
at Milton. At the present time the com- 
pany is drawing its necessary raw material 
from its bauxite beds in the province of 
Var, in southeast France, the Irish depos- 
its being kept in reserve. The works at 
Foyers is capable of developing 7,500 
horsepower, and owing to its situation on 
the Caledonian Canal, communication 
with the alumina and electrode factories 
and rolling mills is both cheap and easy. 
These works have been in operation since 
the middle of 1896, but is not capable of 
meeting the rapidly increasing demand 
for the metal. The company therefore de- 
cided to develop the much more exten- 
sive waterpower scheme which it had had 
under its control for some years pre- 
viously, and early in 1905 a commence- 
ment was made with the new works. The 
company also possesses works at Stang- 
fjord, in Norway, and at Orsieres, in Swit- 
zerland, the total capacity of the various 
works being over 60,000 horsepower. ‘The 
new development at Kinlochleven is 
equipped with water turbines of the high- 
pressure Pelton-wheel type. The whole 
plant consists of nine large wheels, with 
an output of 3,200 horsepower each, and 
two small turbines of 930 horsepower each. 
There are twenty main generators, each 
having an output of 1,000 kilowatts at 
250 to 275 volts. They are coupled in 
pairs to the water turbines. All of the 
generators are of the direct-current, mul- 
tipolar type, with slot-wound armatures. 
Each generator is capable of an overload 
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output of 1,100 kilowatts for one hour. 
The Heéroult process for manufacturing 
aluminum consumes a good deal of car- 
bon, this substance being used in the fur- 
naces and being burned away to carbon 
monoxide by the oxygen from the reduced 
alumina. The company has erected a fac- 
tory for the manufacture of carbon at 
Kinlochleven, this factory being supplied 
both for power and lighting purposes by 
two pairs of aluminum conductors. A 
railway runs from the factory to the quay 
at the head of Loch Leven, transporting 
both outgoing and incoming produce.— 
Abstracted from the Electrician (Lon- 
don), December 4. 
< 

NEW APPARATUS FOR WAVE-FORMS. 

M. Abraham, a prominent physicist of 
Paris, who has had considerable experi- 
ence as an assistant to Professor Blondel 
in his work on the oscillograph, has de- 
vised an instrument which is much sim- 
pler and less expensive than the former 
types, and may be used for obtaining a 
direct projection of current waves upon 
a screen. The instrument has been con- 
structed at the Carpentier establishment 
and consists of two distinct parts, one 8 
special form of galvanometer containing 
a swinging mirror which is made to fol- 
low all the variations of the current; and 
a second apparatus which is interposed be- 
tween the mirror and the screen and 
which serves to spread out the light com- 
ing from the mirror so as to give the 
form of the wave upon the screen. ‘The 
construction of the galvanometer allows 
of the production of induced currents in & 
swinging frame in such a manner that 
the movement of the latter will follow 
exactly the variations of the current to 
be observed. In order to obtain this re- 
sult an intermediate current is produced 
outside of the instrument, which is in 
quadrature with the current or electromo- 
tive force to be observed. In the case of 
an electromotive force a condenser is dis- 
posed in series with the galvanometer. For 
taking the current wave the current 18 
passed through the primary coil of & 
small transformer whose secondary coil 
is closed upon the galvanometer. In 
practice two separate galvanometers are 
used, placed side by side so as to throw 
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the two waves upon the screen. The in- 
termediate current is thus sent into the 
fixed coil of the galvanometer, and this 
coil acts as the primary of a small trans- 
former whose secondary consists of a 
short-circuited aluminum frame carrying 
a concave mirror. The second part of the 
apparatus, known as the synchronoscope, 
is used to spread out the beam of light 
which comes from the oscillating mirror. 
A revolving prism lies at the center of 
the synchronoscope and revolves the two 
beams coming from the two fixed galva- 
nometers. The prism is totally reflecting 
and is caused to rotate rapidly in syn- 
chronism with the wave by means of a 
toothed wheel of soft iron, which is 
mounted so as to rotate between the poles 
of an electromagnet, the latter being con- 
nected to the source of current, this com- 
bination making a simple and effective 
synchronous motor. Should the prism be 
revolving and the mirror in oscillation at 
the same time, the combined action causes 
the wave-form to repeat on the screen, 
owing to the repeated reflections from the 
three sides of the prism; and the latter 
therefore gives three reflections of the 
wave per revolution. In order, however, 
to secure a better image upon the screen, 
the light which comes from the prism is 
not sent directly upon the screen, but is 
further reflected by a set of fixed plane 
mirrors which are disposed around the 
prism. These mirrors are placed so as 
to be about tangent to a parabola, at 
whose focus is placed the center of the 
prism. During the rotation of the prism 


= the beam from each of its faces is re- 


flected upon the four mirrors in succes- 
sion, and at each reflection the curve is 
thrown in the same place upon the screen, 
so that for one revolution of the prism 


. there are twelve successive projections of 


the wave on the screen. In practice the 
wave is thus traced as a continuous line 
of light and the electromotive force and 
current waves have their proper relative 
positions.—Abstracted from the Elec- 
trical Review (London), December 4. 
< 
THE APPLICATION OF LOW-PRESSURE 


STEAM TURBINES TO POWER 
GENERATION. 


In this article J. R. Bibbins states that 
the entire potency of the low-pressure 
turbine lies in its ability to use a waste 
product or to so improve the general effi- 
ciency of a power svstem as to force a 
thorough consideration of its possibilities 
and limitations. In the engine the losses 


due to condensation and re-evaporation 
on cylinder walls during each consecutive 
cycle are large. In the turbine there is 
no cyclic change, and therefore no such 
losses, comparatively speaking, as a fairly 
constant temperature and pressure obtain 
at any given point in the expansion range. 
In the engine the mechanical friction of 
the enormous sizes of cylinders necessary 
to accommodate the lower expansion 
ranges constitutes an effective barrier. In 
the turbine the lower pressures may be 
used with comparative ease and without 
incurring excessive losses, mechanical or 
thermal. There are two general classes 
of service in which the low-pressure tur- 
bine finds effective field for application: 
Class A—Where the supply of steam is 


intermittent and widely varying in quan- - 


tity, for example, in rolling mills, in driv- 
ing steam hammers and in operating hoist- 
ing engines. All of these involve the re- 
generative principle, requiring a careful 
study of the time element in supply and 
demand, and generally resolving into a 
special problem for each individual in- 
stallation. Class B—Intermittent supply 
without regeneration. This class em- 
braces central power stations for lighting, 
traction or factory drive, and may be dis- 
cussed as a general problem of power ex- 
tension. A plant of non-condensing en- 
gines may be changed over to reduce its 
water rate from thirty or thirty-five 
pounds per kilowatt-hour to fifteen or 
eighteen pounds per kilowatt-hour. In 
other words, for the same expenditure of 
coal and water a net increase in power 
of from eighty to 100 per cent may be 
realized, depending upon the type of 
equipment. The resulting cost of power 
is reduced in the same proportion. From 
a thermodynamic standpoint the low- 
pressure turbine is the exact counterpart 
of the familiar complete expansion turbine 
and possesses the same characteristics as 
in the high-pressure turbine. The line of 
total consumption per hour, or water line, 
is practically straight, resulting in a con- 
stantly decreasing water-rate curve. The 
low-pressure turbine may be regarded as 
the third cylinder of a triple-expansion 
system and is equivalent to such a cylin- 
der fitted with a fixed cutoff. A typical 
example of a low-pressure turbine appli- 
cation is found in the plant of the United 
States Coal and Coke Company at Gary, 
W. Va., operating the mining property, 
serving hoists, pumps, blowers, lights, ete. 
The low-pressure turbine has carried a 
little less than half the total load, which 
was 2,600 kilowatts, on less than tweuty- 
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six inches vacuum, and would have car- 
ried over 1,500 kilowatts on twenty- 
eight inches vacuum with better con- 
densing conditions, giving a probable 
water rate for the engine-turbine plant of 
approximately 18.5 pounds per kilowatt- 
hour. Water-rate curves taken on this 
plant show that the two Corliss engines 
give an economy of 20.05 pounds per kilo- 
watt-hour condensing and 28.8 pounds per 
kilowatt-hour non-condensing for a nor- 
mal load of 1,000 kilowatts in each case. 
But in combination with the turbine a 
maximum water rate of 15.8 pounds 
per kilowatt-hour is secured.—A bstracted 
from the Electric Journal (Pittsburg), 
December. 
< 


THE PRODUCTION OF CAST-IRON IN THE 
ELECTRIC FURNACE AND IN THE 
BLAST FURNACE. 


An investigation to ascertain whether 
the production of cast-iron in the electric 
furnace would in some cases be more 
economical than in the blast furnace was 
made by Engineer Remo Catania, and the 
results were communicated to the Italian 
Electrotechnical Association at its recent 
annual meeting. A definite comparison 
has so far been impossible, as the blast 
furnace must also be considered as an 
enormous generator of motive force, and 
as there are no data available relative to 
the gas developed by the electric furnace. 
The largest blast furnaces reach an out- 


put of 800 tons a day; electric furnaces - 


producing eight kilograms of cast-iron per 
horsepower per day would consume 800,- 
000 horsepower. In comparing the two 
processes one must take into account not 
only the amount of material introduced 
into the furnaces, but also that taken 
from them. In the absence of data con- 
cerning the amount of gas obtainable from 
electric furnaces the author bases his cal- 
culations on chemical equations, applying 
the same method to the electric furnace 
that has been applied to the blast furnace. 
The conclusion arrived at is, that in a 
country where coke costs forty lire per ton 
the manufacture of cast-iron in the electric 
furnace will be cheaper than in the blast 
furnace, if for a production of eight, ten 
and twelve kilograms per horsepower per 
day the cost of electric current per horse- 
power year is, respectively, sixty, eighty 
and 100 lire, and assuming a complete, 
rational and direct utilization of the gas 
in gas engines and not under steam 
boilers and in steam engines.—4b- 
stracted and translated from Elettricista 
(Rome), October 15. 
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ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


MECHANICAL APPARATUS 


New Westinghouse Nernst Chandeliers. 

Besides establishing a great economy 
in the price of light of the best quality, 
the new Westinghouse Nernst lamp is re- 
sponsible for the development of a line 
of chandeliers that give a greater volume 
of light for a small light source than it 
is possible to get with any other incan- 
descent chandeliers ever made, says th 
manufacturer. i 

These chandeliers now being put on the 
market are made in highly artistic designs 
in the renaissance and art nouveau styles. 
They are made in solid castings or in a 
combination of castings and spinnings 
and finished as standard in statuary 
bronze and satin brass. 

A novel feature about these chandeliers 
is the arrangement of the mechanism of 


NEW FIXTURES FOR WESTINGHOUSE 
NERNST LAMPS. och 


the lamps in the central ornamental ball 
which conceals it completely and at the 
same time makes it easily accessible. This 
leaves nothing at the ends of the arms 
except the small screw-base burners, and 
these occupy less space than any other 
incandescent lamps of equal candlepower. 
The 132-watt burner, for instance, giving 


light equivalent to that of seven sixteen- 
candlepower carbon-filament lamps, occu- 
pies a space at the end of the arm of only 
three by four and one-half inches. This 
makes it possible to get a large volume of 


NEW FIXTURES FOR WESTINGHOUSE 
NERNST LAMPS. 


light without using a multiplicity of 
sources or infringing the law of propor- 
tioning by making the sources too large 
for the other parts of the chandelier. 

ede 
Electrically-Driven Turntable. 


For doing work of a purely laborious 
sort, requiring mere strength, the human 
animal is a very inefficient piece of appa- 


‘ratus when compared with such mechan- 


ical power devices as electric motore—in- 
efficient, indeed, in point of size, weight 
and cost of operation. Nevertheless, it 
has long been almost universally the cus- 
tom to operate turntables and transfer 
tables on steam railroads by man power. 
A striking example of the economy and 
convenience which results from the use 
of electric power for this service is shown 
by the installation of a motor on a turn- 
table on one of the railroads in New York 
etate. 


This turntable was formerly operated 
by hand, requiring the time of a number 
of men at intervals, which averaged the 
continuous service of two men for twenty- 
four hours a day. The donkey was then 
equipped with a standard type F, high- 
torque Westinghouse induction motor, 
rated at twenty horsepower, and using 
sixty-cycle, two-phase current at 200 volts. 
This reduced the labor required to one 
man per day of twenty-four hours. 

Inasmuch as the men were paid fifteen 
cents an hour in each case, this motor 
made a saving of $3.60 a day, or $1,314 
per year of 365 days. As the cost of 
power for the motor has averaged but 
$S a month, or a total of $96 a year, 
the net saving is $1,218 a year. The total 
cost of the electrical equipment, including 
the cost of installing the outfit, was ap- 
proximately $1,500, which is but slightly 
greater than the actual saving in one year. 
As a result of this installation four other 
turntables have been supplied with elec- 


CAB AND GEAR CASE OF MOTOR-DRIVEN 
TURNTABLE. 


trical equipment by the same railroad, and 
plans are on foot for equipping several 
more similarly. 

The economy is not the most important 
point among the advantages of the elec- 
trical equipment, although it makes a very 
good showing. The work of a turntable 
is intermittent and is usually rushing for 
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a short time and then at a standstill, espe- 
cially at terminals, where many locomo- 
tives often come in at the same time. The 
length of time required to turn a loco- 
motive by hand depends largely upon the 
number of men available to do the turn- 
ing, but even with the handles full (which 
condition requires from four to eight 
men), it is impossible to do the work as 
rapidly as with a motor. Hence the sav- 
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DRIVING GEAR ON MOTOR-OPERATED 
TURNTABLE. 


ing in time at such periods is of great 
importance, as the congestion at the turn- 
tables is relieved and the movement of 
traffic is expedited. 

The method of supplying power to the 
table has some interesting details. A 
bridge is nsed with overhead wires, which 
run to a standard Westinghouse overhead 
collecting switch. This switch is con- 
structed with brushes and collector rings, 
so that contact is made at all times and 
in all positions of the turntable. This 
switch is so constructed that there is no 


LOCOMOTIVE ON MOTOR-DRIVEN TURN- 
TABLE. 


strain on the line wires, as the cross-arm 
to which they run does not move with the 
tables, but is stationary while the table 
revolves. 

In this installation the cab is mounted 
on the center of the turntable, so that the 
Wires run directly from the bridge to the 
cab and to the motor. In many instances 
the cah is mounted at one end, but in- 
stead of being directly on the table, it is 
mounted on the donkey directly over the 


motor, to overcome the jolting which the 
cabman would get when the locomotives 
run on and off. The type of cab which 
the Westinghouse company has adopted as 
a standard for this work is shown in one 
of the accompanving illustrations. 

In many cases, especially in a new in- 
stallation, the feed wires are run under- 
ground in conduit and brought up through 
the king-pin in the center of the table. 
The same type of switch mentioned above 
is placed between the tracks, and the con- 
nections made from this point in the usual 
manner. 


ese 


New Self-Starter for Induction Motors.  - 


A distinctive feature of the new line of 
self-starters for alternating-current induc- 


` tion motors recently placed on the market 


by the J. L. Schureman Company, Chi- 
cago, is the use of solenoids to perform 
the various functions of the starter, thus 
correspondiyg closely to direct-current 
practice. 

The accompanying half-tone illustra- 
tion shows the simplest type of these start- 
ers, one designed for small motors, capable 
of being thrown directly across the line 
to start. It consists of a solenoid-oper- 
ated switch for closing the motor circuit, 
together with a small relay, which makes 
possible reducing the amount of current 
in the control circuit to a minimum. All 
parts are mounted on a single slate panel 
with front connections, and legs for bolt- 
ing to a vertical surface, making a neat, 
compact outfit, easy to install and mount. 

The main switch is closed through a 
crank action, which requires very little 
power to operate, and permits the use of 
a solenoid of moderate size. No toggle 
joints are used. The circuits are made 
and broken on heavy carbon and copper 
“butt-end” contacts, which can be cheaply 
and easily replaced, and are very easy of 
adjustment 

The operating solenoids are of a noise- 
less type and carry current continuously 
while the starter is in running position. 
This provides the no-voltage release fea- 
ture, and in case of a failure of voltage 
from any cause the starter returns to the 
“off” position, disconnecting the motor 
from the line. The current consumed by 
the solenoids is only a fraction of an am- 
pere. 

The usual method of control is from 


remote push-buttons or by means of a 


pressure or vacuum regulator. Three 
small wires are run to the point of con- 
trol. To start, momentary contact be- 
tween wires 1 and 2 closes the circuit of 
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the relay, which in turn actuates the 
main-line switch, connecting the motor to 
the line. Momentary contact between 
wires 1 and 3 short-circuits the relay coil, 
and the circuit to the main-switch coil 


DIAGRAM OF CONNECTIONS FOR SCHURE- 

Coa TYPE AC STARTER, WITH PRES- 
RE REGULATOR AND SINGLE- 

MOTOR. ae 


is broken. The. opening of this switch 
then disconnects the motor from the iine. 

The relay, when closed, completes the 
circuit of its coil, so that current is car- 
ried by the control circuit only: at the 
moments of starting and stopping. As 
both the starting and stopping operations 


SCHUREMAN ALTERNATING-CURRENT 
TYPE AC STARTER. 

are performed by making contact, no cur- 
rent is broken in the control circuit, 
eliminating arcing on the control switches. 

This type of starter finds its widest use 
in connection with vacuum-cleaning plants 
using remote push-button or vacuum 
regulator control and in connection with 
smal] air compressors or fluid-pressure 
pumps. On pump and compressor in- 
stallations it is used with pressure-regu- 
lator control, starting and stopping the 
motor on the desired limits of pressure. 
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. Westinghouse Company Reorganized. 
The Westinghouse Electric and Manu- 
facturing Company has again become the 
property of the stockholders, after having 
been in the hands of receivers since the 
23d of October, 1907. As stated in the 
ELECTRICAL REVIEW AND WESTERN ELEC- 
TRICIAN last week, the petition for the 
discharge of the receivers was made on 
December 5 in Pittsburg, Pa., before 
Judge Young, of the United States Dis- 
trict Court, and was immediately signed 
by him. The petition was presented by 
G. B. Gordon, attorney for the receivers 
and for the Merchandise Creditors’ Com- 
mittee; Paul D. Cravath, attorney for the 
Stockholders’ Committee, and A. H. 
Larkin, attorney for the Readjustment 
Committee. Mr. Gordon made the ad- 
dress to the court, in which he gave a 
statement of the company’s affairs prior 


to the receivership, explained the causes | 


which led to the establishment of the re 
ceivership, presented a report of the op- 
eration of the company during the tenure 
of the receivership, and finally led up to 
the great work which has been accom- 
plished within so short a time by Mr. 
Westinghouse and the various committees 
in bringing about the rehabilitation and 
reorganization of the company. He em- 
phasized the fact that during the year the 
receivers had been in charge they had not 
only succeeded in paying off the interest 
on bonds as it fell due from time to time, 
but that they also kept the large factories 
of the company in operation during the 
entire time, doing an excellent business 
at a net profit of over $1,000,000. 

The action of 5,000 employes in sub- 
scribing for $600,000 of stock of the com- 
pany was another feature presented to the 
court, which made a great impression, be- 
cause it demonstrated the amount of con- 
fidence the employes themselves had in 
the company. It was also brought out 
that the company, under the reorganiza- 
tion, would in every way be in a better 
condition than at any previous period in 
its history, as it would start upon the new 
regime with cash on hand amounting to 
upward of $15,000,000, with an indebted- 
ness of only about $200,000. Mr. Cra- 
vath, in addressing the court on behalf 
of the stockholders’ committee, stated that, 
in the annals of receiverships, this one 
stood without a parallel as the most suc- 
cessful. 

The board of directors, which consists 
of George Westinghouse, E. M. Herr, 
James S. Kuhn, Joseph W. Marsh, Wil- 
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liam McConway, J. L. Callery, Richard 
Delafield, Albert H. Wiggin, Charles S. 
Brooker, A. G. Becker, Charles A. Moore, 
Edwin F. Atkins, Neal Rantoul, E. C. 
Converse, Anthony N. Brady and George 
Verity, held a meeting in New York on 
December 7 and organized as follows: 

President, George Westinghouse. 

Temporary chairman of executive com- 
mittee, E. C. Converse. 

First vice-president, E. M. Herr. 

Second vice-president, L. A. Osborne. 

Acting vice-presidents, G. W. Hebard 
and W. M. McFarland. 

Secretary, Charles A. Terry. 

Treasurer, T. W. Siemon. 

Assistant treasurers, E. St. John and 
H. F. Baetz. 

Auditor, J. C. Bennett. 

Ho 
Allis-Chalmers Business. 

A representative of the Allis-Chalmers 
Company says business is steadily increas- 
ing. The bookings of the company dur- 
ing November were eighty per cent greater 
than during November, 1907, fifteen per 
cent above October, and October was sixty- 
five per cent ahead of September. 

Few of the orders were of large size, but 
they are of a character that suggests that 
the industrial companies are entering a 
new era of spending money on small ad- 
ditions and on replacements. 

The machinery furnished to the mining 
and ore-treating companies is of very re- 
spectable volume and is increasing stead- 
ily. 

Turbines and high-pressure fire-fighting 
apparatus forms a large part of the com- 
pany’s business, and orders for the former 
and investigations of the performances of 
the latter are being secured in very grati- 
fying numbers. 

A large contract for the construction 
of.a tie-preserving plant for the Pennsyl- 
vania Railroad Company was recently se- 


‘eured and is the first installation of a 


plant of this kind by an eastern trunk 
line. 


-eoe— 
A New Rectifier. 

An alternating-current rectifier invented 
by two instructors of the Massachusetts 
Institute of Technology, Harold G. Crane 
and Waldo V. Lyons of the Electrical En- 
ginecring Department, is now being tested 
with the purpose of perfecting it for the 
market. The rectifier has been found sat- 
isfactory for such use as the charging of 
storage batteries, and its economy is de- 


clared to assure the success of the new con- 
verter, 
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Auto-Starters for Squirrel-Cage Motors. 


It is the usual practice in all squirrel- 
cage induction-type motors of greater 
than five-horsepower capacity to employ a 
starting device of the reactive type, 
usually termed an “auto-starter,” or 
“starting compensator,” the object being 
to limit the rush of line current according 
to the load demands. The selection of 


this device is a very important matter, 


since even a good motor may be unsatis- 
factory in starting characteristics if 
equipped with a poor auto-starter. In 
fact, excellence in design and construction 
in any motor may be nullified, in so far as 
starting characteristics are concerned, un- 
less an auto-starter of proper design is 
provided. 

The auto-starter, made by the Wagner 
Electric Manufacturing Company, St. 
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FIG. 1.—WAGNER AUTO-STARTER COM- 
PLETE. 


Louis, Mo., and shown in the illustrations, 
is a strong and attractive feature of the- 
motor equipment. In its design and con- 
struction no thought or experiment has 


been spared to produce a practical and — 


effective motor-starting device having the 
maximum durability. 

The auto-starter consists of two ele 
ments, a transformer enclosed in one iroD 
case, and a switching device enclosed in 
another case which is oil filled. Brought 
out from the transformer are a number of 
sub-voltage taps, giving different per- 
centages of full voltage, and from which 
any desired tap may be selected for per- 
manent wiring to the switching device, 
after one or two trials under actual ser- 
vice conditions. 

The switching device, as will be noted 


————— 
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from an inspection of Fig. 2, which shows 
the interior, is of the horizontal-shaft 
drum type, with the mechanism immersed 
in oil. A  quick-make-and-break cam 
eliminates all possibility of arcing be- 
tween the working contacts. In starting 
the motor, the handle is moved always in 
the one direction. It may be turned back 
to the “off” position only from the first 
starting position, and after once passing 
the first starting position it cannot be re- 
turned to “off” except by going through 
all of the succeeding positions. The con- 
nections for the successive positions are as 
follows: 

In the “off” positions the transformer 
and motor are both dead. Upon turning 
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3. Motor is disconnected with starter 
in off position. 

4. Motor obtains any desired percentage 
of voltage according to starting require- 
ments. 

5. All make-and-break contacts are of 
the sliding type and oil immersed. 

6. Points of making and breaking of 
circuit on the drum are separate and re- 
newable. 

7. The actual contact points are re- 
newable. 

8. All connections are made and broken 
quickly. | 

The complete device is of the unit sys- 
tem, a switch and a transformer, and may 
be arranged to meet best the conditions 


FIG. 2.—WAGNER AUTO-STARTER WITH OIL TANK REMOVED. 


the operating handle into the first starting 
position the motor is connected to the eub- 
voltage tap of the transformer, with the 
fuses short-circuited. The connections 
thus established cause the compensator to 
deliver sufficient pressure to start the 
motor with a minimum of line distur- 
bance. Turning the handle to the sec- 


ond position connects the motor to the® 


full voltages and disconnects the trans- 
former, the fuses being still short-cir- 
culted. Finally, in the third or full run- 
ning position the fuses are cut into the 
circuit. 

The advantages are enumerated as 
follows: 

1. Fuses are short-circuited at starting 
and first running positions. 

2. Transformer is alive with switch 
upon first starting position only. 


at the point of installation. The starter 
is identical as shipped for two or three 
phase work. 


T 
Westinghouse Fixed Charges. 

The liability statement of the Westing- 
house Electric and Manufacturing Com- 
pany, as contained in the receivers’ report, 
shows that there are outstanding approxi- 
mately $36,000,000 bonds and other forms 
of interest-bearing notes, on which the 
fixed charges are approximately $4,000,- 
000 a year. 

The largest item in this total comprises 
the five per cent convertibles of $22,135,- 
000. The next in importance is the three- 
year, six-per cent collateral notes, due 
August 1, 1910, of which $6,000,000 are 
outstanding. These latter would seem to 
be among the earliest obligations to invite 
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retirement, because of the high rate of 
charge upon them. It is noteworthy also 
in this collection that the amount of cash 
on hand on December 4 was greater than 
one-quarter of the entire . outstanding 
bonds and notes on which fixed charges 
are reckoned. This does not include 
$1,525,000 of special cash deposits noted 
in the receivers’ balance sheet. 

edo— 
A FINE STREET-LIGHTING INSTAL- 

LATION AT WEST AURORA, ILL. 


BY W. R. BONHAM. 


` The West Aurora Improvement Club, of 

West Aurora, Ill., which was organized 
about three months ago for the purpose 
of improving the business section of the 
city, has completed its first installation 
of electric street lamps, and the turning 
on of the current was an occasion of con- 
siderable importance. 

It was decided to install multiple tung- 
sten lamps on artistic iron posts, fifteen 
feet high, and carrving two side-arms, 
each supporting 100-watt tungsten lamps, 
at about twelve feet from the ground. A 
sixty-watt tungsten lamp is placed on the 
top of the post, and the lamp sockets are 
supported by the cable conductors, which 
extend about two inches from the iron 
support. This method obviates a shock 
being transmitted to the lamp in case the 
post should be struck by a passing vehicle. 
Clear lamps are used, with an eight-inch 
opalescent globe placed over the lower 
lamp, and a ten-inch globe over the upper 
lamp. The posts are placed fifty feet 
apart, exactly opposite on each side of the 
street. At street crossings a four-arm 
post is used. 

All wires are run in underground con- 
duits, and in the purchase of material and 
installation, local firms were favored 
wherever possible. The lamps were pur- 
chased from the Sterling Electrical Manu- 
facturing Company, of Warren, Ohio. 


The installation includes seventy lamp- | 


posts, eight of which carry four cross- 
arms, and the balance two, providing for 
226 lamps. During the entire installa- 
tion only one lamp suffered breakage, 
which greatly increased the confidence of 
the purchasers in the stability and relia- 
bility of the tungsten unit. 

The president of the club formally pre- 
sented the installation to the city of West 
Aurora, which will now maintain it. The 
acceptance was made by the mayor, and 
when the current was finally switched on, 
the greatest satisfaction was manifested. 
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Two 8,500-Horsepower Allis-Chalmers 


Water-Wheels for the Telluride Power 

Company, Grace, Idaho. 

In the new waterpower development at 
Grace, Idaho, of the Telluride Power 
Company, there are installed two 8,500- 
horsepower Allis-Chalmers Francis-type 
water-wheels with double-discharge end 
horizontal shafts. 

The turbines are supplied with water 
by means of a penstock or pressure pipe 
five miles long, under approximately 450 
feet head, and are required to drive two 
5,500-kilowatt, sixty-cycle alternators, 
whose power at 40,000 volts will be trans- 
mitted nearly 150 miles and delivered 
near Salt Lake City to the electrical dis- 
tribution system of the Telluride Power 
Company in Utah. 


draft tubes below the level of the bed- 
plate are constructed of concrete. The 
units described are computed to fit the 
following data: Fall acting on wheel, 
450 feet ; power at full gate opening, 8,500 
brake-horsepower; speed, 300 revolutions 
per minute. 


ope 
Electrical Projects on the Pacific Coast. 

A number of new corporations have 
filed articles in the Coast states during 
the last few days. At Los Angeles, Cal., 
the Consolidated Reservoir and Power 
Company has been incorporated with an 
authorized capital stock of $1,000,000, by 
H. E. Moore, A. E. Poole, G. I. Lamy, 
William Lane and others. In Portland, 
Ore., Goodwin A. Young, Ray W. Lang 
and N. A. Peery have incorporated the 


8,500-HORSEPOWER DOUBLE-DISCHARGE SPIRAL-CORE HYDRAULIC TURBINE, 
TELLURIDE POWER COMPANY. 


-Each turbine, when operating at 300 
revolutions per minute with an effective 
hydraulic head of 450 feet, delivers 8,500 
horsepower at an efficiency of eighty-four 
per cent. These units are of the Francis 
tvpe and consist of a horizontal main 
shaft carried by two bearings, and a single 
central casing surrounding a twin runner 
controlled bv a service or “vane” type 
speed-gate and discharging in opposite 
directions into two separate draft tubes, 
all united and supported by an ample bed- 
plate. 

Spiral or serolltype casings of cast-iron 
are used with horizontal bottom inlet. 
The vane shafts are hollow and fitted for 
foreed grease lubrication at both bearings. 
The runners are of the twin or double- 
discharge type, and designed to he hbal- 
anced under running conditions. The 


Columbia Railway, Light and Power Com- 
pany, with a capital stock of $50,000. In 
Nevada, the interests that are planning 
to distribute electricity throughout Rhyo- 
lite and: the neighboring mining camps 
have organized as the Rhyolite Electric 
Company, with W. D. Hatton, C. A. 
Stoible and M. J. Hill of Goldfield, as 
directors. In San Francisco, the only 
new incorporation of an electrical nature 
is that of the Shoenberg Electric Appli- 
ance Company, which has a capital stock 
of $25,000, and of which the organizers 


are S. G. O. King, S. J. Goldman, M. 


Shoenberg and H. Shoenberg. The Snow 
Flake Gold Mining and Power Company 
has been organized at Salt Lake, Utah, 
hv mining interests in the vicinity of 
Modena, Utah. 
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The Griffin Enclosed Gas Engine. 


A two-cylinder, three-cycle, enclosed 
engine has recently been constructed by the 
Griffin Engineering Company, Limited, 
of the Kingston Iron Works, Bath, Eng- 
land, designed with a special view to the 
employment of suction gas as the working 
agent. This engine possesses a number 
of original features. By arranging for 
a scavenging stroke after each explosion, 
Mr. Griffin is able to use a low compres- 
sion, and yet get a richer mixture in his 
cylinder than is possible with even high 
compressions used with high-speed engines 
running on the Otto cycle. He claims 
that he thus combines a low compression 
with a low consumption of gas per brake- 
horsepower. The scavenging stroke tends 
to increase the internal resistance of the 
engine, but this is compensated for by the 
use of a special double valve for control- 
ling the supply of gas and air. 

Another special feature of the engine 
is the use of low-tension magneto ignition, 
a single oscillating magneto firing the 
charge in both cylinders. Mr. Griffin em- 
ploys electrical means of breaking the con- 
tact, with the result that the magneto used 
can be fixed at any convenient point of the 
engine instead of having to be placed in 
a position giving a straight lead from it 
for the links to the contact-breaker. Any 
number of cylinders can, moreover, be 
fired from the one magneto. 
ede 
Salt River Reclamation Project. 


The Salt River Reclamation Project, 
involving the construction of the great 
Roosevelt Dam at Roosevelt, Arizona, 18 
now seventy-four per cent complete, an- 
nounces the Reclamation Record. About 
8,500 cubic yards of masonry were laid in 
the Roosevelt Dam during November, 
bringing the lowest part of the structure 
to an elevation of sixty-five feet and the 
highest part thereof to an elevation of 
eighty-five feet. About forty-eight per 
cent of the masonry of the dam had been 
laid at the close of November. The ce- 
ment mill, with two kilns running on 
an average of twenty-one days each, burnt 
9,800 and ground 9,500 barrels of cement. 
The transmission line is completed into 
Roosevelt, and the setting of poles and 
stringing of wire is in progress near Phe- 
nix. The foundations for the towers for 
the Salt River crossing near Tempe are 
being built. The walls and roof of the 
switching station are completed. Good 
progress has been made in the excavation 
of the South and Grand Canals. 
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Current Electrical News 


CONTINENTAL EUROPE. 


(Special Correspondence.) 


Paris, DECEMBER 5.—The telegraph department of France has 
adopted a new measure which will be greatly appreciated by the 
public. Starting December 1, steps have been taken to allow 
the public to send telegrams, in cities where there is a night 
service, at the greaily reduced rate of one centime (one-fifth of a 
cent) per word, with a minimum amount of ten cents in any 
given case. Thus for 10 cents it is possible to send quite a 
letter containing fifty words. The messages are sent during the 
night and are delivered in the first mail of the morning. This 
“letter-telegram” system was approved by the parliamentary postal 
and telegraph commission about six months ago. The telegraph 
rates can be paid by placing postage stamps on the telegram. 

A French scientist, M. Louis Paris, has succeeded in produc- 
ing an artificial sapphire by using the heat of the electric arc. 
Already the ruby has been formed at a high temperature, but for 
making the sapphire many difficulties were connected with the 
operation. Alumina and cobalt oxide are melted together, the 
latter giving the yellow color, and mixed with a small percentage 
of lime and magnesia. The result is a stone which cannot be 
distinguished from the natural sapphire except by the microscope. 

Line No. 4 of the Paris Metropolitan subway, which runs 
from the Clignancourt to the Orleans Gates, is expected to be 
finished during next summer. This work was delayed on account 
of the large amount of caisson construction needed for the tunnel 
under the Seine. One-half of the present subway, running north- 
ward from the Seine, is now open for regular traffic. Line No. 6, 
running from Place d’Italie to Place de la Nation, will be de- 
livered to the Metropolitan company by the contractors in Feb- 
ruary or March of next year. A rolling incline is now being 
installed in one of the subway stations in the city as an experi- 
ment, as in some cases the tunnel lies at a great depth and the 
public complain of having to mount the staircases. For the same 
purpose electric elevators will be tried at another of the stations. 

We learn that the Nobel Prize for Physics is to be awarded 
to Professor Lippmann for his work in the photography of colors. 
It will be remembered that he is also the inventor of the capillary 
electrometer, which is one of the most sensitive known, and has 
carried out other researches in the electrical field. 

In order to facilitate the exchange of international telephone 
messages an agreement has been made between the French and 
the Italian departments by which a person in Paris, for instance, 
can be informed by telegraph that someone in Rome wishes to 
telephone him and that he is to take the message in a certain 
telephone booth at the designated date and hour. Such telegrams 
are sent at a reduced rate. A. DE C. 


GREAT BRITAIN. 
(Special Correspondence.) 


LONDON, DECEMBER 4.—An extensive system of street lighting 
by means of metallic-filament leinps is now under the considera- 
tion of the Marylebone (London) Borough Council, in substitu- 
tion for the present lighting by gas. On the contrary, it may be 
reported that the City of London Corporation has given facilities 
to the Gas Light and Coke Company to carry on an experiment 
in public lighting in the well-known thoroughfare of Fleet Street, 
by means of inverted, high-pressure gas lamps. 

Although reciprocating engines were installed in the first 
portion of the Greenwich Tramways generating station of the 
London County Council, turbo-generators have been adopted for 
the second portion which is now building. The tenders for two 
9,000-kilowatt steam turbo-generators have just been received, 
and it is interesting to note that the British Westinghouse Com- 
pany has received the order at $204,000, the turbines being of 
the Rateau type. There were lower tenders than the accepted 
one, and in order to satisfy the Highways Committee as to the 
working of this type of turbine, the company took the tramways 
officers of the Council for a trip to Milan. 

The Institution of Electrical Engineers is about to lose its 
secretary, Mr. G. C. Lloyd, who has held his position since 1904, 
on the death of Mr. W. G. McMillan. Mr. Lloyd has been selected 
for the post of secrétary of the Iron and Steel Institute, where he 
was assistant secretary prior to 1904. 

The recent fire on the City & South London electric tube 
railway has awakened the fire brigade committee of the London 
County Council to the fact that several improvements could be 
made to the fire-extinguishing apparatus on electric railways. 
Accordingly, they have reported that periodical inspections of the 
apparatus should be made by the chief fire officers, that the 


railway company should provide illuminated signs both on the 
platforms and on the street level showing when the current is 
switched on, or off, the live rail, and that in the event of a fire, 
the fire brigade should be sent for. Hitherto, there has been 
a rule that the railway employes should themselves cope with a 
fire on a tube railway. 

Hitherto, the National Telephone Company has been assessed 
throughout the country, for taxation purposes, at a certain rate 
per mile of wire. The company has now, however, accepted the 
principle of being taxed according to the earning power of its 
undertaking in the various districts. This will add considerably 
to the ratable value in many districts, as much as fifty per cent 
in some, and in a few quarters this is popularly regarded as a 
satisfactory retaliation for. the imposition of the new rates of 
charging by the company, which have, in the main, turned out 
to be an increase over the old rates. .- G. 


EASTERN CANADA. 


(Special Correspondence.) 


OTTAWA, DECEMBER 12.—Application is being made to the 
Ontario Legislature for an act to incorporate the Eastern On- 
tario Electric Railway Company. It is proposed to run from Corn- 
wall to Toronto, with a branch from Ottawa to Brockville. Per- 
mission is sought to issue bonds at the rate of $25,000 per mile. 

The Municipal Council of Brockville, Ont., has entered into 
an agreement with the Bell Telephone Company, covering a 
five-year period, by which the company pays the corporation 
$500 a year rental for the use of its streets and fixes the rate 
for business telephones at $30 and residence telephones at $25 per 
year. 

It is expected that the city of Peterboro, Ont., will shortly 
approach the Hydro-Electric Power Commission witn regard to 
electric power. It is proposed to obtain this, if possible, from 
sources about twenty miles north of the city, and practically 
the same plan has been worked out as at Ottawa. About 8,000 
horsepower will be used by the city at present. 

The Sao Paulo Tramway, Light & Power Company, the 
Brazilian concern owned and operated by Canadian capitalists, 
has increased its dividend rate from nine to ten per cent per 
annum. This action was taken by the directors at Montreal 
last week, when a quarterly dividend of two-and-one-half per 
cent was declared. The history of the Sao Paulo company, from 
five-and-three-fourths per cent in 1903, has been one of constantly 
increasing dividends. 

In an official statement issued to shareholders, the Dominion 
Power and Transmission Company, which owns the street rail- 
way and controls all the electric suburban lines entering the 
city of Hamilton, Ont., explains that one of the chief reasons 
that the payment of dividends on the stock is suspended is on 
account of the depressing effect that the Ontario government’s 
power project has had on the sale of securities. The company 
has to spend $500,000 reconstructing the street railway, but found 
it almost impossible to sell the ‘securities, and dividend pay- 
ments have been stopped until the amount is accumulated. Mr. 
Geo. Blanchard, vice-president of the company, an American 
street-railway expert, has severed his connection with the com- 
pany. 

It is estimated that the interests which are working to have 
the Mexican Power-Tramway lease put through, control and have 
proxies for 110,000 shares of the power company’s stock. 

The city of Brantford, Ont., will vote in January on de- 
bentures for the purpose of establishing a municipally-owned 
light and power plant. W. 


IMPORTANT DEVELOPMENTS. 


PLANS TO ILLUMINATE STATUE OF LIBERTY IN NEW 
YORK HARBOR—Chief Engineer Armstrong, of the Singer Build- 
ing, of New York, has been in Washington to interest congress- 
men in a plan to light up the statue of the Goddess of Liberty 
in New York harbor as the Singer tower is lighted. The plan is 
to have twenty-four powerful searchlights, situated at the base 
of the statue, trained on the statue during the night. 


ELECTRICITY TO LIGHT THE PYRAMIDS OF TEOTI- 
HUACAN—The representatives of the Mexican Light and Power 
Company have offered to follow the suggestions made by the 
president of the republic regarding the furnishing of electric 
energy for lighting and power purposes in the camping grounds 
and installations established in the pyramids of San Juan Teoti- 
huacan. To that effect a committee of engineers has been ap- 
pointed to make a survey in the district of Texcoco to learn 
whether the owners of private properties within that jurisdiction 
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could establish pumping plants for irrigation purposes, and if 
the water can be economically used from that place, so as to 
make the establishment of a central supply of electric energy 
feasible, the company will undertake the work. . 


NEW YORK, NEW HAVEN & HARTFORD TO START ON 
$30,000,000 ELECTRIFICATION—Contracts involving $30,000,000 
of improvements by the New York, New Haven & Hartford Rail- 
road, have been arranged for. The railroad is to electrify a six- 
track line from New Rochelle to One Hundred and Twenty-ninth 
Street. A tunnel will be built under the East River to Astoria, 
thence to Long Island City, with another East River tunnel and 
subway to a huge passenger station to be erected on the block 
bounded by Fourth and Lexington avenues, Thirty-second and 
Thirty-third streets. The trackage from Astoria to Long Island 
City may be underground or may be elevated. A connection with 
the Pennsylvania will be made in Long Island City, according to 
the report, and a New York, New Haven & Hartford terminal 
station will be built on the old Park Avenue carbarn site. This 
would permit passengers from Boston to pass through New 
York for the West and South without leaving the train. 


ELECTRIC LIGHTING. 


(Special Correspondence.) 


ST. JOHN, N. D.—Horace Bourassea is constructing an elec- 
trie-light plant at St. John. 


RUSHVILLE, NEB.—D. W. Ferree contemplates installing an 
electric-light plant at Rushville. 


MURRAY, IOWA—A special election will be held at Murray 
to determine upon lighting the streets with electricity. C. 


NORWALK, CAL.—J. R. Gordon has been awarded a fran- 


chise for an electric-lighting and power system in the town of 
Norwalk. A. 


WEBB CITY, MO.—An explosion badly damaged the plant 
of the Independent Power Company, at Webb City, killing one 
employe. 

NEZ PERCE, IDA.—E. G. Ousterhaute and J. F. Englehorn, 


of Nez Perce, are building a power plant with a capacity of 200 
horsepower near Orofino, Ida. : 


TACOMA, WASH.—The commissioner of public works of Ta- 


coma is advertising for proposals to furnish a fifty-arc, air-cooled, 
constant-current transformer. A 


SAN FRANCISCO, CAL.—An additional $500,000 of the North- 
ern California Power Consolidated 5’s has been sold and the 
proceeds are being invested in the development of the plant. 


DELHI, IOWA—An electric light plant costing $18,000 will be 
installed at Delhi. The town has raised $8,000 and outside capital 


will supply $10,000. Power will be furnished to small fac- 
tories. 


SEATTLE, WASH.—The city of Seattle will vote on Decem- 
ber 29 on issuing $800,000 four-and-one-half-per-cent lighting bonds, 


together with two other bond propositions for ratification or re- 
demption. 


ALBANY, N. Y.—The Public Service Commission, second dis- 
trict, has authorized the Rockland Light and Power Company, 
of Nyack, N. Y., to issue $500,000 five-per-cent thirty-year mort- 
gage bonds. 


SEATTLE, WASH.—The City Council of Seattle has passed 
an ordinance adopting plans and specifications for the enlarging 
and extending of the municipal light and power system at a cost 
of about $800,000. 


VILLISCA, IOWA—The Villisca Electric Company has secured 
a temporary injunction against the city of Villisca to enjoin the 
granting of a franchise to F. P. Tyler, who proposes to construct 
a rival electric-light plant. 


PLACERVILLE, CAI..—George L. Threlkel, of Placerville, 
Cal., has appropriated 10,000 miners’ inches of water from the 
North Fork of tie American River in El Dorado County, Cali- 
fornia, for power purposes. 


LA GRANGE, CAL.—The work of building a thirty-two-mile 
transmission line from the plant of the La Grange Power Com- 
pany, near La Grange, to the town of Turlock, has been begun 
and is to be completed within three months, 


FLORA, IND.—Lincoln Hesler, who appeared before the 
town board in the interest of William R. LaBaw and Guy W. 
LaBaw, of Veedersburg, who wish to secure a franchise for build- 


ing an electric-light plant, was successful in having the franchise 
drafted by the board. 


ST. LOUIS, MO.—The proposed artistic electroliers on down- 
town streets will be illuminated for the first time on Centennial 
Day, November 2, 1909, if the plans of the Downtown Lighting 
Association, organized at a mecting of business men with a com- 
mittee of the Civic League, at the Mercantile Club, do not mis- 
carry. Tom W. Bennett was elected president of the association; 
Dan C. Nugent, vice-president, and Thomas H. West, Jr., treas- 
urer. Committees for each street in the district are to be ap- 
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pointed by the executive committee, to enlist all the property 
holders as members of the association and to superintend the 
erection of electroliers in conformity with the patterns selected by 
a committee of the association. 


PORTLAND, ORE.—The Portland Railway, Light and Power 
Company has plans nearly completed for a two-story concrete and 


brick transmission station, fifly by one hundred feet, at First 
and Jefferson Streets, Portland. 


ELLWOOD CITY, PA.—As a result of the action taken in 
Council Ellwood will not have a municipal electric-light plant. 


The vote for a bond issue of $12,000 for repairing the old lighting 
plant was lost by a single ballot. 


SEATTLE, WASH.—G. W. Wilson, of Seattle, has plans un- 
der way for a power plant to supply the towns of Bothell and 
Woodinville in the same state. He has filed a notice of appro- 
priation of water from North Creek for power purposes. A. 


PRESCOTT, ARIZ.—M. J. Hickey, Robert Brown and Henry 
T. Andrews have secured a franchise for an electric-light and 
power system at Prescott. The ordinance also permits of the 
building and operating of telephone and telegraph lines in the 
city. A. 

GREEN BAY, WIS.—The Northern Hydro-electric Company of 
Green Bay will shortly let contracts for the construction of a dam 
and power house at High Falls on the Peshtigo River in Stephen- 


son County, Mich. The company will develop 7,500 horse- 
power. C 


MOROCCO, IND.—The Morocco electric-light plant, formerly 
owned by W. J. Harpole and Company, has been sold to 
J. C. Carpenter, a prominent electric-light man. It is the purpose 


of the new owner to improve the plant and install modern ma- 
chinery. 


hd 


FORT WAYNE, IND.—The city has just taken possession 
of its municipal plant for street lighting and, finding it has sur- 
plus power, desires to sell it to private consumers at eight cents 


a kilowatt, whereas customers of the traction company pay a net 
rate of ten cents. 


TONOPAH, NEV.—The Nevada-California Power Company, 
which recently completed three units of its plant near Tonopah, 
Nev., with a capacity of 23,000 horsepower, has completed pre- 
liminary surveys for its Manhattan and Round Mountain exten- 
sions as far as Central, twelve miles from Manhattan. From that 
point separate lines will be run to the two camps. À. 


SAN FRANCISCO, CAL.—The Northern California Power 
Company, Consolidated, of San Francisco, recently organized, has 
given a deed of trust to the Union Trust Company of San Fran- 
cisco, to secure a bonded indebtedness of $10,000,000. Most of the 
new bond issue will be used in taking up the floating and bonded 
indebtedness of the companies merged into the consolidated a 
pany. . 

SAN FRANCISCO, CAL.—The board of public works an- 
nounces that it will award the contract for turbines and pumps 
for the proposed power stations of the auxiliary fire-protective 
system and for two fire boats to the Byron Jackson Iron Works, 
notwithstanding that the company’s bid was about $7,000 higher 
than that of the D’Olier Engineering Company of Philadelphia. 
The contract will approximate $120,000. A. 


ST. ANTHONY, IDA.—The St. Anthony Light and Power Com- 
pany has begun the work of connecting its plant at that place 
with the plants at Teton City and Rexburg. Next spring the 
company will build a hydro-electric plant at its site on the Teton 
River for the supplying of the three lighting systems. The power 
plant will develop 3,000 horsepower and, with the necessary build- 
ings, power lines and connections, will cost about $150,000. A. 

PORT ORCHARD, WASH.—Members of a new power com: 
pany are visiting Port Orchard, Bremerton, Charleston and other 
towns in Kitsap County with a project to light these towns with 
electricity. The promoters plan to utilize the power of the Dose- 
wallup River on the west side of Hood Canal, equipping a plant 
costing $250,000. The members of the company made plans to 
apply for the right to furnish light and power to the navy yard 
at ten cents per kilowatt-hour. 


BOSTON, MASS.—The Minneapolis General Electric Company 
has sold to Blodget, Merritt & Co. $1,100,000 first mortgage five 
per-cent bonds, due December, 1934. The proceeds will be used 
for retirement of one-year six-per-cent notes, maturing December 
16, 1908, and will fund floating indebtedness which represents 
costs of permanent additions to property during the past two 
years. This company controls all the electric lighting and com 
mercial power business in Minneapolis. 


EDUCATIONAL. 


WORCESTER POLYTECHNIC INSTITUTE—The_ electrical 
engineering department of Worcester Polytechnic Institute, Wor- 
cester, Mass., is adequately described and illustrated in a hand: 
some little pamphlet published by the Institute. The very com 


plete electrical laboratory and electric test-car equipment Ta 


this institution one of the best equipped in the country. 
Harold B. Smith is at the head of the department. 


December 19, 1908 


PERSONAL MENTION. 


MR. H. D. MURDOCK, who has been mechanical and elec- 
trical engineer of the Indianapolis & Louisville Traction Com- 
pany for the past year, at Scottsburg, Ind., has been appointed 
superintendent of the company. 

MR. HOWARD R. SHARKEY, who is well known to the 
electrical trade, has joined the forces of the Diamond Rubber 
Company of Akron, Ohio, and will handle its wire in the East, 
with headquarters at 1876 Broadway, New York city. 


PROF. ERNEST RUTHERFORD, director of the physical 
laboratory of the University of Manchester, England, and PROF. 
GABRIEL LIPPMAN, of the University of Paris, have received 
the awards of the Nobel Prizes for chemistry and physics, re- 
spectively, in recognition of their distinguished work in scientific 
discoveries. 

MR. FRANK J. SLOAT, general manager of the Ohio Trac- 
tion Company, the largest interurban system in Ohio, has resigned 
to take up mining operations in California. Mr. Sloat has op- 
erated all the Schoepf syndicate’s properties in southern Ohio 
for years, and was formerly president of the Ohio State Inter- 
urban Association. l S. 

MR. LOUIS A. FERGUSON, president of the American Insti- 
tute of Electrical Engineers, and vice-president of the Common- 
wealth Edison Company of Chicago, was the speaker of the even- 
ing at the December dinner and meeting of the Electrical Engi- 
neering Society of the Massachusetts Institute of Technology, 
Boston, December 9. Mr. Ferguson is a graduate of the Tech 


class of 1888. 
OBITUARY. 


MRS. ELIZA McGUIRE HAASE, who died December 8, was 
the mother of Allen Lee Haase, the well-known representative of 
the Harvard Electric Company, Chicago. 


MR. MYRON T. WILBUR, treasurer of tbe American District 
Telegraph Company and of the Western Union Telegraph Com- 
pany, died on Tuesday, December 8, at his home in New York 
city, after an illness of ten days. Mr. Wilbur was sixty-two 
years of age and is survived by Mrs. Wilbur, his widow. He was 
in every respect a fine man, with a host of warm friends and 
close acquaintances, who with us will deeply deplore his passing. 


NEW MANUFACTURING COMPANIES. 


HORNELL, N. Y.—The A. J. Deer Company has been in- 
corporated to manufacture motors, electric novelties, electric ma- 
chinery, dynamos, ete. Capital, $120,000. Incorporators: A. J. 
Deer, Buffalo; F. Bartz, F. A. Wygant, Hornell. 


ALBANY, N. Y.—The Butler Electric Clutch Company, of 
Yonkers, has been incorporated with a capital of $50,000. The 
directors for the first year are as follows: Wm. W. Butler, 
Martin E. Thew and Clarence Alexander, of Yonkers. 


NORFOLK, VA.—The Virginia Auto-Electric Piano Company, 
of Norfolk, has been incorporated with D. E. Levy, president, and 
Moe Levy, secretary and treasurer. The capital stock is placed 
at $5,000 to $15,000, and the company will manufacture pianos. 


ROCHESTER, N. Y.—The Iternational Telechronometer Com- 
pany, Rochestcr, has heen formed to execute electrical work of 
all kinds. Its capital is $500,000, and incorporators are George S. 
McMillan, James W. Lewis, Clarence W. McKay, Merton E. Lewis, 
Rochester, and Victor B. Deyber, Albany. 


MINNEAPOLIS, MINN.—The Northern Electrical Company 
and the Electrical Engineering Company, both of Minneapolis, 
have been merged, James Richardson, president, and W. E. 
Stephenson, manager, of the former company, having bought 
G. W. Hayford’s interest in the latter. The officers of the con- 
solidated company are: Morgan Brooks, president; James Rich- 
ardson, vice-president, and W. E. Stephenson, secretary and 
treasurer, The business will be continued at 21 Sixth Street. C. 


PROPOSALS. 


POSTOFFICE AT WARREN, OHIO—The office of the Super- 

vising Architect, Washington, D. C., will receive sealed proposals 
until January 12 for the construction (including plumbing, gas 
piping, heating apparatus, electric conduits and wiring) of the 
United States Postoffice at Warren, Ohio, in accordance with 
Specifications, which may be had from the custodian of site at 
Warren, or at the office of the Supervising Architect. 


STATE CAPITOL OF KENTUCKY-—Sealed proposals will be 
received at the office of the Board of State Capitol Commissioners 
at Frankfort to January 5 for the manufacture and installation 
of the electric-light fixtures required in the new State Capitol 
Building, Frankfort. Plans and specifications for the work may 
be seen at the offices of the architects, Frank M. Andrews & 
Company, Cincinnati, Ohio, and Waldorf-Astoria, New York city. 
Bids must be addressed to Edward M. Drane, secretary Board 
of State Capitol Commissioners, and must be accompanied by 
certified check for at least five per cent of the amount of the bid. 
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ELECTRICAL SECURITIES. 


Although the markets have continued irregular, increased 
activity has been the rule, and the general price movement has 
been upward. The average price of railroad shares made a new 
high level for the year and the industrial average also registered 
a good advance. Public buying was more active, and this is 
contrary to general expectations. For the first time since elec- 
tion there has been a genuine concession in quarters which were 
heretofore pessimistic regarding the increasing business revival. 
The declaration of the first dividend on its preferred stock by the 
Wisconsin Central, and the increase in the dividend rate of the 
Western Union, were minor factors in bringing about increased 
confidence in the financial community. 

Dividends have been declared upon the following electrical 
securities: Reading Traction Company; regular quarterly divi- 
dend of seventy-five cents a share, payable January 1 to stock 
of record December 11. United Gas Improvement Company; reg- 
ular quarterly dividend of two per cent, payable January 15 to 
stock of record December 31. Regular quarterly dividend of 
one-and-one-half per cent on the preferred stock of the Duluth 
Edison Electric Company, payable on the first day of January, 
1909, to stockholders of record at the close of business on De- 
cember 12. Manhattan Railway Company; regular quarterly divi- 
dend of one-and-three-fourths per cent, payable January 1. Union 
Traction Company, Philadelphia; semi-annual dividend of three 
per cent, placing the stock on a six per cent per annum basis. 
The stock has heretofore been on a five per cent per annum 
basis. The dividend is payable January 1 to stock of record 
December 10. Semi-annual dividend of $3 per share on the 
preferred stock of the Columbus Electric Company, payable Jan- 
uary 1, 1909, to stock of record December 21, 1908. Canadian 
General Electric Company, Limited; regular quarterly dividend 
of one-and-three-fourths per cent on its common stock, payable 
January 1. Books closed December 14, reopen January 1. Cen- 
tral District and Printing Telegraph Company; regular quarterly 
dividend of two per cent, payable January 20 to stock of record 
January 23. Bangor Railway and Electric Company; quarterly 
dividend of one-and-one-fourth per cent, payable January 1 to 
holders of record December 20. El Paso Electric Railway; a divi- 
dend of three per cent on the preferred, payable January 11 to 
stock of record December 30. Halifax Electric Tramway; a divi- 
dend of one-and-one-half per cent, payable January 2. Lynchburg 
Traction and Light Company; one-and-one-half per cent, and an 
extra dividend of one per cent, payable December 15. Portland 
(Ore.) Railway, Light and Power Company; a dividend of one- 
and-one-fourth per cent, payable January 2. Sao Paulo Tramway, 
Light and Power Company; quarterly dividend of two-and-one- 
half per cent, payable January 2. Union Passenger Railway, 
Philadelphia; semi-annual dividend of $4.75, payable January 1. 
West Philadelphia Passcnger Railway; semi-annual dividend of 
$5, payable January 1. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED DECEMBER 12. 


New York: Closing. 
Allis-Chalmers common ............e.0006. 16 
Allis-Chalmers preferred .........ccceceeee 523% 
Brooklyn Rapid Transil.................... 58 
American Telephone and Telegraph Company 128%, 
General Electric ............. 0. ccc cece eee, 158% 
Interborough-Metropolitan common ........ 171g 
Interborough-Metropolitan preferred ....... 411% 
Kings County Electric..................... 126 
Mackay Companies (Postal Telegraph and 

Cable) common ...............2.ec00eeee 7414 
Mackay Companies (Postal Telegraph and 
Cable) preferred ....... 0... 0... .cc cece cece 69 
; Manhattan Elevated ...................... 147 
Metropolitan Street Railway............... 3134 
New York and New Jersey Telephone...... 114 
Western Union iecs.orieresidereerecdi uidi 68 
Westinghouse Manufacturing Company..... 88 

Boston: Closing. 
Edison Electric Wluminating............... 240 
Massachusetts Electric .................... 5814, 
New England Telephone................... 127 
Western Telephone and Telegraph pref T8 

Philadelphia: Closing 
Electric Company of America.............. 10% 
Electric Storage Battery common.......... 44% 
Electric Storage Battery preferred......... 44% 
Philadelphia Electric ...................... 11% 
Philadelphia Rapid Transit................. 2215 
United Gas Improvement.................. 9214 

Chicago: Closing. 
Chicago Telephone ........................ 12914 
Commonwealth Edison .................08, 104 
Metropolitan Elevated preferred............ 4834 
National Carbon common.................. 86 
National Carbon preferred................. 113 
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TELEPHONE AND TELEGRAPH. 


(Special Correspondence.) 


HOLLIS, OKLA.—The Hollis Telephone Company has ee 
incorporated with a capital stock of $20,000. 


DALLAS, S. D.—The Tripp-Myer Telephone Company Tai 
been incorporated with a capital stock of $10,000. 

WARSAW, IND.—The Commercial Telephone Company is in 
the market for material to construct a new circuit, six miles in 
length. The line is to be completed by January 15. Ss. 


FARGO, N. D.—The agreement for exchanging local and long- 
distance service in North Dakota between the Independents and 


the Bell company has resulted in a revision of rates which 
amounts to an advance. 


SHIRLEY, IND.—The Farmers’ Mutual Telephone Company, 
of Shirley, has been sold with all rights, property and franchises, 
to H. N. Rhorer, of Greenfield, Mo. The new owner is an ex- 


perienced telephone man and says that he will remodel, re-equip 
and extend the plant. S. 


INDEPENDENCE, CAL.—The board of supervisors of Inyo 
County, California, is advertising for bids for a telephone fran- 
chise to connect the towns of Independence, Lone Pine, Keeler, 


Darwin, Ballarat and Skidoo with a telephone line. Bids will be 
received until January 5. A. 


SAN FRANCISCO, CAL.—J. C. Rohlfs, manager at San Fran- 
cisco for the marine department of the Standard Oil Company, 
has arranged to equip the company’s steamers Atlas, Asuncion 
and Maverick and barge 91 with the United Wireless Ga i 
Company’s system of wireless telegraph apparatus. 


SEATTLE, WASH.—The Pacific States Telephone and Tele- 
graph Company, of San Francisco, is planning the expenditure of 
about $600,000 on its system at Seattle. The improvements in- 
clude a new telephone exchange in the Beacon Hill district, the 


laying of permanent underground conduits and the placing of 
other equipment. A. 


MINNEAPOLIS, MINN.—Toll coupons for long-distance serv- 
ice, which are sold at a discount, are held to be illegal as being 
discriminatory, under the state anti-pass law of Minnesota, ac- 
cording to an opinion by the attorney-general’s department. The 
Tri-State Telephone Company refuses to accept the ruling and 
may not withdraw them without further investigation. 


HONOLULU, H. I.—Clinton J. Hutchins, of San Francisco, 
who is manager of the Island Wireless Telegraph Company, of 
Honolulu, has placed a contract with the Automatic Electric 
Company, of Chicago, for automatic telephones and will put in a 
telephone system in Honolulu. The company already holds fran- 
‘chises under which the work can be done. An application has 
been made to increase the capital stock of the company from 
$150,000 to $1,000,000, and to change the name to the Hawaiian 
Telegraph and Telephone Company. The Honolulu system will 
be operated in connection with the company’s inter-island wire- 
less system. Mr. Hutchins’ plans also include the building of a 
$50,000 central exchange and office building on a site recently 
purchased in Honolulu. 


ENGINEERING SOCIETIES. 


STEVENS ENGINEERING SOCIETY—The American Society 
of Mechanical Engineers has established its first student section 
by affiliating with itself the Stevens Engineering Society of 
Stevens Institute of Technology, Hoboken, N. J. It is believed 
that other student organizations will be similarly favored. Though 
these undergraduate associations will retain their personnel and 
autonomy, it is expected that both the allied societies as well as 
the American Socicty of Mechanical Engineers will benefit from 
this closer contact of the engineer and the engineer-student. 

FT. WAYNE ELECTRO TECHNIC CLUB—One of the most 
profitable meetings of the Electro Technic Club of Ft. Wayne, 
Ind., organized from among the employes of the Ft. Wayne 
Electric Company, was held December 1. The principal address 
was made by Prof. J. W. Esterline of Purdue University on 
“The Commercial Testing of Raw Material.” Professor Esterline 
confined his discussion of the subject particularly to materials 
entering into the manufacture of electrical apparatus and cited 
many instances of the necessity for tests he found in his work 
as consulting engineer for a umber of Indiana cities in the 
installation of electric-light and power plants. 


DATES AHEAD. 


American Roentgen-Ray Society. Annual meeting, New York 
city, December 28-30. 

American Association for the Advancement of Science. An- 
nual meeting, Baltimore, Md., December 28-January 2. 

Chicago Electrical Show. Coliseum, Chicago, IIL, 
16-30, 1909. 

Northwestern Electrical 
waukee, Wis., January, 1909, 

American Association of Electric Motor Manufacturers. 
meeting, January, 1909. 


January 


Association. Annual meeting, Mil- 


Next 
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LEGAL NOTES. 
Conducted by J. L. Rosenberger, LL.D. 

SUFFICIENT FULFILLMENT OF DUTY IN FURNISHING 
OF CONTROLLER—An electric passenger-carrier fulfills its duty, 
so far as the controller of an electric car is concerned, the Su- 
preme Court of Minnesota holds, Jenkins vs. St. Paul City Rail- 
way Company, 117 Northwestern Reporter, 928, if the controller 
is shown to have been of standard character, made by a reputa- 
ble manufacturer, in good condition, and to have been sub- 
jected to such inspection as is reasonable and practicable. The 
carrier is required to inspect with adequate care, but not to 
dismantle complicated machinery for purposes of inspection. 
In this case, the plaintiff, a man of at least ordinary intelligence, 
an instructed and experienced motorman, was injured while 
operating an electric car at a terminal where the cars turned 
round a loop. The car ran upon the curve of the loop at full 
speed and was derailed and capsized. The issue was whether 
a shock of electricity, passing through the plaintiff from hbis 
left hand, on the handle of the controller, and through his foot, 
resting upon a metallic part of the car, produced temporary 
paralysis, by reason of which he was deprived of control of his 
car. The court. holds that the presumption of negligence con- 
ceded from the happening of the accident was rebutted by af- 
firmative testimony, among other things, as to the safe use of 
the car for twenty days before and months after the occurrence 
of the accident, during which the car was shown to have been 
in the same condition as at the time of the accident, and by 
facts shown as to its purchase and inspection. 


ELECTRIC LIGHT AND POWER COMPANY NOT LIABLE 
FOR INJURY TO BOY IN HOT-WATER WELL—In an open 
space adjoining an electric light and power station, and about 
sixty-two feet from the street, was an alleged defectively-covered 
hot-water well, into which a boy of thirteen fell. For the pur- 
pose of bringing himself within the class of cases decided by the 
courts imposing a higher degree of care upon persons having 
upon their premises structures or others things which are cal 
culated to attract children, he said “the machinery, being con- 
stantly in motion, is calculated to attract and allure the boys, 
etc., to see the machinery.” But the Supreme Court of North 
Carolina holds that it was error to overrule a demurrer to the 
complaint based upon the failure of the plaintiff to allege any 
facts showing that the company owed him any duty in relation 
to placing, using, or covering the wells upon its premises. The 
court says, among other things, Briscoe vs. Henderson Lighting 
and Power Company, 62 Southeastern Reporter, 600, that one 
may well use a portion of his private lot as an alley for domestic 
purposes, or a manufacturing establishment, or, as in this case, 
an electric-light plant, for uses connected with his or its busi- 
ness, without subjecting it to a public use. Of course, if, s0 
used, its servants or others who are invited or entitled to pass 
over it are injured by pitfalls or obstructions placed there, the 
owner of the premises is liable. The present case illustrates 
the fallacy of the theory of implied invitation. Would it ever 
occur to any reasonable mind that constructing the building with 
large windows and doors, placing in it the engines, dynamos, 
and other machinery, and keeping them constantly in motion, for 
the purpose of discharging its corporate functions and duties, 
however attractive to small boys, was an invitation to them to 
make the premises a playground? To adopt the suggestion car- 
ries us too far afield for the practical affairs of life, and violates 
manifest truth. It must be conceded that the liability for in- 
juries to children by reason of dangerous conditions on one’s 
premises is recognized and enforced in cases in which no such 
liability accrues to adults. But, in the court’s view, the de 
fendant company did not owe any duty to the plaintiff to cover 
the well at all, as it was under no obligation to anticipate that 
he would come upon its premises. If, as the court holds, he 
was an unexpected trespasser, and not within the exception to 
the general rule, it was his duty to look out for danger, and not 
the duty of the defendant to provide against danger. If the 
municipal authorities deem the conditions described as dangerous 
to the public, they may require the owners to guard or fence the 


premises, In this way the conditions are met without imposing 
unreasonable burdens upon property owners. 
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ELECTRIC RAILWAYS. 


(Special Correspondence.) 


GREAT FALLS, MONT.—An electric line from Great Falls to 
Choteau is projected. C. 


INDIANAPOLIS, IND.—The Indianapolis Traction and Termi- 
nal Company is in the market for about fifty new and modern 
street cars. 


TOLEDO, O.—The annual meeting of the Toledo Railways 
and Light Company will be held in Toledo on January 21. Books 
close January 9 and reopen January 22. 


CHICAGO, ILL.—The Chicago & Northwestern Railroad has 
contracted for sixty miles of electric-block signaling, to complete 
the equipment of its double track from Chicago to the Missouri 
River. 


DUBUQUE, IOWA—The name of the Dubuque-Platteville in- 
terurban road of Dubuque has been changed to the Dubuque, 
Iowa & Wisconsin Railway, and it is authoritatively stated that 
the road will be built. C. 


BOSTON, MASS.—The Connecticut Valley Street Railway has 
filed a petition with the Massachusetts secretary of state asking 
authority from the Legislature to issue bonds for refunding or 
paying current indebtedness. 


SAN DIEGO, CAL.—The San Diego Electric Railway Com- 
pany has taken preliminary steps to create a bonded indebtedness 
of $5,000,000, for the consolidation of Sane debts and for bet- 
terments and extensions. A. 


BILLINGS, MONT.—The business men of Billings have taken 
up the proposition to build an electric line to Laurel, Mont., and 
will attempt to secure $100,000 subscriptions to the stock of the 
Billings & Cook City Railway Company. C. 


PHILADELPHIA, PA.—There have been listed on the Phila- 
delphia Stock Exchange $6,966,000 first consolidated mortgage 
five-per-cent thirty-year bonds of the Fort Wayne & Wabash 
Valley Traction Company, due March 1, 1934. 


NEW YORK, N. Y.—Within the next sixty days the New 
York Central Railroad Company will begin the work of electrify- 
ing the present two tracks of the Harlem division from Wake- 
field to White Plains, a distance of about twelve miles. 


BROWNSTOWN, IND.—The county commissioners have or- 
dered a special election to be held in Brownstown and Jackson 
townships, January 11, to vote upon the matter of a subsidy in 
aid of electric lines between Brownstown and Seymour, to con- 
nect at the latter place with the Indianapolis & Louisville trac- 
tion line. S. 


GOLDFIELD, NEV.—The Esmeraldo County commissioners 
have granted a franchise to George Wingfield, L. T. Merwin and 
Thomas F. Manning of Goldfield for an electric railway through 
the streets of Goldfield and Columbia; the lines will also be ex- 
tended to Diamondfield, hauling both passengers and freight. 
Work must commence within sixty days. 


OAKLAND, CAL.—Randall, Trowbridge and Company, of Oak- 
land, Cal., have applied for a fifty-year franchise for an electric- 
railway system covering the principal streets of the town of 
Vallejo, on the north side of San Francisco Bay. The application 
declares that if the franchise is secured work will begin within 
one year and be finished within two years. A. 


MAYSVILLE, IND.—A number of capitalists interested in 
the construction of an interurban line from Bryan, Ohio, to Fort 
Wayne, Ind., via Maysville, held a meeting December 8. Messrs. 
Tenniss and Doan, of Philadelphia, who are backing the project, 
were present and explained in detail the plans and aims of the 
company. Springfield Township has voted a $10,000 subsidy in 
aid of the construction of this road, the work to begin early in 
the spring. S. 


TOLEDO, OHIO—It is expected that within a year an inter- 
urban railroad will be in operation between Columbus and Toledo. 
It is thought the construction will be resumed early in the spring 
on the middle section known as the Findlay-Marion Line. Find- 
lay business men have agreed to take $100,000 worth of stock, 
and those of Mt. Blanchard will take $20,000, while another 
$100,000 has been subscribed by the merchants of Marion. The 
Findlay-Marion line will connect for Toledo with the Toledo 
Urban ard Interurban at Findlay, and with the Columbus, Dela- 
ware & Marion traction line at Marion. H. 


DWIGHT, ILL.—In order to meet trolley competition and to 
determine by a fair trial the results of the operation of a coach 
on a frequent schedule, the Chicago & Alton Railroad has de- 
termined to put in operation a motor-car passenger service be- 
tween Alton and Dwight, a distance of fifty miles. If this ex- 
periment is satisfactory the service will be extended to other 
points. The equipment to be used is a Strang gas-electric motor 
car, a counterpart of the car which made the run from the At- 
lantic to the Pacific coast via Toledo, several years ago. The 
motor is the invention of W. B. Strang, who built the Detroit & 
Toledo Shore line. H. 
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CHICAGO, ILL.—Traffic of the three principal local elevated 
railroad companies in November shows only a slight change in 
the direction of improvement, which would indicate there has 
been some increase in general business of the city. Metropoli- 
tan’s decrease in its daily average traffic was 10,074 passengers 
compared with a year ago. In the preceding month the road’s 
decrease by similar comparisun was nearly 14,000 passengers a 
day. South Side’s November traffic shows a loss of 2,785 pas- 
sengers a day compared with a year ago, while in October the 
decrease was more than 4,000. Northwestern maintains its gain 
over a year ago, due largely to the fact that the Evanston branch 
of the road was not in operation a year ago. The November in- 


crease, compared with last year, was 10,153 passengers a day; 


in October che gain was 9,204 passengers. 


INDUSTRIAL ITEMS. 


THE NERNST LAMP COMPANY, Pittsburg, Pa., shows a 
number of attractive illustrations of Nernst installations in the 
current number of Luz. 


THE BUFFALO SPECIALTY COMPANY, Buffalo, N. Y., is 
Offering an Elgin gold watch as a premium to those who order, 
on sixty days’ time, a sixty-pound drum of electric belt dressing. 


THE HILL CLUTCH COMPANY, Cleveland, Ohio, has pub- 
lished a supplemental catalogue describing and listing its fric- 
tion-clutch pulleys and couplings, together with the necessary 
accessories and extra parts. . 


THE STANDARD ROLLER BEARING COMPANY, Philadel- 
phia, Pa., under date of December 1, issues Catalogue 24, which 
is especially complete in listing the many types of ball and roller 
bearings manufactured by this company. 


THE BABCOCK & WILCOX COMPANY, New York, has pur- 
chased from the Rust Boiler Company its patents and plant 
located at Midland, Pa., and will continue the manufacture at that 
point of the Rust waier-tube boiler. 


THE WESTERN ELECTRIC COMPANY, Chicago, Ill., has 
arranged pamphlets containing useful and valuable instructions 
for the installation and operation of its Design E and Design L 
generators and motors. The instruction booklets are very com- 
pletely illustrated. 


THE WESTERN ELECTRIC COMPANY, Chicago, Ill, is dis- 
tributing a new bulletin devoted to its three-wire generator. This 
generator has only one slip ring, and no auxiliary apparatus is 
necessary for its operation. Copies of this bulletin will be fur- 
nishcd to those interested upon request. 


THE METROPOLITAN ELECTRICAL SUPPLY COMPANY, 
Chicago, Ill., is making extensive improvements in its office and 
shelving. The business of this company is on the steady in- 
crease, and with its added facilities it will be better prepared 
than ever to make prompt and careful shipments of all orders. 


THE MODEL GAS ENGINE WORKS, Peru, Ind., has an 
instruction pamphlet entitled, “How to Burn Less Coal,” in which 
it is shown that two-thirds of the coal burned under a boiler is 
uselessly wasted. The use of gas engines is advocated. The 
Model Gas Engine Works manufacture gas engines and equip- 
ment for a number of purposes and operating on a variety of 
fuels. 


THE YALE & TOWNE MANUFACTURING COMPANY, New 
York, makers of Yale locks, builders’ hardware, chain blocks 
and electric hoists, has just issued its chain block catalogue, de- 
scribing its line of chain hoists, both hand and electric, and 
also trolleys, trolley tracks, etc. This is a rather more expen- 
sive and carefully considered production than any of the com- 
pany’s previous books. 


THE PETTINGELL-ANDREWS COMPANY, Pearl Street and 
Atlantic Avenue, Boston, Mass., is distributing a handsome book- 
let devoted to an exposition of its inexpensive and attractive 
reading lamps. This booklet should be of particular interest at 
this time in view of the possibility of selecting these goods for 
the holiday season. The typographical appearance of the booklet 
is worthy of extra mention, and the cover paper, which was im- 
ported from Italy for this production, adds greatly to the at- 
tractiveness of this little souvenir. 


THE NEW PROCESS RAW HIDE COMPANY, Syracuse, 
N. Y., manufacturer of New Process pinions and cut gears, is 
constructing a considerable addition to its present plant. The 
company is now working its factory nights to meet orders with 
its present plant and force. The new addition, which is under 
construction, will consist of two stories and a basement, sixty 
feet by eighty feet, adjoining the present plant. The building is to 
be of steel and brick with cement floors and will increase the 
available floor space by over 13,000 square feet. The cost com- 
plete will be about $30,000. The company has machinery on order 
for delivery. during the next two months approximating $12,000. 
This comprises principally automatic turret lathes, bevel gear 
planers and grinding machines An additional hardening furnace 
for treating automobile transmission gears and drive gears will 
also be instailed. The company reports the total of the orders 
at present on its books to be in exerss of any time in its history. 
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THE NATIONAL METAL MOLDING COMPANY, Pittsburg, 
Pa., has met the increasing demand for a metal molding, neat 
in construction and easy to install, with the production of 
National meta] molding. This molding consists of two pieces, a 
base and capping. The base is furnished with countersunk holes 
to accommodate screws or bolts to fasten same securely to 
walls or ceilings. After the base and base fittings are installed 
and the wires laid in, the capping is “snapped on.” Various 
fittings are supplied. National metal molding, attachments and 


tools are explained in full in a booklet just issued by the Na- 
tional company. 


DOSSERT & COMPANY, 242 West Forty-first Street, New 
York city, announce that they have received an order from the 
Chicago City Railway Company for seventy-five special solderless 
two-way connectors for 1,000,000-circular-mil cable, and also an 
order for a large quantity of strain clamps for 750,000-circular- 
mil cable and solderless two-way connectors for 1,500,000-circular- 
mil cable from Gollatly & Company, Pittsburg, Pa. They have 
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also received orders from the United Electric Light and Power 
Company of New York city for'a large number of standard and 
special solderless connectors for use in its One-Hundred-and- 
Forty-sixth Street substation. 


THE TRIUMPH ELECTRIC COMPANY, Cincinnati, O., manu- 
facturer of Triumph electric light and power machinery, an- 
nounces the following sales recently made: Greenpoint Metallic 
Bed Company, Greenpoint, L. I., one 200-kilowatt generator and 
twenty motors, ranging from ten to thirty horsepower and aggre- 
gating 400 horsepower; Rapid Motor Vehicle Company, Pontiac, 
Mich., one 100-kilowatt engine-type generator; Lake Erie Provi- 
sion Company, Cleveland, O., one fifty-kilowatt engine-type gen- 
erator and one seventy-five-kilowatt engine-type generator; Lamb- 
Fish Lumber Company, Charleston, Miss., one 125-kilowatt engine- 
type generator; Rehbun Last Company, Cincinnati, O., one 100- 
kilowatt engine-type generator; Robert Mitchell Furniture Com- 


pany, Cincinnati, O., one seventy-five-kilowatt engine-type gen- 
erator. 


RECORD OF ELECTRICAL PATENTS. 


Issued (United States Patent Office) December 8, 1908. 


905,827. INGOT-STRIPPER. Henry Aiken, Pittsburg, Pa. Filed 
September 18, 1905. Has a movable crane carriage, a cylinder 
and a plunger suspended therefrom and a pump and an 
auxiliary electric motor mounted thereon. 


905,837. ELECTROLYTE. Edward C. Broadwell, Chicago, Il., 
assignor to J. W. Meaker, Jr., Chicago, Ill. Filed August 20, 


1906. Contains zinc sulphate and zinc naphthalene di- 
sulphonate. 


905,848. ELECTRIC-MOTOR-CONTROL SYSTEM. William Cooper, 
Wilkinsburg, and Olof A. Sandborgh, Swissville, Pa., assignors 
to Westinghouse Electric and Mauufacturing Company. Filed 
January 3, 1966. In combination with a number of dissimilar 
electrically-operated car-motor-control systems are means for 
effecting their concurrent operation. 


905,900.—-ARRANGEMENT OF END CONNECT- 
ORS OF A STATOR WINDING. 


905,854. TESTING SYSTEM FOR TELEPHONE LINES. William 
W. Dean, Chicago, Ill, assignor to Kellogg Switchboard and 
Supply Company, Chicago, IN. Filed June 29, 1903. The con- 
nection of a high-resistance testing device with each cord 


circuit is controlled through contacts of the listening key and 
supervisory relay. 


905,868. COIL SUPPORT FOR DYNAMO-ELECTRIC MACHINES. 
Israel L. Griffith, Pittsburg, Pa., assignor to Westinghouse 
Electric and Manufacturing Company. Filed June 28, 1905. A 


supporting bracket has a number of divergent arms to engage 
insulating strips. 


905,874. AIR-COOLING DEVICE. George W. Haverstick, St. 
Louis, Mo. Filed November 29, 1907. Electric fans are placed 
adjacent the opposite ends of a casing containing troughs 


arranged horizontally and means for throwing a spray of 
water into the troughs. 


905,875. CAR-TESTING DEVICE. Albert B. Herrick, Ridgewood, 
N. J. Filed May 31, 1905. An electrical testing device con- 
tains instruments for measuring the resistance of a circuit 
and for measuring its insulation. 


905,889. COILSUPPORT FOR DYNAMO-ELECTRIC MACHINERY. 
Benjamin G. Lamme, Pittsburg, Pa., assignor to Westinghouse 
Electric and Manufacturing Company. Filed June 28, 1905. 
Relates to further details for the device covered by No. 
905,868. 

905,900. WINDING FOR DYNAMO-ELECTRIC MACHINES. 
George R. Maxwell, Pittsburg, Pa., assignor to Westinghouse 
Electric and Manufacturing Company. Filed June 16, 1905. 
Renewed April 10, 1908. A number of groups of coils are pro- 
vided with similar groups of end connectors, the main por- 


pees of which are located in parallel planes and overlap each 
other. 


905,905. ELECTRIC CUT-OUT AND HOLDER. Thomas E. Mur- 
ray, New York, N. Y. Filed March 13, 1908. The holder 
has two recesses, circuit terminals disposed therein and a 
cut-out in loop form having its ends constructed to enter the 
recesses. 

905,907. TRANSMITTER BRACKET. Ernest S. McLarn, New 
York, N. Y., assignor to Western Electric Company, Chicago, 

Ill, Filed June 10, 1908. The bracket consists of sheet metal 


provided with bosses, between which the transmitter arm is 
supported and pivoted. 


905,922. ELECTRICAL APPARATUS. Karl C. Randall, Edge- 
wood Park, Pa., assignor to Westinghouse Electric and Manu- 
facturing Company. Filed April 5, 1907. A transformer, & 


circuit interrupter and a protective device are mounted in an 
oil tank, 


905,930. TWO-PHASE ALTERNATING-CURRENT DISTRIBU- 
TION. Herbert S. Russell, Hanwell, and Frederick E. Berry, 
West Drayton, England. Filed May 6, 1907. A booster trans- 
former has its boosted winding in the common return and 
its two primary windings connected respectively between the 
separate phase conductors and the common return. 


905,933. ELECTRIC-CIRCUIT MAKING AND BREAKING DE- 
VICE. John Ryan, Columbus, O. Filed June 8, 1907. A 


rotative shaft carries a number of metallic segments over 
which ride a number of pivoted metallic arms. 


905,934. ELECTRICITY METER. Gustave A. Scheeffer, Indianap 
olis, Ind. Filed January 15, 1907. An armature formed of 


three coils is locked and manually interlocked on the arma- 
ture spindle. 


905,935. SPARKER DEVICE. Erich Schietzel, Wilkesbarre, Pa. 
Filed January 8, 1908. A set of three contacts is carried by 
a plunger normally engaged by a core of the electromagnet. 


905,940. HIGH-TENSION INSULATOR. Guido Semenza, Milan, 
Italy. Filed February 5, 1906. The top section has a wide, 
flat rim, below which is another rim and between them an 
intermediate socket and spigot distance piece. 


905,952. GALVANIC CELL. Joseph T. Szek, London, England. 
Filed September 23, 1907. A dry battery contains an ex 


panded sheet-zinc electrode in electrical contact. with the 
casing. 


905,964. ELECTRIC-MOTOR SUSPENSION. John E. Webster, 
Pittsburg, Pa., assignor to Westinghouse Electric and Manu- 
facturing Company. Filed April 12, 1907. A single-phase 


car motor is mounted on a coiled spring suspension with a 
quill enclosing the axle of the truck. 


December 19, 1908 


905,966. PROCESS AND APPARATUS FOR TESTING WATT- 
METERS. Edgar M. Wilkins, Mexico, Mexico. Filed August 
12, 1907. Involves a method of arranging a photographic 
shutter for observing the spot on the disc at predetermined 
intervals. 


905,969. ELECTRIC TERMINAL POST. Asbury G. Wilson, Wil- 
kinsburg, Pa., assignor to the Union Switch and Signal Com- 
pany, Swissvale, Pa. Filed October 10, 1907. A pair of spring 
jaws partially encloses a cylindrical carbon contact. 


905,971. SYSTEM FOR ELECTRICAL DISTRIBUTION. Joseph 
L. Woodbridge, Philadelphia, Pa. Filed November 13, 1907. 
Associated with a rotary converter is an alternator connected 
between it and the alternating-current source and developing 
an electromotive force at right angles to that of the con- 
verter. 
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905,952.—DRY BATTERY. 


905,976. TROLLEY-WIRE HANGER. William S. Arnold, Lorain, 
Ohio. Filed June 18, 1908. The supporting member has a 
socket portion and hooks adapted to receive a spanner. 


905,995. ALTERNATING-CURRENT MOTOR. Ernst Danielson, 
Stopsjon, Fogdhyttan, Sweden, assignor to General Electric 
Company. Filed June 24, 1907. A motor for three-phase 
operation has a winding connected with two equal phases and 
a transformer adapted for T-connection with the two phases 
to produce a balanced three-phase vollage. 


$05,998. ELECTRIC OUTLET BOX. Conrad J. Dorff, Chicago, Ill., 
assignor to Frederic Greer, Chicago, Ill. Filed June 22, 1907. 
Has an opening in which lies a plug, portions of which are 
bent to overlie the edges of the opening. 


906,003. INSULATOR PIN. Charles G. Ette, St. Louis, Mo., 
assignor to Ette Investment Company, St. Louis, Mo. Filed 
January 15, 1908. A metallic pin is provided with a screw- 
threaded head having a longitudinal slot containing a piece 
of yielding material. 


906,011. PRECIPITATING APPARATUS. John E. Greenawalt, 
Denver, Colo. Filed April 3, 1905. In a series of cells a 
mass of metal shavings is supported by a perforated false 
bottom forming the cathode, the anode being suspended on 
the top in a porous jar. 


906,012. RAILWAY SWITCH AND SIGNAL APPARATUS. Law- 
rence Griffith, Yonkers, N. Y., assignor to Federal Signal 
Company. Filed September 20, 1905. In an electric apparatus 
for operating switches and signals there are a number of 
oe nee motion plates and a controlling device 

erefor. 


906,021. CAR FOR BONDING RAILS. Albert B. Herrick, Cleve- 
land, O., assignor to the Electric Railway Improvement Com- 
pany, Cleveland, O. Filed March 25, 1905. A part of the 
floor can be lowered to near the rails and carries means 
for making electrical contact with them. 


906,026. DISTRIBUTING-ARM FOR HIGH-TENSION MAGNETOS. 
Theodore Hubert, New York, N. Y., assignor to Charles F. 
Splitdorf, New York, N. Y. Filed October 17, 1907. Com- 
prises a block of fibre, an enclosing tube and a post and con- 
tact secured to the block. 


906,088. TROLLEY-CONTACT. Andrew R. K. Lauder, Schenectady, 
N. Y., assignor to General Electric Company. Filed March 27, 
1908. A long, flat strip of conducting material is supported 
directly above, but separated from the trolley wire so as to 
be engaged by the rims of the wheel flanges. 


906.055 and 906,056. AXLE-LIGHTING SYSTEM. Alexander Mc- 
Gary, La Grange, Ill., assignor of one-fifth to Charles Gilbert 
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Hawley, Chicago, Ill. Filed August 11, 1905, and October 22, 
1906. The generator has two armature windings, one for 
supplying the light circuit and the other for charging the 
storage battery. 


906,071. MEANS FOR RECORDING METER READINGS. Samuel 
C. Shaffner, Chicago, Ill. Filed January 7, 1908. A lens and 
shutter are arranged to adimit light on a photographic film 
when a lever is depressed. 


206,081. APPARATUS FOR THE PRODUCTION OF OZONE. 
Jan Steynis, New York, N. Y. Filed January 24, 1908. There 
are means for producing the expansion of liquefied gas within 
hollow electrodes for absorbing the total heat developed by 
the stream discharges. 


906,100. INDICATOR. Edward J. Burke, New York, N. Y. Filed 
August 1, 1906. Combined with a number of jacks is a nor- 
mally rotating shaft carrying an indicator normally connected 
to it and means for disconnecting this when the pointer is di- 
rected toward a particular jack. 


906,102. ART OF PRODUCING PIGMENTS BY ELECTROLYSIS. 
Edwin D. Chaplin, Boston, Mass., assignor to International 
Lead Companies. Filed February 3, 1906. The process of 
producing white lead consists in electrolytically separating 
an electrolyte into a solvent of lead and an alkaline hydrate. 


906,103. ART OF PRODUCING LEAD SALTS BY ELECTROL- 
YSIS. Edwin D. Chaplin, Boston, Mass., assignor to Inter- 
national Lead Companies. Filed February 3, 1906. Consists 
in electrolytically forming from ore or bullion as an anode 
a solution containing soluble salts of lead. 


906,104. ELECTROLYTIC APPARATUS. Edwin D. Chaplin, Bos- 
ton, Mass., assignor to International Lead Companies. Filed 
February 3, 1906. The apparatus used in the two preceding 
processes is described. 

906,129. ELECTRIC APPARATUS FOR RAILWAY SWITCHES, 
SIGNALS AND THE LIKE. Lawrence Griffith, Yonkers, N. 
Y., assignor to Federal Signal Company. Filed April 8, 1903. 
This is a modification of No. 906,012. 


906,160. MACHINE FOR CUTTING OUT MICA BETWEEN SEG- 
MENTS IN COMMUTATORS. Otto F. Reinen, Los Angeles, 
Cal. Filed September 30, 1907. A cutter is mounted on a 
bracket so as to move reciprocally in a straight line. 

906,161. TROLLEY DEVICE. Frank A. Robbins, Worcester, 
Mass. Filed November 11, 1907. The trolley harp extends 
normally at right angles to a trolley wire. 


906,166. CAR SIGNAL. William H. Schweizer, Baltimore, Md. 


Filed October 8, 1907. Depression of a pedal on the platform 
closes the circuit of a signal over the other platform. 


906,964.—_ELECTRIC CAR MOTOR SUSPENSION. 


906,172. PROCESS OF SMELTING ALUMINUM ORES. Frank 
J. Tone, Niagara Falls, N. Y., assignor to the Carborundum 
Company, Niagara Falls, N. Y. Filed September 14, 1907. 
Consists in making a mixture of aluminum silicate, carbon 
and a base metalliferous material and subjecting this to 
electrically-developed heat. 


906,173. METHOD OF TREATING ALUMINUM SILICATE. 
Frank J. Tone, Niagara Falls, N. Y., assignor to the Carbo- 
rundum Company, Niagara Falls, N. Y. Filed March 17, 1908. 
This is a modification of the above. 


906,211. REGULATION OF THE PERIOD OR INDUCTANCE OF 
HIGH-FREQUENCY CIRCUITS. Gustave Ferrié, Paris, 
France. Filed May 8, 1907. The apparatus comprises an 
annular hollow conductor having a transverse gap, a con- 
ductor within this and means for regulating the resistance 
of the arrangement. 


906,238. RAILWAY SIGNAL. Matthew M. Kane, Montgomery, 
Ala., assignor of one-half to William J. Gardner, Montgomery, 
Ala. Filed November 2, 1907. An electromagnet controls an 
armature lever which normally holds a set of signal wings 
in their “safe” position. 
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906,274. ELECTRIC INDICATOR. Carl von Peez, Vienna, Austria- 
Hungary. Filed October 4, 1907. A rotatable indication-car- 
rier nas a series of alternately and oppositely positioned teeth 
engaged by an armature lever under the control of an electro- 
magnet. 


906,279. TROLLEY CUT-OUT. Charles C. Phillips, Owensboro, 
Ky., assignor to the Phillips Automatic Signal Company, 
Owensboro, Ky. Filed May 9, 1907. A hanger has an arch- 
shaped member to the ends of which tiltable sections of the 
working conductor are pivoted. 


906,286. ELECTRIC-LIGHT-CORD TAKE-UP. Abraham W. Pratt, 
Eureka, Cal. Filed February 15, 1908. A supporting frame 
carries a spring-actuated reel. 


906,290. SPARK-ADJUSTING STARTING MEANS FOR AUTO- 
MOBILES. Andrew L. Riker, Short Hills, N. J., assignor to 
the Locomobile Company of America, New York, N. Y. Filed 
November 4, 1902. A governor changes the relative angular 
position of a rotary contact and brushes. 


906,296. INSULATOR. Charles Rosenberg and Vernon T, Bailey, 
New York, N. Y. Filed March 18, 1908. A base of insulating 
material has posts at opposite sides and a socket centrally 
projecting from it. 


906,317. ALTERNATING-CURRENT SWITCH. Frank W. Smith 
and Louis Larsen, New York, N. Y. Filed May 25, 1907. 
Combined with an electromagnet is an iron enclosing frame 
and a longitudinally movable core and means for maintaining 
equal air gas on the opposite sides of the core. 


906,331. ELECTROMAGNETIC VALVE-OPERATING MECHAN- 
ISM. Jacob B. Struble and Elmer R. Coe, Wilkinsburg, Pa., 
assignors to the Union Switch and Signal Company, Swiss- 
vale, Pa. Filed November 7, 1907. The electromagnet com- 
prises a plunger actuated by a solenoid, a member extending 
through the plunger, links connected to the plunger and a 
yoke connected to the links and to this member. 


906,317.—ALTERNATING-CURRENT 
SWITCH. 


906.338. PROCESS OF PRODUCING SILICON. Frank J. Tone, 
Niagara Falls, N. Y., assignor to the Carborundum Company, 
Niagara Falls, N. Y. Filed September 14, 1907. A method 
of reducing aluminum silicate consists of forming a mixture 
of it and carbon and subjecting this to electrically-developed 
heat sufficient to reduce the silicon and to fuse the alumina. 


906,357. THERMOSTAT. Alfred T. Ziegler, Allegheny, Pa. Filed 
September 24, 1907. There is an electrically-actuated valve 


in the gas-supply pipe, and electrical connections between the 
thermostat and the valve. 


906,361. ELECTRIC SWITCH. Boyd W. Allen, Boston, Mass. 
Filed April 6, 1908. Comprises a rotative barrel provided 
with a number of teeth at different portions of its circum- 
ference, a guard and series of switches mounted thereon. 


906,370. CONNECTOR FOR ELECTRICAL CONDUCTORS. 
Charles W. Beck, Rockville Center, N. Y. Filed March 12, 
1908. Has two members pivotally connected together and 
provided with recesses to receive the binding post. 


906,386. ROTARY SNAP-SWITCH. Charles A. Clark, Hartford, 
Conn., assignor to Trumbull Electric Manufacturing Company, 


Plainville, Conn. Filed October 24, 1907. A . 
tion is described. special construc 


906,405. MEANS FOR ELECTRICAL TRANSMISSION 
SIGNS, FIGURES AND PHOTOGRAPHS. 
Guillén Garcia, Barcelona, Spain. 


OF DE- 
Guillermo J. de 
Filed February 28, 1908. 
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There are provided revolving transmitting and receiving 
cylinders, a plate of non-conductive material on the latter in 
contact with a brush in the circuit of the transmitting 
cylinder. 

906,408. TOOL FOR ELECTRIC LAMP SOCKETS. Gilbert W. 
Goodridge, Bridgeport, Conn., assignor to the Bryant Electric 
Company, Bridgeport, Conn. Filed May 28, 1908. Has a 
handle and a circular head externally corrugated to fit within 
the corrugated flange of a socket cap. 


906,411. GUARD FOR INCANDESCENT ELECTRIC LAMPS. 
William H. Greenwood, Everett, Mass. Filed November 7, 
1907. A wire-work cage is secured to the socket by ‘a di- 
vided cover, each part of which is pivoted to the top of the 
cage. 

906,448. TERMINAL FOR ELECTRIC WIRES. Bernard Morgan, 
Newport, R. I. Filed February 6, 1908. <A terminal tip is 
formed of sheet metal and has two wing portions adapted to 
grip the conductor and two spring clamp portions to engage a 
binding post. 


906,468. PROCESS FOR. THE PRODUCTION OF OZONE. Jan 
Steynis, New York, N. Y. Original application filed January 
24, 1908. Divided and this application filed September 3, 1908. 
This is a modification of No. 906,081. 


906,492. SAFETY DEVICE FOR RAILWAY SWITCH AND SIG- 
NAL APPARATUS. Lawrence Griffith, Yonkers, N. Y., as- 
signor to Federal Signal Company. Original application filed 
November 5, 1904. Divided and this application filed Febru- 
ary 20, 1906. This is a modification of Nos. 906,012 and 
906,192. 


906,498. SHUNT OR ELECTRICAL RESISTANCE. Edward Wes- 
ton, Newark, N. J. Filed March 15, 1907. A special form 
of ammeter shunt is described. i 


PATENTS THAT HAVE EXPIRED. 
Following is a list of electrical patents (issued by the United 
States Patent Office) that expired December 15, 1908: 
464,959. TELEPHONE. C. Cuttriss, New York, N. Y. 
464,979. ELECTRIC SIGNALING APPARATUS. G. E. Miller, 
Lynn, Mass. 


464,986. ELECTRIC CONDUCTOR. 
Pa. 

465,034. ELECTRIC CAR BRAKE. E. Verstraete, St. Louis, Mo. 

465,078. METHOD OF CONTROLLING ALTERNATING-CUR- 
RENT INDUCTION. E. Thomson, Lynn, Mass. 


465,089. RIVETING BY ELECTRICITY. E. E. Ries, Baltimore, 
Md. 


465,104. DYNAMO-ELECTRIC MACHINE. W. P. Wiemann, Al- 
legheny, Pa. 


465,202. COUPLING FOR ELECTRIC CONDUCTORS. 
Preston, Providence, R. I. 


465,206. PACKET OR PAD FOR ELECTRIC BATTERIES. L. H. 
Rogers, Brookline, Mass. 


465,218. ADJUSTABLE RHEOSTAT. F. J. Sprague and C. R. 
, Pratt, New York, N. Y. 

465,233. COMMUTATOR CONNECTION FOR DYNAMO-ELEC- 
TRIC MACHINES. C. O. C. Billberg, Philadelphia, Pa. 
465,234. BRUSH HOLDER FOR DYNAMO-ELECTRIC MA- 

CHINES OR MOTORS. C. O. C. Billberg, Philadelphia, Pa. 
465,278. ELECTRICAL SEWER-GAS INDICATOR. J. J. Lawler, 
Scranton, Pa. 


465,292. ELECTRIC MOTOR SWITCH. E. W. Rice, Jr., 
Mass. 


465,359. CONVERTER SYSTEM FOR ELECTRIC RAILWAYS. 
M. W. Dewey, Syracuse, N. Y. 


465,360 and 465,361. ELECTRIC FAN. P. Diehl, Elizabeth, N. J. 


465,365. BRACKET FOR SUPPORTING ELECTRIC coN- 
DUCTORS. J. A. Duggan, Quincy, Mass. 


465,369. PRODUCTION OF INSULATING COATINGS OR a 
INGS IN ELECTROLYTIC APPARATUS. 1. Grabau, a 
over, Germany. 


465,404. SWITCH-ACTUATING MECHANISM FOR ELECTRIC 
MOTORS. C. G. Armstrong, Chicago, I. 


465,407. ELECTRIC RAILWAY. G. F. Green, Kalamazoo, Mich. 
465,423. ELECTRIC HEATER. W. H. Boles, Syracuse. N. e 
465,426. ELECTRIC SWITCH AND CASE FOR THE SAME. 


W. E. Cehrle, Philadelphia, 


w. C. 


Lynn, 


C. P. Chappell, Providence, R. I. ° 3 
465,430. ELECTRIC CONNECTOR. W. F. Z. Desant, New York, 
N. Y. 


465,432. ELECTRIC RAILWAY. G. F. Green, Kalamazoo, Mich. 


— ~ 


ELECTRICAL REVIEW 


AND 


WESTERN ELECTRICIAN 


Vou. LIII, No. 26. 


THE PHOENIX 
GLASS CO, 


Pittsburg - New York =- Chicago 
MANUFACTURERS’ OF 


Electric Globes and 


Shades 2 both INCANDESCENT 


Inner and Outer Globes 
for all BNCLOSED ARC SYSTEMS 
Catalogues sent on request 


IAN BRISTOL'S 


SO HY RECORDING 
Ly, VOLTMETERS 
NS: AMMETER 
AA WATTMETERS 
THE BRISTOL CO. 


Waterbury. Conn. 


(Licensed) 
New York 
& Ohio Co. 


402 North Av 
Warren, 0 


The National Conduit 
and Cable Company 


EXECUTIVE OFFICES 
41 PARK ROW NEW YORK, N. Y. 
Manufacturers of 
Bare Copper Wire and Cable 
Weatherproof Wires and Cables 
Paper Insulated Cables 
For Power, Telephone and Telegraph 


BOSTON PHILADELPHIA CHICAGO 
SAN FRANCISCO 


WRITE 
No, 42 W, Jackson Bivd., Chicago 


THREE DOLLARS A YEAR 
_ Single Copies Ten Cents, 


CHICAGO, SATURDAY, DECEMBER 26, 1908. 


ELE ee T RI CAL 

WIRES | 
ARES 
pA oO AMERICA 


TRADE 
REG. u's PATENT. OFFICE. 


THE STANDARD FOR RUBBER INSULATION 


HE wear of a trolley wire isan 

important item. We want 

to tell you why ‘‘Phono-Electric”’ 

Trolley Wire will wear longer than 

Hard-Drawn Copper Wire. Write 
today. A 


Bridgeport Brass Company, 
253 Broadway, New York 
Mills: Bridgeport, Conn. 


If the SUPPLY HOUSE you 


trade with does not keep our 
GOODS in stock, WRITE US. 
We will attend to your wants. 


SHIPMENTS QUICK 


FLEXIBLE CONDUIT 


ECONOMY 


RIGID CONDUIT 


NEW YORK INSULATED WIRE COMPANY 


Main Office: 114 LIBERTY STREET, NEW YORK 
Branches : CHICAGO, 192 Desplaines St. BOSTON, 7 Otis St. 
SAN FRANCISCO, 766 Folsom St. 


Insulated Wires and Cables 


The Insulation which has withstood SUCOESSFULLY 
the test of half a century. 


Durability Safety Econemy 
Manufactured 


Solely by W. R. BRIXEY 
Hudson mine 30 Church St., NEW YORK 
tern Representative 
Watson a Wire Co., Railway Exchange, Chicago 


Efficiency 


NATIONAL METAL 
MOLDING CO. 


FULTON BUILDING. 
PITTSBURG,PA. 


~. 


FOR ALL 
So ay 


ELECTRIC CABLES cusses. 


i HIGH Petre ie. RUBBER WIRE TELEPHONE kasfe 

Íi COVERED ano WEATHERPROOF ELECTRIC LIGHT ano POWER 
PITTSBURGH, PA. 
New York, N. Y. 
Chicago, Ill. 

St. Louis, Mo. 


FIBER 
paper 
RU 


San Francisco 
Los Angeles, Cal. 


oston, Mass 
Philadelphia, Pa. 
Atlanta, Ga 


INDIANA RUBBER & INSULATED WIRE CO. 


MANUFACTURERS OF 
Paranite Rubber-covered Wires and Cables, 
Underground, Aerial, Submarine and Inside Use. 
Telephone, Telegraph, and Fire-alarm Cables, 

All Wires Are Tested at Factory. 


JONESBORO, IND, 


i SUBURBAN Wii 
W UNDERGROUND Wii 
E CONNECTIONS (ii 
Mi USESTEEL-TAPED [Ml 
LEAD-COVERED 

CABLES a 
f NoConduit Few Joints [IRN 
Quickly Installed Hii 


SULATE 


| WIRES and CABLES| 


— CAMBRIC 
THE Mapte ELEGY RICAL CO -BOSTON 


ELECTRICAL REVIEW AND WESTER ELEv.s. ~- ‘vol. 58—No, Bys i 


Enclosed Fuses ai Sirte Base ses 


Contacts of all SHAWMUT 
Fuse Bases above 60 amp. are made 
without use of castings. Drawn cop: 
per gives maximum conductivity. 


Ke n : SE-SHAWMUT COMPANY — 


dia 


< 2o : 


Practice Makes Peri 


Years jof experience in making Switches and Recep 
| E in making ‘ue 


“DIAMOND H” SWITCHES 4 
RECEPTACLES 


perfect in every detail xt 


P Ka 


WRITE FOR PRICES 


HART MFG. COMPANY 


Hartford, Conn. 
Flush Receptacle with Plug Inserted 


New York Boster Chicago Denver | San Franchica - 
Toronto London, Eng. ‘= Be "4 


00000000000000000 D00000000000000008 | 


LOOK FOR OUR TRADE-MARK 


Our catalogue shows some facts which demonstrate 
MAY WE SEND YOU ONE? 


Digitized by, 


or 


December 26, 1908 


ENCLOSED FUSES polling 


va larw a OM ‘MEG CO 


No. 1029 


Write for Fuse Cataleg Ne. 19. 


CHICAGO FUSE WIRE & MFC. CO. 


RATHBONE - PANICOT 


Electric Fireplace 
Does not burn up oxygen in the room as gas gratesdo. Absolutely 
without odor. Can be placed anywhere in the room, no chimney 


flue being required eer NEN 
I amps, or 1,500 watts 
Mado in two sizes : i 80x30, 4 _86x80, 4 lamps, 1,000 or 2,000 watts 


RATHBONE - PANIGOT C0. CO. SO Clyde Park Avenue 


CRAND RAPIOS, MICH. 


OFFICE; Hudson Terminal Bldg., N. Y. City WORKS: Portsmouth, Va. 


THE WYCKOFF PIPE AND CREOSOTING COMPANY 
WYCKOFF CREOSOTED CONDUIT for UNDERGROUND WIRES 


Millions of feet in use. Cheapest to lay 
CREOSOTED CROSS-ARMS, POLES AND LUMBER 


Resistance 
GOO. 


A Resistance Wire of Unusual Merit . 


Withstands extremely high temperatures without oxidation. 
igned especially for use in Electrically Heated Appliances. 
“Better than needs be” 


DRIVER-HARRIS WIRE CO., Harrison, New Jersey 


GEO. T. WESTCOTT, Chicago City Representative 
313 Chamber ef Commerce Bidg., CHICAGO 
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OPTAIN THE BEST @ 


BY SPECIFYING “UNION” ON YOUR NEXT ORDER FOR 
SWITCH BOXES 


CONDUIT BOXES and COVERS 


SEOTIONA 


"No. 108 
Write for Bex Cataleg No. 22. 


+ CHICACO AND NEW YORK 


HAVE YOU BOUGHT YOUR 


Alternating and Direct-Current 


Deska Ceiling Fans (Se MB 


WE HAVE °EM. i 
BEST IN GOGUNTRY. 


The Wesco Suppty Ce. 


ST. LOUIS FT. WORTH BIRMINGHAM — 


SOMETHING UNUSUAL 


will be snnounced by us in ais spaco samnary 
2, 1909. 

We are err to start off the New Your 
with a rush. R 

There are no less TA 75 iaeei ake 
are going to be “something in the pocket” as 
a direct result of the offer we will make. :; :: 

Remember, watch and act. 


MINERALLAC COMPANY 
840 Monadnock Block, CHICAGO 


‘ 


Keystone Portable Voltmeters .for Direct-Current Circuits 


The cut illustrated shows a portable voltmeter for direct current, with double scale, reading from 


0 to 150, and from 0 to 15 volts. 
and outs of circuit. 


ranges will be named on application. 


of scale. 


All voltmeters are provided with a contact key, by means of which they may be readily cut into 
Our price list covers the ranges in common use; prices on apie ranges or special combinations of 


No extra charge is made for voltmeters reading both right a left from zero, the list price of 
thi3 class of voltmeters being the same as for the corresponding range of voltmeter, with zero at left 


In double scale voltmeters the price is governed by the high range, and the low range will be 
varied to suit individual requirements without extra charge. 
Catalogue 14 describes all our A. C. and D. C. Switchboard and portable instruments. 


KEYSTONE ELECTRICAL INSTRUMENT CoO. 


NINTH STREET AND MONTGOMERY AVENUE, PHILADELPHIA, PA. (28) 


New York, Hudson Terminal Bu! ldings. 


Pittsburgh, Westinghouse Bullding. 
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Alternating Current 
Regulation 


This Company has not only designed but has in SUCCESSFUL OPERATION 
several alternating control storage battery plants. Contracts were taken under positive 
guarantees, which in every case have been fulfilled. The subject is not an EXPERIMENT 
with us and we can absolutely give you the results claimed. Our Engineering Depart- 
ment will gladly make investigations and submit reports. 


p 


Main Office: 341-347*FIFTH;AVE., NEW YORK CITY 


SALES OFFICES 


BOSTON: 8ọ State St. CHICAGO: Rookery Bldg. SAN FRANCISCO: Crossely Bldg. 
TORONTO, ONT.: 2 Bloor St., E. Works: DEPEW, N. Y. 


o (ajajejojoolo ajajajaja jula lo lalalalala] O 
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WILLARD STORAGE cesses: 
| BATTERIES THE WILLARD STORAGE 


CLEVELAND, OHIO 


resistance wires to specifications; protective 


b 
fuses for small currents; ignition fuses for tor- 
pedo and mining operations; special forms for 
wireless telegraphy; all forms of electrical 
SSS ee ee 


contacts. 


COMMUTATOR INSURANCE 


That’s what we offer, for there’s no friction or wear 
with these brushes, 

Being 90 per cent pure graphite insures low resistance, 
nosparking under varying load, longer wear and no greasing. 


€. 0. BAKER. Pres. = = BAKER & COMPANY, Inc., 


408-414 N. J. R. R. Avenue, NEWARK, N. J. nen ‘50 Church strest view: 


HOLMES FIBRE-GRAPHITE MFG. co. 


GERMANTOWN, PHILADELPHIA, PA. 


THE SCHWERDTLE STAMP CO. 


E o Use Speer Brushes and you will get from your 
Wnei | machines the results they should give. We are always 
SSS | glad to send samples on request. 


Speer Carbon Company, St. Marys, Pa. 


Insulated Staples d Cleats 
: *s BLAKE Compress= ae 
5 Sizes Tube Flux for Soldering 
| meetin Pat’d Feb. 4, 1908. > 
Sai «Full ae = bitin] 
Nov., 1900 1 z = A e7 J06. i 
Patented Feb. 4, 1908 EXACT SEE g rer “4 

Blake Signal & Mfg. Co. Write for Samples 246 Summer St.. BOSTO 1 


a 
Digitized bY | 
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“COLUMBIA PROJECTOR” 
CARBONS 


Especially designed for 
VIN 
e 


3 


THE NATIONAL line of VEHICLE BATTERIES 


and SPARKING BATTERIES for automobile 
service is the result of years of painstaking effort. 
We know the requirements of this class of service 
and NATIONAL Batteries fulfill them. We shall be 


glad of a chance to convince you that for all classes 
of motor vehicles NATIONAL Batteries are best. 


NATIONAL BATTERY CO., BUFFALO, N. Y. 


Makers of Storage Batteries for ali Purposes 
CHICAGO OFFICE: a a 


Uchicle Batteries and Spark: 
ing Batteries for Automobiles 


OLD COLONY BLDG. (1) 


= a GUARANTEED to stand up 
a equal to any Dry Battery on 
the market for ignition work 


(MADE IN THREE SIZES) 


“OPALUX” GLASS REFLECTORS. 
“OPALUX” TUNGSTEN FIXTURES. 


Everybody using tungsten lamps is demanding artistic as 
well as efficient reflectors, and proper fixtures at reasonable cost. 

In “Opalux” Glass Reflectors and “Opalux” Tungsten Fix- 
tures this demand is met. “Opalux” Reflectors possess every 
essential requisite for perfect high-efficiency illumination. 


Our guarantee means, we will 
CREDIT account, REPLACE 
batteries or REFUND amount 
paid for the batteries, including 
transportation charges, if they 
do not prove satisfactory. 


Manhattan Electrical Supply Co. 


HIGH IN AMPERAGE | 
PIN VoLTAGE | 


Frency Guarantttt 
OR IGNITION WorK 
Its photometric curve, as tested by 

the Electric Testing Laboratories of 

New York, shows that its reflection of 

the light will give greater efficiency of 


_ FOR SALE BY 


17 Park Place 188.Fifth Avenue 


110 W. 42d St. 
NEW YORK CHICAGO 


1908 
Prosperity Revivers 


No. 6048 Electrolier. Extreme height, 24 


inches. 
Black, Egyptian Green or Naxos Green. 


Finished in Brushed Brass and 


illumination than any other form of 
glassware. In appearance it is such a 
beautiful blue white it has been pro- 
nounced a perfect blending of art and £ 
science. It represents mechanical sta- @« 
bility; does not gather dust, presents a 
perfectly smooth patented surface in- 
side and out, is easily cleaned, and can 
be sold within reasonable limits of cost. In fact it is a reflector 
that will quickly win the lead wherever it is seen. 


Style S ‘‘Opalux”’ Reflector. 


A new and exclusive line of fixtures which are most prac- 
tical for commercial use, and artistic as well, have also been 
developed for use with “Opalux” Reflectors, and, most impor- 


Fitted with two-light Cluster, supporting 
shade from top, two Pull Sockets, 6 ft. Code 
Cord, Detachable Attachment Plug and No. 
6050 12” Square Shade in Amber, Green, 
Pink, or Sunset Glass, with Finge: 

List each complete, except bulbs, $16.88. 


THE GOODWIN & KINTZ COMPANY 


STATION H 
WINSTED, CONN. 


decoration. 


complete prices of the various styles we can furnish. 


PETTINGELL-ANDREWS COMPANY, 
156 PEARL STREET, BOSTON, MASS. 


tant of all, they are durable and harmonize with all styles of 


Send at once for our new booklet N, which fully describes 
and illustrates “Opalux” Reflectors and Fixtures, and gives. 
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The Leeds & Northrup Go. 


4901 Stenton Avenue, Philadelphia 
Monadnock Block, Chicago 


The L. & N. Portable Testing Sets are ac- 
curate instruments for the convenient 
measurement of resistance and location 
of faults. 


We make a complete line of Cable Test- 
ing Appain: Standardizing Apparatus 
for Calibrating Ammeter and Voltm- 
eters, Galvanometers, Resistance Boxes 
and Standards, Condensers and other 
electrical measuring apparatus. Our 
complete illustrated catalogues sent on 
request. 


Electrical 
Measuring 
Instruments 


Queen Testing Instruments 


THE RECOGNIZED STANDARD 


Portable Testing Sets for Lo- 
cating Faults, Measuring Re- 
sistances, Comparing E.M. F's. 
Checking-up Voltmeters and 
Ammeters, Making Murray & 
Varley Loop Tests, Testing 
Out Grounds, Etc., Etc. 


Write Us Your Requirements 


os ss 
Mahe 
Ate >a 


Queen & Co., mc, Philadelphia, Pa. 


Type 25 Voltmeters 
and Ammeters 


Are now made self-contained up to and in- 
cluding 150 Volts and 50 Amperes. 


Switchboard Style 3 in. Diameter. 
134 in. Deep. 


Portable Style in plush-lined morocco case 
4x3% x2 inches. 
Ask for Bulletin E. R. 
Hoyt Electrical Instrument Works 


PENACOOK, N. H. 
N. E. Office: 161 Summer St.. Boston, Mass. 


Vol. 53—No. 26 


MOP GUS 


=e SS Ss 
Get the “Ideal” 
—the instrument 
that never forgets 


ES Ee Ot 


CATALOGUE 125 


CENTRAL LABORATORY 
SUPPLY COMPANY 


LAFAYETTE, INDIANA 


lay E 


Eldredge Battery Voltmeter 


0-3 Volts Dead Beat 


For testing Primary and Storage Batteries. Write for 
circular and prices. 


ELDREDGE ELECTRIC MEG. CO. | 


11 Post Office Sauare, SPRINGFIELD, MASS. 


| 


AMERICAN ELECTRICAL HEATER C0. 


DETROIT, U. 8. A. 
Largest and Oldest Exclusive Makers in the World 


We Manufacture the “American Steel-Clad” Irons and every 
other Electrical Heating Device that is Practical 


ZENCO 
ELECTRICAL SUPPLY C0. 


Are you on our mailing list? 


We sell Electrical Supplies. 


Make quick deliveries and 
invite a trial order. 


WM. H. RATTENBURY, Pres. ARTHUR FRANTZEN, Secy. and Treas. 
94 West Van Buren St. 
CHICACO 


SWITCHBOARDS 
PANEL-BOARDS 


It will pay you to investigate our line 
of panel-boards, switchboards and 
steel cabinets. We have builta great 
many and never failed to satisfy. 
Try us and be convinced. SATIS- 
FACTION GUARANTEED. 


EATON ELECTRIC MFG. CO. 


144 EAST ERIE STREET CHICAGO 
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Storage Battery Literature 


Recent Publications 


è : 5 Types of the “Chloride Accumulator’ for Electric Rail- 
P rice List, Section A way, Central Lighting and Power, Isolated Lighting and 
Power, Switch and Signal, Telephone, etc., etc. 


: : : Types of the “Chloride’’:and “Tudor Accumulator” 
Price List, Section C io Raway- Car Lighting 


: The operation of “Chloride Hccumulators’’ in connection with Remote- 
Bulletin 110 Control Oil Switches. 


Form 666 A.&C. Regulation. 


Ready January Ist, 1909 
Pri C e L ist, S e cti on B an ‘Parts and Supplies for types described in Sec- 
Price List, Section S i ightion Service for Automobiles Motor: Boats and 


Stationary Gas and Gasoline Engines. 


i i The “ride”? Battery and the “pcapsExide” Battery 
Price List, Section X for Electric Vehicles, oe 


The “ride” Battery Instruction Book 


16th Edition. 


New Bulletins are in Press. 


The Electric Storage Battery Co. 
PHILADELPHIA 


’ Manufacturer of 


The “Chloride Accumulator,’ The “Tudor Accumulator” and the “Exide” Battery. 


Sales Offices: © 


PHILADELPHIA, NEW: YORK, BOSTON, CHICAGO, ST. LOUIS, 
CLEVELAND, ATLANTA, SAN FRANCISCO, TORONTO. 


1S = ej 
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“CIRCULAR LOOM” 


THE BEST INTERIOR WIRING DEMANDS ITS USE 
WHEREVER FLEXIBLE CONDUIT IS TO BE USED. 
THERE 18 NO SUBSTITUTE 


Our new “CIRCULAR LOOM ” factory at North Cambridge, Mass., equipped throughout with modern and 
improved machinery, is now in full operation and orders for ‘CIRCULAR LOOM” will be filled promptly. 


ELECTRODUC ENAMELED 
STEEL CONDUIT 
Guaranteed not to Chip or Crack, even when Bent to Curves of Short Radii. Used Throughout the World 


as a Raceway for Electric Wires. The Enamel is Elastic, also Acid-proof, Water-proof, 
Rust-proof; Not Affected by the Greatest Extremes of Temperature. 


THE AMERICAN CIRCULAR LOOM CO. 


INTERNATIONAL TRUST BLDC., 45 MILK ST., BOSTON, MASS. 
New York Chicago San Francisco Atlanta New Orleans London 


(1) 


Let us make a thorough investigation of your 
wire system and design for you an UNDER- 


GROUND OCNDUIT SYSTEM in its entirety. 
G. M. GEST, frre it tna engineer, 
Ciaeinnati, Obio 4 277 Broadway, N. Y. 


ALL WE ASK 
IS A TRIAL 


ONCE YOU TRY 


BOSSERT BOXES 


we are positive that you will use no other Better than 
cast-iron boxes and take less time to insti all. One trial will 
convince you of their worth Try them on your next job.| 


BOSSERT ELECTRIC CONSTRUCTION CO. 


UTICA, N. Y. 


GILPIN. V. C., CO. 
Electrical Specialties 


QUOTATIONS CHEERFULLY FURNISHED 
120 Liberty Street, NEW YORK, 


WOOLLEY ELECTRIC CO. 
Enelosed Fuse Material 


CUTLER-HAMMER MFG. co. 
XI Pusb-Button Specialties 


(1) 


Ar RSS ae pii TEA en Ree ngage gies. te Rene BBs. ARE TTT, it RE. r she RR: Bs er. oS i 
A n E aaa qs: AT ee 
Ps Á 66 99 The most flexible Non-Metallic Conduit made. “$ 
E Pa Tough. Strong. Does not stretch. Does not 

RN Crack or Break. Kinking or smashing does 

% Easiest Fished. Saves Labor. not destroy smooth, uniform interior. 

ee Cuts off clean. No Waste. National Metal Molding Company, Pittsburg, Pa. 


SEN D FOR SAN d Branches: New York Boston Chicedo St. Louis Sen Francisto S 
Serr eS 


TRoy ondu Ss 


ROOKERY" Chicago — 


AMERICAN CONDUIT mre.Cco. 
Enameled Steel Conduit 


SCRANTON BUTTON CO. 
Moulded Electrical Fittings 


Bi 
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| 7 fe LINOLITE is practically a con- 
Mie" LE | pee tinuous lamp covering the entire 
nhn | 94 ho Ot RH | i MaA e Pa & R EE EER EE TETE PEE T 
UES eee ed tT Par ce ea RE .. area to be illuminated. Not a lot of 
detached units — like bulb lamps — 
which light up the area in spots, 


ET 


While this argument is logical 
=a mee — ee enough, it’s not half so convincing 
o.... S~_.- —~< as to see LINOLITE alongside of 


3 Toa es ube ee Og ordinary bulb lamps, and note the 
: INO Se TNE PACT WAY o great difference between them. 


LINOLITE SYSTEM OF LICHTING 


gives twice the useful light with the same current. Concentrates all the light where it is wanted, instead of wasting 
half of it through a coiled filament and imperfect reflectors. Can be installed in one-eighth the space of bulb lamps. 

The Modern System of Lighting for Show Windows, Show (Cases, Desks, Room Interiors, Outlining 
Buildings, Etc. 


eek 


wees 
rn 


Write nearest branch for booklet 
Don't miss ous Exhibit in Space 15, Section E, at the Electrical Show, Chicago, January 16—30. 


H. W. JOHNS-MANVILLE CO. 


Manufacturers of Asbestos and Magnesia Products, Asbestos Roofings, Packings, Electrical Supplies, Eto. 


New York Boston Pittsburg Detroit Kansas City Los Angeles London 
Milwaukee Philadelphia Cleveland Baltimore Minneapolis Seattle 
Chicago St. Louis Buffalo New Orleans San Francisco Dallas 919 


Metropolitan 
Electrical Supply Company 


184 Lake Street - CHICAGO" 


“LI &z H” 


AND 


“PERKINS” 
SWITCHES 


Wekeep a large supply 
of switches on hand for 
every requirement 


Everything Electrical 


AGENTS FOR 


Crescent Insulated Wire and Cable Co. 
Navalite Rigid Conduit 

De Ronde’s Insulating Paint and Polish 
United States Incandescent Lamps, Eto. 


RIGHT PRICES PROMPT ATTENTION 


TheF.D. Lawrence Electric 
Company 
219 West Fourth St., CINCINNATI, OHIO 


We carry large stocks and make prompt 
shipments at bottom prices. 
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BARE and INSULATED COPPER WIRE 


Lead Incased Cables | | PE Dw \ A Galbanized Telegraph 


Wire 


John A. Roebling’s Sons Co., Trenton, N. J. 


AGENCIES AND BRANCHES: NEW YORK CHICAGO CLEVELAND ATLANTA 
OAKLAND, Cal, LOS ANGELES PORTLAND, Ore, SEATTLE 


HAZARD 


INSULATED WIRES AND CABLES 


Hazard Manufacturing Company 
WILKES-BARRE; PA, 
PITTSBURG 


ATLANTIC INSULATED WIRE AND CABLE Co. 
WIRES AND CABLES 


FOR SUBMARINE, AERIAL, UNDERGROUND AND 
INTERIOR USE 


FACTORY 120 LIBERTY STREET 
STAMFORD, CONN. NEW YORK CITY 


NEW YORK 


CHICAGO 


RUBBER-COVERED WIRES AND CABLES 


NATIONAL ELECTRIC CODE STANDARD : P 
National India Rubber Co. 


Factories and General Offices: 
BRISTOL, R.I. 
Branch Offices: 
N.1.R. Wires and Cables carried in New York Chicago Boston 


stock by the Monarch Electric and 
Wire Company, Chicago, LI. Buffalo Baltimore 


SAMSON SPOT WATERPROOFED CORD FOR TROLLEYS AND ARC LAMPS. 


Send for Samples. SAMSON CORDAGE WORKS, BOSTON, MASS, 


THE PHOSPHOR BRONZE SMELTING CO., Limite, 


2200 WASHINGTON AVENUE, PHILADELPHIA, PA 
ELEPHANT BRAND ~ “haha Bronge 


A 
INGOTS, CASTINGS, WIRE, RODS, SHEETS, Etc. 
— DELTA METAL — 


CASTINGS. STAMPINGS and FORGINGS 
REG. U. S. PAT, OFF ORIGINAL ano Sole Maxers in Tee U. S 


Manufacturers and Dealers in all kinds of 
Electrical Supplies, Bells, Annunciators, Speak- 
ing Tubes, Etc. 
22 DEY ST., NEW YORK 


Factory: 1431 to 1439 DeKalb Ave., Brooklyn, N. Y. 
SEND FOR NEW 700-PACE CATALOCUE. DEPT. W. 


Lowell Insulated Wire Co. 


Lowell, Mass. 
Electric Light Wire Telephose Wire 


H. N. FENNER, PRESIDENT J. F. BLAUVELT, AGENT RUSSELL W. KNIGHT, TREASURER 


NEW ENGLAND BUTT COMPANY 


MANUFACTURERS OF 


MACHINERY FOR INSULATING ELECTRICAL WIRES 


Braiding, Taping, Winding, Twinning, Cabling, Stranding, Polishing and Measuring Machines. Gable Covering Bralders. 
FINE CASTINCS A SPECIALTY 


304 PEARL STREET - - - PROVIDENCE, R. l., U.S! 
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RIVE Vw 


TRADE MARK 
REG. U.S. PATENT OFFICE. 


THE STANDARD FOR RUBBER INSULATION 


THE PLAIN TRUTH 


ABOUT 


PLAIN INSULATION 


The merit of an insulated wire being determined 
by the quality or character of its insulation, it 
logically follows that testings for quality should 
be conducted upon the plain insulation only; 
that is, before the application of tapes, braids or 
other protective coverings. 


TRADE MARK 
ARG. US. PAT. OF FICE. 


THE OKONITE COMPANY, Ltd. 


253 BROADWAY 
NEW YORK 
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Fibre Conduit ABSOLUTELY 


: MOISTURE-PROOF 
is unequaled for underground conduit bd J RA i N C R AY 
work. STANDARD 
SCREW CLASS INSULATORS 
It is easier to install; it protects the Siete Shite ea tl coreg 
b] f t e g i 4 | SEE THE TEATS ON THE PETTICOAT 
cables from extraneous influences; it HEMINCRAY CLASS Co. 
cannot injure or abrade the cables when Ee TESS: 109: 1070: , COVINGTON, KY: 


Factories, MUNCIE, IND. 
they are drawn in. 


The length of the sections—5 feet— 
makes fewer joints necessary. The light- 


ness makes handling easier. The perfect 


iW) @y* ET “Manross” 
fit and alignment of the joints make \_ = ka MAIR SPRINGS - 
-9 ° or Electric Indicating an a 

mandrels, dowel pins, and the like un- E a jannolacturer of AIR SPRINGS in tho Untied 


(YX Sta eet trical Instrument Hair Springs are made f 
W ©) Special Bronze Alloy 


necessary. F. N. Manross, “°° Forestville, Conn. 


Add to this the original saving in the 
cost of ORANGEBURG FiBRE CoNDUIT over 
other classes; the saving in transporta- 


tion and hauling charges, and it will 


readily be realized that ORANGEBURG 


Fısre ConpbvuiT possesses advantages not 


WORTH REMEMBERING! 


We can furnish from stock, shipping in one lot 
the day we receive your order, the following materials 


Write for “‘The Conduit Book’’—no electrical engineer or con- needed to repair that burned-out armature. 


tractor should be without it. MAGNET WIRE (cotton or asbestos), RUBBER & 
FRICTION TAPES, DRY TAPES & WEBBINGS, 
COTTON SLEEVING, PIGTAIL WIRE, TINNED 
ARMATURE BANDING WIRE, SOLDER AND 
SOLDERING STICK, PASTE AND SALTS 

ALL CAREFULLY LISTED AND DESCRIBED IN OUR CATALOG NO, 4 


BELDEN MANUFACTURING COMPANY 


(94 MICHICAN STREET a m 


found in other forms of conduit. 


The Fibre Conduit Company 


Main Office and Works: Orangeburg, N. Y. 


Chicago Office: 1741 Monadnock Building. 
Roeding & Co | Los An bal 
ee ioe : Seattle “Washington . 
Clary-Jemison Machinery Co., Birmingham, Ala. 
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Good at All Times 


No matter how severe the change in temperature, it will not affect Okonite 
Insulated Wires and Cables. Okonite insulation is not affected either electric- 
ally or mechanically, no matter what the climatic conditions may be. 

Okonite Insulated Wires and Cables are endorsed by the best electrical 
authorities, and are sure to appeal to you if you want the best for your money. 


The Standard for Rubber Insulation 


OKONITE 
WIRES 


fore 


iT NEVER 
OISAPPOINTS 


OKONITE 
TAPE 


OKONITE 
CABLES 


MANSON 


Central Elertrir Company, 264-266-268-270 FIFTH AVE., TAPE 


CHICACO 


General Western Agents 


HEADQUARTERS FOR THE BEST OF EVERYTHINC IN 


ELECTRIC LIGHTING SUPPLIES | 


Wires Cords Cables Cut-Outs Arc Lamp Switches Globes 
Sockets Brushes Dynamos Dynamo Parts Cored aha Solid Carbons Electric Fans 
Electric Heating and Cooking Utensils Motors HYLO Lamps 
Miniature Decorative and all kinds of in- Electric Portable Lamps for Office Use) 

` Gandescent Lamps p | 


COMMONWEALTH EDISON COMPANY 
ELECTRIC LICHT AND POWER 
Telephone Malin 1280 Edison Building, 139 Adams Street, CHICACO 


Every buliding 
should have one 
. of our 


ELECTRIC SAFETY 
VALVES — 


For Prices, etc., 
address 


ELECTRICAL 
MFG. CO. 


Oshkosh, Wis. 


When buying Look for the 


Carbon Brushes Merit Mark 


Le Valley-Vitae Brushes are guaranteed 100 per cent 
in every count. 
A TRIAL WILL PROVE THIS SEND FOR A SAMPLE 


Le Valley-Vitae Carbon Brush Co. 
TREMONT NEW YORK CITY 


Showing M. & R. Automatic Cut-out Ready to Operate 


The Switchboard Bulletin we issue, telling about 


BISSELL 
SWITCHBOARDS 


and their prices, will be of the greatest assistance to you in the 
purchase of the most efficient switchboard on 


the market. Shall we send the Bulletin? 
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NEW YEAR’S NUMBER 


ELECTRICAL REVIEW AND WESTERN ELECTRICIAN 


JANUARY 2, 1909 
SPECIAL FEATURES 


“Review of Electrical Developments in the United States” 
The data for the compilation of this review are being gathered from sources which absolutely establish the au- 

thenticity of the presentation, and enable us to give an accurate reflection of the progress which has been made 

in electrical developments—in telegraphy and telephony, in cable systems, in central-station lighting, in street and 

. interurban railroading, in the application of electrification to trunk lines, and in the correlative phases of electrical 

endeavor in every branch of science and industry. 


“Summary of Output of Manufacturers of Electrical and Allied Apparatus” 

This tabulation, which is unique in this fleld, is being arranged from complete reports gathered from every source 
where reliable information is available, and the statistics presented will antedate the census reports by a consid- 
erable period. It may be stated that these reports have always been in close agreement with the official figures 
published at a later date. 


“Review of Electrical Progress in Great Britain,” by Albert H. Bridge 
Mr, Bridge is well known to our readers, and this review will be prepared in his characteristic style. The 
electrical industry has been particularly active in Great Britain during the past year, and Mr. Bridge will present 
a close-range study of those features which stand out pre-eminently as vitally affecting the trend of British elec- 
trical development. i 


“Review of Electrical Progress on the Continent,” by C. L. Durand 
Mr. Durand has recently completed an extensive trip through the larger cities of the Continent, and is in an 
excellent position to prepare for our readers a vivid analysis of the important work which has been cone 
and which is projected in electrical undertakings abroad. 


“Belt Leakage in Induction Motors,” by R. E. Hellmund 

Probably no contemporary writer has a more understandable method of treating the difficult topics which come 
up in a study of alternating-current characteristics. The nature and general characteristics of belt-leakage phenom- 
ena are little known among designing engineers. The author wil] demonstrate in a general way, without going 
into detailed mathematical analyses, the characteristics of belt leakage, and at the same time will show how 
these are influenced by the arrangement of the motor windings, etc. This article will be illustrated with fifteen 
diagrams, and it is safe to say that no more interesting study of the induction motor has been presented for a 
long time. 


“The Corona Effect and Its Influence on the Design of High-Tension Transmission Lines,” by Lamar Lyndon 
In this article the author deduces the conditions that affect the value of the maximum voltage which may be 
impressed on a transmission line having wires of a given diameter and distance apart; and conversely, shows how 
the design of transmission lines for a given voltage will be influenced by these factors. 


“Alternating Currents and Their Applications,” by Edson R. Wolcott 
This chapter of a serial which we are now publishing will deal with synchronizing ditéenntinecurrent generators. 


“Modern Electrically-Operated Fire-Boats,” by O. H. Caldwell 
The greatest interest is being manifested in the use of electricity in high-pressure fire-fighting service for munici- 
palities. This article will describe the latest addition to the electrically-operated and propelled fire-boata which 
have been designed for the Fire Department of the city of Chicago. The article will be profusely illustrated with 
views showing the apparatus as installed, and also the vessel in operation under service conditions. 


“New Power Plant of the Pacific Mills, Lawrence, Mass.” 
Some idea of the magnitude of this plant and the power necessary to run it may, be formed when it ís 
considered that the eje is a cotton department with 180,000 spindles and 6,717 looms; and a worsted department with 
53,064 worsted spindles and 2,650 looms, etc. This article will be illustrated with diagrams of the layout of the 
electrical and mechanical equipment, and photographic reproductions of the installation. 


“The Questions and Answers Department” 
This department will solve a number of very interesting problems which have been sent in by our readers. 
The department should be watched closely, as it is constantly becoming of greater service, and in many 
cases brings out information of a nature which usually is very difficult to obtain. 


“Reviews of Current Engineering and Scientific Literature” 
Arrangements have been completed to cover more thoroughly than ever the best technical journals of this 


country and abroad. The foreign publications are translated and abstracted by linguists of exceptional ability, 
and this department enables one to keep in closé touch with contemporary scientific literature. 


“Industrial Section” 

For the issue of January 2 the manufacturers of electrical and allied apparatus have co-operated with us 
to such an extent that there will be presented a mass of reading matter of more than ordinary interest, concerning 
new offerings which are available for the users of this material. 

“Current Electrical News” 
This department is continually increasing in value, as our correspondents become more expert in the selection of 


material which is not only of interest to the casual reader, but of absolute value to the manufacturer who is desirous 
of knowing where electrical apparatus is a prospective requirement, 


SUBSCRIBE NCW 


New subscribers should send in their applications at once, in order to secure this remarkable issue. No better Opportunity exists for 
starting the year right and continuing to keep in touch with electrical developments than by beginning with the issue of January 2. No 
better investment could possibly be made, as this issue alone is worth many times the entire amount of the year’s subscription. 


ELECTRICAL REVIEW AND WESTERN ELECTRICIAN 


204 Dearborn Street, Chicago’ 
NEW YORK, 13 Park Row LONDON. 42 Old Broad Street, E. C. 
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=OPALUX < 


The Most Modern and Artistic 
Lighting Effects 


> OPALUX 


QPALUX — 


Shades and Reflectors 


with 


Tungsten Lamps 4 


If you are interested in the Latest Illuminating Development, write us 


OPALUX 


Central Electric Company 


Electrical Supplies 


| _— —" OP ALUX= | 
INSULATORS BURNEDIN A GAS FIRE 


are thoroughly vitrified, have a uniform color, contain none of the impurities 
found in coal-fired insulators and particularly NO SULPHUR. Increased 
efficiency assured. i 


Insulators of All Types and of All Voltages 


Let us advise you. Send us details of your requirements stating line voltage. . 
Let us send you samples of the type of insulator in our judgment best qualified 
to serve your requirement. We think we can offer you very attractive estimates. 


The New Lexington High Voltage Porcelain Co. 
New Lexington, Ohio; U. S. A: 


CENTRAL ELECTRIC CO., Chicago, Illinois, General Western Sales Agents 
PACIFIC ELECTRICAL WORKS, Los Angeles, California. Agents for California 
THE FOBES SUPPLY CO., Seattle, Wash., and Portland, Ore., Agents for Washington and Oregon 


We Can Solve Your Line Troubles 


No. 408A—Insulator Send 
This Insulator is made of two parts, cemented together, and for 
is 8 in. diameter. “The. 
There are 80,000 of these in the United States operating at Insulator 
25,000 to 33,000 volts. B j 
ook 


It is as stable as granite. 


6 


The Locke Insulator Mfg. Co., Victor, N. Y. 
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McCORMICK TURBINES 


both Cylinder and Wicket Gate, giving 
ENORMOUS power, are used in hundreds 
of electric power plants throughout the 
world. 


We make a specialty of designing Turbines 
to meet the requirements of the publie. 


We build Francis Turbines in spiral flumes 
to operate under high heads. 


S. MORGAN SMITH COMPANY, York, Pa., 
Branch Office: 176 Federal Street, BOSTON, MASS. 


EDISON 


PRIMARY BATTERIES 


U. S. A. 


Alwavs Reliable 


You need buy aset of Edison cells 
but once—after that you get Edi- 
son service at merely the cost of 
Edison renewals. Edison Primary 
Batteries will answer every elec 
trical purpose. 


SAMSON GRIP”’ 


No. 363-8 FOR 
STRAND WIRE 


GET THE HABIT T 
“SPECIFY KLEIN'S” and "c.202,3 28 


YOU WILL NEVER USE OTHERS 
Write for a Oony of Our Catalog 


Mathias Klein & Sons FOOLS 


8i W. Van Buren St., Chicago 
See our Exhibit at the Electrical Show, Chicago, January 16th to Sf th, 1909 


Write for information 
covering your need 


Edison Manufacturing Company 
3 Lakeside Avenue, Orange, N. J. 
Victoria Road, Willesden, London, N. W. 


PASSBURG 


VACUUM DRYING AND 


IMPREGNATING APPARATUS. 
FOR 
TRANSFORMER, FIELD and ARMA 
TURE COILS, ELECTRIC CABLES, ETC. 
Absolute Dryness Operative Economy 
No Overheating Great Durability 
No Fire Hazard Saves Factory Space 
ALL SIZES—ALL TYPES 


J. P. DEVINE C0. 


BUFFALO, N. Y. 


BELL HANGERS’ HAND-BOOK. 
ELECTRIC TRANSMISSION HAND-BOOK. 
TELEPHONE HAND-BOOK. 


ONE 
DOLLAR 
EACH. 


ELECTRICAL REVIEW PUB. CO. 
Suite 507 Marquette Building - CHICAGO, ILL. 
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MANY people use an Elec- 
tric Heating Pad practi- 
cally every night through the 
winter to warm up the bed- 
clothes before retiring. Then 
too, the cold, wet season ag- 
gravates ills, like neuralgia, that 
the heating pad does so much 
to relieve. Altogether, the time 
is now at hand when these ar- 
ticles can be most readily intro- 
duced. The stations that be- 
gin early will get the revenue 
from them all winter. Re- 
member, Simplex Pads have 
given the best satisfaction for 
years. Write for terms. 


EA ERCHI 


CAMBRIDGE, MASS. 
Monadnock Block CHICAGO 
STIL VOU Tv 


Second Edition, Revised and Enlarged, 
Price $1.00, Postage Prepaid. 


“The How and Why 
of Electricity” 


By Caries TRIPLER CHILD 


Late Technical Editor of the 
ELECTRICAL REVIEW 


While the added matter has brought the 
volume up to date in every phase of this 
study, the original text, as prepared by 
its brilliant author, remaina to entrance 
the reader. New illustrations have been 
made where it was deemed possible to 
further illuminate the explanatory mat 
ter. The book contains no mathemate. 
The phenomena of electricity are trested 
in splendidly arranged word pictures, and 
the engineer, the student and the non- 
technical reader, alike, may be benefited 
and entertained by this book. 


ELECTRICAL REVIEW 
PUBLISHING CO. 


Book Departmen 


507 Marquette Bidg,, Chicage 


NANU Nase “Cl 
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A thoroughly 
equipped Col- 
lege of En- 


gineering 

Standard 4-year courses, also one-year courses in Steam and 

L Electrical Engineering. Three-months’ courses in Traction 

CHAN ICAL sand Gas Engineering. One-year Machinist’s Course. Shop 

HINIST work from the beginning. Correspondence comes in 

EAM all short courses, drafting, etc. Students may enter any 
GAS time. Send for catalogue giving full information. 


HIGHLAND PARK COLLEGE OF ENGINEERING, OES MOINES, IOWA 


Century Electric Co. 


MANUFACTURERS OF 
SINGLE-PHASE SELF-STARTING 


Motors and Ceiling Fans 


Olive and [9th Streets, St.;Louis, Mo. 


TRUMBULL 
PANEL CIRCUITS 


sza 


MAKE YOUR OWN PANEL BOARDS 


WE WILL FURNISH PARTS AND CIRCUITS. WITH OR 
WITHOUT SWITCHES. FOR N. E. C. PLUG OR OPEN 
LINK FUSES. COMPLETE WITH LUGS. NUTS AND 
WASHERS, AND BUS-BARS IN STANDARD SIZES 


THE TRUMBULL ELECTRIC MEG. COMPANY 


BOSTON 
16 LE EE eer PLAINVILLE, CONN. 6 AND 67 OLIVEE ST. 


and Receptacles is the most complete in the country. Every contractor and 
dealer should have a copy of our new Catalogue ‘‘F,” now being distributed. 
It will enable you to supply your needs for the present as well as for the future. 


P, § 
92 Capitol Ave. {ART avo HHEGEMAN 


Hartford, Conn. 


O 


FOR ALL PURPOSES. 
| E O S A S THE STANDARD OF THE:WORLD 
I I FOR THE PAST 18 YEARS. 


WARD LEONARD ELEOTRIC CO0., - Broaxvilio, N. Y. 


1-40 to 1-2-h. p.. single-phase; 1-20 to 2-h. p., dreet oument multiphase 
motors up to 1.h. p. A hundred different types regularly in stock. 
We make motors for every service. Special types developed. Motors 
for sewing nes, washing machines, motor-driven One blowers 
x hausters, motor lathes. Write,for Bulletins. Prices to the de only, 


THE EMERSON ELECTRIC MFG. COMPANY 


ST, LOUVIS, MO. 
Eastern Office: 50 Church Street, New York Oity 


GREENWOODS 


r ny LAMP GUARD 


Always retains its shape. 


No broken lamps where Peerless Guards are used. 
Absolute rigidity. Will not bend or break. 
Superior to any other Guard on the market. 

Easily applied without the use of tools. 

Practically indestructible. 

Indorsed by the Underwriters. 

Made to fit all styles of sockets. 

Write for circulars and prices. 

For sale by all up-to-date dealers. 


r 


7 i 
` > is 
Me 
Lal a 
ff i D ii 
! 
i f í 
Ba 
É opi 5 l = 
AAA j Y 
i 
J — =| = a 
PASI il 
BA À KRS | / 
A 
à ` i 
\ 
\ : — ah f; 
\ ; 
N \ wt 
s \ 4 
N j JA 
N D W 
` a p- 
~~ A see 
x Wh 


Greenwood Mfg. & Supply Co., 141 Milk St., Boston 
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or 


oT Ave 


ial “Iyeswpescen LameGe- 


MANUFACTURE = 


INCANDESCENT ELECTRIC LAMPS 
FOR ALL SYSTEMS 
“UNEQUALED IN QUALITY” 


“nai = 


Unfailing brilliancy and wealth of light with unequaled endurance mark 
and distinguish 


—= om 
LOOK FOR THE 
LICENSE 

LABEL 

INTHE STEM 


Columbia Lamps furnished in all types, both regular and special: 


Regular Columbia 


50% more light through 
the tip than other types— 
no increase of current con- 
sumption. 


-s m 
COLUMBIA CARBON FILAMENT COLUMBIA GEM COLUMBIA TANTALUM LICENSE 
COLUMBIA STREET SERIES COLUMBIA TUNGSTEN COLUMBIA MINIATURE LABEL 
Carbon, Gem and Tungsten Both Carbon and Tungsten oer 
Prompt shipments. Write for Prices. Order now. ag 


“COLUMBIA INCANDESCENT LAMP CO. 


Main Office and Factory, 2115-17-19 Locust Street, ST. LOUIS, MO. 


Columbia Tungsten 
Standard Pkg. 


ee Quantity — = z BRANO OFFICES ainan 
2 watt seesaasennansna ne LOO 
a) s Lees: ae RD NEW YORK, Taylor Building, 39-41 Cortlandt Street PHILADELPHIA, 1221 Real Estate Trust Building 
i E EA E RA CHICAGO, ra aed m AEBS ATENUO MEMPHIS, 26 Randolph Building 

TUNGSTEN MERIDIAN BOSTON, 170 Purchase Street DALLAS, Wilson Building 
40 watt, BX in. round b ulb SAN FRANCISCO, 111 New Montgomery Street 
60 


5 | 


SPECIALISTS LAMP COLORING 


WEATHERPROOF COLORING 
The Electric Motor & Equipment Co. 


TUNGSTEN rus. LAMPS Newark, Ned 


IN THE MANUFACTURE OF 


Write fer ILLUSTRATED CATALOGUE and Price List WE ARE THE 


ALSO TELEPHONE SWITCHBOARD LAMPS 7 “JOBBER LAMP COMPANY” 
THE STERLING ELECTRIC AL MFG. co. Mr. Jobber, Dealer or Contractor, ask us WHAT THAT MEANS! 


WARREN, OHIO GENERAL INCANDESCENT LAMP CO. - Cleveland, 0 


BRYAN - MARSH COMPANY 


Chicago, Ill. Central Falls, R. I. 


Branch Offices: iNew York, Minneapolis, Cincinnati, Denver, Oakiand 


IF IT’S AN INGANDESGENT LAMP WE MAKE IT 
| Bryan-Marsh Tungsten Lamps are the Bes! 


| pr” o 
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FEDERAL TUNGSTEN FIXTURES 


For Brilliant Illumination 


Federal Clusters are made for every purpose of illumination. Dozens of styles—marked not 
only by beauty of a but efficiency as well. Simplicity and durability are two very large 
characteristics of Federal construction. 


EREN 

© Mh aber 
area hi 

stein Peer ae 


Federal Cluster No. 75! Federal Cluster No. 506. Federal Cluster No. 771 
oad lliant illumination i For fine interiors, halls, stores, cafes, etc. For low ceilings. Has 15-inch brass canopy 
Pes gg n at e O Four sizes with diameters 15,20, 25 and 30 fitting close to ceiliag, permitting Tungsten light 
and shades as large as the Holophane E 9 and inches. Available with from 3 to 10 lights. to be used to best antage in low rooms. 
19. This cluster without chain or stem is especially Inexpensive—easily installed. 
Y effective for low ceilings. 
fe a a ee E 
—_ 
For information and 
prices on the many 
a > styles and sizes of 
(go  - SS Y) 
Federal Clusters, 
9 write for Bulletin 
g No. 987. 
Federal Cluster No. 753 Federal Cluster No. 764 
A Cluster which is both simple and artistic. Chain Suspension Cluster with brass canopy. 


Has a fat porcelain glass shade and Federal 
diffuser. Stem and fittings brass. For lamps 


FEDERAL ELECTRIC COMPANY 


Lake and Desplaines Streets CHICAGO 


Is equi with our specially-designed porce- 
lain seal and difuser. 


| 
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VARIABLE, SPEED A. C. PRINTING-PRESS MOTOR. 


KIM BLE 


VARIABLE - SPEED 


Bingle -Phase A. C. Motors 


We are the originators of Variable-Speed A. C. Motors--we 
lead--others follow. Our products have points of superi- 
ority that gain for them pre-eminence in the field. Sold 
under a two-year guarantee. 

NO COMPENSATING DEVICES. NO STARTING COILS. ‘ THE \CON- 
NECTING OF TWO WIRES IS ALL THAT IS NECESSARY. 


KIMBLE ELECTRIC CO. 
617 W. Ada ms Street, CHICAGO, ILL, 


THE 
MOTOR QUESTION 


Is easily decided. 


Install a 


RICHMOND 
POLYPHASE 


Che Richmond Electric Company 


Richmond, Va. 


CONTRACTORS 


TAKE NO CHANCES 


The Celebrated Form L Motor, 1-20 to 5 H. P. 


/ when they install C a W motors. 


They are protected by the guarantee 
that goes with each machine. 

Bulletin 98 K contains data of 
value to all motor users: 


CKER-WH Er Lep 


COMPANY 


cre 


A.-C. AND D.-C. MACHINERY 
WAREHOUSE IN CHICAGO 


AMPERE, N. J. 


MOTORS 


Are built of the highest grade 
material. They are adapted for 
direct connection to any kind of 
tool, because they are compactly 
built, light in weight andefficient. 


Bulletin ER ER 271 


TRIUMPH ELECTRIC 0. 


CINCINNATI, OHIO 


fake ten) We ae is om 


ae hee Be 
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= F SILENT GEAR DRIVES | 


made possible by the use of 


4| New Process Noiseless Pinions g£ 


They will mesh accur 
your old metal gears; 
iron, reduce vibration, 
nate noise, 


The Ideal Motor Drive |i 


Write for Catalog 


THE NEW PROCESS RAW HIDE CO. jets 
Syracuse, N.Y. 


l ` E IEAS, 
AS ENN COG Ce Á E DAE Are 
ut ik aie. 


SN Esta ae ZA be 


Digitized by NTG 
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“Columbia” Enclosed Arc Carbons are all perfectly straight and 
of uniform diameter. 


NATIONAL CARBON CO. - CLEVELAND, O. 


SEEN EVERYWHERE 


giving from 4 to 6 times 


“EXCELLO” 
FLAMING as much light for a given 
ARC-LAMP ig pasee 


of arc-lamp. 


Perfect in Design. 
3,000 C. P., 550 Watts. 
17 Hours’ Life, 


By reason of its exceptional 
efficiency the Excello Arc 
Lamp furnishes the best 
means now obtainable for all 
outdoor illumination and for 
lighting large interiors. 


The highest total candle- 
power ever obtained in 


the ARC-LAMP field 


EXCELLO ARC LAMP 
COMPANY 


30-32 E. 20th St., New York 


L N) 118-32 W. Jackson Blvd., Chicago 
/ . 


J 


INSULATION 


Perfect Insulation SEND US aaan 


P & B goods possess the highest insu- 
Trade Mark Reg. U. 8. lative efficiency and meet every require- 
Pat. Office. ment in electrical work. 


P & B ELECTRICAL COMPOUNDS 


P&B INSULATIN Q, VARNISHES 
and Air D 


P&B INSULATING TAPE 
Write for Specifications and Booklet No.155. 


Let us figure on your require- 
ments and send you samples 
for approval before filling 
your order. 


Catalogue Free 


THE STANDARD PAINT COMPANY The Wallace Barnes Co., Bristol, Conn. 


100 Willlam Street New York 
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THE NEW METER 


just developed by this company Jsur- 
passes anything that has yet been 
accomplishedinthe meter art. Experts 
pronounce it as fulfilling the most 
exacting requirements of modern 
central-station practice. 


Write for Bulletin 


DUNCAN ELECTRIC MANUFACTURING CO. 


LA FAYETTE, INDIANA. 


WagnerEledinic 


Manufacturing Company, St. Louis, Mo. 


Mica Prices Reduced 


Producers of the 


Commercially Successful 
Single-Phase Motor 


Compare the quality of our Manu- 
Pioneers in 


P d Lighti factured Mica with what you have 
ower and Lighting , aa 
Transformers : been receibing from our compet 


Manufacturers of the 


Most Comprehensive Line of 
Instruments Offered To-day 


Why Pay Fancy Prices? 


Correspondence invited. Address the nearest office 


Atlanta, Ga,, Empire Bldg. New York, N. Y., 60 Church o S Co 
Boston, Mass., 110 State St. j St. Chica O 1ca ° 
Chicago, nl., Marquette Bldg Philadelphia, Pa., Real Estate 

E ones O., First National Trust Bld 


Bldg. Pittsburg, Pa., Farmers’ Bank 
O., Bldg 


nk 
Cleveland, New England 
Bld 


g. Portla ma Ore., McKay Bldg. rai 

Denver, Colo., 1621 17th St. St Louis, Mo., 6400 Piymouth Valpa 80 Indiana 
Kansas City, Mo.. Wet de Bldg. Ave 

as Angeles, San ‘Francisco, Cal., Balboa 

Angeles St. Bldg 
Minneapolis, Minn., Security Are attle, Wash., Pacific Block. 

Bank Bldg. City, Ia., 515-517 5th St. 

Montreal, Canada, Bell ` Tele phe ne Bldg 


Digitized by % 
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FORT WA NE ELECTRIC WORKS 


A 


Without Doubt 


the transformer that meets the requirements of the average 
Central Station is the one that has special fitness, durability and a 
record for good service. Such service can only be obtained from 
particularly efficient design, determined ey years of experience 
“on the job.” 

Type A transformers are the tried and proved kind. They 
meet the requirements. 


I5 K. W. Type A Transformer Ask for Bulletin 1096 


Chicago Office l Marn Omice . Other Offices 
623 Marquette Building - Fort Wayne, Indiana in Most Large Cities 


The Type K Meter 


oY 
stands for all that is good in an integrating wattmeter. Thou- 
sands of users stand for the type K meter because its good 
shows in service. 
The design is right—it is proved by years of good service, but 
it is better today than ever because we improve the details © 
to meet new conditions. 
The type K meter is always ready for all conditions. 


“They can’t be beat.” 


True in more ways than one. 


Type K Single-phase Meter Ask for Bulletin 1053 


Fort Wayne Electric Works 


SALES OFFICES Main * Office SALES OFFICES OM 
Atlanta Chicago Pittsburg = St. Paul" ' 
Boston Grand Rapids adelphia an Francisco 
Cincinnati New Orleans Fort Wayne, Ind. St. Louis aoa ee 

New York 


See our Exhibit at the Electrical Show, Chicago,” January 16,to 30, 1909 e7 
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New Year’s Number, January 2, 1909 


f 


The first New Year’s Number of the ‘consolidated 
ELECTRICAL REVIEW AND WESTERN ELECTRICIAN will 
be published January 2, 1909. The features which 
have made the New Year’s numbers of these journals 
of the greatest interest and importance will be main- 
tained, and the achievements of former years will 
be surpassed. 


SPECIAL FEATURES 


The contributions in this New Year’s Number will include: 


The Annual Review of the Year’s Electrical Developments. 
This will comprise a summary of the progress made in pure and | 
applied electrical science. i 


A carefully compiled Annual Table of Statistics of the extent 
and value of electrical and kindred apparatus manufactured in 


the United States in 1908. 


Specific information dealing with progress in Central-Station 
Practice, Street and Interurban Electric Railroading, the 
Electrification of Trunk Line Railroads, Telegraphy and Teleph- 
ony,-with and without wires, the development of the newer 
forms of Arc and Incandescent Lighting. 


ELECTRICAL REVIEW AND 


MARQUETTE BUILDING 


NEW YO 
13 Pane Row CHIC 
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New Year's Number, January 2, 1909 


— 


Reviews of the Year’s Electrical Progress in Great Britain and 
on the Continent, especially compiled by staff correspondents of 


the ELECTRICAL REVIEW AND WESTERN ELECTRICIAN. 


In addition to all this special material, there will be the usual 
editorial features and technical contributions dealing with contem- 
porary applications, á finely illustrated section dealing with new 
installations, a comprehensive digest of current engineering liter- 
ature, a section devoted to the latest offerings of the manufac- 
turers of electrical and allied apparatus, and a News Section, 
bringing to the reader the Advance Information—under careful 
classification—of the possibilities of the utilization of electrical 
construction material of every nature. 


All persons contemplating subscribing should send their 
orders in at once so as to receive this unusually interesting and 
valuable New Year’s Number. 


industry should be strongly represented in the advertising pages 
of this New Year’s Number. The permanent value of these 
numbers is recognized. This fact, together with the recent 
consolidation of these two great electrical journals, makes the 
issue of January 2, 1909, of unique importance and value. | 


The demand for advertising space already indicated is unus- 
ually heavy, and early reservations are recommended. 


| WESTERN ELECTRICIAN 


204 Dearborn Street 
LONDON 


h AGO 42 Old Broad St., E. C. 
| 


Every advertiser who desires to reach the entire electrical 
| 
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General Electric Company 


The first improved Type H Transformer was an inven- 
tion—an original— neither a copy nor an imitation 


Two years in the shop, before commercial exploitation, building up, testing, tear- 
ing down, perfecting details and rebuilding—time after time—finally resulting in the 
Improved Type H Transformers. | 


| 
| 
| 
: 
Roughly outlined the change consisted of combining both sets of coils on one leg 
of the rectangular core of the Type H, splitting the core into four flat rectangles and 
swinging them apart at right angles to each other. 
Some of the improvements resulting were a Simpler Winding, a Shorter Magnetic 
Circuit, a Sturdier Form, Better Efficiencies. 


The retained Type H features were those inherent in the best core type design as 
developed, perfected and exploited during eighteen years’ experience and established 
by ten years of successful application. 


Then followed adjustments in production facilities, and a few important installa- 
tions. One of the earliest and most notable installations was for the Jamestown Expo- 
sition, furnishing all of its lighting and power service continuously for many months 
with a perfect service record and no aging. 


In September, 1907, was published formal announcement of the Improved Type 


H Transformer. Already hundreds were in use. Since then thousands have been 
installed. 


Today 40,000 Improved Type H Transformers, installed and in operation, give 


ample demonstration of the success of the distributed core type construction of Type H 
Transformers. 


The original distributed core Type H Transformer is now accepted as & 
model for transformers of small capacity for commercial service. 


“THE HISTORY OF TRANSFORMER DEVELOPMENT 
IS THE HISTORY OF THE TYPE H TRANSFORMER.” 


Decidedly interesting facts are given in the new data of the Improved Type H 
Transformer, furnished on request. 


1992 


Principal Office: 
a Office: j Sales Offices in 
onadnock Bldg. Schenectady, N. Y. All Large Cities 
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How many of your light- f 
ing customers are using 
a @À Coffee Percolator ? 


This percolator if used for only ten 
minutes, once a day, is equivalent to one lamp- 
hour (16 c. p), 


A 


| (eae 
A | sæ 
. a\ l 
iR r is 


If you have 1,000 customers, each one 
using a G. E. Percolator ten minutes each 
morning, it means exactly the same 
to you as if they were using 1,000 16 
c. p. lamps, burning from 7 to 8 
A. M. 


Each percolator placed on trial in ee sc as 
a residence invariably means a sale. ae a Med ” 
It increases your light load because it Sd 
is used at least once a day, if not two 
or three times a day. 


Copyright, 1908, by General Electric Co. 


This new percolator is one of the best 
current-using household devices ever placed 
in the hands of Central Station Solicitors 


The Quick=-Acting Pump 


Sprays hot water on the coffee one minute after apply- 
ing electric heat to cold water. 


Handsome Appearance 


The fine nickel finish harmonizes with other table 
ishings t of place in 
ie Windy: Sedu abeaties: a Skike furnishings and the percolator is not ou p 


3 pints, 8 cups of coffee, 500 watts the most luxurious surroundings. 
4 pints, 11 cups of coffee, 500 watts 


SSNS aaa Linh The Popular Price of this Percolator 


Special finishes to order 


Makes it appeal to all users of electric light. 


General Electric Company 
Schenectady, New York 


Chicago Office: Monadnock Bldg. 
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[7 may be safely said that the mechanism 
of the new line of Cutler-Hammer 

Push-Button Specialties has evoked 
more enthusiastic commendations from 
the electrical trade than were ever before 
called forth by an improvement in switch 
mechanisms. It is, in fact, the first 
radical innovation that has been made in 
years. All other switches are more or less 
alike in principle and consist of from 30 
to 40 separate parts, but here—at last— 
is something new in principle and so 
simple in construction that those who 
have examined it are inclined to believe 
not only that a great step in advance has 
been taken, but that the acme of sim- 
plicity in switch construction has been 


reached. 


Imagine a switch 
mechanism that consists 
of only three moving 
parts—a mechanism that 
18 snappy and positive in 
operation and absolutely 
hew in principle.” If you 
can’t imagine it ask us 
to mail our “silent sales- 
man”—a little working 
model of this new switch 
mechanism. 


6-ampere norce- 
lain pendant 
switch. 


Bear in mind that in addition to the 
simple mechanism these switches and 
sockets possess a number of other advan- 
tages : 

For one thing, they are made of porce- 
lain—a non-corrosive and non-conductive 
material. This means 
that they will not tarnish 
like ordinary metal 
switches and sockets, 
nor is the user subjected 
to the risk of accidental 
shock while handling 
them, since all current- 
carrying parts are effec- 
tually insulated by the 
outer covering of porce- 
lain. 


10-ampere porce- 
lain pendant 
awitch. 


All of these devices are self-tndicating, 
the position of the button showing 
whether the circuit is opened or closed. 

Liberal space is provided for knotting 
the flexible cord and the removal of a 
single screw gives access to the interior 
of the switch, facilitating the wiring of 
these devices. 


-PUSH-BUTTON 
PORCELAIN 
SPECIALTIES 


The Switches withthe Simple 


Three-Piece Mechanism. 


+ 


Descriptive Booklet and Price List 
on Application 


“Revolutionary in its nature.” —Z£lec- 
trical Review. 


“One of the most compact and inge- 
. Diously arranged circuit switches that 
has been produced.”- Electrical World. 


The fire glaze used on the 
porcelain is practically in- 
destructible, while the 
choice of colors afforded is 
such that one can select a 
shade that will harmonize 
with almost any surround- 
ings. The standard glazes 


are Plain White, Ivory Tint, pendantewiteh. 


Wood Brown and Neutral 
Gray. Special glazes can be furnished to 
order. 


Two features of the molding switch 
are worthy of special mention. These 
switches are made eractly the same width 
as standard molding and are provided 
with caps designed to hold a small label. 
Their size makes it possible to install a 
number of these switches side by side 
without leaving space between the lines 
of molding, while 
their shape permits 
the capping to be cut 
off square instead of 
having to be whittled 
out to fit the switch, 
as in the case of round 
base switches. When 
assembled in gangs the 
label holder provides 
a place for a word or 
number indicating the circuit controlled 
by each switch. For use singly, molding 
and surface switches without label holders 
can be furnished. 


Push-button molding 
switch with label 
holder. 


In the case of the lamp 
socket the substitution of 
the Push-Button Mechan- . 
ism for the old-fashioned 
key commonly used re- 
sults in a device that is 
not only more symmet- 
rical in appearance, but 
which is admirably 
adapted for use with 
Tungsten or other lamps 
ossessing a delicate, , Push-button porce- 
fragile filament, since the '*'"Pensanserctes 
Push-Button Mechanism 
operates without tilting the lamp out of 
its normal vertical position or subjecting 
the filament to sudden jars. This socket 
has the same working parts as our 6- 
ampere switches, and therefore opens and 
closes the circuit with a much quicker and 
more positive snap than any other socket 
besides having a much larger current- 
carrying and breaking capacity. 

* *¢ *£ 


In conclusion, particular attention is 
called to the two-circuit pendant switch 
—the only switch of its kind on the mar- 
ket. A single one 
of these switches may 
be used to contro] two 
separate circuits in 
any of the standard 
clusters, or to control 
two separate groups of 
lights, or the switch 
may be so connected 
that one push-button 
controls the lights and 
the other button some 
other electrical device 
—such, for instance, . f 
as a fan. Many other applications of this 
two-circuit switch will readily occur 
those familiar with electrical installa- 
tions. 


Two-cireult pendant 
swi ch. Porcelain 
body, brass cap. 


* k $ 


Cutler-Hammer Push-Button Special- 
ties can be secured from leading jobbers 
throughout the country. Descriptive 
Booklet and Price List mailed on applica- 
tion to the manufacturers. 


THE CUTLER-HAMMER MFG. CO. 
MILWAUKEE, WISCONSIN 
New York Office: 


Hudson Terminal (50 Church St.) 


Chicago Monadnock Block 
Boston ~. 176 Federal St 
Pittsburg . Farmers’ Bank Bldg. 


Pacific Coast Agents: Otis & Squires, 
111 New Montgomery St., San Francisco. 


or: ee 
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General View T-Rail Fitting Shop, Lorain Steel Co., Johnstown, Pa. 


American Bridge Company of New York 


Structural Steel for Every Purpose 


General Offices: Hudson Terminal, 30 Church Street, New York 


Central Station Profits 


Are largely dependent 
upon good lighting serv- 
ice. The good service, 
the economy, the dura- 
bility, the efficiency 
and the reliabılity of 


A. B. ARC LAMPS 


do more toward in- 
creasing the profits and 
gaining new customers 
than a non-user of these 
lamps can imagine, 


LIGHT CONTROL 


IS THE PARAMOUNT NECESSITY OF ALL 
ECONOMICAL SHOW-WINDOW ILLUMINATION 


Absolute control of light is made possible through the use of: 


THE 


HARTFORD TIME SWITCH 


A marvel of mechanical efficiency, automatically turns the 
light on and off at any set time, requires winding only weekly. 


Write for bulletins, 
prices and information 


It prevents waste of light, saves money, 
increases efficiency. 


THE HARTFORD TIME SWITCH CO. 


99 WARREN ST., N. Y. 


The Adacns-Barual Electric Company 


General Offices and Factory, CLEVELAND, OHIO 


143 Liberty St., New York Cit 

y 358 No. Hyde Park Ave., Scranton, P 

roe arbor § Št., Chi cago, Ill. 205 Arch St, Philadelphia, Pa. ia 
pire Bldg., Atlanta. Ga. R. E.T. Pring! e Co., Ltd., Montreal, Quebec 
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The Nw WESTON 


Alternating-Current Switchboard 
Ammeters and Voltmeters 


will be found vastly superior in ACCURACY, DUR- 
ABILITY and WORKMANSHIP to any other 


Weston ELECTRICAL INSTRUMENT CO.. 


NEWARK.NW.U.S.A. 


They are 
Absolutely Dead Beat, 


Extremely Sensitive, 


instruments intended for the same service 


Their indications are 
Practically Independent of Frequency and also 
of Wave Form. They require Extremely Little 


Practically Free from Temperature Error. Power for Operation, and are Very Low in Price. 


‘ 


Oerrssnondence concerning these new Weston Inetrumente is sollolted by the 


WESTON ELECTRICAL INSTRUMENT COMPANY, “fin” NEWARK, N.J. 


List of Selling Agencies and Branch Offices of Weston Electrical Instrument Company 


New York, 74 Cortlandt St. * "Denver, 1725 California St. Toronto, 6 Weilington St. 

Chicago, 1504 Monadnock BIk. San Francisco, 418 Eugenia Av. London, Audrey House, Ely Pi., Holborn. 
Philadelphia, 346 Mint Arcade. Cleveiand, 314 Caxton Bidg. Berlin, 88 Ritterstrasse. 

Boston, 176 Federal St. Mexico, Cadena 10. Paris, 12 Rue St. Georges. | 2 
St. Louis, 539 Frisco Bidg. Montreal, 13 St. John St. (2) 


P & S No. 3000 


Each switch is inspected and 
operated with the current on 
before we ship them to you. 
This care saves you time, 
money and annoyance. 


ENTRANCE SWITCHES 


Using N. E. Code Enclosed Fuses 
and Entrance Switches using Plug 
Fuses, of all kinds,are in the PAISTE 
Line. We make them right in every 
way: strength, design, price. q Are 
you on our mailing list forour monthly 
‘PAISTERY?” ‘This keeps you !0- 
formed as to what is newest and best. 
Let us know. 


H. T. PAISTE CO., Philadelphia, Pa. 
New York Chicago 


MANY MILLIONS OF DOLLARS’ WORTH 


of Electrical Machinery, Apparatus and Supplies are inspected 
and tested by us every year for the shrewdest buyers in America 
They DEMAND the best—and they GET it 
Our Facilities are at Your Service 


Don't Fail to See Our Exhibit in the Fourth Annual Electrical Show, Coliseum, Chicago, Jan. 16-30, (909 


@ o z A 
Electrical Testing Laboratories * NEw york 


Natlonal Code 


Catalog No. 4030 


Pass a SEYMOUR - ING. 
MFRS. OF ELECTRICAL SPECIALTIES 
AND PORCELAIN OF SPECIAL DESIGN 
SoLvAY, N.Y. U.S.A. 
NEW YORK 


Boston 


CMICAARO 
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CONTROL OF WATERPOWER. 


A hydroelectric company often finds it of great advantage 
to control long stretches and many falls on the same river, and 
all of the power streams in the area served, for both technical 
and business reasons. 

Where a number of waterpowers are developed at separate 
plants on the same river, each with more or less storage area 
behind it, the stored water in all of the ponds above a 
given plant can be made available there by a suitable division 
of the total load between all of these plants, if they are under 


a single control. 


On a given river, the best reservoir sites are apt to be in 
long, deep valleys, or in lakes, near the headwaters, and unless 
at least a large part of the power of the stream is under a 
common control, it is hard to get effective co-operation for the 
construction of reservoirs that will benefit all alike, as some hope 
to obtain the benefit without the expense. 

The areas covered by some of the large hydroelectric systems 
are so great that the power streams crossing them have their 
sources far apart, in different mountains or lakes, and thus 
present a variety’of conditions, as to periods of maximum and 
minimum flow, and as to facilities for storage. By the control 
of waterpowers on several rivers that differ in such respects, it 
is often practicable to match the low discharge in one with a 
much higher discharge in another. i 

Another advantage in the common control of several power 
streams arises where one has large storage capacity, while there 
is little or no storage on the others. In a case of this sort, the 
stored water of one river may be held back for use in one or 
more dry months, while the other rivers generate most of the 
energy during the months of ample water. To realize the above 
advantages it is, of course, necessary that all of the hydroelec- 
tric stations be connected to the same transmission system, as is 
now the common practice. 

Coming to the business reasons for a single control of all the 
large waterpowers that may be devoted to electrical supply in 
the service area of a hydroelectric system, it is well known that 
competition between such systems tends to produce rates that 
are much less than reasonable, and to the financial destruction 
of the weaker. | 

With government control of rates the reasons commonly 
given for competition no longer exist, and both the hydroelec- 
tric companies and the public will be benefited by such a com- 
bination of waterpowers as will yield the largest amount of 
service. 


Many of the hydroelectric companies have not been slow to 
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eee the advantages to be derived from the control of all the 
waterpowers within their reach, on the same river and on dif- 


ferent rivers. As a result, some of these companies own scores 


of miles of undeveloped rivers with hundreds and even thousands 


of feet of fall, besides enough developed waterpower to supply 
present needs. 

Thus, one of the hydroelectric systems in Southern Cali- 
fornia, with seven developed waterpowers on four rivers, in- 
cludes also about one hundred miles of the Kern River with 
a total fall of more than 4,000 feet and an estimated capacity 
of more than 77,000 horsepower. Northern California contains 
a hydroelectric system that includes no Jess: than six water- 
power plants with scores of miles and several thousand fect of 
fall along four rivers. 

Waterpowers on the Hudson, Sacandagua and Schoharie 
rivers are united in one electric system, and have drainage 
areas more than one hundred miles apart, in the Catskill and 
the Adirondack mountains. One electric company owns water 
rights on the French Broad and Catawba rivers that are esti- 
mated to yield 150,000 horsepower, though less than one-half 
of this capacity has thus far been developed. 

In Montana, the waterpowers along nearly fifty miles of 
the Missouri River, where the fall is 200 feet, have been 
developed for the three plants of a single electric system. A 
similar development is to be found on the Spokane River, which 
falls about 250 feet along the forty miles ending at Spokane, 
and this forty miles is controlled by an electric company that 
has thus far developed about one-half of this total fall. On 
the Muskegon River, the holdings of one electric company cover 
a sufficient length and fall for the development of nearly 75,000 
horsepower. | 

Montreal is supplied with electric energy from four water- 
power stations, two on the St. Lawrence, one on the Richelieu, 
and one on-the St. Maurice River, and three of these stations 
are owned by the same company. Four hydroelectric plants on 
two rivers, all under a single ownership, develop electric energy 
for Manchester, N. H. 
from two plants on one river, and Hartford, Conn., has like 


Springfield, Mass., has electric service 
eervice from two plants on another. Buffalo is supplied with 
light and power from three hydroelectric plants at Niagara Falls, 
two in the United States and one in Canada, designed for an 
ultimate output of 215,000 electrical horsepower, which ihus 
form the largest generating capacity in the world under a single 


management. i 


THE VALUE OF TESTING. 

It is hardly realized by inventor? and manufacturers who 
have not vet indulged in accurate and persistent testing of ex- 
perimental apparatus the great degree to which saving in effort 
and expenditure could be extended bv adopting the laboratory 
methods of larger organizations. It is safe to say that a large 
percentage of the new apparatus which has been placed on the 
market by small manufacturers has failed only because there 
has not been available the testing apparatus which would have 
indicated the weak point. A number of devices, excellent as a 
whole, have become discredited because, in the assembly, there 
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was not available the means to determine that certain elements 
in the construction, although of apparent perfection when used 
individually, did not perform satisfactorily when used in con- 
nection with other devices. 

It is not only with the inventor and manufacturer, however, 
that the necessary testing has been neglected. Large central sta- 
tions and street railways have gone on buying without subjecting 
apparatus to tests other than those given by the manufacturer , 


and, although these are absolutely trustworthy and entirely 


cognizant of the guarantee which accompanies all first-class ap- 
paratus, they have not demonstrated a weakness which is often 
entailed due to the rigors of actual service. 

~The equipping of a laboratory sufficiently complete to under- 
take tests dealing with all the ramifications employed in actual 
service in electrical undertakings today would be far beyond 
the possibilities of all but the larger manufacturing companies, 
and also beyond the ordinary needs and requirements of most 
central-station and street-railway companies. It is true, how- 
ever, and it is quite necessary, that a great deal of testing should 
be done by the companies themselves, and this can be: carried 
on without very great expense on the part of these companies. 
Testing of an extraordinary nature, requiring apparatus which 
is seldom used and which can be secured only at great expense, 
can be done at the present time by commercial organizations 
which have been developed for this exclusive purpose. This 
service is not intended for, nor are these organizations am- 
bitious to monopolize the testing of either the manufacturer or 
user of electrical apparatus. Where the parties requiring tests 
have no facilities whatever for testing, all their work can be 
properly and accurately attended to, but it would appear that 
the chief function of the testing organizations operated on a 
commercial scale is to supplement the testing which can ordi- 
narily be carried out in fairly well-equipped laboratories with 
the tests which require special apparatus and which must be 
made frequently in order to return any profit on the investment 
necessary to secure it. 

The value of testing on a commercial scale, although demon- 
strated to be great beyond the most sanguine expectations of its 
promoters, is not vet realized to the degree it will be when more 
extended use is made of the facilities of the commercial testing 


organizations, 


THE INDEX TO VOL. LIII. 

With this issue the index to Vol. LIII of the ELECTRICAL 
REVIEW ASD Western ELrerrictAn ie distributed to our 
This index includes the issues of the Flectrical Re- 
riew, of New York, from July + to October 31, and of the 


ELECTRICAL REVIEW AND Western Exectrrictan from No- 


readers, 


vember 7 to December 26. It will be remembered that the index 
to the issues of the Western Electrician, of Chieago, from July 
+ to October 31, was distributed in the October 31 issue of that 
journal, 

It is advisable that care be taken to preserve the index 
distributed this week, as it is not possible for the publisher to 


make a general distribution of extra copies. 


— 


December 26, 1908 


DRAFTING IN THE SMALL CENTRAL STATION. 


In a central station which is too small to afford a regular 
drafting organization, there is often a tendency to neglect the 
making and filing of proper drawings covering various changes 
and improvements in the system. The smaller number of off- 
cials and the greater variety of duties impressed upon individuals 
make it difficult to keep up with the work in the direction 
of accurate sketches of all noteworthy construction, and hence 
there is liable to come a time when new work is done more or 
less by rule of thumb. Without thorough planning, new eugi- 
neering work is bound to cost more than it normally should, on 
account of the constant improvement in apparatus by the manu- 
facturers, the alterations of dimensions in new types of equip- 
ment, and the necessity of making changes in temporary layouts. 

It is therefore decidedly worth while to organize a small 
drafting department, even in the small station, and a company 
may well allow the superintendent or manager an extra man for 
this work. In most cases a corner of the office can be fitted 
up with the necessary drawing table and board, and the few 
simple instruments and supplies provided which will make it 
possible for neat and thorough work to be done within the limits 
of the requirements. In the smallest companies it is not unusual 
for the central-sfation manager to make his own sketches, when 
any are turned out, but experience shows the desirability of 
employing a draftsman for such work, with the all-important 
proviso that the new man be capable of doing other things be- 
sides drawing. There is no need of buying an elaborate drawing 
outfit, but provision for at least a small blue-print frame and 
the storage of drawings and prints, data, and special reports 
of a technical nature can be made with little trouble. Suca a 
draftsman can have no better training for general central-station 
work than these odds and ends of technical and semi-commercial 
problems. He can be trained to work up operating results and 
statistics with the slide rule, to check up material and labor 
costs, accumulate data on power applications and new installa- 
tions of high-efficiency lamps, and, in general, be a man of all- 
around usefulness. Work of this kind is excellent training for 
a young technical graduate, and it does not require expert ability 
in handling intricate designing problems. Much of the work 
can be done by drawing in machinery merely in outline, through 
the use of cardboard templates, tracing more complex equip- 
ment, if necessary, by using an incandescent lamp underneath 
a glass table of temporary character. The plan of numbering 
and indexing every sketch made is essential to the best results. 
For the use of the men in the field, a serics of standard con- 
struction prints of a size that will fit the pocket well, is a great 
help, and will savé money through its effect in producing sym- 
metrical installations. A given piece of work under a given set 
of conditions should cost about the same amount of money one 
time as another, and take about the same time for completion. 
Every central-station superintendent who administrates a small 
company can find plenty of work for a draftsman capable of 
being utilized on tests and investigations, technical records of 
routine operation, and, in some cases, soliciting. The main 


poiut is not so much the employment of another man in the 
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rmall company for drafting alone, as the better attention to 
accurate records than now obtains in many cases, combined with 
a certain flexibility of the organization, which results when a 
man is available for special duties and not bound down all the 
time by purely routine work. 


THE TELEPHONE AND CHRISTMAS SHOPPING. 


The use of the telephone in making purchases is not con- 
fined to any particular locality or season, but that some of its 
possibilities remain to be developed is clearly indicated by the 
increased application of it this year in connection with the 
Christmas shopping of the larger cities. Im New York in 
particular the retail stores encouraged holiday shopping by tele- 
phone, one house having placed twenty-five instruments on every 
floor and issued circulars to customers advising them to order 
in this way. The Boston Transcript well says that one of the 
great expenses in the conduct of the retail trade is the time-cost 
of the clerk, which stands against the average dollar's sale. The 
time required to effect a sale is often a long one in proportion 
to the results. The customer by telephone, like the mail-order 
customer, knows what he wants and is ready to ask for it. De- 
lav is minimized. 

The retail establishment receiving orders by either tele- 
phone or mail may accumulate them for svstematic attention 
during the dav, at hours when other demands are less pressing, 
this branch of the trade affording some balance-wheel against 
the irregularity in the flow of patronage through the doors. 
The telephone thus improves the load-factor of the establish- 
ment. For the thickly-settled districts the telephone occupies a 
valuable place between the mail order and the personal call; 
it lacks the recorded exactness of a written order through the 
post office, but it enables business to be expedited, facilitates the 
immediate distribution of information, and reduces congestion 
within the store and on the approaching streets and car lines. 
With the extension of the telephone habit, this aspect of electric 


communication is certain to grow to large proportions. 


COPPER PRODUCTION IN 1907. 


According to reports just issued by the United States Geo- 
logical Survey, the output of copper, from the record production 
of 1906, shows a decrease of 48,809,191 pounds, or 5.3 per cent. 
The production in 1906 was 917,805,682 pounds, according to 
reports returned by the smelters of the country to the Survey. 
The smelter output chosen by the Survey ‘as representative of 
the copper output of the country is made up of the production 
of blister copper and of furnace-refined, or so-called ingot cop- 
per of Michigan, plus the Michigan copper cast into ingots for 
electrolysis. It does not include the product of any additional 
distinctly refining process. 

Based on reports collected by the field agents of the Survey 
from all mining companies in the country which produced cop- 
per during the year, the output was 847,151,015 pounds. This 
is 2.5 per cent less than the product of the smelters for the same 
period. , 
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A Giant Chimney. 

The largest and highest chimney in the 
world has just been completed at the smel- 
ting works of the Boston & Montana Con- 
solidated Copper and Silver Mining Com- 
pany, at Great Falls, Mont., for the 
dispersal at a great height of large vol- 
umes of gases from the copper smelters, 
says The Engineering Record. It is 506 
feet high above its foundation, thus over- 
topping considerably all other chimneys. 
It rises 500 feet above the grade of the 
surrounding district and has an internal 
diameter at the top of fifty feet; it has 
been designed to remove 4,000,000 cubic 
feet of gases per minute at an average 
temperature of 600 degrees F. Owing to 
the rigid requirement imposed for its con- 
struction, including unusual stability 
against wind pressures, ability to with- 
stand the action of acids formed from the 
waste gases, and strength to carry sixty 


feet of additional height with but small 


increase of the maximum bearing pressure, 
both its design and construction involved 
features of unusual interest. 

The specifications limited the maximum 
bearing pressure due to both static load 
and the wind pressure of a 125-mile gale 
to twenty-one tons per square foot at any 
section, and required the construction to 
be capable of resisting the acid action of 
the sulphur gases. This practically lim- 
ited the design to a brick chimney with 
an acid-proof lining, and as it was speci- 
fied further that it should be so designed 
that sixty feet of additional height can 
be added without raising the maximum 
bearing pressure above twenty-two tons 
per square foot, the radial brick construc- 
tion with perforated blocks was selected 
as best adapted for securing the degree 
of stability required. The construction 
was intrusted to the Alphons Custodis 
Chimney Construction Company of New 
York city. 


oo 
New York Metropolitan Traction Re- 
organization. 

The joint committee headed by John W. 
Castles, which represents the several com- 
mittees of security holders of the New 
York city Metropolitan traction system 
for the purpose of formulating a plan of 
reorganization, has retained G. E. Tripp 
and the firm of Stone & Webster to collect 
data upon which to formulate such a plan. 
It is the purpose of the committee, it is 
stated, to obtain the full information re- 
garding the earning capacity of the sev- 
eral parts of the Metropolitan system with 
a view of determining along what lines 
the reorganization should be conducted. 


After Lighting Companies. 

The Public Service Commission of the 
First District, state of New York, di- 
rected its counsel on December 18 to bring 
suit for penalties and forfeitures against 
five light and power companies for failure 
to file reports asked for. The Commis- 
sion asked for the reports for the last six 
months of 1907, and stipulated in the 
order that they should be filed by Novem- 
ber 30 of this year. 

The Ball Electric Illuminating Com- 
pany, the East River Gas Company, the 
Equity Gas Company, the Long Acre Elec- 
tric Light and Power Company, and the 
Richmond Light and Railroad Company 
failed to obey the order. The penalty for 
disobedience under the law is a fine of not 
more than $5,000 a day. The Commis- 
eion recently ordered similar suits brought 
against several of the traction companies 
for a similar failure to obey an order. 

The Commission also adopted an order 
giving the Long Island Railroad ten days 
in which to reply to the complaint of M. 
H. Fishburn, who alleged that the com- 
pany is charging excess fare on its line 
between Jamaica and the Flatbush Sta- 
tion. The complainant asserts that the 
ticket office is not open when he takes 
the train at Morris Park for Flatbush, 
and that the train conductor collects 
twenty cents, giving him a rebate check for 
ten cents. 


edge 
The Chicago Electric Club. 

The Chicago Electric Club has been 
holding a series of very successful mid- 
day luncheon meetings at its headquarters 
in the Chicago Automobile Club. On De- 
cember 9, Peter Junkersfeld, of the Com- 
monwealth Edison Company, delivered an 
address on “Recent Developments in the 
Edison Plant.” On December 16, Philip 
Fisher, sales manager of the Condit Elec- 
trical Manufacturing Company, spoke on 
“Entertainment as a Feature in Securing 
Business.” On December 23, the subject 
for the address was “Unfair Competition,” 
by Luther L. Miller, member of the Chi- 
cago Bar. On December 30, the address 
will be delivered by Paul P. Bird, chief 
smoke inspector for the city of Chicago, 
on “The Problems Involved in the Smoke 
Inspection Service.” 
De 
Columbia University Engineering Society. 

At the December mecting of the Elec- 
trical Engineering Society of Columbia 
University held in New York city on 
December 16, C. F. Scott, of the Westing- 
house Electric and Manufacturing Com- 
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pany, lectured on “Power Transmission.” 
The speaker presented the limitations 
found in the development of various ap- 
paratus employed in the transmission of 
electric power and called attention to the 
fact that at one time the weak link of the 
chain lay in the generator, later in the 
switchboard, and again in the matter of 
insulation. 


edge 
Car for Testing Rail Bonds. 

A test car for locating faulty rail bonds 
which is now being used in Vienna, is de- 
scribed by The Electrician, London. The 
equipment consists of a direct-current mo- 
tor-generator, which transforms the trolley 
voltage of 500 volts down to five volts, 
the full-load current at this voltage being 
200 to 300 amperes. The poles of the 
machine are connected, through the axles, 
which are insulated from each other, to 
two points on the rail about seven feet 
apart. The voltage drop on a rail length 


of three feet is then measured by special 
contact. 


ede 
High-Pressure Fire System for Chicago. 

Milton J. Foreman, chairman of the 
Chicago City Council committee on local 
transportation, announces that plans for a 
high-pressure fire service, modeled after 
New York city’s system of high-pressure 
mains, supplied by motor-driven centrif- 
ugal pumps, are being rapidly matured. 
The citizens’ joint committee, Thomas R. 
Hall, chairman, and William Marshall 
Ellis, secretary, approves Mayor Busse’: 
position that the cost of installation of 
high-pressure mains be met by special as- 
sessment of beneficiaries, and also that the 
system be installed without waiting for 
subway construction. 


edge 
Operation of the Gary Steel Works 
Begun. 


On December 21 active operation of the 
great stecl works at Gary, Ind., was begun 
by starting the fire in blast furnace No. 
12. These works have.been building for 
several years, and when fully completed 
are to give employment to an aggregate 
of 25,000 to 30,000 men. Aside from the 
great size of the plant, it is noted for the 
verv advanced methods to be employed in 
all departments of steel making, promi- 
nent among which is the most extensive 
use of electrical drive of heavy machinery 
that has ever been made in the iron and 
steel industry. Illustrated descriptions af 
the equipment of the works appeared in 
the Execrricat Review of October 17 
and the Western Exectricran of October 
3, 1908. 
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Dr. Steinmetz Lectures on “Light and 
Illumination.” 

An audience of nearly 500 assembled 
in Fullerton Hall, Art Institute, Chicago, 
` on the evening of December 17, to listen 
to an address by Dr. Charles P. Steinmetz. 
The meeting was held under the auspices 
of the Chicago Section of the American 
Institute of Electrical Engineers. Presi- 
dent Louis A. Ferguson introduced the 
speaker, who lectured on “Light and Il- 
lumination.” Although the address was 
on the same subject as that made by 
Dr. Steinmetz in New York a week ear- 
lier, which was reported in the Exsc- 
TRICAL REVIEW AND WESTERN ELECTRI- 
CIAN of last week, a great many features 
were dwelt on which had not been brought 
out in the earlier lecture. 

The first part of the address was de- 
voted to a discussion of the development 
and properties of illuminants, particularly 
the various types of electric lamps. In 
the second part, consideration was given 
to the physiological requirements neces- 
sary for good illumination. Throughout 
the problems of producing and utilizing 
artificial light effectively were looked at 
from the speaker’s characteristic broad 
point of view. 

Throughout the history of illuminants 
light has always been produced through 
the agency of heat. It is becoming gen- 
erally understood that efficiency of light 
production increases with increase of tem- 
perature. The efficiency is still very low, 
as at best about ninety per cent of the 
energy is converted into heat. In electric 
lamps we can produce light either by 
sending current through the conductor, 
as in incandescent lamps, or by formiug 
an arc, i. e., where vapor is the conductor. 
The latter is the earlier method, although 
the former seems simpler. The arc lamps 
were devised over a century ago. 

Dr. Steinmetz then traced the gen- 


eral history of incandescent lamps. Car- 


bon is a most refractory substance and 
stands the highest temperature; therefore 
it seems best adapted for filaments. The 
trouble with carbon, however, is that it 
vaporizes, like all substances more or Jess, 
at much below its boiling point. The 
condensation of the carbon on the inside 
of the globe (blackening) limits its value. 
Hence, it can be run up to a temperature 
of but 1,500 degrees C., or about °2,000 
below the boiling point. 

Different substances possess the evap- 
orative power in different degrees, as, for 
instance, water and gasolene, the latter 
having a much higher vapor tension. So 
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carbon has a relatively high vapor tension, 
and, therefore, we have now returned to 
metal filaments. Osmium produces fila- 
ments with an efficiency of about one-and- 
one-half watts per candlepower, but this 
metal is so rare that its demand for this 
purpose shortly doubled its price. Tan- 
talum was then tried with fairly good 
results, and it is quite a common metal, 
whose vapor tension is small. Likewise 
with tungsten, the demand has stimulated 
the supply. Up to nearly its melting 
point, which is from 2,500 to 3,000 de- 
grees C., its vapor tension is quite low. 
Once in a while a tungsten lamp black- 
ens; this is due to imperfect vacuum. 

Reverting to the improvement of carbon 
filaments, it should be noted that the 
bamboo filaments that were first made 
have a very high vapor tension. The 
squirted filaments are better in this re- 
spect and that which, after being formed, 
is subjected to gasolene vapor and has a 
coating of carbon deposited on it has a 
still lower vapor tension. The so-called 
metallized filaments are graphitized and 
have properties of metals to some extent. 
Another allotropic form of carbon may 
be found which will run its efficiency up 
to, or above that, of tungsten. The tung- 
sten lamps have now a higher efficiency 
than are lamps, except arcs of high power. 
The latter have their possibilities for high- 
intensity illumination. 

In the development of the flaming arc 
there has been produced an illuminant in- 
dependent of temperature for its efficiency. 
The frequency of vibrations of different 
vapors produces various wave-lengths, and 
therefore, various colors, if these lie within 
the visible range. The temperature of 
the vapor changes the color, due to affect- 
ing the various wave-lengths differently. 
For instance, in the mercury arc, as ordi- 
narily used, the predominant vibration 
produces a bluish-green effect; if the vapor 
is hotter, the red rays overbalance this 
and produce a nearly white color; if the 
vapor is still hotter, a pinkish-red becomes 
prominent. The metals whose vapors are 
highly luminescent are mercury, used in 
the mercury-vapor arc, calcium, used in 
the flaming arc, and titanium, used in 
the magnetite arc. 

Our hope for higher efficiency in elec- 
tric illuminants Jies, on the one hand, in 
finding other luminescent bodies or in 
improving those named, and, on the other 
hand, it lies in improving the carbon fila- 
ment, so that we can use it to nearer its 
boiling point without vaporization, prob- 
ably in another allotropic form. 
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However, we want not merely light but 
rather illumination. The first is the raw 
material; what we need is the flux of 
light properly distributed. In some 
places we desire uniform illumination, as 
in schoolrooms and on streets; again, we 
may want concentrated illumination, as on 
working surfaces for sewing or reading, 
or mixed illumination with low intensity 
for general lighting and higher intensity 
for the special field of vision. The im- 
portant thing is not the amount of light 
falling on the illuminated object, but the 
effective physiological result. 

Dr. Steinmetz dwelt at length on 
the requirements of the eye for good vi- ` 
sion. For. high brilliancy the eye adapts 
itself when the pupil contracts to reduce 
the amount of light admitted, especially 
if in the direct line of vision. This has 
led to the development of indirect illumi- 
nation, to raising direct lights out of the 
line of sight and to reducing the intrinsic 
brilliancy. The fatigue of the eye is an 
important factor to be considered. Ex- 
cessive illumination is always tiresome. 
Therefore, we should cut out the excess 
light. However, high intensity is not 
necessarily injurious, since the eye is ac- 
customed to the great brightness of day- 
light, which is hundreds of times that 
produced by our ordinary illuminants. It 
will be found that a combined local con- 
centrated and a low general illumination 
is the best, as it gives a quiet, homelike 
effect. 

The sensitiveness of the eye varies for 
different colors at different intensities. 
The white arc is good for low intensity 
hghting. The flaming arc is not adapted 
for this, but is good for high intensities 
where striking effects are wanted. Yel- 
lowish light tones down differences in 
color. Blue or green light makes them 
more marked. Differences in color and 
brightness really afford effective means of 
vision. Shadows are necessary for per- 
fect vision. Diffused or uniform illumi- 
nation is consequently flat and unsatisfac- 
tory. The open arc lamp is the opposite 
extreme; its shadows are too sharp and 
intense. In some cases directed lighting 
is more necessary. In others, diffused 
lighting. Every case requires a most 
careful balance between the two types. 
The proper illumination is, therefore, 
much more difficult than that of the mere 
physical production of light flux. Pho- 
tometric results are misleading, as they 
give no indication of the physiological 
stimulation that will be produced in the 
eye. . : 
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Copper Production in 1907. 

The production of copper in the United 
States in 190%, according to reports re- 
turned by the smelters of the country to 
the United States Geological Survey, 
amounted to 868,996,491 pounds. The 
production in 1906, compiled on the same 
basis, was 917,805,682 pounds, and that 
of 1905 was 888,784,267 pounds. From 
the record production of 1906 the output 
for 1907 shows a decrease of 48,809,191 
pounds, or 5.3 per cent. This is the 
largest actual decrease ever recorded, and 
is the largest relative decrease since 1886, 
when the percentage of decrease was 5.5. 
In 190%, for the first time since 1901, the 
production was smaller than that of the 
preceding year, and for the first time since 
1872 the production was smaller than for 
the second preceding vear. 

The smelter output chosen by the Sur- 
vey as representative of the copper output 
of the country is made up of the produc- 
tion of blister copper and of furnace-re- 
fined or so-called “ingot copper” of Michi- 
gan plus the Michigan copper cast into 
anodes for electrolysis. It thus consists 
of the final product of the distinctly 
smelting operations, and does not include 
the product of any additional distinctly 
refining process. The figures of smelter 
production for 1907 are based on direct 
returns made confidentially to the Geo- 
logical Survey by all but one of the known 
smelting companies that handled United 
States ores, concentrates, or mattes, in 
1907. 

The quantity of copper given as the 
output of the mines of the United States 
in 1907, based on reports collected. by field 
agents of the Geological Survey from all 
mining companies in the country which 
produced copper during the year, was 
847,151,015 pounds, a quantity 2.5 per 
cent less than the product of the smelters 
for the same period. By far the greater 
portion of the mines’ output is treated 
directly in smelters owned by, or having 
some connection with, the mining com- 
panies, and this large part of the mine 
production is reported on practically the 
came basis as the smelter production. 
But many of the mine returns are based 
on the actual or estimated recovery from 
the ore shipped from the mines during the 
vear, whereas the smelter returns indicate 
the quantity of copper actually turned out 
at the reduction works in that period. 
In a state like Montana, therefore, opera- 
tion of the smelters at full capacity for 
a few days after the mines had begun to 
reduce shipments would account for a dis- 
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tinct excess in smelter output over that 
reported from the mines. This fact—that 
when curtailment of production had once 
been decided on, the mines were able to 
execute the plan more promptly than the 
smelters—is responsible for the greater 
part of the difference between mine and 
smelter production of copper in 1907. In 
1906, when mine and smelter production 
were conducted at practically the same 
rate, returns from the two sources were 
in very close correspondence, the mine out- 


put being only 0.9 per cent less than the 


production of the smelters. A second 
cause of the difference in favor of the 
smelter figures is the fact that the smel- 
ters recover more copper than the mines 
are paid for. The difference on this ac- 
count is smaller than that due to other 
causes, but it is especially important in 
states like Colorado, where the greater 
part of the production is from custom 
ores generally low in copper. 

During 1907 copper was produced in 
twenty-one states and territories, the pro- 
duction of the principal ones being shown 
in the following table: 


Smelter Returns. 


State or Mine Returns. 
Territory. Percent- ounds. 
age of Pounds. 

Total. 
Arizona ..... 29.55 256,778,437 254,879,489 
Montana. ee 25.81 224,263,789 220,108,792 
Michigan... 25.22 219,131,503 217,767,232 
Utah......... 7.64 66.418,3 64,256,884 
California.... 3.88 33,696,602 28,528,020 
Tennessee .... | 2.24 19,745,119 18,893,115 


These data are abstracted from an ad- 
vance chapter on the production of copper 
in 1907, prepared for the annual report of 
the Geological Survey on the “Mineral 
Resources of the United States, Calendar 
Year 1907.” 


ede 
Electrical Equipment of the Singer 
Tower. 

At the 281st meeting of the New York 
Electrical Society, held in the Singer 
Building, December 16, Charles G. Arm- 
strong, consulting engineer, addressed the 
members. 


Tower buildings, similar to the Singer, 
were only made possible by new devices 
for vertical transportation, said the 
speaker. The latest device, that used in 
the Singer tower, is simply an adaptation 
of the manual hoist, which is the earliest 
passenger elevator on record. It was 
found in the convent of St. Catherine on 
Mt. Sinai, about the sixth century. 

Men and material have for many years 
been hoisted out of mines thousands of 
feet deep, but the power was applied at 
the surface of the earth. The first build- 
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ing hoists, or lifts, had their power ap- 
plied in the basement, because steam was 
the only available motive power. The in- 
troduction of electricity, however, enabled 
the use of the hoist referred to, which 
can be placed at the top and makes the 
system of vertical transportation ap- 
plicable to any possible height of building. 

Mr. Armstrong then described his plan 
for exterior lighting of the Singer Build- 
ing, by means of thirty searchlights or 
projectors, each eighteen inches in diam- 
eter. The architectural details and the 
color scheme of the tower are brought out 
in an effective manner by this flood of 
light. 

A large number of stereopticon slides 
were shown, illustrating details of the 
construction of the building from founda- 
tion to flagpole. 

The members of the society were greatly 
interested in the examination of the me- 
chanical plant established in the Singer 
Building. This is considered one of the 
most modern and effective for its purpose 
in the world. 

There were over 400 members present, 
and, notwithstanding the liberal provision 
of souvenirs made by the Singer Manv- 
facturing Company, many of the visitors 
had to go away unsupplied. The com- 
pany, however, will be pleased to send one 
of these interesting mementoes of the oc- 
casion to any member, on application to 
the company’s office, 149 Broadway. 

Through the courtesy of the Singer 
company, the members were divided into 
parties of thirty, with a guide for each 
party, and a tour of inspection of the 
entire building was made. Especial at- 
tention was called to the engine room, the 
main switchboard, the special plant of 
motor-generators for low-voltage circuits 
(fifteen volts), the vacuum-cleaning plant. 
the elevator plant and controlling, dis- 
patching and signaling apparatus, and 
the searchlight equipment for mght il- 
Iumination of the building. A beautiful 
view was obtained from the tower. The 
cntire inspection tour occupied about two 
hours’ time. 

—-——-e@e 
British Post Office Wireless. 

The first Post Office wireless station in 
England was opened by Postmaster-Gen- 
eral Buxton on December 11. It is sit- 
uated at Bolthead, on the Devonshire 


. coast, and is intended primarily for com- 


munication with ships at sea. . 

Mr. Buxton, in a speech at the opening. 
intimated that a series of similar offices 
would be scattered throughout the United 
Kingdom. 


——————————— 
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Traffic on the Hudson & Manhattan. 

Traffic over the completed section of the 
Hudson & Manhattan Railroad Company’s 
tunnels, from the Lackawanna station in 
Hoboken, to Sixth Avenue and Twenty- 
third Street, Manhattan, has shown a 
monthly increase of approximately 150,- 
000. In other words, the increase in the 
average daily travel in November was 
about 5,000 over the daily average in 
October, and that month showed the same 
relative increase over September. While 
the company will not publish any official 
figures on actual traffic, says the Wall 
Street Journal, it is conservatively esti- 
mated that the company is at present 
handling passengers at the rate of 20,-, 
000,000 a year. Officials of the company 
estimate that about seventy per cent of the 
traffic between the Lackawanna terminals 
and Manhattan is carried through the 
tunnels. 

This section has now been in operation 
for a period of almost nine months, and 
the results that have been secured have far 
exceeded the previous expectations and 
have caused hearty optimism toward the 
results that will be obtained when the 
whole system is completed and in opera- 
tion. That it meets the demands and 
requirements of the travel is being dem- 
onstrated thoroughly by the workings of 
this section, and the management feels 
little doubt but that the system will be- 
come the most important mouthpiece in 
the transportation to and from Manhat- 
tan of the four systems, the Pennsylvania, 
the Erie, the Lackawanna and the New 
Jersey Central, with its affiliated systems, 
the Reading and the Baltimore & Ohio. 
In addition, the interurban travel between 
the points is expected to be heavy. 

The lower tunnels between the Penn- 
sylvania terminal at Montgomery Street, 
Jersey City, and the Hudson Terminal 
buildings at Church, Cortland and Fulton 
Streets, Manhattan, will be completed and 
in operation by July 1 next, and will really 
constitute the main avenue of the system’s 
trafic. Work on these sections has been 
pushed steadily, and the tunnel to Cort- 
land Street will probably be broken 
through by March 1 next, but the other 
tube entering under Fulton Street is not 
so far advanced. The cutting on these 
tunnels averages twelve feet per day. 

The transverse section on the Jersey 
side connecting the Pennsylvania, the Erie 
and the Lackawanna terminals will also 
be completed and in operation by July 1 
next, so that the complete circuit will be 
in operation by that date. Plans have 
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now been made up for the extension from 
the Pennsylvania Station to the Com- 
munipaw Station of the New Jersey Cen- 
tral, which is also the New York terminal] 
of the Reading and Baltimore & Ohio 
systems. 

It is estimated by officials of the Hud- 
son Companies that the recent sale of 
$5,000,000 six per cent gold notes by that 
company, in addition to other assets al- 
ready in hand, will supply sufficient funds 
to cover the completion of the system, and 
that no further financing will be required. 
The Hudson Companies is the construct- 
ing factor of the tunnels, having financed 
and built them, taking in payment $50,- 
000,000 of the four-and-one-half per cent 
convertible bonds, in addition to stock of 
the Hudson & Manhattan Railroad Uom- 
pany, which is the operating company. 
The latter company has outstanding $5,- 
250,000 five per cent non-cumulative pre- 
ferred and $40,000,000 common stock. 
or 
Electrical Preparations for the Alaska- 

Yukon-Pacific Exposition at Seattle. 

After expending in lump sums $910,900 
for new cars, $600,000 for new trackage 
and $275,000 for motor-generators, trans- 
formers, high-tension transmission lines, 
lighting circuits, ete., the Seattle (Wash. ) 
Electric Company, which controls the lo- 
cal street-car and lighting systems, will 
doubtless make a record in handling the 
traffic and lighting of the forthcoming 
Alaska-Yukon-Pacific Exposition. The 
improvements, new lines, and new power 
facilities which the company is installing 
preparatory to the 1909 fair mark a new 
era In street-railway improvement in the 
Northwest, and at the close of the expo- 
sition Seattle will be equipped with the 
most efficient service in the history of the 
city. The present expenditures will leave 
the car system in excellent shape after the 
exposition, and will insure prompt and 
comfortable handling of the crowds at the 
fair. 

Four lines will tap the exposition 
grounds, two of which are now operating, 
with one other just completed and work 
on the fourth begun. Each line is five 
or six miles in length, and all will be 
double-tracked, with loop terminals at the 
grounds. A handsome terminal building 
and power substation will be installed on 
the grounds. The company expects to be 
able to deliver passengers at the grounds 
at the rate of twelve or fifteen thousand 
persons an hour, should the occasion de- 


mand. 
The additional power necessary for 
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these lines, and for lighting the exposi- 
tion, will be furnished by the great water- 
power plant at Electron, on the Puyallup 
River, and by the steam plant at Gorge- 
town. Twenty miles of 13,000-volt trans- 
mission line connects this power with the 
substation on the grounds, where it will 
be stepped down to 2,300 volts. Two 
1,000-kilowatt motor-generators will be lo- 
cated at this station, and two others at 
substations in the city. The power will 
be sufficient to handle cars as rapidly ae 
they can be safely moved over the four 


~ lines. 


A lump order of 140 cars, forty of 
which have already been delivered, is 
probably without precedent among west- 
ern street-car systems. The cars are of 
the most modern type, and cost when set 
up at Seattle about $6,500 each. They 
are manufactured by the St. Louis Car 
Company, and each car has 150 horse- 
power in motors, and is capable of de- 
veloping a speed of thirty miles an hour. 
Stone & Webster, who control the com- 
pany, are making the present improve- 
ments of the car system in the nature of 
permanent investments. For the lighting 
of the exposition the same company has 
the contract, and is preparing a most 
elaborate illumination. The substation 
on the grounds will contain four 1,000- 
kilowatt transformers, with the necessary 
regulators and switches. The water front 
on Lake Washington and the terraced 
hillsides overlooking the lake, with the 
wide avenues of the exposition leading 
down to the shore, will be brightly lighted, 
and the night scene from the water prom- 
ises to be effective and inspiring. 


edge 
American Society of Mechanical Engi- 


neers’ Meeting. 

The next monthly meeting of the Amer- 
ican Society of Mechanical Engineers will 
be held in the Engineering Societies 
Building, on Tuesday evening, January 
12. The paper, by Carl G. Barth, of 
Philadelphia, upon “The Transmission of 
Power by Leather Belting,” will be illus- 
trated by lantern slides. It will be a com- 
prehensive summing up of the theory and 
practice of belting, in which conclugions 
are drawn from the work of Lewis, Ban- 
croft, Bird and others, who have made 
experiments upon the transmission of 
power by belting. Valuable charts have 
heen prepared by the author for the solu- 
tion of belting problems. 

Mr. Barth’s data have been applied to 
belting in different plants for many years, 
giving an unusual opportunity to study 
the problem in great detail. 
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ALTERNATING CURRENTS AND 
| THEIR APPLICATIONS. 


BY EDSON R. WOLCOTT. 


CHAPTER II. (Part III.)—Orzration 
$ OF ALTERNATORS. 

In the care and operation of generators 
certain precautions are very essential to 
high efficiency. It may not be out of 
place to incorporate here some suggestions 
from an instruction book issued by one of 
the large manufacturers of electric ma- 
chinery.* « 

GENERAL CONSIDERATIONS. 

‘1. Leave all switches open when the 
generator is not running. 

2. Keep the generator clean and free 
from dust. With high-voltage machines 
a small accumulation of dust on the wind- 
ings may be the cause of a serious burn- 
out. It is advisable to use compressed 
air to clean the windings. 

3. Small pieces of iron, such as bolts 
and tools, should be kept away from the 
generator. 

4. Occasionally give the machine a 
thorough inspection; the higher the volt- 
age, the more often this should be done. 


5. Never run a composite-wound alter- 
nator with load unless all its brushes are ` 


in place, as an unduly high electromotive 


force will be generated in the open-cir- — 


cuited composite winding, which may 
puncture the insulation. 


COLLECTOR RINGS AND COMMUTATOR. 


Precaution should be taken to keep the 
collector rings clean, smooth and true. 
To prevent cutting, a little vaseline should 
be applied occasionally. The commu- 
tators of composite-wound generators 
should be kept smooth by the occasional 
use of No. 00 sandpaper. The lubricant 
should be applied to high-voltage gener- 
ators with a piece of cloth attached to 
the end of a dry stick. If the commu- 
tator gets “out of true” it should be 
turned down. In the case of revolving- 
armature generators this can be done with- 
out removing the rotating part from its 
bearings, by the use of a special slide rest 
and by running the engine slowly, or the 
commutator may be taken off the shaft 
and turned down in a lathe. 


BRUSHES. — 


Carbon or soft graphite brushes are 
preferable and are set perpendicular to 
the surface of the collecting rings. They 
fit closely and require almost no attention 


ee 7 ; 
Westinghouse Electric and Manufacturing 
Company. 
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beyond an occasional renewal and casual 
inspection from time to time to see that 
they fit properly. 

The copper brushes used to collect the 


direct. current from the commutator of 


an alternating-current generator with a 
compensating winding, are arranged as 
shown in Fig. 57, which shows the correct 
method of setting the brushes on a com- 
mutator with ten segments. On different 
machines the brushes are set one, three 
or five segments apart; the operation of 
the commutator will be the same elec- 
trically as long as the brushes are an odd 
number of segments apart. The brushes 
nearest the field in one holder should 
be given a lead of about one-half a com- 
mutator segment (S/2) over its com- 


‘panion, while in the other holder the 


brush at the greatest distance from the 
field should have an equal load over the 
other brushes of its set. In the diagram, 
Fig. 57, the leading brushes touch the 
commutator at the middle segment, while 
the trailing brushes are just over the 
insulation between the segments. The 


FIG. 57.—POSITION OF BRUSHES FOR COL- 
LECTING DIRECT CURRENT FROM 
= COMMUTATOR OF ALTERNATING- 
CURRENT GENERATOR. 


trailing brushes should be set in posi- 
tion while the commutator is at rest, but 
{he leading brushes may be changed while 
the machine is in operation. The com- 
pounding of a generator may be varied 
by shifting the brush-holder rocker, and, 
to a slight extent, by changing the spread 
of the brushes in each holder. Increas- 
ing the spread decreases. the compound- 
ing, and vice versa. When the rocker 
arm is shifted to give the proper com- 
pounding, all brushes may be made to 
run sparkless by changing their spread. 
With a widely-yarying inductive load, it 
is impossible to adjust composite brushes 
so as to obtain absolutely sparkless op- 
eration. 

Sparking at the commutator may be 
due to any of the following causes: 

1. Brushes may not be set at the point 
of commutation. A position can always 
be found where there is no appreciable 
sparking, and at this point the brushes 
should be secured. = 
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2. Brushes may be loose or may not 
bear sufficiently on the commutator. 

3. Brushes may be welded at the end. 

4. Brushes may be spread at the end. 
They should present a narrow surface to 
the commutator. . 

5. Commutator may be dirty or oily, 
or copper dust may have collected on the 
insulating segments. 

6. Commutator may be rough; if 80, 
it should be smoothed off. 

7. Generator may be overloaded. 


BEARINGS. 


The bearings should be kept clean and 
free from grit. They should be fre- 
quently examined to see that the oil sup- 
ply is properly maintained. 

A warm bearing or “hot box” may be 
due to any of the following causes: 

1. Excessive belt tension. 

2. Failure of the oil rings to revolve. 

3. Rough bearing surface. | 

4. Improper fitting of the journal 
boxes. 

5. Bent shaft. 

6. Use of poor-grade or dirty oil. 

7. End thrust, due to magnetic pull, 
the rotating part being “sucked” into the 
field because it extends beyond the field 
poles further at one end than at the other. 

8. Bolts in the bearing cap may be too 
tight. 

9. End thrust, due to improper level- 
ing. A bearing may become warm be- 
cause of excessive pressure exerted by the 
shoulder of the shaft against the side of 
the bearing. 

10. Excessive side pull, because the ro- 
tating part is out of center. 


OPENING OF FEEDER CIRCUITS. 


If a line fuse blows, or a circuit-breaker 
opens, first open the switch corresponding 
to that line and then replace the fuse, or 
close the breaker; then close the switch. 


If the circuit opens again, examine the 


line for a short-circuit. 


STARTING. 


1. Examine the generator to see that it 
is in condition and is properly oiled. 

2. Start slowly. See that the oil-rings 
are revolving properly. 

3. Bring the machine up to speed, and 
turn the rheostat so that all the resistance 
is in the field circuit; then close the field 
switch. 

4, Adjust the rheostat of the exciter for 
the normal exciting voltage; then gradu- 
ally raise the alternator to its proper volt: 
age by cutting out the resistance of its 
field rheostat. 

5. Throw on the load. 


rf 
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If the generator has a compensating 
winding, the brushes on the commutator 
must next be set at the non-sparking 
position. Should the current in the self- 
excited field cause a decrease in the volt- 
age of the machine, it is evident that the 
separate and self-excited coils are oppos- 
ing each other. The brushes should then 
be racked one segment forward or back- 
ward to reverse the current in the self- 
excited field. 


CAUSES OF INSUFFICIENT VOLTAGE. 


The following causes may prevent alter- 
nators from developing their normal elec- 
tromotive force: 

1. The speed of the generator may be 
below normal. 


2. The switchboard instruments may be 


incorrect. 

3. The voltage of the exciter may be 
low, because its speed is below normal, 
or its series field is reversed, or part 
of its shunt field is reversed or short- 
circuited. 

4. The brushes of the exciter may be 
incorrectly set. 

5. A part of the field rheostat or other 
unnecessary resistance may be in the field 
circuit. 

STATIC SPARKS FROM BELTS. 


In dry weather the charges of static 
electricity that accumulate on the helts 
may be of high enough potential to dis- 
charge to ground, or, if the generator is 
not grounded, these charges may jump to 
the armature or field winding and thence 
to ground, puncturing the insulation. By 
grounding the frame of the machine there 
is no danger to insulation. 


TO SHUT DOWN. 


1. Reduce the field current by means of 
the field rheostat. 

2. Throw off the load by opening the 
feeder switches. 

3. Open the separately excited field 
circuit. 

4. Shut down the driving machine. 

5. Clean the generator and put it in 
condition for the next start. 
l SoHo 
Canadian Centennial Exposition in 1912. 

Western Canada is to hold a Centennial 
Exposition in 1912. Jefferson Clark, 
president of the Lewis and Clark Exposi- 
tion, has been in Winnipeg, Manitoba, in- 
teresting business men in the project, 
upon the invitation of the Canadian Club 
of that city. 
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Electrica! Trades Society of New York. 


The thirteenth annual meeting of the 
Electrical Trades Society of New York 
was held at the Electrical Club, 14 Park 
Place, New York, on December 8. Ten 
accessions to membership during the year 
were reported. In his remarks the retir- 
ing president, R. B. Corey, after referring 
to the passing of the financial storm, said: 

“Now what I want to bring out is the 
part played by this association in the sav- 
ing of the day. Is there anyone who will 
say that there might not have been a score 
or more of failures had it not been for the 
co-operative spirit, part of which demon- 
strates itself in the existence of this or- 
ganization? Can you not imagine the 
darkness and doubt which would have 
possessed the credit man were there no 
means of knowing what his fellows in the 
trade were doing? The most tangible 
indication of the soundness or weakness 
of customers, we maintain, is in the long 
run displayed to those who are close stu- 
dents of the association’s bulletins, sup- 
plements and other records at the secre- 
tary’s office. Congratulate yourselves, 
then, that you are members, and if you 
are not getting the most value for the 
least money and more than can be had 
from subscription to any mercantile 
agency, ask us why—addressing your in- 
quiry to the secretary’s office—and we'll 
soon tell you. 

“At our meeting a year ago it seemed 
to be the consensus of opinion that cus- 
tomers who had always done fairly well 
in paying their bills and who were suppos- 
edly solvent should be given all necessary 
assistance in the way of leniency. In 
many cases our customers twelve months 
ago could not make collections from peo- 
ple who were ordinarily gilt-edged as to 
credit and payment. We all had to await 
the readjustment of credits and financial 
conditions, which readjustment came vight 
along after the New Year. This leniency 
extended to creditors seems to have been 
general on the part of the electrical trade. 
The failures have been few in the terri- 
tory of the New York Society, and, in 
fact, with the exception of some of the 
southern cities, the electrical trade has 
stood the strain very well indeed.” 

The secretary’s report showed that out 
of claims aggregating $301,507 the society 
secured settlements amounting to $241,- 
306, or eighty per cent. This is an aver- 
age of $1,296 per member. The number 
of the separate accounts handled by the 
society was 2,939, of which 2,521 were 
settled through its instrumentality. This 
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extra service is free, there being no charges 
or commissions, the annual dues covering 
everything. 

The following directors were elected to 
serve for three years: John H. Dale, of 
the Dale Company; W. H. Roberts, of 
W. R. Ostrander & Co., and W. B. Wal- 
lace, of the Western Electric Company, 
who with the following will constitute the 
board of directors for 1909: W. M. Frank- 
sen, of the Sawyer-Man Company; G. F. 
Spencer, of I. P. Frink; A. L. Miller, of 
John A. Roebling’s Sons’ Company, and 
P. M. Haight, of the Sprague Electric 
Company. Mr. Dale was re-elected to the 
board of managers of the National Elec- 
trical Trades Association. 

At a meeting of the directors, held im- 
mediately after this meeting of the so- 
ciety, the following officers were chosen 
for the next year: A. L. Miller, president ; 
P. M. Haight, vice-president; W. H. 
Roberts, treasurer, and Franz Neilson, 
secretary. 


ede 

Pennsylvania Railroad to Use Tele- 

phones in Dispatching. 

It is understood from an official Penn- 
sylvania Railroad source that in the near 
future the Pennsylvania will probably sub- 
stitute telephones for the telegraph in dis- 
patching trains and transacting other 
business that is now done by telegraph. 
The substitution, however, will depend en- 
tirely on the result of an investigation 
now being made of the efficiency of the 
telephone service on other railroads. 

Several of the railroads now using the 
telephone system are reporting favorably 
on them, and say better and quicker serv- 
ice is obtained and is more economical. 
The New York division of the Pennsyl- 
vania has delegated a committee to in- 
vestigate. This committee is now on a 
trip of investigation as far west as Chi- 
cago, where it is inquiring into the 
results attained by the use of telephones 
on the Chicago & Northwestern Railroad 
and other roads. 

It was said that the Pennsylvania Rail- 
road has already experimented with tele- 
phones on the line in Pennsylvania be- 
tween Glen Loch and Morrisville, sixty 
miles, with satisfactory results. 
ede 

Westinghouse Electric. 

A: certificate has been filed at Harris- 
burg of the proposed increase in the cap- 
ital stock of the Westinghouse Electric 
and Manufacturing Company from $50,- 
000,000 to $80,000,000, and permission to 
make the increase has been given. | 
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HISTORY OF AXLE LIGHTING.’ 


BY W. L. BLISS. 


(Concluded.) 
The writer believes that one of the 


greatest contributions to the art of axle 
lighting was made by the inventor of the 
so-called outside suspension. This, as far 
as the writer is able to determtine, was de- 
vised by Mr. Kennedy, in conjunction 
with certain officials of the Pennsylvania 
Lines West of Pittsburg. However. all 
of the axle-light companies have profited 
by the outside suspension, and certainly 
it has been a boon to the railroad elec- 
trician and inspector. The outside sus- 
pension made the generator accessible. 
It enabled a reasonably long belt to be em- 
ployed, and it has probably come to stay. 
It was with a good deal of difficulty, 
however, that the mechanical officials of 
a great many roads were induced to sanc- 
tion its application, on the grounds that 
it had a great many disadvantages, pri- 
mary among which was that it unbalanced 
the truck. Theoretically, this is the fact, 
but practically it causes little. if any, un- 
balancing, especially on six-wheel trucks. 

It would seem that the origina] method 
of driving the generator from the axle by 
means of a belt has prevailed, and that, up 
to the present time, all forms of gearing 
have been superseded and supplanted by 
the simpler form of belt. While the pos- 
itiveness of direct gearing has its advan- 
tages and is absolutel¥ indispensable in 
the case of street-railway motors, it is not 
so essential in axle lighting. In the case 
of a street-railway motor, if anything hap- 
pens to the motor or to the gearing, the 
car is instantly brought to rest, and noth- 
ing further is done until the damage is 
repaired. If the mechanism is in such 
bad condition that it cannot be run rap- 
idly, the car is hauled very slowly back 
to the repair shop. In the case of an 
axle generator, quite the reverse is true. 
If anything happens to the generator, the 
grinding -up process continues until noth- 
ing is left. Ifa hot bearing develops and 
the armature shaft binds, the belt forms 
a mechanical safety fuse between what 
may be regarded as an almost infinite 
power and a machine of decidedly finite 
endurance. 

It would appear then, from develop- 
ments up to date, that the most suitable 
form of mounting for an axle generator 
would be one which was, of course, simple 
and strong in its design, neat and ship- 

‘Abstract of a paper read before the Associa- 


tion of Car Lighting Engineers at the conven- 
tion in Chicago on November 16. 
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shape in appearance, easily applied to the 
truck, and that, in its applitation, re- 
quired no mutilation of the same. Such 
a mounting should permit the generator 
to be suspended outside and clear of the 
truck frame. The supporting bars of the 
suspension mechanism should be so dis- 
posed that the machine is completely ac- 
cessible and that nothing shall stand in 
the way of the inspector who is examining 
or working upon the machine. The 
mounting and suspension should be such 
that the generator is at all times held level 
to prevent oil slopping, and it should be 
so designed that the shaft of the generator. 
may be brought readily and accurately 
into parallelism with the axle of the car 
with a minimum amount of trouble. No 
better means of transmitting the power 
from the axle to the generator seems to 
have been brought forward than the rub- 
ber belt joined by means of the Crescent 
belt fastener. As above stated, the belt 
is a sort of mechanical safetv fuse. Un- 
der ordinary weather conditions, it seems 
to be perfectly able to transmit the power. 
The great bugbear of snow and ice seems 
to have melted away before the light and 
warmth of experience. There are, no 
doubt, climates in which certain roads op- 
erate that are productive of considerable 
annoyance from snow and ice, but in most 
parts of the United States the rubber belt 
operating on large enough pulleys with 
wide enough faces and maintained at a 
proper tension by properly-designed ten- 
sion devices, seems to fill the bill. It is 
cheap, safe and efficient. We have all heard 
more or less about driving by means of 
chains. The chain is necessarily more 
expensive than the belt. It in no wise 
has the great advantage of acting as a 
safety mechanical] fuse, and it is a terrible 
thing when it gets loose and thrashes 
around. It is doubtful whether a chain 
ean be run without lubrication, and the 
difficulty of enclosing it in a case that will 
hold oil is almost insurmountable, and 
who will bother to oil the individual links 
of a chain every few days? No one. 
When it comes to machines of greater 
capacity than six to eight kilowatts, the 
rubber belt is probably inadequate as a 
driving mechanism. There is nothing 
left, apparently, but direct gearing. The 
writer designed, built and placed in op- 
eration a twenty-five-kilowatt axle gener- 
ator on a truck of a locomotive tender. 
The axle was specially prepared. It was 
provided with a perfectly true gear seat 
and two polished journals, and the mount- 
ing of the machine was exactly like that 


employed in standard — electric-railway 


car travel. 
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service. Mechanically, this arrangement 
is perfect, or as near perfect as anything 
will ever be made. The gears were ab- 
solutely positive, were protected in a gear 
case of standard street-railway construc- 
tion, and the whole machine, being large 
and heavy, permitted of rugged construc- 
tion that withstood all the abuse and ham- 
mering that it received from the direct 
connection to the axle. Such a machine 
is perfectly suitable for head-end systems, 
but it cannot be operated under the ordi- 
nary conditions under which smaller axle 
machines are handled. So far as driving 
mechanisms are concerned, the outside 
suspension with the belt is the most suit- 
able so far developed for small generators 
up to eight kilowatts capacity, and the 
standard street-railway mounting and 
drive, the only thing feasible for machines 
of larger capacity. 

Having discussed the question of the 
problem of driving the axle generator, we 
come to the verv important feature of 
taking care of the reversals in direction of 
This brings us immediately 
to the question of the pole changer. Pole 
changers can apparently be divided into 
the following classes: Mechanical and 
electrical. Under the head of mechanical 
pole changers we find two sub-classes, 
those having contacts and which mo- 
mentarily break the circuit, and those 
which do not open the circuit, but which 
rely upon shifting the brushes to preserve 
the polarity. A mechanical pole changer 
is operated ordinarily from the shaft of 
the armature. When the armature shaft 
revolves in one direction the pole changer 
shifts certain connections so as to estab- 
lish correct circuit relations corresponding 
to that direction of rotation, and vice 
versa. The brush-shifting devices depend 
upon rotating the brushes through as 
many degrees of arc as are represented 
by the pole pitch, plus whatever lead the 
designer desires to have the brushes take 
when commutating the current. The me- 
chanical-switching pole changer, as dis- 
tinguished from the mechanical brush- 
shifting pole changer, may be operated in 
any number of ways, all of which require 
considerable ingenuity to make substantial 
and efficient. Friction has been em- 
ployed in a great many of them as the 
actuating force, but all friction schemes 
are open to the objection that a certain 
amount of wear goes on unless means are 
provided for relieving the friction, and 
attempts of this kind run into complica- 
tion. The writer has himeelf preferred 
and developed the mechanical pole changer 
represented by the brush-shifting class. 
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There are a great many advantages in 
taking care of the polarity in this man- 
ner, and there are certain offsetting dis- 
advantages no more numerous and no 
more important than the disadvantages 
that lie in the use of a mechanically-op- 
erated switch. There has not been a sim- 
ple mechanical pole changer designed by 
anyone, as far as the writer is aware, and 
the shifting brushes and their associated 
mechanism are no more complicated than 
the simplest kind of mechanical pole 
changer, so that the question of mechan- 
ical pole changers cannot be said to have 
been settled bv any standardizing, as is 
the case in the problem of mounting and 
driving. 

When it comes to electrical pole chang- 
ers, we find no end of schemes. The ear- 
liest American patent on an electrical 
pole changer appears to have been that 
taken out by Mr. Danals in 1889. His 
claim is verv broad, but his device does 
not appear on the face of it operative. 
The most rational solution of an electrical 
pole changer, as far as the writer knows, 
is that offered in the patent of A. H. 
Whiting, in 1893. The objection to this 
is that it is necessary to separately excite 
the ficld of the generator in order to make 
the pole changer operative, and in the old 
Lewis svstem this was taken care of by 
a centrifugal switch, which closed and 
opened the field circuit of the generator 
directly from the batteries whenever the 
speed was above or below ten miles per 
hour, or thereabouts. The Whiting pat- 
ent shows the essential elements of an 
electric pole changer, and while numerous 
variations have been made in the form of 
electric pole changers, they all depend 
upon Mr. Whiting’s fundamental princi- 
ple. Pole changers of the electric type 
necessarily are switching devices, and open 
and close the circuit. 

There are, however, schemes by which 
the polarity of the generator may be pre- 
served without the use of any switching 
mechanism or brush shifting whatever. 
They employ auxiliary machines for the 
purpose, and run into more or less com- 
plication and generally require the field 
of some machine somewhere in the sys- 
tem to be separately excited from the bat- 
tery. We have also seen numerous at- 
tempts to solve the pole-changer problem 
by the use of alternators connected up 
with electrolytic cells and other rectifiers 
of one kind and another, and numerous 
other schemes have been proposed, but 
have not come into commercial use. The 
writer believes that the pole-changer prob- 
lem will eventually be solved by the adop- 


tion of a mechanical pole changer of the 
shifting-brush type or a mechanical pole 
changer of the switching type, or an elec- 
trical pole changer of the Whiting type. 
It would seem that these three are the best 
forms to work upon and develop. 
Coming now to the third part of the 
axle-light problem, we are confronted with 
the necessity of providing a means for 
closing and opening the generator circuit 


whenever the voltage of the generator 


shall be just above or just below that of 
the battery. In the early systems, a fa- 
vorite means of accomplishing this result 
was through the instrumentality cf a 
centrifugal switch, which would close and 
open the circuit at a predetermined speed 
of the generator. It is quite obvious that 
such an arrangemnt is impracticable. If 
the device is made thoroughly positive in 
its action, it will close and open the cir- 
cuit mechanically without any regard to 
the electrical conditions that may exist in 
the system. In other words, it will con- 
nect a dead dynamo to a live battery or a 
live dynamo to a dead battery, either or 
both of which experiments have been re- 
peatedly tried without success. so far as 
the writer is aware. There are certain 
experiments in railroading. which, not- 
withstanding their fallacy has been thor- 
oughly established, will continue to be 
made until the end of time. One of these 
experiments is the connecting of a dead 
generator to a live battery by those in- 
quisitive people who want to see what will 
happen when the automatic switch closes, 
and generally find out. The other ex- 
periment is that of making two trains pass 
in opposite directions on a single track, 
which has probably been tried quite as 
many times as the former experiment 
without any successful records having 
been obtained. There is practically no 
prevention for the continuance of these 
experiments. 

It would seeni that the right way to 
operate an automatic switch is electrically. 
The switch should close at a _predeter- 
mined voltage, no matter what the speed 
of the generator may be when this voltage 
is obtained. If the generator voltage at 
which the switch closes is equal, or ap- 
proximately equal, to that of the battery 
at the time, no harm will result. The 
electrically-operated automatic switch, so 
far as the writer is able to ascertain, was 
first described by J. H. Holmes in a 
United States patent in 1891. He de 
scribed accurately the switch that nearly 
all of the axle-light companies make 
today, consisting of some kind of mag- 
netic circuit on which two coils or sets 
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of coils act, one being made of fine wire 
and connected as a shunt to the generator 
and the other being made of coarse wire 
connected in series between the generator 
and the storage battery, as soon as the 
switch is closed. 

Electricians all over the country, and, 
in fact, all over the world, are practically 
agreed upon the three problems the writer 
has endeavored to discuss. We all agree 
as to the requirements of the suspension 
and drive. We all agree that the polarity 
of the generator must be preserved, and 
that, whether circuit-changing or brush- 
shifting is employed, it must be accom- 
plished before the speed reaches the crit- 
ical or cutting-in value. And we are all 
agreed that the automatic switch, no mat- 
ter of what form it may be or upon what 
principles it may act, must connect and 
disconnect the generator from the storage 
battery when the voltages bear the right 
relation. There are two more problems, 
however, connected with axle lighting 
upon which there is more diversity of 
opinion and a still greater diversity in 
means for accomplishment. The first is 
the question of regulating the generator ; 
the second is that of maintaining constant 
lamp voltage. 

The problem of regulating the gener- 
ator depends upon the fundamental equa- 
tion of the dynamo, which may be ex- 
pressed as follows: E = NCS, where E 
is the electromotive force of the generator, 
N the number of lines of force supplied 
by the field and threading through the 
armature, C the number of conductors 
on the armature, and S the number of 
revolutions per second of the armature. 
In order to obtain a predetermined value 
for E, it is necessary that the product of 
NC and S be made equal to E. This 
gives us great and, in fact, unlimited 
latitude in the choice of our factors 
making up this expression. Confining 
ourselves to the axle-light problem and 
machines of from three to eight kilowatts 
capacity, the product of N and C is fixed 
by the size of the machine. The speed 
of the train at which it is desirable to 
have the generator become operative de- 
termines S. In ordinary axle-light work, 
S is generally made to correspond to be- 
tween ten and twenty miles per hour, and 
the gear ratio between the axle pulley and 
that on the generator is generally made 
somewhere between two and three. S 
varies all the way from zero to some high 
value, and consequently E can vary from 
zero to a correspondingly high value. 
As S may be zero on account of the fact 
that the car must sometimes be at rest, E 
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must sometimes be zero, and, therefore, 
if light is to be at all times available, a 
storage battery is absolutely indispensable. 
This may seem elementary, but it is 
well to bear these facts in mind. In or- 
der to give E certain values it is neces- 
sary to manipulate the factors NC and S 
in some kind of automatic manner. In 
spite of everything that can be done, S 
will vary. Various schemes have been 
devised whereby S is allowed to vary from 
zero up to a certain value, and from that 
point on be held constant. Such schemes 
are elaborate and difficult to devise, and 
of necessity involve an automatic change 
in the gear ratio after a certain value of 
S has been obtained. C is a fixed quan- 
tity in a given machine, and it is very 
difficult to devise a means whereby it can 
be varied, although attempts have been 
made to do so. The easiest factor on the 
right-hand side of our fundamental equa- 
tion to manipulate and vary is N, and 
this means that it is easier to vary the 
strength of the field of the generator au- 
tomatically than it is to vary the number 
of conductors on the armature or control 
the speed of the same. There are no sys- 
tems in commercial operation in which 
C and S are manipulated. N may be 
varied in but two ways. The magneto- 
motive force or ampere-turns of the field 
coil may be varied or the reluctance of 
the magnetic circuit may be varied. The 
latter is generally difficult to vary, as the 
form of the magnetic circuit in a given 
machine is generally permanent. Here 
again attempts have been made to vary 
the form and contour of the field and thus 
produce changes in the reluctance of the 
magnetic circuit, but all such schemes re- 
quire complicated mechanical devices and 
have not come into general use. 
- The simplest and most direct method 
of varying the quantity N is by varying 
the magnetomotive force or ampere turns 
of the field. This may be done in an 
almost infinite variety of ways. Two gen- 
eral methods have been employed. As it 
is necessary to weaken the field of the 
generator as the speed increases above the 
critical value which has already been de- 
scribed, the most ordinary way of accom- 
plishing this is to vary the current flow- 
ing through the field coil, or what is the 
same thing, vary the voltage impressed 
upon the field coil. The other method is 
to oppose the magnetomotive force of the 
original field coil by means of current 
flowing through a second coil acting dif- 
ferentially with the first. The latter 
method, known as the differential dynamo, 
requires no external regulator, but it has 


the serious disadvantage that it usually 
results in a great deal of heat being de- 
veloped inside of the machine, and it re- 
quires additional coil space to accommo- 
date the differential winding. These two 
disadvantages necessitate enlarging a ma- 
chine for a given output and result in 
very greatly diminishing the efficiency of 
the machine as a generator. The differ- 
ential method has the further disadvan- 
tage that it does not produce the regula- 
tion in the generator that is required 
and may be regarded as the crudest kind 
of regulation. The simplicity of the dif- 


ferential dynamo has attracted a good. 


many inventors and designers, but there 
are no differential generators in use in 
axle lighting at the present time, so far 
as the writer is aware. The method of 
using an external regulator of some kind 
for properly varying the strength of the 
magnetic field of the generator has been 
adopted by practically all builders of axle- 
light machinery. 

The writer will discard for purposes of 
present discussion all regulators that em- 
ploy two sets of storage batteries or those 
types of regulators that fail to charge all 
of the cells of the battery uniformly or 
with the same current. This excludes the 
douhle-hattery systems and the end-cell 
schemes of generator regulation. 

External generator regulators which 
vary the strength of the current flowing 
through the field winding of the generator 
have been built with a view to accomplish- 
ing some particular end. There are regu- 
lators in which it is attempted to main- 
tain the generator current constant at all 
times above operative speed. There are 
others in which it is attempted to main- 
tain the current charging the battery con- 
stant under similar circumstances. There 
are regulators wherein it is attempted to 
maintain the generator voltage constant at 
all speeds above the critical. We may, 
therefore, divide regulatérs into three gen- 
eral classes, namely, constant total-current 
regulators, constant baftery-current regu- 
lators and constant voltage regulators. Of 
these three general types of regulator, the 
constant total-current regulator is by far 
the easiest to build. There are no re- 
versals of current to provide against and 
no great accuracy or refinement in regu- 
lation is necessary. As long as the cur- 
rent maintained by one of these regu- 
lators does not vary more than ten per 
cent and does not at any time exceed a 
certain maximum, the regulator may be 
considered perfect so far as it goes. The 
total-current regulator has the advantage 
that at all times the generator is working 
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at practically its maximum capacity and 
efficiency. It has the great disadvantage. 
however, that unless fairly well adjusted 
to its run, batteries used in connection 
with this regulator will become over- 
charged and great deterioration of the 
same will result. Overcharged batteries. 
however, are probably somewhat in the 
minority, the honors in this respect having 
been pretty well carried off by the under- 
charged batteries. The ill effects of over- 
charged batteries do not make themselves 
apparent immediately and are really to be 
discovered in the expense account later on. 
Undercharged batteries, on the other 
hand, make their presence known as a 
rule by a failure in the light, which is the 
one great thing to guard against in axle 
lighting. Undercharging of batteries is 
probably not as destructive as overcharg- 
ing, but even undercharging will result in 
greatly reduced capacity and probably per- 
manent injury to the batteries through 
sulphation and other causes. The Ken- 
nedy, the Newbold, the Moskowitz and 
the Everett are types of constant total-cur- 
rent regulators. 

Battery-current regulators are rather 
more difficult to construct than total-cur- 
rent regulators, as there is always a re- 
versal of current in the controlling wind- 
ing to be considered when the battery dis- 
charges. This, however, can be provided 
for by very simple means and need not 
necessarily be a handicap upon the regu- 
lator. The battery-current regulator has 
the advantage that the amount of charg- 
ing that will be accomplished on a certain 
run may be predetermined as the charg- 
ing current, whether it be constant or 
whether an average value only be consid- 
ered, is never interfered with or influ- 
enced by the lamp load. As to how much 
the lamps on a given run will be used is 
an impossible matter to determine, but 
with the battery-current regulator the 
amount of charging and discharging can 
be pretty accurately predetermined and 
the regulator set to take care of the run 
very nicely. The battery-current system 
of regulation very seldom results in over- 
charging the battery, and, as above men- 
tioned, may possibly result in undercharg- 
ing. The battery-current system of regu- 
lation also permits of a ready means of 
lamp regulation without complicating the 
structure of the apparatus to any great 
extent. The writer here may be par- 
doned for referring to the bucker system 
developed by him, which is the only bat- 
tery-current system about which he has 
any exact knowledge. In the bucker sy 
tem the generator regulation is taken care 
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of by a counter-electromotive force and 
without very much addition to the appa- 
ratus necessary for regulating the gener- 
ator, a very good lamp regulator, and one 
almost theoretically perfect, may be added 
without much expense. The battery-cur- 
rent system of regulation, as exemplified 
in the bucker, employs the important prin- 
ciple that the varying charging current 
which takes place with varying speeds is 
a linear function of the excess-battery 
voltage required for charging the battery 
and by properly designing the apparatus a 
constant lamp voltage can be maintained 
independent of speed and lamp load, pro- 
vided the battery remains within the lim- 
its of the straight-line portion of the 
charging curve. — 

Of course, it is quite possible with any 
type of regulator to devise some means 
whereby the charging process may be dis- 
continued after the battery has become 
fully charged. Such devices, -however, 
are unsatisfactory and have not to any 
great extent gone into general service. 
These devices are of necessity sensitive 
and complicated and their development is 
not likely to be prosecuted with very much 
vigor. 

Constant-potential regulators for the 
generator have been and can be made. If 
constructed upon the voltmeter-relay 
principle they are, however, apt to be very 
unsatisfactory. The voltmeter relay is 
of necessity very delicate and uncertain in 
its action. Assuming, however, that a 
satisfactory and reliable voltage regulator 
for the generator can be obtained, it is 
somewhat of a question as to what voltage 
it should be set unless an independent 
lamp regulator is contemplated. If such 
a voltage regulator is set high enough to 
insure the batteries being fully charged, 
the voltage impressed upon the lamps will 
be altogether too high. A constant-poten- 
tial regulator has the advantage that by 
its use storage batteries are pretty certain 
to become fully charged and never over- 
charged. It has the disadvantage, how- 
ever, that if the batteries are in a very low 
or exhausted condition the generator is 
likely to become overloaded when. it be- 
gins to charge such a set of batteries. It 
would seem then that the ideal generator 
regulator should combine the good features 
of the constant-current regulator and the 
constant-potential regulator. 

It is absolutely essential that the gen- 
erator voltage be equal to the battery volt- 
age at the time the automatic switch 
closes, otherwise the fact that the auto- 
matic switch has closed will be too pub- 
licly advertised. It is also just as essen- 


a 


tial that the voltage of the generator shall 
rise high enough to force the full charg- 
ing current through the storage battery 
with as little increase in speed above the 
critical speed as possible. This condition 
is necessary in order that the charging 
of the battery may begin to take place as 
early as possible and be continued as late 
as possible in order to take maximum ad- 
vantage of the car’s travel. The generator 
regulator should be so constructed that it 
will permit the generator to deliver its 
full current into the storage batteries, if 
no lights are turned on, at as low a speed 
as possible above the critical speed. To 
prevent overloading the generator, the 
regulator should be so constructed that 
this current will not be exceeded at any 
speed or on an exhausted battery or even 
on a dead short-circuit. As this maximum 
current is forced through the storage bat- 
tery, its counter-electromotive force will 
rise and the voltage of the generator must 
rise also to continue to force the full max- 
imum current through the storage battery. 
It is needless to state, the storage bat- 
tery should be of such a size and capacity 
as to permit of this action. Just as soon, 
however, as the storage battery has become 
fully charged the current from the gener- 
ator should begin to diminish and produce 
what is known as taper charge. If, how- 
ever, while this process of charging is go- 


ing on, lamps should be turned on, the 


generator should be able to furnish cur- 
rent immediately for these lamps so that 
no discharge from the battery shall be 
necessary, at the same time preserving the 
electrical conditions in the system so that 
no further charging of the battery shall 
take place if it has reached the point of 
being fully charged. Concisely stated, 
these conditions may be described as fol- 
lows: A perfect generator regulator is 
one that tends to maintain the kilowatt 
output of the generator at a constant 
maximum without allowing either factor 
of the same to exceed a fixed maximum— 
that is to say, if a generator has a normal 
capacity of fifty amperes at eighty volts, 
which* would be high enough voltage to 
charge thirty-two cells of battery con- 
nected in series, the regulator should per- 
mit the generator at all times to put out 
fifty amperes if there is anything legiti- 
mately entitled to receive this current and 
to limit the voltage of the generator to 
eighty volts. Such a regulator would, to 
the writer’s mind, be perfect, and he is 
quite certain that such a regulator can be 
made and has been made and put into 
practical operation. 

The means for immediately varying the 
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strength of the current in the field of 
the generator may be a rheostat or a 
counter - electromotive force. Rheostats 
may be made in a variety of forms, but 
they should be so constructed that their 
steps are very fine or infinitely small, or 
else the passing from one step to another 
will be noticeable in the lamps. Rheostate 
for this purpose are generally constructed 
in one of three ways. They are either 
composed of definite steps or resistance 


brought out to contact plates or buttons 


over which a sliding contact passes, or 
they may be made of carbon disks sub- 
jected to varying pressures, or they may 
be made of the contacting type of which 
the regulator invented by S. W. Everett 
is a good example. A counter-electromo- 
tive force may also be employed, of which 
the bucker invented by the writer may 
be taken as a type. If any of these rheo- 
stats or counter-electromotive force de- 
vices can be controlled so as to produce 
the tendency toward maximum constant 
wattage without the factors of current and 
electromotive force, which make up this 
wattage, being allowed to exceed certain 


maximum values, they may be employed - 


in the construction of an ideal regulator. 

If a regulator is built along the lines 
and according to the requirements as set 
forth it will operate just as well in a 
one-car system as in a train-lighting sys- 
tem, and will, without readjustment, take 
care of any load within limits of capacity 
that is placed upon it, no matter what 
form that load may take. The load may 
be composed of the batteries and lamps 
on one car, or it may be composed of the 
batteries on one car and the lamps on a 
half-dozen other cars, or it may be com- 
posed of the lamps on one car and the bat- 
teries on another car, and still the regu- 
lator will, within the capacity of the gen- 
erator, perform its functions in an ideal 
manner and the*treatment that the bat- 
teries will receive will be in practical ac- 
cordance with the most up-to-date ideas 
of storage-battery engineers. Such a reg- 
ulator requires no readjustment to take 
care of varying schedules, changes of sea- 
son or character of load. 

The last problem to be considered in 
axle lighting is that of maintaining the 
lamp voltage constant. Here there is no 
room for any diversity of opinion. Jf a 
lamp can be found whose candlepower 
will not vary too widely with a range of 
twenty per cent variation in voltage and 
whose life and initial candlepower do not 
suffer by such variation, then the services 
of a lamp regulator may be consistently 
dispensed with. The carbon-filament lamp 
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certainly does not fulfill these conditions. 
The tungsten lamp more nearly fulfills 
these conditions than any other lamp that 
has been devised, but no one will say that 
a tungsten lamp or any other kind of 
lamp is not brighter on two-and-onc-half 
volts per cell than it is on two volts per 
cell. There are some engineers in this 
association who may be satisfied with the 
approximate lamp regulation which may 
be afforded by throwing into circuit fixed 
resistances, but the writer hardly consid- 
ers devices of this kind regulators. ‘They 
are more of the nature of protective de- 
vices. It has been a favorite scheme with 
a great many designers to use the motion 
of the automatic switch for throwing in 
such resistance to protect the lamps. It 
has also been common practice to utilize 
the initial motion of the rheostat con- 
trolling the generator for the same pur- 
pose. This, however, is not regulation. It 
affords a measure of protection to the 
lamps, but it does not reduce variations 
in lamp voltage. 

To produce or construct a theoretically 
perfect lamp regulator is by no means an 
easy task. In the first place, such an in- 
strument must be extremely sensitive and 
must respond definitely to very slight 
changes in voltage. Variations in the 
neighborhood of a half a volt should 
cause such an instrument to respond defi- 


nitely and positively. It is almost impos- 


sible to make such a device operate di- 
rectly a lamp regulator whose resistance 
is to take care of or dissipate twenty volts 
and thirty or forty amperes. Conse- 
quently a lamp regulator to be sensitive 
and positive is generally furnished with 
some kind of a relay device which pos- 
sesses the required sensitiveness and which 
in turn actuates or controls the mechan- 
ism for varying the heavy resistance in 
the lamp circuit proper. The actual de- 
vice for taking up the drop in the lamp 
circuit may be either a rheostat or a coun- 
ter-electromotive force or an end-cell ar- 
rangement. For obvious reasons the last 
is to be avoided, as the unequal charging 
and discharging of the various cells in 
the battery only add another difficulty. 
The steps of a lamp rheostat should be 
infinitely small, which practically pre- 
cludes the use of a rheostat made with 
definite steps of resistance. The carbon 
dise rheostat lends itself admirably to 
this purpose, although it is needless to 
state that it is open to some objections. 
A counter-electromotive force may be con- 
trolled so as to produce infinitesimal vari- 
ations in voltage, but here again a certain 
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amount of complication is almost indis- 
pensable. 

An ideal lamp regulator must be able 
to maintain constant lamp voltage, while 
the generator and battery voltage vary 
from two to two-and-one-half volts per 
cell, and while the lamp current varies 
from, say, one-half to fifty amperes. If 
such a lamp regulator can be devised it 
can be used with equal advantage in an 
axle system applied to a single car, or it 
may be used to control the lamps where 
the current is furnished from a head-end 
generator, either of the steam or the axle- 
driven type, or even where the storage bat- 
teries have to be charged at a terminal 
and the lamps used at the same time, as is 
often necessary when cars are cleaned at 
night. The lamp regulator should be car- 
ried upon the car. It must be ready at 
all times to reduce the line voltage to 
normal lamp voltage. The lamp regu- 
lator must be separate and distinct from 
the generator regulator and the action of 
one must not depend or reflect upon the 
action of the other. When the lamp regu- 
lator is made thus and the generator reg- 
ulator as above described, a flexible, uni- 
versal, interchangeable car and train- 
lighting system will result. 

In thus attempting to outline the his- 
tory of the development of the various 
elements comprising an axle-light system 
and in discussing the problems which con- 
front the engineer and designer in meet- 
ing the requirements of such a system, 
the writer has endeavored to eliminate the 
description of specific devices either of his 
own or of other inventors’ designs. 
ede 
Fort Wayne Section, American Institute 

_ of Electrical Engineers. : 

The Fort Wayne Section of the Ameri- 
can Institute of Electrical Engineers held 
its regular monthly meeting December 16 
at the Anthony. Wayne Club, Fort Wayne, 
Ind. The meeting was preceded by a 
dinner served in the club dining room, 
at which most of the members of the Fort 
Wayne Section and quite a number of vis- 
itors were present. 

The regular meeting of the section was 
addressed by E. A. Barnes, superintendent 
of the Fort Wayne Electric Works, on 
“Choice of Power for Manufacturing In- 
dustries.” The paper dealt with the 
kinds of power which can be used for 
manufacturing industries, taking up suc- 
cessively power purchased from central 
stations, power from gas-producer engines, 
gas engines and fuel-oil engines, and 
waterpower. Finally the speaker dis- 
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cussed the relative merits of reciprocating 
and turbine engines, running condensing 
and non-condensing, and pointed out the 
advantages which he claimed for non-con- 
densing engines, asserting that the heat 
which can be recovered from the exhaust 
steam makes a saving for the factory 
which more than counterbalances the sav- 
ing in coal consumption which can be 
gained by using condensing engines. Mr. 
Barnes presented some very interesting 
figures supporting his claims in this re 
gard. The paper was followed by a lively 
technical discussion by many of those 
present who are interested in this work. 

At the January meeting L. D. Nord- 
strum will present a paper on “Some Con- 
siderations Involved in the Design of Di- 
rect-Current Generators and Motors.” 
—e@e 

ome Handsome and Serviceabie Cen- 

_tral-Station Advertising. 

The Commonwealth Edison Company, 
Chicago, Ill., is keeping up its reputation 
for fine display and attractive service in 
its publicity department. Among the 
pieces of literature which are attracting 
particular attention just now is a return 
postal-card making a Christmas sugges- 
tion of the old-fashioned kind. This pos- 
tal-card bears an illustration of a beauti- 
ful Vienna portable electrolier, and the 
same device used as a wall lamp. 

Another holiday suggestion is entitled 
“An Electrical Christmas.” This repro- 
duces Clement C. Moore’s beautiful poem, 
“The Night Before Christmas,” and then, 
in fine half-tone illustrations, shows the 
many novelties which might bring happi- 
ness to every member of the family in 
the shape of an electrically-operated 
utility. 

The “Handbook of Central-Station 
Electric-Light and Power Service” de- 
livers a series of profitable essays on 
“How to Obtain Electric Service,” “Rates 
for Electricity,” “Reading of Meters,” 
“Methods of Figuring Bills,” “Lamps,” 
“Heating and Cooking Appliances,” “Re 
pair Service,” and “Shops.” 

The beautiful souvenir of the Fisk 
Street power house, with a handsome 
cream-colored cover, illuminated with 
gold-leaf, is one of the’ most attractive 
pieces of literature which has been issued 
by anyone in a long time. 

The company’s publicity service is un- 
der the direction of Dana H. Howard, 
manager of the advertising department, 
who is to be congratulated upan this ex- 
cellent series. 
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Hawaiian Electrical Notes. 

The Honolulu Rapid Transit and Land 
Company has announced that it will 
shortly make a number of extensions of 
its service to connect with the city the 
various forts and military posts which are 
being built by the navy and war depart- 
ments. Surveys have been completed for 
a line six miles in length to connect with 
the new naval station at Pearl Harbor, 
and a branch will also be extended cast- 
ward from the city to reach the fortifica- 
tions about completed at Diamond Head. 
Another branch will probably be extended 
into the military reservation at Waikiki 
Beach. 

The territorial superintendent of pub- 
lic works, Marston Campbell, will ask the 
next Legislature, which meets in Febru- 
ary, for appropriations to install a 12,- 
000-horsepower electric plant at the 
Nuuanu Valley Dam, now nearing com- 
pletion. The new reservoir will supply 
water with a 900-foot head, which the 
superintendent plans to use entirely for 
power, pumping the domestic supply for 
the city from artesian wells. The plans 
also contemplate utilizing as a reservoir 
the concave crater of Punchbowl] Hill, 
back of the city, which has an elevation 
of about 400 feet. The electric plant is 
also designed to light Honolulu. 

The Hawaiian Telegraph and Tele- 
phone Company is the new name of the 
wireless-telegraph company, as authorized 
by the Territorial Treasurer. The com- 
pany has announced, through its presi- 
dent, C. J. Hutchins, the acquisition of 
the franchise of the Standard Telephone 
Company, and a contract with the Auto- 
matic Electric Company, of Chicago, for 
the installation of a new telephone system 
in Honolulu. The company at the pres- 
ent time operates the very efficient wire- 
less-telegraph system between the islands 
of the group, and the big Kahuku sta- 
tion, which has established successful 
wireless communication with the main- 
land. The purchase of property by the 
company for exchange purposes was re- 
corded recently, and the statement is given 
out that an up-to-date, telephone central 
station will be built at once. The new 
telephone system will be of the automatic 
_ type, and the company will install a com- 
plete underground system for its wires. 
The project, it is understood, has beer 
financed through the Metropolitan Trust 
and Savings Bank, of Los Angeles. The 
company is at the present time experi- 
menting with wireless telephony between 
the islands. 


Notes on the Electrical Engineer.ng 
Courses at the “Boston Tech.” 

As is well known, the Massachusetts In- 
stitute of Technology maintains strong un- 
dergraduate courses in engincering, but it 
is not so well known that the Institute is 
attended by what is probably the largest 
number of graduate students in any of 
the engineering schools in the country. 
There are now 215 graduate students 
studying at the “Tech.” The degrees of 
these men have been conferred by colleges 
and engineering schools through the con- 
tinent. 

A notably large number of the young 
men studying electrical engineering at the 
Institute come from among these gradu- 
ate students. Many of these students in 
the electrical-engineering course have here- 
tofore pursued a course in arts or in gen- 
eral science, and are spending two or 
three years in completing the electrical- 
engineering course at the Institute. Others 
have graduated from other engineering 
schools and are spending from one to two 
vears in study at the Institute to get its 
baccalaureate degree in electrical engineer- 
ing; and a few of particularly high prep- 
aration are pursuing advanced study and 
research for the purpose of obtaining the 
higher degrees of master of science in 
electrical engineering or doctor of engi- 
neering. 

It is probable that the latter studenti 
cecupied in advanced study and research 
are enjoying the first regularly organized 
work in this country leading to the degree 
cf doctor of engineering. That degree 
has heretofore been conferred by Ameri- 
can engineering schools as an honorary 
distinction, but it has not in this country 
heen recognized among the degrees to be 
secured by study and research in the 
echools. Brilliant work has been done by 
students studying for this degree in the 
great polytechnic schools at Berlin and 
Carlsruhe, Germany, and work of this na- 
ture at the Massachusetts Institute of 
Technology bids fair to become popular 
with students of the highest ability and 


to be influential in the development of 


engineering research. 

The undergraduate electrical engineer- 
ing course at the Institute of Technology 
has a senior class, which is twenty per 
eent larger this year than last year, and 
the department will soon be a candidate 
for larger quarters. The laboratory quar- 
ters are large and are impressive in their 
equipment, but even they are becoming 
overcrowded, and additional classrooms 
are much needed. The prospects of en- 
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tering into larger quarters are bright with 

the advent of the recently-elected presi- 

dent, Dr. Richard C. Maclaurin. 

edo 

Brooklyn Edison Section, National Elec- 
tric Light Association. 

The first regular meeting of the Brook- 
lyn Edison Company Section of the Na- 
tional Electric Light Association was held 
December 14, at the Edison Club rooms, 
Johnston Building, Brooklyn, N. Y. G. 
L. Knight, chairman of the Section, pre- 
sided, and 140 members attended. Al- 
though the proceedings were not com- 
pleted until nearly midnight, the en- 
thusiasm and interest were maintained 
throughout. After an address of congrat- 
ulation and encouragement by the chair- 
man, Secretary E. A. Bailey read letters 
from President W. C. L. Eglin and As- 
sistant Secretary Harriet S. Billings, of 
the National association, both of whom 
referred to the first number of the bulletin 
of the Brooklyn company’s Section in 
terms of praise, President Eglin declaring 
that this publication set a standard and 
a pace that it would be difficult for other 
company sections to excel. 

The bulletin, which was distributed to 
those present, contained, in addition to 
editorial and news matter of general in- 
terest to the members of the Section, the 
complete text and illustrations of all the 
papers presented on the occasion. 

The first paper of the evening was on 
“Modern Power Plant Design,” by F. W. 
Harrison and M. J. Shugrue. The paper 
was illustrated by lantern slides, and the 
cubject was treated under the following 
headings: The building, coal, steam. 
electrical energy, switch-house, control 
hoard, switches, exciters and connections. 

The next paper, entitled “Developments 
in Incandescent Lamps,” was also written 
and delivered in two sections; the first 
section, viewing the subject from a manu- 
facturing standpoint, by E. B. Rannells, 
and the second, on the-reasons for higher 
efficiency, and the commercial bearing of 
the new developments, by M. S. Seel- 


' 


man, Jr. 

The last paper of the evening, entitled 
“Some Notes on the Friction of Shaft- 
ing,” was written. by C. A. Graves, and 
was a practical discussion embodying 
some interesting and useful data. 

After the reading of the papers was 
completed, the members took up their dis- 
cussion in a very spirited and general 
manner. 

The next session will be held in Feb- 
ruary. iar 
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Electric Driving 


Portland cement, a combination of lime 
and slate-holding materials, when stirred 
with water is known to harden after a 
given time without any deformation, and 
is a most valuable material both for the 
making of mortar and the construction of 
foundations, etc. The methods of manu- 
facturing Portland cement have been 
thoroughly modified since the introduc- 
tion of mechanical operation. Whereas 
the raw materials formerly were crushed 
and mixed in stirring tanks in order then 
to shape the mud into bricks, which after 
drying were burned in the furnace into 
clinkers, mechanical operation has now 
been substituted for hand labor, not only 
in driving the crushers, crushing rolls, 
drying drums and grinding mills, but for 
all the transporting devices used in con- 
nection with cement manufacture. The 
number of hands required is thus reduced 
considerably and the troublesome produc- 
tion of dust is kept within very low limits 
by the installation of ventilating fans. 
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of a German Portland Cement Mill. 


BY DR. ALFRED GRADENWITZ. 


FIFTY-HORSEPOWER MOTOR, DRIVING 
CRUSHERS AND ELEVATORS. 


The most interesting point of mechan- 
ical operation, however, is the use of ro- 
tary kilns in the place of the pit or ring 
furnaces formerly used, which dispenses 
with any shaping and transporting work, 
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thus reducing considerably the number of 
workmen. In fact, the material through- 
out the regular course of operations never 
once comes into contact with the shovel 
of a workman. After being raised to the 
higher stories by means of elevators, the 
raw materials (as well as the clinkers) 
are transported in vibrating chutes in a 
horizontal direction, whereas the finely 
ground substances are moved on by worm 
conveyors. 

It will be readily understood that elec- 
tric motors are specially adapted for the 
operation of the various kinds of ma- 
chinery used in connection with this ex- 
tensive process as well as of the conveyors 
and ventilating fans, though on account 
of the low speeds of these machines there 
is no possibility of using a direct coup- 
ling between the machines and motors. 

One of the largest and most interesting 
German cement works in which electric 
drive has been recently adopted is the 
Riidersdorf Portland Cement Fabrik 


DIRECT-CURRENT MACHINES AND SWITCHBOARD, RUDPRSDORF PORTLAND CEMENT WORKS 


l 
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- THE RUDERSDORF PORTLAND CEMENT WORKS. 


H (near Berlin), which has been recently The equipment comprises a` -506-volt 
ee electrified by the Siemens-Schuckert polyphase. generator of 700- kilovolt-am- 
: Works. pere rating coupled toa steam engine, and 


two direct-current machines of 220 volts 
and 970 and 610 amperes, respectively. 
In addition to the supply of power to the 
factory these generators serve for lighting 
the works as well as supplying light and 
power to the neighboring community of 
Tasdorf. A storage battery is connected 
in parallel to the direct-current machines. 
No appreciable influence is exerted on the 
luminous intensity of the lamps actually 
in circuit by inserting the motors. The 


. following short description of the manu- 
facturing process will fitly illustrate the 


various uses of electricity made in „this 


cement plant. :- 


The first part of the operation consists 
of crushing the limestone in crushers ‘and 
the slate in crushing rolls. . After having 
been dried in drums the crushed raw:ma- 


terial is mixed in predetermined ratios 


and ground in tube mills driven by .two 
electric motors of 200 horsepower each. 


' From the mills the powdered cement mix- 


ture is taken by electrically operated worm 
conveyors .and elevators to the bins and 


| bunkers on ‘top of the fout rotary kilne. 


` There kilns, constructed by the machine 


POLYPHASE ALTERNATING-CURRENT GENERATOR, 700 KILOVOLT-AMPERES,: 500 VOLTS, : | ik 
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works of Polysius, Dessau, are practically 
horizontal tubes twenty-six metres in 
length and 2.1 metres in diameter, rotat- 
A steady 


ing slowly about their axes. 
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fire end, situated at a lower level, where 
the burnt clinkers of nut size leave the 
drum, to be taken directly to the inclined 
rotary cooling drums which are situated 


ELECTRICALLY DRIVEN 


ROTARY :KILNS, RUDERSDORF PORTLAND CEMENT 


WORKS. 


supply of the powdered mixture is intro- parallel to the rotary kilns on a lower 


duced at the higher end, while the fuel 
(in the shape of coal dust) is blown in by 


floor. Each of the four kilns and coolers 


is operated by a thirty-horsepower electric 


MOTOR DRIVING CEMENT-GRINDING PLANT, :RUDERSDORF PORTLAND CEMENT 
WORKS, 


an air blast at the lower end. The mass is 
slowly heated to sintering, and during the 
rotation of the kiln, owing to the inclined 
position of the tube, moves toward the 


motor. Electric motors are also used to 
drive the machinery for transporting, dry- 
ing and grinding the coal as well as the 
blowing in of air and coal. 


Vol. 53—No. 26 


The finished clinker is taken by vibrat- 
ing chutes from the rotary coolers to the 
ball-tube mills to be ground to a fine 
powder by steel balls. These mills require 
two motors of 200 horsepower each. 

An aggregate of 1,400 horsepower is 
used for power purposes in the plant de- 
scribed. 


eo 


‘ Third Avenue (New York) Receivership. 


Frederick W. Whitridge, Federal re- 
eciver of the Third Avenue Railroad Com- 
pany, in New York city, in an order 
signed by Judge Lacombe, is directed to 
pay William L. Ladd, state receiver of 
the New York City Railway Company, 
$42,772, with interest from May 1 last, 
at the rate of six per cent, the value of 
coal and other supplies rendered to Whit- 
ridge by Adrian H. Joline and Douglas 
Robinson, former receivers of the Third 
Avenue Railroad. 

Receiver Ladd, in the petition which 
he presented to the court, valued the prop- 
erty at $51,000. Judge Lacombe, how- 
ever, on the question of other property in- 
volved in the receivership controversy, ap- 
pointed William L. Turner special master 
to take testimony and to decide as to its 
ownership. 


S@e 
New York State Public Service Com- 
mission. 

The transportation companies reporting 
to the Public Service Commission for the 
First District gives the following list of 
accidents in November, with comparisons: 
Nov., 08 Nov., 07 


Total accidents ....... 3,992 4,037 
WOW voce ees ees 36 45 
Seriously injured ...... 169 198 


The total for November is 676 Jess than 
for the previous month, and the number 
of persons injured in getting on and off 
cars approximates one-half the figures for 
June and July. 


A ; 
Hell Gate to Be Bridged. 

After the Pennsylvania Railroad has 
advanced farther with its terminal station 
and other improvements in and about New 
York city, work will be started on a bridge 
from Port Morris, a suburb of New York, 
to Queens County, Long Island. It will 
be used by the New York Connecting Rail- 
road, a branch of the Pennsylvania system. 
As planned, the bridge in many respects 1 
to be one of the most remarkable engl- 
neering structures ever proposed. With 
the approaches, it will be three miles long 
and span the Hell Gate ship channel with 
an enormous arch 1,000 feet in the clear. 
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FUEL ECONOMY TESTS AT A LARGE 
OIL-BURNING ELECTRIC 
POWER PLANT. 


BY C. R. WEYMOUTH. 


The writer desires to present the results 


of various fuel-economy tests at the Re- 


dondo plant of the Pacifie Light and 
Power Company, near Los Angeles, Cal., 
which are of interest, both by reason of 
steam engines having been used as prime 
movers and because of the notable econ- 
omy attained. Owing to the rigorous de- 
mands on commercially-operating power 
stations, an opportunity is seldom afforded 
to conduct uniform-load tests on a com- 
plete plant unit. 

The station consists of three main units 
of 5,000 kilowatts each, the layout being 
jn general on the panel system. For each 
plant unit there is one McIntosh and Sey- 
mour double horizontal and vertical, com- 
pound, condensing, automatic engine, size 
thirty-four and seventy by fifty-six inches, 
directly connected to an alternator. The 
rated speed is 100 revolutions per minute. 
Fach engine has two horizontal high- 
pressure steam cylinders, and two vertical 
low-pressure cylinders, and is designed to 
cperate at 175 pounds maintained throttle 
pressure, with 100 degrees F. superheat 
at the throttle. All steam cut-off valves 
are under control of the one shaft gov- 
ernor. This engine governor is subject to 
variation in speed, under the control of 
a McIntosh and Seymour electrically op- 
erated, speed-changing mechanism, situ- 
ated within the governor and operated 
from the switchboard gallery. 

Directly connected to each engine there 
is an ATB-sixty-pole, 5,000-kilowatt, 100- 
revolutions per minute, 18,000-volt, fifty- 
cycle, three-phase General Electric gener- 
ator of the fly-wheel type. The revolving 
field is provided with squirrel-cage wind- 
ing to prevent hunting. The generator 
field rheostats are motor-operated, with 
remote control from the switchboard. 

In each plant unit are six Babcock and 
Wilcox boilers of forged-steel construction, 
arranged in three batteries of two each. 
Five hoilers are intended for the nominal 
capacity of the unit, the sixth boiler for 
reserve. The boilers are twenty-one sec- 
tions wide, fourteen tubes high, eighteen 
feet long, with three forty-two-inch 
drums, each containing a total effective 
water-heating surface of 6,042 square feet 
and designed for 200 pounds working 
steam pressure. Each boiler is equipped 


Abstract of a paper presented at the annual 


meeting of the American Society of Mechanical 


Engineers at New York on December 4%. 


with one Babcock and Wilcox forged-steel 
double-loop superheater. 

The boilers are provided with Peabody 
patent fuel-oil-burning furnaces, having a 
furnace depth of ten fect from boiler front 
to face of bridge wall. The burner head 
is placed at the bridge wall, the flame 
shooting toward the boiler front. The 
furnace diverges in the direction of the 
flame, corresponding to the angle of in- 
clination of boiler tubes. Three burners 
are used per boiler, and are controlled 
from the boiler front. 


Corresponding to each main generator, 


there is one seventy-five-kilowatt General 
Electric exciter, driven by means of a nine 
and seventeen by twelve-inch Harrisburg 
tandem compound, non-condensing, piston 
valve, automatic engine. 

There are two Wheeler condensers for 
each main engine, located in the basement 
below the operating floor, one condenser 
being used for each low-pressure cylinder. 


The exhaust steam is led directly from- 


the low-pressure cylinder into a thirty- 
inch exhaust main, and after passing 
through a ninety-degree sweep, drops di- 
rectly into the condenser. The two con- 
densers on each engine are cross-con- 
nected, so that both engines can exhaust 
into either condenser when the other is 
undergoing cleaning or repairs. Each 
condenser contains 5,002 square feet of 
cooling surface, consisting of three- 
fourths-inch brass tubes. In addition to 
the regular cooling surface of each con- 
denser, there is provided in the upper 
compartment a series of tubes, comprising 
a Volz heater, through which the con- 
densed water is pumped by the air pump 
at atmospheric pressure. The feed water 
is thus heated to within a few degrees 
of the temperature of the exhaust steam 
surrounding the upper tubes, thus com- 
pensating for the cooling action due to 
the ‘ower condenser tubes. 

Circulating water is supplied by three 
large engine-driven centrifugal pumps, 
connected to a common pump-discharge 
main. Branches from this main supply 
cooling water to all condensers. The out- 
lets from all condensers connect to a com- 
mon condenser-discharge main. Each 
condenser has one Edwards triplex, mo- 
tor-driven air pump, size sixteen by ten 
inches. 

After passing through the Volz heaters 
the condensed water is passed through 
suitably constructed filters for the elimi- 
nation of the greater part of the entrained 
evlinder oil. The outlet of the filters is 
connected to the feed-pump suction main, 
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the supply of water being maintained by 
an open equalizing hot well, which is also 
connected to the suction main. 

Each unit has one Snow duplex, hor? 
zontal, boiler-feed pump, having a eom- 
pound, non-condensing steam end and an 
outside center-packed water end. Each 
unit also contains one auxiliary, Goubert 
vertical, closed, feed-water heater, of the 
multiple-flow type, having 1,000 square 
feet of effective tube-heating surface. 

The condensation in the main-engine 
superheating receiver coils is led to a stm- 
ple duplex receiver pump. . The hot water, 
at a temperature of about 360 degrees, is 
returned under boiler pressure to one or 
more of the boilers in the corresponding 
unit. The oily drips from receiver bodies 
are trapped to waste. From the auxiliary 
measuring tanks, the fuel oil is first 
pumped through a Goubert closed, multt- 
flow oil heater, in which the oil is heated 
to a temperature of approximately 150 
degrees F., utilizing the exhaust steam 
from the oil-feed pump. From the oil 
heater the oi] is led to an oil-pressure 
main and thence to the oil burners 
through a suitable system of piping. 

An automatic system of regulation was 


-employed for the firing of all boilers in 


the unit tested, hand firing being used on 
the remainder of the plant. The auto- 
matic system controls the supply of oil 
to the burners, the supply-.of steam for 
atomizing .purposes, and the supply of 
air for combustion. This control is ob- 
tained through a steam-pressure regulator 


which operates a relief valve in the oil- . 


pump discharge line, and is actuated by 
the variations in steam pressure in the 
boiler. This means of control causes a 
variation in the rate of burning oil com- 
parable with the momentary load. With 
this system, all burner valves may be left 
wide open, or nearly so, and it follows 
that the intensity of firing increases or 
decreases simultaneously in all the boilers. 

The supply of steam to burners for 
atomizing purposes is from a low-pressure 
steam main, the controlling valves at each: 
of the burners being left wide open or 
nearly so. The variations in pressure ir 
this main are governed automatically by 
variations of the oil pressure in the oil 
main. The regulator used throttles the 
supply of live steam to the low-pressure 
main, to produce the desired relationship 
of oil pressure and steam pressure on the 
respective burner heads. The supply of 
air for combustion is automatically regu- 
lated by a damper controller, operating 
a common rock shaft, connected to all 
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boiler-outlet dampers. This regulator 
opens and closes all boiler dampers syn- 
chronously with an increase or decrease 
of oil pressure in the oil main. 

This system is capable of such operation 
as to control all of its functions com- 
pletely and automatically. In actual 
practice, however, it has been found de- 
sirable to watch closely the firing of boil- 


ers, to make certain that no external con- ` 


ditions, such as clogging of burners, dig- 
tortion of flames by burners, variation in 
temperature of fuel oil, as fired, etc., are 
present to prevent the attainment of the 
highest possible efficiency. To minimize 
heat losses due to radiation, all live steam 
heat-radiating surfaces are covered with 
non-conducting covering three inches in 
thickness, and other surfaces are covered 
in accordance with the dictates of good 
practice. 
OUTLINE OF TESTS. 

The data and results given herein are 

based on the following tests: 


a. Official fifteen-day variable-load test 
on No. 2 plant unit. 

b. Uniform-load test at approximately 
2,000 kilowatts output No. 2 plant unit. 

e. Uniform-load test at approximately 
3,000 kilowatts on No. 2 unit. 

d. Uniform-load test at approximately 
4,000 kilowatts output No. 2 unit. 

e. Uniform-load test at approximately 
5,000 kilowatts output No. 2 unit. 

f. Test complete plant at variable load 
similar to the official test. 


These tests are more fully described 
under their respective headings. 


OFFICIAL FIFTEEN-DAY TEST. 


The official test of this station was on 
No. 2 plant unit, and was made to deter- 
mine the economy of the plant under 
contract conditions, as a basis for com- 
puting the bonus earned by the contractor, 
or the penalty due the owner. The re- 
sult of this official test is now common 
knowledge, but not all the conditions sur- 
rounding the test have been heretofore 
published ; and as the result of the official 
test on variable load is of interest for 
comparison with the results of the uni- 
form-load test, herein presented, the 
writer desires to review the more impor- 
tant conditions attending the official trial. 
The contract placed the official test under 
control of a testing committee. The con- 
tractor’s commercial-load economy guar- 
antee was as follows: | 

The company guarantees * * * that 
the “first unit” * * * when operating on 
commercial-railway load, under ninety 
days’ test, conforming to the conditions 
herein specified, will develop an average 


economy of 170 kilowatt-hours per barrel 
of oil. 
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The total net output of unit under test 
for each day will not be less than 60,000 
and not more than 78,000 kilowatt-hours. 

The main unit under test will be in op- 
eration during nineteen-and-one-half con- 
secutive hours per day, and will be shut 
down four-and-one-half hours per day. 
The temperature of circulating water en- 
tering the condensers will never exceed 
seventy degrees Fahrenheit. 

The power-factor of the electric load 

will be at all times between eighty and 
100 per cent. Total load on 5,000-kilo- 
watt alternator will never exceed 6,000 
kilowatts. The load on 5,000-kilowatt 
generator greater than 5,000 kilowatts will 
last for an interval not greater than one- 
half minute duration; and there will be 
not to exceed ten such intervals during 
any hour that the plant is under test. 
_ The load on the unit under test will be 
such as would be produced by the regular 
and normal working of the railway system 
to which the power is furnished by the 
purchaser, and varying within the limits 
herein described. 

The load will not be manipulated so as 
to be either favorable or unfavorable to 
the showing of unit under test, within the 
Jimits herein specified. 

It was optional with the contractor to 
insist on the operation of the test unit on 
a separate transmission line. This would 
have inconvenienced the purchaser, and 
for operating reasons a compromise was 
effected, it being agreed to operate the test 
unit during the official test in accordance 
with an agreed load curve, subject to cer- 
tain upper and lower limits. 

The control of the load during test was 
thus left entirely to the purchaser’s sta- 
tion operator within the specified limits 
and subject to such momentary variations 
as would be imposed on the test unit by 
the fluctuation in load on purchasers 
system. It was thus attempted to gener- 
ate a total of 72,280 kilowatt-hours per 
day, with the understanding that should 
the total kilowatt-hour output up to any 
hour exceed that shown by the load curve, 
then, during the remainder of the test 
period, the load was to be modified to cor- 
rect for any variation in the total output, 
so as to maintain the total daily output of 
the unit uniform and as agreed. 

Endurance features having been estab- 
lished, by reason of the long period of 
operation previous to the test, the period 
of test was subsequently reduced from 
ninety to fifteen days. And, owing to 
certain advantages that might accrue to 
the contractor, such as superior economy 
due to shortening of test, the contractor 
agreed to deduct from the bonus otherwise 
due the sum of $50,000 in consideration 
of this reduction of test period. 

The economy guaranteed initially in- 
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cluded the provision for lighting the unit 
under test from energy generated by the 
test unit. Correction for lighting was 
made by deducting from the total net out- 
put of the unit under test an amount of 
power equivalent to 125 kilowatt-hours 
per day, and the reported economy is based 
on the net figure after making this de- 
duction. | 

During the test the power for operating 
the air-pump motors, for operating mo- 
tors connected to circulating pumps used 
for passing cooling water through. engine 
bearings and guides, for operating electric 
motor in main engine speed-changing 
device, and for operating electric motor 
for controlling switches, was taken from 
the leads of the main generator in such 
a way as to compel the wattmeters to in- 
dicate only the net useful output of the 
unit. 

-It is only fair to state that, owing to 
the layout of the plant, certain auxiliary 
apparatus in connection with the plant 
was installed by the purchaser, power for 
which was not taken from the unit under 
test. These auxiliaries, with the- excep- 
tion of the circulating pumps, are not 
necessarily essential in the guarantee of 


‘power; that is, they may or may not be 


required in a power plant, depending 
upon local conditions, ete. 

During the tests special weighing and 
receiving tanks were provided for the 
measurement of the fuel oil required by 
the unit under test. After weighing, the 
oil was emptied into a receiving and heat- 
ing tank, the heating being done by steam 
from the unit under test, and from there 
conveyed by gravity to the oil-feed pump 
used for feeding oil to the burners. 

All instruments were accurately cali- 
brated and standardized. For purposes 
of the tests a total of twelve integrating 
wattmeters were purchased, and, after 
calibration in place under conditions of 
operation, it was finally decided to deter- 
mine the power output by using one watt- 
meter in each phase of the generator, 
there being three reserve wattmeters. 
Meters were connected in the main wind- 
ing of the generator between the grounded 
center of the winding and the winding 
itself. 

A large corps of assistants and ob- 
servers was employed during the tests. 
At one time a total of eighty persons WaS 
directly involved. The neutral observers, 
including the members of the graduating 
classes in electrical and mechanical engi 
neering of the University of California. 
were under the direction of the chairman 
of the testing committee. In all details 
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of the test care and accuracy, in keeping 
with the importance of the desired results 
and the amount of bonus money involved, 
were observed. 

UNIFORM LOAD TESTS. 

During the uniform-load tests the same 
general conditions prevailed as during the 
official trial, except as herein indicated. 
Though unofficial, the determination of 


TABLE SHOWING: RESULTS {OF VARIABLE AND UNIFORM LOAD TESTS ON 


tion in determining the amount of bonus 
to be paid the contractor. 


VARIABLE-LOAD TEST OF THE COMPLETE 
PLANT. 


During this test the entire plant was 
operated under commercial conditions of 
load, except that an attempt was made 
to follow on all three units the load curve 
used during the official test. The circu- 
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ditions, as explained below, and for this 
reason the test was protested by the writer 
and at the time was discarded by the 
testing committee. The writer has since 
felt, however, that the result is of interest, 
and offers it with this explanation. 


OPERATING CONDITIONS DURING TESTS. 


During all the tests the plant was 
handled by the regular station operators 


t 


ONE 5,000-KILOWATT UNIT, ALSO 


VARIABLE LOAD TEST ON COMPLETE PLANT, AT REDONDO, CAL. 


, , Variable Load |2,000-Kw. Loadl3, ag deb Loadj4 dae Load|5,000-Kw. Load Variable 
Designation of Test........... 2.0. eee eee Unit Average of 15- Test est est est Load Complete 
Day Tests (Approximate) EE Aoun einate) (Approximate) |` Plant Test 
Date of starting test........... 0. cece eee 1908 April 18 May 14, 10:30 | May 19, 8 a. m. | May 18, 10a. m. | May 5, 12 noon | May 21,11 a.m. 
Date of sto ping LORE 65% Gan vk dw anseete crass May 4 May 14, 3:30 | May 19, 11 p. m. | May 18, oe n. | May 5, 11 a. m. May 22, 11 a. m. 
Duration of test... ... cc ccc eee cee eee tees Hours 24 5 13 23 24 
Tite ct blaring files Ble Va nl) ae they Pat ah Jace Rade Pala Since EE 5:10 a. m. 3:00 a. m. 5:104. m. 4:35 a. m. 5:05 a. m. 
Period of warming boilers................. Hours foe BG ee 2 ees 5:20 5:00 4:50 7:25 5:55 
Average steam pressure at engine throttles. .| Lb. per : 
8q. jn. 180.03 183. 181.74 180.9 189.3 173.76 
Average superheat at engine throttles...... Deg. F. 82.46 87 .99 92. 96.05 . -92.78 95.15 
Average temperature circulating water 
ANGE e's ce a haw awe a ES Deg. F. 63 .03 61 .64 61.41 61 .34 62 .4 59.33 
Average temperature circulating water 
OUDIBt oo soi os eee ae es en ot EEA a Deg. F. 79.15 78 .09 79.37 79 .02 81 .09 82.12 
Average, vacuum in condenser (Corre- 
sponding 30 in. Bar.)............ 000-00: In. Hg. 28 .334 28 .426 28 .343 28.214 27 .976 27.784 
Average temperature of feed water leaving 
AT So io cas baa ice Che ks eo or ees Deg. F 146.9 184.3 167.8 155.9 150.7 177 .22 
Kilowatt output (including lights)......... Kw.-hr. ` 71,615 .24 11,226 .577 47,126 .457 58,745 .125 116,899 .748 215,262 .438 
Net kilowatt output, deducting lights...... Kw.-hr. 71,490.24 ĈJ, 199 .535 47,048 .332 58,665 . 208 116,781 .956 j...........000- 
Fuel oil as fired (334 1b. to bbl) sath aos Date Nees x Bbl. 303 .387 50.01 5.458 - 244.783 496 .910 057 .566 
Heat units per pound oil oil as fired.......... B. t. u. 17,840. 17, 235: 8 17, 520. 8 17,965 .8 17,838. l 17,717. 
Sulphur in oil (by weigh 3 Ee aA E Per cent 2.34 17 2.43 2.39 2.49 2.60 
Moisture in oil (by weight)................ Per cent 2.38 i 32 i 2. 08 1.895 2.70 2.59 
Silt in oil (by weight).................0.. Per cent .14 .138 .14 113 WO... Nwecer aati sees 
Fuel oil corrected as per contract.......... Bbl. 282 .746 47 .219 183 .307 230 . 764 460 .884 883.115 
Economy (oil corrected as per contract). . Kw.-hr. ; 
Bbl. 252 .842 237 . 298 256 .664 254 .252 253 .382 243 .758 
Economy (oil corrected as per contract)....| B. t. u. 
Kw.-hr. 24,438. 26,039. 24,074. 24,302. 24,386 . 25,349 . 
Eeonomy corrected only for heat units, in| B. t. u. 

Sd Vahl wdc eta eration iets T E aca w.-br 25,288 . 26,742. 24.857. 25,027. 25,347. 26,320. 
Number of boilers in service.............. N 5 3 5 5 6 15 
Combined efficiency of engine and generator B 

based on separate exciter............... Per cent |............... 90.2 92.5 94.1 94.75 Joni os bene oes 


fuel burned and power output during the 
uniform-load tests was still under control 
of the testing committee and the same 
corps of observers, although the wattme- 
ter readings were taken less frequently, as 


lating pumps were supplied with steam 
from the various boilers, and all plant 
auxiliaries, including those omitted from 
official test, were included in the complete 
plant test. All these last-named auxil- 
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CURVES SHOWING ACTUAL AND RELATIVE FUEL ECON- 
OMY AT FRACTIONAL LOADS, 5000-KW. UNIT. 


Curve A Shows Fuel Economy at Various Fractional Loads in 
Kilowatt Hours per Barrel of Oil. Curve B Shows Relative 
Fuel Economy at Fractional Loads as Compared with 
Economy at Rated Load of 5000-kw. 


a result of experience during the official 
trial. The calculated economies given are 
obtained from the readings made by the 
neutral observers. It should be stated, 
however, that the testing committee never 
completed any official report for these 
uniform-load tests, as the results of the 
uniform-load tests were of no considers 


jaries were not in use at all times, however. 
The output of all units was determined 
by means of station wattmeters which 
have since been carefully calibrated by the 
purchaser, and the correction factors as 
found applied to the observed readings. 
This test did not in any sense do jus- 
tice to the plant, owing to operating con- 


under the control of the contractor’s su- 
perintendent of construction. 

The load was quite variable, necessitat- 
ing constant adjustment of auxiliaries, oil 
burners, dampers, etc. On boilers of No. 
2 unit, the automatic system of firing was 
used during the official test and during 
uniform-load tests. Control of oil burn- 
ers and dampers on No. 1 and No. 3 units 
during the complete-plant test was by 
hand. 

The contractor’s experts were present 
during all tests, and cautioned the oper- 
ators when necessary. Much credit is due 
them for the exceptional performance of 
representative apparatus. 

During the official fifteen-day test cer- 
tain unfavorable conditions predominated, 
for which no correction has been made in 
the stated economy. Owing to the ac- 
cumulation of seaweed in the circulating- 
water pipe line, and the interruption of 
flow of circulating water through the con- 
densers, there were intervals when either 
one or both condensers of the test unit 
operated at a reduced vacuum, and at 
other times it was necessary to run the 
engine non-condensing. Frequent shorts 
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occurred on the lines, and again periods 
of excessive overload. During the official 
test, instead of following the compara- 
tively smooth load curve agreed, mo- 
mentary changes in load were of 


considerable magnitude. The actual load — 


curves show a marked saw-tooth effect, 
momentary changes being so violent as to 
cause unfavorable economy, these varia- 
tions in load not only affecting the econ- 
omy of the prime mover, but also the per- 
formance of boilers, the continual change 
in rate of oil firing, air supply, steam 
supply to burners, etc., making it impos- 
sible to secure the best results, although 
the automatic-firing system employed on 
No. 2 unit no doubt greatly reduced such 
losses. 

Certain of the uniform-load tests were 
of comparatively short duration. The re- 
sults of such tests are therefore subject 
to slight error. The initial period of 
starting the uniform-load tests was deter- 
mined by the testing committee, and while 
the writer has reluctantly assented to cer- 
tain of these intervals, it will be self-evi- 
dent that for certain of these tests the 
period allowed for warming up boilers 
before starting of test was not sufficient 
to eliminate all of the heat storage effect, 
and is not fully in accordance with the 
society’s rules for conducting such trials. 
Previous to certain tests the boilers had 
been down for such lengths of time as to 
be practically cold. In other cases the 
boilers had been at stand-by for four or 
more hours previous to starting fires, ex- 
cept during the 3,000-kilowatt test where 
the boilers after previous day’s run were 
kept up to steam pressure by intermittent 
firing. The results, therefore, from this 
standpoint are slightly unfavorable, the 
fuel consumption stated involving to 
some extent the fuel loss due to warming 
up the boilers. 

The test for the 2,000-kilowatt load 
was made with three instead of five boil- 
ers in operation, as is the regular practice 
at this plant during any prolonged run- 
ning at such loads. Owing to the short 
period of the test, it would have been 
impossible to keep the two idle boilers on 
the line and fire at intervals during the 
test in such a manner as to guarantee the 
same amount of heat storage in the idle 
boilers at both commencement and end of 
the test period. The amount of such loss 
due to stand-by of the idle boilers was 
therefore determined separately by actual 
measurement, and the resulting fuel loss 
is given in the accompanying table, cor- 
responding to which due éorrection in 
economy has also been figured. The 
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amount of this correction corresponds to 
the heat necessary to keep the two idle 
boilers continuously up to full boiler 
pressure. It is a fact, however, that the 
actual stand-by loss was less than this 
amount, owing to the reduction in the 
rate of heat radiation which takes place 
after the boiler has appreciably cooled. 

During the uniform load tests it was 
necessary, Owing to peculiar conditions of 
operation, to lower materially the power- 
factor of the unit under test in order to 
control the load on same more readily. 
Owing to this lowering of the power-fac- 
tor below the range for which the watt- 
meters were carefully calibrated, an error 
was introduced in the readings, manifest- 
ing itself in a tendency of the meters to 
run too slow, thus indicating an output 
less than actual. 
lower power-factor imposed on the main 
generator, the C*R and other losses were 
greater than normal (80 to 100 per cent), 
causing a falling off in generator effi- 
ciency and consequent reduction of fuel 
economy. 

During the complete plant test the head 
on the circulating pumps was measured 
and averaged in the neighborhood of 
thirty-five feet. This excess head is due 
to the fact that the purchaser met with 
certain reverses in the installation of the 
circulating water pipe line, making it 
necessary to install internal angle iron 
strengthening ribs. The suction and dis- 
charge piping is also subject to certain 
air leakage and to a considerable accumu- 
lation of seaweed both in the main suction 
line and in the suction line strainers. As 
a result of this condition, not only were 
the total head and duty imposed on the 
circulating pumps during the complete 
plant test exorbitant, but the quantity of 
circulating water handled was not quite 
sufficient for the most economical vacuum 
requirements when all three units were 
in operation. During all these tests cer- 
tain unfavorable conditions existed as to 
the character of oil burned and the treat- 
ment of same preparatory to burning. 


OBSERVED DATA. 


In the accompanying table is given a 
summary of the observed data and the 
calculated results for the various tests, 
including averages of steam pressure at 
engine throttles, superheat at engine 
throttles, condenser vacuums, circulating 
water temperatures, etc. 


FUEL OIL SPECIFICATIONS AND CORREC- 
TIONS. 


arbitrary corrections were 
agreed on in formulating the guarantee 


Certain 


Further, owing to the 
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of this plant, and the nature of such cor- 
rections should be well understood in or- 
der to gauge the value of the results 
herein given and the possible error that 
may have been ‘introduced by reason of 
such corrections. 

It is well known that with the poorer 
grades of coal, having excessive quantities 
of ash, sulphur, moisture and other vola- 
tile matter, there is a falling off in the fur- 
nace efficiency as compared with the com- 
bustion of the better grades of coal; so 
with crude oil having excessive quantities 
of moisture, sulphur and silt, or of low 
specific gravity, there is an appreciable 
falling off in the furnace efficiency as 
compared with a grade of crude oil of 
average quality. It is certain, however, 
that most of the losses due to foreign 
matter are less with oil fuel than with 
coal, but the exact extent of these losses 
is so far unknown. 

During the preliminary negotiations 
for the Redondo plant the contractor’s 
guarantee of 170 kilowatt-hours per barrel 
of oil was based on an average quality of 
Bakersfield crude oil, of known furnace 
performance, having the following specifi- 


cations: 


Specific gravity, sixteen degrees Baume. 
Corresponding weight per barrel, 336 
pounds. 


Heat units per pound of oil calorimeter 
test, 18,500. 

Moisture limit, one per cent. 

Sulphur limit, one-half per cent. 

On the day of closing the contract the 
purchaser insisted on testing the plant 
with oil secured from the purchasers 
near-by wells; and while this oil never 
had been used during any authentic boiler 
trials, yet it was known to be of low grav- 
ity and low in heat units, to have consid- 
erable quantities of both moisture and sul- 
phur, and in general to be a decidedly in- 
ferior grade of oil. 

After some discussion a compromise 
was effected whereby the economy guar- 
antee was allowed to remain as stated, the 
oil specifications being changed to the 
following: 

Minimum specific gravity of oil four- 
teen degrees Baume. l 

Maximum specific gravity of oil, eight- 
een degrees Baume. 

Agreed weight per barrel, 334 pounds. 

Minimum heat units per pound of oil, 
17,000. 

Moisture limit, five per cent. 

Sulphur limit, two-and-one-half per 
cent. 

Silt, etc., limit, one-half per cent. | 

It was finally agreed that in addition 
to correcting on the heat-unit basis 8 
further correction should be made for the 
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presence of sulphur exceeding the limit 
of one per cent or moisture exceeding 
one-half per cent, and the purchaser 
should be penalized by deducting as oil 
from the weight of oil fired the weight 
of all moisture in excess of one-half per 
cent, all sulphur in excess of one per cent 
and all silt and other foreign matter. 

It is a well known fact that oil, low in 
gravity, requires an excess of steam for 
preheating in the auxiliary suction tanks, 
both for the preliminary treatment of the 
oil in an attempt to remove the excess of 
moisture and silt by warming and also 
to enable the oil pressure pumps to lift 
this oil, under suction without danger of 
interruption in the pumping of oil to the 


burners. It is also well known that all. 


crude oils are complex mixtures of vari- 
ous hydrocarbons, that distillation takes 
place to varying extents at all tempera- 
tures, and that the higher the temperature 
to which the oil is heated in an open 
tank the greater the loss due to such dis- 
tillation. 

It is further well known that the heav- 
ier the oil the greater the amount of heat- 
ing necessary in the pressure heaters be- 


tween pumps and burners, where heat is 


added to facilitate atomization of the oil 
and to economize in the amount of steam 
necessary for such atomization. In addi- 
tion to the general falling off in furnace 
efficiency, due to the poorer grade of 
crude oil, there was a further and rather 
indeterminate loss due to the effect of sul- 
phur and silt, which caused a slight clog- 
ging and corrosion of the burners and at 
' times a distortion of the flames. The 
sulphur fumes from the products of com- 
bustion also escaped from the boiler set- 
ting, causing a serious annoyance to the 
firemen and necessitating an excess of air 
supply to overcome the trouble. 

With our present knowledge of the com- 
bustion of oil fuel it is impossible to 
rationalize the results of the Redondo 
tests so as to determine exactly the true 
thermal efficiency that would have been 
attained had an average grade of crude oil 
been used. During the tests, as will be 
noted from the values given in the table, 
the grade of oil used was of very low 
specific gravity and contained excessive 
quantities of moisture, sulphur and silt. 
It is indisputable that an appreciable loss 
in efficiency resulted from the presence of 
these foreign substances, but owing to the 
arbitrary nature of the corrections made 
the plant economies herein stated may be 
in error by small percentages, the amount 
of which must remain indeterminate. 
This criticism will likewise apply to all 


similar tests which are not made with a 
grade of fuel recognized as standard. 

As a matter of interest there are in- 
cluded in the table figures showing the 
plant efficiency, omitting the contract cor- 
rections; it must be borne in mind, how- 
ever, as above stated, that these figures 
evidently represent a lower economy than 
would have been obtained with the stand- 
ard grade of oil specified. 

Considerably better economy would be 
expected in the uniform load tests than 
was secured in the official test, namely, 
252.842 kilowatt-hours per barrel of oil. 
The actual results were not very much 
higher, however, for as already explained 
the period allowed for warming up the 
boilers before starting certain of the uni- 
form load tests was not sufficient to over- 
come the loss due to radiation during the 
lay-over period, and the results were lower 
than they should be on this account. It 
should also be borne in mind that in the 
so-called uniform load tests the actual 
load varied from time to time, requiring 
a constant adjustment of oil burners, 
dampers and auxiliary apparatus, and 
while the magnitude of these variations 
was small, yet the variation in load was 
such as to cause a loss in economy as com- 
pared with an absolutely uniform load. 
The economy obtained at the various uni- 
form loads is plotted in the curve shown. 
The economy at various fractional loads 
as compared with the economy at the rated 
load is also-shown in the same diagram. 

Inasmuch as the absolute economy at 
the various uniform loads is probably 
greater than reported, for reasons pointed 
out above, and as the correct economy at 
the uniform load tests would probably be 
a small but uniform percentage greater 
throughout all of'such tests, it is fair to 
assume that the relative economies as 
shown are reasonably accurate, and for 
this reason the writer considers the curve 
showing the relationship of economies at 
various loads to be of greater value than 
the results of individual tests. There 
have also been plotted the points corre- 
sponding to three in lieu of five boilers, 
for 2,000-kilowatt load, for both of the 
above curves, as well as the economy ob- 
tained for the official test for the equiva- 
lent average load. 

In studying these curves it should be 
borne in mind that the results given indi- 
cate the entire falling off in fractional 
load efficiency for the complete plant, be- 
ing the multiplied effect due to various 
losses, such as electrical efficiency of gen- 
erator, mechanical efficiency of engine, in- 
dicated economy of engine, auxiliary per- 
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formance, and the greater effect at light 


load of dead load losses, such as heat 


radiation from exposed piping and other 
radiating surfaces, and the loss in eff- 
ciency of boilers owing to operation at 
fractional loads. As the total effect of all 
these losses is relatively small, it is in 
itself evidence of the high maintained 
steam economy of the prime mover at very 
light loads. The combined efficiencies of 
engine and generator are shown in the 
table, and as this falling off in efficiency 
at light loads is quite apparent it offers 
additional evidence as to the maintained 
indicated economy of engine at fractional 
loads. 

A falling off in economy would be ex- 
pected for the complete plant test of all 
three units as compared with the official 
test of No. 2 unit for many reasons; 
among these are the excess of head im- 
posed on circulating pump, the deficiency 
in quantity of circulating water causing 
a severe loss of vacuum at intervals, and 
at the completion of test the operation of 
the plant non-condensing; the use of en- 
ergy from the plant to operate a fifty- 
horsepower motor driving a duplex vacu- 
um pump, necessary to remove air leakage 
in suction line; the use of energy in 
pumping water from the plant for oper- 
ating motor-driven oil pumps in pumping 
oil from main oil tanks to auxiliary oil 
tanks; the use of energy from plant in 
pumping well water from the purchaser’s 
wells to the plant; the energy used for 
pumping out sumps; the energy used for 
lighting various surrounding buildings 
and wharf; the necessity for hand control 
of firing the boilers of No. 1 and No. 3 
units, the automatic system being in use 
on No. 2 unit only. Considering all of 
these conditions, the economy for the com- 
plete plant is very favorable indeed. 

As having a bearing on the economy 
of the plant, the writer would explain that 
to conform to the contract load require- 
ments during test, which are designated 
as the maximum requirements of the 
plant during commercial operation, and 
further to economize in the first cost of 
plant, the main engines were initially se- 
lected to have a normal rated capacity of 
4,000 kilowatts in lieu of 5,000 kilowatts, 
the rated capacity of generators. The 


writer hoped thereby to obtain sufficiently . 


Increased economy at the lighter loads to 
offset the possible loss in economy due to 
overload. It has been shown that these 
4,000-kilowatt engines are capable of car- 
rying overloads in excess of 7,000 kilo- 
watts. It appears, however, that it would 
have been a decided improvement had 
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larger engines been sclected, conforming 
more nearly to the rating of the gener- 
ators. Due to the use of superheated 
steam, high fractional load economy 
would have been insured, the overload 
capacity still further increased, and su- 
perior economy maintained at loads con- 
siderably above rating. 

Having no bearing on the economy of 
the unit, but as a matter of particular 
note, the writer would state that follow- 
ing the acceptance test on the plant, the 
engine for the No. 1 unit was operated 
under various conditions to determine the 
possibilities in case of an emergency. It 
was shown that the unit could be oper- 
ated on either one, two or three as well 
as four cylinders. The running condi- 
tions were smooth and the successful par- 
allel operation of the alternators was easily 
accomplished under all conditions. It was 
further possible temporarily to overload 
the cylinders in use during these special 
trials to such an extent as to produce in 
the neighborhood of 1,800 kilowatts per 
cylinder. The time required to remove 
a connecting rod in case of an emergency 
was found to be between one and two 
hours. It was also found possible to oper- 
ate the entire engine on one condenser 
as well as both condensers, causing but a 
slight reduction in vacuum, the second 
condenser being available for repairs, ete. 
In case of difficulty through seaweed in 
the circulating water the engines were 
often run for a long time non-condensing. 

The writer believes that this type and 
arrangement of prime mover offers fea- 
tures of flexibility that merit very careful 
consideration and enables the maintained 
operation of steam power plants, under 
both normal and emergency conditions, 
with a far less percentage of reserve ca- 
pacity than is permissible with any other 
type of prime mover. The Redondo plant 
is today operating without any reserve 
capacity whatsoever, and since the com- 
pletion of the work it has regularly oper- 
ated under all conditions of service de- 
sired by the management. 

As the maintained economy of any type 
of prime mover is of great importance, 
the writer is able to state that the station 
records so far fail to indicate any con- 
siderable falling off in economy as com- 
` pared with test conditions. On the other 
hand, it is a matter of record that a com- 
plete plant economy has been attained, 
since operation of plant by purchaser, ex- 
ceeding that herein reported. During the 
dry season this year and by reason of the 
large overload capacity afforded by these 
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engines, the management has been com- 
pelled and has been able to operate this 
station under continuous load far in excess 
of that for which it was designed. The 
engines have been operated for. long pe- 
riods at overloads of seventy-five per cent 
above the rated loads, and during such pe- 
riods only a slight falling off in economy 
has resulted, which was less than would 
be expected on account of the special way 
in which the engines were rated. 

No. 1 and No. 3 units are now being 
equipped with an automatic system of 
firing similar to that on No. 2, and it is 
expected that the station economy will be 
materially improved thereby. 


COMPARISON OF ECONOMY WITH COAL- 
BURNING PLANTS. 


For the purpose of comparing the econ- 
omies herein reported with those obtained 
in modern coal-burning stations, the 
writer has given the fuel consumption re- 
duced to the corresponding British ther- 
mal units per kilowatt-hour; these figures 
are possibly subject to slight error, how- 
ever, by reason of oil corrections already 
explained. 


COMPARISON WITH TURBINE PERFORM- 
ANCE. 


To the writer’s knowledge, the best tur- 
bine performance on the Pacific Coast 
based on oil fuel is considerably under 
that found for the Redondo plant. 

When comparing these results with 
economies reported for eastern turbine 
stations the writer would call attention 
to the necessity of making due allowance 
for the variation in the initial tempera- 
ture of the circulating water. The aver- 
age temperature obtainable in the vicinity 
of Los Angeles is from sixty to seventy 
degrees F., as compared with circulating 
water temperatures in the neighborhood 
cf the freezing point, obtainable at times 
in many eastern stations, this lower tem- 
perature enabling the attainment of a con- 
siderably improved vacuum. Inasmuch 
as the steam turbine gains largely in ap- 
parent economy, due to increase in vacu- 
um, similar reductions should be made 
in the stated economy of such plants, and 
correspondingly in the reported fuel con- 
sumption. 

The writer believes that the perform- 
ance herein indicated is noteworthy and 
warrants on the part of designing engi- 
neers a far more careful and thorough 
investigation as to the capabilities of 
steam engines, when used as prime mov- 


ers, than is manifested in the practice of 
late years. 
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Steady Flames for Atmospheric Nitrogen 
Extraction. 

Almost the reverse of the older form 
of electric arc employed in the Birkeland- 
Eyde process of nitrogen extraction from 
the air, in which a high-tension, alternat- 
ing-current flame is blown into a veritable 
disc transversely to a direct-current mag- 
netic field, is the method used by the 
Badische Anilin und Soda Fabrik, which 
has a working agreement with the Birke- 
land-Eyde Company. Long, thread-like 
arcs are employed to oxidize the nitrogen 
of the air. The air is blown tangentially 
so as to circulate spirally around the 
quietly-burning arc. In some examples 
of this apparatus recently exhibited the 
tubes were of glass, coated on the inner 
periphery by a wire spiral, which was in 
metallic contact with a knob at the top 
of the tube. At the bottom of the tube 
the wire spiral is only separated by a 
short, distance from the other electrode, 
which is placed in the axis of the tube. 
When a 3,000-volt supply is applied be- 
tween the two electrodes a spark jumps 
across and the arc travels rapidly up the 
tube. If, now, air is forced in at the bot- 
tom through a number of symmetrically- 
placed tangential nozzles, the arc burns 
quietly in the axis of the tube without 
touching the sides, and absorbs about four 
amperes at 3,000 volts. 

The air charged with nitrous gases 
which leaves the top of the tube gives up 
some of its heat in raising the tempera- 
ture of the fresh air about to enter the 
tube to some 500 degrees Centigrade, and 
the rest is employed in steam generation. 
The cooled gas is then mixed with water 
to form nitric acid, which, after treatment 
with lime, results in the required manur- 
ing material. An experimental installa- 
tion on these lines was opened in Chris- 
tiansand (South Norway) in the spring 
of 1907, with a total power of 2,000 horse 
power. Three ovens are at work, with a 
length of flame of five metres, and each 
absorbing 600 horsepower. Alternating 
current of fifty cycles is employed, and 
the are burns quietly and reliably. 


ede 
$6,650,000 Boston Elevated Issue. 


An issue of $6,650,000 new stock by the 
Boston Elevated Road for the construc- 
tion of the new Cambridge subway and 
the new elevated road from the North 
Station to the West Boston Bridge, has 
heen authorized by the Railroad Commi- 
sion. The stock will be sold at $110 a 
share. 


ee eine 
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Phoenix Glass Products. 

The Phoenix Glass Company, of New 
York, Pittsburg and Chicago, has retained 
the Bureau of Illuminating Engineerf¥ig, 
437 Fifth Avenue, New York city, to act 
as consulting and designing illuminating 
engineers in the matter of designing or re- 
designing glass globes and reflectors man- 
ufactured by the company, so that beauty 
and utility may be blended. Albert J. 
Marshall, chief engineer of the bureau, 
will have direct supervision of this work. 

As the result of this arrangement, the 
Pheenix company will be prepared to sup- 
ply glassware for any class of service and 
for any illuminant, which will not only be 
ornamental, but will also give utilitarian 
results. In carrying out these ideas, the 
effect of light on the eye will receive very 
careful consideration. The Phcenix Glass 
Company, through the bureau, will be 
pleased to supply technical data regarding 


its product. 

Se 

FINANCIAL REPORTS OF ELEC- 
FRICAL COMPANIES. 


AMERICAN TELEPHONE. 

The report of all the Associated Bell 
Telephone operating companies (not in- 
cluding the long-distance lines) of the 
American Telephone and Telegraph Com- 
pany for the month of October and ten 
months ended October 31, 1908, compares 
as follows: 


October: 1908. 1907. 
$ 9,893,300 


Telephone rev...........-- $10,261,800 

Oper. and mt, exp........ 7,401,000 7,252,100 
Net from oper.......... $ 2,860,800 $ 2,641,200 

Sundry earnings (net).... 430,400 383,500 
Total net seatoeigaceees $ 3,291,200 $ 2,024,700 

Interest scs 5 ea ves we csias 621,400 630,400 
Balance for divs........ $ 2,669,800 $ 2,394,300 
January 1 to October 31: 

Telephone rev...........-- $99,168,600 $93,893,000 

Oper. and mt. exp........ 72,515,400 69,413,400 
Balance from oper...... EE $24.479,600 

Sundry earnings (net). 4,296,600 3,806,900 
Total net ...........0.- $30,949,800 $28,286,500 

INMGPes e444 eae uae tus 6,388,400 5,926,900 
Balance for divs........ $24,561,400 $22,359,600 


The maintenance charges and taxes in- 
cluded in the above expenses for October 
and ten months, compare as follows: 


Month October: 1908. 1907. 
Maintenance EE EET E $ 2,789,800 $ 2,715,790 
Taxes. aaeeea ona tank 455,400 338,100 

Total ois pus eas et tok Goes oie $ 3,245,200 $ 3,053,800 


January 1 to October 31: 
Maintenance .............. $27,797,400 $25,825,900 
Taxes bases eit site os use Bh cela 4,285,800 3,686,500 


aaa o e wae ba $32,983,200 $29,513,400 


CHICAGO RAILWAYS. 
The Chicago Railways Company reports 
earnings for the month of September, com- 
pared as follows: 


September: 1908. 1907. 

LOSS a Sw eraen Ohta hues al. $960,567 $927,882 
Expenses ..............0000007 788,808 618,946 

A ae re ee * ..$171,759 $308,936 
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The state tax, amounting to $176,000 
for the year, is included in the above ex- 
penses for 1908, against $16,000 in 1907, 
which was the month’s proportion last 
year. The statement, therefore, is $160,- 
000 better than appears. 

October, November and December earn- 
ings show a better gross. 


KEYSTONE TELEPHONE. 

The report of the Keystone Telephone 
Company, of Philadelphia, for the month 
of November and five months ended No- 
vember 30, compares as follows: 


1908. 1907. 
November gross ............-: $ 88,377 $ 88,120 
Expenses and taxes........... 42,701 48,080 
November net............4-. $ 45,676 $ 40,04U 
Five months, gross............ 439,383 437,280 
Expenses and TAK C83 See ee 217,455 231,811 
Five months, net............ $221,928 205,469 


NORTHERN OHIO TRACTION. 

The report of the Northern Ohio Trac- 

tion and Light Company for the month of 

November and eleven months ended No- 
vember 30, compares as follows: 


. 1908. 1907. 
November BTOSS...ccccccecccces $151,934 $146,123 
IGXDPOCNSES esssesusosososocsesce 87,976 88,180 

November net.........cce.000. $ 63,958 $ 57,943 
Charges cis a Sscem nus eid ooren orders 44,012 43,351 
November surplus.......... $ 19,946 $ 14,592 
Eleven months, groSs........ 1,731,015 1,761,196 
Expenses ...c cece cc sceccce 1, 001. 277 1, 013, 466 
Eleven months, net.......... $729,738 $747,730 
CAPE CS ....ssssescsesosoosesesss 479,795 469,881 


Eleven months, surplus...... $249,943 $277,849 


CUMBERLAND TELEPHONE. 

The report of the Cumberland Tele- 
phone and Telegraph Company for the 
month of November and eleven months 
ended November 30, compares as follows: 


1908. 1907. 
November groSsS............. $ 535,062 $ 535,794 
EXPENSES .ccccccccccccecccas 286,931 302,041 
November net............. $ 248,131 $ 233,753 
Charges and taxes.......... 44,638 38,244 
November surplus......... $ 203,493 $ 195.509 
Eleven months, gross....... 5,606,155 6,395,832 
Expenses 66 kein és A Sie c ued 3,212,414 3,307,178 
Eleven months, net...... $2,393,741 $2,088,654 
Charges .sicesecceetueiacses 430,896 430,918 
Eleven months, surplus. .$1,962,845 $1,657,736 


ese 
New Monorail System. 

Commissioner Bassett, of the Public 
Service Commission, examined on Decem- 
ber 18 the plans of a new monorail system. 
They were submitted to him by the in- 
ventor, E. W. C. Kearney, engineer and 
managing director of the Kearney High- 
speed Railway Company, Limited, of Lon- 
don. 

It is claimed that if the system were 
adopted it would result in the construction 
of subways at less than half the present 
cost, in absolute safety from near-end 
collisions, and in a large saving of time 
in transit. 
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Wireless Telegraph Rates Abroad. 
The international wireless - telegraphy 
treaty of November 3, 1906, the supple- 
mentary agreement, the final protocol and 
the agreement for executing the provi- 
sions of the treaty have, up to the present 
time, been ratified by Germany, Belgium, 
Brazil, Bulgaria, Denmark, Spain, Nor- 
way, Holland, Roumania, Russia and 
Sweden. The treaty, the final protocol 
and the agreement for executing the pro- 
visions of the treaty have been ratified by 
Great Britain, Japan and Mexico, and 
recently the latter company has also rati- 
fied the supplementary agreement. Great 
Britain in the ratification of the treaty 
includes Canada, Australia, New Zealand, 
the Cape Colony, Natal, Transvaal, India, 
and all the other British colonies and pro- 
tectorates, with the exception of New- 
foundland and the Orange River Colony. 
The American Consul-General at Ber- 
lin, A. W. Thackera, writes that the 
charges for wireless-telegraph messages at 
the German coast stations are as follows: 
Besides the regular telegraph rates in 
Germany of five pfennigs (1.19 cents) 
a word, minimum price fifty pfennigs 
(11.9 cents), there is a charge of fifteen 
pfennigs (3.57 cents) a word, minimum 
1.5 marks (35.7 cents), and if the mes- 
sage is sent to a steamer which can be 
reached from the coast station an addi- 
tional toll of thirty-five pfennigs (8.33 
cents) a word, minimum 3.5 marks (83.5 
cents), is charged. These charges can be 
prepaid at any of the German offices. 
Until the international list-of wireless- 
telegraph stations, which is to contain the 
charges for sending wireless messages, 18 
published, the fee for coast stations out- 
side of Germany, according to informa- 
tion obtained from the Gesellschaft fiir 
Drahtlose Telegraphie of Berlin has been 
fixed at forty-eight pfennigs (11.42 cents) 
a word, with a minimum of 4.8 marks 


($1.14). 


ese 
Cleveland Tractions. 

The three-cent fare in Cleveland for the 
six months, May 1 to November 1, pro- 
duced gross earnings of $2,450,609, but a 
net deficit of $70,915. 

The report of the three-cent fares for 
October will show $406,600 gross earnings, 
with a deficit of $29,547. This includes 
attorney fees of $9,000. These figures 
and those for November and Decemner, 
which will be completed by January 15, 
will be considered by Judge Tavior and 
the receivers as their basis for deciding 
cn the demand for an advance in fares 
by the stockholders. 
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REVIEWS OF CURRENT ENGINEERING 


AND SCIENTIFIC LITERATURE 


THE MANUFACTURE OF METALLIC LAMP 
FILAMENTS. 

The serial article of Engineer Du- 
schnitz, already noted in these columns, is 
here continued. A twisting of the fila- 
ments in a certain direction frequently 
takes place during the reduction process 
by direct current (when they are usually 
suspended in the reduction chamber in the 
form of a stirrup) and renders them un- 
fit for use. The Auer Gesellschaft of Ber- 
lin has investigated this phenomenon 
and found that the twisting is due to the 
influence of the magnetic field of the 
earth, respectively of the work-room, on 
the filament through which direct current 
is flowing. This influence can be pre- 
vented by compensating the magnetic field 
or by magnetically screening the reduc- 
tion apparatus; that is, surrounding it 
with iron. The latter method appears to 
be the most practicable. A twisted fila- 
ment may be corrected by placing it in 
such a position that the earth’s magnet- 
ism affects it in the opposite direction 
from that exerted in the beginning. An- 
other and unpatented method of making 
this twisting absolutely impossible is to 
lengthen the two binding posts, from 
which the filament is suspended, to the 
right and left of the filament and line 
the two shanks with thorium oxide, this 
for the purpose of preventing the filament 
from becoming welded to the shanks when 
it is at white heat and should show a 
tendency to twist. A special method of 
glowing the filaments is employed by the 
Allgemeine Elektrizitaets Gesellschaft. 
During their reduction in hydrogen or 
other gases the resistance of the filaments 
decreases considerably, frequently to one- 
tenth. Thus the resistance may easily 
diminish so rapidly that the filament will 
be melted. To prevent this, the above 
firm uses resistances of fine iron wire 

(about 0.1 millimetre) enclosed in tubes 
filled with hydrogen, in series with the 
filaments. The energy becoming free on 
account of the gradually decreasing resist- 
ance of the filaments is taken up by these 
devices, so that the current flowing 
through the filaments cannot exceed a cer- 
tain value, and the reduction apparatus 
can be operated without attention. The 
glowing is controlled at intervals, pref- 


erably by means of an ohmmeter, and con- 
tinued until the resistance of the filaments 
has decreased to a certain definite value. 
Of great importance are devices for bend- 
ing the filaments. These are too brittle 
when cold, and have to be brought at least 
to red heat. In free air the filaments 
would oxidize when heated, and the bend- 
ing, therefore, has to be accomplished in 
a vacuum or an indifferent gas. In the 
method of the Auer Gesellschaft the diffi- 
culties of manipulation are very small. 
The arrangement consists of a tube-like 
vessel with a sufficiently large opening at 
the bottom to permit the introduction of 
the filaments and necessary tools and their 
easy manipulation, while a gas that does 
not affect the heated filament is made to 
flow through the vessel] from the top and 
prevent the entrance of air. 
low specific 


If a gas of 
gravity, as hydrogen, is 
chosen, a current of about one litre a sec- 
ond is sufficient. If a heavy gas, as car- 
bonic acid gas, is used, the vessel should 
be open at the top, but in this case the 
execution of the work will be more diffi- 
cult—Translated and abstracted from 
Elektrotechnischer Anzeiger (Berlin), No- 
vember 19. 
< 
RECENT PROGRESS IN THE STUDY OF AT- 
MOSPHERIC DISCHARGES AND 
LIGHTNING ARRESTERS. 

The effects of excessive tensions in 
transmission lines due to lightning dis- 
charges have been the subject of careful 
study during the last few years, and the 
results obtained now permit a judicious 
choice of lightning arresters. Investiga- 
tions have been made chiefly of the dura- 
tion of disturbances due to a lightning 
discharge, of the value of the resulting 
tension, the maximum value of the re- 
sulting current, the normal frequency of 
the lightning discharge and the quantity 
of electricity involved in it. The dura- 
tion of the disturbances was measured by 
recording the sparks crossing a gap placed 
in the circuit on a rapidly-revolving pho- 
tographic plate, and the average obtained 
in a great number of tests was one-one- 
thousandth of a second; the longest noted 
lasted four-tenths of a second. The du- 
ration of a lightning stroke has been 
stated by some investigators to be as 
much as half a second, but there must 


have been an error in their observations, 
due to the almost simultaneous occur- 
rence of a number of discharges. The 
maximum value of the over-tension in the 
line is evidently the result of a direct 
lightning discharge, and it may assume 
any value from zero to maximum. Ob- 
servations and reasoning show that, all 
other things being equal, the line is sub- 
ject to the highest tension at the point 
nearest to the inducing cloud and that it 
diminishes in both directions from this 
point. This observation demonstrates the 
utility of lightning arresters along the 
line. If the inductance of the line is 
such that the potential at the insulators 
remains at sparking value during a time 
equal to the dielectric retardation, the 
spark will jump over the insulator and 
pole to the ground. The discharge cur- 
rent can be calculated according to the 


usual formula: I = V Ve C and L 


representing capacity and inductance of 
the line per unit of length. This factor 
is of importance only in its bearing on 
the internal resistance of the lightning ar- 
resters, and it is sufficient to state that 
they are capable of withstanding an ar- 
erage intensity of 0.3 ampere per volt 
applied. The frequencies observed varied 
between 840 and 4,000 cycles per second, 
ihe number 3,000 being most frequently 
observed. In the vicinity of an inducing 
cloud the frequency reached 1,000,000 
cycles per second. In accordance with 
theory, the discharge waves flow through 


the line the quicker, the higher the fre- 


quency. The quantity of electricity in- 
volved is determined by the application 


of the formula Q = = t being the du- 


ration of the discharge in a test fuse, J 
the energy in joules necessary to raise to 
its melting point one centimetre of the 
fuse metal, R the resistance in ohm-cel- 
timetres of this metal. By examining 
these results more closely with reference 
to the construction of protecting devices, 
it will be found that the characteristic 
elements of the latter are their sparking 
potential, the elements on which their 
discharge current depends, and the ele- 
ments on which the duration of the dis- 
charge is dependent. They must, there 
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fore, meet the following conditions: Their 
sparking tension must be lower than the 


voltage the insulators can safely with- . 


stand ; they must have a small impedance, 
and they must be sufficiently strong to 
withstand a prolonged discharge. Of all 
the types of apparatus known these three 
requirements are best fulfilled by elec- 
trolytic lightning arresters, the construc- 
tion of which is well known.—Abstracted 
and translated from L’Electricien (Paris), 
November 21. 
< 
THE UTILIZATION OF WIND AS A MOTIVE 
POWER FOR DYNAMOS. 

This problem has attracted the atten- 
tion of many investigators. Professor La 
Cour obtained the first practical results in 
methodical experiments carried on under 
the auspices of the Danish Government. 
The plant erected by him in 1904 at Askov 
has been replaced by a new and improved 
one. The new windmill has four wings 
2.5 metres wide and 7.4 metres long. The 
` axis of the motor is thirteen metres above 
ground level. The electrical installation 
comprises two direct-current dynamos of 
twelve horsepower each, and a storage bat- 
tery which is charged by the dynamos and 
supplies current to lamps and motors. 
The average power obtained is twenty-one 
horsepower. According to Professor La 
Cour, the windmill with four wings is the 
most efficient one. The ends of the wings 
should turn with a velocity two-and-one- 
half times greater than that of the wind. 
The wings should be arranged at right 
angles to each other and should be pro- 
vided with transverse adjustable sheets 
having an inclination of ten to twenty-five 
degrees. The power of this type of mill 
can be calculated by means of the formula: 


Sv" 
P = ——_.,,P being the force in horse- 
1,250 ` 


power, S the surface of the wings in 
square metres, and v the velocity of the 
wind in metres per second. Thus a mill 
with a wing surface of forty-eight square 
metresdevelops eight horsepower at a wind 
velocity of six metres per second, and six- 
teen horsepower at a wind velocity of eight 
metres per second, which is quite common 
in Denmark. A company for the atmos- 
pheric production of electrical energy has 
been formed in Denmark, and so far has 
installed some forty plants. When the 
storage battery is being charged and the 


tension of the dynamo falls below that of | 


the battery on account of a decrease in 
the speed of the mill, a device known as 
' the La Cour relay automatically inter- 
rupts the circuit to the accumulators, so 
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that they cannot discharge through the 
dynamo, and closes the circuit again when 
the tension rises. In England W. O. 
Horsnail has also studied this subject. He 
recommends the use of a dynamo with a 
special winding so calculated that the 
tension rises only slowly under a great in- 
crease of speed. For this purpose a few 
turns of series winding in a direction op- 
posite to that of the shunt winding may 
be used. The Oerlikon Company, of 
Switzerland, has likewise occupied itself 
with the practical solution of this prob- 
lem, and has devised a system of connec- 
tions which makes the operation of the 
plant entirely automatic, and supervision 
unnecessary.—Translated and abstracted 
from L’Electricien (Paris), November 28. 
< 
THE PRESENT POSITION OF THE VARIOUS 
TYPES OF INCANDESCENT LAMPS. 
Prof. W. Wedding has recently carried 
out an exhaustive test at Charlottenburg 
on some 200 lamps of metallized-carbon, 
tantalum and tungsten-filament types. 
The lamps were suspended vertically from 
wall brackets, and vibration avoided as 
far as possible. Most of the light meas- 
urements were made in an Ulbricht globe 
photometer, one metre in diameter. The 
accompanying table gives some of the re- 
sults of these tests, the figures for each 
group of similar lamps of the same make 
being averaged. 


¢ 

Candlepower g 

at Start. 5 

= 
oat £ s 
3”: a 2 Bs 
Ss | Es | o8 | $8 
Eg ae 2 oO eg 
ES AT Fie pan 

: es] as 5 < 
; 16.8 13.34 322* | 34.2 
tea nes 1 52.9 | 40.2 | 434 | 100.7 
n 24.3 17.8 733 54.7 
15.1 11.6 867 27.3 
Tantalum fila- i 23.1 17.6 | 1,552 | 41.4 
aa 61.0 38.4 | 1,685 85.7 

oO. 

N 1 26.3 20.0 | 1,651 27.8 
a 3 27.9 20.3 665 31.0 
6 28.5 22.8 | 1,819 36.0 
g- 7 30.3 21.0 669 50.7 
a | 9 35.3 | 28.7 | 1,217 | 38.9 
ei 1l 37 5 28.2 | 1.492 38.5 
2 14 54.2 40.8 | 1.014 61.1 
A 15 54.3 41 2 756 | 602 
g 16 55.8 44.5 | 1,111 66 9 
E 20 99.8 79.2 | 1.766 | 110.5 
21 116.5 97.5 413 | 124.1 


| 
*This short life is partly due to the lamps being 


107-volt ones run on a 110-volt circuit. 

The useful life of the lamp, given in 
Column 4, is taken to be the number of 
hours in which the candlepower falls off 
by twenty per cent, where such a faliing 
off takes place; but where, as in the case 
of most of the tungsten lamps, this 
twenty-per-cent reduction is practically 
never reached, the useful life is taken as 
the average number of hours, after which 
the filaments broke and could not be made 
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to connect again. Taking the normal 
tantalum or carbon lamp as a sixteen- 
candlepower unit, and the normal tung- 
sten lamp as a twenty-five-candlepower 
unit, the average consumptions are 34.2 
watts, 27.3 watts and thirty-two watts, 
respectively, in the three classes; or, for 
lamps of equal candlepower (twenty-five) 
the figures are 54.7, 41.4 and thirty-two 
watts.—Abstracted from the Electrical 
Review (London), November 27. ` 
< 


THE CONDENSER EFFECT OF THE TELE- 
PHONE AND MEANS FOR ELIMINATING IT. 


When over-tensions occur in telephone 
lines, says Prof. W. Peukert in this article, 
a current passes through the human body, 
for the telephone must act as a condenser, 
the copper wire winding forming one of 
its armatures, the human body the other, 
and the hard rubber casing of the tele- 
phone the dielectric. He has demon- 
strated his theory by experiments and 
measurements. Over-tensions in telephone 
circuits are of frequent occurrence, their 
chief causes being atmospheric conditions 
and the presence of high-tension lines, and 
the current caused- to flow through the 
body might be detrimental to the health 
of sensitive persons who frequently use the 
telephone. The effect may be diminished 
by establishing a special earth connection 
through a condenser, or by decreasing the 
capacity of the condenser formed by the 
telephone and the body. The protection 
afforded by the former method will be the 
greater the larger the capacity of the con- 
denser, as the current flowing through the 
body will then. be smaller. This may be 
done by surrounding the telephone Ye- 
ceiver with a metal layer and connecting 
the same to the ground. The same pro- 
tection will be afforded by connecting 
two condensers in series with the binding 
posts of the telephone and grounding 
them. A still greater såfety will be at- 
tained if grounded condensers are also 
connected to the secondary coil of the 
microphone transformer. The other 
method of decreasing the condenser effect 
is to insulate the human body from the 
ground. In this case two condensers— 
telephone and human body, human body 
and ground—are connected in series, and 
the current flowing through them is 
diminished. Both methods may be used in 
conjunction, but by none of them can the 
condenser effect be eliminated entirely ; it 
can only be decreased to a certain degree. 
—Translated and abstracted from Elec- 
trotechnische Zeitschrift (Berlin), No- 
vember 26. 
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INDUSTRIAL SECTION 


ILLUSTRATED DESCRIPTIONS OF NEW AND STANDARD ELECTRICAL AND 


MECHANICAL APPARATUS 


Paiste Pipe Taplets. 
The H. T. Paiste Company, Philadel- 
phia, Pa., has developed an entirely new 
line of conduit fittings, which has been 


TYPE “C’—ONE-HALF-INCH CONDUIT. 


trade-marked “Pipe Taplets.” This fine 
has been designed so as to greatly simplify 
the’ work of the wireman, and to carry out 
the idea of uniformity as far as possible. 


ae 


TYPE “T’’—ONE-HALF-INCH CONDUIT. 


The taplets are uniform, not only with 
respect to all covers and fittings, but also 
with all styles of Fielding molding, re- 
ceptacles and rosettes which are now in 


rm 


ELBOW FOR ONE-HALF-INCH CONDUIT. 


daily use, and which are carried in stock 
by supply men. The pipe taplets are de- 
signed with an opening of such shape that 
the Fieldings can be used, and this com- 


PIPE TAPLET AND TAP WIRED. 


mon opening applies to the several types 
for one-half-inch, three-quarters-inch and 
one-inch conduit. 

The pipe taplet is attached to the con- 
duit by pipe threads located inside the 


sleeve. There is also a set-screw method 
of adjusting which enables a line-up of 
absolute trueness. 

The taplets are made in several types, 
Type C being for use where the lines run 
straight through ; Type E, the end fitting; 
Type A, for making an end drop; Type 


TYPE “C” WITH NO. 50,724 FITTING. 


B, a side drop, and Type T, for making 


‘a branch. In the elbow fitting, however, 


an entirely new type has been devised. 
This elbow can be used not only for mak- 
ing a short right-angled turn, but more 
particularly for a pull outlet. The open- 
ing is placed on the outside of the bend, 


TWO-HOLE PORCELAIN COVER. 


and all inside lines are easy curves with 
smooth surfaces. This design is such 
that the wires can be pulled straight 
through, and then fed through the other 
arm without abrasion or other injury. 
The elbows are galvanized inside and out, 
and are always furnished with necessary 


PAISTE | 


TEN-AMPERE SWITCH ATTACHED TO 
PIPE TAPLET. 


soft-rubber gaskets and plain steel covers. 

In using these pipe taplets with the 
standard Fielding receptacles and roseties, 
the Fieldings are wired just as is usual 
with molding. The button part 1ests on 
the two inwardly-projecting lugs in the 
pipe-taplet opening, and the wires are 


looped up and set under the receptacle set- 
screws, and the cover fastened on with 
two brass screws, provided with each pipe 
taplet. 

An additional fitting has been designed 
that will take care of all types of pipe 
taplets and snap-switches. This switch 
fitting is attached to the pipe taplet with 
long brass screws. A loose yoke piece is 
fastened loosely to the switch. The switch 
is set down on the fitting so that this 
loosely-hanging yoke-piece slips through 
the rectangular recess, and the whole is 
turned so that the handle of the switch is 
square with the pipe taplet. By tighten- 
ing up the two screws that hold the switch 
to the yoke, the whole is securely fastened. 
—e@e 
The Watson Econom’cal Electric Flat- 

Iron. , 

A radical departure from the general 
type of electric flatiron has been made by 
the W. N. Durant Company, of Milwau- 
kee, Wis., in its Watson iron, for which 
much greater efficiency as well as dura- 
bility is claimed. Instead ôf using a re 
sistance heating-unit, the iron is used ex- 
clusively on alternating-current circuits 
and employs simply a magnetic coil of 
fireproof wire embedded in a casting of 
proper material. The heat is developed 


THE WATSON ELECTRIC FLATIRON. 


by hysteresis in the entire casting body, 
and, as no part is ever hotter than the 
working surface, all danger of burning out 
is entirely eliminated. 

A still greater advantage claimed for 
this iron is its economy in consumption 
of current. The six-pound iron, which is 
the most popular size, consumes less than 
450 watts under working conditions, and 
the seven-and-one-half-pound very little 
more. Furthermore, the device is so in- 
sulated as to have a large heat-storage 
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capacity, and will retain an ironing tem- 
perature for a considerable time after 
disconnection. But four minutes is re- 
quired to bring the iron to a working heat 
distributed evenly over the entire bottom 
surface. 

Another distinctive feature is the shape 
of the iron, which is double-pointed. 
Practically all the range sadirons in use 
today are pointed at the back as well as 
front for the proper handling of fancy 
articles. The Watson iron, however, is 
the only electric flatiron which does not 
have to go back to the old square end 
in order to accommodate a resistance unit. 
Owing to the nicety of adjustment pos- 
sible in the size of the magnetic coil, these 
irons can be furnished accurately tested 
out for any circuit from 100 to 120 volts 
of any frequency. No harm, however, 
can result from subjecting them to an 
overload of fifteen per cent. 

The handle, connections and finish are 
very durable and will retain their good 
appearance through considerable usage. 
The terminals are a special feature and 
are provided with a flexible cord so con- 
nected that it will not kink or wear. The 
terminal plug is easily slipped off or on 
to break or make connection directly back 
of the handle. 


ede 
Hydraulic Turbine for Nelson, B. C. 
The accompanying illustration shows a 

1,250-horsepower hydraulic turbine in 


- course of construction at the Scranton 


works of the Allis-Chalmers Company. 
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cient than was claimed for them by the 
builders. The turbo-generator has a nor- 
mal capacity of 750 kilowatts, but during 
the test run, at which the city officials of 
Nelson were present, this output was in- 
creased to 1,340 kilowatts for a period of 
over forty-five minutes’ continuous run- 
ning, without undue increase in tempera- 
ture of bearings. 

Up to the time of installing this unit 
the lighting and power loads for the city 
had been supplied by the West Kootenay 
Power and Light Company, situated just 
across the Kootenay River from the new 
city power plant, the river being the 
source from which both plants derive 
power. 


. ede 
The Industrial Instrument Company. 
The Industrial Instrument Company 

was organized by men who have long been 

engaged in the manufacture of measuring 
instruments, the leaders being B. B. Bris- 
tol, E. H. Bristol and W. E. Goodyear, all 
of Waterbury, Conn., who were for many 
vears active in the eexcropiuen of the 

Bristol Company. 

The Messrs. Bristol, who were among 
the original incorporators of the Bristol 
Company, with several of their co-workers, 
withdrew from that company last spring, 
to develop a plan that involves the de- 
velopment of an extensive line of those 
types of measuring instruments and ap- 
paratus, the use of which promotes, di- 
rectly or indirectly, safety and economy 
of operation in industrial plants, and 


TWELVE-HUNDRED-AND-FIFTY-HORSEPOWER SINGLE TURBINE FOR THE 
CITY OF NELSON, B. C. 3 


This turbine has now been installed at 
the power house of the city of Nelson, 
B. C. 

The turbine and vertical alternator are 
both of Allis-Chalmers Company’s stand- 
ard design, and, after extensive tests in 
service, were found to be even more effi- 


oftentimes makes possible operations 
which, without such instruments or ap- 
paratus, would be impossible. It is pro- 
posed to concentrate all energies in the 
development and sale of a harmonious line 
of apparatus for this one broad economic 
field. 


‘ELECTRICIAN 


1013 


This plan presents many advantages 
from the customer’s standpoint, in that he 
is able to secure a certain distinct class 
of apparatus from one house, knowing 
that the component parts will harmonize, 
and that he has obtained a well co-ordi- 
nated equipment designed to accomplish a 
certain result. He is relieved of the incon- 
venience of securing parts of an equip- 


‘ment from different makers and of the 


responsibility and forethought necessary 
to insure their successful operation as & 
whole. , 
From the vendor’s standpoint, it is, of 
course, an advantage to have a certain 
class of customers, whose problems it is 
possible to study, so that their peculiar 
requirements in a certain direction may 
be met to a nicety. 

Lastly, manufacturers’ efficiency is at- 
tained through the use of the same equip- _ 
ment for the production of several closely 
related articles, rather than the employ- 
ment of different equipment for each. - 

The Industrial Instrument Company is 
a Connecticut corporation, with authorized 
capital stock of $2,000,000. This com- 
pany now owns the entire capital stock 
of the Standard Gauge Manufacturing 
Company, until recently of Syracuse, 
N. Y., and of the Standard Electric Time 
Company, of Waterbury, Conn. 

The Standard Gauge Manufacturing 
Company will be reincorporated in Con- 
necticut. It has purchased a plant at 
Foxboro, Mass., into which it has moved 
from its outgrown quarters at Syracuse. 
The personnel of the organization includes 
instrument engineers of long experience, 
so that its engineering staff is capable of 
meeting successfully demands for appa- 
ratus of a special nature for particular 
conditions, -so long as it falls within the 
company’s scope. This engineering staff 
will continually be engaged in the de- 
velopment of those types of instruments 
necessary to complete the line planned 
by it. : 

The sales end of the business will be 
carried on by the Industrial Instrument 
Company, of New York, which has re- 
cently been formed for this purpose. This 
company will handle the entire output of 
the Standard Gauge Manufacturing Com- 
pany, and also the industrial branch of 
the business of the Standard Electric 
Time Company. 

The officers are: President, Bennett B. 
Bristol, formerly secretary and treasurer 
of the Bristol Company; vice-president, 
Walter W. Patrick, until recently man- 
ager of the New York office of the Bristol 
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Company; secretary, Henry P. Dennis,- 


formerly manager of the Chicago office 
of the Bristol Company ; treasurer, Arthur 
F. Mundy, secretary and general manager 
of the Standard Gauge Manufacturing 
Company. 

It is the intention of the company ta 
place on the market instruments as fast 
as they can be perfected and developed 


to a point where they can be considered 


worthy of the confidence and support of 
the engineering world. 

The home office will be located at Fox- 
boro, Mass., with sales offices at 50 
Church Street, Hudson Terminal, New 
York, and 752 Monadnock Building, 
Chicago. 


ry 1) 
A New Line of Belt-Driven Alternators. 
A new line of polyphase belt-driven 
alternators, known as Form PB, has been 
developed by the General Electric Com- 
pany, Schenectady, N. Y., for use in small 
generating plants and in isolated lighting 
and power plants, where rapidly increas- 
ing inductive loads and consequently low 
power-factors are encountered. Designed 
for eighty per cent power-factor service, 
they will operate, however, with equal 
success on higher power-factor service. 
The Form PB generators, shown in the 


accompanying illustrations, are arranged 


FORM PB BELT-DRIVEN ALTERNATOR. 


for belt drive, and are furnished with 
pulley and sub-base, the sub-base being 
provided with a ratchet screw or belt- 
tightening device. Although it is cus- 
tomary to supply these generators as 
belted units, they are readily adapted for 
direct connection to water-wheels by omit- 
ting the driving pulley and sub-base and 
adding a coupling. All generators have 
on the end opposite the driving end a 
shaft extension to receive the exciter driv- 
ing pulley. 

The armature frame is of rugged con- 
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‘struction, so-proportioned as to give maxi- 


mum strength and rigidity with a light 


and compact structure. Ventilating open- 


ings are provided, which allow a free cir- 
culation of air around the ends of the 
windings and through ducts in the lam- 
inated core. The armature coils are 
form-wound, thus allowing a damaged 
coil to be readily replaced, if necessary. 

The field structure consists of laminated 
pole-pieces dovetailed into a laminated 
iron spider. The punchings are carefully 
stacked and riveted together, forming a 


rotor that will safely withstand hig 


i 


speeds. 

Two methods of building the field coil 
for revolving-field machines are used. For 
the fifty-kilowatt and seventy-five-kilowatt 
sizes the wire is wound on spools, which 
are slipped over the pole-pieces and held 
in place by the enlarged pole-tips. In 
the larger sizes, the field coils consist of 
a single strip of flat copper wound on 
edge, so that one surface of every turn 
is exposed to the air. This construction 


permits thorough and efficient insulation 
between each turn and insures a low 
temperature in operation. 

The collector rings for the field are 
mounted on insulating bushings, located 
on the shaft, and are exposed to the air 
sides. 


on all Two or more carbon 


STATOR WINDING AND FRAME. 


brushes are provided for each ring, and 
no attention is required during operation. 

As noted before, these generators have 
been especially designed for use in isolated 
plants where mixed lighting and motor 
loads are the rule rather than the excep- 
tion. It is practically impossible in such 
cases to obtain good voltage regulation by 
hand control, and some form of automatic 
voltage regulator must be used. For this 
service the well-known TA regulator, 
manufactured by the General Electric 
Company, is recommended. When used 
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in connection with the exciters for the 
PB alternators, this automatically main- 
tains practically constant voltage at the 
bus-bars or at the center of distribution, 
according to adjustment. The exciters 
have a normal voltage of 125 volts, but 
are capable of delivering 150 volts con- 
tinuously. This margin of power en- 
ables them to overcome easily the demag- 
netizing effect of the armature current on 
circuits of low power-factor. 

When intended for operation as syn- 
chronous motors, Form PB generators 
are equipped with an amortisseur or 
equirrel-cage winding, located in the re- 
volving-field pole-pieces, this winding giv- 
ing ample starting torque with very low 
value of starting current. The winding 
does not in the least affect the operation 
of the machine as a generator. These 
generators are at present available with 
either two or three phase windings and 
for operation at 240, 480, 600, 1,150 and 
2,300 volts. The overload ratings and 
temperature guarantees are conservative 
and in accordance with the best engineer- 
ing practice. 


| eoe——__ 
A Triangular Bit for Boring Square 
Holes. 

The problem of boring square holes, or 
holes of other shapes than round, has long 
attracted inventors, and is, moreover, of 
considerable practical interest in view of 
the wide use of such holes for counter- 


TRIANGULAR BIT AND GUIDES SET UP IN 
SINGLE-SPINDLE DRILL 


sinking and for keys, wrenches, spanners, 
hand-wheels, and similar articles. The 
present methods of making square holes 
(outside of punching and casting), such 
as first boring round holes and then work- 
ing them up by hand or by means of a 


i 


ry 
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slotter or shaper, are laborious, expensive 
and slow. 

The machine to be described, however, 
bores square holes with the same facility 
and with nearly the same speed that the 
ordinary twist or flat drill will bore a 
round hole in the same material. At the 
same time the tool, while not altogether 
as simple as the flat drill, is not com- 
plicated nor expensive, and is easily made 
or ground in the average machine shop. 
The only appliance needed for the use of 
this special tool upon such machines as 
lathes, drill presses and milling machines, 
is a special chuck, which constitutes its 
principal interest from a mechanical 
standpoint, and which we shall now pro- 
ceed to describe. . 

The chuck is really a device of making 
the three-cornered boring tool or bit travel 
about in such a way as to strike out a 
square hole in the work. It consists of 
a driving part, which is screwed onto the 
spindle of the machine, a guiding part, 
which either rides upon the first part, or 
else is secured permanently to the frame 
of the machine, and a third part, or 
socket, into which the shank of the drill 
is screwed. This third part is caused to 
rotate by the first part, but has a slight 
freedom of motion in relation thereto, be- 
ing guided as to its exact movements by 
the matrix or frame in the stationary part. 
Where square holes are to be drilled, the 
shank of the tool is three-cornered, the 
sides of the shank being formed by seg- 
ments of circles struck from opposite cor- 
ners as centers, the radius of these circles 


to the radius by which the circles used 
for striking out the sides of the shank are 
formed. 

In boring, when one of the sides of the 
ehank is either rolling or sliding upon 
one of the sides of the square guide, the 
opposite corner of the shank will be mov- 
ing in a straight line in contact with the 
opposite side of the guide. The corre- 
sponding corner of the head of the tool 
would at the same time strike out a 
straight line in the work. This motion 
takes place on all four sides of the guide, 
except for a little space at each corner, 


NATURE OF CUT MADE WITH ANGULAR 
BIT. 


the result being that the hole is perfectly 
square except for a slight rounding at the 
corners. If it is desired to bore out a 
complete square with sharp corners, a 
special tool is employed, having a shank 
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ent sizes of tools apt to be required in 
actual practice. The tools for both the 
round - cornered and sharp - cornered 
squares can be ground by means of a 
special attachment to the ordinary grind- 
ing machine. 

The accompanying illustrations show 
the arrangement of the special chuck for 
handling the triangular bit. As is clearly 
displayed in the first of these views the 
chuck can be inserted in the stock of a 
standard single-spindle drill. 

This device has recently been put on the 
market in Germany, where a large number 
of chucks are in use in the shops of such 
firms as Friedrich Krupp, Siemens & 
Halske, etc. It is being introduced in 
this country by the Radical Angular Drill 
Company, having offices and showrooms 
at 114 Liberty Street, New York city, 
where the machine and samples of its 
work are now on exhibition. — 
eo 

The H. & H. Shallow Push-Switch. 

The accompanying illustrations show 
the shallow push-switch which has been 
placed upon the market by the Hart & 
Hegeman Manufacturing Company, Hart- 
ford, Conn. This is made single-pole for 
ten and five amperes, 125 and 250 volts; 
in double-pole, ten amperes, 250 volts; 
in three-way, ten and five amperes, 125 
and 250 volts, and in four-way, five and 
two amperes, 125 and 250 volts. 

This shallow push-switch has been de- 
veloped to meet the demand for a push- 
switch for shallow partitions, and in or- 
der to allow more room for wires in the 


TRIANGULAR BIT AND CHUCK. 


being the same and equal to one of the 
sides of the square hole which is to be 
drilled. The guide in the stationary part 
of the chuck is adjusted to the size of 
the hole to be drilled, that is, so that the 
sides of the square opening are just equal 


considerably larger than the head of the 
tool, one corner of the shank being 
rounded instead of angular. The exact 
form of this round-cornered shank has 
been worked out empirically, and a com- 
plete set of templets made for the differ- 


H. 


& H. SHALLOW PUSH-SWITCH. 


regular box. Exhaustive tests on the new 
switch have been made, and the company 
is confident that the operation of this 
switch will substantiate its claims for ex- 
cellence and fitness for the service in- 
tended. 
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Current Electrical News 


CONTINENTAL EUROPE. 


(Special Correspondence.) 


PARIS, DECEMBER 14.—Among the new companies which have 
been formed in France, I note the Gas and Electric Company, of 
Villeneuve, which has its headquarters at Paris; Costier et Cie., 
which is formed for the manufacture of lamp bulbs, also at 
Paris; Hamille et Cie., an accumulator manufacturing company, 
at ‘Neuilly, in the suburbs of Paris, also the Compagnie de 
Energie Electrique de l’Aube, at Troyes, and the Société Elec- 
trique de la Barousse, which is located at Toulouse. A large 
company has been formed at Lille, France, known as the Com- 
pagnie Generale Boulonnaise d’Electricité. 

The report of the Energie Electrique Company for the last 
fiscal year showed a prosperous state of affairs. This company 
owns the large system of hydraulic plants and network of power 
lines in the Mediterranean Alps region, which supplies current 
for Nice, Monte Carlo, Toulon and Marseilles. The report showed 
receipts $362,000, which is $47,000 above last year’s showing, and 
expenses $157,000, or $18,000 in excess of last year. The profits 
for the year are, therefore, $205,000. 

Among the recent electric-lighting and power projects in 
France it may be noted that the municipality of Sainte-Florine 
has received a proposition for a current supply to be taken from 
a central station located in the region at Lenyts. The municipal- 
ity of Nuits-St. Georges will probably adopt an electric-lighting 
project, which has been presented to it by M. Sarazin. A new 
company has been formed in the town of Buironfosse, Alsace, in 
order to secure a power supply for this locality and others in 
the same region. At Onnaing the rights for the electric-lighting 
supply have been obtained by M. Vinker. 

The main work of the recent telegraphic congress held at 
Lisbon has been the revision of the international telegraphic 
regulations, which form part of the St. Petersburg telegraph con- 
vention. There has been recently published the revised text of 
the telegraph regulations, together with the international rates, 
both European and extra-European, also the present rates of the 
different cable companies. 

The Industrial Society of Mulhausen, Alsace, is to award a 
number of medals and other prizes for its annual concourse of 
next year. One of the points relates to a new type of boiler, 
which must have been in regular working in Alsace for one year 
past. There is also a medal awarded for a self-stoking boiler, 
which uses the fuel prevailing in the country. A prize is to be 
given for a totalizing indicator of the work of a steam engine, 
also for a producer or blast-furnace gas engine, of at least 250 
horsepower, which has advantages over a steam engine. Among 
the other subjects are a gas producer, an improved smoke con- 
sumer, and a mechanical conveyor for furnace slag. 

Among the new radio-telegraphic stations may be noted the 
connection which has lately been opened up between Zanzibar 
and the Pemba Island. | 

It is stated that the Siemens-Schuckert electric firm of Ger- 
many will go into the manufacture of airships, and is to erect a 
large factory for this purpose at Nauen. A. DE C. 


GREAT BRITAIN. 
(Special Correspondence.) 


LONDON, DECEMBER 12.—The Post Office authorities have 
granted licenses for the erection of a number of exchanges in 
connection with the employment of what is now called the “tele- 
writer,” or more familiarly Ritchie’s telautograph, which was 
brought to the public notice here some years ago. The ap- 
pliance operates to reproduce writing or drawings directly, in 
the same way that messages can be sent over the telephone. 
The apparatus has already a fair use in business houses and the 
idea is to set up exchanges and canvass for subscribers precisely 
on the lines of a telephone business, royalties being paid to the 
government for the facilities thus afforded and for the necessary 
wayleaves. 

The Board of Trade has caused a little stir in municipal cir- 
cles in Bath by prohibiting the sale of the local electrical under- 
taking to a private company. Curiously enough the Bath under- 
taking was originally commenced by a company and was pur- 
chased by the municipality. Now the latter cannot make it pay 
and has proposed to transfer it to another company in per- 
petuity, at a price some $200,000 above the cost to the city. To 
this, the Board of Trade has refused to consent, holding that it 
is improper that the undertaking should be burdened with the 
extra price for a plant which is already eleven years old. It also 


appears that under the Electric Lighting Acts a local authority 
cannot lease its electrical powers in perpetuity. 

When both the Light Railways and Tramways Association 
and the Municipal Tramways Association appointed committees 
to investigate the brake question, the Board of Trade endeavored 
to bring about a fusion of the two committees and thus avoid 
the preparation and publication of two reports on the same sub- 
ject. The two bodies, however, could not come to an agreement 
and so the investigations went on independently, there being at 
the same time a little friction, with the result that certain mem- 
bers of the former body resigned. The Tramways and Light Rail- 
ways Association issued its report a short while ago, and it was 
duly noted at the time. The second report has now been issued 
and it arrives at more or less the same conclusions. The chief 


point, however, is the emphasis placed upon the need for keeping 
the rails clear of grease. The committee reports in favor of a 
brake which can be applied either by hand or power by a single 
lever to both rails and wheels, and reports against having a brake 
purely for emergency purposes. G. 


EASTERN CANADA. 


(Special Correspondence.) 


OTTAWA, DECEMBER 19.—At a meeting of the City Council of 
Windsor, Ont., for further consideration of the Niagara power 
scheme of the local government, 1,200 horsepower was fixed on as 
the amount that the city will be able to use. 

The City Council of Brantford, Ont., has asked the Street 
Raiiway Company to put up a guarantee of $25,000 that the 
present lines will be rebuilt within one year and an extension 
made within two years, before a renewal of the franchise will 
be granted. The company’s rights have lapsed owing to failure to 
make the improvements as promised by the company. 

The Ontario Power Company, of Niagara Falls, is preparing 
plans for the construction of a new pipe line to increase its ca- 
pacity of electric power by 65,000 horsepower. The work will be 
commenced early in the coming spring. This work is made 
necessary in order to handle the contract with the Hydro-Electric 
Commission of Ontario. The tunnel will be of steel, lined with 
concrete, and will be thirty feet in diameter and upward of one 
mile in length. The work will cost about $750,000 and when com- 
pleted the company will be able to develop 180,000 horsepower. 

A conference of the municipalities of the southwestern penin- 
sula of Ontario was recently held at Windsor to hear Hon. Adam 
Beck, chairman of the Hydro-Electric Commission, explain the 
government’s Niagara power scheme. At least seventeen munic 
ipalities will vote on the electric power by-law on January 4. 
With the taking of 5,000 horsepower, or more, an estimate was 
given at $34.90 per horsepower. W. 


WESTERN CANADA. 
(Special Correspondence.) 

WINNIPEG, DECEMBER 19.—The City Council of Edmonton, 
Alberta, has decided to double the equipment of the municipal 
street-railway system which operates in Edmonton and the sister 
city of Strathcona. So far the system has proved a very great 
success and it is apparent the venture will be as profitable finan- 
cially as the other public utilities owned by the city. 

At the recent municipal elections held in Winnipeg two of 
the candidates were pledged for the immediate completion of the 
civic power plant at Point du Bois; the third candidate was op- 
posed to the civic power development, one of the planks of his 
platform calling for the abandonment of the scheme and favor- 
ing the purchase of power from the Winnipeg Electric Company. 
Approximately 11,000 votes were cast for the three candidates, the 
anti-power man getting but 129 of that number., W. Sanford 
Evans was elected over R. A. C. Manning, the other pro-power 
candidate. The result of the election assures the early comple- 
tion of the plant, for which tenders are now being called. 

The Regina Interurban Tramway Company is the name of a 
new company seeking incorporation under the laws of the Prov- 
ince of Saskatchewan for the purpose of building electric car 
lines from Regina to adjacent towns. 

At the coming municipal elections at Port Arthur, Ont., the 
rate-payers will vote on a plebiscite to decide whether the elec- 
trical interests owned by the city shall continue in charge of the 
commissioners or whether an independent board of experts, re 
moved from ward influences, shall be appointed. Among other 
public utilities the city operates the electric-lighting plant, tele- 
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phone system and that portion of the street-railway system run- 
ning in the city limits. J. J. Carrick is mayor. . 

At the next meeting of the City Council of Calgary, Alberta, 
Alderman Watson will introduce a motion providing for a suf- 
ficient sum of money being set aside for preliminary surveys and 
estimates for the proposed development of civic power at some 
site near Galgary, which is yet to be selected. 

R. H. Sperling, general superintendent of the British Colum- 
bia Electric Street Railroad Company, with headquarters at Van- 
couver, British Columbia, announces the company is willing to 
build a line through the municipality of Port Grey providing the 
company can make a satisfactory arrangement with the au- 
thorities. 

An official of the Canadian Pacific Railroad Company denies 
the reports published in a number of daily papers to the effect 
that the company will at once arrange for the electrification of 
certain lines in southern British Columbia. He admits the com- 
pany is always ready to consider any proposition for the reduction 
of operation expenses, but says the electrification scheme for 
British Columbia has not been given serious thought as yet. 

The Sunny Hill Rural Telephone Company has been incorpo- 
rated under the laws of Saskatchewan to build a rural telephone 
system. Address E. J. Wright, Regina, Saskatchewan. 

At Dundurn, Saskatchewan, the Dundurn Rural Telephone 
Company has been incorporated to build several farmers’ tele- 
phone lines. 

The municipal authorities at Birtle, Man., have ordered the 
instruments for a telephone system and a line is now being 
built to Solsgirth. Farmers living en route will be connected 
with the telephone system if they so desire. Address T. W. 
Thompson. 

A company is being formed at Estevan, Sask., to build a 
telephone line to the Hamar and Ambrose districts. Address H. 
Yardley, Estevan. 

Efforts are being made at Killam, Alb., to organize a com- 
pany to build a telephone line to the farming districts to the 
south of that town. Address J. A. Neely, at Killam. 

The $350,000 capital of the Regina Interurban Tramway 
Company, now seeking incorporation with head office at Regina, 
Sask., has already been subscribed. The company proposes to 
build a line from Regina to Long Lake and from that point to 
circle the city. The incorporators are: J. L. R. Parsons, R. R. 
Barber, C. J. Harris, W. M. Logan, J. F. Frame and J. H. 
Housser. R. 


IMPORTANT DEVELOPMENTS. 


(Special Correspondence.) 


PENNSYLVANIA PREPARES FOR MAIN LINE ELECTRI- 
FICATION—Estimates for about $5,000,000 of work along the 
main line of the Pennsylvania have been asked. The contract 
to be let will include damming the Juniata River, cutting away 
part of the mountain to eliminate a big curve and grade and 
erecting an immense power plant near Lewistown. That this is 
the first step by the Pennsylvania toward the electrification of 
the main line is believed generally. 


NORTHERN PACIFIC CONSIDERS ELECTRIFICATION OF 
MOUNTAIN SECTION—Engineers representing the motor-power 
department of the Northern Pacific Railroad have been in Living- 
ston, Mont., working on a plan to use electricity in carrying 
trains over the mountains just west of the city. It is stated that 
the proposition is being investigated and that at an early day 
electric power is likely to be used in pulling both passenger and 
freight trains over the mountains. If the plan is adopted the 
company will construct a large power plant at some point on the 
Yellowstone River. 


ILLINOIS TUNNEL COMPANY WOULD SELL ITS TELE- 
PHONE FRANCHISE TO CHICAGO TELEPHONE COMPANY— 
Representatives of the Illinois Tunnel] Company, which operates 
the freight tunnels under the city of Chicago and also controls 
a telephone franchise, serving buildings reached by its tunnels 
with an automatic telephone service, have appeared before the 
City Council asking permission to sell its telephone franchise and 
plant to the Chicago Telephone Company. In accordance with 
the terms of its contract with the city, the tunnel company will 
lose its franchise February 8 unless the 20,000 telephones stipu- 
lated are installed by that time. Its present subscribers do not 
total more than one-quarter of this number. The members of 
the Council have not been disposed to decide upon giving the 
permission offhand, and have taken the matter under considera- 
tion. If, as the Independent telephone interests hope, they are 
successful in getting into Chicago for toll-line connections or for 
a city exchange, the present lines of the tunnel company could 
be used by them to good advantage. 


OBITUARY. 


MR. C. A. DERTSLER, engineer for the British Columbia 
Electric Street Railroad Company, was drowned while crossing 
the Vedder River near Chilliwac, B. C., on a raft. The raft struck 
a rock in mid-stream and was dashed to pieces. R. 
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NEW MANUFACTURING COMPANIES. 


RACINE, WIS.—The Racine Electrical Manufacturing Com- 
pany has been incorporated with a capital stock of $25,000. 


DENVER, COLO.—The capital stock of the Silver State Elec- 
tric Company has been filed at $50,000. The incorporators are 
R. S. Willoughby and M. T. Weber of Denver. 


PORTLAND, ME.—The Pemigewasset Electric Company of 
Portland, general electrical merchandise dealers, has been capi- 


lalized at $150,000 by A. G. McPhierson, J. R. Parsons and W. M. 
Bradley. 


FORT SMITH, ARK.—The Pittsburg Supply Company has 
been incorporated with a capital stock of $50,000 by E. C. Lichty, 
J. B. Weatherton and P. C. Hendricks, to manufacture electrical 
supplies and fixtures. 


CHICAGO, ILL.—The Electromagnetic Tool Company, organ- 
ized with a capital of $50,000, has been incorporated by O. R. 
Barnett, P. H. Truman and L. H. Peck, to manufacture electrical 
and electromechanical devices. 


NEW YORK, N. Y.—The Hardt Electric Company, Manhattan, 
incorporated for the purpose of manufacturing electrical appli- 
ances, with a capital of $50,000, has been formed by R. M. Pat- 
terson, G. Link, Jr., and C. Rush, New York city. 


NEW YORK, N. Y.—The Monarch Storage Battery Company, 
of New York city, has been incorporated with a capital stock of 
$50,000 to manufacture electrical and mechanical appliances. The 


incorporators are headed by Alexander D. Thornburn, of New 
York. 


CHICAGO, ILL.—The Chicago Engineering and Inspection 
Company has been incorporated with a capital stock of $2,500 
to do a general engineering, electrical and construction business. 
G. M. Proudfoot, A. R. Leland and J. H. Westover are members 
of the company. 


BROOKLYN, N. Y.—The Borough Gas and Electric Fixture 
Company, of Brooklyn, has been chartered with a capital of $25,- 
000. The directors are: S. J. Miller, Jennie Miller, A. B. Cohen, 
Louis Halpert, George Bauer, Hyman Kagel and Bernard Rath- 
berg, of Brooklyn. i 


BOSTON, MASS.—The National Electric Manufacturing Com- 
pany of Boston has bcen incorporated to manufacture and sell 
electrical apparatus. Its capital is placed at $50,000 and its off- 
cers are: President, Starbuck Sprague, No. 21 Bromfield Street; 
treasurer and clerk, Charles H. Sprague, No. 15 Beacon Street. 


DULUTH, MINN.—The Richardson Electric Company has 
been organized under the revised laws of 1905 of Minnesota, to 
buy, sell, manufacture, install and deal in electrical apparatus, 
appliances, machinery, fixtures and supplies of every kind, and 
to engage in all branches of electrical engineering and construc- 
tion work for light, heat, power and all other purposes, and to 
manufacture, purchase, supply, sell and deal in electricity and 
electric power; also to engage in the manufacture, engineering, 
construction and equipment of telephone, telegraph; heating, light- 
ing, plumbing, ventilating, electrical and mechanical systems. 
The incorporators are William P. Bear, Frank Windblade, Axel 
W. Lindgren, Walter L. Seaton, all of Duluth. The first board of 
directors is as follows: William P. Bear, president; Frank Wind- 
blade, secretary and treasurer; Axel W. Lindgren, vice-president. 
The capital stock is $50,000, divided into 1,000 shares of $50 each. 


NEW PUBLICATIONS. 


THE MINNESOTA ENGINEER—The November issue of the 
quarterly published by the Engineers’ Society of the University 
of Minnesota contains a detailed description of the Hatfield 
hydroelectric plant of the La Crosse (Wis.) Water Power Com- 
pany, by Albert J. Hitzker, a senior in the school of electrical 
engineering. 


NAVY DEPARTMENT ANNUALS—The following publications 
for the fiscal year 1908 have been received from the Navy De. 
partment Library: Annual report of the Superintendent of Li- 
brary and Naval War Records to the Secretary of the Navy; 
annual report of the Chief of the Bureau of Equipment; annual 
report of the Chief of the Bureau of Yards and Docks; annual 
report of the Chief of the Bureau of Ordnance. 


CHEMICAL ANALYSES OF COAL—In behalf of the United 
States Government, which is a large user of coal, the United 
States Geological Survey in 1907 made a thorough investigation 
of the Pocahontas and New River coals. The tests were con- 
ducted at the Government plant on the grounds of the James- 
town Exposition, near Norfolk, Va., and their especial purpose 
was to determine the best methods of using the coals economi- 
cally. The results of these tests are published as Bulletin 362 
of the United States Geological Survey, in a pamphlet by John 
Shober Burrows, entitled “Mine Sampling and Chemical Analyses 
of Coals Tested at the United States Fuel-Testing Plant, Nor- 
folk, Va., in 1907.” 
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ELECTRICAL SECURITIES. 


Generally downward price movements, with an irregular mar- 
ket, were the prevailing speculative and investment conditions 
last week. Not since election has there been heard so much 
complaint of the recent advance in prices having discounted 
growing improvement in trade. The necessity of meeting large 
end-of-the-year disbursements has caused some anxiety and this 
has probably had a considerably depressing effect upon optimism. 
Railroads continue to report improving returns with advances in 
net well sustained. 

Dividends have been declared upon the following electrical 
securities: Electric Storage Baitery Company; regular quarterly 
dividends of three-fourths of one per cent on the common stock 
and three-fourths cf one per cent on the preferred stock, payable 
January 2 to stock of record December 23. Cincinnati Gas and 
Electric Company; regular quarterly dividend of one-and-one- 
eighth per cent, payable January 1. Cincinnati Street Railway 
Company; regular quarterly dividend of one-and-one-half per 
cent, payable January 1. Nebraska Telephone Company; regular 
quarterly dividend of one-and-one-half per cent, payable Jan- 
uary 10 to stock of record December 31. Cumberland Telephone 
and Telegraph Company; regular quarterly dividend of two per 
cent, payable January 1 to stock of record December 20. Bell 
Telephone Company of Canada; regular quarterly dividend of two 
per cent, payable January 15 to stock of record December 24. 
American Telephone and Telegraph Company; regular quarterly 
dividend of two per cent, payable January 15 to stock of record 
December 31. Tri-City Railway and Light Company; regular 
quarterly dividend of oneand-one-half per cent on the preferred 
stock, payable January 2 to stock of record December 22. Ameri- 
can Cities Railway and Light Company; regular quarterly divi- 
dend of one-and-one-half per cent on the preferred stock, payable 
January 1 to stock of record December 21. Massachusetts Light- 
ing Companies; regular quarterly dvidend of one-and-one-half 
per cent, payable January 15 to stock of record January 1. Bos- 
ton and Worcester Electric Companies; $1 per share on the pre- 
ferred stock, payable January 1 to stock of record December 26. 
Capitol Traction Company; quarterly dividend of one-and-one-half 
per cent, payable January,1. Continental Passenger Railway; 
semi-annual dividend of $3, payable December 30. Germantown 
Passenger Railway; quarterly dividend of $1.31%, payable Jan- 
uary 5. Honolulu Rapid Transit and Land Company; quarterly 
dividend of one per cent on the common and three per cent 
on the preferred, both payable December 31. Manila Electric 
Railroad and Light Company; quarterly dividend of one per cent, 
payable December 31. Massachusetts Electric Companies; pre- 
ferred stock dividend of $1, payable January 1. Philadelphia 
Company; quarterly dividend of one-and-one-half per cent, pay- 
able February 1 to holders of record January 2. Rochester Rail- 
way Company; quarterly dividend of one-and-one-fourth per cent, 
payable December 31. Stark Electric Railroad; quarterly divi- 
dend of three-fourths of one per cent, payable January 1. Toronto 
Railway Company; quarterly dividend of one-and-one-half per 
cent, payable January 2. 


ELECTRICAL SECURITIES FOR THE WEEK ENDED DECEMBER 12. 


New York: Closing. 
Allis-Chalmers common ............ceeeee 15% 
Allis-Chalmers preferred ........0..eceeee: 48% 


Brooklyn Rapid Transit.................... 58 
American Telephone and Telegraph Company 127% 


General Electric ......... ccc cece ccc eee eeee 157% 
Interborough-Metropolitan common ........ 18% 
Interborough-Metropolitan preferred ....... 43% 
Kings County Electric.............. cece 126 
Mackay Companies (Postal Telegraph and 
Cable) common os icnwdus ven Soa Sa eitew e a 73% 
Mackay Companies (Postal Telegraph and 
: Cable) preferred 2... ccc cece cece cuns 69 
Manhattan Elevated ............ ccc eee eee 149% 


Metropolitan Street Railway............... 33 

New York and New Jersey Telephone..... 

Western Union (ex-dividend)............... 
Westinghouse Manufacturing Company..... 86 

At a special meeting of the Edison Electric Illuminating Com- 

pany of Boston, held December 18, stockholders voted to increase 

the capital from 126,436 to 136,161 shares. This new issue of 

9,725 shares will be offered to stockholders of record December 18 

for subscription at $215 a share—the price determined by the 

Massachusetts Gas Commission—on the basis of one new share 


for each thirteen shares now held. Subscription books close 
January 15 and subscriptions are payable as follows: One hun- 
dred dollars on February 1 and $115 on May 8, 1909. Subscrip- 


tions for the new shares of the Edison Company of Boston will 
be received at the Old Colony Trust Company. Interest at the 
rate of four per cent per annum will be allowed on the first in- 
stallment ($100 per share) from February 1 to May 1, 1909. Sub- 
scribers may prepay the second instaliment ($115 per share) on 
February 1, 1909, in which case interest will be allowed thereon 
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at the rate of four per cent per annum from Februaty 1 to May 1, 
1909. Shares not subscribed for will be sold at auction. 

For the last month gross earnings of the Brooklyn Rapid 
Transit have shown a decided improvement over the corresponding 
Since December 1 this increase has been running 
at the rate of $1,000 a day. 

For the first three months of the current fiscal year, which 
began July 1, gross earnings showed a sharp falling off, compared 
with the same quarter of 1907, the decrease slightly exceeding 
six per cent. It was not until November 1 that earnings began to 
break even with last year, and only within three weeks that a 
noticeable gain has been shown. 

It is probable that for the six months, to end the last of this 
month, the company will show a decrease in gross of about four 
per cent. 

Like many other trolley systems, however, Brooklyn Rapid 
Transit has been remarkably successful in cutting down its 
operating expenses during the last six months. The economies 
effected have been strictly legitimate and have in nowise resulted 
in scaling down the standard of maintenance. As a result net 
earnings are on a practical parity with last year. 

It is understood that the floating debt of $4,000,000 on 
June 30, the close of the fiscal year, has been cut down over 
$1,000,000, and there is a strong probability that it will be cut 
nearly $2,000,000 more by the close of the fiscal year. The com- 
pany is in no need of financing and is able to take care of its 
current construction requirements out of net earnings. 


Boston: Closing. 
Edison Electric ITluminating............... 250 
Massachusetts Electric ...........00ceeeeee 57% 
New England Telephone................05. 12614 
Western Telephone and Telegraph pref.... 79 

Philadelphia: Closing 
Electric Company of America.............. 11 
Electric Storage Battery common.......... 44 
Electric Storage Battery preferred.......... 44 
Philadelphia Electric .......... cece eeeeaes 11 
Philadelphia Rapid Transit................. 21% 
United Gas Improvement.................. 91 

Chicago: Closing 
Chicago Telephone .........c..eeeecceeees 127 
Commonwealth Edison ..............eceeee 106 
Metropolitan Elevated preferred........... 52 
National Carbon common..............+.6: 8514 
National Carbon preferred...............+: 112 


TELEPHONE AND TELEGRAPH. 
(Special Correspondence.) 
SABIN, WIS.—The Mill Creek Telephone Company has been 
incorporated. 
HURON, S. D.—F. H. Kent and others have secured a tele- 
phone franchise at Huron. 


BELLO, TEX.—The Bello Telephone Company has been in- 
corporated by Charles Wild and others. 


DISNEY, NEB.—The Spring Ranch Telephone Company has 
been incorporated with a capital of $5,000. 

KALISPELL, MONT.—The farmers near Kalispell are making 
an effort to have a local telephone system. C. 

ESSEX, IOWA—The Farmers’ Telephone Company has been 
incorporated with a capital stock of $15,000. 

NEOSHO, MO.—The Farmers’ Union Telephone Company has 
been incorporated by J. B. Graves and others. P. 


ADA, OKLA.—The Farmers’ Independent Telephone Company 
has been granted a telephone franchise for Ada. 


LADORA, IOWA—The Farmers’ Mutual Telephone Company 
has been incorporated with a capital of $20,000. 

CARNEGIE, OKLA.—The Carnegie Telephone Company has 
been incorporated with a capital stock of $10,000. 

LEBANON, WIS.—The Lebanon Telephone Company has 
been incorporated with a capital stock of $10,000. 

LADORA, IOWA—The Farmers’ Mutual Telephone Company 
has been incorporated with a capital stock of $20,000. 

IPSWICH, S. D.—The Union Township Telephone Company 
has been incorporated with a capital stock of $10,000. 

NEW KENT, VA.—A company with a capital stock of $5,000 
has been formed to build a telephone system in New Kent. 

CLARINDA, IOWA—The Clarinda and Bethesda Telephone 
Company has been incorporated with a capital stock of $1,000. 


MARSHALLTOWN, IOWA—The Farmers’ and Merchants’ 


Telephone Company has been incorporated with a capital stock 
of $250,000. 


COOPERTON, OKLA.—The New State Telephone Company 
has been incorporated with a capital stock of $25,000 by W. C. 
Winnsworth and others. P. 
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ELECTRIC RAILWAYS. 
(Special Correspondence.) 


SEATTLE, WASH.—W. S. Boody and others have applied 
for a subway street-railway franchise in Seattle. 


GUADALAJARA, MEXICO—The Compania de Tranvias, Luz 
y Fuerza of Guadalajara, has increased its capital stock from 
$3,000,000 to $8,500,000. Andres Bermejillo is president. D. 


TORREON, MEXICO—The new electric power plant which 
the Lerdo & Torreon Electric Railway Company is erecting at a 
cost of $400,000 will soon be finished. The company will also 
make other extensive improvements. D. 


ORIZABA, MEXICO—The Compania Empresa Electrica will, 
it is reported, expend $300,000 in the construction of a system of 
electric railways at Orizaba. The company was recently organ- 
ized and is composed of local capitalists. D. 


BUCK, ILL.—The Egyptian Steam and Electric Railway Com- 
pany of Buck has been incorporated to construct and operate a 
railway from East St. Louis to Metropolis, Ill. The capital stock 
is $5,000 and John Edmonds is one of the incorporators. 


TACOMA, WASH.—The Cle Elum-Roslyn Railway and Power 
Company of Cle Elum, incorporated by Frank S. Farquahar and 
W. E. Farquahar, with a capital stock of $100,000, will construct 


and operate an electric interurban railway between Roslyn and 
Cle Elum. 


MEXICO CITY, MEXICO—The Mexico Tramways Company 
has been authorized by the Federal Government to convert its 
existing mule-car lines to electric traction and operate them as 
part of ts local electric-railway system. The improvements will 
be made immediately. D. 


BAYONNE, N. J.—Civic organizations of Staten Island and 
Bayonne are considering a rapid transit scheme whereby it is 
proposed to construct a surface electric line from Perth Amboy 
to Port Richmond, then to tunnel the Kill von Kull to the Jersey 
Central Station in Bayonne, and eventually reach Manhattan by 
the Hudson River tunnel. 


HERMOSILLO, MEXICO—It is reported that the branch line 
of the Sonora Railroad, which runs from La Union to Hermosillo, 
is to be sold to a local company and that it will be converted 
to electric traction. Negotiations have not yet progressed to a 
point when a definite announcement of the sale of the road can be 
made, but it is said that there is little doubt that the transac- 
tion will be consummated. The branch line runs up the canyon 


of the Sonora River and is said to be unprofitable as now 
operated. D. 


LANCASTER, PA.—The property of the Philadelphia, Coates- 
ville & Lancaster Electric Railway Company, which has defaulted 
payment on the interest of its first mortgage bonds for $600,000, 
recently due, will be sold on December 30. It is understood that 
this is a step in the acquirement of the franchise by the Cones- 
toga Traction Company, which operates the trolley system of 
Lancaster County, and that as soon as it gets a title to it it will 
extend its Christiana line through to Parkersburg, to connect with 
the line to Philadelphia. 


LITTLE ROCK, ARK.—A charter has been granted to the 
Helena, Parkin and Northern Railway Company, which proposes 
to build a line of railway, fifty miles in length, through St. 
Francis, Cross and Poinsett counties. The line begins at Whit- 
more, in St. Francis County, and extends to Marked Tree, in 
Poinsett County. The capital stock of the company is $350,000, 
of which amount $100,000 has been subscribed. It is reported 
that everything is in readiness to begin work at once. The 
incorporators are headed by T. E. Hare. ` 


MEXICO CITY, MEXICO—The Arizona Mercantile Transpor- 
tation and Smelter Company, which operates mines and smelters 
at Silver Reef, Ariz., has taken preliminary steps to obtain a 
concession from the Mexican government for building a railroad 
across a section of Mexican territory to reach St. George’s Bay, 
a proposed deep-water harbor situated in the extreme upper end 
of the Gulf of California. The project is an ambitious one and 
contemplates the building of an electric railway 160 miles long, 
to run from Maricopa, Ariz., across the lower part of that terri- 
tory and into Mexico to the prospective deep-water terminus. 
The company’s plans also include the establishment of extensive 
port facilities at St. George’s Bay, making it the outlet for the 
export traffic of a large section of the Southwest. D. 


GUADALAJARA, MEXICO—The preliminary survey for the 
proposed electric railway which the Soledad Development Com- 
pany is to build to the Mezquital del Oro mining district, in the 
state of Zacatecas, is nearly finished, and it is declared by the 


promoters of the enterprise that the construction of the line 


will soon begin. Application has been made to the government 
of the state of Jalisco for a concession for that part of the line 
that is to run through that state, and similar application will 
be made to the government of the state of Zacatecas for the 
remaining portion. The line will be about seventy-five miles 
long and will traverse a territory that is thickly populated. A 
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hydroelectric plant will be installed on the Santiago River, and 
power for the line will be obtained from that source. The par- 
ticular object of the proposed road is to afford a transportation 
outlet for the Mezquital del Oro mining district. D. 


MEXICO CITY, MEXICO—It was given out by Dr. F. S. 
Pearson, president of the Mexico Tramways Company, on the 
occasion of his recent visit, that a general programme of improve- 
ments for the local system of electric street railway has been 
discussed with the government officials and arrangements com- 
pleted to expend, within the next three years, about $5,000,000 
gold. This sum is to be used principally in the construction 
of new lines in different parts of the city and in adding equip- 
ment for both passenger and freight service. D. 


PERSONAL MENTION. 


MR. A. B. DU PONT, former president of the Municipal 
Street Railway Company of Cleveland, O., has been retained by 
the company as consulting electrical engineer. 


MR. A. G. PERRY has been appointed manager at North 
Vancouver, B. C., for the British Columbia Electric Street Rail- 
road Company in place of W. B. Bunbury, who has resigned. R. 


MR. WALTER E. HOLLOWAY, after twenty years’ service 
with the Safety Insulated Wire and Cable Company, of New 
York city, will leave the position of general purchasing agent for 
the company, January 1, to enter into business for himself. 


MR. W. R. BONHAM has been appointed sales manager for 
Cook County, Illinois, for the Electro-Dynamic Company, Bayonne, 
N. J., representing this company’s full line of special and stand- 
ard inter-pole motors. Mr. Bonham’s headquarters are in the 
Monadnock Building, Chicago. 


MR. HERBERT E. STONE has just become connected with 
the Dearborn Drug and Chemical Works as manager of sales in 
the eastern department, with headquarters in New York city. 
Mr. Stone was formerly president of the N. A. S. E., and recently 
manager of the Pittsburg office of the Chapman Valve Company. 


MR. S. M. MANIFOLD, York, Pa., has removed to Morris- 
town, N. J., accepting a position as general manager of the Mor- 
ris County Traction Company, which connects the cities of Morris- 
town, New Brunswick, Elizabeth and Orange. Mr. Manifold is 
a well-known and able railway man and was at one time general 
manager of the York Railways Company. 


MR. W. D’A. RYAN, illuminating engineer for the General 
Electric Company, delivered a lecture on “Light and Illumination” 
on December 11 at the Memorial Hall, Minneapolis, Minn., under 
the auspices of the Minneapolis Electric Club. His address treated 
of illumination in general, describing and illustrating in particular 
the color values of the different illuminants and the effects of 
wall colorings. 


MR. WILSON S. HOWELL, general manager of the Electrical 
Testing Laboratories of New York city, was a recent visitor to 
Chicago, in conference with the many interests with which this 
progressive enterprise is identified. So greatly has the work 
of the laboratories been extended, the value of scientific testing 
being conceded, that the possibility of further extension is being 
considered by those in charge of the work. 


MR. FRANK J. DUFFY, manager of the Beaumont (Texas) 
Traction Company for several years, will leave Beaumont to make 
his headquarters in Natchez, Miss. The Natchez Street railway 
and lighting plant, the Jennings, La., Hghting plant and the 
Beaumont Street railway are all under the same control, and 
Mr. Duffy will have general supervision over the Beaumont prop- 
erty in the future, but will resign active management. Mr. M. B. 
Rhoads of Key West, Fla., will succeed Mr. Duffy at Beaumont. 

MR. KINGSLEY L. MARTIN, of Brooklyn, N. Y., has been 
appointed chief engineer of the Bridge Department of New York 
city, in place of Colin M. Ingersoll, resigned. Mr. Martin’s salary 
will be $10,000 a year. At the request of Mayor McClellan and 
Bridge Commissioner Stevenson, Mr. Ingersoll has agreed to re- 
main with the Bridge Department in the capacity of consulting 
engineer, Mr. Martin was selected for the position of chief 
engineer because of the record he has made as engineer in charge 
of the Brooklyn and Williamsburg Bridges. He was born in 
Brooklyn in 1869, and is a son of C. C. Martin, formerly chief 
engineer and superintendent of the Brooklyn Bridge. He was 
educated in the Polytechnic Institute, of Brooklyn, and was 
graduated with the degree of M. E. from Stevens Institute of 
Technology. After serving for a short time on the engineering 
corps of the East River Bridge Company, Mr. Martin was ap- 
pointed assistant engineer of the Brooklyn Bridge. He had 
charge of terminal reconstruction on the Brooklyn side, and of 
much of the railroad work, the local road at that time being 
operated by the city. He was made assistant engineer on the 
Williamsburg Bridge in 1896, and was connected with the Man- 
hattan foundation and anchorage work. He was later appointed 


resident engineer in charge of construction work, including all 
the mill, shop and field work. 
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ELECTRIC LIGHTING. 


(Special Correspondence.) 


ALVIN, TEX.—E. B. Hill has secured a twenty-five-year elec- 
tric-light franchise at Alvin. 


MACON, GA.—The city is considering the erection of an 
electric-light plant in Vineville. 


TENAHA, TEX.—Lemuel Hill has been granted a franchise 
for installing an electric-light plant. 


VILLISCA, IOWA—F. P. Tyler has been granted an electric- 
light and power franchise at Villisca. | 


RYAN, OKLA.—A vote is to be taken on the issuance of 
bonds for an electric-light plant for Ryan. 


DANVILLE, ARK.—The Danville Electric Company has been 
incorporated with a capital stock of $10,000. 


TACOMA, WASH.—On December 26 Tacoma will vote on a 
proposition to issue bonds for a power plant. P. 


MINCO, OKLA.—The city of Minco will vote on the issuance 
of bonds for the construction of an electric-light plant. 


KEARNEY, NEB.—The Kearney Water and Electric Power 
Company has been incorporated with a capital stock of $310,000. 


BERGEN, N. Y.—At a village election held in Bergen it was 
decided to issue bonds for $6,000 for an electric-lighting system. 


EMPORIA, KAN.—The Emporia Electrical and Gas Lighting 
Company has been incorporated with a capital stock of $100,- 
000. P. 


KEARNEY, NEB.—The Kearney Water and Electric Power 
Company has been incorporated with a capital stock of $310,- 
000. A 


NASHVILLE, ARK.—J. C. Stephenson has a contract for fur- 
nishing Nashville with electric light, and a plant will be installed 
at once. P. 


ELBERTON, GA.—The city is considering improvements to 
its electric-light plant, including raising of dam and installation of 
larger dynamo. 


EUFAULA, OKLA.—The pioneer Electric and Power Com- 
pany has been incorporated with a capital of $9,500, by C. E. 
Foley and others. 


WORDEN, ILL.—A special election was held in Worden to 
vote on the issuance of $12,000 in bonds to build a municipal 
electric-light plant. 


MT. AYR, IOWA—The town of Mt. Ayr is the last county 
seat of Iowa to install electric lights. A $20,000 power plant is 
now nearing completion. 


FARWELL, MICH.—The election on the proposition to bond 
the village for $3,000 for the erection of an electric-light plant 
carried by sixty-two to nineteen votes. 


LOS ANGELES, CAL.—The Burrows Wave Power and Elec- 
tric Company has been organized with a capital of $75,000, by 
E. E. Beazley, H. C. Scheurer and John H. Forsythe. 


BRUCE, WIS.—The new $15,000 municipal hydroelectric 
plant built for the town of Bruce by the Central Construction 
Company of Oshkosh has been successfully started up. 


LEESVILLE, S. C.—The Brodie Light and Power Company 
has been incorporated with $10,000 capital stock by Furman E. 
Brodie and Claudia E. Brodie, both of Leesville, and C. P. Quat- 
tlebaum, Conway, S. C. 


NORCROSS, GA.—The city is having specifications prepared 
for an electric-light plant and will want bids on machinery. 
Five thousand dollars in bonds was recently reported voted. 
T. E. Johnson is mayor. 


CARMI, ILL.—The plant of the Olney Electric Light and 
Power Company has burned, leaving the city in darkness for 
at least a month. The loss is $24,000, with $17,000 insurance. 
The cause of the fire is unknown. 


MARINETTE, WIS.—The Iron Mountain Electric Light Com- 
pany has taken action to purchase the Twin Falls waterpower 
plant on the Menominee River. It will be developed at a cost 
of $50,000 and the power will be transmitted to Iron Mountain 
to light that city. 


MARENGO, ILL.—Fred A. Rispen, who held the lease and 
management of the city electric-light plant for a term of years, 
has made an assignment, declaring that its operation was a 
losing undertaking. Following his affidavit he was appointed to 
manage the plant for the city for a time. 


LYNCHBURG, VA.—Virginia and Northern capitalists pro- 
pose the organization of a company, probably capitalized at 
$1,000,000, to build a waterpower electric plant on Staunton 
River, twenty-five miles south of Lynchburg. The plan includes 
the construction of a concrete dam costing $350,000 and the trans- 
mission of electricity to Lynchburg and other cities. 
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CHARLOTTE, N. C.—B. H. Hardaway of Columbus, Ga., has 
been awarded the contract by the Southern Power Company, a 
$10,000,000 concern of Charlotte, to build a dam across Broad 
River. at Ninety-nine Islands, S. C., for a 16,000-horsepower 
electrical plant. The contract price was $650,000. This dam 
will be the largest structure of its kind in the South. 


KILBOURN, WIS.—The Southern Wisconsin Power Company 
has agreed to give the village 133 horsepower free of charge 
for twelve hours each day, for all time, to move the village 
plant to higher ground or fill where it now stands, to install 
pumps of sufficient capacity and connect the mains. This will, 
it is believed, end the fight between the company and the village. 


JEFFERSON COUNTY, W. VA.—Fred H. Stith of Lexington, 
N. C., plans the organization of corporation to develop water- 
power and build electric plant for transmitting by electricity 
a minimum of 1,000 horsepower from property on the Potomac 
River in Jefferson County. Surveys are now being made. About 
$300,000 is to be expended and the establishment of Portland 
cement plant is also proposed. 


LEGAL NOTES. 
Conducted by J. L. Rosenberger, LL.B. 


ELECTRIC-LIGHT STATION A MANUFACTORY—Is or is 
not an electric-light station, with the usual equipment of boilers, 
engines, and dynamos, a manufactory, within the meaning of a 
restrictive covenant and “scheme” intended to exclude manufac- 
tories from a residence district? This was the important ques- 
tion in the case of Scrymser vs. Seabright Electric Light Com- 
pany, 70 Atlantic Reporter, 977. In deciding it, the Court of 
Chancery of New Jersey says that, in its judgment, it is useless 
to go into speculative questions as to the nature of electricity 
or the nature of the product, if there be a product, of the elec- 
tric plant in question. At different periods in the history of 
electrical discovery very different views have been entertained 
on this subject. At one time this plant might have been re- 
garded as a manufactory of a “fiuid.” More recently it might 
be deemed to be turning out electrons or ions. This electric- 
light station, with the necessary incidents attending its operation, 
is, in the court’s judgment, as clearly a manufactory, within the 
meaning of this protective covenant, as it is a manufactory 
within the meaning of the mechanic’s lien law. It may be con- 
ceded that when this particular covenant was framed and build- 
ing “scheme” was promulgated, about thirty-five years ago, the 
“manufacture” of electricity in electric-light stations was un- 
known. But in view of the annoyance and discomforts which 
it was the intention of the scheme to exclude from the large 
residential district in question, no distinction can be drawn be- 
tween manufacturing businesses which were in existence when 
the scheme was promulgated, and manufacturing businesses 
which might thereafter come into existence. 


DEMAND OF SPECIAL PRIVILEGES NOT FAVORED— 
While a telephone line was being constructed by a mutual com- 
pany it became apparent that one wire would be inadequate 
for the service, and another wire was placed along the same 
route to the home of one of the subscribers for stock in the 
company. Both wires were run to his telephone, where a switch 
belonging to him was installed by which he was enabled to 
use either wire. The then president of the company testified 
that he agreed to put in the switch with the understanding 
that if the board of directors disapproved of it the party should 
take it out. The board of directors disapproved of it and or- 
dered the switch disconnected. But the party reconnected it 
and threatened to do so as often as disconnection should be 
made. In a suit to enjoin the party from thus interfering with 
the line, the Supreme Court of Nebraska affirms a judgment in 
the company’s favor. The Supreme Court commissioners, who 
prepared the opinion in the case, say, Red Line Mutual Tele- 
phone Company vs. Pharris, 117 Northwestern Reporter, 995, 
that they cannot see any particular reason why special privilege, 
if it might be called such, should be given to the defendant. The 
other patrons of the company paid the same amount as he did 
and were connected directly with but one-line. At most, the 
contract was that adequate means of communication with the 
patrons of the company should be given to the defendant. The 
contract would not permit him perpetually to maintain his switch. 
Conceding that the contract contemplated but one line, it was 
not violated by the construction of two wires along the line, 
even though for convenience the wires were given different 
names and were connected at a central office when desired. The 
demoralizing effect of the defendant’s maintenance of the switch 
was not a matter of conjecture, but was apparent from the 
evidence in the case, as one witness testified that it tended to 
make the line inefficient, hard feelings, trouble and discord on 
the line. The proper and businesslike conduct of the affairs of 
the company seemed to demand that this switch be removed. 
and with the company's purpose to remove it the courts would 


not interfere, but, necessity demanding it, would render as- 
sistance, 
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PROPOSALS. 


POST OFFICE AT POUGHKEEPSIE, N. Y.—An electric sys- 
tem of a rather elaborate nature has been planned for the United 
States Post Office at Poughkeepsie, N. Y. Postmaster Sherrill 
has received the complete specifications from the office of the 
Supervising Architect at Washington, and is inviting bids for 
the installation. 


POSTOFFICES AT MURFREESBORO, TENN., AND GAINES- 
VILLE, FLA.—The office of the Supervising Architect, Washing- 
ton, D. C., will receive sealed proposals until January 9 for the 
construction (complete) of the United States postoffices at Mur- 
freesboro, Tenn., and Gainesville, Fla., in accordance with specifi- 
cations which may be had at the office of the respective post- 
masters and at the office of the Supervising Architect. 


POST OFFICE AT ANDERSON, S. C.—The office of the 
Supervising Architect, Washington, D. C., will receive scaled 
proposals until January 23, for the construction complete (in- 
cluding plumbing, gas piping, heating apparatus, electric conduits 
and wiring) of the United States Post Office and Court House at 


Anderson, S. C., in accordance with specifications, which may be - 


obtained from the custodian of site at Anderson or at the office 
of the Supervising Architect. 


DATES AHEAD. 


American Roentgen-Ray Society. Annual meeting, New York 
city, December 28-30. 

American Association for the Advancement of Science. An- 
nual meeting, Baltimore, Md., December 28-January 2. 

Western Society of Engineers. Next meeting, Chicago, Ill. 
January 5, 1909. - 

Chicago Electrical Show. Coliseum, Chicago, Ill., January 
16-30, 1909. 

Northwestern Electrical Association. 
waukee, Wis., January, 1909. 

American Association of Electric Motor Manufacturers. Next 
meeting, January, 1909. 


Annual meeting, Mil- 


INDUSTRIAL ITEMS. 


THE TRUMBULL ELECTRIC MANUFACTURING COM- 
PANY, Plainville, Conn., dresses Trumbull Checr for December 
in Christmas colors. This issue has some shop notes which will 
interest. 


THE OHIO BRASS COMPANY, Mansfield, Ohio, in a supple- 
ment to its general catalogue No. 7, shows new improvements in 
overhead line material, mine hangers, car equipment, special- 
ties, etc. 


THE GREGORY ELECTRIC COMPANY, Chicago, IN., is dis- 
tributing a comprehensive bargain sheet of apparatus carried in 
stock at its works. The list includes everything from miscel- 
laneous supplies to steam engines and alternators. 


THE NEW YORK INSULATED WIRE COMPANY, New 
York, N. Y., has placed on the desks of its friends calendar 
blotters with a few lines describing the manufacture and ad- 
vantages of its rubber products for electrical insulation. 


F. B. BADT & COMPANY, Monadnock Block, Chicago, elec- 
trical engineers and experts, who are the western agents for 
Weston instruments and Ward Leonard rheostats, have also been 
appointed western sales agents for “Polar” flaming-arc lamps. 


THE ELECTRIC CONTROLLER AND MANUFACTURING 
COMPANY, Cleveland, Ohio, describes motor-control matters on 
those pages of its monthly, Common Sense, for December, which 
are not devoted to the epigrammatical writings of David Gibson. 


THE NATIONAL BRAKE AND ELECTRIC COMPANY, Mil- 
waukee, Wis., has a handsome illustrated bulletin, No. 386, ex- 
plaining the advantages and economies of compressed air for 
industrial service, and describing compressors and controlling ap- 
paratus for motor-driven stationary and portable installations. 


HARVEY HUBBELL, INCORPORATED, Bridgeport, Conn., 
has brought out a new ceiling socket equipped with the pull- 
switch feature, listed as Hubbell ceiling socket No. 35,032. The 
fixture is designed primarily for the tungsten lamp, and will 
sustain successfully the weight of the heaviest lamp and shade. 


THE BUFFALO FORGE COMPANY, Buffalo, N. Y., de- 
scribes the Buffalo fan system of heating, ventilating, humidify- 
ing and drying, in a handsome book it issues as Catalogue 197. 
A large part of the book is devoted to some very useful data 
on the heating and ventilating of public, industrial and other 
large buildings. 


THE AMERICAN CONDUIT MANUFACTURING COMPANY, 
Pittsburg, Pa., announces that it has completed a large addition 
to its factory, which is equipped with up-to-date machinery, and 
is making thorough preparations to manufacture an improved 
flexible, non-metallic conduit. Patents are being taken out to 
cover these improvements. — 
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THE MOHAWK ELECTRIC COMPANY, Albany, N. Y., manu- 
facturers of Rollinson electrical specialties, issues a catalogue 
describing its alternating and direct-current bell ringers, designed 
to take the place of batteries in providing a low-voltage current 
supply for the operation of signal apparatus, deriving power from 
commercial current mains. 


THE WORCESTER ELECTRIC MANUFACTURING COM- 
PANY, Worcester, Mass., in its catalogue No. 8 describes its 
line of knife switches, switchboards, panel boards and fuse 
blocks for light, power and railway service on both direct and 
alternating-current circuits. The lists are complete with illustra- 
tions, dimensions and prices. 


THE NORTHERN ELECTRICAL MANUFACTURING COM: 
PANY, Madison, Wis., devotes its leaflet No. 148 to Northern 
motors for hoisting service. These motors are compact, simple, 
rugged and economical. The company’s standard spherical motor 
is described in Bulletin No. 50, and Northern box-type motors are 
illustrated in Bulletin No. 32. ° 


THE AMERICAN STEAM GAUGE AND VALVE MANU: 
FACTURING COMPANY, 208-220 Camden Street, Boston, Mass., 
has issued its 1908 illustrated catalogue of gauges, valves, in- 
dicators and kindred appliances for governing, indicating,’ meas- 
uring, recording and controlling steam, water, air, gas, oil, am- 
monia and all other pressures, 


THE SPRAGUE ELECTRIC COMPANY, 527-531 West Thirty- 
fourth Street, New York city, is sending out literature relating 
to the Sprague electric shovel. The manufacturer declares that 
this shovel can be used on mono-rails, bridge cranes or gantrys, 
on stiff-leg derricks, unloading towers, etc. By its use the second 
man required with a steam rig is entirely dispensed with. 


THE J. L. SCHUREMAN COMPANY, Chicago, has prepared 
a convenient filing form for its bulletin pages, which allows the 
sheets to be added from time to time following the introduction 
otf new controlling devices. On the pages already available are 
listed Schureman self-starters, drum-type reversing switches, 
elevator controllers, pump starters and motor controllers. 


THE PACIFIC ELECTRIC HEATING COMPANY, Ontario, 
Cal., in the November issue of its little monthly, Hot Points, 
announces that the branch office formerly maintained by the com- 
pany in Chicago has developed into a complete factory, which is 
located at 63-65 West Washington Street, and invites its custom- 
ers and friends to call and inspect the plant at their convenience. 


THE BUCKEYE ELECTRIC COMPANY, Cleveland, Ohio, is 
sending to its friends, the central-station operators, some “hard 
facts” and some interesting data on the saving effected by the 
use of tungsten lamps on lighting circuits. The moral of the 
striking folder is to the effect that economy at the illuminant 
means proportionately greater capacity of a given generating 
outfit. 


THE PETTINGELL-ANDREWS COMPANY, Boston, Mass., 
has published an interesting article devoted to “The Theft oi 
Current—How to Prevent It, and How to Simplify the Testing 
of Meters.” This article is reproduced in a handsome booklet, 
and should be of great interest to contractors and central-station 
operators. Copies will be furnished to those interested upon 
request, 


THE MINNEAPOLIS ELECTRIC EQUIPMENT COMPANY, 
Minneapolis, Minn., in its “Red Book of Bargains—Everything 
Electrical,” lists a large variety of electrical apparatus actually 
in stock at the works and ready for immediate shipment. In- 
cluded in the catalogue are all kinds of motors, generators, trans- 
formers, switchboards, electric lighting fixtures and supplies, and 
measuring instruments. 


THE WESTERN ELECTRIC COMPANY, New York city, has 
issued a price list of “Galvaduct” conduit, couplings and elbows. 
This product, used in interior conduit work, has an enameled in- 
terior which presents a smooth raceway for electrical .conductors, 
and an electro-chemically galvanized exterior which cannot be 
defaced. ‘“Galvaduct” can be imbedded in concrete without the 
fear of any injurious effects. 


THE GOLD CAR HEATING AND LIGHTING COMPANY, 
New York city, announces that the interference relating to elec- 
tric heaters having junction boxes, between an application of 
James F. McElroy, and the patent granted to Edward E. Gold, 
No. 850,924, dated April 23, 1907, has been decided by the Patent 
Office in favor of Edward E. Gold, by reason of an abandonment 
by McElroy of his claim of priority. 


THE FRANKLIN ELECTRIC MANUFACTURING COMPANY, 
Hartford, Conn., describes “Femeco” tungsten and = carbon-incan- 
descent lamps and “Femeo” reflectors, in bulletin No. 8. To 
quote the bulletin: “From the Goddess of Liberty guarding the 
portals of the new world to the greatest floating dry-dock in 
the world—the Dewey, at Manila—Uncle Sam is using ‘Femcos.’ 
There must be a reason, There is, and it’s this: The ‘Femco' 
offers a guaranteed uniform quality, prompt delivery and unfailing 
courtesy.” 
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_. THE CUTLER-HAMMER MANUFACTURING COMPANY, 
Milwaukee, Wis., through its Chicago manager, R. M. Van Vleet, 
advises that owing to the increase in business in both controller 
and specialty departments, it has been found necessary to secure 
larger local offices and that two additions have been made to 
Mr. Van Vleet’s force: Horace L. Dawson as an engineering aid, 
and F. G. Horle as a member of the sales force. 


THE K. McLENNAN COMPANY, Chicago, the well-known 
manufacturers of Gale’s commutator compound, report a con- 
stantly increasing demand for their products. As is well known 
this compound is extensively used by dynamo and motor users, 
not only in the United States, but in almost every portion of the 
civilized globe. The company will submit samples and full par- 
ticulars to anyone who may not be familiar with this product. 


QUEEN & COMPANY, INC., Philadelphia, Pa., issue a three- 
leaf folder descriptive of their portable voltmeters and ammeters, 
the list being complete with code, range of scale, sensibility and 
price. The instruments listed are of the permanent magnet type, 


moving coil system, for direct-current only. They are the result , 


of many years’ experience in making high-grade scientific and 
testing instruments. The accuracy of calibration is one-fifth of 
one per cent. 


THE ELECTRIC SUCTION SWEEPER COMPANY, New Ber- 
lin, O., is distributing some literature describing and illustrating 
its electrical suction sweeper. This apparatus is a combined 
sweeper and vacuum cleaner and is handled as easily as an ordi- 
nary carpet-sweeper. Attachments are provided which remove 
dust or dirt from under stationary or heavy articles, and also 
from elevated objects, such as pictures, moldings, wall coverings 
and upholstered furniture. 


THE ELECTRIC GOODS MANUFACTURING COMPANY, 
Boston, Mass., has issued a telephone section of its nineteenth 
edition catalogue, in which it describes and illustrates the ex- 
tensive and practical line of telephone apparatus of its manu- 
facture. The convenient styles of equipment admit a wide range 
of choice and meet many special needs. This catalogue is espe- 
cially arranged to help the architect and contractor in the work 
of specifying and ordering, related subjects being near at hand. 


THE HORNBERGER TRANSFORMER COMPANY, Lafayette, 
Ind., has prepared a bulletin and price list of its standard lighting 
transformers, which are made up to sizes with a capacity of 200 
kilowatts. Silicon-alloy steel is exclusively used in the manu- 
facture of the modified type of these apparatus. As this improved 
steel was used in these transformers almost two years ago, the 
manufacturers feel that their pioneer experience with the ma- 
terial has been of great service in securing refinement of design. 


THE UNION ELECTRIC LIGHT AND POWER COMPANY, 
St. Louis, Mo., has prepared a really handsome bulletin to be sent 
to its local customers, describing and illustrating in detail the 
varied line of electrical heating devices that are now on the 
market. Specifications and price are given in each case. The 
company maintains & continuous electrical exhibition of these 
devices at its show rooms, Tenth and St. Charles Streets, and 
also offers customers a free trial of any piece of apparatus in 
their homes. 


GEORGE W. JACKSON, INC., Chicago, has brought out a 
souvenir booklet of its disposal station department that is of 
unusual typographical excellence and technical and popular in- 
terest. The methods of carrying off city waste, excavation spoil, 
refuse and snow from the congested downtown district of Chi- 
cago by means of the freight tunnel system and river scows 
are described and illustrated and will prove an absorbing chapter 
for one who is interested in the great and peculiar problems un- 
dertaken by this corporation. 


THE FORT WAYNE ELECTRIC WORKS, Fort Wayne, Ind., 
has compiled a practical guide for transformer testing which is 
simply written and diagrammed so as to be of service to the 
practical central-station operator. The guide contains accurate 
directions for making the usual insulation, copper-loss, core-loss, 
impedance, ratio, polarity, heat and regulation tests, as well as 
an amount of useful data in connection with these determina- 
tions. Bulletin No, 1109 illustrates the line of engine-driven 
multiphase alternators manufactured by the Fort Wayne Electric 
Works. 

THE AMERICAN BOILER ECONOMY COMPANY, North 
American Building, Philadelphia, has prepared a handsomely exe- 
cuted treatise describing the Copes boiler-feed regulator. In 
turn, the several advantages to be gained by automatic regula- 
tion are taken up, such as protection to the boiler, protection 
to the engine or turbine, saving of cylinder oil, lessened fric- 
tion and wear in the engine, higher efficiency of super-heaters, 
higher efficiency of engines and turbines, and greater economy 
from exhaust steam feed-water heaters and fuel economizers. 
The engineering considerations of these points are brought out 
fully, bull’s-eye charts from recording thermometers being shown, 
for instance, to demonstrate the fuel-saving realized by holding 
the feed always equal to the evaporation. In addition there are 


ELECTRICAL REVIEW AND WESTERN ELECTRICIAN 


Vol. 583—No. 26 


numerous illustrations showing installations of Copes regulators, 
also the manner of operation and construction of the regulator 
and of the Copes pump governor employed to insure a constant 
excess of pressure in the feed line. This appliance is especially 
valuable in large plants where the water level must be main- 
tained in a great number of boilers and should be of interest 
to consulting, designing and managing engineers. 


THE COMMONWEALTH EDISON COMPANY, Chicago, main- 
tains its repair shops at 76 Market Street, which are said to be 
one of the largest and best-equipped repair shops in the world. 
The company is in a position to handle any Kind of repair work, 
whether mechanical or electrical. The completeness of the equip- 
ment, it is stated, guarantees lowest costs, while the facilities 
for turning out work quickly are exceptonal. Temporary motors 
will be installed, when required, so that the service will not be 
interrupted. Repair work of any kind will be called for and 
delivered without extra charge. 


J. B. TAYLOR & COMPANY, New York, have been incor- 
porated under the laws of the state of Delaware, with a capital 
stock of $500,000, for the purpose of entering the field of en- 
gineering, construction, reorganization and the financing of street 
railway, steam railroads, water works, gas, electric light and 
organization propositions. The company has offices in the Hud- 
son Terminal Building. Taylor & Company have already secured 
a contract to build the Sanoody Valley Railroad, connecting with 
the Mobile & Ohio Railroad at Sucarnochee, Miss., and are organ- 
izing a capable engineering and construction force. 


THE STANDARD ROLLER BEARING COMPANY, Philadel- 
phia, Pa., is distributing an {flluminative list of the extensive 
floor spaces occupied by its various departments. The company 
believes that its broad experience in supplying over a million 
bearings of various types, for all classes of work, has resulted 
in the accumulation of much data of inestimable value, from 
which it is enabled to design bearings for all loads and speeds. 
Manufacturing over fifty types of ball and roller bearings, all 
having their proper uses, the company is naturally well equipped 


to recommend the proper bearing for any specific condition or 
purpose. 


THE JOSEPH DIXON CRUCIBLE COMPANY, Jersey City, 
N. J., in the December number of Graphite illustrates the use of 
graphite points on lighting rods protecting tall chimneys. The 
tip is made with a pointed graphite pencil, one inch in diameter 
and five inches in length, set into a cap to fit standard pipe. A 
hole drilled part way up the axis of the graphite rod receives 
the copper conductor cable, which is held in place by a set- 
screw. The Alphons Custodis Chimney Construction Company, 
which has been using these tips, reports that not a single chimney 
thus protected has been damaged by lightning, although there are 


numerous records of similar but unprotected structures sustaining 
severe injury. 


THE CENTRAL ELECTRIC COMPANY, Chicago, is dis- 
tributing a circular on “Combat” ignition batteries for automobile 
and gas-engine service. The circular contains a full description 
of the battery construction, and also gives directions for charg- 
ing from the regular lighting circuits. It is asserted that cor- 
rosion at the binding posts is made impossible by the arrange- 
ment of the terminals. The company is also distributing several 
new fliers on condulet and box receptacles to fit the various 
makes of boxes now on the market. In the new design it is 
declared that the amount of breakage is minimized and further- 


more that the contacts are of capacity to withstand extremely 
heavy overloads. 


THE AMERICAN BATTERY COMPANY, Chicago, Ill., has 
published a sixteen-page booklet describing American electrolytic 
rectifiers. The construction, use and maintenance of the rectifiers 
are subjects treated at length in several pages. American recti- 
fiers are made in a variety of styles and sizes designed to meet 
the demand for a low-price converter for making use of an 
alternating-current supply for the charging of storage batteries 
of from one to fifty cells of any capacity up to 300 ampere-hours. 
They may be profitably used in the charging of storage batteries 
of the ignition type for electric vehicles, storage batteries for 
dentists’ and physicians’ use, for telephone, telegraph and signal 
work, and for many other applications. 


THE GENERAL ELECTRIC COMPANY, Schenectady, N. Y. 
in bulletin No. 4630 lists and describes its direct-current port: 
able type DP instruments, which have been designed for 
laboratory and genera] testing purposes. These instruments are 
constructed to be well protected from mechanical injury and 
from the effect of stray fields. The indications of the pointer are 
rendered dead-beat. This line of instruments comprises am- 
meters, voltmeters, milammeters and millivoltmeters. General 
Electric bulletin No. 1629 is devoted to automobile accessories 
manufactured by the company. The apparatus illustrated consists 
of charging panels of various types, automobile instruments ana 
incandescent lamps, motor-generator sets, automobile motors and 


controllers, battery-charging rheostats, low-tension magnetos, air- 
compressor outfits, ete. 
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RECORD OF ELECTRICAL PATENTS. 


Issued (United States Patent Office) December 15, 1908. 


906,509. ELECTRIC WATER VALVE. George P. Carroll, Bridge- 
port, Conn. Filed March 25, 1907. The port is automatically 
held open by an electromagnet when power is on the line. 


906,513. TELEPHONE SYSTEM. William W. Dean, Chicago, Ill., 
assignor to Kellogg Switchboard and Supply Company, Chi- 
cago, Ill. Filed November 11, 1903. Relates to a special ar- 
rangement of supervisory and cut-off relays. 


906,523. SELECTIVE MECHANICAL OPERATOR. Edwin R. 
Gill, Yonkers, N. Y. Filed March 12, 1906. A machine ele- 
ment intended to be brought to a predetermined position has 
a main impelling device adapted to move step by step by 
means of a magnet and its armature. 


, 906,550.—NERNST LAMP. 


£06,550. ELECTRICAL INCANDESCENT LAMP. Walther Nernst, 
Gottingen, Germany, assignor to Nernst Lamp Company, Pitts- 
burg, Pa. Filed October 20, 1897. The heating coil for a 
Nernst lamp is described. 


906,556. VULCANIZER. Frank C. Perkins, Buffalo, N. Y., assignor 
of one-half to Ferdinand E. Finsterbach, Buffalo, N. Y. Filed 
October 9, 1907. A heating chamber has a removable wall 
with inner and outer sockets secured to it, the inner socket 
receiving an incandescent lamp and the outer socket a plug 
for the feed wires. 


906,576. ELECTRIC CONTROLLER. Clarence L. Taylor, Alliance, 
Ohio, assignor to The Morgan Engineering Company, Alliance, 
Ohio. Filed February 21, 1908. In combination with a casing 
containing oi! is a contact drum, a set of contact fingers and 
Operaiing mechanism, all supported by and removable with 
the hinged cover. 


906,582. AUTOMATIC TRAIN STOPPER. Charles D. Tisdale, 
Randolph, Mass.; Frank L. Tisdale, administrator of said 
Charles D. Tisdale, deceased. Filed May 16, 1907. A loco- 
motive has a brush fixed to its pilot and adapted to engage 
a fixed track contact, a battery being grounded on the wheels 
and an electric motor adapted to operate the air-brake valve. 


906,599. MAGNET SHIELD. Charles E. F. Ahlm, Cleveland, 
Ohio, assignor to Electric Controller and Supply Company. 
Filed January 13, 1908. A lifting magnet with an inner and 
an outer pole has a magnetizing winding between the poles 
and an annular shield for retaining the winding. 


906,602. PRIVATE-BRANCH-EXCHANGE TELEPHONE SYSTEM. 
Frank Arens, Cincinnati, Ohio. Filed December 28, 1907. In 
combination with the cord mains is a shunt circuit controlled 
by the relays. 


906,615. REPAIRING AND TESTING MEANS FOR CONTACT- 
LESS THERMAL PROTECTORS. Frank B. Cook, Chicago, Ill. 
Filed July 28, 1905. A repairing tool comprises a handle, a 
metallic contact strip and a lever pivoted on an insulating 


support and provided with a thumb-piece adapted to be de- 
pressed. 


906,618. PERFORATOR FOR PREPARING TELEGRAPHIC 
TRANSMITTING TAPES. Patrick B. Delany, South Orange, 
N. J., assignor to The Telcpost Company of Maine, Augusta, 
Me. Filed April 16, 1902. An electromagnetic perforator 
consists of a key, a pole-changer magnet controlled thereby, 
a differentially-wound polarized relay and punch magnets con- 
trolled by the relay and pole changer. 


306,636. RAILWAY SAFETY SYSTEM. Janko Kovacevic, Youngs- 
town, Ohio. Filed October 14, 1907. The railway is equipped 


with three parallel contact strips controlling a signal on the 
locomotive. 


906,649. SHOAL-WATER ALARM. Patrick McCarthy, Cleveland, 
Ohio. Filed June 1, 1908. The ship carries a drag cable with 
an inclined blade at its free end and an electric alarm to 
indicate when the device is in contact with the bottom. 


906,659. COMBINATION PUMP AND COMPRESSOR SYSTEM. 
Walter J. Richards, Milwaukee, Wis., assignor to The Na- 
tional Brake and Electric Company, Milwaukee, Wis. Filed 
July 9, 1908. A motor drives either one of two pumps through 
a pair of magnetic clutches. 


906,669. ELECTROLYTIC APPARATUS FOR USE IN THE 
MANUFACTURE OF BLEACHING LIQUORS. Alfred Vogel- 
sang, Dresden, Germany. Filed March 5, 1907. A number 
of compartments are situated one above another in a stair- 
like manner, an electrode between two successive compart- 
ments extending upwardly and forming a wall for the com- 
partment next above it. 


906,682. ELECTRIC FURNACE. Kristian Birkeland, Christiania, 
Norway. Filed January 5, 1907. A long electric furnace has 
distanced electrodes to produce a long arc and electromagnetic 
means to distort the arc into a helix. 


906,726. APPARATUS FOR DETINNING TIN SCRAP. Meredith 
Leitch, Elizabeth, N. J., assignor to Metal Process Company. 
Filed February 28, 1907. In combination with a stationary 
cathode and an anode is a tank for the electrolyte and a 
hydraulic plunger for lowering and raising it. 


906,729. IGNITION TIMER FOR INTERNAL-COMBUSTION 
ENGINES. Francis C. Mason and Guy L. Sintz, Grand Rapids, 
Mich., assignors to Norman W. Chamberlin, Grand Rapids, 
Mich. Filed October 26, 1906. A rotative shaft carries a 
tubular head and a yoke with a contact. 
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906,576.—_ELECTRIC CONTROLLER. 


906,738. SNAP-SWITCH. Johann G. Peterson, Hartford, Conn., 
assignor to The Arrow Electric Company, Hartford, Conn. 
Filed April 10, 1908. The actuating mechanism has a pole- 
carrying plate with integral arms upturned from diametrically 
opposite edges and perforated pole plates slipped upon the 
arms. 


906,739. ELECTRIC-SWITCH RECEPTACLE. 
son, Hartford, Conn., assignor to The Arrow Electric Com- 
pany, Hartford, Conn. Filed September 16, 1908. Describes 
the construction and method of mounting the cover for the 
receptacle. 


906,740. PUSH-BUTTQN ELECTRIC SWITCH. Johann G. Peter- 
son, Hartford, Conn. Assignor to the Arrow Electric Com- 
pany, Hartford, Conn. Filed September 16, 1908. A two-button 
oscillating switch. 


906,749. APPARATUS FOR OPERATING WINDOWS. Wilson 
B. Strong, Easthampton, Mass. Filed December.5, 1907. Com- 
prises two electric motors with a winding drum secured upon 
each shaft, a cord wound upon each drum and adapted for 
connection with each sash. 


906,762. PUSH-BUTTON. Henry 
Filed November 30, 1907. 
that fits over a cup. 


Johann G. Peter- 


Wilhelm, New York, N. Y. 
The button passes through a cap 
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906,787. INSULATOR PIN. Charles G. Ette, St. Louis, Mo., 
assignor to Ette Investment Company, St. Louis, Mo. Filed 
May 4, 1908. A metallic pin is provided at its lower end 
with an integral tongue that is adapted to be bent into en- 
gagement with the cross-arm. 


906,799 and 906,800. LOCK AND BLOCK-SIGNAL SYSTEM. 
Robert J. Hewett, Westfield, N. J., assignor to The Hall 
Signal Company. Filed January 10, 1908. A circuit connect- 
ing signaling stations has circuit-breakers interposed in it and 
controlled by the traffic and means acting automatically to 
lock a manual controlling member and transmit a relese when 
the circuit has been closed. 


906,861. ELECTRICAL BLOCK-SIGNALING SYSTEM FOR RAIL- 
WAYS. George H. Brown, Belfast, Ireland. Filed Sep- 
tember 20, 1907. There are in combination conductors on the 
track, audible and visible electrical signaling devices on the 
engine and similar devices in each signal cabin. 


906,926 and 906,927. ELECTRICAL APPARATUS FOR TIMING 
CLOCKS AND WATCHES. Wilson E. Porter, New Haven, 
Conn., assignor to New Haven Clock Company, New Haven, 
Conn. Filed April 27, 1908. A timing mechanism is located 
in an electric circuit and provided with a rated pointer driven 
in unison with the master clock. 


906,928. METHOD OF MAKING DYNAMO BRUSHES. Georg 
Preuss, Charlottenburg, Germany. Filed July 31, 1906. Pure 
graphite is moistened with nitric acid and afterward heated, 
the graphite forms resulting being provided electrically with 
a metal coating and then formed and pressed into brushes. 


906,939. ELECTRICALLY-OPERATED GUN CONTROL, James 
B. Ryan, Hoboken, N. J., assignor to Stephen A. Farrell, 
Brooklyn, N. Y. Filed February 3, 1908. There are means 
controllable by the undesirable motions of a vessel for re- 
versing the motor and another mechanism similarly con- 
trolled for varying the energy supplied to the motor. 


906,984. RETRIEVING MECHANISM FOR TROLLEY POLES. 
Martin L. Addington, Indianapolis, Ind., assignor of one-third 
to John E. Hafner, Indianapolis, Ind. Filed March 3, 1908. 
A rotary drum has separate cords attached thereto to simul- 
taneously wind and unwind respectively and an automatically 
actuated motor connected with one of the cords. 


$06,990. ELECTRICAL HEATING APPARATUS. Clifford D. 
Babcock, New York, N. Y., assignor to United Wireless Tele- 
graph Company, New York, N. Y. Filed July 24, 1907. Com- 
prises a number of bare uninsulated coils arranged one above 
the other in a vessel. . 

946,991. OSCILLATION DETECTOR. Clifford D. Babcock, New 
York, N. Y., assignor to United Wireless Telegraph Company, 
New York, N. Y. Filed October 2, 1907. Consists of a tħermo- 
electric couple and a local circuit in combination with means 
for converting the energy of the oscillations into heat and 
thereby elevating the temperature of the couple. 


906,8618. —ELECTROMAGNETIC TELEGRAPHIC- 
TAPE PERFORATOR. 


906,994. TROLLEY. Frederick C. Bauer, Sr., and Frederick C. 
Bauer, Jr., Camden, N. J. Filed May 1, 1908. The wheel has 
a central groove with deep spiral grooves on either side. 


907,002, SPARK PLUG. Henry L. Brownback, Norristown, Pa. 
Filed January 15, 1908. A shell is formed with a fixed arm 
projecting within and a number of sparking points projecting 
in opposite directions from the terminus of the arms. 


907,061. METHOD OF DETINNING TIN SCRAP. Meredith 
Leitch, Springfield, Mass., assignor to Metal Process Com- 
pany, New York, N. Y. Original application filed February 28, 
1907, Divided and this application filed September 19, 1908. 


The method consists In driwing The ONENIOIOUEEONEH y tc 
out of the bath from beneath the surface and returning it to 
the bath at a point bclow the surface. 


907,062. TELEPHONE DROP. Tiodolf Lidberg, Chicago, Il. 
assignor to Swedish-American Telephone Company, Chicago, 
Ill. Filed November 26, 1906. An armature and latching 
mechanism is secured to the stationary part and a removable 
electromagnet is arranged for insertion or withdrawal relative 
to the support. 


907,083. RAIL BOND. Edwin H. McHenry, New Haven, Conn., 
assignor of one-fourth to Charles H. Morrison, New Haven, 
Conn. Filed March 16, 1908. Consists of a spring steel core 
provided with a coating of copper. 


907,088. ELECTRIC TIME-SWITCH. Ole P. Noisom and Carl J. 
Lindewald, South Bend, Ind.; said Lindewald assignor of 
one-half to said Noisom. Filed January 27, 1908. Comprises 
a switching clement movable in a circular path with a step- 
by-step movement. 


6 
906,990.—_ELECTRIC HEATER. 


907,098. PUSH-BUTTON SWITCH.- George B. Thomas, Bridge- 
port, Conn., assignor to The Perkins Electric Switch Manu- 
facturing Company, Bridgeport, Conn. Filed June 5, 1908. 
A switch has two push-buttons and an oscillating operating 
lever with connecting links pendent from ends thereof. 

907,106. THREE-POSITION MOTOR SIGNAL. Clarence W. Cole- 
man, Westfield, N. J., assignor to The Hall Signal Company. 
Filed September 27, 1907. Electrically-operated locking and 
releasing means consist of a step pivotally mounted on the 
signal actuating member. 

907,108. INSULATOR FOR CIRCUIT-BREAKERS. Leonard L. 
Elden, Dorchester, Mass., assignor to Sears B. Condit, Jr.. 
Boston, Mass. Original application filed June 20, 1901. Divided 
and this application filed December 2, 1903. An oil switch 
has an oil well removably suspended in position to submerge 
the electrodes in all their operative movements. 


PATENTS THAT HAVE EXPIRED. 


Following is a list of electrical patents (issued by the United 

States Patent Office) that expired December 22, 1908: 

465,444. ELECTRIC SWITCH. H. Barton, London, England. 

465,469. ELECTRIC-RAILWAY TROLLEY. C. S. Foster, Whites- 
borough, N. Y. 

465,511. ELECTRIC SNAP SWITCH. Wm. S. Andrews, New 
York, N. Y. 

465,512. RHEOSTAT. W. S. Andrews and A. K. Warren, New 
York, N. Y. 

465,514. ELECTRIC ARC LAMP. H. P. Ball, Brooklyn, N. Y. 

465,525. ELECTROLYTIC APPARATUS FOR TREATING 
METALS. E. S. Hayden, Waterbury, Conn. 

465,592. GEARING FOR ELECTRIC MOTOR CARS. O. F. 
Evans, Columbus, Ohio. 

165,594. SYSTEM OF ELECTRICAI. DISTRIBUTION. F. 0. 
La Roche, Philadelphia, Pa. 

465,602. ELECTRIC CIRCUIT-CLOSER FOR BURGLAR 
ALARMS. Wm. C. Thompson, Minneapolis, Minn. 

465,613. ELECTRIC RAILWAY. Wm. H. Applegate, Atlantic. 
Iowa. 

465.618. ELECTRIC SWITCH. G. E. Painter, Baltimore, Md. 

465,648. COMBINED SIGNAL AND TELEPHONE SYSTEM. T. 
W. O’Brien, Wilkes-Barre, Pa. 

165,685. ELECTRIC ARC LAMP. H. C. Waldecker, Austin, Minn. 

465,805. MEANS FOR TURNING ON AND OFF ELECTRIC 
CURRENTS. T. C. Smith and B. D. Acker, Philadelphia, Pa. 

465,806. ELECTRIC-RAILWAY TROLLEY. F. J. Sprague and 
P. F. O'Shaughnessy, New York, N. Y. 

465.808. DYNAMO-ELECTRIC MACHINE. 
Switzerland. 


465,809. ELECTRICAL TESTING INSTRUMENT. 
Jr., Englewood, N. J. 


R. Thury, Geneva. 


R. Varley. 
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BUILDERS OF 


Steam Turbines and Generators 
In Capacities from 300 K. W. to 20,000 K. W. 
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Allis-Chalmers Steam Turbines operating in parallel with other prime 
movers in the power house of one of the large steel companies. 


Standard Condensing Turbines 


Standard condensing steam turbines, as shown in the above illustration, which receive steam at high boiler pressure and 
exhaust into vacuum, built by us for ordinary power generation. | 


Non-Condensing and Partially Condensing Turbines 


Non-condensing steam turbines which receive steam at high boiler pressure and exhaust against atmospheric or higher 

ck pressure, for use where all of the exhaust steam is required for heating, or similar purposes; also steam turbines which 

receive steam at high boiler pressure, exhausting a poftion into vacuum and the balance against. atmospheric or higher back 
pressure, for use where only a part of the exhaust steam is required for heating or similar purposes. | 


Low-Pressure Turbines 


Low-pressure steam turbines which receive the exhaust steam from reciprocating or intermittently operating engines, at 
about atmospheric pressure, and exhaust into vacuum. ‘These turbines afford the cheapest and simplest means for increasing 


oth the capacity and the efficiency of either condensing or non-condensing engine plants, by converting residual steam energy 
(heretofore wasted) into useful power. | 


General Offices: MILWAUKEE, WISCONSIN 
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POSITIONS WANTED 


a 


The rate for “Positions Wanted” 
advertisements of forty words or 
less is one dollar an insertion; ad- 
ditional words two cents each, pay- 
able in advance. Remittances and 
copy should reach this office 
later than Monday, 12 o'clock noon, 
for the next succeeding issue. 

Replies may be seni m care 0 
Electrical Review and Western Elec- 
trician, 507 Marquette Building, Chi- 
cago, or 13-2I Park Row, New 
York. 


es 


POSITION WANTEO— As chies engi: 


neer in electric- 

lighting and power plant up to 6,000 

horsepower, or superintendent of 

smalier plant; can refer to the best 

men in the steam and mechanical 

engineering field; 86 years old, mar- 

ried; don’t drink; steam turbine ex- 

ence; @ money saver and can prove 

t Wm. Westerfield, Box 764, Lin- 
coln, Neb. 


a 


POSITIONWANTED—7° gh n ica 2 


large experience in stalling and 
maintenance wants position as man- 
ager of lighting or street-railway plant 
in city of not less than 15,000. Best 
references. A business getter. Box 
1086, care of Electrical Review and 
Western Electrician, Chicago. 


= 


WELP WANTED 


e 


The rate for “Help Wanted” ad- 
vertisements of forty words or less 
is one dollar and fifty cents an m- 
sertion; additional words three cents 
each, payable in advance. Remit- 
tances and copy should reach this 
ofice not later than Monday, 12 
o'clock noon, for the next succeed- 
ing issue. 

Replies may be sent in care of 
Electrical Review and Western Elec- 
trician, 507 Marquette Building, Chi- 
cago; or 13-21 Park Row, New 

ork. i 


WANTED —. thoroughly competent 


ctrician by a modern 
electric light and power plant, 1,000 
kilowatts capac iy. in soythern city. 
Want a thorough an practical 
worker, familiar with every detall of 
line construction and inside and out- 
side wiring. Must be able and willing 
to supervise, also do work, and able 
to take care of transformers, meters, 
motors and arc lamps, and see that 
customers’ service and all lines and 
properties of the company outside of 
power house are kept in first-class 
condition. Must be reliable and of 
good character and habits. Good op- 
portunity for advancement for right 
man. Give experience and references. 
Address No. 1031, care of Electrical 
BoT and Western Electrician, Chi- 

0. 


WANTED— Inspection engineer, to 


take charge of men in 
inspection and testing of the product 
of the shop of a direct-current dy- 
namo and motor factory. Must be 
well educated, experienced and capa- 
ble of PM Sica ee ieee Box 1033, 
care o ectrical Review and We 
Blectrician, Chicago. i 


- crout, or 8. C. Wilson, 


———— 


PROPOSALS 


ne 


The rate for “Proposal” adver- | 


Hsements is 15 cents per line, pay- 
able in advance. Remittances and 
copy should reach this office not 
later than Monday, 12 o’clock noon, 
for the next succeeding issue. 


ms 


f APPLICATION FOR BIOS TO LIGHT 


THE CITY OF OLNEY—Sealed D138 


ceived up to noon, Tuesday, January 
12, 1909, for furnishing the city of 
Olney, Ill., with fourteen or more 
arc lights of 2,000-candlepower each 
and 114 or more incandescents, 40- 
candlepower each, for a period of ten 
years. Also for supplying commercial 
and resident lighting for the inhabi- 
tants of the city. 

The bidder whose bid is accepted. 
to receive a ten-year rranchise. 

Successful bidder to furnish a good 
and sufficient bond in the sum of 
$5,000 for the faithful compliance with 
the terms of the contract within nine 
months from the time the contract is 


let. 

The city reserves the right to reject 
any and all bids. 

Bids to be mailed to: 

Phil K. Wilson, mayor, or N. L. 
š Olney Ill., 
Fire and Light Committee. 


ee 
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MISCELLANEOUS 


a 


The rate for “Miscellaneous” ad- 
vertisements of forty words or less 
is one dollar and fifty cents an in-. 
sertion; additional words three cents 
each, payable in advance. Remit- 
tances and copy should reach this 
office not later than Monday, 12 
o'clock noon, for the next succeed- 
ing issue. 

Replies may be sent in care of 
Electrical Review and Western Elec- 
trician, 507 Marquette Building, Chi- 


cago, or 13-21 Park Row, New . 


York. 


re 


WANTEO TO LEASE— {By a success. 


ful manager) 
A central station plant in a good town 
of 2,000 to 10,000: population, located 
somewhere in this great Mississippi 
valley. Will lease for a long term or 
will manage same on salary. Address 
1035, care of Electrical Review and 
Western Electrician, Chicago, Tl. 


SUBSCRIBB FOR THE 


Inventive Age 


ONE DOLLAR A YEAR 


Contains index of all patents 


issued each week, and other 
Address 


useful information. 


INVENTIVE AGE PUBLISHING CO. 
National Union Bidg. 


WASHINGTON, D. C. 


Vacuum Drying and Impreg- 
nating Machines 


MANUFACTURED BY 


Buffalo Foundry and Machine Company, 


BUFFALO, N. Y. 


Suite 20-25, National Union Bidg. 
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You who are Troubi 
ed 
with Sparking and Cutting 
of Gommutators to Use 
The only article that will Pre 
Sparking. Will keep the comma utetor 
in good condition and Prevent Outting. 
Absolutely Willi Not Gum 
Li -- the Br 
S DECON DAUA 2 It will put that high gloss on the commu- 
- tator you have so long sought after, 
K. McLEA@NAN & CO. 
Sole Manufacturers 
Room 411, Inter Ocean Bldg., 
130 Dearborn St., Chicago, I 


50 Cts. per Stick. $5.00 per Dozen 
For Sale by all Supply Houses, or 
FREE, Sample Stick 


Peirce Steel Brackets 
Peirce Expansion Bolts 
Peirce Hammer Drill 


PEIRCE SPECIALTY COMPANY 
ELKHART, INDIANA. 


“PATTERSON” 
FLOOR BOX AND RECEPTACLE 
No. 3000 


List price, $4.00—Discount, 504. The 
quickest cut in Floor Box made, 
Try the “PA@PERSON” once and you'll 


always specify it. 
Atall Jobbar, or of the manufacturers, 


STANLEY & PATTERSON 
28 Murray St.—27 Warren St. 
New York, U. S. A. 


National Code Standard. 6 Amp.—20 V. 


PATENTS, Trademarks and Copyrights 


Send your business direct to Washington. Saves time and insures better service. 
PERSONAL ATTENTION GUARANTEED 


25 Years’ Active Practice. © Specialty: ‘Working on the Failures of Others.” 


SIGGERS & SIGGERS, Patent Lawyers 
WASHINGTON, D. C. 


FOR SALE 


DYNAMOS | 
MOTORS METERS 


ARC LAMPS 


TRANSFORMERS 
ELECTRIOAL SUPPLIES 


We rent Electrical Machinery. 


We repair all makes of Electrical 
Apparatus. 


Send for our latest complete bargain book 
and net prices. 


——— 
ee 


QUARANTEE ELECTRIO 00. 


Adams and Clinton Sts., x é CHICAGO 
EDWIN R. ROCKWELL, General Manager 


—_— ee ee 
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December 26, 1908 ELECTRICAL REVIEW AND WESTERN ELECTRICIAN 41 


Prepared always scientifically to meet requirements of each individual case, is essential to the successful and economical operation 
of every boiler room. Cost of treatment per thousand gallons VERY LOW. Gallon of water required for analysis. 


DEARBORN DRUG & CHEMICAL WORKS 


i. ROBT. F. CARR, President General Offices and Laboratories, Postal Telegraph Bldg., CHICACO 


GAS ENGINE 


DOUBLE AND 
SINCLE ACTING 


| MS gm | THE BUCKEYE 4-STROKE CYCLE 


The highest type of 
= pme E HEAVY Duty engines on 
N' the market. Built in pow- 
: ers from Soto 6,000 horses. 
i Catalog on application. 


DOU BLE-ACTING 


„= BUCKEYE ENCINE CO. 


i SALEM, OHIO, U. S. A. 
SINGLE-ACTING 
ed 
it THE BABOOCK & WILOOX COONMPANY, 85 Liberty Street, NEW YORK 
i Baboook & Wiloox, Stiriing, A. & T. Horizontal, OCahall Vertical 
F Btoam Superheaters Mechanical Stokers 
a WORKS: BAYONNE, N. J.; BARBERTON, OHIO 
K BRANCH OFFICES: SAN FRANCISCO, 99 First Street CHICAGO, Marquette Buliding HAVANA, CUBA, 116'⁄2 Calle de Ja 
k: BOSTON, Delta Bullding NEW ORLEANS, 533 Baronne Street ATLANTA, GA., Candler Building Habana 
T PHILADELPHIA, North American Bid NVER, 435 Seventeenth Street CLEVELAND, New Engiand Bidg. LOS ANGELES, Trust Bulldin 


; DE 
PITTSBURG, Farmers’ Deposit Nat’! Bank Bidg. SALT LAKE CITY, 313 Atlas Block MEXICO CITY, 7 Avenida Juarez CINCINNATI, O., Traction Bldg. 


E 
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Quick Service 


a 
Electrical Repairs 


Our works are especially 
equipped for handling and 


repairing all kinds of elec- 


trical machinerv promptly. 
We make a specialty of re- 
winding armatures, refilling 
commutators, testing and 


recalibrating motors and 
instruments, etc. Manu- 
facturers using considerable 
electrical power are re- 
quested to write us regard- 
ing getting special rates. 


We are now doing all the 


repair work for some of the 
Sea 
largestconcerns in America. 


GREGORY ELECTRIC CO. 


CHICAGO 
Established 1893 


(2 
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Alcohol from Natural Gas 
Will Rival Gasoline for 
Light, Heat and Power. 


A new industry that will rival gaso- 
line is that of denatured alċohol for 
light, heat and power. Five thousand 
feet of natural gas costs 6 cents per 
1,000 feet, containing 94 per cent of 
methane, will produce 60 gallons of al- 
cohol; 5 gallons alcohol equals one cord 
of hardwoo@ or one and three-tenths 
tons of soft coal in heat units. On the 
basis of 100 horsepower, 10 hours’ run, 
one year, alcohol at 30 cents per gal- 
lon approximates $234; coal at $4 per 
ton, $3,400; the yearly saving equals 6 
per cent on a capitalization of $65,000. 
We propose to your commercial club 
to establish a new industry, manufac- 
turing alcohol from natural gas at low 
cost, employing from 10 to 45 men, 
according to the capacity of the plant. 
Alcohol is a necessity on land and 
sea. The automobile and the navies 
of the world use it; the market de- 
mands it. We are ready to negotiate 
for this new manufacturing industry 
in your locality. Will you allow us to 
come in? 

If so, address THE CONTINENTAL 
NATURAL GAS ALCOHOL CO., 
WHEELING, W. VA. 


POPULAR ELECTRICITY 


in Plain English 


CENTRAL-STATION MANAGERS—FEvery number of Popular 
Electricity explains to the people—your customers—way of doing 
things electrically, applications of electricity in the home, in the 
office, in the aron. You cannot imagine a more prolific form of 
advertising than to have this magazine in the home of everyone of 
your customers to show them where it will be to their advantage to 
use morecurrent. Your prospective customers should read Popular 
Electricity. They will read of a hundred reasons why they should be 
‘on the Service.” 


We have a plan whereby we can co-operate with you. Write us 


MANUFACTURERS AND DEALERS—Anything which inter- 
ests the people in the use of electricity furthers the sale of your 
product. Your assistance will be valuable in building up our 
circulation. We want hustling representatives in your plant and in 
your town. Lend a hand to help a “game” which “boosts” yours. 


ELECTRICAL WORKERS—Popular Electricity is not only 
interesting but keeps you posted on ihe latest developments in all 
lines of electrical development. While non-technical, many high- 
class engineers read it withinterest. Electricians read it. Mechanics 
readit. Telephone men, Telegraphers, Linemen—all are enthusiastic. 


Popular Electricity is issued monthly. One dollar per year; $1.50 
in Canada and foreign countries. 


Our regular offer to agents is very attractive, and as a little 
special inducement we are going to give five free trips to the Chicago 
lectrical Show. Write at once for particulars, 


Popular Electricity Publishing Co. 
Monadnock Block, Chicago 
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ALPHABETICAL INDEX TO ADVERTISERS. 


A Duvall, Jr., E. S...---- ier aieese . 56 
Dwyer Machine Co....-.---++++: .. 52 
Adams-Bagnall Electric Co.....-- 29 
Ahim, C. E. BP... seeeeeees certs . 46 
Aliis-Chaimers CO....-+seereeerere 39 E 
American Bell Telephone Ceres: 52 
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LAMP GUARDS 

Foster, Herbert T. 

Greenwood Mfg. & Supply Co 
LAMP-MAKING MACHINERY 


Dwyer Machine Co. 
Faba d & MoJunkin 


LAMPS, ARC 
A Electrio Co. 
Bissell Co., The F. 


Central Electric Co. 
Doubleday-Hill Electric Co. 
Excello Aro Lamp Co. 
pore. Wa Mlp e Flectrio Works 


J enera Electric. a 
Nernst Lamp Co. 
Queen & Co. 

Stave Electrical Co. 
Wesco Su ly Co. 
Western 


n Incandescent Lamp Oo. 


Jobne-Manville Co., H. W. > 
SAEIA 

y o Co. 
Standard Electri Co. 


LAMPS, MERCURY VAPOR 
Cooper Hewitt Electric Co. 


LIFTING MAGNETS 
The Electric Controller & Mfg. Ce. 
LIGHTING PLANTS 


c 

Stanley & Patterson 

Western Electric Co 

Westinghouse Electric & Mfg. Ce. 


o Co. 
Sore enous Electrio & Mfg. Co. 


LINE MATERIAL 


Bissell Co., The F. 
Jobpe Mesilla G Ço., H. W. 
an & 
Peirce k Some t Co. 


LOCOMOTIVES, ELECTRIC 
Jeffrey Mfg. Co. 


LUBRICANTS 
Dearborn Drug & Chem. Works 


MAGNET WIRES 
(See Wires and Cables) 


MAGNETIC CLUTCHES 
aria Electric Controller & Mig. Co. 


MAGNETIC FRICTION BRAKES 
The Electric Controller & Mig. Co. 


MAGNETIC 1C SOLENOIDS 

The El Electric Ham@controlier & Mig. Co. 
M TARGE MOTORS ai 
The Olectric Heo Con & Míg. Co. 


MALLEABLE CASTINGS 
Jeffrey Mfg. Oo- 
MAST-ARMS ae 
° Co. ‘5 
Bie TH. 
a 
er & Co., Ine. 


Phosphor-Bronse Smelt, Co 
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c Co. 
Westinghouse ‘Electric & Mfg. Co. - 


MACHINE TOOLS AND MACHINERY 


CONTROLLERS FOR | 


“2. ‘fi 
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METERS 


Columbia Meter Co. 

Doubleday Hill Electric Co. 
Duncan Electric Mfg. Co. 

Fort Wayne Electric Works | 
General Electric Co. 
International Electric Meter Co. 
Johns-Manville Co., H. W. 
Pignolet M. 

Sangamo Electric Co. 
Westinghouse Electric & Mfg. Co. 
Weston Electrical Instrument Co. 


@ICA 
Chi Mica Co 
Mica Ins. Co 


Allis-Chalmers 
Jeffrey Mfg. Co. 


MOTORS 
(See Dynamos & Motors) 
SAME-PLATES 

Schwerdtle Stamp Co., The 


OUTLET BOXES 
Bossert Electric Construction Co. 


hawmut Co. 
Chicago Fuse Wire & Mfg. Oo. 
OUTLET BOX RECEPTACLES 
Benjamin Electric Mfg, Co. 


PAINTS, INSULATING _ 
Dixon veiho Co.,, J 
usetts Chemical 
Standard Paint Co 
PANEL-BOARDS 
Lang Electric Co., 
Trumbull Electric Mfc Go. | 
PATENT SOLICITORS 
Duval, Baw Edward E. 


Duval 
' Siggers Sigesrs 


r A 
Phosphor-Bronse Sm. Co., Ltd. 


PHOTOMETERS 
Dwyer Machi i 
Electric Motor & Equipment Co. 
PHOTOMETER STANDARDS 
Electrical Testing Laboratories 


PIGTAILS, CARBON BRUSH 
' Belden Mfg. Co. 


' PINIONS 
New Process Raw Hide Co. 


PLATINUM PRODUCTS 


American Pla 
Baker & Co. foum Works 


PLATINUM WIRE AND SHE 
: CRUCIBLES AND (D Dee PLATO 


American P 
Baker & oe Works 


PLUGS, ATTACHMENT 
Pass & Seymour, Ine. 


PLUGS, FUSE 
Pass & Seymour, Ineo. 


POLES, BRACKETS, 

ARS, CLIMBERS, bre, TES: CROSS- 
issell Co. 

Brad T gres F. 


Hall L. 

Doa n L, Elec 
Johns-Manville Co. ix ow 
Eellogs Switch. & Sup. Co. 
Kl Sons, Mathias 
Lindsley Bros. Co., The 
porpal] Pole Co. 

acific Coast P 
eel ole Co. 


Torrey hierar r & Lumber Co. 


Wittenbe 
orcester ( r Cedar C Po 


Wyckoff Pipe & IN Co 
PUMPING MACHINERY 

Allis-Chalmers Co, 

Minn. Steel & Machy. Co. 
PUSH-BUTTONS 

Cutler-Hammer Mfg. Co. 


Electric Goods | Mfg. 


nhattan El 
Partrick Car leotrical Supply Co. 


Ward Leonard Electric Co. 
RAIL BONDS 


Dae 
D con Co. 
General Electric Co. 
Johns-Manville Co., H. W. 
Electric Co. 
ing’s Sons Co., John A. 


RAIL NTS 
Rail - at Co. 


RAILWAY SPECIALTIES, ELECTRIC 


Blake o E & Mfg. Co. 
Central ce 

Doubledsy- -Hil EBetete Co. 
General Electric Co. 
Johns-Manville Co., LA be 

Rail Joint Company 

Westinghouse Electric va Mfg. Co. 


REFLECTORS 
Frink, I. P. 
Holophane Co 
National X-Ray Reflector Co. 
Phenix Glass Co. 
REPAIRS 


Commonwealth Edison Co. 
Gregory Electric Co. 
Guarantee Electrio Co. 
Waterbury & Co. 


RESISTANCE BANKS AND UNITS 


Cutler-Hammer M 
The Electric Controller 4 & Mfg. Co. 
Ward Leonard Electric Co. 


RESISTANCES 
Cutler-Hammer Mfg. Co. 


Simplex Electric Heati Co. 

Ward Leonard Electric Co. 
REVERSING CONTROLLERS FOR CRANES 

AND SIMILAR SERVICE 
Cutler-Hammer 

The Electric rainy & Mfg. Co. 
RHEOSTATS ` 

Crooker-Wheeler 

Cutler-Hammer M 

Cutter Electrical te Oo. 

General Electric 

Schureman Co., s L. 

Simplex Electrio Besse Os: 


Ward Leonard Electric 
Westinghouse Electric & Mfg. Co. 


RUBBER, MOLDED 
Massachusetts Chemical Co. 


SCALES, AUTOMATIC 
Avery Scale Co., The 


SCHOOLS AND COLLEGES 
Highland Park College 
SEALS 
Schwerdtle Stamp Co., The 


SECOND-HAND MACHINERY 
Bissell Se The F. 


Gregory E gotniò Co. 
Guarantee Electrio 
SHADES 


Foster, Herbert T. 
Hubbell, Harvey, Ine. 


SHADEHOLDERS 
Hubbell, Harvey, Inc. 
SIGNS, ELECTRIC 
Electric Motor & Equipment Co. 
Federal Electric Co. p 
Haller Sign Works, Ine. 
SLEEVINGS 
Belden Mfg. Co. 
Dunton Co., M. 


SMOKESTACKS, STEEL 
Minn. Steel & Machy. Co. 


SOCKETS 


Federal Electric Co. 
Hubbell, Harvey, Inc. 
Paiste Co., H 

Trumbull ‘Elnotric Mfg. Co. 


SOLDERING STICKS AND PASTE 


Allen Co., L. B. 
Belden Mfg. Co. 
Blake Si & Mfg. Co 
Burnley Battery & Mfg. Co. 
wmut Co 
Dunton Co., M. W 
| SOLENOIDS 
Ward Leonard Electric Co. 
SPARK COILS 
Electric Goods Mfg. Co. 
Holtzer-Cabot Elestric Co. 
Manhattan Electrical Supply Co. 
SPARKING POINTS 
Baker & Co., Inc. 


SPEAKING TUBES 


Central Electric Co. 
Manhattan Elec. Supply Co. 
Ostrander & Co., 

Wesco Supply Co. 

Western Electric Co. 


SPECIAL OVERLOAD NO-VOLTAGE AND 
RESET CIRCUIT-BREAKERS 
Cutler-Hammer Mf 
The Electric Cont ad, ay & Mfg. Co, 
Ward Leonard Electric Co. 


SPECIALTIES 


Benjamin Electric Mfg. Co. 
Chase-Shawmut Co. 
Cutler-Hammer Mfg. Co. 
Doubleday-Hill Electric Co. 
Novelty sae Tee Co. 

Paiste T 


SPEED INDICATORS 
Weston Electrical Inst. Co. 


SPRINGS 
Barnes Co., Wallace 
Cary Spring Works 
Manross, F. N. 


STAGE LIGHTING APPARATUS 
Chase-Shawmut Co. 


STANDARD CELLS 
Weston Electrical Instrument Co. 


STAPLES, INSULATED 
Blake Signal & Mfg. Co. 


STATIONERY, DIE EMBOSSED 
Wiggins Co., The John B. 


STEAM SPECIALTIES 
American District Steam Co. 
New Process Raw Hide Co. 


STEEL 
American Bridge Co 
Jessop & Sons, Ltd., Wm. 


STEEL STAMPS 
Schwerdtle Stamp Co., The 


STENCILS 
Schwerdtle Stamp Co., The . 


STOKI-RS 
Babcock & Wilcox Co. 
Westinghouse Machine Co. 


STORAGE BATTERIES 


ouse Machine 
Storage Battery 


suPPLiss a ELECTRICAL 
Gontzal Eiectrio Co. 


Manbattan Elec. Supply Co. 
Stanley & Patterson. 


Western Electric Co. 
Zenco Electrieal Supply Co. 


SWITCHBOARDS 
Allis-Chalmers Co. 
Bissell Co., The F. 

Bossert Electric Construction Co. 
C Wheeler Co. 


rocker- 
Doubleday-Hill Electric Co. 
Eaton Electrical Míg g. Co. 
Electric g. Co. 


Fort Wa Blecteic Works 
General tric Co. 
Trumbull Electric Mig. Co. 


Wagner Electrio Mfg. Co. 
Western Electric Cor 


Westinghouse Tecto & Mtg. Oo. - 


SWITCHES, ETC 
Central Electric Co. 
Cutler-Hammer Mf 
Cutter Electrical Mic Co. 
Doubleday-Hill Electric Co. 
Electric Controller & Mfg. Co. 
General Electric Co. 

Hart & Siete Mfg. Co. 
Hart M 

Lang Electric Co., The J. 
Lawrence Electric Co., F. D. 
Lord Electric Co. 

Pacific Electric & k Míg. Co 
Partrick, İkins Co. 
Pass & Seymour, Inc. 
Pettingell-Andrews Co. 
Trumbull Electric Mfg. Co. 
Western Electric Co. 
Westinghouse Electric & Mfg. Co. 


TABLET BOARDS 
Doubleday-Hill Electric Co, 


TAPE AND SPLICING COMPOUND 
Doubleday-Hill Electrie Co. 
Massachusetts Chemical Co. 
Minerallac Co. 

Okonite Co. 


TAPES 
Belden Mfg. Co. 


TELEPHONES 
Atwater-Kent Mfg. Qo. 
Automatic P Petas Co. 


c Co. 
Doubleda ait Electric Co. 
Electric fg. Co. 
Holtzer-Cabot Electric Co 

Kellogg Switchboard & Qi ply Co. 
Manhattan Electrical Supply Ta 
Novelty Electric Co. 

Stanley & Patterson 

Western Electric Co. 

Wire & Telephone Co. of America 


TELEPHONE SERVICE 
American Bell Telephone Co. 
Chicago Telephone Co 
New York Telephone Co. 


TESTING 
Electrical Testing Laboratories 


THEATER DIMMERS 


Cutler-Hammer Mfg. Co. 
Simplex Electric Heatin 9: 
Ward lee Electrio 


TIES, 
CLIMBERS, ETC 


Klein & Sons, Mathias 


Electric Storage Bat Co. 
Westi Storage beste ie pA 
: wd 


EOS ARO; BRACKETS, 
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TIME yaaa 
Bissell Co. eF. 
Hartford "iene Switch Co. 
Manhattan Electrical Aey Co. 


TOOL STEEL 
Jessop & Sons, Ltd., Wm. 


TOOLS 
Klein & Sons, Mathias 


TRANSFORMERS 


Allis-Chalmers Co. 
Crocker-W heeler Co. 
Doubleday-Hill te Go. Co. 


ae e Feoris orks 
International Electrio Meter Co. 
Kuhlman Electric Co. 

Moloney Electric Co. 

New York & Ohio Co. 
Thordarson Electric Mfg. Co. 
Wagner Electric Mfg. Co. 


estern Electric Co” 
Westinghouse Electric & Mfg. On. 


TROLLEY WHEELS 
Doubleday-Hill Electric Co. 
ohns-Manville Co.. H. W. 


TRUCKS, STORAGE BATTERY/AUTO 
Westinghouse Machine Co. 


TUBES ! 
Fibre Conduit Co. 
TURBINE GOVERNORS 


Co. 
Lombard Water-Wheel Gov. Co. 
TURPINES, STEAM l 
Ppt pear Co. 


Belden Mfg. Co. 
Dunton Co, M. W. 


VACUUM CLEANING MACHINERY 
General Compressed Air & Vacuum Ma- 
chinery Co. . 


VACUUM DRYING 


Buffalo Fdy. a Machine Co. 
Devine Co., J. P 


VARNISH, INSULATING 


Massachusetts Chemical:Co. 
Standard Paint Co. 


WATER-WHEELS 


Allis-Chalmers Co. 
Leffel & Co., Jas. 


WATER-WHEEL GOVERNORS 


Allis-Chalmers Co. 
Woodward Governor Co. 


WELDERS, ELECTRIC 
Warren Electric Mfg. Co. 


WINDERS, a a ROMASEEE 
Belden Mfg. Co 


WINDING MACHIN ERY 


American Insulating Machinery‘ Oo. 
New England Butt Co. 


WIRE CONNECTORS 
Belden Mfg. Co. 


Dossert & Co. 
Doubleday-Hill Electric Co. 
WIRES AND CABLES 


American Electrical Works 
Atlantic Insulated Wire & Cable Co. 
Belden Manufacturing Co. 
Bisho op Gu Sut Percha Co. 


Biss eF, 


Chicago Fuse Wire “Mfg. Co. 

Detroit Insulated Wire Co. 

Dielectric Co. of America 

Doubleday-Hill Electric Co. 

Driver-Harris Wire Co. 

Electric Cable Co. 

General Electrie Co, 

Habirshaw Wire Co. 

Hazard Mfg. 

Indiana ig. Co. & Insulated Wire Co. 

Lawrence Electric Co., F. D. 

Lowell Insulated Wire Co. 

Marion Insulated Wire & Rubber Co. 

Moore, Alford F. 

National Conduit & Cable Co. 

National India Rubber Co. 

New York Insulated Wire Co. 

Okonite Co., The 

Partrick, Carter & Wilkins Co. 

Phillips, Eugene F. - 

Phillips Insulated Wire Co. 

Eho Bey one Smelting Co., Ltd. 
ing’s Sons Co., Jobn A. 

Roa Electrical 

Standard Underground Cable Co. 

Waterbury Co. 

Wesco Supply ( Co. 

Western Electric Co- i 

Wire & Telephone Co. of America 


CONTRACTORS 


tnt DIRECTORY or ENGINEERS |in 


C. E. F. AHLM 


CONSULTING ELECTRICAL AND 
MECHANICAL ENGINEER 


Designs and Specifications 
Lighting and Power Plants 


614-615 Caxton Bldg., CLEVELAND, O. 
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HENRY H. HUMPHREY 


CONSULTING ENGINEER 


Isolated Lighting Plants 
Central Lighting Stations 
Industrial Power Plants 


Suite 1505, Chemical Bldg., St. Louis 


H. M. BYLLESBY & CO. 


(Incorporated) 


W. L. FERGUS & CO. 


CONSULTING MECHANICAL AND 
ELECTRICAL ENGINEERS 


1509 Fisher Bldg. CHICAGO 


ENGINEERS 


American Trust Building 
CHICAGO, ILL. 


EDWARD E. CLEMENT 


CONSULTING ENGINEER 
PATENT ATTORNEY 


Expert Opinions, Testimony in Court 

Cases, Reports on Validity and Infring je 

ment, Perfecting and Developing of In- 

ventions. Patents and Patent Causes. 
, OFFICE 

McGill Bldg., W ASHINGTON, D, C. 


J. H. HALLBERG 
CONSULTING ENGINEER 


ROBERT W. HUNT & C0. 


ENGINEERS 


Chicago, 1121 The Rookery 
__ New York, %9 West Street 
Pittsburg. Monongahela Bank Blig. 
London, Cannon Street, E. 0. London 
San Francisco, 425 Washington Street 
St. Louis, Syndicate Trust Bldg. 
Montreal, Canadian Express Bl 


THE ARNOLD COMPANY 
ENGINEERS 
CONSTRUCTORS 
ELECTRICAL-CIVIL-MECHANICAL 
181 La Salle Street, CHICAGO 


Electric Light, Power and Railway Plants 
—Sugeestions to Secure Economy, Speci- 
fications, Examinations and Reports. 
30 Greenwich Avenue NEW YORK 
Long Distance Telephone 4773 Chelsea 


Iron City Engineering Co. 


CONTRACTING ELECTRICAL 
ENGINEERS. 


Power and Light Installations , 
Bell L. D. Tel, 1599 Court 


Frick Building PITTSBURG, PA. | 


WILLIAM J. HAMMER 


CONSULTING 
ELECTRICAL ENGINEER 


Examinations, Reports, Tests, Supervi- 
sion, Expert Testimony, Laboratory In- 
vestigations. (Foreign Connections.) 


2% Cortlandt St. and 153 W. 46th St., N. Y. 


F. W. DARLINGTON 


MEM. A. I. E. E. 
CONSULTING, ELECTRICAL AND 
MECHANICAL ENGINEER 


1120 Real Estate Trust Building 
PHILADELPHIA, PA. 


Expert testimony, Estimates, Plans, Spec- 
ifications and Superintendence. Electric 
Railways, Electric Power, Electric Light, 
Steam Plants. 


F. B. BADT & CO. 


ENGINEERS AND EXPERTS 
Electrical and Mechanical 


Suite 1504 Monadnock Block, Chicago - 
Telephone Harrison 745 


DODGE & DAY 


ENGINEERS 
Mechanical—Electrical—Architectural 
PHILADELPHIA, PENN. 


Layout, Construction and equipment of 
industria) establishments. 

Send for Our New Bulletin 175 

“A MODERN INDUSTRIAL PLANT ” 


D.C. & WM.B.J ACKSON 
ENGINEERS — EXPERTS 


Members 


American Inst. of Electrical Engineers. 
American joc. of Mechanical Engineers. 
American Society of Civil Engineers. 


CHICAGO ‘e BOSTON 


PUTNAM A. BATES 


CONSULTING 
ELECTRICAL ENGINEER 


42 Broadway NEW YORK CITY 


GEO.T. HANCHETT 


CONSULTING and 
ELECTRICAL ENGINEER 


114 Liberty Street NEW YORK 


ELECTRICAL REVIEW PUBLISHING CO. 


sO7 Marquette Bidg.-, Chicago 


We will mail, postage prepaid, any scientific book published on receipt of price 


E er | 


——— 


PRACTICAL ILLUMINATION 


BY J. R. CRAVATH and V. R. LANSINCH 
This book, dealing with the lightin j i 
Lah, g of interiors by ar- reliable and unbiased tests giving information on the light 
Se ear E N much of the needed specific data for distribution of various illuminants with different globes, l 
owad a AAE E e e principles that should be fol- shades and reflectors are here published for the first time, | 
presented is of mek: a Bs Most of the information so as to be available to the engineer. A large part of the | 
eae AN aig: oe ure as to be valuable for the book is given largely to illustrations of various lighting 
| tonara] Sablic as well and applied with profit by the arrangements, with discussions of their desirable and un- 
The apparatus for the d : desirable features. The method of treatment throughout | 
up. but the utilization to the gsi telah ot pS et the Door has. booi 10 AENG prin ot na) 
; rantage oO e light actic: x S f int gene 
when produced is treated very thoroughly. Many tables of eae and then from ae 7; 
Cloth 
| | 370 Pages 400 Illustrations Price $3.00 net 


: d Sent Anywhere for the Price 


Marquette Bldg: 
CHI CA 4 ma) 


Send Your Orders | 


fou Orders” ELECTRICAL REVIEW PUBLISHING Go. 


aaa 


ras 


Digitized by NTO 
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ELECTRICAL — - 
MECHANICAL DI RECTO RY E N GINE E RS CONTRACTORS 
CONSULTING OF SPECIAL 


THE JOHN F. KELLY 
ENGINEERING CO. 
_ CONSULTING AND CONTRACTING 
ENGINEER 


149 BROADWAY NEW YORK 
Phone — 7250 Cortlandt 


EDWARD H. KITFIELD 


MECHANICAL ENGINEER 


53 State Street BOS: ON 


Electric Lighting and Street Railway 
Power Stations and Buildings 


EDWARD R. KNOWLES 


ELECTRICAL, CIVIL AND 
MECHANICAL ENGINEER 
CONSULTING EXPERT 
Industrial 
See eter fight wad eee 
stallations. poet Engine and Produ 


ower Systems. 
PULITZER BLDG. NEW YORK 


KOHLER BROS. 


CONTRACTING: 
ELECTRICAL ENGINEERS 
Lighting—Power—Railways 
1804-1806 - 1808 - 1810-1812 Fisher Bldg. 
CHICAGO 


i la 


LAMAR LYNDON 


CONSULTING ELECTRICAL 
ENGINEER 


Long Distance Power Transmission and 
Alternating Current problems aspecialty. 


2 Rector Street, NEW YORK 


Telephone 6925 Cortlandt 


ALBERT J. MARSHALL 


CONSULTING 
ILLUMINATING ENGINEER 


Glackner Building NEW YORK 


RALPH D. MERSHON 


CONSULTING ELECTRICAL AND 
MECHANICAL ENGINEER 
rts, Plans, fications 


for Seii 
-and Supervis on of, Electr Lighting, 


Long Dista 
EW YORE: 60 Wall Street 
NETREAT: Street Railway Chambers 


Samuel G. MoMeen Kempster B. Miller 


McMEEN & MILLER 


TELEPHONE ENGINEERS 


P) Special Repo 
e “BortiMesken, Telephone 1 RA 


1454 to 1457 Monadnock Block 
CHICAGO, ILLINOIS 


MAILED FOR $1.00 


New England Engineering Co. 


100 Broadway WATERBURY, 
NEW YORK CONN. 


or rem 


CHARLES L. PILLSBURY 


CONSULTING MECHANICAL 
and ELECTRICAL ENGINEER 


Consulting Eng Pome Fis Minnesota 
d of 
Suite 206, Metropolitan ile Bldg. 
MINNEAPOLIS, MINN. 


JOHNA. — 


ENGINEER 

Plans, Brecifestton® 
mand Electrical 

Steam and arent cal Installa 


1325-1826 Marquette Baie 
CHICAGO, ILL. 


WARREN B. REED. 
CONSULTING ENGINEER 


fal road: Plante, Power Plante, Street 
min iring Plans a and Bpecifica- 
tions, Est Supervision. 
1013 Riberak Bank “Building 
Long Distance Phone Main 878 
NEW ORLEANS, U.S. A. 


OVER 150,000 SOLD 


ERE is only one book on Electric Light and Power 
Wiring and “Construction that is kept absolutely 
accurate and up to date. Every Insurance and City In- 
spector knows it and will pass your work if done in 
accordance with “STANDARD WIRING. ý 


Frederiok Sargent 


A PaPa tor sE Complete ; 


RUEBEL & WELLS 
CONSULTING MECHANICAL 
and ELECTRICAL ENGINEERS ` 


Suite 301 Chemical Building 
ST. LOUIS, U. 8. A. 


A. D. Lundy 


- SARGENT & LUNDY 
ENGINEERS 
RAILWAY EXCHANGE 


Cor. Jackson and Michigan Boulevards 
CHICAGO 


wW. H. SCHOTT 
ENGINEER 
1100 to 1128 American Trust Bldg. 
CHICAGO 
and Builder — Central Station 


7. Qa Electrio Light, Water 
orks and È Power Planta. 


J.G.WHITE & COMPANY 
- Incorpo 
ENGINEERS CONTRACTORS 
43-49 Exchange Place 41-43 Wall St. 
NEW oe N. Y. 
Loudon “9 Gloak Laz Tano, “oan White & Oo., 


annon Street 
ross gap White 


ontrea 
ane Company, ee: Manila, P.L 


whose names appear in this depart- 
ment may be sure that their ad- 
dresses arein the most conspicuous 
location for the electrical industry. 


Electrical Review Publishing Co., Marquette Bidg., Chicago 
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MINNEAPOLIS STEEL x 
MACHINERY CO. 


| i 
1881 1908 


AUTOMATIC ELECTRIC 
and FOR and 
CORLISS POWER SERVICE 


Our reputation for building a high-grade engine in the past 
is fully sustained by our product today, which is superior in 
workmanship, material and design to anything we have ever 
put on the market. 


THE: BALL ENGINE CO. 
| ERIE, PA. | 


COMBINATION OF Established 1875 


Stew Flexihle Shaft 


MULTI-SPEED MOTOR 
Practically dust and water proof. For Port- 
able Drilling, Tapping, Reamiug, Emery 
Grinding, etc. rite for Catalogue and 

rices. 
STOW MFQ. CO., Binghamton, N.Y. 
nts, Selig, Sonnenthal 


Gen’l European Age 
&Co., 85 QueenVictoria St., London, Eng. 


NO VIBRATION WITH 
American-Ball Angle-Compound 
ENGINE S 


The unbalanced forces of two pistons set at right 
angles are combined so that their resultant can be bal- 
anced perfectly in all positions by one counterweight. 
This balancing saves not only the joints of the building, 
but also the joints of the engine, since it is only through 
the bearings that unbalanced forces can be transmitted 
from moving parts to the engine frame and foundations. 
The angle-compound, therefore, not only runs smoother, 
but lasts longer. 

Putting two cylinders at work on one crank has 
another advantage. It gives a more even turning mo- 
ment and permits of a lighter flywheel. It allows one 
engine frame to do the work of two. 

The result isa LIGHT engine, a good 
quality in second-floor work. 

We haven't room here to tell of the 
lower steam consumption, smaller space 
requirements and the dozen or so other 
advantages. 


Write for Balletin 14 


THE AMERICAN 
ENCINE Co. 


Bound Broek, N. J. 
48 Raritan Ave. 
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MINNEAPOLIS MINN. 


Manufacturers of 


Hwenzel Gas Engine and Gas Producer 
| Power Plant. _ 


Combines both High Economy and Proven Reliability, 
a Brake-Horsepower Being Obtainable With the Gas 
From One Pound of Coal. . 


Belted or Direct Connected for Electric 
Light Plants. 


WRITE FOR CATALOGUE “G” 


The RIDGWAY DYNAMO 


is the only direct-current generator built which 10 
a simple and efficient manner secures absolutely 
sparkless commutation at all loads with fixed 
[t embodies the only really important 
improvement which has been made in dynamo de 
sign during the past fifteen years. 


brushes. 


We build power-plant machinery for all classes of 
service. Automatic steam engines in all Types? sim- 
ple, tandem compound, cross-compound, belted, 
direct-connected. Direct current generators and 
motors, belted, direct-connected and special tybes- 


Ridgway Dynamo & Engine Ca 


RIDGWAY, PA. ( 
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INSULATION 


Manufactured 


With best imported soft mica free from iron 

ith miaimum amount of cement 
With machines and instruments of precision to assure accuracy 
With skill attained in over fifteen years’ experience 


Constitute a material of world wide reputation for 
quality 


THAT IS MICANITE 


Manufactured solely by 
MICA INSULATOR COMPANY! 
` Now York and Chicago 


Darley Engineering Company — 


Sole Manufacturers of 


Suction: Conveyors for Handling Ashes 


ENTED) 
All by suction—through a pipe—no moving parts—simple as A-B. 
ECONOMICAL—EFFICIENT—DUSTLESS. 


We have repeat orders from several customers, notably :— 


ARMOUR & CO., 3 plants; AMERICAN STEEL & WIRE CO., 2 plants; 
U. S. GOVERNMENT, 3 plants. 


Pretty good for a new thing? It solves the problem of ashes handling. 
SEND FOR BULLETIN No. 1. 


Darley Engineering Company 


| NEW YORK PITTSBURGH CHICAGO 
‘| Singer Bldg. Farmers’ Bank Bldg. Monadnock Bldg. 


THE ACME ENCINE 


Sizes 34, 1, 2, 3, 4,5 and 8 H. P. on one hun- 
dred pounds ‘steam pressure. Bed Plates 
furnished to meet the requirements of any 
build of dynamo. Willrun smooth and steady 
at any speed from 100 to 800 revolutions per 
minute. Governor regulates to within 2% from 
no load to full load. 


BOSTON 
‘Old South Bldg, 


Oatalogue 


ROCHESTER, N.Y 
Gv usa. 


ROCHESTER MACHINE TOOL WORKS, Limite 


Writo for Booklot and Bulletins on 


District Steam Heating 


American District Steam Ge. 
CHICAGO 


LOCKPORT, N. Y. 
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FB.BADT & Co 


Suite 1504 Monadnock Block 
CHICAGO 


Telephone Harrison 745 


WESTERN SELLING AGENTS FOR: 


WESTON 


INSTRUMENTS 


WARD LEONARD 


RHEOSTATS 


POLAR FLAMING 


ARC LAMPS 


IMPORTED 
EXCELLO CARBONS 


for all makes of Flaming Arc Lamps 


We handle 
ONLY THE. BEST 


in these lines 
SEE OUR EXHIBITS AT THE ELECT RICAL SHOW 


COMMONWEALTH EDISON COMPANY 


REPAIR SHOPS 


76 MARKET STREET, CHICAGO, 


TELEPHONE, MAIN 1260 


FIRST-CLASS EQUIPMENT 
THROUGHOUT 


DYNAMOS. ARMATURES, MOTORS, ARC LAMPS. INSTRUMENTS 
High-Grade Machine Work of all kinds. Correspondence Solicited 


OVER SO.000 MILES IN Uae 
ROLLED FROM BEST QUALITY STEEL 


CONTINUOUS JOINT WEBER JOINT WOLMAUPTER JOINT 


THE RAIL. JOINT OOM PAN Y 
` GENERAL OFFICES, 20 WEST 34TH ST., NEW YORX CITY 


On Hafiime at Agensice 
HIGHEST 


Makers of Base Supported 


Rail Joints tor Boston, Hass 
Standard and Special AWARDS Denver, Colo 
nna è 
Rall Sections, also piegare, Toco: Cal 
Girder, Step or Paris, 1900; Buffalo, 1905 Beattle, Wash. 
St. Louis, 1904 Louis, Mo. 
Compromise, St. Paul. Minn 
and Insuleting Rall Joints, protected by Patests psc Roe ae 
in the United States and Foreign Coustries. | Montreal, Can. 
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IN THE 


ELECT RICAL INDUSTRY | 


no wil be told j in the advertising 
pages of the 


AND 


WESTERN EL ECTRICIAN 
January 2, 1909. 
ARE YOU INCLUDED? 


The issue will. contain a wealth of Electrical Features. 


The time is limited— WRITE NOW. 


ELECTRICAL REVIEW AND WESTERN ELECTRICIAN 


-Publication Offices: 507 Marquette Bldg., CHICAGO 
NEW YORK, 13 Park Row 


LONDON, E. C., 42 Old Broad Street 


WHO’S WHO 


ELECTRICAL REVIEW 


December 26, 1908 


PRODUCERS AND SHIPPERS OF 


WESTERN CEDAR POLES 


EASTERN SALES OFFICE: Monadnock Bldg., CHICAGO 


THEBRADY MAST ARMS 


T. H. BRADY, NEW BRITAIN, CONN., U. S. A. 


Manufacturer of 


MAST ARMS, POLE and SWINGING HOODS, HOUSE BRACKETS 


And jebere: Specialities for Construction Work 
CATALOGUE AND PRICES FURNISHED ON APPLICATION 


H HALL L.BROOKS 
A 52 WISCONSIN AVENUE AA; 
TOMAHAWK. WIS. % 


ELECTRIC CONDENSERS 


Wm. Marshall, Manufacturer 


STANDARDS A SPECIALTY 


` 709 Lexington Ave. - - New York 


C.H.WORCESTER CO. 
TRIBUNE BLDG. CHICAGO. 


are so located we can ship stock to 


Our Yards any point in the United States, and 


it is cut from the choicest timber remaining in 
Northern Michigan. 
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THE LINDSLEY BROTHERS COMPANY 


AND MANUFACTURERS OF 


RED FIR CROSS ARMS 


SPOKANE, WASHINGTON 


WHITE CEDAR POLES 


COMPLETE STOCKS CONSTANTLY ON HAND 


Standard Cedar Simbel 


934 Security Bank Bidg. MINNEAPOLIS, MINN. 


CEDAR POLES 


TORREY CEDAR CO., 


Large Stock Constantly on Hand. CLINTONVILLE, wis. 


Idaho Cedar Poles 


PACIFIC COAST POLE CO. SPOKANE, WASH. 


Elevating—Conveying—Power Trans- 
mission — Screening — Crushing — 


Coal Mining—Coal and Rock Drilling 

— Coal Washing Machinery and Elec- 

tric Locomotives. Catalogues are 
? yours for the asking. Address 


THE JEFFREY MFG. CO. 


COLUMBUS, OHIO, U.8. A. 


SCRAP ON 
PURCHASED \ 


Contacts of All ee cisince Wire for Wireless Telegraphy. | 
Resistance Wire. 


AMERICAN PLATINUM WORKS 
NEWARK, N. J. 


Wire and Sheet for Ali Purposes. 


WHITE CEDAR POLES 


WITTENBERG CEDAR CO., Wittenberg, Wis. 


A LARCE STOCK OF 
STRICTLY HICH CRADE POLES 
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IS IT NOT TRUE 


CHEAP TELEPHONES MEAN — BIG REPAIR BILLS. 
EXPERIMENTAL TELEPHONES MEAN —UNCERTAIN 
SERVICE. 

THEY BOTH MEAN—DISAPPOINTMENT. 

THE RECORD OF KELLOGG TELEPHONES IN REAL 
SERVICE SHOWS THAT REPAIR BILLS ARE AS SCARCE 
AS THEIR SERVICE IS SURE. 


BRANCH OFFICES 
KANGAS CITY SAN FRANCISCO 


in writing for bulletins or information, kindly address Dept. L. 


Are Now 50o Per Month 


In the OFFICE they save Time, Energy and Money. 
In the HOME they save Going Up and Down Stairs, 
and are Ideal as | 


FIRE AND BURGLAR ALARMS. 


Why not order now? Call Contract Department, Main 294. 


| “RADIO APPARATUS” 


nt 


Extension Telephone Stations 


CHICAGO TELEPHONE CO.. 203 Washington St. 


Vol. 583—No. 26 


‘(DeForest Wireless System) 

The latest, the very best, for every form of “wireless.” Variable In- 

ductances, Variable Condensers, Tuning Apparatus, etc. Especial attention 
given to amateurs. Write for our new bulletins; they will surprise you. 

The Radio Telephone Company, 

49 Exchange Place - = NEW YORK 


INE ELECTRIC SIGNS and 
LASHING EFFECTS 


URNISHED AND INSTALLED BY 


WALLER SIGN WORKS, Inc. “Srioaco 


Complete plants for the 


Manufacture and Renewal of Incandescent Lamps 


(EXPERTS TO THE LARCEST COMPANIES SINCE 189!) 


Central Station lamp testing made practicable by our 
Photometric System. Send for catalogues. 


DWYER MACHINE CO., Lynn, Mass. 


“NOTICE” prora 
NEW RECO FLASHERS 


Should know about this apparatus. It’s the simplest. strongest and most durable Sign 
Flasher on tho market. ill produce any desired flashing effect. ‘The Reco is free 
from all troublesome parts. rite to-day for particulars and prices, 


REYNOLDS ELECTRIC FLASHER MFG. CO., '°? oni aco” 


HICACO 


American 
| Bell Telephone | 
Company — 


125 Milk Street, Boston, Mass- 
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| . “ae Electric Intercommunicating Telephones save time, prevent errors and facilitate 
J e 


They save time by enabling orders to be instantly given and received. 
They prevent errors by making easy the checking of orders. 


They facilitate cooperation by bringing the departments of a plant into a compact, 
united rorganization: i 


KEY TYPE OF DESK SET 


IARE SOLIN em 
“BREH RA enti ax 


AF 


| JACK TYPE OF WALL SET JACK TYPE OF DESK SET 


Conversation is carried on as with regular telephone instruments, the desired connection 
' being made by simply pressing a button or using a jack. 


Connections are thus made by the parties when they desire to telephone; as a telephone 
operator is not employed, there are no operating expenses and the system is available for 
use at all times. 


Write our nearest house for Bulletins Nos. 344 oad 345. 


WESTERN ELECTRIC 


um om COMPANY wm nan 


J New York Chicago Salnt Louls San Francisco 


Philadeiphia Indianapolis Manufacturers and Suppliers of all appara- Kansas City Los Angeles 
Boston tus and equipment used in the construction, Denver k 
Pittsburg emelnnes! operation and maintenance of Dallas Soart 

Atlanta Saint Paul TELEPHONE PLANTS. Omaha Salt Lake City 


Northern Electric and Manufacturing Company, Ltd.,.Montreal and Winnipeg. 
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7 ble In- 
ttention 


| è you. 
E 
(ORK 


Exhaust-Steam Turbines ” 
| With existing . } 


oe eee ie ee o 
——_ 


boiler capacity = 
Westinghouse Exhaust-Steam Turk res 
will generate more power on th 
haust steam, now wasted from (h 
condensing engines, than the [iter 
themselves will develop. The i | 
pactness of the apparatus is show 

_ the illustration. | 


1,000 K. W. Westinghouse Exhaust-Steam Turbines taking its rean Kron the 
exhaust of two Corliss Engines in the plant of a large c 2 


The Westinghouse Machine Co. 


Steam Turbines, Steam Engines, Gas Engines, Gas Producers, Storage Batteries and the Roney Stoker 
ADDRESS 


O ee, OE ce 
v - 


NEAREST SALES OFFICE FOR INFORMATION 
New York, 165 prar cway Chicago, 171 La Salle St. St. Louls, Chemical Bullding Denver, McP 
Boston, 131 Stat Cincinnati, Traction Building Pitts sburg, Westinghouse Bulidin San Francisco, „ʻunt, Mirk & Co, 
Cleveland, New enaiané Buliding Atlanta, Candler Buliding Philadelphia, N . American Bullding 


The Westinghous . 
Electric Sad Iron, 3 


Heats uniformly hot all es | 
No one spot becomes hotter | 
than another. It has no loose | 
parts to bother with and be 

| 


anon” 


mislaid. It is always ready 
for instant use. 


Packed in our “holiday box” it makes an id - Year's 
Gift for central stations and dealers to handle 


Westinghouse Electric & Manufacturing Co. 


ADDRESS NEAREST DISTRICT OFFICE 


ee m 


Atianta, Boston, Chicago, Cleveland, Denver, Kansa : eta 
s Cit Mi ree 
Baltimore, Bumalas ee Slncionat) Psat De troit, Los Angeles. N ew Oresi, Phitadelpila, Be louie: Sa rancisco, Syracus® 
n Westinghous 
ghouse Co., Ltd., Hamilton, Ontarlo Mexico: G. & O. Braniff & Co., City of Mexico —— 


f 
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ESTINGHOUSE 
- New Shell T ype sgo : 


(nen: Transformers 


. 16 Capacities, % to 50 Kilowatt.—50 to 140 ERN 
Primary: 1100- 220 Volts. Secondary: 110-220 and 220-440 Volts 


The -Packing Cases 
arè so designed that Type ‘“‘S” Trans- 
formers may be inspected and tested with- 
out removing them from the cases. All 
terminals are within easy reach. Cen- 
tral-station men will appreciate the con- 
venience of this arrangement. 


Type “S” Transformers are fully illustrated and described in Circular 1057. 
Ask nearest office for proposition and specifications. 


a Electric & Manufacturing Co. 


ADDRESS NEAREST DISTRICT OFFICE: 
ittsburg, Salt Lake City, Baattin, 


anta Clev Ha nd, Denver Kansas City, Mi apolis, New York, P 
a ore, Butta” wien sano, ati, Da lla Qetroit, Los A popes OF leans, Phila de elphia, St. Louls, an Francisco, Syracuse. 
Ci) asa Canadian Westin satan e Co., Ltd., Hamilton, Ontario Mexico: G. & O. Braniff & Co., City of Mexico 
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The Bristol Company 


Gnecialists in 


RECORDING rane 


N ELECTRICAL WORKS 


BARE AND INSULATED WIRB ANDCABLES 


DERN 
TT igg 
ve" as. Seth 2N 


Pressure, Temperature and 
GALVANIZED IRON WIRB AND STRANDS Bl eo K Electricity. 
POWER AND TELEPHONE CABLES if A Meeri desea? mn: 
l eo Shunt Ammeters and 
Phillipsdale, R. I. | Recording Mill -Voltmeters 
NEW YORE CHICAGO MONTREAL, == THE BRISTOL COMPANY 
165 Broadway 185 Adams Street CAN. Yai ee cor Chenge ee) 


eiT n 
~~ 


RUBBER INSULATED CR at 


The Electric, Gable Go. 


INSULATED CABLES, WIRES and CONDUGTORS OF EVERY TYPE 


Our products are manufactured of the best material on new and 
improved machinery and in well-designed modern buildings 
where everything is conducive to the highest grade of product 


New York Office, 17 Battery Place Chicago Omer 1530 Monadnock Bldg. 
Boston, Old th Richmond, Va., Virginia ectric Co., 612 E. Main St. 


San Francisco, AL ei ig 


FOR EVERY SERVICE 
aes 4 


Submarine and High-Ten si ) 
Cables a Specialty p 1 
Paper-Covered Power Cables: | "y, ! 


THE SAFETY INSULATED WIRE AND CABLE CO. 
NEW YORK BOSTON ATLANTA CHICAGO” sen FRAN cis a800 


ORIGINAL VULCANIZED. EE 


Very best quality, tough, at ong*free-from_ ‘racks, splits $ 
defects, suitable for machining, drilling, ‘tapping, past 
RODS Handles, Buttons, Flange Bushings, and Insulati ing Purposes. 
All standard sizes up to Il-2 inch rich arried 
in stock. Colors: Red, Black and ra: - 
We manufacture the highest grade only. 
Sheets, Tubes, Washers, Discs, Cleats, Cord Adjusters: 5 and 
Special Shapes. à 
Write for prices, samples and further information. == 7 à 
Wing D 


PAPER — RUBBER 
INSULATED 


WIRES ao CABLES 


FOR ANY SERVICE 
IN ANY FINISH 


WATERBURY CO- 


80 South Street - ~- NEW YORK 
Factories: Brooklyn, N. Y. 


AMERICAN VULCANIZED FIBRE TO., 


Use DIXON'S 


GRAPHITE BRUSHES 


and avoid the necessity of turning down com- 
mutators or applying lubricants. Write us. 


FOR 20 YEARS THE STANDARD 


«0O. K.” Weatherproof Wire 
‘«Parac” Rubber Wire 
Bare Copper Wire 
Slow-Burning Weatherproof 
Railway Feeder Wire 

Slow-Burning Wire 


JOSEPH DIXON CRUCIBLE CO. 


JERSEY CITY, N.J. 


ATENTS! PATENTS! 


Save money and time by sending your matters to me 


TRADE- MARKS 


DESIGNS 
COPYRIGHTS 


Washington, © D, 6. 


PHILLIPS INSULATED WIRE Co. 
PAWTUCKET, R. I. 


P 


“DETROIT” 


RUBBER COVERED 


Detroit Insulated Wire Co. 
DETROIT, MICH. 


E. $. DUVALL, Loan & Trust Bldg., 


RUBBER INSULATED 
Wires and Sabies s 
LONGEST LIFE—HIGHEST EFFICIENCY A e 3 ai 
Armored Submarine and Lead-Encased Light and Power Qa R | 
Telephone, Telegraph and Railway Signal Wires and G 
Bishop Gutta-Percha Co.. 420 East 25th Street, £ ev a 
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